NUREG-0540 
Vol. 5, No. 2 



ocuments Made 



Available 


February 1-28, 1983 


Office of Administration 

U.S. Nuclear Regulatory Commission 


in' 

ce 


O 

tA 

8 

a 


O 

0 

O 

Ja. 

rv 

D 


-U 

X 




Available from 

NRC/GPO Sales Program 

Superintendent of Documents 
Government Printing Office 
Washington, D. C. 20402 

A year's subscription consists of 12 issues for 
this publication. 

Single copies of this publication 
are available from National Technical 
Information Service, Springfield, VA 22161 


Microfiche of single copies are 
available from NRC/GPO Sales Program 
Washington, D. C. 20555 



NUREG-054 
Vol. 5, No. 


Title List of 

Documents Made Publicly Available 


February 1-28, 1983 


Division of Technical Information and Document Control 
Office of Administration 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 





CONTENTS 


Pic face . v 

Arrangement of Items by Docket Numbci ix 

Alphabetic Aiiangcmcnt ol Docket Items by Facility Name xvii 

Docketed Items 

Low Level Radwastc Disposal Sites — Docket 27 I 

Domestic Licensing of Source Matcnal — Docket 40 1 

Domestic Licensing of Pioduction and Utilization Facilities — Docket 50 7 

Domestic Licensing of Special Nucleai Matei lal — Docket 70 . , , . 397 

Packaging of Radioactive Matcnal for Ttansporl and Tianspoitation of 

Radioactive Matcnal Undci Ccitain Conditions — Docket 71 405 

Licensing of Independent Spent Fuel Storage — Docket 72 409 

Nondockcted Items 

10 CFR — Commission Meeting Rccouls . . , ,,.411 

ACRS — Advisoi y Committee on Reactor Safeguards 411 

COMMISSION -NRC Commissioners 412 

CONTRACT - NRC Contincts and Modifications 413 

FOIA — Freedom of Infoimation Act Requests and Releases 420 

GEN TECH IS — Generic Technical Issues 427 

I&E — Inspection and Enforcement 428 

MISC — Public Document Room Miscellaneous 428 

NUREG — NUREG Repot ts and Related Concspondcncc 429 

ORG — Coi respondence with Other Organizations 432 

PR — Proposed Rule 432 

PRM — Petition for Rulemaking 436 

PROJ — Projects - Predocket Licensing 438 

PT 2 1 — Noncompliance Reports and Related Concspondcncc 438 

QA999 — Quality Assurance Inspections 438 

REGGD — Regulaloiy Guides 442 

RES — Research and Technical Assistance Rcpoits 442 

REVIEW GROUP — NRC Research Review Groups 443 

SECY — Position Papers Befoie the Commission 444 

STATE PROG — State Piograms 444 

TOPREP — Vendor Reports and Related Correspondence 446 

WASTE MGT — Nuclear Waste Management 448 

XPORTLIC — Expoit and Import Licenses 450 

Personal Author Index 455 

Corporate Source Index 485 

Report Number Index 519 

Cross Rcfei ence of Enclosures to Principal Documents 521 

Appendix A — Definitions of Docket 50 Categories A-l 

Appendix B — Definitions of Nondocketed Categories B-l 


iii 




PREFACE 


The Title List of Documents Made Publicly A vailable is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Tide List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Tide List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J . Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 
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W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 

The principal elements of the entries in the list are: 


Operating license stage documents & correspondence 


8203090028 Responds to 820201 Itr requesting documents re environ qualification of 
electrical equipment. All non proprietary repts will be provided to Franklin Research 
Ctr by 820408. Proprietary repts will be provided to NRC by 820510. 

(T) MILLS, L.M. (T) Tennessee Valley Authority. (jP) 82/03/04. (T) VASSALLO, D.B. 
Operating Reactors Branch 2. (T) lp. 1216:254. 24XFiche: 50-259,82/03/04, 
8203090028, ^ f ^ 1^ 

© ® © © 


1 . NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 

10. This three-digit portion of this entry is the number of the frame on which this document starts, 

1 1 . The 24X Fiche designation consists of the docket number followed by the date of the document and the acces- 
sion number for the document. This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document fiche. 

12. If this space is blank, the document is available to the public only in the NRC Public Document Room, 1717 H 
St., N.W., Washington, D.C, 20555. If this space is filled, it gives other sources for copies of the document. 
The entry may be ‘‘Available at NRC’ 1 for sale; “Available at NTIS 11 ; or “Available atGPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal items. 
Entries indented and preceded by a dash are items that were submitted as enclosures to principal items, In general, 
indented items are not in accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear in the last tine of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Document 
Room. These categories and their symbols are: 

10CFR — Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOIA — Freedom of Information Act Requests and Releases 

GEN TECH IS — Generic Technical Issues 
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I&E — Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects— Predocket Licensing 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOPREP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre-NU REG Series 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category in the 

listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the nondocketed items are: 

( 7 ) NUREG— NUREG Reports and Related Correspondence 

© © 


8203090207' NUREG/CR-1672 V02 

( RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREG/ CR-1262, NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 

, NUREG/ CR- 1608. -® 

(T)- STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science ApplicationsTlnc. 

FIN B-6694. SAI-262-81-PA. 82/02/28. Division of Risk Analysis. 


© 


123 p. 
<*> 


Available at NRC. 
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1 . Nondocketed category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3 . NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s), An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonindividual source. 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number, it will appear 
following this entry. 

8. Secondary report number assigned by originator, 

9. Date of document described. 

10. NRC organizational recipient, 

11. Pages in document, 

12. All NUREG-series documents are available for purchase at NRC, Information on ordering documents is given 
below. All NU REG-series documents are also available at NTIS. Information on ordering from NTIS is also 
given below, 

13. Price for which NRC sells the document, 
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14. The NR C 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 

1 5. This three-digit portion of this entry is the number of the frame on which this document starts. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items pre- 
ceded by a dash are enclosures to unindented items. 

NOTES 

1. The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to NTIS or call 
the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you place your order. Publica- 
tions can be charged to American Express credit cards; supply the chargecard number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges for 
duplication are as follows: (l) paper to paper is SO. 05 per page except for oversized documents and engineering 
drawings, which vary from $0.50 to $1.00 per square foot; (2) microform to paper is $0.05 a page for pages on 
microfiche and is $0.20 a square foot for a full-size print or $0.25 for a reduced-size print (18" x 24") of a draw- 
ing on an aperture card; and (3) microform to microform is SO. 10 per microfiche and $0.20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate. Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be pro- 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by calling (703)-94 1-8018. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Pui 

Low Level Radwaste Disposal Sites — Docket 27 


40-8663 

Nuclear Dynamics, Inc., Phoenix, AZ 


27-039 

Sheffield, IL, U S Ecology, Inc 

1 

40-8675 

Energy Fuels Nuclear, Inc , Denver, CO 


27-047 

Barnwell, SC, Chcm-Nuclear Systems, Inc 

1 

40-8681 

Energy Fuels Nuclear, Inc., Denver, CO 


27-048 

Richland, WA, U S Ecology, Inc 

1 

40-8693 

Ogle Petroleum, Inc., Santa Barbara, CA 


Domestic Licensing of Source Material — Docket 40 


40-8697 

Rocky Mountain Energy Co. , Denver, CO 


40-0017 

Dow Chemical Co t Midland, MI 

1 

40-8698 

Plateau Resources, Ltd , Grand Junction, CO 


40-0086 

W R Grace & Co t Pomptom Plains, NJ 

2 

40-8709 

Wcttinghousc Electiic Corp , Ogden, UT 


40-0215 

S. F Apphcancc, Ltd., Morns, IL 

2 

40-8714 

Cleveland-ClLffs Iron Co., Cleveland, OH 

■ 

40-0299 

Union Carbide Corp , Grand Junction, CO 

2 

40-8728 

Teton Exploration Drilling Co,, Inc., 






Casper, WY 

4 

40-0672 

Nuclear Metals, Inc., Concord, MA 

2 







40-8743 

Conoco, Inc , Denver, CO 

( 

40-1341 

Tennessee Valley Authority, Chattanooga, TN 

2 







40-8745 

Ogle Petroleum, Inc., Cnspcr, WY 

( 

40-2061 

Kerr-McGee Chemical Corp., 






Oklahoma City, OK 

2 

40-8768 

Kerr-McGcc Nuclear Coip , 






Oklahoma City, OK 

( 

40-2259 

Pathfinder Mines Corp , Riverton, WY 

3 







40-8779 

Army, Dept of, Tooele, UT 

< 

40-3149 

Fenton Art Glass Co , Williamstown, WV 

3 







40-8783 

Unincrz USA, Inc., Cnspcr, WY 

6 

40-3453 

Atlas Mineral, Inc , Denver, CO 

3 







40-8786 

Uranium Resources, Inc,, Richardson, TX 

<\ 

40-4492 

Fedeial- American Partners, Riverton, WY 

3 







40-8787 

Michigan, Umv ol, Ann Arboi, MI 

6 

40-5738 

Virginia, Umv of, Charlottesville, VA 

3 







40-8792 

Edison Institute, Dearborn, MI 

7 

40-6622 

Pathfindei Mines Corp., Shirley Basin, WY 

3 







40-8798 

Hitchcock Industries, Inc., Minneapolis, MN 

7 

40-7455 

Whittaker Metals, Los Angeles, CA 

3 







40-8799 

Udylitc/Sel-Rex, Wnrrcn, Ml 

7 

40-8027 

Kerr-McGee Nuclear Corp., 






Oklahoma City, OK 

3 

40-8822 

Omaha Public Power District, Omaha, NE 

7 

40-8064 

Exxon Minerals Co, USA, Houston, TX 

3 

40-8829 

Wyoming Fuel Co , Lakewood, CO 

7 

40-8084 

Rio Algorn Corp , Moab, UT 

4 

Domestic Licensing of Production ami Utilization Facilities — 





Docket 50 



40-8102 

Exxon Co. USA, Houston, TX 

4 







50-2 

Unlv of Michigan Research React oi 

7 

40-8380 

Rocky Mountain Energy Co., Broomfield, CO 

4 







50-3 

Indian Point Station, Unit 1 

7 

40-8452 

Bear Creek Uranium Co , Casper, WY 

4 







50-5 

Pennsylvania State Umv, Research Reactor 

8 

40-8483 

Day & Zimmerman, Inc , Parsons, KS 

4 







50-10 

Dresden Nuclear Power Station, Unit 1 

8 

40-8502 

Wyoming Mineral Corp., Lakewood, CO 

4 







50429 

Yankce-Rowc Nuclear Power Station 

10 

40-8584 

Minerals Exploration Co., Los Angeles, CA 

4 







50’54 

Union Carbide Research Reactor 

12 

40-8626 

Moraine Valley Community College* 






Palos Hills, IL 

5 

50-67 

McMastci Univ Research Reactor 

12 
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Name 

Page 

50-70 

General Electric Test Reactor 

12 

50-250 

Turkey Point Plant, Unit 3 

50 

50-72 

Umv of Utah Research Reactor 

12 

50-251 

Turkey Point Plant, Unit 4 

52 
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General Elcctnc Nuclear Test Reactor 

12 
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Quad-Cities Station, Unit 1 

54 
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General Atomic Co. 

12 
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Palisades Nuclear Plant 

57 
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North Carolina State Umv Research Reactor 

12 
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Browns Ferry Nuclear Power Station, Unit 1 

59 
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Unjv of Oklahoma Research Reactor 

12 
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Browns Ferry Nuclear Power Station, Unit 2 

62 
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Umv, of Arizona Research Reactor 

12 
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H B Robinson Plant, Unit 2 

65 
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Virginia Polytech Institute Training Reactor 

12 
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Monticello Nuclear Generating Plant 

68 
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Texas A&M Umv. Research Reactor 

13 

50-264 

Dow Chemical Co 

70 

50-131 

Omaha Veterans Administration Hosptial 


50-265 

Quad-Cities Station, Umt 2 

70 


Research Reactor 

13 
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Point Beach Nuclear Plant, Umt 1 

73 

50-133 

Humboldt Bay Power Plant, Unit 3 

14 

50-267 

Fort St. Vram Nuclear Generating Station 

74 

50-139 

Umv of Washington Research Reactor 

14 
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Oconee Nuclear Station, Umt 1 

78 
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UCLA Training Reactor 

14 

50-270 

Oconee Nuclear Station, Unit 2 

80 

50-155 

Big Rock Point Nuclear Plant 

16 

50-271 

Vermont Yankee Nuclear Power Station 

83 
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Umv, of Wisconsin Research Reactor 

20 

50-272 

Salem Nuclear Generating Station, Unit 1 

85 

50-160 

Georgia Institute of Technology Research Reactor 

20 

50-274 

U,S. Geological Survey Research Reactor 

87 

50-163 

General Atomic Co. 

20 

50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

87 

50-170 

National Naval Medical Center 

20 

50-277 

Peach Bottom Atomic Power Station, Unit 2 

91 

50-186 

Umv of Missouri Research Reactor 

21 

50-278 

Peach Bottom Atomic Power Station, Unit 3 

93 

50-187 

Space Radiation Research Reactor 

21 

50-280 

Surry- Power Station, Unit 1 

96 

50-192 

Univ. of Texas Research Reactor 

21 

50-281 

Surry Power Station, Unit 2 

98 

50-193 

Rhode Island & Providence Plantations, A EC 

21 

50-282 

Prairie Island Nuclear Station, Unit 1 

101 

50-201 

West Valley Reprocessing Plant 

21 

50-285 

Fort Calhoun Station, Unit 1 

103 

50-206 

San Onofre Nuclear Station, Unit 1 

21 

50-286 

Indian Point Station, Unit 3 

105 

50-2 J 3 

Hacfdam Neck Plant 

25 

50-287 

Oconee Nuclear Station, Unit 3 

111 

50-219 

Oyster Creek Nuclear Power Plant 

27 

50-288 

Reed College Research Reactor 

114 

50-220 

Nine Mile Point Nuclear Station. Unit I 

29 

50-289 

Three Mile Island Nuclear Station, Unit 1 

114 

50-228 

A e rotes t Radiography & Research Reactor 

31 

50-290 

Proof Test Facility 
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50-237 

Dresden Nuclear Power Station, Unit 2 

31 
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Pilgrim Nuclear Power Station, Unit 1 
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35 
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Michigan State Umv Research Reactor 
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Robert Emmet Gmna Nuclear Plant, Unit 1 

35 
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Zion Nuclear Power Station, Unit 1 
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50*245 

Millstone Nuclear Power Sration, Umt I 

38 
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Browns Ferry Nuclear Power Station, Unit 3 
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Indian Point Station, Umt 2 

41 
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North Carolina State Umv PULSTAR Reactor 
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Dresden Nuclear Power Station, Unit 3 
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50-298 

Cooper Nuclear Station 
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Davis-Besse Nuclear Power Station, Unit 1 

224 

50-301 

Point Beach Nuclear Plant, Unit 2 
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Limerick Generating Station, Unit 2 
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50-362 

San Onofre Nuclear Station, Unit 3 
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154 
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157 
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50-367 

Bailly Generating Station 
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165 
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253 

50-320 

Three Mile Island Nuclear Station, Unit 2 

169 
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William B McGuire Nuclear Station, Unit 1 
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50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 
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50-370 

William B. McGuire Nuclear Station, Unit 2 
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Shoreham Nuclear Power Station 
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LaSalle County Station, Unit 1 
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50-323 

Diablo Canyon Nucleai Power Plant, Unit 2 
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50-374 

LaSalle County Station, Unit 2 
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50-324 
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50-375 

Nuclear Examination Reactor 

268 
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Brunswick Steam Electric Plant, Unit 1 

186 

50-382 

Waterford Generating Station, Unit 3 

268 

50-326 

Umv. of California at Irvine Research Reactor 

189 

50-387 

Susquehanna Steam Electric Station, Unit 1 

272 

50-327 

Sequoyah Nuclear Plant, Unit l 

190 

50-388 

Susquehanna Steam Electric Station, Unit 2 

276 

50-328 

Sequoyah Nuclear Plant, Unit 2 

192 

50-389 

St. Lucie Plant, Unit 2 
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50-329 

Midland Plant, Unit 1 

194 

50-390 

Watts Bar Nuclear Plant, Unit 1 
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50-330 

Midland Plant, Unit 2 
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50-391 
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North Anna Power Station, Unit 3 

296 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

219 

50-405 

North Anna Power Station, Unit 4 

296 

50-344 

Trojan Nuclear Plant 

222 

50-406 

Tuskegee Institute Research Reactor 

296 
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Page 

Docket 

Name 

Page 

50-409 

La Crosse Boiling Water Reactor 

296 

STN-50470 

CESSAR System 80 

365 

50-410 

Nine Mile Point Nuclear Station, Umt 2 

297 

STN-50-482 

Wolf Creek Generating Station 

365 

50-412 

Beaver Valley Power Station, Unit 2 

300 

STN-50-483 

Callaway Plant, Unit l 

367 

50-413 

Catawba Nuclear Station, Unit 1 

301 

STN-50-485 

Sterling Power Nuclear Project, Unit 1 

368 

50-414 

Catawba Nuclear Station, Unit 2 

303 

STN-50486 

Callaway Plant, Unit 2 

369 
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Perkins Nuclear Station, Unit 1 

369 

50-417 

Grand Gulf Nuclear Station, Unit 2 
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Perkins Nuclear Station, Unit 2 

369 

50-423 

Millstone Nuclear Power Station, Unit 3 

312 

STN-50490 

Perkms Nuclear Station, Umt 3 

369 

50-424 

Alvin W Vogtle Nuclear Plant, Unit 1 
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STN-50-491 

Cherokee Nuclear Station, Unit 1 

370 

50-425 

Alvin W Vogtle Nuclear Plant, Unit 2 

315 

STN -50-492 

Cherokee Nuclear Station, Umt 2 

370 

50-434 

Surry Power Station. Umt 3 

316 

STN-50493 

Cherokee Nuclear Station, Umt 3 

371 

50-435 

Surry Power Station, Unit 4 

316 

50-496 

Montague Nuclear Power Station, Unit 1 

371 

STN-50437 

Floating Nuclear Plant 

316 

50497 

Montague Nuclear Power Station, Umt 2 

371 

50-438 

Bellefonte Nuclear Plant. Unit 1 

317 

STN-50498 

South Texas Project, Umt I 

371 

50-439 

Bellefonte Nuclear Plant, Unit 2 

319 

STN -50499 

South Texas Project, Unit 2 

373 

50440 

Perry Nuclear Power Plant, Unit J 

321 

50-500 

Davis-Besse Nuclear Poiver Station, Unit 2 

374 

50441 

Perry Nuclear Power Plant, Unit 2 

325 

50-501 

Davis-Besse Nuclear Power Station, Unit 3 

374 

50443 

Seabrook Nuclear Station, Unit 1 

330 

STN-5 0-506 

Koshkonung Nuclear Plant, Umt 3 

374 

50444 

Seabrook Nuclear Station, Unit 2 

335 

STN-5O-508 

WPPSS Nuclear Project, Unit 3 

374 

50445 

Comanche Peak Steam Electric Station, Lbiit 1 

340 

STN- 50-509 

WPPSS Nuclear Project, Unit 5 

376 

50-446 

Comanche Peak Steam Electric Station, Unit 2 

343 

50-513 

WPPSS Nuclear Project, Unit 4 

376 

5TN-50447 

GESSAR-238 

345 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

376 

STN-50454 

Byron Station, Unit 1 

346 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

376 

STN'50455 

Byron Station, Unit 2 

350 

STN-50-518 

Hartsville Nuclear Plant, Unit I 

377 

STN-50456 

Braid wood Station, Unit 1- 

355 

STN-50-519 

Hartsville Nuclear Plant, Unit 2 

378 

5TN-50457 

Braidwood Station, Unit 2 

357 

STN-50-520 

Hartsville Nuclear Plant, Unit 3 

378 

50458 

River Bend Station, Unit 1 

359 

STN -5 0-521 

Hartsville Nuclear Plant, Unit 4 

378 

50-459 

River Bend Station, Unit 2 

360 

50-522 

Skagit Nuclear Power Project, Unit 1 

379 

50-460 

WPPSS Nuclear Project, Unit 1 

361 

50-523 

Skagit Nuclear Power Project, Unit 2 

379 

50-461 

Clinton Power Station, Unit 1 

362 

STN-50-528 

Palo Verde Nuclear Station, Umt 1 

380 

50-462 

Clinton Power Station, Unit 2 

364 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

383 

50466 

Allens Creek Nuclear Station, Umt 1 

365 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

385 

50-467 

Allens Creek Nuclear Station, Umt 2 

365 

50-537 

Clinch River Breeder Reactor 

387 
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Docket 
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Page 

Docket 
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Page 

STN-50-546 

Marble Hill Nuclear Station, Unit 1 

390 

70-1062 

Todd Shipyards Corp , Galveston, TX 

401 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

392 

70-1100 

Combustion Engineering, Inc , Windsor, CT 

401 

STN-50-553 

Phipps Bend Nuclear Station, Unit 1 

394 

70-1113 

General Electnc Co , Wilmington, NC 

401 

STN-50-554 

Phipps Bend Nuclear Station, Unit 2 

395 

70-1143 

Westinghouse Electnc Corp , Pittsburgh, PA 

401 

STN-50 556 

Black Fox Station, Unit 1 

395 

70-1151 

Westinghousc Electnc Corp , Pittsburgh, PA 

401 

STN-50-557 

Black Fox Station, Unit 2 

395 

70-1193 

Kerr-McGee Nuclear Corp., 






Oklahoma, OK 

402 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

396 

70-1201 

Babcock & Wilcox Co , Lynchburg, VA 

402 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

396 

70-1257 

Exxon Nuclear Co , Inc., Richland, WA 

402 

STN-50-599 

Carroll Facility I 

397 

70-1362 

Hahnemann Medical College & Hospital, 


STN-50-600 

Carroll Facility II 

397 


Philadelphia, PA 

402 

Domestic Licensing of Special Nuclear Material — Docket 70 


70-1418 

Michigan, Univ of, Ann Arbor, MI 

402 




70-1621 

Duquesne Light Co., Pittsburgh, PA 

403 

70-0025 

Rockwell International Corp., 

Canoga Park, CA 

397 

70-1719 

Youngstown Hospital Association, 





Youngstown, OH 

403 

70-0027 

Babcock & Wilcox Co., Lynchburg, VA 

397 

70-1739 

Tri-State Motor Transit Co., 


70-0033 

Texas Instruments, Inc , Attleboro, MA 

397 


Joplin, MO 

403 

70-0036 

Combustion Engineering, Inc. , Windsor, CT 

397 

70-1856 

Michigan, Univ of, Ann Arbor, Ml 

403 

70-0113 

Pennsylvania State Univ., University Park, PA 

397 

70-1866 

MacMurray College, Jacksonville, IL 

403 

70-0124 

Teledyne Isotopes, Inc., Westwood, NJ 

397 

70-1936 

Texas A&M Univ., College Station, TX 

403 

70-0135 

Babcock & Wilcox, Co., Apollo, PA 

398 

70-2199 

Veterans Administration Medical Center, 





Washington, DC 

403 

70-0143 

Nuclear Fuel Services, Inc., Erwin, TN 

398 

70-2467 

Good Samaritan Hospital, 

403 

70-0146 

Spencer Chemical Co., Kansas City, MO 

399 


Pottsvillc, PA 

70-0212 

Iowa, Univ of, Iowa City, I A 

399 

70-2479 

Transnuclear, Inc., Falls Church, VA 

403 

70-0223 

California, Univ. of, Los Angeles, CA 

399 

70-2677 

Good Samaritan Hospital, 

403 




Downers Grove, IL 

70-0250 

Boeing Co., Seattle, WA 

399 

70-2864 

Michigan, Univ, of, Ann Arbor, MI 

403 

70-0364 

Babcock & Wilcox, Co., Apollo, PA 

399 

70-2932 

Texas Utilities Generating Co,, Dallas, TX 

403 

70-0371 

UNC Naval Pioducts, Inc., Uncasville, CT 

399 

70-2937 

Pennsylvania Power & Light, Allentown, PA 

404 

70-0398 

Commerce, Dept, ofj Washington, DC 

400 

70-2945 

Union Electric Co,, St. Louis, MO 

404 

70-0470 

National Aeronautics & Space Administration, 






Greenbelt, MD 

400 

70-2946 

Louisiana Power & Light Co., New Orleans, LA 

404 

70-0687 

Union Carbide Corp., Tuxedo, NY 

400 

70-2949 

Arizona Public Service Co,, Phoenix, AZ 

404 

70-0734 

GA Technologies, Inc., San Diego, CA 

400 

70-2950 

Washington Public Power Supply System, 

404 




Richland, WA 

70-0754 

General Electric Co , Pleasanton, CA 

400 

70-2957 

Florida Power ft Light Co,, Miami, FL 

404 

70-0820 

United Nuclear Corp,, 




404 


Wood River Junction, RI 

401 

70-2960 

Kansas Gas & Electnc Co,, Wichita, KS 



Docket 

Name 

Page 

70-2964 

Consumers Power Co , Jackson, MI 

404 

70-2965 

Consumers Power Co , Jackson, MI 

404 

70-2968 

Cleveland Electric Illuminating Co , 

Cleveland, OH 

404 

70-2973 

Commonwealth Edison Co., Chicago, IL 

404 

Packaging of Radioactive Material for Transport and Transportation 
of Radioactive Material Under Certain Conditions — Docket 71 

71-0345 

Carolina Power & Light Co 

405 

71-0476 

Texas, State of 

405 

71-0491 

Mid-Con Inspection Services, Inc 

405 

71-5450 

Model RCC, -1, -2, -5, -4, 

Wcstmghouse Electric Corp 

405 

71-5805 

Model: CNS-3-5 5, Chem-Nuclear Systems, 

Inc 

405 

71-5814 

Model: NRBK-41, -42, & -43, Energy, 

Dept of 

405 

71-5926 

Model: GE-100, General Electric Co 

405 

71-5957 

Model. BMM, Battdle Columbus Laboratory 

405 

7 1 6144 

Model: B-2, U S Ecology 

405 

71-6272 

Model 6272, U S. Ecology 

405 

71-6346 

Model FSV-L General Atomic Co . 

405 

71-6347 

Model FSV-3, General Atomic Co. 

405 

71-6386 

Model 235ROOL Energy, Dept of 

405 

71-6400 

Model. 6400. Wes Unghouse Electric Corp 

405 

71-6441 

Model D2G, Power Unit, Energy, 

Dept of 

406 

71-6550 

Model 6-GS-f, Energy. Dept of 

406 

71-6574 

Model. HN-200, Htttman Nuclear 
& Development Corp 

406 

71-6642 

Model 4.5 Ton CF, Energy, 

Dept of 

406 

71-6679 

Model* 6679, U.S Ecology 

406 

71-6697 

Model GE-8500, General Electric Co 

406 

71*6698 

Mode)* NFS-4, Nuclear Fuel 

Services, Inc. 

406 

71-6717 

Model: 6717-B, Gamma Industries 

406 

71-6771 

Model* SN-1, Metropolitan Edison Co. 

406 

71-9001 

Model* IF-300, General Electric Co. 

406 


Docket 

Name 

Page 

71-9006 

Model* 500-SU, Automation Industries, 

Inc 

406 

71-9007 

Mode! 520, Automation Industries, 

Inc. 

407 

71-9010 

Model* NLM/2, NL Industries, 

Inc 

407 

71-9015 

Model, TN-8, -8L, No Users 

407 

71-9021 

Model: 750, Technical Operations, Inc 

407 

71-9027 

Model. 741 & 741 E, Technical Operations, 

Inc 

407 

71-9032 

Model 650, Technical Operations 

Inc 

407 

71-9033 

Model 660 & 660E, Technical Operations 

Inc 

407 

71-9036 

Model. C-l, Source Production 
& Equipment Co 

407 

71-9039 

Model 715, Technical Operations, 

Inc 

407 

71-9044 

Model GE-1600, General Electric Co 

407 

71-9053 

Model 683, Technical Operations 

Inc 

407 

71-9056 

Model Spec 2-T, Source Production 
& Equipment Co 

407 

71-9079 

Model HN'100. Senes 2 & 2A, Hillman 
Nuclear & Development Corp 

408 

71-9081 

Model CNSI J-13C, Chem-Nudcnr 

Systems, Inc 

408 

71-0094 

Model CNS 14-195-H, Chem-Nuclear 

Systems, Inc 

408 

71-9096 

Model CNS 21-300, Chem-Nuclear 

Systems, Inc. 

408 

71-9107 

Mode! 771, Technical Operations, 

Inc 

408 

71-9110 

Model MX-IC-100, Magnallux Corp 

408 

71-9126 

Model 20, 20 A, 50, 50A, 

Gamma Industries 

408 

71-9127 

Model 100, I00A, 200, 200A. 

Gamma Industries 

408 

71-9128 

Model C-8, Gamma Industries 

408 

71-9132 

Model T-3, Energy, Dept of 

408 

71-9135 

Model. Century S & SA, Cen. Umv 

S & SA, Gamma Industries 

408 
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Docket 
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Page 

71-9137 

Model. 820, Technical Operations, 


71-9157 

Model IR- 100, Industrial Nuclear Co 

409 


Inc. 

408 

71-9158 

Model GPU-80, General Public Utilities 

409 

71-9138 

Model. 78-D-1458, Navy, Dept of 

408 

71-9167 

Model 3206B, 3227B & 3218, 


71-9139 

Model. 589, General Electric Co 

408 


Amersham Coip 

409 

71-9148 

Model 770, Technical Operations, 


71-9168 

Model CNS 8-120B, Chem-Nuclear 



Inc 

408 


Systems, Inc 

409 

71-9150 

Model, PAT-2, Energy, Dept of 

408 

71-9855 

Model: ORNL DOT Spec 6M Special 






Form Package, Energy, Dept of 

409 

71-9151 

Model: HN-IOQ, Series 3, Hittman 






Nuclear & Development Corp. 

409 

Licensing of Independent Spent Fuel Storage — Docket 12 


71-9156 

Model IR-50, Industrial Nuclear Co. 

409 

72-0002 

Virginia Electric & Power Co 

409 
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ALPHABETIC ARRANGEMENT OF DOCKET ITEMS BY FACILITY NAME 


Name 

Docket 
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Pnj 

Low Level Radwaste Disposal Sites — Docket 27 



Ogle Petroleum, Inc*, Casper, WY 

40-8745 


Barnwell, SC, Chem-Nuclear Systems, Inc 

27-047 

i 

Ogle Pet j oleum, Inc., Santa Barbara, CA 

40-K6 l »3 


Richland, VVA, U S Ecology, Inc 

27-048 

i 

Omaha Public Powci Distnet, Omaha. NIC 

40-8822 


Sheffield, IL, U S Ecology. Inc 

27-039 

i 

Path tinder Mines Corp., Riverton, WY 

40-2259 


Domestic Licensing of Source Material — Docket 40 



Pathfinder Mines Coip , Shirley Busin, WY 

40-6622 


Army, Dept of, Tooele, UT 

40-8779 

6 

Plateau Resources, Ltd , Grand Junction, CO 

40-8698 


Atlas Mineral, Inc , Denver, CO 

40-3453 

3 

Rio Algom Corp , Moab, UT 

40-8084 


Bear Creek Uranium Co , Casper, WY 

40-8452 

4 

Rocky Mountain Energy Co*, Broomfield, CO 

40-8580 


Cleveland-Cliffs Iron Co,, Cleveland, OH 

40-8714 

5 

Rocky Mountain Energy Co , Denvet, CO 

40-8697 


Conoco, Jnc , Denver, CO 

40-8743 

6 

S F. Applicant, Ltd , Morris, IL 

40 02 1 5 

- 

Day & Zimmeiman, Inc., Parsons, KS 

40-8483 

4 

Tennessee Valley Authority, Chattanooga, TN 

40-1341 


Dow Chemical Co., Midland, MI 

40-0017 

1 

Teton Exploration Drilling Co., Inc , Caspei , WY 

40-8728 


Edison Institute, Dearborn, MI 

40-8792 

7 

Udyhte/Sel-Rex, Warren, MI 

40-8799 


Energy Fuels Nuclear, Inc,, Denver, CO 

40-8675 

5 

Union Caibidc Corp., Grand Junction, CO 

40-0299 

2 

Energy Fuels Nueleai , Inc , Denver, CO 

40-868 1 

5 

Uraneiz USA, Inc. f Caspci, WY 

40-8783 

6 

Exxon Co. USA, Houston, TX 

40-8102 

4 

Utaniuni Resources, Inc., Richardson, TX 

40-8786 

6 

Exxon Minerals Co. USA, Houston, TX 

40-8064 

3 

Vn guild, Univ of, Charlottesville, VA 

40-5738 

\ 

Federal-American Partneis, Riverton, WY 

40-4492 

3 

W R Grace & Co , Pomplon Plains, NJ 

40-IXJ86 

1 

Fenton Au Glass Co , Williamstown, WV 

40-3149 

3 

Wcstingliousc Electric Corp., Ogden, UT 

40-8709 

5 

Hitchcock Industries, Inc , Minneapolis, MN 

40-8798 

7 

Whittaker Metals, Los Angeles, CA 

40-7455 


Kerr-McGee Chemical Corp , 



Wyoming Fuel Co., Lakewood, CO 

40-8829 

7 

Oklahoma City, OK 

40-2061 

2 

Wyoming Mineral Crop. , Lakewood. CO 

40-8502 

4 

Kerr-McGee Nuclear Corp., 






Oklahoma City, OK 

40-8027 

3 

Domestic Licensing of Production and Utilization Facilities — 




Docket 50 



Kerr-McGee Nuclear Corp , 






Oklahoma City, OK 

40-8768 

6 

Acrotcst Radiography & Research Reactor 

50-228 

31 

Michigan, Univ of, Ann Arbor, Ml 

40-8787 

6 

Allens Creek Nuclear Station, Unit 1 

50-466 

36 S 

Minerals Exploration Co f Los Angeles, CA 

40-8584 

4 

Aliens Creek Nucieui Station, Unit 2 

50-467 

365 

Moraine Valley Community College, 



Alvin W. Vogtlc Nuclear Plant, Unit 1 

50-424 

314 

Palos Hills, IL 

40-8626 

5 

Alvin W. Vogtle Nuclear Plant, Unit 2 

50-425 

315 

Nuclear Dynamics, Inc., Phoenix, AZ 

40-8663 

5 

Arkansas Nuclear One, Unit 1 

50-313 

150 

Nuclear Metals, Inc., Concord, MA 

40-0672 

2 
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Name 

Docket Page 

Name 

Arkansas Nuclear One, Unit 2 

50-368 

253 

Comanche Peak Steam Electric Station, Unit 1 

Badly Generating Station 

50-367 

253 

Comanche Peak Steam Electric Station, Unit 2 

Beaver Valley Power Station, Unit 1 

50-334 

207 

Cooper Nuclear Station 

Beaver Valley Power Stauon, Unit 2 

50-412 

300 

Crystal River Nuclear Plant, Unit 3 

Bellefonte Nuclear Plant, Unit 1 

50-438 

317 

Davis-Bcsse Nuclear Power Station, Unit 1 

BeSlefonte Nuclear Plant, Unit 2 

50439 

319 

Davis-Besse Nuclear Power Station, Unit 2 

Big Rock Pomt Nuclear Plant 

50455 

16 

Davts-Besse Nuclear Power Station, Unit 3 

Black Fox Stauon, Unit l 

STN-50-556 

395 

Diablo Canyon Nuclear Power Plant, Unit 1 

Black Fox Station, Unit 2 

STN-50-557 

395 

Diablo Canyon Nuclear Power Plant, Unit 2 

Braid wood Station, Unit 1 

STN -50-456 

355 

Donald C. Cook Nuclear Power Plant, Unit 1 

Braidwood Station, Unit 2 

STN-50457 

357 

Donald C Cook Nuclear Power Plant, Unit 2 

Browns Ferry Nuclear Power Station, Unit l 

50-259 

59 

Dow- Chemical Co 

Browns Ferry Nuclear Power Station, Unit 2 

50-260 

62 

Dresden Nuclear Power Station, Unit 1 

Browns Feny Nuclear Power Station, Unit 3 

50-296 

126 

Dresden Nuclear Power Station, Unit 2 

Brunswick Steam Electric Plant, Unit l 

50-325 

186 

Dresden Nuclear Power Station, Unit 3 

Brunswick Steam Electric Plant, Unit 2 

50-324 

183 

Duane Arnold Energy Center 

Byron Station, Unit 1 

STN-5Q454 

346 

Edwin 1 Hatch Nuclear Plant, Unit 1 

Byron Station, Unit 2 

STN-50455 

350 

Edwin i Hatch Nuclear Plant, Unit 2 

Callaway Plant, Unit 1 

STN-50483 

367 

Enrico Fermi Atomic Power Plant, Unit 2 

Callaway Plant, Unit 2 

STN-50 486 

369 

Floating Nuclear Plant 

3alvert Cliff* Nuclear Power Plant, Unit 1 

50-317 

161 

Forked River Nuclear Station, Unit I 

Calvert Cliffs Nuclear Power Plant, Unit 2 

50-318 

J65 

Fort Calhoun Station, Unit 1 

Carroll Facility I 

STN-50-599 

397 

Fort St Vrajn Nuclear Generating Station 

irroll Facility II 

STN-50-600 

397 

General Atomic Co 

tawba Nuclear Station, Unit 1 

50-4 J 3 

301 

General Atomic Co 

tawba Nuclear Station, Unit 2 

50-414 

303 

Genera) Electric Nuclear Test Reactor 

SSAR System 80 

STN-50470 

365 

General Electric Test Reactor 

erokee Nuclear Station, Unit 1 

STN-5049! 

370 

Georgia Institute of Technology Research Reactor 

srokee Nuclear Station, Unit 2 

STN-50-492 

370 

GESSAR-238 

okee Nuclear Station, Unit 3 

STN-50 493 

371 

Grand Gulf Nuclear Station, Umt 1 


50-537 

387 

Grand Gulf Nuclear Station, Unit 2 


5046 J 

362 

H, B Robinson Plant, Unit 2 


50462 

364 

Haddam Neck Plant 


Docket Page 

50445 

340 

50-446 

343 

50-298 

129 

50-302 

133 

50-346 

224 

50-500 

374 

50-501 

374 

50-275 

87 

50-323 

181 

50-315 

154 

50-316 

157 

50-264 

70 

50-10 

8 

50-237 

31 

50-249 

47 

50-331 

202 

50-321 

172 

50-366 

249 

50-341 

2J9 

STN-50-437 

316 

50-363 

247 

50-285 

103 

50-267 

74 

50-163 

20 

50-89 

12 

50-73 

12 

50-70 

12 

50-160 

20 

STN-50-447 

345 

50-416 

306 

50417 

311 

50-261 

65 

50-213 

25 
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Name 

Docket 

Page 

Name 

Docket 

Page 

Hartsville Nuclear Plant, Unit 1 

STN-50-518 

377 

National Naval Medical Center 

50-170 

20 

Hartsville Nuclear Plant, Unit 2 

STN-50-519 

378 

Nine Mile Point Nuclear Station, Unit 1 

50-220 

29 

Hartsville Nuclear Plant, Unit 3 

STN-50-520 

378 

Nmc Mile Point Nuclear Station, Unit 2 

50-410 

297 

Hartsville Nuclear Plant, Unit 4 

STN-50-52 1 

378 

North Anna Power Station, Unit 1 

50-338 

214 

Hope Creek Nuclear Station, Unit 1 

50-354 

233 

Not th Anna Power Station, Unit 2 

50-339 

217 

Hope Creek Nuclcai Station, Unit 2 

50-3 55 

234 

North Anna Powci Station, Unit 3 

50-404 

296 

Humboldt Bay Power Plant, Unit 3 

50-133 

14 

North Anna Power Station, Unit 4 

50-405 

296 

Indian Point Station, Unit 1 

50-3 

7 

North Carolina State Umv. PULSTAR Reactor 

50-297 

129 

Indian Point Station, Unit 2 

50-247 

41 

North Carolina State Umv. Research Reactor 

50-111 

12 

Indian Point Station, Unit 3 

50-286 

105 

Nuclear Examination Reactor 

50-375 

268 

James A Fitzpatrick Nuclear Power Plant 

50-333 

204 

Nuclear Ship Savannah 

50-238 

35 

Joseph M. Farley Nuclear Plant, Unit 1 

50-348 

227 

Oconee Nuclear Station, Unit 1 

50-269 

78 

Joseph M Farley Nuclear Plant, Unit 2 

50-364 

247 

Oconee Nuclear Station, Unit 2 

50-270 

80 

Kewaunee Nuclear Power Plant 

50-305 

138 

Oconee Nuclear Station, Unit 3 

50-287 

111 

Koshkonong Nuclear Plant, Unit 3 

STN-50-506 

374 

Omaha Veterans Administration Hospital 





Research Reactoi 

50-131 

13 

La Crosse Boiling Water Reactor 

50-409 

296 

Oyster Creek Nuclear Power Plant 

50-219 

27 

LaSalle County Station, Unit 1 

50-373 

261 






Palisades Nuclear Plant 

50-255 

57 

LaSalle County Station, Unit 2 

50-374 

265 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

380 

Limerick Generating Station, Unit l 

50-352 

229 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

383 

Limerick Generating Station, Unit 2 

50-353 

231 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

385 

Maine Yankee Atomic Power Plant 

50-309 

142 

Peach Bottom Atomic Power Station, Unit 2 

50-277 

91 

Marble Hill Nuclear Station, Unit l 

STN-50-546 

390 

Peach Bottom Atomic Power Station, Unit 3 

50-278 

93 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

392 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

376 

McMaster Umv Research Reactor 

50-67 

12 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

376 

Michigan State Umv. Research Reactor 

50-294 

123 





Pennsylvania State Umv Research Reactor 

50-5 

8 

Midland Plant, Unit 1 

50-329 

194 

Perkins Nuclear Station, Unit l 

STN-50-48B 

369 

Midland Plant, Unit 2 

50-330 

198 

Perkins Nuclear Station, Unit 2 

STN-50489 

369 

Millstone Nuclear Power Station, Unit I 

50-245 

38 

Perkins Nuclear Station, Unit 3 

STN-50-490 

369 

Millstone Nuclear Power Station, Unit 2 

50-336 

212 

Perry Nuclear Power Plant, Unit 1 

50-440 

321 

Millstone Nuclear Power Station, Unit 3 

50-423 

312 

Perry Nuclear Power Plant, Unit 2 

50-441 

325 

Montague Nuclear Power Station, Unit 1 

50-496 

371 

Phipps Bend Nuclear Station, Unit 1 

STN-50-553 

394 

Montague Nuclear Power Station, Unit 2 

50-497 

371 

Phipps Bend Nuclear Station, Unit 2 

STN-50-554 

395 

Monticello Nuclear Generating Plant 

50-263 

68 
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Name 

Docket 

Page 

Name 

Docket 

Pttfte 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

120 

St Lucie Plant, Unit 1 

50 335 

209 

Point Beach NuJear Plant Unit l 

50-266 

73 

St Lucie Plant, Unit 2 

50-389 

278 

Point Beach Nuclear Plant Unit 2 

50-301 

131 

Sterling Power Nuclear Project, Unit 1 

STN-50-485 

368 

Prairie Maud Nuclear Station Unit 1 

50-282 

KM 

Surry Power Station, Unit 1 

50-280 

% 

Prairie Inland NuJear Station Unit 2 

50-306 

140 

Surry Power Station, Unit 2 

50-281 

98 

Pruot Test PdLilit> 

50-290 

120 

Surry Power Station, Unit 3 

50-434 

316 

fjuaj Cilia v Station Unit 1 

50-254 

54 

Surry Power Station, Unit 4 

50-435 

316 

Quad Cities S'dtun Unit 2 

50-265 

70 

Susquehanna Steam Electric Station, Unit 1 

50-387 

272 

Ran, hi i $Co» NiuLar CLneratina Station 

50 312 

147 

Susquehanna Steam Electric Station, Unit 2 

50-388 

276 

Read ('* IL^e Re-earth Realtor 

50-288 

114 

Texas A&M Univ Research Reactor 

50-128 

13 

Rf k'j M*rd lX. f'ro^.teikw PI i,’ n ‘Hi Alt' 

50 193 

21 

Three Mile Island Nuclear Station, Unit l 

50-289 

114 

River B:pi! S*aiian, Ur . 1 

<0-458 

359 

Three Mile Island Nuclear Station, Unit 2 

50-320 

169 

Riv^r Band St.*t-in Un't 2 

50 459 

360 

Trojan Nuclear Plant 

50-344 

222 

RiKn I rorrju Cinu N«iJ,ar Pi mi, Unit 1 

50 244 

35 

Turkey Point Plant, Unit 3 

50-250 

50 

Si’tMi Ni\L ir G.< eratiru Station Unit l 

50 272 

S< 

Turke> Point Plant, Unit 4 

50-251 

52 

Silcin Na’ear (i.'icr f,n*. St^ion l n t 2 

50-311 

14< 

Tuskegee Institute Research Reactor 

50-406 

296 

San On <lrj Vi.Jj.r Unit 1 

<n-2d6 

21 

U S Geological Survey Research Reactor 

50-274 

H7 

Sin O' >lra \uJ.ur v. » ,>rt I n^i 2 

<o-36I 

240 

UCLA Training Reactor 

50-142 

14 

Sm ci<u.K* V it .r I n t * 

<o Vi2 

244 

Union Carbide Research Reactor 

50-54 

12 

Muhr<n>k Su„Lvr S' i!' r l rid 1 

<0-44 ' 

*30 

Unix of Arizona Research Reactor 

50-113 

J 2 

Va’-'r^o* S'aL, r S r /son t fii T 2 

<U 444 

*35 

Utm of California at Irvine Research Reactor 

50-326 

189 

So^injjh V Jv r P a rt Lr,t 1 

<0-327 

190 

Unix of Michigan Research Reactor 

50-2 

7 

SeijiJi ijd'i Nuvlear Ri n r l nji 2 

<0 128 

192 

Unix of Missouri Research Reactor 

50-186 

21 

in a H *rrN V It a/ Po’v v r PLur l nit ! 

50-400 

291 

Unjv of Oklahoma Research Reactor 

50-112 

12 

Mu iron Harris Nulis-r Power Pjjm Unit 2 

50 401 

293 

Univ of Texas Research Reactor 

50-192 

21 

Sf.oaron JiarrjN NuJear Power Plant, Unit 3 

<0-402 

295 

Univ of Utah Research Reactor 

50-72 

n 

S^'jRrn Harris Nuktr Po wr Plant Unit 4 

50-403 

296 

Unjv of Washington Re scai ch Reactor 

50-139 

14 

Mvreh mi Nuclear Power Station 

50-322 

176 

Univ of Wisconsin Research Reactor 

50-156 

20 

SiaJit Ndwlear Power Projvcl. Unit 1 

<0-522 

379 

Vermont Yankee Nuclear Power Station 

50-271 

83 

a^it NuJear Power Pri»eU. Unit 2 

50-52 3 

379 

Vtrgi! C Summer Nuclear Station, Unit J 

50-395 

286 

South fexjv Pro at, Unit 1 

STN-50-498 

371 

Virginia Polytcch Institute Training Reactor 

50-124 

12 

South TeHd> Prujat Unit 2 

SIN- 50499 

373 

Waterford Generating Station, Unit 3 

50-382 

268 

Spivc RJuiion Research Realtor 

50-187 

21 

Watts Bat Nucleai Plant, Unit I 

50-390 

28J 
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Doc ltd 

Page 
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Page 

Watts Bai NuGear Plant, Unit 2 

50-391 

283 

Florida Power & Light Co , Miami, FL 

70-2957 

404 

West Valley Reprocessing Plant 

50-201 

21 

GA Technologies, Inc , San Diego, CA 

70-0734 

400 

William B McGuire Nuclear Station, Unit 1 

50-369 

257 

General Electric Co , Pleasanton, CA 

70-0754 

400 

William B McGune Nucleai Station, Unit 2 

50-370 

259 

General Electric Co , Wilmington, NC 

70-1113 

401 

William H Zimmer Nucleai Station, Unit J 

50-358 

234 

Good Samaritan Hospital, Downeis Grove, IL 

70-2677 

403 

Wolf Creek Generating Station 

STN-50-482 

365 

Good Samantan Hospital, Pottsville, PA 

70-2467 

403 

WPPSS Nuclear Protect, Unit 1 

50-460 

361 

Hahnemann Medical College & Hospital, 





Philadelphia, PA 

70-1362 

402 

WPPSS Nucleai Project, Unit 2 

50-397 

289 

Iowa, Univ. of, Iowa City, I A 

70-0212 

399 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

374 

Kansas Gas & Electric Co , Wichita, KS 

70-2960 

404 

WPPSS Nuclear Project, Unit 4 

50-513 

376 

Kerr- McGee Nuclear Corp , 



WPPSS Nuclear Pioject, Unit 5 

STN-50-509 

376 

Oklahoma City, OK 

70-1193 

402 

Yankce-Rowe Nuclear Powei Station 

50-29 

10 

Louisiana Powei & Light Co., New Oilcans. LA 

70-2946 

404 

Yellow Cicek Nuclear Plant, Unit 1 

STN-50-566 

396 

MncMurray College, Jacksonville, IL 

70-1866 

403 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

396 

Michigan, Univ ot, Ann Arbor, MI 

70-2864 

403 

Zion Nuclear Power Station, Unit l 

50-295 

123 

Michigan, Umv of, Ann Arbor, MI 

70-1418 

402 

Zion Nuclear Power Station, Unit 2 

50-304 

136 

Michigan, Univ. ol, Ann Arbor, MI 

70-1856 

403 

Domestic Licensing of Special Nuclear Material— 

Docket 70 


National Aeronautics & Space Administration, 





Greenbelt, MD 

70 '0470 

400 

Arizona Public Seivice Co , Phoenix, AZ 

70-2949 

404 

Nuclear Fuel Services, Inc,, Eiwin, TN 

70-0143 

398 

Babcock & Wilcox Co., Apollo, PA 

70-0135 

398 

Pennsylvania Power & Light, Allentown, PA 

70-2937 

404 

Babcock & Wilcox Co., Apollo, PA 

70-0364 

397 

Pennsylvania State Univ., Univcisity Park, PA 

70-0113 

397 

Babcock & Wilcox Co., Lynchburg, VA 

70-1201 

402 

Rockwell International Corp., Canoga Paik. CA 

70-0025 

397 

Babcock & Wilcox Co , Lynchburg, VA 

70-0027 

399 

Spencer Chemical Co , Kansas City, MO 

70-0146 

399 

Boeing Co,, Seattle, WA 

70-0250 

399 

Teledyne Isotopes, Inc., Westwood, NJ 

70-0124 

397 

California, Univ, of, Los Angeles, CA 

70-0223 

399 

Texas A&M Univ., College Station, TX 

70-1936 

403 

Cleveland Electric Illuminating Co , Cleveland, OH 

70-2968 

404 

Texas Instruments, Inc., Attleboro, MA 

70-0033 

397 

Combustion Engineering, Inc , Windsor, CT 

70-1100 

401 

Texas Utilities Generating Co , Dallas, TX 

70-2932 

403 

Combustion Engineering, Inc,, Windsor, CT 

70-0036 

397 

Todd Shipyards Corp., Galveston, TX 

70-1062 

40 L 

Commerce, Dept, of, Washington, DC 

70-0398 

400 

Transnuclear, Inc., Falls Church, VA 

70-2479 

403 

Commonwealth Edison Co , Chicago, IL 

70-2973 

404 

Tri-State Motor Transit Co., Joplin, MO 

70-1739 

403 

Consumers Power Co,, Jackson, MI 

70-2965 

404 

UNC Naval Products, Inc., Uncasville, CT 

70-0371 

399 

Consumers Power Co., Jackson, MI 

70-2964 

404 

Union Carbide Corp , Tuxedo, NY 

70-0687 

400 

Duqucsne Light Co , Pittsburgh, PA 

70-1621 

403 

Union Electric Co., St. Louis, MO 

70-2945 

404 

Exxon Nuclear Co , Inc., Richland, WA 

70-1257 

402 





XXI 



Name 

Docket 

Page 

Name 

Docket 

Page 

Untied Nuclear Corp , Wood Rsver Junction, Rl 

70-0820 

401 

Model B-2, U.S Ecology 

71-6144 

405 

Veterans Administration MedLcal Center, 



Model: BMI-1, Battellc Columbus Laboratory 

71-5957 

405 

Washington, DC 

70-2199 

403 

71-9036 

407 

Model C-1, Source Production & Equipment Co 

Washington Public Power Supply System, 




408 

Richland, WA 

70-2950 

404 

Model C-8, Gamma Industries 

71-9128 

Westinghouse Electric Corp., Pittsburgh, PA 

70-1143 

401 

Model: Century S & SA, Cen Umv. S & SA, 


408 




Gamma Industries 

71-9135 

Westinghouse Electric Corp., Pittsburgh, PA 

70-1151 

401 

Model CNS 14-195-H, Chcm-Nuclear Systems, Inc 

71-9094 

408 

Youngstown Hospital Association, Youngstown, OH 

70-1719 

403 

71-9096 

408 

Model- CNS 21-300, Chem-Nuclear Systems, Inc 

Packaging of Radioactive Material for Transport and Transportation 


409 

of Radioactive Material Under Certain Conditions 

— Docket 71 


Model: CNS 8-120B, Chem-Nuclear Systems, Inc, 

71-9168 

Carolina Power & Light Co 

71-0345 

405 

Model. CNS-3-55, Chem-Nuclear Systems, Inc 

71-5805 

405 

Mid-Con Inspection Services, Inc 

71-0491 

405 

Model CNSI 1-13C, Chem-Nuclear Systems, Inc 

71-9081 

408 

Model 100, 100A, 200, 200A, Gamma Industries 

71-9127 

408 

Model* D2G Power Unit, Energy, Dept of 

71-6441 

406 

Model’ 20, 20A, 50, 50A, Gamma Indust nes 

71-9126 

408 

Model FSV-l, General Atomic Co 

71-6346 

405 

Model 235R001, Energy, Dept, of 

71-6386 

405 

Model FSV-3, General Atomic Co 

71-6347 

405 

Model 32Q6B, 3227B & 3218, Amersham Corp 

71-9167 

409 

Model GE- 100, General Electric Co 

71-5926 

405 

Model. 4 5 Ton CF, Energy, Dept of 

71-6642 

406 

Model GE- 1 600, General Electric Co 

71-9044 

407 

Model 500-SU, Automation Industries, Inc. 

71-9006 

406 

Model GE-8500, General Electric Co 

71-6697 

406 

Model 520, Automation Industries, Inc 

71-9007 

407 

Model GPU 80, General Public Utilities 

71-9158 

409 

Model 589, General Electric Co 

71-9139 

408 

Model HN-100, Senes 2 & 2A, Hillman Nuclear & 






De\elopmem Corp 

71-9079 

408 

Model 6-GS-L Energy, Dept, of 

71-6550 

406 

Model HN- 100, Senes 3, Hillman Nuclear 



Model 6272, U.S Ecology 

71-6272 

405 

Development Corp 

71-9151 

409 

Model; 6400, Wes ting house Electric Corp 

71-6400 

405 

Model HN-200, Hittman Nuclear & Dc\elopment 





Corp 

71-6574 

406 

Model 650. Technical Operations, Inc 

7J-9032 

407 

Model IF-30G, General Electric Co 

71-9001 

406 

Model 660 & 660E, Technical Operations, Inc. 

71-9033 

407 

Model IR-100, Industrial Nuclear Co 

71-9157 

409 

Model 6679, U.S Ecology 

71-6679 

406 

Model IR-50, Industrial Nuclear Co 

71-9156 

409 

Model 67J7-B, Gamma Industries 

71-6717 

406 

Model. MX-IC-100, Magnaflux Corp 

71-9110 

408 

Model 683, Technical Operations. Inc, 

71-9053 

407 

Model NFS-4, Nuclear Fuel Services, inc 

71-6698 

406 

Model 715, Technical Operations, Inc 

71-9039 

407 

Model NLT1/2, NL Industries, Inc 

71-9010 

407 

Model 741 & 74 IE, Technical Operations. Inc 

71-9027 

407 

Model NRBK-41, -42 & -43, Energy, Dept of 

71-5814 

405 

Model. 750, Technical Operations, Inc 

71-9021 

407 

Model ORNL DOT Spec 6M Special Form 



Model* 770, Technical Operations, Inc. 

71-9148 

408 

Package, Energy, Dept of 

71-9855 

409 

Model* 771, Technical Operations, Inc 

71-9107 

408 

Model. PAT-2, Energy, Dept, of 

71-9150 

408 

Model 78-D-I458, Navy, Dept, of 

71-9138 

408 

Model RCC -1, -2, -3, -4, Westinghouse Electric 






Corp 

71-5450 

405 

Model; 820, Technical Operations, Inc 

71-9137 

408 
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SN-1, Metropolitan Edison Co 

71-6771 

406 

Texas, State of 

71-0476 

405 

Mode! 

Spec 2-T, Source Pioducuon & Equipment Co 

71-9056 

407 

Licensing of Independent Spent Fuel Storage — 

Docket 72 


Model 

T-3, Energy. Dept of 

71-9132 

408 

Virginia Electric &. Power Co 

72-0002 

409 

Model 

TN-8. -8L, No Users 

71-9015 

407 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-03? SHEFFIELD. IL, US ECOLOGY. INC 


8302010600 Forwards l£ Insp Rept 27-0039/82-02 on 821214-15 No 
nonconpliance noted 

pAPERIELLOfC J Division of Emergency Preparedness L Operational 
Support 03/01/17 SCOVILLE, J J US Ecology. Inc (Formerly Nuclear 
Engineering) 2pp 16978 130 


—0302010600 IE Insp Rept 27-0039/82-02 on 621214-15 No noncomp 1 iance 
noted Major areas inspected organ i i ationa I changes, audits, 
security, instrumentation, training, air sampling program & 
environ monitoring 

SCHUMACHER. N C Division of Emergency Preparedness 4. Operational 
Support JANUSKA.A 0 Region 3. Office of Director 03/01/14 
5pp 16970 132 


0302010067 Joint motion for extension of continuance of proceeding 
until 830502 to provide add 1 time for settlement 
negotiations Certificate of Svc end 

WETIERHAHN. M J US Ecology. Inc (Formerly Nuclear Engineering) 
LESSY. R P Hearing Branch 3 83/01/28 Atomic Safety and 

Licensing Boaid Panel 3pp J 6974 136 


0302240397 Summary of steering committee 030117 meeting re Sheffield 
tritium migration study h 830110 site visit w/USGS Rept on 
borehole dilution testing at site end 

SIEFKEN, D L Low Level Waste Licensing Branch 03/01/20 

HAWKINS. £ F Lou Level Waste Licensing Branch 4pp 17289 247 


— 0302240400 "Borehole Dilution Testing Study . Sheffield Lour Level 
Raduaste Disposal Site " 

* Law Engineering Testing Co 83/01/07 3lpp 17209 251 


0302 1 00433 Order granting NRC 4< applicant joint motion for continuance 
until 030502 to provide time for settlement negotiations 
GOODHGPEr A C Atomic Safety and Licensing Board Panel B3/02/J6 
Office of the Executive Legal Director lp 17215 170 


DOCKET 27-047 BARNWELL. SC, CHEM-NUCLEAR SYSTEMS, INC 


030225043? Forwards summary of disposition of SNM for CY02 for 
License 12-13536-01 Total of 11.619 g disposed 
PURVIS, J Chem-Nuclear Systems. Inc 03/01/27 MARTIN* J D 
Division of Waste Management 20pp 17303 16<? 


B3022403S9 "Analyses of Soils From Commercial Radwaate Disposal Sites 
at Barnwell.se b Hanford.WA. " conference paper 
PICIULO.P L . SHEA. C E , BARLETTA. R E Brookhaven National 
Laboratory 0302240339 03/02/22 MIC - No Detailed Affiliation 

Given 0pp 17290 127 


DOCKET 27-048 RICHLAND, WA, U S ECOLOGY. INC 


0302040436 Forwards Waste Packaging Insp Rept 13000046/92-01 on 
820004 None onp j lance noted 

BOOK* H E Division of Radiological Safety & Safeguards Program 
83/01/23 ORELLA, A Safeguards Materials Program Branch lp 
17017 233 


—0302040448 Waste Packaging Insp Rept 15000046/02-01 on 920004 
NoncompI iance noted one drum of low-specific activity 
raduaste found badly distorted near top u/no seal 
between drum * lid U ring bolt lug broken 

WAITE. J A Washington, State of THOMAS, R D , BOOK, H E Division 
of Radiological Safety U Safeguards program 83/01/21 19pp 
17017 234 


0302250007 Comments on technical aspects of proposed revised amend to 
License 16-19204-01 for disposal of BNM at low level waste 
disposal facility, In response to 930107 3tr Closure plan 
will be submitted by 930229 

SCOVILLE, J J U9 Ecology, Inc (Formerly Nuclear Engineering) 
03/01/29 6HAFFNER.J Low Leve 1 Was te Lie en* I ng Branc h 5pp. 

17302 30? 


0302200059 Forwards corrected copy of Amend 3 to License 16-19204-01 
W/o enc 1 

HAWKINS, E F Low Level Waste Licensing Branch 83/02/18 
SCOVILLE. J J US Ecology, Inc (Formerly Nuclear Engineering) ip 


8302240359 "Analyses of Soils From Commercial Radwaste Disposal Sites 
at Barnwell, SC t> Hanford. WA, " conference paper 
PICIULO.P L . SHEA.C E , BARLETTA. R £ Brookhaven National 
Laboratory 8302240339 03/02/22 FRC - No Detailed Affiliation 

Given 8pp 17290 127 


DOMESTIC LICENSING OF SOURCE MATERfAL 

DOCKEI 40-0017 DOW CHEMICAL CQ , MIDLAND, MI 


B302O40434 Submit# followup to 021214 meeting in response to proposed 
consolidation plan involving Bay City. HI L Midland thorium 
storage sites Technical ft economic feasibility of reducing 
vol of stored matl will be evaluated 

CROYLE. R M Dow Chemical Co 83/01/03 BRUCH MANN. G Michigan, 

State of 5pp 17042 324 


DOCKET 40-0086 W R GRACE it CO , POMPTON PLAINS, NJ 


B302280094 Forwards ,J Rad i o 1 og ica 1 Survey op HR Grace Prop er ty, Wayne, 

NJ, " f Jnal rep*- 

DEROER.JD Oak Ridge Associated UniV B3/01/3J CfiaW.W Division 
of Fuel Cycle it Material Safety ip 17320 020 


0302070303 Forwards "Radiological Survey of HR Grace Property* Wayne. 
NJ " 

MARTIN, T T Division of Engineering L Technical Programs FIN 
A-9093 93/02/01 MOBLEY, D W R Grace «. Co lp. 17030 111 


— 03020703-06 "Rad iolog tea t Survey of WR Grace Prop erty, Wayne, NJ 11 
FRAME. P W Oak Ridge Associated UniV FIN A-9093 83/01/31 

Division of Fuel Cycle t Material Safety l!9pp 17030 112 


0302250204 Respond# to 820930,1 115 U 1206 Ur# re potential 
contamination of aquifer on WR Grace * ite, Recommendat io-ne re 
radioactive matl removal will be addressed after Oak Ridge 
Associated Univs final survey r«pt reviewed 
K1NNEMAN, J, D Region (, Office of Director 83/02/07 
BARTOLOZZI.A R Wayne, NJ 2pp 17293, 113 


— 0302250210 Ac k receipt of final rept of radiological survey# of 
Sheffield Brook area Recommendations re disposition of 
radioactive matl requested 

BARTOLQ2Z1, A R Wayne, NJ 82/11/15 K 1NNEMAN, J D. Region l. 
Office of Director Ip 17293 115 


— 83O22502H Forwards consultant rapt re Sheffield Brook *i»rvey« 

SARTQL0ZZ1. A R Wayne, NJ 82/12/06 KINNEMAN. J D Region l, 
Office of Director 6pp 17293 116 


— 9302250219 Comments on Wayne Township Council Resolution 233 re 
WR Grace % Co property U forwards response to M Res-nikoff 
concerns 

DIRCKS' W J Office of the Executive Director for Operation* 
82/09/29. ROE, R A House of Rep. 5pp 17293,122 


1 
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DOCKETED ITEMS 


DOCKET 40-0215 S F APPLICANCE, LTD , KARRIS, IL 


0002010462 Dttcuiiis IE insp of License STB-250 on 030112 i forwards 
notice of violation 

WIEDEHAM, D 0 Region 3, Office of Director 93/01/28 JONESDH. B J 
S F Appliance, Ltd 2pp 16901 069 


— 8302010+87 Notice gf violation fTtxn insp on 830112 None ompl lance 
noted records of surveys not maintained at licensee 
facilities for NRC review 

WIEDEMAN.D 0 Region 3- Office of Director 03/01/27 lp 
1A9BI 071 


DOCKET 40-0299 UNION CARBIDE CORP , GRAND JUNCTION, CO 


9302010078 Advises that Land Quality Div approves mitigation (pumpbaek) 
& monitoring proposals submitted in "Groundwater Hydrology 
Near A-9 Pit Below Orade Tailings w 

FRANCIS, ti Wyoming, State of 82/12/14 WGNO. T Union Carbide 
Corp 7pp 16995.0+4 


9302010077 Requests plan that will clean up affected aquifer t return 
surface U subsurface water at A-9 pit tailings disposal 
site to original quality Plan should be submitted v/neit 
Annual Rapt 4 include time U cost schedule 

ACKERMAN, WC Wyoming, State of B3/01/05 HONG, T Union Carbide 
Corp Ip 16995 051 


0302020394 Ac k receipt of 821214 1 tr r* Hydro-Engineering Rept, 

"Ground water Hydrology Near A-9 Pit fletou-Grade Tailings *■ 

Meeting requested to discuss questionable Issues Comments 
fro* NRC not yet received 

NONOrT Union Carbide Corp 83/01/17 FRANCIS, E Wyoming, State 
of lp 16999 357 


0302230121 Forward! one overslie rap showing location of sample towers 
used to collect offsite air particulate data, in response to 
NRC request Aperture card is available in P DR 

HOUflrT Union Carbide Corp 63/01/25 WOOLSEV.R Uranium Recovery 
Licensing Branch 2pp 17268 246 


6302 100002 Forwards addl radiation data used to determine 40CFR190 
compliance Enel data was not available when 10CFR40 65 
rapt for Third Quarter 1932 submitted 

UONO,T Union Carbide Carp 03/03/26 PE TTENG I LL, H Uranium 

Recovery Licensing Branch lp 17135 103 


— B30710Q004 Supplementary Info used to determine 40CFR170 compliance, not 
4v* liable when Third Quarter 1902 data submitted 
a Union Carbide Corp 03/01/26 10pp 17135 184 


302220263 Discusses review of evaporation pond's contained in 1902 
annuel stability imsp rept for Sept 1991 - Sept 1902 Ho 
signs of seepage ponding instability or excessive settlement 
observed in pond berms 6 fill slopes 

WDOLSEV, M T , PETTENGILL, H J Uranium Recovery Field Office 
03/01/57 Uraniun Recovery Field Office 4pp 17237 358 


1302160504 Advises of issuance of Amend 20 to License SUA-648, r evi sinq 
License Condition 47 to require min of 10 ft of freeboard 
between lowest natural grade point & ponded water in pit 
SMITH. R D Uranium Recovery Field Office 03/01/31 Union 

Carbide Corp 2pp 17176 323 


— 0302160506 Approves Amend 20 to License SUA-648 re A-9 pit tailings 

area 

WQOLSEY, R T , PErTENOILL.H J Uranium Recovery Field Office 
03/01/31, Uranium Recovery Field Office 3pp I7J76 325 


8302140104 Advises of issuance of Amend 19 to Union Carbide Corp 
License SUA-0640, revls tng License Coniitl-on 70 re 
implementation of stab J Illation program to prevent tailings 
blowing 

SffTTH.R D Uranium Recoverg Field Office 93/02/01 Union 

Carbide Corp 3pp 17145 307 


— B302J40I9I Recommend* that Condition 70 to License SUA-0649 be revised 
to provide for implementation of interim s tabilj iati on 
program to prevent tailings blowing 

WOQLSEV.R T , PETTENG1LL, H J Uranium Recovery Field Office 
03/02/01 Uranium Recovery Field Office 6pp 17145 3£0 


0302240341 Forward* analysis rasults fur environ sampling of 
g roundweter, rep lacing data sheets received in third quarter 
10CFR40 65 rept State of W/ dri riling water stds for chemical 
concentration comparisons of groundwater listed. 

HORTON, G L Union Carbide Corp 63/02/02 WDDLSEY, R Uranium 
Recovery Licensing Branch ip 17290 149 


— 0302240344 Analysis for environ sampling of groundwater 
* Union Carbide Corp 63/02/02 23pp 17290 150 


8302240041 Forwards projected reclamation costs submitted to State of 
WV Dept of Environ Quality Revised costs for mill 
docormissionifig will be submitted on 630222 Documentation of 
bonds held to cover reclamation casts end 

SCOTT, T Union Carbide Corp 02/02/07 UQGLSEY, R Uranium 
Recovery Licensing Branch 6pp 17268 249 


DOCKET 40-0672 NUCLEAR METALS, INC , CONCORD, MA 


6302010626 Foruard s '‘Analysis cf Exposure Involving Depleted U at 
Nuclear Metal a, Apr 1931," consultant rept by JB Hursh 
MARTtNiT T Division of Engineering 6 Technical Programs 03/01/17 
TUFFIN-W 0 Nuclear Metals, Inc lp 16980 324 


— 8302010637 "Analysis o# Etposure Involving Depleted U at Nuc 1 ear 
Metals, Apr 1981 " 

HURSH, J B Affiliation Unknown B2/02/16 20pp 16960 323 


— 83020106+5 Forwards IE Insp Rept 40-0672/01-02 on 01 1201-05 8< notice 
of violation 

MARTIN, T T Division of Engineering 6 Technical Programs 
03/01/17 TUFF IN, W B Nuclear Metals, Inc 2pp 16980 345 


— 8302010649 Notice of violation from insp on 011201-05 

* Division of Engineering & Technical Programs 83/01/17 «2pp 
16930 347 


— 830201065B IE Insp Rept 40-0672/81-02. on 011201-05 None amp 1 i a nc e noti'd 
failure to evaluate concentrations of airborne radioactive 
natls.to properly train employee 6 to decontaminate 
required limits 

HOWL, C , KINNEMAN, J Region 1, Office of Director 02/12/03 
9pp 16980 349 


OOCKEI 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


0302020119 Forwards general location of three surface water quality 
autaratic samplers for site se 1 ec 1 1 on, r ev i e w A approval 
Monitoring sites will be developed for use by end of First 
Quarter 1963 

MNLS,LM Tennessee Valley Authority 02/12/29 SMITH, R D 
Uranium Recovery Field QfUce 6pp 16990 273 


0302 1 70033 Forwards summary of environ review re matl transport 
alternative change for Edgemont U Mi I 1 decommissioning 
project Total *r uc fc transport proposed in lieu of slurry 
pipeline transport or contaminated matl 

M1LIS.L M Tennessee Valley Authority 03/01/31 SMITH. R D 
Uranium Recovery Field Office 3pp 17191 023 


E0CHE1 40-2061 XERP-MCCEE CHEMICAL CORP , OKLAHOMA CITY, GK 


0302070162 Forwards revised “Health Physics Manual for Dec ommi s s l an i tin 
& 5 tab 1 1 1 ia 1 1 an of Kerr-McGee Chemical Corp, Nest Chicago 
Rare Earths Facility ‘ Rev incorporates 010522 health 
physics manual prepared by Cata 1 y 1 1 c , Inc 

SHELLED, U J Kerr-McOee Corp 83/01/03 NIXON, W A Uranium Fuel 
Licensing Branch 3pp 17100 117 


6302070166 'Health Physics Manual for Decommissioning A Stab l 1 j z a t l n 
of Kerr-McGee Chemical Corp, Nest Chicago Rare Earths 
Fact lity 

-* Kerr-McOee Corp 83/01/03 12pp 17100 120 


8302040004 Forwards Kerr-McGee Chemical Corp reply statement on issues 
re Amends 3 4 6 Supplemental info per 830114 request will be 
provided no later than 030204 

7AHi.ER, R E Shaw. Pittman. Potts £ Trowbridge 03/01/19 
MAUSSHARDT, D B Office of Nuclear Material Safety 
Saf eguards, Di rec to-r lp 17043 307 


— 8302040005 Reply statement on issues re Amends 5 & 6 Issues identified 
by City of West Chicago provide no basis for denying Amends 
546 Certificate of Svc end 

IAHLER, R E Shaw, Pittman, Potts & Trowbridge ZAHLER, R E 
.Kerr-McGee Chemical Corp (subs of Kerr-McGee Corp 1 
flFRGHOFF, J C Chaduell, Kayser, Ruggles, McOee & Hastings, Ltdl 
03/01/19 Commissioners 7pp 17043 308 
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DOCKET 40-2239 PATHFINDER MINES CORP f RIVERTON. WY 


8302090578 Forwards completed tables for effluent monitoring rept for 
Jul-Sapt 1902 

POYSERr R W Pathfinder Mines Corp 83/01/24 SQLLENBERQER, D 
Uranium Recovery Licensing Branch ip 1710B 341 


— 830^090500 Completed surface water quality k monitor well tables for 
Jo 1 —Sep t 1902 

* Pathfinder Mines Corp 03/01/24 3pp 17108 342 


8302140208 Notifies that preliminary review indicates that 021217 
renewal application acceptable Request for addl info on 
specific details will be forwarded during renewal review 
process 

PEI TENOILL. H J Uranium Recovery Field Office 93/01/24 
Pathfinder Mines Corp ip 17145 327 


6302100510 Informs of issuance of Amend 16 to License 8UA-672, r evi s ing 
Conditions 25.27 6 35 re bioassay & gamma survey programs 
SMITHiR D Uranium Recovery Field Office 83/01/26 pathfinder 
Mines Corp 3pp 17221 269 


— 8302160511 Summariies finding* of 020727-29 mill appraisal rept 
Significant weaknesses identified include training k 
procedures for radiation safety s ta ff , b 1 oassay program k 
contamination survay program 

SOLLENBEROER, D Low Level Waste Licensing Branch PETTENOIUL. H V 
Uranium Recovery Field Office B3/0i/24 Low Level Wa 9 te 

Licensing Branch tlpp 17221 272 


DOCKET 40-3149 FENTON ART GLASS CO , WI LLIAMSTOWN. WV 


8301250612 IE Imp Findings & Licensee Ac k dtd 030105 of License 
SUB-491 Insp flndings.no violations observed 

BROWN, R A Region 2, Office of Director 83/01/05 lp 16904 332 


DOCKET 40-3433 ATLAS MINERAL. INC , DENVER. CO 


03O2t 60409 Reviews Dames k Moore rept. “Oroun dwater Monitoring Project. 
U Mill Tailings Impoundment, Moab. UT 11 Monitoring schedule 
to be assigned to monitor walls not addressed Proper design 
Ik careful operation essential to success of pumpback sys 
wn LIAMS. R E RE Williams & Associates, Inc 82/12/01. GARCIA, P 
Uranium Fuel Licensing Branch 3pp, 17173 031 


8302100165 Not! ficatlon of contract ex e c g ti on , Mod 2 to "Licensing 
Astistance/G< atechn ica l Ik Hydrological Eval uations. Atlas 
Mineral* Mode Mill “ Contractor* Oeoteehnica 1 Eng ins or s, Inc 
FIELDS. J A Technical Assistance Contracts Branch. NRC-02-B2-038 
83/01/0 3 DAVIS, J Office of Nuclear Material Safety k 

Safeguards, Director GARCIA. P NRC - No Detailed Affiliation Given 
lp 17134 195 


— 0307100173 Mod 2. revising address for submission of Invoices k 
incorporat i ng revised Manual Chapter 3202. to "Licensing 
Assis tance/Geotechnical 5* Hydrolog ical Evaluations. Atlas 
Minerals Mode Mill " 

CA8TR0. 0 Geotechnical Eng inters, Inc HAOAN, T F Division of 
Contracts NRC-02-82-030 03/01/03 lp 17134 196. 


G 3021 00003 Forwards "CO River Water Groundwater Pb-210 Assay Results 
for Third Quarter 1902 " 

EDWARDS, D. L Atlas Mineral* 83/01/20 SMITH, R 0 Uranium 
Recovery Licensing Branch Ip 17135 175. 


— 0307100016 "CO River Water k Groundwater Pb-210 Assay Results for Third 
Quarter 1982 " 

a Atla* Minerals 03/01/20 lp. 17135*176 


8302160510 Advises that Amend 10 to License 8UA-917 exempt from fees. 
GARCIA, P J. • PETTENOILL, H J Uranium Recovery Field Office 
83/01/26 MILLER, W 0 License Fee Management Branch, Ip 
i 71 76 j 309 


DOC KE 1 40-4492 FEDGRAL-AMER ICAN PARTNERS, RIVERTON, WY 


8302170094 Request* inclusion of info provided by State of WY Land 
Quality Div hydrologist B Kearney in assesement * action on 
Federal American Partner* request for reduction of 
groundwater monitoring around tailings area W/o end 
FRANCIS, E Wyoming, State of 83/01/13, GILLEN, D Uranium 
Racpvery Licensing Branch lp. 17191,081 


D0CKE1 40-9739 VIRGINIA, UN IV OF. CHAR L0TTE8 VI LLE, VA 


0302150230 IE Insp Findlngi k Licensee Ack dtd 63011? of License 
SUD-657 In*p findings no violations observed 
# Region 2, Office of Director 83/01/19 lp. 17149-271 


DOCKET 40-6622 PATHFINOEft MINES CORP , 8HIRLEY BASIN, WY 


0302170386 Forwards one oversite map showing location of Piezometer 
T-5-2 Piezometer installed in northern abutment section of 
Embankment 5 on 021117 Aperture card is available in PDR 
SMI IH, J C Pathfinder Mines Corp 02/12/20 0ARClA»P Uranium 
Recovery Field Office 3pp 17195 239, 


8302160515 Advises that recently issued Amend 11 to Llcenit SUA-442 
exempt from fees 

GARCIA, P J , PETTENOILL, H J Uranium Recovery Pie Id Office 
83/01/23 MILLER, WO License Fee Management Branch lp. 

17176 309 


0302220049 Advises that Amend 10 to License 8UA-442 re bloastay program 
exempt from fees, 

SOLI ENBERGER, D Low Level Waste Licensing Branch, 03/01/27 
MILLER, W, 0, License Fee Management Branch Ip, 17227:332 


0302270064 Inform* that Amend 12 to License 8UA-442 rs GA program 
exempt from fees 

SOU ENBERGER, D Lou Level Waste Licensing Branch 03/01/27. 
MIUER.WO, License Fee Management Branch lp. 17234*045 


DOCKET 40-7455 WHITTAKER METAL9, LOS ANGELES, CA 


9302070019 Informs of plans to move radioactive mails tt equipment fTorn 
one restricted site to another & dean original site to meet 
current stds for unrestricted use, 

COUINB.TJ Whittaker Corp 02/i2/2O CROWE.WT. Divieionof 
Fuel Cycle k Material Safety 3pp. 17063' 343 


DQCKEI 40-0027 KERR-MCQEE NUCLEAR CQRP , OKLAHOMA CITY* OK 


8302040009 Bubmiti addl info rs chemical characteristic* of lime 
sludge, per 830113 discussion Moisture content aprox B5X. 

Analyses performed an a*-is basis 

SHELLEY, W J Kerr-McOe* Carp 03/01/10, PAGE, R Q Uranium Fuel 
Licensing Branch 2pp 17043 304 


0302000120 Notification of contract execution. "Environ Assessment re 
Proposed Deep Well Injection of Liquid Raffinate by 
Kerr-McGee U Hexafluoride Plant, “ awarded to DL Warner, Inc 
MURPHY, L 0 Purchasing Section FIN B-7387-3 83/01/31. 

BROWN, R 3 Program Support Branch WYNOARDENrS D MRC - No 
Detailed Affiliation Given, lp 17105*258 


--83O7O0OJ23 Contract* "Environ Assessment re Proposed Deep Well 
Injection of Liquid Raffinate by Kerr-McOee U Hexafluoride 
Plant," awarded to DL Warner, Inc 

WARNER, D L Don L Warner. Inc REBELLO, J E Division of 
Contract* FIN B-7307-3 03/01/31 5pp 17100:259 


DOCKET 40-0064 EXXON MINERALS CO. U8A, H0U3TQN, TX 


8302160000 Forwards 1982 fourth quarter rept, per License Condition 16 
0HANNON, J 0 Exxon Nuclear Co,, Inc <*ubs of Exxon Corp. 1 
83/01/20. LINEMAN, J. J Uranium Recovery Licensing Branch. 2pp 
1 7176 3iO 


— 8302160910 Fourth Quarter Rept for 1902. 

a Exxon Nuclear Co , Inc. <*ub*. of Exxon Corp, >. 03/01/26. 9pp, 

17176 312 


8302160127 Advises of issuance of Amend 1 to License SUA- 1064, c hang ing 
Lictnie Condition 17 to ensure adequate surety of 
reclamation performance bond, Amend exempt from fees. 

KALMAN, K L. * LINEHAN, J. J, Uranium Recovery Field Office 03/02/04, 
MILl ER, W, 0. License Fee Management Branch. £p 17160.250 
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DOCKET 40-0034 RIO ALGQM CORP . MQAB, UT 


030S0100'2;7 Lnfcrrms that amend to extend expiration date for Source Hatl 
Licensi SUA-t U9 wi 11 allow incorporation of recent 
Licensing policies in renewal application Amend initiated by 
NRC & exempt from fees 

WOCLSEY.R Uranium Recovery Field Office 02/12/D3 MILLER, WO 
License Fat Manageminfc Branch tpp 16989 36S 


03O22WO63 Advises that Amend 17 to License SIM-ill* re tailings 
embankments exempt from fees 

UOOL5EV.R T , PETTEf^QILL, H J Uranium Recovery Field Office 
637(11/20 M I LLEfl . U 0 License Fea Management Branch lp 

17234 050 


B302220069 Informs that Amend 18 to License SUA-1 1 19 re deletion of 
bicarbonate exempt from fees 

MOOLSEY, ft T , PETTENGILL, H J Uranium Recovery Field Office 
83/01/23 MILLER, W 0 License Fee Management Brandi lp 
17234 05W 


8302220531 Informs that preliminary review of renewal application for 
License SUA-1 1 17, per S2SJ22 Itr, acc ep table Current license 
valid during renewal revieu process 

LINEHMI, J J Uranium Recovery Field Office. 83/02/01. Rio Alyom, 
Ltd lp 17234 353 


8302070470 Forwards regional ofc 1 tr t notice of violation explaining 
why Violation I, which involves exposures of two minor* to 
concentrations of radioactive natl in aicess of Part 20 
limits, Is Severity Level IV category W/o end 

JOHNSON. E H Region 4. Office of Director. 83/02/02 AXELRAD.J A 
Enforcement Staff Ip 17037 079 


DOCKET 40-6102 EXXON CO USA, HOUSTON, TX 


8302090256 Reviews Etxon 82G90Q ALARA audit rept for Jan-June 1982 
No further licensing action necessary 

JONES, B 1 , PET7EN0ILL, H J Uranium Recovery Field Office 
’2/12/04. Uranium Recovery Field Office 4p p 17117.357 


J1001S2 Notification of contract » i ecution, Mod 4 to “Licensing 
distance /Tai 1 ing % Mg t Program Technical Evaluation Exion 
[ghUnd U Mill u Contractor CO State Umv 
I El DS, J A Technical Assistance Contracts Branch 
tC -02-79- 03 1 -02 83/01/04 DAVIS, J . RDSSBACH, L Office of 

iuclear Material Safety 6 Saf eg wards. Direc t or lp 17134 186 


J302I00190 Mod 4, revising address for submission of invoices & 
incorporating revised Manual Chapter 3202, to "Licensing 
Assistant e/Ta 1 1 ings Mg fc Program Technical Evaluation Exxon 
Highland U Mill “ 

BRCNN.J F Colorado State Untv HAGAN, T F Division of 

Contracts NRC -02-79- 031 -02 83/01/04 lp 17134 187 


92140197 Advises of issuance of Amend 4 to Erxon Minerals Co License 
iUA-1310. rsvi sing License Conditions 12 St 23 

iKITH, R D Uranium Recovery Field Office 93/01/31 Exxon Corp 

>pp 17I4S 322 


1302140203 Recommends that Conditions 12 b 26 to License SIM-1310 b <? 
revised to Include modified proposal involving insp of 
tailings solution return pipeline for leakage or rupture 
tnip will reduce negative invlr-on impact 

FLErtrNO, T E , PET TEN® ILL, H J Uranium Recovery Field Office 
83/01/31 Uranium Recovery Field Office 2pp 17145 324 


02170303 Submits review of Ex ton Highland U Mill ground U surface 
water chemical parameter data far Jan-Sept 1782 Data will he 
used for comparison u/future ground 4 surface water 
chemical parameter data 

“LEM I NO, T E , PETTEN3ILL, H J Uranium Recovery Field Office 
33/02/01 Uranium Recovery Field Office 3pp J7195 347 


!KET 40-6360 ROCKY MOUNTAIN ENERGY CO , BROOMFIELD, CO 


102020400 Application for amend of License 5UA-1223, deleting 
requirement in Condition 13 for offsite quarterly audit U 
production operations at R&D in situ leach site have ceased. 
MER5L0FF, L W Rocky Mountain Energy Co 62/12/03 KALMAN, K 
Uranium Recovery Licensing Branch 2pp 16799 355 


302170020 Forwards 1902 fourth quarter rapt per License Condition 36 
SPtELES/P R Rocky Mountain Energy Co 63/01/25 SMITH, D Uranium 
Recovery Licensing Brandh 2pp. 17176 330 


— B302170O21 Fourth Quarter 1902 rept 

■» Rocky Mountain Energy Co 83/01/25 I4pp 17176 332 

0302240049 Fourth Quarter 1982 environ rept for Oct-Dec 1902 

SPIELES,P R Rocky Mountain Energy Co 03/01/25 SMITH, D Uranium 
Recovery Licensing Branch !5pp 17260 320 


DOCKET 40-8452 BEAR CREEK URANIUM CO , CASPER, WY 


B302Q90034 Advises of issuance of Amend 10 to License 8UA-131 0, d e 1 et i nq 
continuous airborne particulate monitoring requirement at 
site AG-9 by revising License Condition 49 , 

SMITH, ft D Uranium Recovery Field Office 02/12/07 Bear Creek 

Uranium Co 2pp 17131 344 

— B302090051 Recommends rev to License Condition 49, deleting continuous 
airborne particulate monitoring requirement 

FLEMING, T E , PETTENGILL, H J Uranium Recovery Field Office 
82/12/07 Uranium Recovery Field Office 2pp 17131 346 


0302170012 Forwards "Bear Creek Tailings 1982 Annual Dam Insp Rept " 
MEDLQCK, R L Rocky Mountain Energy Co 03/01/31 SMITH, D Uranium 
Recovery Licensing Branch lp 17190 301 


— 8302170014 "Bear Creak Tailings 1982 Annual Dam Insp Rept H 
* Rocky Mountain Energy Co 03/01/31 10pp 17190 302 


DOCKET 40-0483 DAY b ZIMMERMAN, INC . PARSONS, K8 


8302150579 IE Insp Findings Licensee Ack dtd B30111 of License 
SUB-1233 Insp findings no violations observed 

SPITZ&ERG, DB Region 4, Office of Director 83/01/20 3pp 
17155 344 


DOCKET 40-8502 WYOMINO MINERAL CORP , LAKEWOOD, CO 


0302160450 Forward s "Irlgaray Mine Site Quarterly Rept, Oct-Dec 1982 " 
RUTUED3E, C Wyoming Mineral Corp 03/01/25 CHANCELLOR, R 
Wyoming, State of Ip 17172 041 


— 0302160454 'Irigaray Mine Site Quarterly Rept. Oct-Dec 1982 
* Wyoming Mineral Corp 03/01/25 lQOp p 17172 042 


630 , 22302‘76 "Irigary Mine Site Quarterly Rept, Oct-Dec 1982 (second 
Reporting Quarter. 1982-031 JJ 

RUTlEDGE.C Wyoming Mineral Corp 93/01/25 CHANCELLOR, R 
Wyoming, State of 77pp 17242 001 


03D2JOQ073 Forwards "Ha f er Quality Data on Excursion WrlU, Irigaray 
Mine Si te, 621001-B301 19 " 

RUTLEDGE, C Wyoming Mineral Corp 83/01/27 SMITH, D Uranium 
Recovery Licensing Branch 2pp 17135 125 


• — S3Q2IC3079 "Water Quality Data on Excursion Wei 1 s, Tr i garay Mine Situ, 
021001-830119 “ 

a Wyoming Mineral Corp 83/01/27 lp 17135 127 


S302240055 Advises that all ehviron licensing regulatory agency liaison 
activities relocated from Lakewood, CO to Pi ttsburgh, PA 
Environ t agency functions will be performed by C Rutledge 
FHTNER, T H Wyoming Mineral Corp 03/02/04 SMITH, D Uranium 
Recovery Licensing Branch ip 17260 317 


DOCKET 40-0504 MINERALS EXPLORATION CO , LOS ANGELES, CA 


8302030040 Provides survey of land use within 5 miles of mill site, 
per License Condition 33 Use continues to be limited to 
seasonal grazing of 1 ives tock, r ecreat ional pursuits, 
transient oil & gas exploration 6 U mining 

SNYDER, H L Union 76 Minerals Exploration Co 83/01/14 SMITH, R D 
Uranium Recovery Field Office lp 17026 343 


0302070554 Ack receipt of 821223 submittal re concurrent review of 
licensee application for U mill mod If modified tailings 
plan provided in next few wks, technical findings can be 
shared 6y Mar 1983 

ACKERMAN, W C Wyoming, State of S3/01/2Q SMITH, R 0 Uranium 
Recovery Field Office lp 17108 345 
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0302170550 Submits review of Minerals Exploration Co Second Quarter 
'1982 environ monitoring data for Sweetwater U Mi 1 1 With one 
exception! no radionuclide concentrations exceeded max 
permissible concentrations 

JOHNSON. T L , LINEMAN, J J Uranium Recovery Field Office 03/01/00 
PEI TENGILL, H J Uranium Recovery Field Office 3pp 17197 139 


0302220407 Requests addl info to continue radiological assessment of 
tailings mg t alternative study Info specified in attached 
"Principal Parameters for Radiological Assessment" should be 
provided by 030215 

PETTENOILL, H J Uranium Recovery Field Office 03/01/28 
SNYDER* H L Minerals Exploration Co (subs of Union Oil Co of 
California) llpp 17237347 


0302240047 Forwards Apps 8 & C of 771020 rept, "Revised Final Rept on 
Design of Tailings Retention Basin. Sweetwater U Project, 

Sweetwater County WY for Minerals Exploration Co, 11 
i nadver tervt ly omitted from amend 

SNYDER. H L Union 76 Minerals Exploration Co 03/02/07 HOWARD. T 
Affiliation Unknown I6pp 17260 336 


DOCKET 40-8626 MORAINE VALLEY COMMUNITY COLLEGE. PALOS HILL3, IL 


0302010625 IE I nsp Findings * Licensee Ack dtd 830125 of License 
SUB-1304 Insp findings no violations observed 
GlflBONSfD R Region 3* Office of Director 03/01/25 ip 
16980 323 


DOCKET 40-8663 NUCLEAR DYNAMICS, INC , PHOENIX, AZ 


8302240044 Confirms that samples taken by State of WYiDept of Environ 
Quality, Land Quality Div for groundwater restoration 
achieved min std of quality of use for all parameters u/many 
parameters at baseline 

OG'E.K M Kerr-McGee Corp 03/01/24 Kerr-McGee Corp l9pp 
1 7207 339 


DOCKET 40-0675 ENERGY FUELS NUCLEAR, INC , DENVER, CO 


B302020381 Provides addl info requested by NRC re licensee request to 
suspend monitoring activities at inactive Hanksville Ore 
Buying Station 

QAKER,C E Energy Fuels Nuclear, Inc 83/01/21 GILLEN, D NRC - 
No Detailed Affiliation Given 3pp 16997 007 


— 8302020384 "Monitoring Rapt Through Sept 1902 " 

-♦ Energy Fuels Nuclear, Inc 83/01/21 30pp 16997 010 


DOCKEl 40-0601 ENERGY FUELS NUCLEAR, INC , DENVER, CO 


8302090025 Submits costs incurred It manhours expended in reviewing 
82070? application for Amend 17 to License BUA-1358 
GILLEN, D Uranium Recovery Field Office 02/12/00 MILLER, W 0 
License Fee Management Branch Ip 17119 151 


0302090607 Informs of planned curtailment of activities !< eventual 
shutdown at White Mesa Mill Radiation safety staff will 
assure compliance w/terms L conditions of License BUA-1353 
until relief from monitoring is granted 

BAKER, C £ Energy Fuels Nuclear, Inc 03/01/25 GILLEN, D Office 
of Nuclear Material Safety $< Safeguards, Director 2pp 17108 339 


0302160434 Advises of fee exemption for Amend 16 to License SUA-I35B 
GILLEN, D M , LINEHAN. J J Uranium Recovery Field Office 83/01/20 
MILLER, W 0 License Fee Management Branch lp 17172 245 


8302160596 Comments on Energy Fuels Nuclear 821124 transmittal of 
1QCFR40 i^O rept for Third Quarter 1982 Dose calculations 
fo« background location & nearest resident location 
acceptable Environ monitoring data will be reviewed later 
8 OLLEN BERGER, D , MARTIN, D. E Low Level Waste Licensing Branch 
83/01/20 Low Level Waste Licensing Branch 3pp 17176 292 


8302230215 EN-8C3-010 on 030222, notice of violation civil penalty 
issued in amount of *4,000 re failure to properly evaluate 
exposures to soluble U exposure of worker in excess of 
weekly limit for soluble U 

FLACK, E , A (ELRAD, J Director's Office, Office of Inspection and 
Enforcement 83/02/16 lp 17243 1 *71 


DOCKEl 40-8693 OGLE PETROLEUM, INC , SANTA BARBARA, CA 


8302090497 Notifies of change of address, effective 030201 

CATCHPOLE, 0 J Ogle Petroleum, Inc 03/01/20 Uranium Recovery 
Licensing Branch Ip 17131 353 


DOCKS) 40-8697 ROCKY MOUNTAIN ENERGY CO , DENVER, CO 


0302170015 Forwards 1902 fourth quarter rapt per License Condition 29. 
SP1ELES, P R Rocky Mountain Energy Co 03/01/25 SMITH, D Uranium 
Recovery Licensing Branch 2pp 17176 351 


— 8302170017 Fourth Quarter Rcpt for 1902 

★ Rocky Mountain Energy Co 83/01/25 5pp 17176 393 


DOCKET 40-8690 PLATEAU RESOURCES, LTD , GRAND JUNCTION, CO 


8302230422 Forwards "Effluent Monitoring Rept, Jan-June 1902 ° 

GERDEMAN, F W Plateau Resources, Ltd 03/01/05, Region 4, Office 
of Director lp 17246 130 


— 8302230433 "Effluent Monitoring Rep t, Jan— v/u ne 1902 M 

■* Plateau Resources, Ltd 03/01/05 2Bpp 17246 131 


8302230211 EN-83-009 on 830222, notic e of violation & civil penalty 
issued in amount of *4,000 for failure to properly evaluate 
exposures to soluble U & exposure of workers in excess of 
weekly limit for soluble U 

FLACK, E , AXELRAD, J Director'* Office, Office of Inspection and 
Enforcement 83/02/16 lp 17243 192 


DOCKET 40-0709 WESTtNGHOUSE ELECTRIC CORP , OGDEN, UT 


0302230193 Corrected IE Insp Findings & Licensee Ack dtd 830110 of 
License SMB-1347 Insp findings no violations observed Bteps 
taken to correct violations during last insp verified 
SHOPENN.N M Region 4, Office of Director 03/O1/J0 2pp. 

17245 162 


0302150037 Forwards IE Insp Findings U Licensee Ack dtd 03OU0 of 
License SMB-1347 No violations observed 
6H0PENN, N M Region 4, Office of Director 83/02/08 
WORCESTER, 8 A Westinghouse Electric Corp. lp 17147 120 


— 8309150041 IE Insp Findings U Licensee Ack dtd 030118 of License 
SMB-1347 Insp findings no violations observed. 

BHOPENN. N M Region 4, Office of Director 83/01/18. lp. 
17147 12? 


DOCKET 40-8714 CLEV6LAND-CL IFFB IRON CO , CLEVELAND, OH 


0302010022 Informs that termination of Permit to Construct 79-682 not 
necessary since facility constructed & operated in 
authoriied manner, in response to 021112 1 tr re process 
wastewater drain field at Collins Draw Project 
MUEl LER, T Wyoming, State of 03/01 /JO LGUDERBACK, T E 
Cleveland-Cli ffs Iron Co Ip 16990 361 


8302100035 Forwards recent company ltrs to State of WY Dept of Environ 
Quality ti completion of restoration at Col line Dam Project, 
per 830124 discussion 

LQUDERBACK, T, E C 1 e va land-Cl i f f s Iron Co 03/01/25, HCJ03, F. NRC - 

No Detailed Affiliation Given 4pp 17135 105 


DOCKET 40-8720 TETON EXPLORATION DRILLING CO i INC , CASPER, WY 


0302020386 Forwards 12th Quarterly Rept for License SUA-1373 U addl 
summary data sheets 

APPEL, R R Teton Exploration Drilling Co , Inc 03/01/10. 

SMITH, R D Division of Waste Management lp 16996-315 


— 830?0203B9 Submits i2th Quarterly Rept for pilot in situ U operation. 
License SUA-1373 Activities included continued post- 
restoration M Zone stability sampl ing, pond water level <* 
detection tube measurements U radiological monitoring 
APPEL, R R , GARLING, R A Teton Exploration Drilling Co , Inc 
83/01/14 SMITH, « D Division of Waste Management 23pp 
J6996 316 
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DOCKET 40-9743 CONOCO, INC . DENVER. CO 


B302010069 Advises of conditional approval of proposal for 
r« construction of Mash 2 over Pit 3SN tailings disposal 
sit*. 

ACKERMAN, W C Wyoming- St at* of 62/12/13 SMITH, R D Uranium 
Rec-ovi ry Licensing Branch 4pp 16995 071 


8302010073 Responds to outiide agency comments on Sand Rock hill 
Project discussed on 321108 Add 1 Info available in State 
Engineers tJfc transmittal 

QUIGLEY. T W CONOCO, Inc CCcnt 1 nenta 1 Oil Co ) 63/01/03 

Ft EM! NO* T MRC - No Detailed Affiliation Given 19pp 16995-032 


B30 22 40052 Forwards docunnints demonstrating land control of Fit 35N 
area W/o end. 

GUICLEY.T W CONOCO, Inc fCont inental Oil Co > 62/02/02 

FLEHINO.T Office of Nuclear Mate-rial Safety t* Saf eg uard *, Di r ec tor 
lp 17268 310 


DOCKET 40-8745 OGLE PETROLEUM, INC. , CASPER. WY 


8302010017 Proposes that second pump test be run to demonstrate no 
significant hydraulic coramunlca t ion between or* ion* aquifer 
& lower sand aquifer Pump tests will be patterned after pump 
tests run at Mining linlt 1 

CATCKPGLE, 0 U Ogle Petroleum, Inc 82/12/30 SMITH, R D Uranium 
Recovery Field Office Spp 16995.001 


8302090497 Notifies of change of addres ». ef f ee Uv* 830201 

CATCHPOLE.O J Ogle Petroleum, Inc 63/01/20 Uranium Recovery 
Licensing Branch lp 17131 353 


6302160412 Informs that CJ Catchpol* ha* replaced ©J Hartman as 
president & manager of mining at Bison Basin Mine 

CATCKPOLE, G J Ogle Petroleum, Inc. B3/OI/21. SMITH, R D Uranium 
Recovery Field Office If 17172 348 


>2170010 Provides trip rept of 830117 meeting u/Qgle P etr o l s ura, Inc in 
leaver, Co r* Ogle 921230 proposal to conduct second Mining 
frit 2 aquifer pumping test 

I ll LIAMS, R E RE Williams 1 Assoc la t#». In c 83/01/24 flDSS, F 
it vision of Waste Management 3pp 17176 358 


12160418 Summary of 830117 meeting u/Ogle Petroleum, Int in Denv«r,CD 

e proposal to conduct second Mining Unit 2 aquifer pumping 

est L to determine acceptable pump test methodology 

058, F W , L I NEMAN, J J Uranium Recovery Field Office 83/01/25 

Iranium Recovery Field Office. 4pp 17172 222 


J >2090983 Forwards “AnaJysis of Mining Unit 2 Aquifer Test Data Using 
fantush Leaky Aquifer Techniques, 0 per 030117 meeting u/NRC 
consultants In Denver, Co 

ATCHPC3LE, 0 J Ogle Petroleum, Inc. 93/OJ /27 SMITH, R D Uranium 
ecovery Licensing Branch fp 17121 275 


1302090597 "Analysis of Mining Unit 2 Aquifer Test Data Using Wantush 
Lilly Aquifer Techniques 11 

HOFFMAN, © L , PLAY I ON, S U Hydro-Engineering B3/0I/31 20pp 
17137 177 


2170299 Advises that Amend 14 t-o License- SUA-1396 requiring Ogle 
Petroltum, Inc to maintain bonds for r ec Ji (nation, 
decommissioning 6 restoration issued & it exempt from fees 
YOUW,YA, L I NEMAN, J J Uranium Recovery Field Office 83/01/28 
KlLlERiW 0 License Fee Management Branch Ip 17195 351. 


;KET 40-8768 KERR-HCOEE NUCLEAR CORP , OKLAHOMA CITY, OK 


>2170547 Submits review of ALAR A rept for Kerr-McGee Q Sand I SL RbD 
'reject for period Har-Aug 1982 Personnel exposure* to 
adon averaged less than applicable limits 

/EarBROOK'K B , LINEMAN. U J Uranium Recovery Field Office 
13/01/28 Uranium Recovery Field Office 5pp 17197 134 


'2160429 Lists contract cost* incurred 4 manhours expended in 
eviewfng 020528 application for Amend 0 to License 
SUA- 1307 

WESTBROOK, K . LINEMAN, J Uranium Recovery Field Office 83/02/01 
MILLER, W 0 License Fee Management Branch lp 17172 24B 


DOCKET 40-8779 ARMY, DEPT OF, TOOELE, UT 


8302230287 IE Insp Findings t, Licensee Ac k dtd 030119 of License 
SUC- 1391 Insp findings no violations observed 
SHOPENN, N M Region 4, Office of Director 83/01/19 2pp 
17244 337 


DOCKET 40-0783 URANERZ USA, INC , CASPER, WY 


8302030035 Forwards data comparing in-house lab to contract lab, per 
request 

SOMERVILLE. K O Uraner i USA, Inc 03/01/20 YOUNG, Y Uranium 
Recovery Licensing Branch 4pp 17023 351 

6302170301 Documents review of Uraner t, USA, Inc 1982 third quarterly 
rept on preoperati onal activities License condition 
requirement* met No further action required 

YOUNG, Y A , L (NEMAN, J %f Uranium Recovery Field Office 83/01/24 
Uranium Recovery Field Office lp 17195 350 


DOCKET 40-87B& URANIUM RESOURCES, INC , RICHARDSON, TX 


8302090210 Responds to 82QB12 ltr re fluid balance data, missing 
monitoring data 6 as-built drawings for evaporation ponds 
Preopera tion* l & first quarter operational radon data should 
b* submitted within 30 days 

LI NEMAN, %# J Uranium Recovery Field Office 02/12/02 Uranium 
Resource*. Inc 2pp 17132063 


B302160411 Forwards M U Resources, Inc North Platte Project Quarterly 
Rept, 8207 15-82101 5 " 

PEIIZ2A, MS Uranium Resources, Inc 82/12/16 LINEMAN, JJ 
Uranium Recovery Licensing Branch lp 17172 349 


— 8302160413 “U Resources, Inc North Platte Project Quarterly Rept, 
820715-821013 f ' 

* Uranium Resources, Inc 02/12/16 63pp 17172 350 


6302090185 Advises of issuance of Amend 6 to U Resources, Inc Source 
Ifatl License 5UA- 1400, mod i fy i ng License Condition 17 re 
restoration of production aquifer 6 other groundwater* 

SMITH, D Region 4, Office of Director B3/01/03 Uranium 

Resources, Inc 2pp 17132 074 


8302030027 Forwards S McArt Ebtrline Radiation Protection Course 
diploma &> resume McArt also completed US Mine Safety 6 
Health Administration Radiation Protection Course 
PELIZ/A.M S Uranium Resources, Inc B3/01/06 L INEHAN, J J 

Uranium Recovery Field Ofnce 4pp 17020 356 


8302030031 Responds to 821217 Hr Fluid level data for Well BM-1 
intentional I y not plotted for 820420 so presence would not 
interfere u/overall water level trend displayed by graph 
PEL I ZZA , M S Uranium Resource*, Inc 83/01/06 LINEMAN, J J 
Uranium Recovery Field Office Spp J 7020 340 


B302160426 Lists contract costs incurred 6 manhours expended in 
reviewing 820219 application for Amend 4 to License 
5UA-1400 

WESTBROOK, K , LINEMAN, U Uranium Recovery Field Office 03/02/01 
H TLLERj 14 □ License Fee Management Branch lp 17172 250 


8302160427 Lists contract costs incurred & manhours expended in 
reviewing 820208 application for Amend 3 to License 
SUA-1400 

WESTBROOK, K , LINEMAN, U Uranium Recovery Field Office 83/02/01 
MILLER, W □ License Fee Management Branch lp 17172 249 


S3Q2I60119 Advises of fee exemption for Amend 6 to License SUA-1400, 
changing License Condition 17 to rescind requirement of 
NRC written approval prior to starting %> stopping specified 
po* t-r*s t ora t i on groundwater stability monitoring 
WESTBROOK, X D , LINEMAN, J J Uranium Recovery Field Office 
83/02/02 MILLER, W 0 License Fee Management Branch lp 
17160 254 


DOCKET 40-0787 MICHIGAN, UNIV OF, ANN ARBOR, MI 


8302150126 IE Insp Findings V Licensee Ac k dtd 830124-28 of Licen* 
21-00215- 04, 2 1 -0021 5-05, SNM-1377, BNM- 1 529, SNM-1 835 
8UD-I398 Insp Findings no violations observed 
HULL AUER, J R Region 3, Office of Director 83/01/28 Ip 
17148 00 l 
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DQCKE1 40-87*2 EDISON INSTITUTE* DEARBORN, MI 


6302100246 IE Insp Findings L Licensee Ack dtd 030210 of License 
SUC- 1 406 Insp findings no violations observed 

SIMMONS* F Region 3* Office of Director 03/02/10 lp 17215 263 


DDCKE1 40-87*0 HITCHCOCK INDUSTRIES, INC i MINNEAPOLIS, MN 


8302010496 Ac k receipt of 830119 ltr informing NRC of steps taken to 
correct noncompliance noted in 021227 ltr re License 
SMB- 1404 

WIEDEMAN, D O Region 3, Office of Director 03/01/20 OIRTZ, W M 
Hitchcock Industrial! Inc lp 16*77 034 


— B 3020 10502 Responds to NRC 821227 ltr re noncompliance noted in IE insp 
on 021213 of License 8MQ-1404 Corrective actions Social 
Security numbers submitted to monitoring sve on 830118 for 
film badge exposure records 

OIRTZ, W M Hitchcock Industries, Inc 93/01/1* WIEDEMAN, D 0 
Region 3, Office of Director Ip 16977*033 


DOCKET 40-079* UDYLITE/SEL-REX, WARREN, MI 


8301230600 Discusses IE insp of License SMB-1409 on 030104 No 
noncomp 1 ianca notad, Major areas inspected procedures 
representative records, observations, independent measurements 
i* interviews w/personnal re radiation safety 

8RENI AWSKI , D Division of Engineering 83/01/19 QJLSDORF, C 
Hooker Chemical Co Ip 16*04 35B 


DOCKET 40-0022 OMAHA PUBLIC POWER DISTRICT, OMAHA, NE 


0302040026 Forwards summary of detailed analysis of potential effects 
of U hexafluoride release on control room hab itabi 1 i ty, per 
NRC G20903 ltr re issuance of License BMC-1420 for storing 
U hexafluoride onsite 

JONES, W C Omaha Public Power District 03/01/03 CLARK, R A 
Operating Reactors Branch 3 4pp 17043 27i 


DOCKET 40-0029 WYOMING FUEL CO , LAKEWOOD, CO 


8302220572 Forwards application for R&D source matl license for Crow 
Butt* U Project Fee end 

J0NE8* P C Wyoming Fuel Co 83/02/0* LINEKAN, J, Licensing Branch 
1 2pp 17261 149 


—0302220500 Vol* I & II of application for R&D source matl license 
for Crow Butte U Project Application fee end W/16 
oversize f 1 gures, Supper ting documentation enc 1, Ap erture 
cards are available in PDR 

* Wyoming Fuel Co 83/02/11, 500pp 17261 151 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 

DOCKET 50-2 UNIV OF MICHIGAN RESEARCH REACTOR 


F Security* medical, emergency 8, fire protection plans 


9302220490 Forwards preliminary ''Emergency Preparedness Evaluation 
Rept " Plan requires extensive mod & addl info to resolve 
inadequacies info should be resubmitted by 030315 
THOMAS, C 0 Standardization & Special Projects Branch. 83/02/08 
KERR, W F Michigan, Univ of 2pp 17237 317 24X 

Fiche 30-002, 83/02/00.8302220490 


— 0302220492 Preliminary "Emergency Preparedness Evaluation Rept. " 
* Division of Emergency Preparedness (Pre 030103) 83/01/3t 

21 pp 17237 319 24 X Fiche 90-002,83/02/08,8302220490 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


3302070216 Forwards revised Chapters 1-4 to safeguards contingency 
plan. Rev withheld (ref 10CFR2 790 1 10CFR73.21) 

O'TOOLE, J D Consolidated Edison Co of New York, Inc. 03/01/20 
VARGA, S A. Operating Reactors Branch 1, 2pp. 17031,322 24X 

Fiche. 90-003, 03/01/28, 0302070216. 


8302040016 Releases public version of page changes to emergency plan 
FELTON, J M Division of Rules and Records 03/01/31, Document 
Management Branch lp 17043 279 24X Fiche 50-003,03/01/31, 

830204001B 


— 0302040020 Forwards public version of page changes to emergency 
plan, App A re site emergency roster 

0 'TOOLE, J D Consolidated Edison Co of New York, Inc. 83/01/10 
HAYNES* R C Region 1* Office of Director 2pp 17043.200 24X 
Fiche 50-003,03/01/31,8302040018 


— 8302040025 Public version of page changes to emergency plan, App A re 
sit* emergency roster 

# Consolidated Edison Co of New York, Inc 02/12/07 I4pp 
17043 282 24X Fiche 50-003,03/01/31,8302040018 


8301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL & holders of CPs re regional workshop 
concerning Suppl 1 , NUREQ-0737, "Requirements for Emergency 
Response Capability " Sve list end 

EISENHUT, D G Division of Licensing 03/02/01 Consolidated 
Edison Co of New York, Inc llpp 17221 226 24X 

Fiche 50-000,03/02/01,0301210340 


8302080420 Responds to CF Soutar 621118 ltr r* Rev 2 to eecurity force 
training $ qualification plan. Changes consistent w/ 
provisions of 10CFR50, 94(p > & do not decrease effectiveness 
of plan 

VARGA, 8 A Operating Reactors Branch 1 83/02/01. O'TOOLE, J 

Consol idated Edison Co of New York, Inc 2pp 17074*327. 24X 

Fiche 50-003,83/02/01,8302000420 


H General correspondence 


0302240066 FQ1A request for all prior & partial prior drafts & memos 
of probabilistic safety study 

BLUM, J M Union of Concerned Scientists 82/12/28. FELTON, J, 
Division of Rules and Records lp 172S5.001 24X 

Fiche 50-003,02/12/20,8302240066 


P Operating license stag# documents fc correspondence 


8302010715 Forwards corrected Tech Spec Tables 4 4-1 submitted on 
021211 w/Amends 31 6 02 to Licenses DPR-9 t DPR-26, 
respectively. 

POLK,R J Operating Reactors Branch 1 83/01/12 O'TOOLE, J D 

Consolidated Edison Co of New York, Inc 3pp 16989:244 24X 

Fiche 50-003,03/01/12*8302010715 


— 8302010718 Corrected pages to Amends 31 & 62 to Licenses DPR-5 6 
DPR-26, respectively, revising Table 4.4-1 (Page 0 of 14) fc 
Table 4,4-1 (Pag* 9 of 14) re containment isolation valves, 
a Operating Reactors Branch 1. 03/01/12. 2pp. 1690? 247 24X 

Fiche 50-003,03/01/12,0302010713 


6302240073 Partial response to FO I A request for all prior t partial 
prior draft* memos of probabilistic safety study Forwards 
documents listed in app Search for addl records In progress 
FELTON, J M Division of Rules and Records 83/01/13, BLUM, J M 
Union of Concerned Scientist* 2pp 17203.002 24X 

Fiche* 50-000, 03/01/13, 0302240073 


— 8302240082 "Accumulator Sys, " revised draft chapter for FRA, 

a Pickard, Low* & Garrick, Inc. 81/0i/06, 14pp. 17289*004 24X 

Fiche. 50-000,83/01/13, 0302240073 


— 830224008* "Reactor Protection 8ye, " revised draft chapter for PftA, 
a Pickard, Lowe 6 Garrick, Inc, 8J/01/06 27pp 17285:010 24X 

Fiche 50-000,83/01/13,8302240073 


8302240106 Addl response to FOIA request for all prior draft & partial 
drafts of probabilistic safety study U all memos pertaining 
to draf ts. Doc uments available in PDR w/exc«ption of Israel 
to Hickman 001105 ltr 

FELTON, JH Division of Rules and Records. 03/01/20 BLUM, J M. 
Union of Concsrned Scientists. lp 17208 * 302, 24X 

Fichi* 50-003, 83/01/20, 0302240188. 


8302170316 Application to amend Licenses CPR-9 i DPR-26* revlslnfl Appa 
A k B rad iolog leal efflusnt Tech Spec* to omit 10CFR40. 190 
compliance requirement re U fuel cycle total dose, 

O'TOOLE, J D Consolidated Edison Co. of NtU York, Inc 83702/01. 
VARGA, 8 A Operating Reactors Branch 1. 2pp. 17104.004 24X 

Fiche, 50-003, 63/02/01, 6302170316 


• — 8302170317 Proposed Tech Spec changes r« U fuel cycle total dose per 
10CFR40. 190 compliance requirement. 

« Consolidated Edison Co of New York, Inc. 63/01/31, 99pp. 

1 7184 ’ 006 24 X Fiche 1 50-003, 83/02/01,8302170316 
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83020802'? 5- Generic Ltr 03-09 to all operating reactor llcenseei > 
applicant* for QL & holder* of CP for C-E PUR* re review of 
C-E Cvn.tr* Group emergency procedure* guideline program S/c 
Hit and 

E ISENHUT, D 0 Division of Licensing 83/02/08 Consolidated 

Edison Co of Neu York* Inc 1 Ipp 17290 247 24X 

F i c h e 50-000 . 83/02 / OS, 030208029 5 


0 Inspection reports* IE Bulletins 1 correspondence 


8302100235 Forwards IE Safeguards Insp Repts 50-005/03-01 A 
70-0113/83-01 on 830110-14 No nonenmp 1 iance noted 

MARTIN* T T Division of Engineering b Technical Programs 83/02/07 
Pennsylvania State Univ 2p p 17212 085 24X 

Fiche 30-005. S3/02/07, B3021B0535 


•0307220522 Provida* preliminary acceptance of emergency procedure 
guidelines for imp l cmen tati on in plant-specific emergency 
procedures & outlines requirements for addl work 

EISENHUTj 0 o. Division of Licensing B3/Q2/04 WELLS. R W C-E 

Operating Plant* Ouners Group 4pp 17290 249 24X 

Fiche 50-000*63/02/03, 8302CB0295 


0302*390304 Generic Ltr 93-11 to all operating reactor licensees re 
license* qualification for performing safety analysis in 
support of licensing action* Ability to use code must be 
demons traced by vendor or licensee Svc list anci 

EISENWUT, D 0 Division of Licensing 83/02/00 Consolidated 
Edison Co of New York, Inc 9pp 17234 234 24X 

Fiche 50-000, 03/02/09. 0302090304 


Q Inspection reports, IE Bulletins L correspondence 


—8302180241 IE Safeguards Insp Repts 50-005/03-01 b 70-0113/83-01 on 
830110-14 No noncompliance noted Major areas inspected 
nuclear natl control b accounting, physica 1 inventory !< 
verification L records & repts 

2 IB ULSKY, H Region 1, Office of Director OODY, A T Regia" 4, 
Office of Director B3/02/04 Bp p 17212 007 24X 

Fiche 50-005, 83/02/07, 0302100233 


R Periodic operating reports b related correspondence 


0302230198 Forwards “Twenty-Seventh Annual Progress Rapt of PA State 
l/niv Breaiealp Nuclear Reactor, Jui 1901 - Juno 1982 " 

Minor changes made at facility during CY02 listed 

CfJNNINOHAK.R GL Pennsylvania State Univ 83/02/22 Director's 
Office. Office ot Inspection and Enforcement lp 17312 287 24 

Fiche 50-005,03/02/22,0302280108 


8212050359 IE Info Notice 83-01, “Ray Miller, Inc ■ Svc list end 
JORDANiE L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 93/01 / 26 Consolidated Edison Co of Neu 

York, Inc USpp 17023 160 24X Fiche 50-000,93/01/26*8212060356. 


0212060360 IE Info Notie# 03-02, "Limi torque HOBC , HI 0C. H2BC b H3DC 
Gcarheads " Svc list and 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Retpanse (Post 830103) 83/01/28 Consolidated Edison Co of New 

Yor-k, Inc I09pp 17144 001 24X Fiche 50-000,03/01/28.6212060360 


— B3072BO 192 "Twenty-Seventh Annual Progress Rept of PA State Univ 
Brea j sale Nuclear Reactor* Jul 1931 - June 1983 " 

LEVINE, S H * TOTENB IER, R E Pennsylvania State Univ 02/0 7/31 
50pp 17312 2E0 24X Fiche 50-005,03/02/22,0303200108 


DOCKET 50-10 DRESDEN NUCLEAR PO^ER STATION, UNIT 1 
F Security, radical, er-ergency 6 fire protection plans 


8212060361 
Svc list 
JORDAN. £ 
Response 
York, Inc 


IE Info Notice 83-03, 

enc 1 

L Division of Emerg 
(Post 830103) 83/01 

UOpp 17074 093 


"Calib-r of Liquid Level Instruments " 

*ney Preparedness S» Engineering 
/28 Con 5 o- 1 i da ted Edison €□ of New 

24X Fiche 50-000,03/01/25,8212060361 


8302040033 Release* public version of revised emergency plan 
Implementing procedures 

FELTON, J M Division of Rule* and Records 33/01/27 Document 

Management Branch Ip 17043 230 24X Fiche 30-000,03/01/27, 

B3020 40023 


MUOfiOS&O IE Info Notice 83-04, '"Failure of Elma Power Supply Units " 
B vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 93/02/18 Consolidated Edison Co of Neu 

Yort, Inc tlOpp 17347 191 24X Fiche 50-000,63/02/18.8212060363 


•12060345 IE Info Notice 03-05, “Obtaining Approval for Disposing of 
Very Law Level Ratfuast* - I0CFR20 302 - Svc list end 
JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 93/02/24 Consolidated Edison Co of Neu 

York, Inc Ulpp 173 4 7 058, 24X Fiche 50-000,93/02/24,0212060365 


•12060366 IE Info JJoti «e B3-06. "Nqnid entica 1 Replacement Parts J ‘ 

Svc lift mcl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of Neu 

York, Inc H2pp 17361 140 24X Fiche 5 0-000, 83/02/24, 82 1 2060366 


Operator Eiaminat i ons 


■8302040037 Forward* public version of revised Emergency Plan 
Implementing Procedures ED-29 re meteorol 09 leal malnt 
programs 6 ED-25 re computer codes for access to ODCS 
program 

PAJDJSKI.J E Commonwealth Edison Co 03/01/07 DENTON, H R MRC 
- No Detailed Affiliation Given Ip 17043 231 24 X 

Ftch ( 50-030, 03/01/27, 8302040033 


— 830^040040 Pup 1 1 c version ot revised Emergency Plan Implementing 
Procedures ED-29 re meteorological maint programs b EO-25 
re computer codes for access to DOCS programs Revised 
inde* end 

LI TEflSXI, L A , PAJOWSKI.J £ Convnonuea 1 th Edison Co 03/01/06 
llpp 17043 232 24X Fiche 50-000,83/01/27,0302040033 


0302020458 Releases public version of revised Emergency Plan 
Implementing Procedure 

FELTON, J M Division of Rules and Records 83/01/31 Document 

Management Branch lp 16999 203 24X Fiche 50-010,83/01/31, 

0302020459 


01310203 Generic Ltr 83-06 to all power reactor 1 1 c (rues? , a pp 1 i c an ts 
for OLs, NSS vendors, reactor vendors & AE r* certificates 
& revised format for reactor operator A senior reactor 
operator Hca ncn. Svc lut *ncl 

EISENHJT, D 0 Division of Licensing 0Q-/OI/31 Consolidated 

Edison Co of Neu York, Inc I4pp 17347 177 24X 

Fiche 50-000, 83/01/3 1 , 930 13 10203 


— B302020470 Forwards public version of Rev 1 to Emergency Plan 
Implementing Procedure EP IP 100-CU, ’Environs Director 
(Checklist or Initial Generating Station Emergency Plan 
Responsibilities) " Receipt form end 

SCOTT, D J Commonwealth Edison Co 03/01/07 DENTON, H fl Office 
of Nuclear Reactor Regulation, Director 3pp 16999 289 24X 

Fiche 50-010,83/01/31,8302020458 


3CKET 50-5 PENNSYLVANIA STATE UNIV RESEARCH REACTOR 
Security, medicel, emergency b fire protection plan* 


302100235 Forwards IE Safeguard* I nip Repts 50-005/03-01 b 
70-0113/63-01 on 030110-14 No noncompliance noted 

MARTIN* T T Division of Engineering 4 Technical Programs S3/02/07 
Pennsylvania State Univ 2p p 17212 085 24X 

Fiche- 50-005, 03/02/07,030218023 5 


-0302100241 JE Safeguards Insp Repts 50-009/83-01 b 70-0113/93-01 on 
SjOIJO-14 No noncompl ianc e noted Major areas inspected 
nuclear natl control b accounting, physi ca 1 inventory & 
verification & records & repts 

ZI8VL6KY.H Region l* Office of Director GODY, A T Region 4- 
Offie* of Director 93/02/04 Bpp 17212 087 24X 

Fiche 50-005, 83/02/07, 8302180235 


—930202047* Public version of Rev 1 to Emergency Plan Implementing 
Procedure EPIP 10Q-CI1, "Environs Director (Checklist of 
Initial Generating Station Emergency Plan 
Retpons ib i 1 it les ) " 

* Commonweal th Edison Co 03/01/03 6p p 16999 292 24X 

Fiche 50-010.83/01/31,8302020458 


9301310340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for OL 6 holders of CPs re regional workshop 
concerning Suppl 1 . NUHEG-0737, “Requirements for Emergency 
Response Capability " Svc list end ' 

EJBENMUT, D 0 Division of Licensing 03/02/01 Con so 1 i da to d 

Edison Co or New York, Inc llpp 17221 226 24X 

Fiche 30-000, 03/02/01 , 030 1 210340 


Q3020B0316 Responds to 821209 ltr re incident response plan & 820917 
training session No new requirements requested for emergency 
response facility Minor changes suggested as result of 
meeting enercise NUREG-0696 b sECY-82-1 1 IB guidelines valid 
KEPPLER, J 0 Region 3, Office of Director 03/02/04 REED, C 
Commonwealth Edison Co 4pp 17056 290 24X Fiche 50-000, 03/02/Ofl 

83020903 16 uuu, uw/uj/oq, 
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— 9303080322 Object* to 920917 meeting request* to modify emergency 
response facilities Requests contradictory to NRC directive 
for simplification 

REED.C Commonweal th Edison Co 92/12/09 KEPPLER, J 0 Region 
3, Office of Director 3pp 17056 294 24X Riche 50-000, 

83/02/04, 8302080316 


8302250338 Forwards IE Insp Repts 30-010/83-01,50-237/93-01 b 
90-249/03-01 on 830103-07 No noncompliance noted 
PAPER IELLQ, C J Division of Emergency Preparedness & Operational 
Support 93/02/08 REED, C Commonwealth Edison Co 2pp 
17291 154 24X Fiche 30-010, 83/02/09, 03022 3035B 


—0302230364 IE Insp Repts 50-010/03-01,90-237/63-01 * 90-249/83-Ot on 
930103-07 No none onp 1 ianc e noted Major areas inspected 
emergency preparedness pr ogram, 1 lcensee actions on 
previously identified items ts emergency plan 

PHILLIPS, M P , QL0ER6EN, W B , AXELSON, W L Division of Emergency 
Preparedness & Operational Support 83/02/03 16pp 17291 156 
24X Fiche 50-010,03/02/08,8302250358 


8302100447 Forwards IE Safeguards Insp Rept 90-010/83-04 on 830126-28 
No noncompl lance noted 

MIL! HR, J R Division of Engineering 83/02/09 REED, C 
Commonwealth Edison Co 2 pp 17200 196 24X Fiche 50-010,83/02/09, 

0302100447 


—0302100451 IE Safeguards Insp Rept 50-010/83-04 on 030126-28 No 
noncompliance noted Major areas inspected facility 
organization & operation, measurement & controls & storage & 
internal control* Detail* withheld (ref 10CFR2 790) 

MADEDA, T J , PIRTLE, 0 L , CREED, J R Division of Engineering 
03/02/09 lp 17203 198 24X Fiche 30-010, 83/02/09, 83021 00447 


0302100102 Releases public version of revised corporate command ctr 
generating station emergency plan implementing procedure 
PEL TOM i J M Division of Rules and Records 83/02/15 Document 
Management Branch lp 17223 210 24X Fiche 30-000,83/02/15, 

0302160102 


— 8302180126 Forward* public version of Rev 2 to Corporate Command Ctr 
Generating Station Emergency Plan Implementing Procedure 
EOF— 2 1 ''Technical 8upport Manager n 

MOORE, R D Commonwealth Edison Co 03/01/03 DENTON, H R NRC - 
No Detailed Affiliation Given ip 17223 219, 24X 

Fiche 30-000,83/02/19,8302180102 


- — 8302180156 Public version of Rev 2 to Corporate Command Ctr Generating 
Station Emergency Plan Implementing Procedure EOF-2, 

"Technical Support Manager " 

NELLIS, C A , FLESSNEft, R A Commonwealth Edison Co, 03/02/02 
6Bpp 17223 220 24X Fiche 50-000,83/02/13,8302100102 


0302100494 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M Division of Rule* and Records, 83/02/15 Document 
Management Branch lp 17221 323 24X Fiche 50-010,03/02/19, 

0302180494 


— 8302180490 Forwards public version of Rev 1 to Emergency Plan 
Implementing Procedure EPIP 300-7, "Personnel 
Decontamina ti on (Medical - Decontamination Area) (Primary 
Responsibility - Rad/Chem Director) “ 

SCOTT, D J Commonwealth Edison Co 83/01/20 DENTON, H R Dfflco 
of Nuclear Reactor Regulation, Director 3pp 17221 324 24X 

Fiche 90-010,83/02/15,8302100494 


— 8302180508 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EPIP 300-7, "Personnel Decontamination (Medical - 
Decontamina tion Area) (Primary Responsibility - Rad/Chem 
Director) " Revised Index end 

* Commonwealth Edison Co 83/01/12 I2pp 17221 327 24X 

Fiche 50-010, 63/02/13, 8302180494 


P Operating license stage documents & correspondence 


8302080295 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for OL 4, holder* of CP for C-E PWRs re review of 
C-E Owners Oroup emergency procedures guideline program Svc 
list end. 

EI3ENHUT, D 0 Division of Licensing 83/02/00. Consolidated 
Edison Co of New York, Inc llpp 17290,247 24X 

Fiche 30- 000, 03/02/00. 8302000295 


0302080301 Generic Ltr 03-05 to BWR licensees of operating reactors 
(except LACDWR >/ app 1 leant* for OL b holder* of CP re 8ER of 
"Emergency Procedure Guidel ines, Rev 2," NEDO-24934, June 
1982 Guidelines acceptable Svc list end 

EI8ENHUT, D. 0 Division of Licensing 83/02/00 Commonwealth 
Edison Co 6pp 17234: 245 24X Fic he. 50-000, 03/02/00, 0302000301 


— 8302220204 Forwards SER re GE Topical Rept NEDO-24934, "Emergency 
Procedure Guidel ines, Rev 2 " Guidelines acceptable for 
i mp lementat ion 

EISENHUT, D 0 Division of Licensing 83/02/04 OENTE, T C-E 

Operating Plant* Dwners Group 2pp 17234 247 24X 

Fiche 50-000,83/02/08,8302000301 


-■-8302220209 Sa fety evaluation of NEDO-24934, "Emergency Procedure 
Quid (lines, Rev 2 " Rept acceptable 

e Office of Nuclear Reactor Regulation, Director 83/02/04 
43pp 17234 249 24 X Fiche 50-000,03/02/09,0302000301 


0302080304 Generic Ltr 03-11 to all operating reactor licensees re 
licensee qual i f ication for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end 

EISENHUT, D 0 Division of Licensing 83/02/08 Consolidated 
Edison Co of NeuYork, Inc 9PP 17234.234 24X 

Fiche SO -000, 03/02/08, 8302090304 


8302230125 Ac k receipt of 030111 ltr re qualifications of 
radiochemistry supervisory staff per ANSI fitd 
N18 1-1971 T Oilman qualified a* lead cb*mist,S McDonald 
will attend class to qualify as lead health physicist 
PAPER 1 ELLO, C J Division of Emergency Preparedness & Operational 
Support 83/02/16 SCOTT, D J Commonwealth Edison Co. 2pp„ 
17297 007 24* Fiche 50-010,03/02/16,8302230123 


— 8302230130 Respond* to NRC request to document basis for qualifications 
of radiochemiitry staff per ANSI Std N1S 1-1971 Lead chemist 
need not meet 2-yr experience requirement. 

SCOTT, D J Commonwealth Edison Co 03/01/11 GREGOR, R L Region 
3, Office of Director, Spp 17237 009 24X Fiche. 50-010, 

83/02/16,8302230125 


Q Inspection reports, IE Bulletins & correspondent a 


0302040039 Addl response to FQIA request for 12 categories of documents 
re facilities Personal info deleted from document* re util/ 
contractor employee allegations concerning GA deficiency. 

Forwards App A documents Document 31 available in PDR 
FELTON, J M Division of Rules and Records 82/12/30. HIATT, 8 L. 

Ohio Citiien* for Responsible Energy 3pp 17045. M4 24X 

Fiche 30-000,02/12/30,8302040039 


— 0302040332 Forwards 1981 comparison data for operating & const plants, 
consisting of total numbers of noncompl ianct items, rapts 
issued, insp hours, sever i ty levals, points *t hours per rapt |< 
i tern 

8UCHARSKI, L Region 3, Office of Director 82/07/00 

KEPPLER, J Q Region 3, Office of Director I3pp 17045.26! 24X 

Fiche: 50-000, 02/12/30. 8302040039 


0212060338 IE Info Notice B3-0I, "Ray Miller, Inc « Svc list end 
JORDAN, E L Division of Emergency Prepared ness & Engineering 
Response (Post 030103) 83/01/26 Con.so 1 idafced Edison Co of New 

York, tnc 1 I0pp 17023 160 24X Fiche 50-000.83/01/26,0212063356 


8212060360 IE Info Notice 83-02, "Liffll torque HOBC, H1BC, N2BC & H3DC 
Gearheads.," Bvc list end 

JORDAN, E. L Division of Emergency Preparedness fe Engineering 
Response (Post 030103) B3/O1/20 Consolidated Edison Co, of New 

York, Tnc 109pp, 17144 001 24X Fiche: 30-000, 03/01/20, 021 2060360 


8212060361 IE Info Notice 83-03, "Calibr of Liquid Level I nstrumen ts. * 
Bvc list end 

JORDAN . £ L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co. of New 

York, Inc 1 lOpp 17074 099 24X Fiche: S 0-000, 63/01/20, 621 2060361 


8302030303 Advise* of 030207 open forum in Chicago, It re recent rev to 
I0CFR3G 94 6 50 95 IE will conduct formal presentation 
followed by question 6 answer session Requests that 
partic 1 patian be limited to three people 

SPESSARD.R, L Division of Engineering 03/01/20 Commonweal th 
Edison Co 2pp 17008, IB7 24X Fiche- 90-000, 03/01/28, 3302030303 


8302040294 Ack receipt of 830121 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/82-16, 
30-237/02-23 fe 50-249/02-23 

NGRELIUS, C. E Division of Project 6 Resident Programs. 83/02/01. 
REFDiC Commonwealth Edison Co lp 17017 347 24X 

Fiche- 50-010, 03/02/01,0302040294 


—0302040302 Responds to NRC 821222 ltr re violations noted in IE Insp 
Repts 50-010/82-16,50-237/02-23 5. 50-249/02-23 Corrective 
actions new computer installation & removal of computer 
console at station operator desk scheduled for Spring 1903. 
DELOEORGE, L 0 Commonwealth Edison Co 83/01/31. KEFPLER.J, 0, 
Region 3, Office of Director 2pp l/Oiy'SAa. 24X 
Fiche 50-010,83/02/01,0302040294 
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B302130528 Request delay until B3032B to respond ta NRC request Far 
s upp ltff entail info re Ref* ia),<b).lc> & < • ) of IE Bulletin 
at -03 1 "Flaw Blockage of Cooling Water to Safety-Related Sy* 
Components by Asiatic Claras & Mussels " 

SMARTZ-E D Commonwealth Edison Co 83/02/08 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2pp 17154 215 SAX 
Fiche 50-000, 33/02/00, S3021 50520 


0302250099 Forwards IE Insp ftepts 90-010/63-01.50-237/83-01 & 
50-249/83-01 gn 63OIQ3-07 No no nc amp 1 i anc e noted. 

PAPER IELLO, C J Division of Emergency Preparedness b dp erat i ona 1 
Support 03/02/08 REED . C C ommonu e a Ith Edison Co 2pp 

17291 i 54 24X Fiche 30-010. 83/02/08. B3022 50358 


— B3022503A4 IE Imp flepti 30-010/63-01.50-237/03-01 h 30-249/63-01 on 
8301 03- 07 No nonconp 1 i tnc e noted. Major areas inspected 
emergency preparedness pragram. licensee actions on 
previously identified items it sraargency plan 

PHILLIPS, M P , PLOSKI.T J , SNELL, U 0 Division of Emergency 
Preparedness fc Operational Support 63/02/03 16pp 17291 156 
24 X Fich* 30-010.83/02/06.0302250356 


0302160447 Forwards IE Safeguard* Insp Rept 50-010/83-04 on 630126-28 
No none onp I la nee noted 

MILLER. J R Division of Engineering B3/02/O9 REED.C 

Commonwealth Edison €□ 2j> p 17208 196 24X Fiche 30-010* 63/02/09. 

6302100447 


—6302180431 IE Safeguards Imp Rapt 30-010/63-04 on 930126-26 flo 
noTicompUence noted Major areas inspected facility 
organisation U op eratlon. measur ement 6 controls 4c storage fie 
internal controls Details withheld (ref 10CFR2 7?0> 

HADED A. T J , PIRTLE* 0 L . CREED, J R Division of Engineering 

03/02/09 lp 17208 193 24X Fich* 30-010.63/02/09,6302180447 


32(2060363 IE Info Notice 03-04, "Failure of El/na Power Supply Units 11 
Svc lift end 

JORDAN. E L Division of Emergency Preparedmss S. Engineering 
Response (Post 03OiO3> 83/02/18 Consolidated Edison Co of New 

Yort, Inc 1 iOpp. 17347 191 24X Fiche 50-000, 83/02/ i B. 02 1 2060363 


3212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing qf 
Very Low Level Reduaste - 10CFR20 302 " Svc list encl 
JORDAN, £ L Division of Emergency Preparedness b Engineering 
Responie (Post 030103* 83/02/24 Conso li date d Edison Co of New 

York, Inc 1 11pp. 17347 058 24X Fiche 30-000,83/02/24.0212060365 


32 1 2060366 IE Infa Notice 03-06, "Noniid entice 1 Replacement Parts " 

Svc lift end 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 030103* 03/02/24 Consolidated Edison Co of New 

York, Inc U2pp 17361 149 24X Fi che 30-000, 03/02/24, 021 2060366 


Operator Examinations 


101310203 OeneTie Ltr 03-06 to ali power reactor licensees, applicants 
for OLi.NBS Yendarir reactor vendors L AE re certificates 
h revised format for reactoT operator & senior reactor 
operator licenses Svc lift end 

ElSEHHJT, D 0 .Division af Licensing B3/0I/31 Consol i da ted 

Edison Co of Nev York, Inc I4p p 17347 177. 24* 

Fich# 30-000.03/01/31^0301310203 


XDCKET 90-29 YANKEE- R04£ NUCLEAR POWER STATION 


Security, medical. emergency b fire protection plans 


8302010713 Advl sei that changes in security plan outlined in util 
B2U0I Ur acceptable Enc I s to 021101 ltr withheld 
(ref I 0CFR73 21) 

CRUKKFIELD,D Operating Reactors Branch 5 03/01/20 KAY, -J A 

Yankee Atomic Electric Co 2pp 16989 249. 24X 

Fich* 50“ 029, 03/01/20. B3020I07I3 


8301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for OL fit holders of CPs re regional uorfcsbop 
concerning Buppl 1. NURE 0-0737, "Requi rement s foT Emergency 
Response Capability " Svc list end. 

EI6ENHJT, D 0 Division of Licensing 83/02/01 Consolidated 

Edison Co of N«u York, Inc I lpp 17221 226 24X 

Fich# 50-000,03/02/01.8301210340 


830204 0600 Releases public version of revised emergency plan 

FELTON, J M Division of Rules and Records 93/02/02 Document 
Management Branch Ip 17042 046 24* Fiche 30-029, 03/02/02, 

0302040600 


— 83QP04060S Forwards public version of Rev 3 to emergency plan 
MAflKT.D Yankee Atomic Electric Co 83/01/25 NRC - Wo 
Detailed Affiliation Given 2pp. 17042 047. 24X 

Flche 30-029, 83/02/02 . 8302040600 


— 0302040609 Public version of Rev 3 to emergency plan 

* Yankee Atomic Electric Co 03/Oi/3i I30pp 17042 049 24X 

F i c h e 30- 029 , 03/02/02, 8302040600 


8302Q903L0 Responds to 830113 ltr re splitting annual full-scale 
emergency exercise into two phases Proposed change to 
emergency plan exercise accep tab le, provided one fully 
integrated exercise conducted within each 3-yr period 

MARTIN, T. T Division of Engineering b Technical Programs 83/02/02 
HE t DER, L H Yankee Atomic Electric Co lp 17071 017 24 X 

Fide 50-029,63/02/02,8302090310 


— 0302090313 Requests review b consideration of proposed change to 
emergency plan exercise concept fit format Change consists of 
separately testing onsite & offsite emergency preparedness 
together u/stata interface fi» interaction 

HFIDER.L H Yankee Atomic Electric Co 83/01/13 HAYNES, R C 
Region 1, Office of Director 4pp 17071 019 24X 

Fich* 30-029.83/02/02,0302090310 


8302090330 Requests that licensee submit three copies of emergency 
plans 4 1 proce dures, despite recent amend to I0CFR50 54(q) 
which requires licenses to submit only one copy to regional 
ad« in i strator 

MARTIN. T T Division of Engineering fit Technical Programs 83/02/02 

HE IT>ER, L H Yankee Atomic Electric Co 2pp 17071 001 24X 

Fich* 50-029, 83/02/02.6302090330 


8302280496 Act receipt of 830113 ltr informing NRC of addl Info re 
steps taken to correct violations noted in IE Safeguards 
Insp Rept 50-029/81-04 

MARTIN. T T Division of Engineering fit Technical Programs 03/02/23 
HEIDER.L H Yankee Atomic Electric Co lp 17309 125 24X 

Fiche. 50-029, 83/02/23, B3O220O496 


— B302280505 Clarifies util 010429 response to NRC B10413 ltr re 
Violations noted In IE Safeguards Insp Rept 50-029/01-04 
Enel withheld (ref 10CFR2 790 ) 

ME I DER, L H Yankee Atomic Electric Co 03/01/13 HAYNEB, R C 
Region 1, Office of Director Ip 17309 126 24X 

Fiche 50-029,03/02/23,8302280496 


P Operating license stage document* fit correspondence 


8302020130 Forwards draft Integrated Plant Safety Assessment Rept, 
Chapter 4, "Integrated Assessment Summary," "Risk Based 
Cat * g or i i at > o n of Yankee SEP Issue*" fit review of operating 
experience 

RUSSELL. U T Systematic Evaluation Program Branch 03/01/27 
SEISS, C P ACRS - Advisory Committee on Reactor Safeguards 410pp 
16997 150 24X Fich* 50-029,03/01/27,03020 20130 


— B 3020201 34 r Ri*k-Based Ca teyo r i /a 1 1 on of Yankee SEP Issues " 

AM ICO, P , ATEFI.B , FERRELL, U Science App I i cat ions, Jnc 
SAI-B3-1 1 5-L'A 82/12/22 NRC - No Detailed Affiliation Giv*n 

l!6pp 14997 257 24X Fiche 50' 029, B3/0 1 /27, 0302020 130 


— 0302020139 Review or Operating Experience History of Yankee Nuclear 
Power Station Through 1981 for NRC SEP " 

CRAWFORD, A B . HARR INO TON, K H , CASADA, M L Oak Ridge National 
Laboratory □RfJL/NSIC-204 03/01/31 Office of Nuclear Reactor 
Regulation, Director 1B7 PP 16998 013 24X 

Fiche 50-02 9,03/01/27,0302020130 


0302070405 Forwards final SER re SEP Topic II 1-6, "Seismic Design 
Considerations w Plant capable of withstanding postulated 
seismic loads ereept tor certain portions of structures, 
piping sys U mechanical fi, electrical equipment 

CRUTCHFIELD, D Operating Reactors Branch 5 03/02/01 KAY, J A 

Yank** Atomic Electric Co 3pp 17039 226 24X 

Fiche- 50-027, 83/02/01,0302070405 


— 0302070492 Safety evaluation re SEP Topic 1II-6, "Seismic Design 
Considerations " Facility generally capable of withstanding 
seismic loads w/listed exceptions 

* Office of Nuclear Reactor Regulation, Director 03/02/01 
30-Opp 17039 229 24X Fiche 50-029,83/02/01,0302070403 


--0302070497 "Local Soil Amp li f icatlon Effects at Yankee Nuclear Plant 
Site-' Roue, HA " 

YANMARCKE, E , KAUSEL.E , BOUCHON, M Weston Geophysical Carp 
02/03/31 H3pp 17040 249 24/ Fiche 30-029,83/02/01, 

0302070465 


B3020S0157 Requests addl info to complete review of environ 
qualification of *a f ety-relsted electrical equipment High 
eneigy line breaks outside containment necessitate review 
Info requested within 30 days 

CRUTCHFIELD, D Operating Reactors Branch 5 03/02/01 KAY, J A 

Yankee Atomic Electric Co 2pp 17058 361 24X 

Fiche 50-029,33/02/01,8302080157 
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030213004 5 Respond* to NRC 821216 SEfl re environ qualification 
saf ety-related electrical equipment Info corresponds to 
technical evaluation rapt Categories I D# 1 1 A % II B 
KAY. J A Yankee Atomic Electric Co 83/02/01 EISfNHUT, D Q, 
Division of Licensing 2pp 17147 124 24X Fiche 50-029,83/02/01. 

03021 3004 5 


0302070426 Summary of 030119-20 meetings w/util onsite re safety 
paiameter display sy* installation 

DICK. Q F . LYONS, J E Operating Reactors Branch 3 03/02/02 

Operating Reactors Branch 3 App 17029 292 24X 

Fiche 30-029, 33/02/02, 0302070426 


8302000293 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for OL b holders of CP for C-E PNRs re review of 
C-E Owners Group emergency procedures guideline progiam Svc 
list end 

EISENHUT* D 0 Division of Licensing 83/02/00 Consolidated 
Edison Co. of New York, Inc llpp 17290 247 24X 

Fiche 30-000,83/02/08,0302000295 


0302080304 Generic Ltr 03-11 to all operating reactor licensees re 
licensee qual if ication for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end 
EISENH'JT, D G Division of Licensing 83/02/08, Const? 1 i da ted 
Edison Co of New York, Inc 9pp 17234 234 24X 

Fiche 30-000, 03/02/00, 8302080304 


0302130310 Advises that NUREG-0737, Ac tion Item II K 3 3, ''Automatic 
Trip of Reactor Coolant Pumps," resolved Util analyses of 
L0F1 Test L3-6 acceptable 

ElSEKHUr, D 0 Division of Licensing B3/02/09 KAY, J A Yankee 
Atonic Electric CO I7pp 17140203 24X Fiche 50-029,03/02/09, 

0302150318. 


8302160296 Requests response to Oeneric Ltr 02-16 re NURE0-0737 Tech 
Specs within 60 days of receipt of ltr 

CRUTCHFIELD, D Operating Reactors Branch 3 03/02/10 KAY, J A 

Yankee Atomic Electric Co 2pp 17170 130 24X 

Fiche 30-029,83/02/10,0302160296 


0302230232 Forwards addl info on NUREG-0737, I tern II B 3, "Po» t- Ac d dent 
Sampling," per 020804 request 

KAYiJ A Yankee Atomic Electric Co, 83/02/14 CRUTCHFIELD, 0 
Operating Reactor* Branch 5 I6pp 17292 260 24X 

Fiche 50-029, 83/02/14,0302250232 


Q Inspection reports, IE Bulletins b correspondence 


0302010391 Informs that no Bunker-Ramp electrical penetrations which 
use hard expory module design installed or planned to be 
Installed in saf ety-r e lated sys at facility per IE Bulletin 
82-04 

HEIDERrL H Yankee Atomic Electric Co 03/01/13 HAYNES, R, C 
Region 1, Office of Oirector Ip 16973 260 24X 

Fiche 50-029.83/01/13,0302010391 


0302030574 Forwards IE Insp Rept 50-029/82-16 on 021213-20 No 
noncomp I iance noted 

MARI IN, T T Division of Engineering b Technical Programs 83/01/21 

HEIDER,LH Yankee Atomic Electric Co 2pp. 17000016 24X 

Fiche 30-029,83/01/21,0302030374 


— 8302030901 IE Insp Rept 50-029/02-16 on 831213-20 No noncompliance 
noted Major areas inspec ted. Core XV b XVI post-refueling 
startup test rapt, precr i tical checks b tests, lero power b 
power escalation test mods b control room tours 
PETRDNE, C , WENiP , NORRHOLM, L Division of Engineering b 
Technical Programs 83/01/19 llpp 17008 010 24X 

Fiche 50-029, 03/01 /21, 0302030574. 


0302070344 Forwards IE Insp Rept 50-029/82-15 on 821116-1231 b notice 
pf violation 

8TAR03TECK1, R Division of Project b Resident Program* 83/01/24 
HEIDER, L H Yankee Atomic Electric Co 2p p 17029 234 24X 

Fiche 30-029, 03/01/24.8302070344 


— 8302070346 Notice of violation from insp on 821116-1231 

* Division of Project b Resident Programs 83/01/24. 2pp 
17029 236 24 X Fiche* 90-029, 83/01/24, 8302070344, 


—0302070357 IE Insp Rept 90-029/82-19 on 021116-1231 Noncomp liance 
noted* fai lure to perform safety evaluations for sys mods 
associated w/incore instrumentation flux thimble paths b 
waste disposal sys Instrumentation. 

COLLINS, 8 J , GALLO, R M. Division of Project b Resident Programs 
03/01 /II, I7pp 17029:238 24X Fiche: 50-02?, 83/0i/24, 0302070344 


0212060358 IE Info Notice 03-01, "Ray Miller. Inc," Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/01/26 Consolidated Edison Co of Hew 

York, Inc ilBpp 17023 160 24X Fiche 50-000,83/01/26,0212060350 


8212060360 IE Info Notice 83-02, "Limitorque HOBC, H1BC, W2flC & H3BC 
Gearheads " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/20 Consolidated Edison Co of New 

York, Inc 109pp 17144 001 24X Fiche: 50-000, 03/01/23, 821 2060360 


0212060361 IE Info Notice 03-03, "Calibr of Liquid Level Instrument* " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/01/28 Consolidated Edison Co of New 

York, Inc HOpp 17074 093 24X Fiche 30-000, 03/01/28, 821 2060 361 


8302130696 Respond* to IE Bulletin 02-02, "Degradation of Threaded 
Fasteners in RCPB of PWR Plants " Procedures In place 
covering all facets of bolting/stud practices on bolted 
cloturss in RCPB All bolting cleaned prior to insp 
HEIDER, L H Yankee Atomic Electric Co B3/0I/31 HAYNES, R. C 
Region 1. Office of Director 2pp 17134 113 24X 

Fiche 30-029,03/01/31,0302150686 


0212060363 IE Info Notice 83-04, "Failure of Elmi Power 8upply Units. " 
Svc list end 

JORDAN, E L, Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/02/18 Consolidated Edison Co of Hew 

York, Inc llOpp 17347*191 24X Fiche SO-OO0. 63/02/10. 8212060363 


0302200496 Ack receipt of 830113 ltr informing NRC of addl info re 
step* taken to correct violation* noted in IE Safeguards 
Insp Rept 50-029/81-04 

MARTTN, T T Division of Engineering b Technical Programs. 83/02/23 
HEIDER, L H Yanked Atomic Electric Co ip 17309 125, 24X 

Fiche 50-029.03/02/23.0302280496 


—8302200905 Clarifies util 010429 response to NRC 010413 ltr re 
violations noted in IE Safeguards Insp Rept 50-029/01-04. 

Enel withheld (ref 10CFR2 790) 

HEIDER, L H Yankee Atomic Electric Co 83/01/13 HAYNES, R. C 
Region 1, Office of Director lp 17309 126 24X 

Fiche 30-029,83/02/23,0302280496 


8212060369 IE Info Notice 83-05, "Obtaining Approval for deposing of 
Very Low Level Rarfuaste - 10CFR20 302," Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (post 030103) B3/02/24. Consolidated Edison Co, of New 

York, Inc iUpp, 17347 058. 24X Fiche- 50-000, 03/02/24, 8212060363 


0212060366 IE Info Notice 83-06, "Nonidentical Replacement Parte * 

Svc list tncl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc ll2pp 17361 148, 24X Fiche. &Q-000. 83/02/24, 8212060366 


8 Reportable occurrences. LERi b related cor respondance 


0302230124 Foruards LER 83-001/03L-0 

AUT to. H A Yankee Atomic Electric Co 83/02/06 HAYNE8, R C. 
Region 1, Office of Director. lp 17243 313 24X 

Fiche 30-029,03/02/06,8302230124 


— 0302230129 LER 03-001 /03L-0- on 830106, relay * KllA b KllB on main *t#am 
line 1 did not operate Caused by lack of continuity through 
terminal block TB-2 8 Block replaced 

RICE, D A Yankee Atomic Electric Co 83/02/04 Region it 
Office of Director lp 17243.314 24X Fich* 30-029,33/03/06, 

0302230124 


T Hearing transcripts on non-ant i trust mattar* 


83022300B5 Transcript of ACR8 SEP Subcommittae 030223 meeting in 
Wash ington, DC Pp 1-293 Supporting documentation end. 
a ACRS - Advisory Committee on Reactor Safeguards 83/02/23 
393pp 17294 115 24X Fichs * 30-029, 03/02/ 23, 0302250005 


V Operator Examinations 


8301310203 Generic Ltr 03-06 to all power reactor 1 Icensats, «pp Hcanti 
for OLs, N6S vendors, reactor vendors b AE re certificates 
b revised format for reactor operator b senior reactor 
operator licenses Bvc list end 

EI8ENHUT, D. 0, Division of Licensing 83/01/31, Consolidated 
Edison Co of N>w York, Inc I4pp 17347: 177. 24X 

Fiche, 50-000, 03/01/31, 8301310203 
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--0302130430 Respond* to NRC 021219 1 tr re violations noted in IE Inap 
Rept 50-124/02-01 Corrective actions procedure initiated for 
reactor audit 6 review & SAR will be submitted to radiation 
safety committee re manual control rod withdrawal 
PARKINSON* T F Virginia Polytechnic Institute 03/01/li 
LFW1Q.R C Division of Project & Resident Programs 12pp 
17159 206 24X Fiche 50-124,03/01/27,0302150434 


— 3302150446 Forwards IE Insp Rept 50-124/02-01 on 021117-19 1* notice 
of violation 

LFWIS.R C Division of Project St Resident Programs 02/12/15 
PARKINSON, T F Virginia Polytechnic Institute 2pp 17138 210 
24X Fiche 50-124,03/01/27,0302150434 


—0302150453 Notice of violation from insp on 021117-19 

* Division of Project & Resident Programs 02/12/15 lp 
17158 220 24X Fiche 90-124,03/01/27,0302150434 


— B302130461 IE Insp Rept 30-124/02-01 on 021117-19 Noncomp 1 ian cq 
noted failure to perform 1901 annual audit of reactor 
operations & failure of radiation safety committee to 
review procedure re manual withdrawal of control rod 
HARDIN, A K , HEHL, C W , 00418, P R Division of Project & Resident 
Programs 02/12/14 Spp 17139 221 24X Fiche 50-124,83/01/27, 

8302150434 


D0CKE1 50-120 TEXAS A&M UNIV RESEARCH REACTOR 


F Security, medical, emergency it fire protection plans 


B3021 30363 Forwards IE Safeguards Insp Rept 50-120/83-01 on 030103-07 
No noncompliance noted 

MADSEN, 0 L Division of Resident, Reactor Project & Engineering 
Programs 03/02/09 BERQ, R R Texas A*M Univ . College Station, 

TX 2pp 17156 124 24X Fiche 50-120,83/02/09,0302150965 


—8302150582 IE Safeguards Insp Rept 50-129/03-01 on 030103-07 No 
noncomp 1 lance noted Major areas inspected security plan/ 
implementing procedures, secur i ty organi ia tion, records 5, 
repts, test! ng it maint Details withheld Cref 10CrR73 21) 

CALDWELL, R A , KELLY, J A Division of Resident, Reactor Project 8, 
Engineering Programs 03/02/01 lp 17156 126 24X 

F£che 50-120,03/02/09,0302150565 


0302230501 Forwards IE Safeguards Insp Rapt* 30-120/93-02 it 
70-1936/03-02 on 830103-07 No noncamp 1 1 ance noted 
MADSEN, Q L Division of Resident, Reactor Project & Engineering 
Programs 83/02/17 BERG, R R Texas MM Univ , College Station, 

TX 2pp 17257 243 24X Fiche 30-129,03/02/17,8302230501 


—0302230517 IE Safeguards Insp Repts 50-120/03-02 it 70-1936/03-02 on 
330103-07 No noncompliance noted Major areas inspected 
Tkuclear rratl control it accountability measurement & controls 
it shipping l< receiving Details withheld (ref 10CFR2 790) 

CALDWELL, R A , KELLY, J A Division of Resident, Reactor Project & 
Engineering Programs 03/02/14, lp 17257 245 24X 

Fiche 50-128,83/02/17,8302230501 


P Operating license stage documents it correspondence 


0-302010392 Forwards experimental pulse test program for full FLIP TR1GA 
core for review tt approval Program involves measurement of 
pulse core parameters necessary to establish operational 
pulsing core Fuel insp program included in program 
FELTZ, D E Texas A4M Univ , College Station, TX 03/01/21 
TH0MA3, C 0 Standard 1 zat ion it Special Projects Branch 3pp 
16*78 104 24X Fiche 50-128,03/01/21,0302010592 


— 8302010607 Draft '‘Nuclear Science Ctr Reactor Post-Damage Test Program 
for Full FLIP TRIGA Core " 

WATSON, R L Texas AMI Univ , College Station, TX 03/01/31 
S»Opp, 16970 107 24X Fiche 30-120,03/01/21,8302010592 


9302140131 Suppl to Jul 1979 application for renewal of License R-03, 
consisting of proposed changes to Tech Spec 3 8 re primary 
coolant conditioning 

FELTZ, D E Texas AMI Univ , College Station, TX 83/02/01 
BERNARD, H 3 tandard i xa t i on it Special Projects Branch lp, 

17140 054 24X Fiche 50-120,03/02/01,8302140131 


— 8302150510 "Nuclear Science Ctr Reactor Post-Damage Pulse Test for Full 
FLIP TRIOA Core " 

WATSON, R, L Texas A4tM Univ , College Station, TX 03/02/02 
19pp 17157 121 24 X Fiche 50-120,03/02/04,0302150304 


0 Inspection reports, IE Bulletins & correspondence 


8302010592 Forwards experimental pulse test program for full FLIP TRIOA 
core for review it approval Program involves measurement of 
pulse co-re parameters necessary to establish operational 
pulsing core Fuel Insp program included in program 
FELTZ, D E Texas A6M Univ , College Station, TX 03/01/21. 

THOMAS, C 0 Standardl lation Special Project* Branch 3pp. 

16970 104 24X Fiche 50-120,83/01/21,0302010592 


— 03OPO1O6O7 Draft "Nuclear Science Ctr Reactor Poit-Damage Test Program 
for Full FLIP TRIOA Core " 

WATSON, R L Texas AMI Univ , College Station, TX B3/01/31 
20pp 16970 107 24 X Fiche 50-120,03/01/21,0302010392 


8302130563 Forwards IE Safeguards Insp Rept 30-12B/83-0I on 030103-07 
No noncompliance noted 

MADSEN, G L Division of Resident, Reactor Project & Engineering 
Programs 03/02/09 BERG, R R Texas AMI Univ , College Station, 

TX 2pp. 17156 124 24X Fiche 50-120,03/02/09,0302130563 


—0302150502 IE Safeguards Insp Rept 50-120/03-01 on 830103-07 No 
noneomp llance noted Major areas Inspected security plan/ 
Implementing procedures, security or gani tati on, record* tt 
repts, testing 6 maint Details withheld (ref I0CFR73 21) 

CALDWELL, R A , KELLY, J A Division of Resident, Reactor Project & 
Engineering Program* 03/02/01 lp 17156 126 24X 

Fiche 50-120,03/02/09,0302150565 


0302230901 Forward* IE Safeguards Insp Repts 50-120/03-02 & 
70-1936/93-02 an 030103-07 No noncomp 1 ianc e noted 
MADSEN, 0 L Division of Resident, Reactor Project & Engineering 
Programs 63/02/17 BERG, R R Texas MM Univ , College Station, 

TX 2pp 17257 243 24X Fiche 30-120,83/02/17,0302230501 


—0302230517 IE Safeguard* Insp Repts 50-120/03-02 it 70-1936/03-02 on 
030103-07. No noncamplianee noted Major areas inspected 
nuclear iratl control it accountability measurement & controls 
h shipping it receiving Details withheld (rtf 10CFR2 790) 

CALDWELL, R A , KELLY, J A Division of Resident, Reactor Project & 
Engineering Programs 03/02/14 Ip 17257 245 24X 

Fiche 30-120,03/02/17,0302230501 


DOCKET 30-131 OMAHA VET ADMIN HOBP RESEARCH REACTOR 


F Security, medical, emergency & fire protection plans 


03D2O7O172 Forwards IE Safeguards Insp Rept 50-131/02-03 on 021122-24 
No noncomp L lance noted 

BEIDLE, W< C Division of Resident, Reactor Project 8t Engineering 
Programs 93/01/10 TURCOTLE, R L Vet Admin Hoep Omaha, NE 
Spp 17062:337 24X Fiche 50-131, 03/01/10, 9302070172. 


— 0302070190 IE Safeguards Insp Rept 50-131/02-03 on 821122-24 No 
noncompliance noted Major areas Inspected security 
organixation.records it repts, testing & maint !< keys, lock* it 
combinations & barriers Details withheld (ref I0CFR2 790> 

CALDWELL, R A , KELLY, J A Region 4, Office of Director 02/12/30 
ip 17062 339 24X Fiche 90-131,03/01/19,8302070172 


0 Inspection reports, IE Bulletins it correspondence 


0302070172 Forwards IE Safeguards Imp Rept 50-131/02-03 on 021122-24. 
No noncompliance noted 

BEIDLE, W C Division of Resident, Reactor Project & Engineering 
Programs 93/01/10 TURCOTLE, R L Vet Admin Hoip Omaha, NE 
Spp 17062.337 24X Fiche 50-131,03/01/10,9302070172 


—8302070190 IE Safeguards Insp Rept 50-131/02-03 on 821122-24 No 
noncomp Llance noted Major area* inspected security 
organi tation, records & rept*, testing it maint it keys, lock* U 
combination* S< barrier* Detail* withheld (ref 10CFR2 790) 

CALDWELL, R A , KELLY, J, A Region 4, Of flea of Director 02/12/30 
lp. 17062 339. 24 X Fiche 50-131,03/01/19,0302070172, 


“-B 309140136 Proposed change* to Tech Spec 3 0 re primary coolant 
cond i ti on in g 

* Texas A6M Univ , College Station, TX 03/02/01 2pp 
17140 055 24 X Fiche 50-128,03/02/01,0302140131. 


0302150504 Forward* "Nuclear Science Ctr Reactor Post-Damage Pulse Test 
for Full FLIP TRIOA Core, " for review Plan approved w/minor 
change* by Reactor Safety Board on 030120 
ROGERS, D, Texas AMI Univ. , College Station, TX 03/02/04 
THOMAS, C 0 Standardl tat ion it Special Projects Branch Ip. 
t7157 120 24 X Fiche 50-120,93/02/04,8302150504 
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DOCKETED ITEMS 


DOCKET DO- 1 33 HUMBOLDT BAY POWER PLANT. UNIT 3 


F Security, medical* emergency & fire protection plant 


0301210340 Generic Ltr 83-04 to all licensees of operating reactors* 
applicant* for OL U holder* of CPs r# regional workshop 
concerning Suppl 1* NUREO-0737. “Requi rement s for Emergency 
Response Capability " Svc list end 

EISENHUT.D 0 Division of Ucending 83703/01 Consolidated 
Ed i ton Co of New York. Inc llpp 17231 226 24 K 

F lche.30-000, 83/03/01,6301210340 


8302140034 Advise* that provisions for annual independent audit of 
mergency preparedness program in accordance u/ 10CFR 50, 54 ( t ) 
not war ranted j per Generic Ltr 82-17 Plant shut if own since 
Jul 1976 Potential for offsite release eitremaly lou 
CRANE, P A Pacific Ga< L Electric Co 83/02/07 EISENHUT, D O 
Division of Licensing 2pp 17141 167 24X Ftche 50-133, 03/03/07, 

8302140034 


3302280421 Forwards IE Safeguards Insp Rept 50-133/83-01 on 
030208-10 & notices of violation Rept 6 notices of 
violation withheld (refs 10CFR2 790 t 10CFR73 21) 

NORDCRHAUO, L R Division of Radiological Safety 6 Safeguard* 
Program 83/02/24. CRANE* P A Pacific Gas L Electric Co 2pp 
17309 165 24X Fiche 50-133*83/02/24,83022 60421 


P Operating license stags documents & -correspondence 


8302080295 Generic Ltr 83-09 to all operating reactor licensees* 
applicants for OL * holder* of CP for C-E PWR* re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

E 1 6EHHUT • D 0 Division of Licensing 83/02/08 Consolidated 

Edison Co of New York. Inc llpp 17290 247 24X 

Fiche 50-000 1 83/02/08, 83020BG295 


8302080301 Generic Ltr 83-05 to BWR licensee* of operating reactors 
ieicept LACBWR), app 1 leant s for OL 6 holder* of CP re SER of 
“Emergency Procedure Quid eline * r Rev 2, 41 NEDO-24434, June 
1982 Guidelines acceptable Svc list end 

EISENHUT. D O Division of Licensing. 83/02/09 Commonwealth 
Edison Co 6pp 17234 245 24X F i< he 50-000, 83/02/08. S3030B0301 


8302080304 Generic Ltr 83-i£ to ail operating reactor licensees r *■ 
licensee qua! if icat tan for performing safety analysis in 
support of licensing actions Ability to use cods must be 
demonstrated by vendor or license* Svc list and 

EI8ENMJT.D & Division of Licensing 83/02/08 Consolidated 

Edi ion Co of New York. Inc 9pp 17234 234 24X 

Fiche 30-000.83/02/08.8302090304 


Q Inspection reports* IE Bulletins & correspondence 


8212060358 IE Info Notice 83-01, - Ray Killer* Inc " Svc list end 
JORDAN. E. L Division of Eitnrjsncg Pr rpar « <J ness A Engineering 
Response (Post 6301031 83/01/26 ConsoLidatsd Edison Co of New 

York* Inc U8pp 17023 160 24X Fiche 50-000, 83/01 /26, B2 1 20603 5 B 


8212060360 IE Info Notice 83-02, “Limi torque H0BC.H1BC.H2SC 6 H3BC 
Gsarheads " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103* 83/01/20 Consolidated Edison Co of Hew 

York* Inc i09pp |7t44 001. 24X Fiche 5 0-000, B3/0I /SB, 831 2060360 


0212060361 IE Info Notice 83-03, “Calibr of Liquid Level Instruments 41 
Bvc list and 

JORDAN, E L Division of Emergency Preparedness & Engineering 

Res pome (Post 830103) 83/01/28 ConiPliditid Edison Co of New 

York* Inc. llOpp 17074 095 24X Fiche 50-000. 63/01 /2Q, B21 20603&! 


B2 12060363 IE Info Notice 93-04, “Failure of Elma Power Supply Units u 
Bvc list e-ncl 

JORDANrE L Division of Emergency Praparedness 6 Engineering 
Response (Pott B3CM03) 83/02/18 Consolidated Edison Co of New 

Yort* Inc UOpp £7347 191 24X Fiche 50-000,83/02/18,8212060363 


0212060365 l£ Info Notice 63-05, “Obtaining Approval for Disposing of 
Very Low Level Rarfwaste - IOCFR20 302 - Svc list end 
JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 93/02/24 Consolidated Edison Ca of Hew 

Yort, Inc. ltlpp. 17347 G 58 24X Fiche 30-000, 83/02/24, 8212060365 


8212060366 IE Info Notice 03-06, "Hon id «ntf ca 1 Replacement Parts ** 

Svc list end 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 03OJO3) 83/02/24 Consolidated Edison Co of New 

York* Inc USpp 17361 I4S 24X Fiche 90-000,83/02/24,0212060366 


8302280421 Forward* IE Safeguards Insp Rept 50-133/63-01 on 
830208-10 h notices of violation Rept fc notices of 
violation withheld (ref* 10CFR2 790 U 10CFR73 2D 
NQRDERHAUQ, L R Division of Radiological Safety «* Safeguards 
Program 83/02/24 CRANE. P A Pacific Ga» 6 Electric Co 2p p 
17309 165 24X Fiche 50- i33, 83/02/24, 8302280421 


V Operator Examinations 


8301310203 Generic Ltr 03-06 to all power reactor 1 icensee*. app 1 i cants 
for OLs.NSS vendor*, reac tor vendors AE re certificates 
6 revised format for reactor operator i« senior reactor 
operator licenses Svc list end , 

EISEHHUT, D 0 Division of Licensing 83/01/31 Consolidated 

Edison Co of Neu York* Inc 1 4 p p 17347 177 24X 

Fiche SG-GOO, 03/01/31,8301310203 


DDCKET 50-139 UN IV OF HASH I NOTON RESEARCH REACTOR 


R Periodic operating reports t* related correspondence 


8302030430 Forwards "Annual Rept for 1982 14 

CHALK, W 6 Washington, Univ of 83/01/28 Assistant Director 
for Operating Reactors Ip 17008 0B6 24X Fiche SQ-139. 83 /01 /2o> 

8302030458 


—0302030463 “Annuel Rept for 1982 ■ 

4 Washington. Univ of 83/01/28 4pp 17000 087 24X 

Fiche 50“ 139, 83/01/28, 03O2O3O45B 


DOCKET 50-142 UCLA TRAINING REACTOR 


F SscuTlty. rrerfieal, emergency 6 fire protection plans 


8302220050 Add! response to FOtA request for documents re UCLA lab & 
research reactors Forwards documents listed on Apps ALB 
App R document* partially withheld commercial U financial 
info (ref FQ1A Eiemption 4) 

FEL TON. J PI Division of Rule* and Record* 02/12/30 HIRSCH.D 
CBS New*, CBS, Inc 3pp 17240 329 24X Fiche 50-142,02/12/30* 

B302220G50 


— 8307220O63 Safeguards (nsp Rept SO-III-16 on 710114 No non comp 1 i ant 9 
noted Major areas inspected audit of records, repts 6 source 
documents, revteu or written natl controls & accounting 
procedures l* physical inventory of SNM 

R 1 Z HOLOj U N Atonic Energy Commission 71/01/25 7pp 
17241 002 24X Fiche 50-142.82/12/30,8302220030 


— 8302220067 IE Safeguards Insp Repts 50-142/75-03 6 70-0223/75-01 on 
750520 Ho nonccmp 1 lance noted Major areas inspected review 
Of records, repts, source documents t procedures 6 physical 
inventory of SNM 

KdSDRLY * BROCK, B L * HAKADA, 0 H Region 5, 8an Francisco, Office 
of the Director 75/06/18 7pp 17241 009 24X 

Fiche 50- 1 42, 82/12/30, 8302220050 


— 8302220071 Forward* IE Safeguards In9p Rept 50-142/75-02 I< notice of 
viola t ion. 

ENGELKEN, R H Region 5, San Francisco, Office of the Direc tor 
73/05/23 BROWN, H V California, Univ of, Los Angeles 2p p 
17241 016 24X Fiche 50-142,02/12/30*8302220030 


— 8302220073 Notice of violation from insp on 750520 

* Region 5, San Franc jsco* Office of the Director 75/05/28 
17241 018 24X Fiche 90-142,02/12/30,8302220050 


— 8302220076 Forwards IE Safeguards Insp Rept 50-142/75-02 for Univ of 
CA Pile 

EWELKENiR H Region 5, San Francisco, Office of the Director 
73/05/29 MRC - No Detailed Affiliation Qiven Ip 17241 019 

24X Fiche 50-142,02/12/30,0302220050 


— 830222DOBO Forward* IE Safeguards Insp Rept 50-142/75-02 on 750520 
Licensee should revise security plan to Include correction 
of proble-m areas 

RIZ ZOLO, V N Region 3, San Francisco* Office of the Director 
75/06/04 THORNBUROiH D Office of Inspection & Enforcement, 
Office of the Director Ip 17241 020 24X Fiche 50-142* 

62/12/30, 0302220050 


— 8302220082 IE Safeguards Insp Rapt 50-142/75-02 on 750320 Non c omp 1 iancr 
noted required training 6 testing re health physics h lab 
procedures not provided 

SCHUSTER, ff D , RI2ZGL0, V N Region 5, Ban Francisco* Office of th» 
Director 75/06/03 6pp 17241 021 24X Fiche 50-142*82/12/3 O, 

0302220050 


L 


DOCKETED ITEMS 


— 0302220086 Forward* IE Safeguard* Insp Rept 50-142/76-01 on 760729-30 
l notice of violation 

RIZZPLO, V N Region 5, San Franciico, Office of the Director 
76/03/13 O'NEIL, R California* Univ of* Los Angeles 2pp 
1724 1 027 24 X Fich* 30-142.82/12/30,0302220090 


—0302220089 Notice of violation from in»p on 760729-30 Info partially 
deleted 

* Region 3. San Francisco, Office of the Director 76/00/13 Ip 
17241 029 24X Fich* 30-142,02/12/30.9302220050 


— 8302220091 Forwards IE Safeguard* Insp Rept 30-142/76-01 

R I ZZOLO# V N Region 5, San Francisco. Office of the Director 
76/08/13 RAY,0 W Office of Inspection 4, Enforcement, Office of 
the Director 2pp 17241 030 24X Fiche 30-142,82/12/30. 

8302220050 


—0302220095 IE Safeguards Insp Rept 50-142/76-01 Noncomp 1 1 ante 
noted one key lost & duplicated w/o corrective action being 
taken 

SCHUSTER, W D , R I ZZOLO, V N Region 5, San Francisco, Office of the 
Director 76/08/13 6pp 17241 032 24X Fiche 50-142,02/12/30, 

8302220050 


— 0302220098 Forwards IE Safeguard* Insp Rept 50-142/77-02 U notices of 
violation & deviation 

NORDERHAUO, L R Region 5, San Francisco, Safeguards Branch 
77/10/19 O'NEILL, R California, Univ. of, Los Angeles, 2pp 
17241 030 24X Fich* 50-142, 82/ 12/30, 8302220090 


— 8302220102 Notice of violation from Insp on 770921-22 

* Region 5, San Francisco, Office of the Director 77/10/19 lp 
17241 040 24 X Fiche 50-142,82/12/30,8302220030 


—8302220105 Notice of deviation from insp on 770921-22 

* Region 5, San Francisco, Office of the Director 77/10/19 Ip 
17241 041 24X Fiche 50-142,82/12/30,6302220050 


— 8302220107 IE Safeguards In«p Rept 50-142/77-02 on 770921-22 
Noncompl ianct noted door locks not of substantial const Info 
partially deleted 

MQRTENSEN, W P , NORDERHAUO, L R Region 3, San Francisco, Office of 
the Director 77/10/19 4pp 17241 042 24X 

Fiche 50-142, 82/12/30, B302220 030 


— 8302220110 Notice of deviation from Insp on 701030-31 

* Region 3, San Francisco, Office of the Director 70/12/18 lp 
17241*040 24X Fiche 30-142,82/12/30,8302220030 


— 0302220113 IE Safeguards Insp Rept 30-142/78-03 on 781030-31, 
Noncomp 1 lance noted* door locks not repaired 
MORTEN SEN, W p , NORDERHAUO, L R Region 3, San Francisco, 
Safeguards Branch 78/12/18 9pp 17241 049 24X 

Fiche 50-142, 02/12/30, 0302220 090 


— 0302220116 Responds to 701218 1 tr re violations noted in IE Safeguards 
Insp Rept 50-142/78-03 Corrective actions * a larm *y* revised 
4 performance test of reactor room sys conducted weekly Info 
partially deleted 

CATION, I. California, Univ of, Los Angeles 79/01/18 
NORDERHAUO, L R Region 5, San Francisco, Office of the Director 
2pp 17241 038, 24X Fiche 50-142,82/12/30,8302220050 


— 0302220119 Requests that Itr be withhold from public disclosure, per 
10CFR2 790 & responds to NRC 790730 request for Info re SNM 
needs No SNM possessed in excess of formula quantity at any 
site Info partially deleted 

CATTON, I California, Univ. of, Los Angeles 79/00/29 REID, R. W 
Operating Reactor* Branch 4 2pp. 17241:061 24X 

Fich* 50-142,02/12/30,0302220030. 


— 0302220122 Forward* IE Safeguards Insp Rept 50-142/79-03 on 790924-25, 
NORDERHAUO, L. R Region 3, San Francisco, Office of the Director 
79/10/10 O'NEIL, R California, Univ of, Los Angeles 2pp. 
17241.063 24 X Fiche. 30-142, 82/12/30, 8302220030 


— 8302220124 IE Safeguards Insp Rept 50-142/79-03 on 790924-23 No 
noncompliance noted Major areas inspected * tecuri ty plan, 
protection of SNM, security organ! zation, access control, alarm 
sys & keys 6 security program review, 

POWER, E J. , IVEY, L. W , NORDERHAUO, L R. Region 5, San Francisco, 
Safeguards Branch 79/10/18 9pp 17241:063. 24X 

Fiche* 50-142, 02/12/30, 8302220050, 


—0302220130 IE Safeguards Imp Rept 30-142/00-01 l 70-0223/00-01 on 
800211-12 No nonconp 1 iance noted Major areas Inspected 
compliance w/applicable sections of regulations 
HAMAD A, 0 , WIEDER, A. , NORDERHAUO, L R. Region 5, San Francisco, 
Safeguards Branch 80/02/29 3pp. 17241*072, 24X 

Fichs* 50-142, 82/12/30, 830222003Q. 


— 0302220135 Forwards IE Safeguards Insp Rept* 30-142/80-01 fc 
70-0223/90-01 on 000211-12 

NORDERHAUO, L R Region 5, Ban Francisco, Safeguards Branch 
90/02/26 BROWN. H V California, Univ of, Loe Angela* 2pp 
17241 070 24X Fich* 50-142, 02/12/30, 0302220050. 


B302230523 Forwards -UR Hiller marked-up memo to V Btello re impact d# 
proposed safeguards upgrade rule on nonpoutr reactors Memo 
should have been referenced as exhibit in 830200 filing 
BAY, J H Committee to Bridge the Oap 03/02/14 FRYE, J H. Atomic 
Safety and Licensing Board Panel Spp, 17237 270, 24X 

Fich* 90-142.63/02/14.8302230523 


G. Adjudicatory correspondence 


B302010492 Memorandum 1* Order advising that most key facts, cone lus i t»ns 
& assumptions underlying NRC 6 UCLA fundamental positions 
are sub j of genuine dispute Parties should confer for 
possible simplification or settlement of contentions, 

LUEBKE, E A., FRYE. J H Atomic Safety and Licensing Board Panel 
03/01/28, 2pp. 16901 072 24 X Fi ch *. 90-1 42 r 03/01/28, 030201 0492 


0302090437 Motion for clar I f 1 catl on of mbj matter of 030223-24 
prehearing conference on pending motions for summary 
disposition Certificate of Svc end 

WOODHEAD.C Hearing Branch 1 83/02/04. Atomic Safety and 

Licensing Board Panel 9pp. 17066.255 24X Ficho* 50-142, 03/02/04, 

0302090437 


8302090227 Memorandum & order ruling on NRC, UCLA fc Committee to Bridge 
the Oap motions for summary dis posi t i on- Denies NRC Si UCLA 
motions re Contentions V, XIX, VI 1 1, XV, XI I L X IV L UCLA, NRC & 

Oap motions re Contention XIII to extent noted 

LUEFKE, £ A , PARIS, O H , FRYE, J. H Atomic Safety and Licensing Boar 
Panel 83/02/00 Committee to Bridge the Oap 3Bpp 17070:203 
24X Fiche 50-142,83/02/00,0302090227 


0302090237 Memorandum U OTdar ruling on NRC 830204 motion for 
c iar if i cation of purpose of prehearing conference Agenda for 
prehearing conference outlined 

FRYE, J H Atomic Safety and Licensing Board Panel. 63/02/00 4pp 
17069 352 24X Fich* 50-142,03/02/08,8302090237 


0302160184 Proposes first conference for 830217 in Los Angeles, CA to 
comply w/ASLB 030128 memorandum & order Proposal for 
slmpl if icatlon of contention* through organization Into like 
subj area* end 

HIRSCH, D. Committee to Bridge the Oap 83/02/09, Office of the 
Executive Legal Director, 3pp 17163 050 24X 

Fiche 30-142,03/02/09,0302160104. 


0302160193 Advises of topics which ASLB wishes to cover under Item 5 
of agenda for 830223-24 prehearing conference, Content! on# 12 
& XVI I will be explored to extent to which disputes exist re 
Committal to Bridge the Oap motion for summary disposition 
FRYE, J H Atomic Safety and Licensing Board Panel. 83/02/10. 
WOQDHEAD, (J, Hearing Branch 1 CORMIER, W H California, Univ of, 

Los Angeles NALlBOFFi L Santa Monlca.CA, lp. 17162 102 24X 

Fiche* 50-142, 03/02/10, 0302160193. 


03O218O4OB Forwards omitted pages from Committee to Bridge the Oap 
response to NRC & applicant motions for summary disposition 
HTHSCH, D Committee to Bridge the Oap 83/02/14, Atomic Safety 
and Licensing Board Panel. Ip 17214.273. 24X 

Fich# 50—142, 03/02/14,0302100400. 


— 83OP10O414 Omitted page* from Committee to Bridge the Oap response L 
NRC applicant motion* for summary disposition. 

* Committee to Bridge the Oap. 03/02/14 Atomic Safattf and 
Licensing Board Panel. 2pp, 17214.274 , 24X Fi che . 50-142, 

03/02/14, 8302180408 


0302230523 Forwards JR Millar marked-up memo to V Stsllo re impact of 
propoied safeguards upgrade rule on nonpower reactors Homo 
ehauld have been referenced as exhibit In 830206 filing. 

BAY, J, H. Committee to Bridge the Oap 63/02/14. FRYE, J H Atomic 
Safety and Licensing Board Panel. 5pp 17237:270 24X 

Fiche 50-142,83/02/14,0302230523. 


0302160199 Advises that policy or rulemaking proceeding not yet 
established re replacement of highly enriched U w/lew 
enriched U fuel for use in research S, teat reactors. Add l 
info end 

WOODHEAD, C P. Hearing Branch 1 ► 83/02/15. HIR8CH, D. Committee to 

Bridge the Oap 4pp. 17163.053 24X Fiche. 30-142, 83/02/15, 

8302160199. 


9302170103 Lists questions ASLB wants answered re NVREQ/CR-2079, 
"Analysis of -Credible Accidents for Argonaut Rape t ore. *' 
Conclusions should be explained & justified W/o end 
WOODHEAD.C, P. Hearing Branch 1. 83/02/16 HAWLEY, 8 Bette lie 

Memorial Institute, Pacific Northwest Laboratory Spp 17102*315 
24X Fiche. 50-1 42i 03/02/16, 0302170103 
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DOCKETED ITEMS 


P Operating license stage document* & correspond ence 


6302180235 Application to amend License R-7 1 , reduc Log authoruei) 
p qhmi ion limit of U-235 to ltd than 5,000 9 

WEQBT.U F California- Univ of. Lot Angela* B3/O3/0S BERNARD. H 
Stand 1 I'd i 1 a t ian £ Special Project-* Branch Ip 17215 277 24X 

riche: 50 - 142 , aa/oa/os, 0302100253 


0 Inspection Teport*. IE Bulletin* & c orr» 1 p ond«nc e 


63022^0050 Addl nsponie to FOIA request for documents re UCLA lab te 
renafch reactor* Forward* document* listed on App* A £< B 
App 0 document* partially withheld commercial & financial 
Info (ref FOIA Exemption 4) 

FELTON, J M Division of Rule* and Records 02/12/30 HIRSCff, D 
C09 News, C09. Inc 3pp 17240 329 24* Fiche 50-142,02/12/30, 

6302220050 


—0302220063 Safeguard* Insp Rept SD-IIt-16 en 710114. No nDncomplianco 
noted Major area* Inspected audit of rec 0 rd*, r ept * U source 
documa nfc*. r e view of written matt controls & accounting 
procedure* fc physical inventory of 5MH 

RIZZOLQ.V N. Atomic Energy Commission 71/01/25 7pp 
17241 002 24X Fiche. 50-142. 82/12/30,8302220050 


— 8302220067 IE Safeguards Imp Rept* 50-142/75-03 4t 70-0223/75-01 on 
790520 No noncomp 1 lance noted Major areas inspected review 
of record*, rept*, source document* & procedures U physical 
inventory of 8 NM 

KOBCR J» Y , BRQCK, B L i HAMADA.O H Region 5, Ban Francisco. Office 
of the Director 75/06/10 7pp 1724J-009 24X 

Fiche: 50-142, 02/12/30, 0302220050 


— 6302220071 Forward* IE Safeguards In*p Rept 90-142/75-02 fc notice of 
violation 

ENOELKENiR H Region 5. San Francisco, Office of the Director 
73/09/28 BROUNf.HV- California, Univ of, Lo« Angeles 2pp 
17241 01* 24 X Fiche 50- 142, 02/12/30, B302220D50 


— 0302220073 Notice of violation, from insp on 750520 

» Region 9, San Franci*co, Office of the Director 73/05/20 Ip 
17241 010 24 X Fiche 30-142,02/12/30,0302220050 


—6302220076 Forwards IE Safeguard* Imp Rept 50-142/75-02 for Univ of 
CA file 

ENGEL KEN, R H Region 9, San Francisco, Office of the Director 
79/05/29 NRC - No Detailed Affiliation Given Ip. 17241 019 
24< Flch#. 30-142, 02/12/30, 03022200 50 


— 6302220090 Forward* IE Safeguard* Insp Rept 50- J 42/75-02 on 7 50920 
Licensee should revise security plan to include correction 
of problem area*. 

fUZZOLO.VN Region 5. San Francisco, Office of the Director 
75/06/04 THORNBURG, H D Office of Inspection L Enforcement, 
Office of the Director Ip 17241 020 24X Fiche 50-142, 

82/12/30, 9302220050 


-8302220002 IE Safeguard* Imp Rept 50- J 42/75-02 on 750520 Nan comp I lance 
noted required training S. testing re health physic* U lab 
procedure* not provided 

6 CKUSTEK,M D . RrZZOLO. V N. Region 5, San Francisco, Office of the 
Director 75/06/03 6 pp. 17241 021 24X Fiche 50-142,02/12/30, 

6302220050 


— 0302220006 Forward* IE Safeguard* In*p Rept 50-142/74-01 on 740729-30 
& notice of violation 

RIZZOLQ.V N Region 9. 3an Francisco, Office of the Director 
76/00/13 O'NEIL, R California, Univ of, Los Angeles 2pp 
17241 027 24X Fiche' 50-142, 62/12/30,8302220050 


T 30222008? Notice of violation from ln»p on 740729-30 Info partially 
deleted 

a Region 5, San Francisco, Office of the Director 76/08/13 Ip 
17241.02? 54X FlChe 50-142,82/12/30,6302220030 


3022Z007I Forwards IE Safeguards Insp Rept 50-142/76 -01 
RIZZOLO.V.N Region 3, San Francisco, Office of the Director 
76/03/13 RAV, 0 \f Office of Inspection A Enforcement, Office of 
the Director 2pp £7241 030. 24X Fiche 50-142,02/12/30. 

0302220030, 


302220095 IE Safeguards Imp Rept 50-142/76-01 Noncomp 1 ian ce 
noted. one hey lo«t t duplicated u/o corrective action being 
taken 

SCHUSTER. N D , RIZZOLD, V N Region 5, San Francisco, Office of the 
Director. 76/05/13 6 pp 17241*032 24X FI the 50-142.02/12/30, 

83O2220OSO 


—0302220098 Forward* IE Safeguard* Insp Rept 50-142/77-02 U notice* of 
violation U deviation 

NORDERHAUC, L R Region 5, San Francisco, Safeguard* Branch, 
7//I0/19 O'NEILL, R California, Univ of, Lo< Angeles 2pp 
17241 038 24X Fiche 50-142. 82/12/30,0302220050 


— 8302220102 Notice of violation from insp on 770921-22 

* Region 5, San Francisco, Office of the Director 77/10/i? ip 
17241 040 24X Fiche 50-142,02/12/30,0302220050 


—0302220105 Notice of deviation from insp on 770921-22 

* Region 5, San Francisco, Office of the Director 77/10/i'9 , Ip 
17241 041 24X Fiche 50-142,82/12/30,0302220050 


—0302220107 IE Safeguard* Insp Rept 50-142/77-02 on 770921-22 
Noncomp i lance noted door locks not of substantial const Info 
partial ly deleted 

MORTENSEN, W P , NORDERHAUG, L R Region 5, San Francisco, Office of 
the Director 77/10/19 4pp 17241 042 24X 

Fiche 50-142,02/12/30,0302220050 


—S302220I10 Notice of deviation from insp on 701030-31 

* Region 5, San Francisco, Office of the Director 70/12/18 Ip 
17241 048 24X Fiche 50-142,02/12/30,0302220030 


— 0302220113 IE Safeguards Insp Rept 50-142/70-03 on 701030-31 
Noncompliance noted door locks not repaired 
MORTENSEN, W P , NORDERHAUG, L R Region 5, San Francisco, 
Safeguards Branch 70/12/10 9pp 17241 049 24X 

Fiche 50-142,82/12/30,6302220050 


— 0302220116 Respond* to 701218 1 tr re violation* noted in IE Safeguards 
Insp Rept 50-142/78-03 Corrective actions alarm *y* revised 
8 t perforrance test of reactor room *y* conducted weekly Info 
partially deleted 

CATTON, I California, Univ of, Lo* Angeles 79/01/18 
NORDERHAUO, L R Region 5, San Francisco, Office of the Director 
2pp 17241 050 24X Fiche 30-142,82/12/30,0302220050 


—0302220122 Forward* IE Safeguard* In*p Rept 50-142/79-03 on 790924-26 
NORDERHAUO, L R Region 3. San Francisco. Office of the Director 
79 / 10/10 O'NEIL, R California. DMv of, Los Angeles 2pp 
17241 063 24 X Fiche 30-142,82/12/30.830 2220050 


—0302220124 IE Safeguards Insp Rept 50-142/79-03 on 790924-25 No 
nonc&mp 1 iance noted Major area* inspected security plan, 
protection of SNM, security organi lation, access control, alarm 
sys 6 keys & security program review 

POWER i E J , rvEY, L W . NDRDERHAUG, L R Region 5, San Francisco, 
Safeguards Branch 79/10/10 5pp 17241 065 24/ 

Fiche 50-142, 82/12/30, 8302220050 


—8302220130 IE Safeguards m»p Rept 50-142/80-01 & 70-0223/00-01 on 
000211-12 No nonconp 1 la nee noted Major areas inspected 
corp J inner u/appilcable sections of regulations 
HAMADA.G , WIEDER, A , NQRDERHAUG, L R Region 5, San Francisco, 
Safeguards Branch 00/02/25 3pp 17241 072 24/ 

Fiche 50-142, 82/12/30, 8302220050 


— 8302220135 Forward* IE Safeguards Insp Rept* 50-142/80-01 & 
70-0223/80-01 on 800211-12 

NORDERHADO, L R Region 5, San Francisco, Safeguards Branch 
00/02/26 flflQWN, N V California, Univ of, LosAngele* 2pp 
17241 070 34X Fiche 50-1 42, 82/12/30, 0302220050 


DOCKET 30-155 BIG ROCK POINT WCL0AR PLANT 


F Security, medical, emergency it fire protection plan* 


8302010660 Respond* to 021030 Generic Ltr 02-23 re inconsistency 
betwean requirement* of 10CFR73 40(d) t STS Twelve-month 
Physical Security Plan & Safeguard* Contingency Plan audits 
performed per requirement* 

BORPI-UQ, T C consumers Power Co 03/01/27 CRUTCHFIELD, D 
Operating Reactor* Branch 5 Ip 16900 066 24X 

Fiche 50-000, 83/01/27, 8302010660 


0302140003 Informs that secondary activation point for public warning 
sy* per 020204 ltr 6 IE Insp Rept 50-155/82-15 will not be 
installed Secondary siren activation location not 
required by regulation 

BORDlWE. T C Consumers Power Co 03/01/27 KEPPLER, J 0 Region 3 , 
Office of Director lp 17142 |63 24X Fiche 50-155,83/01/27, 

0302140003 
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0301^10340 Generic Ltr 03-04 to all licensees of operating re^ctnrii 
applicants for OL 6 holders cf CPs re regional workshop 
concerning Suppi I , NVREG-0737, "Requirements for Emergency 
Response Capability " Svc list end 

EISENHUT, D 0 Division of Licensing 83/02/01 Consolidated 
Edison Co of New York. Inc Upp 17221 226 24X 

Fiche S0-000> 03/02/01, 8301210340 


0302200462 Forwards IE Mgt Meeting Rept 50-155/83-02 on 030114 No 
noncomp 1 iance noted 

LIT1LE.WS Division of Engineering 83/02/16 DEWITT, R B 
Consumers Power Co 2pp 17309 220 24X Fiche 50-155,03/02/16, 

0302200462 


—8302200466 IE Mgt Meeting Rept 50-155/03-02 on 830114 No non* omp 1 i ane e 
noted Major areas discussed concerns addressed in IE Insp 
Rept 50-159/82-13 re fire protection 6 licensee response 
ULIEj J , RAMSEY. C . WILLIAMS, C C Region 3, Office of Director 
03/02/12 2pp 17309 222 24X Fiche 50-195,03/02/16,0302 200462 


0 Adjudicatory correspondence 


0302010577 Brief supporting ASLB 021029 initial decision ordering uttj 
to amend OL amend application in order that k-effactive 
limitations in spent fuel pool would not nxcoed 0 95 NRC 6 
util assumptions inconsistent Certificate of »vc end 
3EKMEL, H Ch r i s ta-Mor ia SEMMEL, H Antioch School of Law, 
Washington* DC 03/01/20 Atomic Safety and Licensing Appeal 
Panel t&pp 16977 055 24X Fiche 50*“i59r 83/01/28, 8302010577 


0302140157 Forwards legible copy of 030131 brief in support of 
criticality order 

0 'NEILL, J O'Neill, J 83/02/04 BLOCH, P D Atomic Safety and 
Licensing Board Panel Ip 17140 065 24X Fiche, 50-139, 03/02/04, 

8302140157 


— 0302140161 Brief in support of criticalitq order ASLB order requiring 
CPC to perform K eff analyses of spent fuel configurations 
in new racks under all conditions, required by regulations 
O'NEILL, J O'Neill, J 83/01/31 Atomic Safety and Licensing 
Appeal Panel 23pp 17140 066 24X Fi e h e 50- 1 33, 03/02/04 , 

0302140157 


0302080201 Response to licensee 821216 brief supporting exceptions to 
ASLB 821029 criticality decision Supports reversal of 
portion of decision requiring application amend Opposes 
dismissal of underlying contention Certificate of Svc end 
BACHMANN, R 0 Hearing Branch 1 03/02/07 Atomic Safety and 

Licensing Appeal Panel 21pp 17058 117 24X Fichs 50-153, 

83/02/07* 8302080201 


0302090264 Order granting J O'Neill 830131 motion for leave to file 
brief out of time 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 03/02/07 
O'Neill, J Ip 17070 247 24X Fiche 50-159,03/02/07,8302090264 


0302100367 Motion for extension of time until 030331 to respond to util 
submittals in response to ASLB 920914 partial initial 
decision directing util to remedy emergency planning 
deficiencies FEMA review needed W/Cer t i f I ca te of Svc 
OODDARD, R J Hearing Branch 3 83/02/14 Atomic Safety and 

Licensing Appeal Panel 4pp 17209 239 24X Fiche 30-155,83/05/14, 

8302180367 


8302100303 Advises that NRC motion for extension of time in which to 
respond to ASLB 820914 order erroneously captioned 
before ASLAB 

GODDARD, R J Hearing Branch 2 83/02/15 BLOCH, P B , SHON, F J , 

PARIS, 0 H Atomic Safety and Licensing Board Panel ip 17215.280 
24 X Fiche 50-195,83/02/15,8302180303, 


9302220402 Order scheduling 630324 oral argument in Betfiesda, MD on util 
appeal of A8LB 021029 partial initial decision re neutron 
multiplication factor Each side allotted i h for 
presentation 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 83/02/17. 
2pp 17232 143 24 < Fiche 30-155, 83/02/17, 8302220402 


8302230397 Memorializes counsel understanding of status of upcoming 
meeting re future hearing schedule Related correspondence, 

GALl 0, J Isham, Lincoln & Beale OALLO, J Consumers Power Co 
83/02/17 BLOCH, P B , PARRIS, 0 H , SHON, F J Atomic Safety and 
Licensing Board Panel 2pp, 17256 127 24X Fiche SO- 155, 03/02/17, 

8302230597 


0302230610 Forward* util 830t 10 1 tr to NRC transmitting Amend 2 to 
application for spent fuel rack addi 1 1 on, consol idated 
environ impact evaluation S- description & safety analysis 
Related correspondence 

OALLO, J Isham, Lincoln k Beale OALLO, J Consumers Power Co 

83/02/17 BLOCH, P B, , PARRI9, 0 H , BHON, F J, Atomic Bafety and 

Licensing Board panel 134pp 17254 061 24X Fiche, 50-155, 

83/02/ 1 7, 03022306 l 0 


H General correspondence 


8302100374 Urges denial of util request to expand storage capacity & 
of operating permit for one of oldest plants in country. 

ANDERSON, 0 Affiliation Unknown 03/02/07. NRC - Nt> Detailed 
Affiliation Given 2pp 17110 002 24X Fiche 50-135,83/02/07, 

0302100374 


P Operating license stage document! & correspondence 


0302170019 Forwards documentation supporting justification for 
continued operation of operating reactors in response to 
questions raised at 030106 meeting re environ quail f icat I on 
of electrical equipment 

EISENHUT, D O Division of Licensing 03/01/10 DENTON, H R. Office 
of Nuclear Reactor Regulation, Director 7pp 17196*091 24X 

Fiche 30-000, 03/01/10,8302170019 


‘■‘-82031 802 40 Informs that util 020200 submittal re environ qual i f leatian 
of electric equipment 1* responsive to def Iclenciee 
identified & provides technically sound bases for 
justification for continued operation. 

ECCLE8T0N, K. T. Operating Reactor* Branch 2 82/02/26 NOVAK, T R 

Assistant Director for Operating Reactor* 4pp 17196 320. 24X 

Fiche - 30-000, 83/01/iS, 0302170019 


— 82Q3220416 Discusses electrical equipment qualification program 
justification for interim operation Sufficient supplemental 
info to support continued Interim safe operation presented 
at meeting 

VLIEL, J A Operating Reactors Branch 2 82/03/09, NOVAK, T. M 

Assistant Director for Operating Reactors 7pp 17196 293 24X 

Fiche. 50-00 0, 03/01/18, 0302170019 


— 0203220479 Discusses util 020226 submittal re electrical equipment 
qual ificati on program Deficiencies resulting from 90-day 
response to 810605 & 0901 Itrs Identified & resolved. 

Sufficient info exist* to justify continued operation 
dAFFE, D W Operating Reactor* Branch 3 82/03/12 NaVAK, T H, 

Assistant Director for Operating Reactors 2p p I7I96;302 24X 

Fiche, 30-000, 83/01/18, 0302170019 


— 0203220476 Notifies that sufficient justification for continued 
operation of facility during ongoing equipment qualification 
review has been provided by util 

NELSDNi C C, Operating Reactors Branch 3 82/03/11 NOVAK ■ T M 

Assistant Director far Operating Reactor* 9pp. 17196 34B, 24X 

Fiche 50-00 0, 83/01/10, 83031 70019 


— 8203240107 Ad visa* that licensee provided in 020227 1 tr sufficient 
justification for interim operation pending resolution of 
equipment q ua l i f i ca t i on program 

VISSINO.O 8 Operating Reactors Branch 4 02/03/19 NOVAK, T M 

Assistant Director for Operating Reactors 3pp 17197.020 24X 

Fiche 50-000, 83/01/18, 03 02170019. 


— 0203240420 Advise* that ju s t i f i eati on for continued operation during 
equipment environ qualif ication review, subj to revision* 
agreed to, i* adequate 

MARTINiR. E Operating Reactor* Branch 3 82/03/16 NOVAK, T. M 

Assistant Director for Operating Reactor* 16pp 17197;025 24X 

Fiche 30-000,03/01/10,8302170019 


— 0203290123 inform* that based on Itceneee 020226 Itr, facility i* 
considered safe for continued operation until such time a* 
equipment of questionable qua 1 i f ieat i on in license* 810904 
submittal is qualified. 

ROONEY, V L Operating Reactor* Branch 2 82/03/09. NOVAK, T. K 

Assistant Director for Operating Reactors lp 17I96‘362 24X 

Fiche 50-000,03/01/10,8302170019 


--8302170076 Concludes that bated on licensee 020211 submittal, <ont Inued 
operation until completion of environ quaii f ication program 
will not present undue risk to public health 6 safety 
FAIRTILE, M B Operating Raactor* Branch 4 02/02/24 NOVAK, T, M, 

Assistant Director for Operating Reactors 2pp 17196,173. 24X 

Fiche 50-000, 03/01/10, B302170019 


— 03021 700B9 Provides justification for interim operation pending 
resolution of equipment qual 1 f Ication program 
WAGNER, P. Operating Reactors Branch 4. 82/03/03 NOVAK, T 

Assistant Director for Licensing 2pp 17196’ 223 84X 

Fiche 50-000,83/01/10,0302170019 


— 3302170089 Provide* juetl f ication far tnterirt operation pending 
resolution of equipment qua 1 1 f ication program 
WAGNER, p Operating Reacto-ri Branch 4 02/03/03 NOVAK, T 

Assistant Director for Operating Reactors 2pp 17196*223 24X 

Fiche 90-000, 03/01/18, 8302170019 
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— 0302170096 Package of sic eoduftentf indicating adequate or inadequate 
justification for epntlnued operation re environ 
qualification oP electrical equipment 

HAMMOND M . THQHA, J HRC - No Detailed Affiliation Given 
92/01/27 VARGA, S NRC - No Detail td Affiliation Given lOpp 
17196 225 24K Fich* 30-000. 03/01/ 1 9, 0302170019 


-B3O217O110 Discusses Franklin Research Ctr review of licensee responses 
to 5ER re environ qualification of electrical equipment. 

Franklin Research Ctr concerns resolved & adequate bases In 
place for Interim operations 

ENOLE* L, Operating Reactors Branch 3 02/01/27 CLARK, R 

Operating Reactors Branch 3 4pp 17196 233 24X 

Fiche 30-000,93/01/18,0302170019 


— 9302170114 Amend 7 to License NPF-4. author 1 i ing results of tests for 
Barton transmitter* Be submitted for NIC review 
PARR, O D Light Water Reactors Branch 3 73/07/03 2pp 

17196 239 24* Fiche 30-000,03/01/10,0302170019 


—0302170110 Safety evaluation supporting Amend 7 to License NPF-4 

» Light Water Reactor* Branch 3 70/07/03 2pp 17196 241 24X 

Fichs 30-000 < 83/01/10, 83021700 1 9 


— 0302170123 Package of four comments indicating adequate or Inadequate 
justification for Interim operation re environ qualification 
□ f electrical equipment. 

PAMVAN.M L. MRC - No Detailed Affiliation Given 82/01/27 
NRC - No Detailed Affiliation Given, lOpp 17196 253 24X 

Fiche 30-000, 83/01/10, 83021700 1 9 


— 9302170129 Forwards tabulation of Group 2 6 3 plants showing dates by 
which technical evaluation rspts are eipectad to be 
completed Requests justification for continued operation of 
each group by 021000 6 15, respectively 

EISENHUT. D 0 Division of Licensing 02/09/24 MIRACLIA, F. 

Asti sftant Director for Safety Assessment 4pp 17196 265 24X 

Fiche 30-000, 03/01/10, 8302170019 


— 0302 170161 Concludes that cpntlnuei operation until completion of 
licensee environ qualification progress wi H not present 
undue risk to public health U safety 

VAN VLIET. J A Operating Reactors Branch 2 02/10/29 

ElBENHUT. o- 0 Division of Licensing 2pp 17196 29| 24X 

Fiche 50-000, 83/01/10, 8302170019 


— 8302170169 Concludes that based on re-evaluation of licensee 
ju«ti f Icat i on, continued operation until completion of 
environ qualification program will not present undue risk to 
public health 6 safety 

JAFFE,OH. Operating Reactors Branch □ 82/10/29 EISENHUT,0 G 

Division of Licensing. 2pp 17196 300 24X Fiche 50-000, 

03/01/10,8302170019. 


— 8302170176 Concludes that based on review, continued operation until 
completion of license# enviTo-n quel if jeation program will 
nut present undue risk to public health 6 safety 
ECCLE8T0N.K T Operating Reactors Branch 2. 82/10/20 

EISENHUT- 0 0 Division of Licensing 2p p 17196 326 24 X 

Ficfie 50-000,63/01/18.6302170019 


— 8302170101 Concludes that based cm re view, c ontinued operation until 
completion of licensee environ qualification program will 
not present undue risk to public health 6 safety 
MEITNER, K.L. Operating Reactori Branch 3 82/10/20 

ElSENHWTrD 0 Division of Licensing 2p p 17196 346 24X 

Fiche 30-000,83/01/18,8302170019 


— 8302170198 Concludes thet based on r a vi §w, c ent i nued operation until 
completion «f licensee environ quel i fleet Ion program will 
not present undue risk to public health & safety 

FAIRTILE, tt Operating Reactors Branch 4 02/10/20 EISENHUT' D Q 

Division of Licensing ip 17196 357 24X Fiche 50-000, 

83/01/18, 83021700I9 


*8302170192 Concludes that based on review of util 820211 ltr, continued 
operation does not constitute undue risk to public health & 
safety. 

FA1RTILE, H B Operating Reactors Branch 4. S2/02/24 NOVAK. T M 

Assistant Director for Licensing 2pp 17196 358 24X 

Fiche 50-000,83/01/10,0302170019 


-8302170202 Cone ludet that licensee has provided sufficient technical 

eratiora during ongoing 

inch 2 82/10/28 EISENHUT , 0 Q 

1 6 360. 24 X 


— 8302170204 Concludes that sufficient info has been provided in 820226 
ltr to justify continued operation pending completion of 
environ qualification program 

ORQTENHUIS, M Operating Reac tors Branch 1 02/10/28 

EISENHUT, D 0 Division of Licensing 3p p 17197 016 24X 

Fiche 50-000,03/01/18,0302170019 


— 0302170212 Concludes that licensee 020315 ltr justifies continued 
operation until completion of environ qua 1 1 f ication program 
VISS1NO.O S Operating Reactors Branch 4 02/10/28 

EISENHUT, D 0 Division of Licensing lp 17197 019 24X 

Fiche 50-000,03/01/18,0302170019 


— 0302170217 Concludes that based on licensee submi ttal s, conti nued 
operation until completion of environ qualification program 
will not present undue risk to public health h safety 
STEVENS. J A Operating Reactors Branch 3 02/10/28 

EISENHUT, D O Division of Licensing 2p p 17J97 023 S4X 

Fich# 50-000,03/01/18,0302170019 


■0302170240 Concludes that based on licensee 020223 submittal, continued 
operation until completion of environ qua 1 i f ication program 
will not present undue risk to public health E, safety 
WAGNER, P C Operating Reactors Branch 4 02/10/28 EISENHUT, D 0 

Division of Licensing lp 17197 041 24X Fiche 50-000, 

83/01/10,8302170019 


— 0302170256 Concludes that licensee justif ication for continued 
operation until completion of environ qualification program 
acceptable based an review 

THQMA. J Operating Reactors Branch 1 82/10/20 EISENHUT, D Q 

Division of Licensing 4pp 17197 044 24X Fiche 50-000, 

83/01/lB, 8302170019 


—0302170262 Concludes that based on licensee 020603 submittal, continued 
operation until completion of environ qualification program 
will not present undue risk to public health & safety 
BEVAPJ, R B Operating Reactors Branch 2 02/10/20 EISENHUT, D 0 

Division of Licensing 2pp 17197 050 24X Fiche 50-000, 

83/01/10,8302170019 


— 8302170270 Concludes that continued operation until completion of 
licensee environ qualification program will not present 
undue risk to public health 6 safety 

NEIGHBORS. J D operating Reactors Branch 1 82/10/20 

EISENHUT, D 0 Division of Licensing 2pp 17197 052 24* 

Fiche 50-000,03/01/10,0302170019 


— 03OPI7O27A Concludes that based on licensee 021027 submi tta 1 . c. on 1 1 nue d 
operation until completion of qualification program will nut 
present undue risk to public health tt safety 

ENGLE, L B Operating Reactors Branch 3 02/10/20 EISENHUT, D O 

Division of Licensing 2pp 17197 054 24X Fiche 50-000, 

©3/01/10. 0302170019 


— 0302170282 Concludes that based on licensee 820127 submittal, continued 
operation until completion of environ qua 1 1 f i ca 1 1 on program 
will not present undue risk to public health & safety 
MINER, S Operating Reactors Branch 4 02/10/20 EISENHUT, D O, 

Division of Licensing 2pp 1719 7 076 24X Fiche 90-000, 

83/01/18, B3021700I9 


— 0302170285 Conclude* that based on licensee 020127 submittal, continued 
operation until completion of environ qualification program 
will not present undue risk to public health & safety 
HEGNEfl, J 0 Operating Reactors Branch 2 02/10/20 EISENHUT, D Q 

Division of Licensing 2pp 17197 070 24X 

Fiche 50-000,03/01/19,0302170019 


— 83021 70290 Concludes that based on licensee submi t ta 1 , c ont inu e d 
operation until completion of environ qua 1 1 f ication program 
will not present undue risk to public health & safety 
SIEGEL- B L Operating Reactors Branch 2 02/10/20 EISENHUT,© 0 

Division of Licensing 2pp 17197 080 24X 

Fiche 50-000,03/01/18,8302170019 


— 0302 170293 Concludes that based on licensee 820127 submittal , con tlnued 
operation until completion of environ qua 1 1 f icat ion program 
will not present undue risk to public health 6 safety 
DIEANNJ'D C Operating Reactors Branch 3 02/10/20 

EISENHUT, D o Division of Licensing Spp 17197 002 24X 

Fiche 50-000,83/01/10, 0302170019 


0302010404 Concurs w/830104 determination that Tech Spec change request 
t« on-call technical advisor involved single safety issue 
Class II fee end 

SORDINE, T C Consumers Power Co 03/01/25 MILLER, W 0 License 
Fee Management Branch 2pp 16901 026 24X Ficha 50-155,03/01/25, 

0302010404 



DOCKETED ITEMS 


is 


8302010632 Forwards revised listing of SEP topic? for which facility 
dors not meet current licensing acceptance cr i top ia. summa r-y 
descriptions of differences for Topics 111-2 L Vl-t U 
editorial correction of Topic 1 1 1 — 1 0 A Response requested 
CRUTCHF IELDr 0 Operating Reactors Branch 5 03/01/27 

YANDENALLE*D J Consumers Power Co Spp 16980 026 24X 

Fiche 50-159. 83/01/27- 0302010632 


B 30201 0636 Forwards application to amend License DPR-6 consisting of 
proposed Tech Spec changes modifying containment leak rate 
testing requirements 

SORDINE* TC Consumers Power Co 83/01/28 CRUTCHFIELD* D 
Operating Reactors Branch 5 2pp 16980 034 24X 

Fiche 30” 135, 83/01/20* 8302010636 


— 6302010640 Application to amend License DPR-6 consisting of Tech Spec 
changes modifying containment leak testing requirements. 

DEWITT* R B Consumers Power Co 83/01/28 lp 16980 036 24X 

Fiche 50-155,83/01/20*8302010636 


--B302010642 Proposed Tech Spec changes modifying containment leak rate 
testing requirements 

* Consumers Power Co 83/01/28 3pp 16980 037 24X 

Fiche 50-155,83/01/28*8302010636 


8302010654 Forwards application to amend License DPR-6 consisting of 
proposed Tech Spec changes re area monitors. 

BOR DINE, T C Consumers Power Co 83/01/20 CRUTCHFIELD, D 
Operating Reactors Branch 5 lp 16979 170, 24X 

Fiche 30-155,83/01/29,8302010634 


— 6302-010661 Application co amend License DPR-6 consisting of proposed 
Tech Spec changes modifying info re area monitoring sys h. 
operating requirements to make Tech Specs compatible ur/8T8 
for area monitors 

* Consumers Power Co S3/O1/20 2pp 16979 171 24X 

Fiche 50-155*03/01/28,8302010654 


— 8302010671 Proposed Tech Spec changes modifying info re area monitoring 
ays ii operating requirements to make Tech Specs compatible 
W/ST8 for area monitors 

* Consumers Power Co 83/01/28 3pp 16979 173 24X 

Fiche 50-155*83/01/28,8302010654. 


8302040078 Forwards response to NRC Draft Technical Repfc, "Control of 
Heavy Loads. " 

8 OR D Th'F * T C Consumers Power Co 03/01/28 CRUTCHFIELD, D 
Operating Reactors Branch S 26pp 17021 197 24X 

Fiche 50-135, 03/01 /28, 8302040079 


6302080293 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for OL & holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Bvc 
list enc 1 

E ISENHUT, D G Division of Licensing, 03/02/00 Consolidated 
Edison Co of Neu York* Inc tlpp 17290; 247 24X 

Fiche 30-000, 03/02/08* B302080295 


6302080301 Generic Ltr 83-05 to BWR licensees of operating reactors 
{except LACBWR I* applicants for OL I* holders of CP re 8ER of 
"Emergency Procedure Guide! Ine* , Rev 2, " NEDO-24934, June 
1982 Guideline? acceptable Svc list end 

EISENHUT, D G Division of Licensing 83/02/08 Commonwealth 
Edison Co 6 p p 17234,245 24X Fiche 50-000*03/02/00*0302000301 


6302000304 Generic Ltr 83-11 to all operating reactor licensee* re 
licensee qual if ication for performing safety analysis in 
support of licensing actions Ability to use code mutt be 
demonstrated by vendor or licensee. Bvc iiet end. 

ErSENHUT. D G Division of Licensing 83/02/00 Consolidated 
Edison Co of New York, Inc 9pp 17234,23 4 24X 

Fiche 30-000, 03/02/08, 8302080304 


6302150319 Forwards supplemental evaluation of Rev 3 to 021104 physics 
methodology ropt Rapt acceptable as revised 
CRUTCHFIELD, D. Operating Reactors Branch 3 83/02/09. 

VAWOEWALLE, D J. Consumers Power Co 3pp 17140 199. 24X 

Flch* 30-159,03/02/09,8302150319. 


— B3O2150323 Topical rept evaluation of Rev 3 to 021104 physics 
methodology rept. Rept acceptable as revised. 

BROOKS* W. NRC - No Detailed Affiliation Given 03/02/09 lp 
17148 202 24X Fiche- 50-155, 83/02/09* 8302130319. 


6302170295 Responds to 830430 revised NRC 6ER re SEP Topic 
1 11-10 A, “Th ermal-Overload Protection for Motors of Motor- 
Operated Valves, 14 Proposed bypass circuitry will be 
Installed by end of 1985 refuel ing outage. 

TONER* K A Consumers Power Co. 03/02/14 CRUTCHFIELD* D Operating 
Reactors Branch 5. 6pp 17177-051 24X Fiche; 50-135* 03/02/ 14, 

0302170293 


0302240256 Forwards response to NRC 820713 request for add! info re 
unresolved -safety issue* , Status rept will be used in SEP 
integrated assessment 

TQ^en* K A Consumers Power Co 83/02/14. CRUTCHFIELD, D Operating 
Reactors Branch 5 30pp 17272 290 24X Fiche 50-159,03/02/14* 

6302240256 


□302220139 Responds to 021112 request for add 1 Info re BEP Topic 
1 1 1-5, A, "Effects of Pipe Break on Structures, By a & 

Components Inside Containment 14 Effects of pipe whip due to 
longitudinal break* not analyzed in rigorous manner 

TONER, K J\ Consumer* Power Co 83/02/15 CRUTCHFIELD, D Operating 
Reactors Branch 5 Spp 17233 204 24X Fiche 30-135*63/02/15* 

8302220139 


8302240-163 Forward* rept* re structural analysis of reactor bldg for 
predicting seismic response of support equipment* per SEP 
Topic 1 1 1-6 Comments on NRC 8ER dlicussed Concerns re 
primary coolant loop will be addressed In later submittal 
VANDEWALLE, D J Consumers Power Co 63/02/15 CRUTCHFIELD, D 
Operating Reactors Branch 3 6pp. 17280,266 24X 

Fiche 50-159.03/02/15*6302240163 


— 6302240169 "Sslsmlc Safety Margin Eva luation* Alternat ivo Response 
Evaluation# Reactor Dldg Internal Btructur •« Big Rock Point 
Nuclear Pouisr Plant." 

* D'Appolonia Consulting Engineer*, Inc 83/01/31, 77pp. 

17280^272 24X Fi ch • - 50-159* 83/02/19* 83022401 A3 


— 6302240174 "Evaluation of ConeVete-to-Concrete & 8t«f 1-to-Concr ete 
Joints, Seismic Safety Margin Evaluation of Saf ety-Related 
Structures, Big Roclc Point Nuclear Power Plant, " 

« t> f Appo lo n ia Consulting Engineers* Inc 03/02/15, 25pp. 

£7280 349 24X Flch*. 50-155, 83/02/13* 0302240163 


— 6302240161 "Rsvlaw & Evaluation of Steel Connect i on*, Se i smlc Safety 
Kargin Evaluation of Saf ety-Rela ted Struc turee, Dig Roc* 

Point Nuclear Power Plant 41 

a D'Appolonia Consulting Engineers* Inc. 83/02/15. 29pp. 

1 72S L 0i2. 24X Flch •• 90-155, 63/02/ 1 5, 63022401 63 


□302230206 Updates status of stack gat monitoring iys*p#r NUREG-0737# 
Item II, F 1 Callbr & testing of syt completed. Equipment 
problems evaluated 8ys may not be operational by 630401 due 
to spare part* delivery problems, 

0ORDINE, T. C Consumer* Power Co 03/02/16 CRUTCHFIELD# 0. 
Operating Reactor* Branch 5 2pp 17243*218 24X 

Fiche. 50-159* 03/02/16* 0302230206, 


8302230610 Forwards util 830110 ltr to NRC transmitting Amend 2 to 
application for spent fuel rack add 1 tlon* consolidated 
environ impact evaluation 4 description 4c safety analysis 
Related correspondence 

GALLO* J Iiham. Lincoln & Beale GALLO* J, Consumers Rower Co, 
03/02/17 BLOCH, F B , FARRIS* 0 H , 8H0N* F J Atomic Safety and 
Licensing Board Panel. 134pp 17254 061 24X Fiche: 50-155. 

63/02/17,0302230610 


8302230179 Responds to NRC final evaluation of 6EP Topic V-4* "Piping h 
Ba fa 'End Integrity " Insp of addl r *c lr cwlation 1* cor* spray 
nonles will be performed during 1903 refueling outage. SEP 
Topic V-4 resolved 

TONER, K, A Consumers Power Co 63/02/10. CRUTCHFIELD* D. Operating 
Reactor* Branch 5. lp 17249.092 24X Fiche 90-155,83/02/10* 

8302230179 


0. Inepectlon reports* IE Bulletins 6. correspondence 


6302040039 Addl response to FOIA request for J2 categories of documents 
re fac 1 lities. Personal info deleted from documents re util/ 
contractor employs* allegations concerning OA deficiency, 

Forwards App A document*. Document 31 available In PDR. 

FELTON * J, M Division of Rules and Records. 02/12/30. HIATT# 0 L. 
Ohio Citizens for Responsible Energy 3pp 17049* 144. 24X 

Fiche: 90-000* 02/12/30,6302040039 


■6302040332 Forwards 1961 comparison data for operating const plants, 
consisting of total numbers of noncompliance ltems*repts 
Issued, insp hour s* severi tv levels* point* fc hour* per rept * 
l ten, 

8UCHAR8KI * L. Region 3, Office of Director 62/07/0-8. 

KEPPLERiJ ©. Region 3* Office of Director. 13pp, 17049:861. S24X 

Fiche. 50- 000, 92/12/30*8302040039 


6302040201 Forward* IE Insp Rept 50-199/03-01 on 030103-07, No 
noncomp Uance noted 

HILLER, J.R. Division of Engineering, 83/01/20, DEWITT, R, 9. 

Consumer* Power Co. 2pp 17020.083. 24 X Fiche: 90- 1 93, 63/01 /HO* 

6302040281. 
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— 83070402&? IE Imp Rep t 50-15-5/03-01 on 830 103-07 Wo noneomp 1 lance 
noted Major ir»«« inspected effluent nrlea s e% r e f f 1 ueit t 
control in«tTirment« t ion ( 40 I Id radwa ■» t er tran spor fca t i on 
activities it records & repts of effluents 
LOVENDALE, P. C • QREOER.L R Region 3, Office of Director 

83/01/19 6pp 17020 025 24X FKhtf 30-155.03/01/20,8302040201 


8302190514 Forwards IE Insp Kept 50-195/82-20 on 821123-1231 Mo 
noncomp 1 lance noted- 

STREETER r J F Diviiian of Project 4 Resident Programs B3/01/25 
DEWITT, ft. B Coneumeri Power Co 2pp 17156243 24X 

Fiche 30-155. 83/01 /25 ( 8302190514 


>8302150534 IE Imp R»pt 50-155/82-20 on 821123-1231 No noncomp 1 iancs 
noted Major areas impacted operational safety verification, 
monthly naint & survaillartca observation* U LER followups 
WRIOHT, 0 C , PARKER. M E , BOYD, D C. Division of Project & Resident 
Programs 33/01/21 5pp 17156:245 24X Fiche 30-155, 83/01/25, 

8302 150514- 


0212060359 IE Info Notice 83-01. "Ray Hi Her, Ine 11 Svc list end 
JORDAN. E L. Division of Emergency Preparedness it Engineering 
Response' <Post 830103). 93/01/26 Consolidated Edison Co of New 

Yorl, Inc 1 I8pp 17023 1 60 24X Fiche 50-000, 83 / 01 /26, 821 2060350 


8302140003 Informs that secondary activation point foT public warning 
tys per 820204 Itr It IE Insp Kept 50-1 55/B2-13 will not be 
insta 1 lad. Sec ondary siren activation location not 
required by regulation 

SORDINE, T. C Consumers Power Co B3/01/27 KEPPLER, J G Redon 3 , 
Office of Director lp 17142 163 24X Fiche 50-155.03/01/27, 

8302 1 40003 


9212060360 IE Info Notice 83-02, Tieltorqu* HOB C, HlBC , HSBC & H3BC 
Oearheads " Svc list end 

JORDAN, E L- Division of Emergency Preparedness & Engineering 
Response {Post 830103}. 83/01/28 Consolidated Edison Co of Mew 

Yort, tnc. 109pp. 17144*001- 24X Fiche 50-000.83/01/29,8212060360 


8212060361 IE Info Notice 83-03, "Calibr of Liquid Lave! Instruments u 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response <Poit 830103) 83/01/2B Consolidated Edison Co of Mew 

Yort, Inc. UQpp. 17074 095 24X Fiche 50-000,83/01/28,0212060361 


8302030303 Advises -of 830207 open forum in Chicago, IL rtf recent rev to 
10CFR50 34 6 50 95 IE will conduct formal presentation 
followed by question & answer session Requests that 
participation be limited to three people 

8PEBSARD, R L Division of Engineering. 83/01/20 Commonwealth 

Edison Co 2pp 17008 187 24X Fi cha 50-000, 83/0 1 /2B, 83020 30303 


0302280*62 Forwards IE Mgt Meeting Rept 90-135/83-02 on 830114 NO 
none omp I lane e noted 

LITTLE, U 0 Division of Engineering B3/02/16 DEHITT, R B 

Consumers Power Co 2pp 17309.220 24X Fiche 50-193,03/02/16, 

6302280462 


— 83022B046& I£ Mgt Meeting Rapt 50-155/03-02 on B30114 No n one omp l ianc e 
noted MajoT areas discussed, concerns addressed in IE Insp 
Rept 50-155/82-13 re fire protection & licensee response 
ULIE, J , RAMSEY,, C . WILLIAMS, C C Region 3. Office of Director. 
83/02/12 2pp. 17309 222 24X Fiche 50-155,83/02/16,8302200462 


8212060363 IE Info Notice 83-04. “Failure of Elma Power Supply Unite 
9vc list end 

JORDAN, E L Division of Emergency Preparedness fe Engineering 
Response {Post 830103) 83/02/18 Consolidated Edison Co of Mew 

Yorlir Inc 1 10pp. 17347 191. 24X F i che. 50-000, 03/03/13. 821 2060363 


8302230179 Respond* to NRC final evaluation of SEP Topic V-4. “Piping & 
Safe-End Integrity ° Insp of adtfl rec lrcula ti on & core spray 
noexlei will be performed during 19B3 refueling outage SEP 
Topic V-4 resolved 

TONER, K A Consumers Power Co 83/02/10 CRUTCHFIELD, D Operating 
Reector s Branch 5 lp 17245:092 24XFI«ht 30-135,03/02/10, 
9302230179 


'2060365 IE Info Notice 83-05, “Obtaining Approval for Disposing of 
’try Low Level ftadwasts - IOCFR20. 302 " Svc list end 
ORDANrE L Division of Emergency Preparedness ic Engineering 
espomt (Past 830103). 83/02/24. Consolidated Edison Co of New 

prb# Inc 1 11pp. 17347 050. 24X Fi che* 50-000, 83/02/24, 821 2060365 


2060366 IE Info Notice 83-06r “Muni dentica 1 Replacement Parts " 

Ivc list end 

'Oft DAN, E L Division of Emergency Preparedness & Engineering 
tiponse (Po»t 830103) 03/02/24 Consolidated Edison Co of New 

irlr Inc. 112pp. 17361 148 24 X Fiche 50-000, 83/02/24, 821 2060366 


8 Reportable occurrences, LERs 6 related correspondence 


B302010259 Forwards LER 82-034/03L-0 

flGRDINE, T C Consumers Power Co 03/01/24 KEPPLER, J G Region 3, 
Office of Director lp 16974 054 24X Fiche 90 - 155 , 03/01/24, 

9302010259 


—8302010263 LER 82-034/03L-0 on 821225, during routine plant tour, east- 
west position switch for reactor gantry crane found 
defective Caused by inadequate repair actuator arm on 
crane from last refueling outage Switch repaired on 021228 
* Consumers Power Co 03/01/24 Region 3, Office of Director 

lp 16974 035 24 < Fiche 50-155,83/01/24,0302010259 


0302040230 Forwards LER 02-O35/O3L-O 

BQRDINE, T C Consumers Power Co 03/01/20 KEPPLER, J G Region 3, 
Office of Director lp 17020 105 24X Fiche 50-155,03/01/20, 

0302040238 


—8302040299 LER 02-O35/O3L-Q on 021231, main condensate water became 
mixed u/water in demineral i zed storage tank Caused by 
reverse flow path through flow meter FI12I01 when solenoid 
control SV 4803 was de-energized to repair pump motor 
■* Consumers Pouer Co B3/0I/28 Region 3, Office of Director 

lp 17020 106 24 < Fiche 50-155,03/01/28,0302040238 


Y Operator Examinations 


0301310203 Generic Ltr 03-06 to all power reactor 1 i cens e e s , app 1 1 c ants 
for OLi, HSS vendors, reac tor vendors 6 AE re certificates 
& revised format for reactor operator 6 senior reactor 
operator licenses Svc list end 

EISEMHJF.DG Division of Licensing S3/01/31 Consolidated 

Edison Co of New York, Inc 14pp 17347 177 24X 

Fiche. 50-000, 83/01/31. 0301310203 


DOCKET 50-156 UNIV OF UISCQMSlN RESEARCH REACTOR 


S .Reportable occurrences, LERs It related correspondence 


0302100412 PNO-II I-83-0I3 on 830210. box found in lab near research 
reactor ui/message "bomb, do not disturb " Bldg evacuated 
it box X-rayed & found empty Licensee 6 local law enforcement 
agencies investigating 

STAPLETON, B , CREED, J . MILLER, J Region 3, Office of Director 
03/02/11 Ip i 721 4 266 24X Fiche 50-136,03/02/11,0302100412 


DOCKET 50-160 GEORGIA INST OF TECH RESEARCH REACTOR 


5 Reportable occurrences, LERs 6 related correspondence 


B302150059 PhO- 1 1-83-009 on 8301 3 1 , x nad verten t release of 70 uC 1 of 
Co-60 to city sewer sys occurred Caused by valve on closed 
filter loop of storage pool left open following maint 
activities Media interest expected 

BARR, K , GIBSON, A F Region 2> Office of Director 03/02/00 2pp 
17140 031 24X Fiche 50-160,83/02/08,0302150039 


D0CKE1 50-163 GENERAL ATOMIC CO 


R Periodic operating reports it related correspondence 


0302230233 "Annual Rept for 1983 " 

MONRY. W ft OA Technologies, Inc /General Atomic Co 83/02/22 
THOMAS, C 0 Standardization 6 Special Projects Branch 7pp 
17292 097 24X Fichtf 50-163,03/02/22,0302250233 


DOCKET 50-170 NATIONAL NAVAL MEDICAL CENTER 


G Adjudicatory correspondence 


0302010400 Memorandum L Order memorializing 021015 prehearing 
conference Admitted contentions set forth in app 
HOYT, H F Atomic Safety and Licensing Board Panel 83/01/20 
16901 050 24 X Fiche 50-170,83/01/20,8302010480 


0302240297 Requests NRC delay renewal of license until complete impact 
statements prepared 6 public hearing held 

GILCHRIST, C H , SCULL, D L Montgomery County, MD 83/02/15 
P ALL A D IMO, M Commissioners 2pp 17274 079 24X 

Fiche 50-170, 83/02/19,030224029 7 
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0302230930 Responds to 021029 request for brief summery of events which 
transpired during 021029 site visit 

R ICKARDj D C Defense. Dept ofi Defense Nuclear Agency 03/02/IB 
HOYT. H Atomic Safety and Licensing Board Panel 4pp 17256 201 
24/ Fiche SO- 1 70. 03/02/ 16. 0302230530 


9302260279 Notion for summary disposition of Citizens for Nuclear 
Reactor Safety contentions No genuine issue of matl fact 
exists i dismissal warranted as matter of law 

BACHHANN, R 0 Hearing Branch 1 83/02/25 Atomic Safety and 

Licensing Board Panel 41pp 17310 255 24X Fiche 50-170.83/02/25, 

9302280279 


— 8302200202 Statement of matl facts as to which there is no genuine 
Issue to be heard in support of motion for summary 
disposition of Citixens for Nuclear Reactor Safety 
contentions 

8ACHMANN. R Q Hearing Branch 1 03/02/25 Atomic Safety and 

Licensing Board Panel 13pp 17310 296 24X 

Fiche 50-170. 03/02/25, 0302200279 


— 9302280286 Affidavit of RE Carter supporting NRC motion for summary 
disposition of Citiiens for Nuclear Reactor Safety 
contentions Certificate of 8vc end 

CARTER, R E Division of Licensing 03/02/24 32pp 17310 309 
24 X Fiche 50-170,03/02/25.8302200279 


DOCKET 30-186 UNIV OF MISSOURI RESEARCH REACTOR 


F Security, medical, emergency It fire protection plans 


8302040624 Request* route approval for shipment of spent fuel from site 
to ID Falls, ID Request withheld <ref 10CFR2 790) 

MCOIMTY, D M Missouri, Univ of. Columbia 02/03/23 HILLMAN. C 
Division of Safeguard* ip 17042 039 24X Fiche 50-106,82/03/23, 

03OPO4O624 


8302040437 Forwards schedule for spent fuel shipments Schedule withheld 
i ref 10CFR73 21) 

MC01NTY, D M Missouri, Univ of. Columbia 03/01/06 HILLMAN. C 
Physical Security Licensing Branch Ip 17042 320 24X 

Fiche 50-186.03/01/06.0302040437 


R Pet Iodic operating reports tt related correspondence 


8302230401 Forwards "Annual Rapt.Jul 1981 - June 1902 " Cancellation of 
planned performance appraisal will add to productivity w/no 
sacrifice in safety 

ALGER, D M Missouri, Univ of, Columbia 83/02/16 PARTLOW, J 0 
Operating Reactors Program Branch Ip 17257 101 24X 

Fiche 50-186,83/02/16.8302230401 


—8302230404 "Annual ReptrJul 1901 - June 1902 ,l 

* Missouri, Univ of, Columbia 03/02/16 103pp 17257 102 

24X Fiche 50-186,03/02/16,0302230401 


DOCKET 50-107 SPACE RADIATION RESEARCH REACTOR 


0 Inspection reports, IE Bulletins L correspondence 


9302070279 Ack receipt of 030124 ltr Informing NRC of steps taken to 
correct violations noted in IE insp rept 

BGOK,H £ Division of Radiological Safety it Bafeguards Program 
83/01/31 CRANQELL, If Northrop Research & Technical Center Ip 
17029 197 24X Fiche 50-107,83 /01/31,8302070279 


— B302070282 Responds to NRC 021124 Hr re violations noted in IE Insp 
rept Corrective actions procedures written it approved for 
calibr of area radiation & air particulate monitors 
CRANDELL, W E Northrop Research 5 Technical Center 03/01/24 
WENSLAW8KI. F A Division of Radiological Bafety 8< Safeguards 
Program 2pp 17029 190 24X Fiche 50-107,03/01/31,0302070279 


DOCKET 90-192 UNIV OF TEXA0 RESEARCH REACTOR 


P Operating license stage documents it correspondence 


9302070256 Application for amend to 900103 renewal application for 
License R-92. requesting license renewal period of 20 yr* 

BAUER, T L , KLEIN, D E , FONKEN, G J Texas, Univ of 03/01/27 
BERNARD, H Standard! xati on it Special Projects Branch ip 
17031*339 24X Fi c h e , 50- 192, 03/01/27, 0302070256. 


0302100367 Forwards eight oversiie blueprint* showing const St 
renovation plans for areas encompassing nuclear engineering 
teaching lab Aperture cards are available in PDR 

BAUER, TL Teiai, Univ of 83/02/07 BERNARD, H Standard ixat ion 

8, Special Projects Branch 2pp 17112 063 24X 

Ficha 50-192,03/02/07,0302100367 


8302100417 Forwards pages to be appended to Chapter 5 of SAR re two 
experimental facilities Co-60 irradiator maintained in 
reactor tank Subcritical assemb ly, separately licensed Horn 
r factor, ‘included for completeness 

BAUER, TL Texas, Univ of 03/02/07 BERNARD, H Standard 1 ra ti on 
it Special Project* Branch 4pp 17112 195 24X 

Fiche 50-192,03/02/07,0302100417 


DOCKET 50-193 RHODE I8LAND it PROVIDENCE PUNT AT IONS AEG 


G Inspection reports, IE Bulletins & correspondence 


0302010369 Ack receipt of 030103 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-193/02-02 
STAROBTECKI, R Division of Project it Resident Programs, 03/01/16 
DIMEGLIO, F Rhode Island it Providence Plantation Ip 16973*301 
24X Fiche 50-193,03/01/18,0302010369. 


— Q302010372 Respond* to NRC 021215 ltr re violations noted in IE Insp 
Rapt 50-193/82-02 Corrective actions storage area monitor 
modified to provide clearly audible alarm signal if 
accidental criticality occurs 

DIMEGLIO, F Rhode Island L Providence Plantation 03/01/03 
STAROSTECH I , R Division of Project it Resident Programs 2pp 
16973 302 24X Fiche 30-193,83/01/18.0302010369 


DGCKE1 50-201 WEST VALLEY REPROCESSING PLANT 


0 Adjudicatory correspondence 


0302230311 Forwards Amend 13 to Indemnity Agreement B-29, per ABL8 
811231 memorandum St order directing filing of further info 
Certificate of Svc encl. 

WOLF, J R Regulations Division 03/02/18 BRENNER, L, MORR IB, P. A , 
HARBOUR, J Atomic Safety and Licensing Board Panel 4pp 
17237 237 24X Fiche , 30-201. 03/02/ 18, 830223031 1 


J Insurance it indemnity information 


0302240034 Forwards Amend 13 to Indemnity Agreement B-29, per 030112 
request, Amend reflect* NRC order terminating NFS 
authori ty 

JACK, H A New York, State of, Energy Research tt Development 
Administration 03/02/10 8ALT2MAN, J Assistant Director for Btate 
it Licensee Relations 2pp 17275 013 24X Fiche 30-201,03/02/10, 

8302240034 


03O223O5U Forwards Amend 13 to Indemnity Agreement B-29, per ABLB 
811231 memorandum h order directing filing of further info 
Certificate of Svc encl 

WOLF, J R Regulations Division 03/02/10, BRENNER, L , MORR 10, P A,, 
HARBOUR, J Atomic Safety and Licensing Board Panel, 4pp 
17237 237 24X Fiche 50-201,03 /02/10,0302230311. 


DOCKET 30-206 0AN ONQFRE NUCLEAR 3TATI0N, UNIT 1 


F Security, medical, emergency St fire protection plans 


0302070025 Addl response to FOIA request for documents re packaging Sc 
transporting of spent nuclear fuel away from reactor sites 
by util Forwards Documents 1-27 Documents 20-31 withheld 
< ref FOIA Exemption 3) 

FEITON, JM Division of Rules and Records 02/11/23. HAPK1N, A, 
Illinois, State of 3pp 17062 013 24X Fiche. 50-206, 02/11 /23, 

8302070023 


— 9 30207002 7 Requests that P Retd be informed in advance of spent fuel 
shipments transiting OK 

BURNETT, R F NRC - No Detailed Affiliation Given 79/11/02 
MCCORKLE, 0, NRC - No Detailed Affiliation Given Ip, 17062*021. 
24X Fiche 50-206,02/11/23.8302070023, 


— 8302070036 Forward* spent fuel rout* data for Ban Onofra.CA to 
Morris, TL Route changed at Oreensburg, KS due to three 
bridges w/weight restrictions Fifty-four mile segment not 
surveyed 1 by team W/o encl 

BLACK, H Physical Security Development Branch. 79/11/21 
HILLMAN, C Physical Security Licensing Branch. 2pp. 17062.022 
24X Fiche 30-206,02/11/23,8302070023 
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— 830207004? Forward* corrected P 12 to 791210 road transportation route. 
8«n Onofrt. CA to Morris, IL erroneously reflecting route 
though HO rather than transiting IL Details withheld 
(ft t IOCFR9 12) 

KCCORKLE. 0 M Physical Security Licensing Branch 79/12/17 
SEAMAN, W. H Southern California Edison Co 2pp 17062 055 24.X 

Fich* 50-206.02/11/23.8302070023 


-B3D2Q701 17 Requests rev to approved route for shipping spent f 
util to Morris storage facility in JL Armed escorts will be 
used along route Current route will be used until Feb 1982 
Description of proposed route one l 

LADESrCH, J Southern California Edison Co 01/06/23 
MCCQiRKLE, 0 W Physical Security Licensing Branch 2pp 
17062 126 24X Fiche 50-206.82/(1/23.0302070025 


— 0302070033 Forwards info re 103 shipments using Nuclear Assurance Corp 
casks Seven-day notice requirement for each shipment affects 
Multiple shipping operations Last minute adjustments to 
specific schedules should be allowed 

LADESIC1W Southern California Edison Co 00/01/03 
NODERKAUO.L Region 5. San Francisco. Office of the Director 
(81 /03/0U I3pp (7062 027 24X Fiche 50-206.02/11/23, 

8302070023 


— 6302070062 Notifies of Shipment 268 of spent nuclear fuel to GE Morris 
storage facility on 800S04 

RADFORD. J K Southern California Edison Co 60/07/17 Region 

3. San Francisco. Office of the Director lp 17062 042 24X 

Fiche 50-206.82/11/23,0302070025 


—0302070120 Responds to 010900 note re shipments of spent nuclear fuel 
through Congressman Findley district Revised route requested 
on 810623 does not enter district Route in IL is Interstate 
00 

BURNETT . R F Division of Safeguard* 01/09/14 DAVIS. J 0 

Office of Nuclear Material Safety b Saf eg uards, Direc tor 4pp 
17065 129 24X Fiche 50-206,02/11/23.0302070029 


— 8302070134 Inform* that 010623 request for rev to spent fuel route has 
been approved Arrangements made w/law enforcement agencies 
along raut« Info re arrangements & approved route enc 1 
MCCORKLErO W Physical Security Licensing Branch 01/08/07 
SEAMAN, W H Southern California Edison Co 27pp 17062 133 24* 

Fiche 30-20 6, 02/1 1/23. 0302070023 


— 0002070064 Mofcifiaa of Shipment 26? of spent nuclear fuel to QE Morns, 
storage facility on 600009 Handwritten note end 

RADFORD, J K. Southern California Edison Co 00/07/17 Region 

3, San Francisco, Office of the Director 2pp 17062 043 24* 

Fiche- 50-206. 32/11/23, 0302070029 


— 8302070066 Notifies Of Shipment 268 of spent nuclear fuel to GE Morris 
storage facility on 800806 

RADFORD, J K, Southern California Edison CO 80/07/20 Region 

5. San Francisco. Office of the Director lp 17062 045 24X 

Fiche 50-206. 82/1 1 /23, 83-02070025 


— 0302070072 Notifies of shipment of spent nuclear fuel to CE Morris 
storage facility on 300005 

RADFORD, J K Southern California Edison Co 00/07/28 Region 

9. San Francisco. Office of the Director Ip 17062 046 24X 

Fiche 30-206, 02/1 1 /23, 030207002? 


— 0302070078 Advises that util intends to resume shipments of Irradiated 
reactor fuel in early Aug Two truck* will be used, departing 
initially 24-40 h apart. «ach mating round trip U subsequent 
departure every 7 or 8 days 

MORDERHAUQ. L R Region 3. San Francisco. Safeguard* Branch 
80/07/30 TEDFORD, C F Ariiona, State of lp 17062 047 24X 

Fiche 30-206,82/11/23.0302070029 


— 0302070082 Notifies of Shipment 26? of spent nuclear fuel to GE Morris 
storage facility on B00818 

HANDSHUH, J U Southern California Edison Ca 60/0B/1B Region 

9. San Francisco. Office of the Director lp 1 7062 030 24X 

FiChe 30-206,82/11/23,0302070025 


— 0302070004 Notifies of Shipment 270 of spent nuclear fuel to GE Morns 
storage facility on 800B2O 

HANDSHUH, J W Southern California Edison Co 00/03/ 13 Region 

9, San Francisco, Office of the Director ip 170*2 051 24* 

Fiche 30-206,82/11/23.0302070025 


0301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants tor OL 6 holder* of CPs re regional workshop 
concerning Suppl 1. NUREG-0737. “Requirements for Emergency 
Response Capability * Svc list end 

EISENHUT.D G Division of Licensing 83/02/01 Consolidated 

Edison Co of New Yorl. Inc llpp 17221 226 24X 

Fiche 50-000, 03/02/01,8301210340 


0302150002 Forward* IE Safeguards Insp Repfc 50-206/83-02 on 030110-14 
No noncomp l lance noted Major area Inspected physical 
protection program against radiological sabotage & theft of 
SNM Rept withheld (ref 10CFR2 790 * 73 21) 

NORDESKAUC.L fl Division of Radiological Safety b Safeguards 
Program 83/02/03 PAPAY, L T Southern California Edison Co- 2pp 
17159 233 24X Fiche 50-206,83/02/03,8302 1 50002 


0302150332 Notifies that resources necessary to reply to Generic Ltrs 
82-28 b B2-33, requesting i denti f i ca t i on of design for 
reactor coolant inventory sys Si schedule for completion of 
requirements for emergency response capab i 1 ity, unavai lable 
BASKIN' K P Southern California Edison Co 03/02/10 EfSENHUT, D 0 
Division of Licensing 2pp 17157 255 24X Fiche 50-206,03/02/10, 

B 3021 50332 


0302140391 Forwards Jan 1983 physical security plan Plan withheld 
( ref 10CFR73 21) 

BASKIN- K P Southern California Edison Co 03/02/M Office of 

Nuclear Reactor Regulation, Director lp 17164 204 34* 

Fiche 50-206, 83/02/11,0302160391 


6305320376 Notifies that util will submit proposed change to address 
Generic Lfcrs 62-17 4 02-23 re Tech Specs for performing 
audits of emergency preparedness programs & safeguards 
contingency plans by 030315 

KRIEGER.R W Southern California Edison Co 83/02/17 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp 17232 227 24X 

Fiche 30-206,03/02/17,0302320378 


-8302070009 Discusses survey of bypass routes for Sp ring f i e 1 d, IL 
Recommends bypass via US-24 for US-36 into IL for spent fuel 
shipments Route survey included visits to LLEA in I A, MQ L 
IL 

MITCHELL, H M NRC - No Detailed Affiliation Given 00/09/26 
BLACK, K NRC - No Detailed Affiliation Given 2pp 17062 052 
24 X FUh* 30-206,82/11/23,9302070025 


'8302070102 Notifies of Shipment 271 of spent nuclear fuel to GE Morris 
storage facility on 000911 

NAN05HUH, J W Consumers Power Co 60/09/05 Region 5, San 

Francisco, Office of the Director Ip 17062 055 24X 

Fiche- 30-206, 82/11/23, 8302070023 


■ B 302070 1 C 9 Informs that staff advised to attach Increased significance 
to selection of spent fuel shipment routes to avoid 
unnecessary stops & meet new DOT regulations Licensee* 

• ncoura y • d to use stats preferred highways 

BURNETT. R F Division of Safeguards BO/lt/17 SEAMAN, W H 
Southern California Edison Co ip 17062 059 24/ 

Fiche: 30-206, 02/ 1 1 /23„ 030 2070025 


102070 115 Requests that new route be submitted satisfying DPT 
requirements If transport of spent fuel to Morris facility 
resumed 

KCCQRKLE, G W Physical Security Licensing Branch 01/04/21 
SEAMAN, WK Southern California Edison Co lp 17062 07? 24X 

F i< h e 90-206 , 82/11/23, 0302070025 


J Insurance U indemnity information 


8302180329 Forwards Endorsements 91-93 J, 36 to NELIA Policies NF-146 & 
M3-2B2 j respectively, Endorsement* 00-82 to MAELU Policy 
HF— 38, Endorsement 0 to NELIA Binders EB-IO & E8-81 
& MAELU Binder XB-81 b Certificates N-B7 J, M-07 
R0CCQ , J Southern California Edison Co 03/02/14 DINITZ. I 
Antitrust It Economic analysis Branch (Utility Finance) 38pp 
17213 266 24X Fiche S0-206, 83/02/ J 4, 03021 00329 


P Operating license stage documents !c correspondence 


8302020353 FOIA request for Sandia Natl Lab rept detailing potential 
results of serious accident* at nuclear power plants b Info 
re editing evacuation plan* b other contingency safety 
measures at facilities 

POLLOCK. D. , HAYS, 9 Affiliation Unknown 82/11/00 Division gf 
Rules and Records 2pp 16996 024 24X Fiche 50-206,02/11/00, 

0302020353 


0302020399 Responds to FOIA request for Sandia Natl Lab rept detailing 
results of accidents at nuclear power plants 6 info re 
evacuation plans at facilities Forwards Documents 263 
listed in App A App B documents available in LPDR 

FELTON. J M Division of Rules and Records 82/12/06 POLLOCK. I> . 
HAYS, S Affiliation Unknown 3pp 16996 026 24X 

Fiche 50-206,82/12/06,8302020399 
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0302000100 Add! response to FQlA request for records re 
generators 4 steam turbines Forwards documents listed 
Category A of App E Category B documents available in 
FELTON, J K Division of Rules and Records 82/12/17 
Winthrop, Stimson, Putnam &• Roberts 5pp 17105 069 
Fiche 50-000,82/12/17,8302080100 


steam 

under 

PDR 

LONG i D J 
24X 


6302070612 Forwards final SER of SEP Topic VI -7 A 3, "ECCS Actuation 
Sy*i" based on 811110 technical evaluation & 830120 ltr 
Current licensing criteria for testing electrical portions 
of ECCS net 

PAULSON, W A Operating Reactors Branch 3. 03/02/01 DTETCHi R 

Southern California Edison Co 4pp 17034 267 24X 

F i c h e 50-206, 03/02/0 1 , 83020706 1 2 


— 0302080127 Forwards request for addl info re steam generator tube 
integrity Questions specifically address tubes In U-bend 
region 

EISENHUT, D 0 Division of Operating Reactors 76/12/14 

OOLLER. K R Assistant Director for Operating Reactor Projects (Pro 

791030) 6 p p 17105 145 24X Fiche 50-000,02/12/17,8302080100 


8302070615 Forward* final evaluation of SEP Topic III-4.B, "Turbine 
Missiles," reflecting 030120 info Evaluation will be basic 
input to, integrated safety assessment for facility 
PAULSON, W A Operating Reactors Branch 5 03/02/01 DIETCHiR 

Southern California Edison Co 6pp 17035 046 24X 

F i ch o 50-206, 63/02/01 , 0302070615 


B302170019 Forwards documentation supporting justification for 
continued operation of operating reactors in response to 
question* raised at 030106 meeting re environ qualification 
of electrical equipment 

EISENHUT, D 0 Division of Licensing 83/01/10 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp 17196 091 24X 

Fiche 30-000,83/01/18,8302170019 


8302060015 Forwards draft, "Summary of San Onofre Unit 1 Safety 
Injection Piping Analysis," per SEP Topic I 1 1-6, “Seismic 
Design Considerations " Review & comment* requested within 
43 day9 of ltr receipt 

CRUTCH* IELD, D Operating Reactors Branch 3 63/02/01 DIETCH, R 

Southern California Edison Co 2pp 17058 201 24X 

Fiche 50-206, 83/02/01,8302080015. 


— B30P170 129 Forwards tabulation of Group 2 t 3 plant* showing dates by 
which technical evaluation repts are expected to be 
completed Request* justification for continued operation of 
each group by 821006 & 1 5, re * pec t i ve 1 y 

EISENHUT, D 0 Division of Licensing 82/09/24 MIRAGLIA, F 
Assistant Director for Safety Assessment 4pp 17196 263 24X 

Fiche 30-000,83/01/18,8302170019 


0302020357 Forwards marked-up draft safety evaluation re SEP Topic 
lll-l, "Quality Group Class if ication of Components Jt Sys“ t, 

Topic 1 1 1 -7 B, “Design Codes, Design Criteria & Load 
Combinations " 

KRIEGER.R If Sou th ern Ca 1 i forn ia Ed i son Co 83/01/26 
CRUTCHFIELD, D Operating Reactors Branch 5 5lpp 16994 116 24X 

Fiche 50-206,83/01/26,0302020357 


6302010652 Notification of 830217 meeting w/util In Bethesda, HD to 
discuss resolution of issues r* seismic re-evaluation of 
unit (SEP Topic 1 1 1-6 1 

PAULSON, W A Operating Reactor* Branch 5 83/01/31 CRUTCHFIELD, D 

Operating Reactors Branch 5 3pp 16960 051 24X 

Fiche 50-206,03/01/31,0302010652 


030-2020142 Forwards 38 ovorsije P&IDs, in response to NRC request 
for info to be used in performance of limited scope PRA on 
facility Aperture cards are available in PDR 
KRIEGER.R W Southern California Edison Co 03/01/31 
iPAULSON, W A , MCKENNA, E NRC - No Detailed Affiliation Given lp 
16994 336 24/ Fiche 30-206,83/01/31,8302020142 


B3-02020241 Informs that revised assessment for SEP Topic 1 1 —4 F ?< 
revised 820817 rept re backfill conditions being prepared 
in response to B21201 request for addl info Submittal 
expected by 830210 

KRIEGER, R W Southern California Edison Co, 03/01/31 

CRUTCHF IELD, D Operating Reactor* Branch 5 lp 16994 333 24X 

Fiche 50-206, 83/01/31,8302020241 


0302180233 Forwards draft evaluation of SEP Hydrology Topics 11-3 A, 
11-3 B< II-3 B 1 6 1 1-3 C, "Hydrological Considerations 
(SEP, II-3A, 0, B, 1, C ) , San Onofre Nuclear Generating Station 
Unit 1," technical evaluation rept end 

PAULSON, W Operating Reactors Branch 5 03/01/31 DIETCH, R 

Southern California Edison Co 39pp 17213 020 24X 

Fiche 50-206,83/01/31,8302100233 


— 0209160339 "Hydrological Considerations (SEP, I I-3A, B, B 1,0. San Onofre 
Nuclear Generating Station Unit 1, " technical evaluation 
rept 

SCHERRER, J Franklin Institute/Franklin Research Center 
NRC- 03-79-1 18 TER-C3237-423 82/09/14 STALEY, G NRC - No 

Detailed Affiliation Given 60pp 17215:039 24X 

Fiche 50-206, 83/01/31 , 8302180233 


B302070429 Forwards evaluation of SEP Topic I 11-2 re wind fc tornado 
loadings Portion* of most structures unable to withstand 
postulated design basis tornado load of 230 mph wind & 1 5 
psi pressure drop Response requested within 30 days 
PAULSON, W Operating Reactors Branch 5 03/02/01 DTETCHr R 

Southern California Edison Co 13pp. 17061 105 24X 

Fiche 30-206,83/02/01,8302070429 


— 0209080333 "Wind & Tornado Loadings (SEP II 1-2), H technical evaluation 
rept 

AOARWAL, R Franklin Institute/Frankl in Research Center 
NRC-03-79-1 18 TER-C52S7-404 02/09/03 PERSINKO, D. NRC - No 

Detailed Affiliation Given S7pp 17061 ilB 24X 
Fiche 30-206,83/02/01,8302070429 


— 030^080019 Draft “Summary of San Onofre Unit 1 Safety Injection Piping 
Analysis " 

BUSCH, 3 L EGtiG, Inc 03/01/20 f«C - No Detailed Affiliation 
Given 52pp 17059 203 24X Fiche 50-206,03/02/01,0302080013. 


8302090305 Notifies that util Comment 4 re intermediate-range nuclear 
instrumentation in 030120 ltr re SEP Topic VII-1 A should 
be disregarded 

KRIEGER.R N Southern California Edison Co B3/02/07 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp 17070 241 24X 

Fiche* 30-206, B3/02/07, 0302090303 


8302180466 Forwards summary of 36 SEP topic* u/unresolved difference* 
Proposed corrective actions & basis for actions should be 
submitted within 90 days of receipt of ltr 

CRUTCHFIELD, D Operating Reactors Branch 5 03/02/07 DIETCH, R 

Southern California Edison Co 43pp 17213 194 24X 

Fiche 50-206, 83/02/07, 0302100466 


0302000293 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for DL & holders of CP for C-E PWRs re review of 
C-E Quners 0, oup emergency procedures guideline program 8vc 
list one! 

EISENHUT, D 0 Division of Licensing 03/02/08 Consolidated 
Edison Co of Neu York, Inc llpp, 17290 247 24X 

Fiche 90-000,03/02/00,8302000293 


9302060304 Generic Ltr 83-11 to all operating reactor licensees re 
licensee qualification for performing safety analysii In 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list unci 
EISENHUT, D 0 Division of Licensing 83/02/00 Consolidated 
Edison Co of New York, Inc 9pp 17234 234 24X 

Fit ha 50-000, 03/02/08, 0302080304 


9302090085 Generic Ltr 03-iOD to all licensees u/Westinghouse designed 
NESS (except Yankee Atomic Electric Co) re resolution of 
TMI Action Item II K 3 5, “Automatic Trip of Reactor Coolant 
Punpi- '■ Svc list one 1 

EISENHUT, D 0 Division of Licensing 03/02/08 Southern 
California Edison Co 3ipp 17290 262 24X Fiche 30-000,03/02/08, 

0302090083 


9302150104 Advises that submittal of proposed Tech Spec* to mpport 
760421 request for exemption from 10CFR5Q, App J,re 
containment leakage testing, will be delayed until 030415, in 
response to NRC 820803 ltr 

KR lEGER, R N Southern California Edison Co 83/02/10 
CRUTCHFIELD, D Operating Reactors Branch 3 Ip 17147 222, 24X 

Fiche 50-206, 03/02/10,8302150104 


8302150227 Advise* that plans % schedule for qualification of 
replacement of saf ety-related equipment will be submitted by 
B30520, per 821130 SER 

BASKIN, K P Southern California Edison Co 03/02/10 
CRUTCHFIELD, D, Operating Reactors Branch 5 2pp, 17149 269 24X 

Fiche 50-206,03/02/10,0302150227 


0302(50332 Notifies that resources necessary to reply to Generic Ltr* 
02-28 6 82-33, requesting identi f icafcion of design for 
reactor coolant Inventory tys & schedule for completion of 
requirements for emergency response capabi 1 ity, unaval table, 

BASKIN, K P Southern California Edison Co 03/02/10 EISENHUT, D.G 
Division of Licensing 2pp 17157 233 24X Fiche. S0-206, 83/03/10, 

83021 30332 
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9302220119 Notification of contract ex * c uti or . Hod 3 to "Follfltjon to 
Simulation of Earthquake Ground Motions for San Onofre 
Nuclear Generating Station " Contractor St Louis Univ 
LITTLE# M Administrative Contracts Branch FIN a-6890 83/02/10 

VOLLHER.ft H Division of Engineering JACKSDN# R MC - No Detailed 
Affiliation Given Lp 17234 21 6 24X Fiche 50-206.93/02/10# 

9302220119 


‘—9302220123 Mod 3,#xtending period of performance tig 1 yr & adding 
requ irement for monthly business ltr r«pt#to "Foilowon to 
Simulation of Earthquake Ground Motions far San Gnofre 
Nuclear Generating Station " 

HERRMANN# ft St Lout* Univ REBELLO# J E Division of Contracts 

FIN B-6998 63/02/ IG 3pp 17234 217 24X Fiche 50-206, 

83/02/10,63022201 IB 


—0302160460 Submits notes taken at Region V 921014 mgt meeting re 
EL Kent allegations Considered actions listed Reporters 
raised questions re allegations Related info end 

SHACKLETON# 0 C Region 5, Office of Director 92/10/14 Region 

3. Office of Director 23pp 17173 19? 24X 

Fiche 50-206# 83/01/12# 8302160437 


0302040505 Partial response to FOIA request for documents re special 
insp rept Documents listed on end app available in PDR in 
folders "FOIA-02-520 Carpenter " Search for addl documents 
in progress 

FELTON# J M Division of Rules and Records 83/01/13 GARDE# B 
Government Accountability Project 3pp 17042 259 24X 

Fiche 50-206.83/01/13.8302040303 


8302230400 Forwards final technical evaluation rept of SEP Topic 
VII-1 A. “Isolation af Reactor Protection Sy* From 
Mon-Safety Sy s# Inc 1 vd irtg Dual i f i Cat! on of Isolation 
Devises " Present isolation schemes need justification 
PAULSON.WA Operating fleactors Branch 5 83/02/10 DIETCH# ft 

Southern California Edison Co ISpp 17247 251 24/ 

Fiche 5(F-206 # 93/02/ 1 0. 03 0 2230400 


0302160374 Forwards 27 oversite electrical I# one line diagrams, in 
response to NRC request for info to be used in performing 
limited scope FRA on lac 1 1 lty. Aperture cards 
are available in PDR 

KRIEOER.ft W Southern California Edison Co 93/02/11 PAULSON# W . 
MCKENNA. E NRC - No Detailed Affiliation Given Ip 17163 192 
24X Fiche 30-206.03/02/il, 9302160374 


82 12060358 IE Info Notice 83-01# "Ray Miller# Inc " 8vc list end 
JORDAN# E L Division of Emergency Preparedness 6 Engineering 
Response CPost 830103) 83/01/26 Consolidated Edison Co, of New 

York. Inc HQpp 17023 160 24X Fiche 50-000# 83/01/26# 821 206035D 


8212060360 IE info Notice 83-02, "Limi torque H08C. HI DC# HSBC 6 H3BC 
Gearheads u 0vc list end 

JORDAN# E L Division of Emergency Preparedness 4# Engineering 
Response CPo* t 830103) 83/01/20 Consolidated Edison Co of New 

Yoi k. Inc J09pp 17144 001 24X F t c he 50-000, 03/01 /28# 021 2060360 


8212060361 IE Jnfa Notice 03-03# “Calibr of Liquid Level Instruments 11 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co of New 

York, Inc JlOpp 17074 095 24X Fiche 50-000# 83/01 /2B. 821 2060361 


8302240309 Notification of 930224 meeting w/irtU I* AE i n Bethesda.MD 
to discuss license* structural upgrade proposal 
WANOE.A B Systematic Evaluation Program Branch B3/02/13 
RUSSELL# W T Systematic Evaluation Program Branch. Ip 172B4 352 
24X Fiche 50-206# 83/02/1 5# 93022 40308 


9302180419 Submit* update of schedule for putt**TWI requ i r eme-nts for 
Items I A 3# I C 1# IT B 2# U B 3,11 D 1. II £ 1 2. II f. 1, 

II H 3 30# II K 3 31.III A 2 L III D 3 4,p ir request 
BASKIN# K P South*™ California Edison Co 83/02/16 
CRUTCHFIELD, D Operating Reactors Branch 5 4 PP 17214 288 24X 

Fiche 30-206. 93/02/16# 830210041 9 


9302230250 Submits comments on NRC B20201 SER far SEP Topic XV- 5# "Loss 
of Normal Feedwater Flow " Auxiliary feedwater sys 
automat ica lly initiated on low steam generator level 
KR!EGER#R U Southern California Edison Co 33/02/23 
CRUTCHFIELD# D Operating Praetor* Drench 5 Ip 17292 285 24X 

Fiche 50-206# 83/02/23. 8302250230 


8 Inspection reports# IE Bulletins 6 correspondence 


0302070278 Addl response to FOIA request for documents r* EE Kent 
allegations concerning facilities 

FELTON. J M Division of Rule* and Record* 82/J2/13 CARPENTER# T 
Orange County Alliance for Survival Ip 17060 OCU 24X 
Fiche 50-206# 02/12/13.0302070278 


— 8302070296 Confirms discussion* re request 
conerning allegations by EE Kent EE Kent 
CREWS, J L Region 5# Office of Director 
Division of Licensing Bpp 17060 24? 
Fiche. 50-206. 82/12/13. 8302070279 


for technical assistance 
statement end 

02/10/2? EISENHUT.D G 
24 X 


8302150002 Forwards IE Safeguards Insp Rept 50-206/83-02 on 030110-14 
No noncompl iance noted Major area inspected physical 
protection program against radiological sabotage & theft of 
SNM Rept withheld (rer 10CFR2 790 6 73 21) 

NORDEpHAUG# L R Division of Radiological Safety ?« Safeguards 
Program 63/02/03 PAPAY, L T Southern California Edison Co 2pp 
17155 233 24X Fiche 50-206.03/02/03,8302130002 


8302150J12 Ack receipt of 030128 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-206/82-36 Util 
submittal describing reassessment results & planned actions 
re operational radiation monitoring *ys expected by 030501 
BODK# H £ Division of Radiological Safety & Safeguards Program 
83/02/04 PAPAY# L T Southern California Edison Co Ip 
17146 144 24 X Fiche 50-206,03/02/04,0302150112 


—8302150120 Responds 4 'o NRC 021229 ltr re violations noted in IE Insp 
Rept 50-206/02-36 Corrective actions seven stack gas 8# 
particulate monitors calibr Current status of specific items 
requested in NRC 821229 ltr discussed 
PAPAY, L T Southern California Edison Co 03/01/20 
ENGELKENi R H Region 5. Office of Director 4pp 17146 145 24X 

Fiche 50-206,83/02/04,0302150112 


83022-30365 Forwards IE Insp Rept* 30-206/83-03,50-361/03-04 & 
50-362/B3-05 on 030117-21 it notice of violation 

BOOK# H E Division or Radiological Safety 6 Safeguards Program 
03/02/04 PAPAY# L T Southern California Edison Co 2pp 
17246 292 24X Fiche 50-206, 03/02/04 , 8302230365 


— 0302230371 Notice of violation from insp on 030117-21 

WEN5LAWSKI. F A Division of Radiological Safety & Safeguards 
Program 83/02/04 Ip 17246 294 24X Fiche 50-206,83/02/04# 

830223036 3 


9302040499 FOIA request for document* re special insp rep-t 

GARDE# 5 Government Accountability Project 92/12/14 Office of 
Administration- 2pj» 17042 262 24X Fiche 50-206,82/12/14# 

8302040499 


9302150366 Forwards IE Insp Repts 50-206/82-34,50-361/02-44 L 
30-362/02-26 on 8211 16- 121 6 No noncooi p 1 ianc e noted 
BISHOP#? W Division of Reside n t. Rea c tor Project fc Engineering 
Program* 83/01/12 PAPAY. L T Southern California Edison Co 
2 pp 17157,210 24X Fiche 50-206.83/01/12.8302130366 


— 8302150373 IE Insp Rept* 50-206/92-34. S 0-3 6 1/82-44 4 50-362/02-28 on 
82U16-I2I7 No noncompliance noted Major areas inspected GA 
program It station organisation 4 administration# 
qua 1 i fi catl on of personnel It calibr of i n s trumenta t i or* 

STEWART. J P. . KIRSCW, 0 F. Division of Resident, R*ac tor Project U 
Engineering Programs 83/01/1 0 9pp 17157 212 24X 

FI C b » 50-206. 93/01/12# 03021 50346 


1160457 Addl response to FOIA request for documents re EE Kent 
negations concerning fee i titi es, Forwards documents listed 
i App* A It B Da cum (tits partially withheld (ref FOIA 
[caption* 5# 6 & 7) Tapes available in PDR 

XTOM.JM Division, of Rules and Records 03/OJ/12 CARPENTER# T 
ange County Alliance for Survival 4pp 17175.194 24X 

1 c h e 50-206, 93/01 / 1 2 . 6302 1 60 437 


— 0302230378 IE Insp Repts 50-206/83-03.50-361/03-04 8< 50-362/03-05 Dn 
0301 1 7-21 Noncamp 1 lance noted failure to submit 30-day 
special rept !< one unresolved item involving meeting 
acceptance criteria of Reg Guide 4 13 

Yt/HAS.G P # WENSLAWSK I . F A , BOOK, H E Division of Radiological 
Safety 4 Safeguard* Program 83/02/03 9pp 17246 293 24X 

Fiche 50-206. 83/02/04# 0302230365 


0212060363 IE Info Notice 83-04# “Failure of Elma Power Supply Units " 
Svc list end 

JORDAN, £ L Division of Emergency Preparedness {< Engineering 
Respond <Po*t B30I03) 83/02/18 Consolidated Edison Co of New 

York# Inc UOpp 17 347 191 24X Fiche 50-000.03/02/19,0212060363 


0212060365 IE Info Notice 33-05# “Obtaining Approval for Disposing of 
Very Low Level Radwaste - 10CFR20 302 11 Svc list end 
JORDAN# E L Division of Emergency Preparedness & Engineering 
Heiponse (Post 830103) 83/02/24 Consolidated Edison Co of Haw 

York# Inc lltpp 1734 7 058 24X Fiche 50-000# 83/02/24# 821 2060363 


0212060366 IE Info Notice 83-06, “Nonidentica I Replacement Parts " 

Svc list end 

JORDAN.E L Division af Emergency Preparedness It Engineering 
R eipon a b (Post 030103) 03/02/24 Consolidated Edison Co of New 

York# Inc H2pp 17361 148 24X Fiche 50-000# 83/02/ 24 * 9212060366 
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T Hearing transcripts on n on-ao t i trus t matters 


8302070278 Add! response to FOIA revest for documents re EE Kent 
allegations concerning facilities 

FELTON. J K Division of Rules and Records 32/12/13 CARPENTER. T 
Orange County Alliance for Survival lp 17060 001 24X 

Fiche 50-362, 92/12/13. 3302070279 


— 830^070235 Draft transcript of EE Kent taped 021015 interview in Dana 
Point, CA of allegations re weld const quality at facilities 
Pp J-257 Related into end 

SHACKLETGN. 0 C . JCSUKOFF, P V , KIRSCH. D F Director's Office. 
Office of Inspection and Enforcement 82/10/15 243pp 

17060 006 24 X Fichu 50-206.02/12/13,0302070278 


V Operator Examinations 


0301310203 Generic Ltr 03-06 to all power reactor 1 icensoes, app 1 icants 
for CLs.NSS vendor s, reac tor vendors L AE re certificates 
■!c revised format for reactor operator & senior reactor 
o-peiator licenses 8vc list end 

EISENHUT.D 0 Division of Licensing 33/01/31 Consolidated 

Edison Co of New York. Inc I4pp 17347 177 24X 

Ficho 50-000,83/01/31.8301310203 


D0CKE1 SO— 213 KADDAM NECK PLANT 


F Security, medical, emergency t> fire protection plans 


□301 190078 Forward s revised reporting procedure of security events 
Procedure withheld (ref 10CFR73 21) 

C0UN31L.W0 Connecticut Yankee Atomic Power Co COUNSlL.W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

CGUNSIL . U G Northeast Utilities 83/01/07 MCCORKLE, 0 Licensing 
Management Branch 3pp 16846 303 24X Fiche 50-000.83/01/07. 

030 11 90 070 


- — 0301190084 Requests review & comment on enc 1 "NRC Notification of 
Serious Physical Security Events Procedure " Procedure 
withheld (ref 10CFR73 21) 

GRAVfcS.R H Connecticut Yankee Atomic Power Co 81/11/10 

JOYNER. J H Division of Engineering & Technical Inspection Ip 

16046 306 24 X Fiche 50-21 3. 03/01 /07> 830 i 190078 


8302030345 Discusses filing of copies of changes to emergency plans 6 
procedures Util requested to continue submitting three 
copies to Region I or two copies to Region I w/one copy 
directly submitted to resident inspector 

MARTIN. T T Division Of Engineering & Technical Programs 83/01/24 
COUNSIL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 17006 108 24X Fiche 50-000, 83/01 /24, 0302030345 


0302010081 Releases public version of revised title pages to Emergency 
Plans 

FELTON, J M Division of Rules and Records 83/01/26 Document 
Management Branch lp 16990 233 24X Fi che 50-000, 03/01/26. 

33020100-31 


--830^010084 Forwards public version of revised title pages to Millstone 
K Harfdam Neck Nuclear Power Plant Emergency P 1 am. i itc luding 
correction to site plan Figure 7-ic re lines of 
communication between emergency response ctrs 

ST PfERRE.M Northeast Utilities 83/01/13 DAILEY, I NRC - No 
Detailed Affiliation Qiven lp 16990 234 24X 

Fiche SO 000.83/01/26.0302010001 


— 8302010091 Public version of revised title page to Millstone Nuclear 
Plant Emergency Plan 

•* Northeast Nuclear Energy Co (subs of Northeast Utilities) 
83/01/13 ip 16990 235 24X Fiche 50-000. 03/01 /26, 03020 10081 


— 0302010097 Public version of revised title page to Haddam Neck Nuclear 
Plant Emergency Plan ?« correction to site plan Figure 7-lc 
re lines of communication between emergency response ctr* 

* Connecticut Yankee Atomic Power Co 03/01/13 4pp 16990 236 
24 < Fiche, 50-000,83/01/26,0302010001 


0302030033 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 83/01/31 Document 
Management Branch lp 17027 004 24X Fiche 50-000,83/01/31. 

8302030033 


—0302030043 Forwards public version of revised emergency plan 
imp lamenting procedures, inc lud ing Procedures EPIP 4I0J re 
unusual e\ent actions, EPIP 4102 re alert & EPIP 4103 re 
site area emergency 

C0UN9IL, U Q Connecticut Yankee Atomic Power Co C0UNSIL, U 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 
C0UN3IL.W0 Northeast Utilities 03/01/07 EISENMUT, D 0 
Division of Licensing 2pp 17027 005 24X Fiche 50-000, 

03/01/31, 8302030033 


— 83020300^2 Public version of revised emergency plan implementing 
p rocedures, inc luding Procedures EPIP 4101 re unusual event 
actions, EPIP 4102 re alert & EPIP 4103 re site area 
emerg enc y 

a Connecticut Yankee Atomic Power Co * Northeast Nuclear Energy 
Co (subs of Northeast Utilities) » Northeast Utilities 
82/12/19 6S3pp 17027 007 24 X Fiche 50-000,83/01/31. 

0302030033 


0302070966 Lists objectives of fire protection program PRA to quantify 
overall frequency of failure to achieve safe shutdown as 
result af fire at facilities 

COUWSJL, WO Northeast Utilities C0UN9IL, W 0 Connecticut Yankee 
Atomic Power Co COUNCIL, N 0 Northeast Nuclear Energy Co (subs 
of Northeast Utilities) 83/01/31 EISENMUT, D G Division of 
Licensing 2pp 17034 202 24X Fiche 50-000, 83/01/31 . 0302070566 


0302090304 Forwards add! Info re control board fire analysis in support 
of i/til request for exemption from 10CFR50, App R 
roqo-i remervts 

COUNSIL.U 0 Connecticut Yankee Atomic Power Co 03/01/31 
EISENHUT, D O Division of Licensing 33pp 17070 110 24X 

Fiche 30-213,03/01/31,8302090304 


830121 0340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL & holders of CPs re regional workshop 
concerning Suppl 1 , NURFO-0737, "Requirements for Emergency 
Response Capability * Svc list end 

EISENMUT . 0 G Di vi s i on of Lie ens Ing 83/02/01 Consolidated 

Edison Co of New York, Inc Itpp 17221 226 24X 

Fiche 50-000,03/02/01,8301210340 


0302070198 Forwards Rev 9 to modified amended security plan Rev 
withheld (ref 10CFR2 790 h 73 21(b)) 

COUNSIL, W G Connecticut Yankee Atomic Power Co 83/02/03. 

CRUTCHFIELD, D Operating Reactors Branch 5 Ip 17031 308 24X 

Fiche 50-213,03/02/03.0302070190 


0302230410 Forwards IE Insp Rept 30-213/02-22 on 021206-030102 No 
noncomp 1 ia nc e noted 

STAROSTECKl , R Division of Project 6 Resident Programs 03/02/07 
CCUMSrLrCJ 0 Connecticut Yankee Atomic Power Co 2pp 17243 323 
24/ Fiche 50-213,83/02/07,0302230410 


—8302230418 IE Insp Rept 50-213/02-22 on 021206-030102 No 

noncompliance noted Major areas inspected periodic 6 special 
repts, opera ting records, surve i Hance activi ties, physical 
security S' radioactive waste sys controls 

ftEBELQWBftl, T , DRIGOS, L , EL0ASSER, T C Division of Project & 
Resident Programs 03/02/02 15pp 17245 325 24X 

Fiche 30-2 1 3,03/02/07,0302230410 


0302160224 Recommends NRC prepare status rept of NRC contractor studies 
rs radioactive iodine source terms 6 issue of potassium 
iodine Rept would help resolve issue for state 5< local 
emergency preparedness personnel 

COUNSIL , U 0 Connecticut Yankee Atomic Power Co C0UN8IL.W G 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL, WO Northeast Utilities 03/02/06 EISENHUT, D 0 
Division of Licensing 2pp 17166 292 24X Fiche 50-000, 03/02/08, 

8302160224 


J Insurance indemnity information 


0302020094 Forwards Endorsements 73 k 65 to NELIA Policy NF-13 & 
MAEIU Policy MF-39, respectively 

SINISI. J M Marsh & McLennan, Inc , K it M Nuclear Consultants, Inc 
DIv 03/01/25 SALTZMAN, J D Assistant Director for State «< 
Licensee Relations 3pp 17004 333 24X Fiche 50-213,83/01/25. 

8302020054 


P Operating license stage documents 6 correspondence 


8302010301 Forwards addl reporting criteria for unplanned liquid 
radioactive releases New criteria cover specific types of 
potential liquid releases not presently covered Response 
requested by 830403 

COUNSIL, If Q- Connecticut Yanks* Atomic Power Co COUN83L.W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL, W G Northeast Utilities 03/01/21 HAYNES, R C, Region I, 
Office of Director 7pp 16973 092 24X Fi che‘ 50-000, 03/01 /2t» 

03020 10301 
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B 302040279 forwards response -Id NHC S£R re jnviron qua 1 i f ic-ation of 
s j t *ty-r s \ 6 fee d electrical equipment Imp I smenta t ton guide 
should be provided for review or NRC should explain why 
document will not be provided 

COUNSIL, W 0 Connecticut Yankee Atomic Power Co 93/01/21 
CRUTCHFIELD, D Operating Reactors Branch 5 20Spp 17019 109 24X 

Fiche 50-213, 83/01/21,3302040278 


9302040224. Forward* Amends 99, 51 & BO to License* DFfl-21 . DPR-6 1 fe 
DPR-65 j rupee ti vely 6 notice of issuance & availability 
Amends reflect organ! xatlanal changes Hadden fleck amend also 
approvn change to upper Tange intake water temp sensor 
CRUTCHFIELD, D Operating Reactors Branch 5 83/01/26 COUNSIL, WQ 

Connecticut Yankee Atomic Power Co Spp 17020 115 24X 

Fiche 3 0-000* 93/01/24. 9302 040224 


* — 9302040231 Amends 88,31 & 0O to License* DPa-21. DPR-61 1* DPR-65, 
respectively, revising App B Tech Spec re organizational 
changes & changing upper range intake uater temp sensor for 
Had dam Heck 

CRUTCHFIELD. D Operating Reactor* Branch 5 93/01/26 23pp 

17020 t20 24X Fiche 50-000,63/01/26,0302040226 


--8302040240 Notice of issuance 8, availability of Amend* 09,31 L BO to 
Licenses DPR-21 , DPR-61 tc DPR-65, respectively 

CRUTCHFIELD, D Operating Reactor* Branch 5 93/01/26 2pp 

17020 143 S4X Fiche 50-000.83/01/26,9302040226 


9302040233 Clarifies position stated in 920401 ltr re NURE0-0737, Item 
r C 6, "Procedure to Verify Correct Performance of Operating 
Activities * Efforts underway to formalize procedure 
addressing second verification checklist for component* 

COUNSIL. W 0 Connecticut Yankee Atomic Power Co 93/01/27 

CRUTCHFIELD, 0 Operating Reactors Branch 5 2pp 17020 060 24X 

Fiche 50-2 13, 93/0 1 / 27. 830204029 3 


93020/0264 Forward* “Risk Based C ategOT i *at i o n of Haddam Heck SEP 
Istuet " 

JOHNSON, B W Science Applications. Inc 93/01/29 BAJUA, S WRC - 
Mo Detailed Affiliation Given lp 17032 001. 24X 

Fiche 50-213,83/01/20,030207024 4 


— 8302070269 “Risk Based Ca tegor t ra t ion of Haddam Neck SEP Issue* ” 
AMICO. P , ATEFI.B , CHOl.M Science App 1 i cat 1 on*. Inc 
NRC-03-92-096 9 A I -93- 1 26- HA 93/01/29 NftC - Wo Detailed 

Affiliation Given I42pp 17032 002 24X Fiche 50-213,93/01/28, 

9302070264 


9302070384 Forward* response to NRC request for documentation of four 
open Items r* SEP Topic II 1-6, "Seismic Design 
Consideration* M Final responses on structural analysis 
currently scheduled for submittal on or about 930207 
CCXJNSIL.WO Connecticut Yankee Atomic Power Co 93/01/29 

CRUTCHFIELD, D Operating Reactors Branch 5 2pp 17030 039 24X 

FiChi 50-213, 83/01 /20, 830207038 4 


9302040200 Forwards request for atfdl info re NURE0-O737, Item II K 3 23 
concerning power to pump seals Response requested within 60 
day* 

CRUTCHFIELD, D Operating Reactor* Branch 5 03/02/01 COUNSIL, W G 

Connecticut Yankee Atomic Power Co 3pp 17021 331- 24X 

Fiche 3 0-21 3, 93/02 /0 1 » 930 204020 0 


0302100234 Forwards "Degraded Grid Protection for Class IE Power 9ys* ■* 
covering operator actions during degraded grid under non- 
LOCA condit i on*, per NRC 02070? ltr 

COUNSIL, U O. Connecticut Yankee Atomic Pouer Co 83/02/03 

CRUTCHF IELD, D Operating Reactors Branch 5 lp 17114 100 24X 

Fiche 50-213, 03/02/03, 9302100234 


*0302100236 'Degraded Grid Protection for Class IE Power Sy* M 

GRACIE, R L Connecticut Yankee Atomic Power Co 82/12/21 5pp 
17114 10? 24X Fiche 50-213.83/02/03,8302100234 


03O2QBO295 Generic Ltr 83-09 to all operating reactor licensee*, 
applicants for QL h holders of CP for C-E PWRs re review of 
C-E Ojners Group emergency procedures guideline program 9vc 
list end 

E [SEN HUT, D G Division of Licensing 83/02/08 Consolidated 

Edison Co of New York, Inc llpp 17290 247 24X 

Fiche 50-000, 83/02/0B, 8302080295 


B3O2O8O304 Generic Ltr 83-11 to all operating reactor licensee* re 
licensee qual i fication for performing safety analysis In 
support of licensing action* Ability to use code must be 
demonstrated by vehdor or licensee Svc list end 

EISENHUT, D Q Division of Licensing 83/02/08 Consolidated 
Edison Co of New York, Tnc 9pp 17234 234 24X 

Fiche 50-000, 83/02/OB, 8302000304 


8302090085 Generic Ltr 03-tOD to all licensees w/West inghouse designed 
NS59 (except Yankee Atomic Electric Co) re resolution of 
TNI Action Item II K 3 5, "Automatic Trip of Reactor Coolant 
Pumps “ Svc list end 

EISENHUT. D 0 Division of Licensing 83/02/08 Southern 

California Edison Co 3lpp 17290 262 24X Fiche 50-000,03/02/09, 

8302090085 


8302150644 Forwards B&.W proprietary info affidavit 6 summary of 830131 
telcon in response to 820126 request re peak linear heat 
generation rate End withheld (ref 10CFR2 790) 

COUVSTL.W 0 Connecticut Yankee Atomic Power Co 83/02/09 

CRUTCHFIELD, D Operating Reactors Branch 5 2pp 17150 342 24X 

Fiche 50-213,63/02/09,8302150644 


8302240326 Application for amend to Liceme DPR-61 , d e I e t ing sec tione 
of ETS to eliminate duplication 

COUNSIL, W O Connecticut Yankee Atomic Power Co 83/02/13 

CRUTChF IELD, 0 Operating Reactors Branch S 3pp 17274 050 24X 

Fiche 50-213, B3/02/ 13, 8302240326 


— 83Q2240329 Proposed change* to ETS, deleting sections to eliminate 
dupi ica 1 1 on 

* Connecticut Yankee Atomic Power Co 83/02/28 I9pp 
17274 053 24X Fiche 50-213 83/02/15,9302240326 


3302240331 Com-nents on extension of SEP from Phase II to Phase III 
Integrated assessment concept should be applied to existing 
backlog of r d qu i renen ts currently being implemented at all 
operating reactors Handouts from 830204 meeting end 
COUNSIL, W 0 Northeast Nuclear Energy Co (sub* of Nortbea* t 
utilities) COUNSIL, W G Northeast Utilities COUNSIL.W G 
Connecticut Yankee Atomic Power Co 83/02/15 ZERBE, J E Office of 
Policy Evaluation* 26pp 17274 018 24X Fiche 50-000,83/02/15, 

030224033 J 


93020^0432 Application to amend License DPR-6 1 , revis f ng Tech Spec 94 
r* lowering of min temp required at given pressure during 
operational leak rate & hydrostatic testing Supporting 
technical data & Class HI amend fee end. 

COUNSIL, W 0 Connecticut Yankee Atomic Power Co 93/02/01- 
CRUTCHFIELD.D Operating Reactors Branch S 5pp 1702? 281 24X 

Fiche 50-213, 83/02/01. 0302070432 


8302280226 Informs that decision to reaffirm or withdraw request far 
hearing on environ qua l i f i cat i o n of saf ety-related 
electrical equipment will be determined within 30-day period 
following 830222 final rule effective date 
COUNSIL, W C i SEARS, C F Northeast Utilities 03/02/22 
EISENMUT, D 0 Division of Licensing 2pp 17304 353 24X 

Fiche 50-00 0103/02/22,9302200226 


— 8302070435 Proposed Tech Spec 3 4 r* lowering of min temp required at 
given pressure during operational leek rate 6 hydrostatic 
testing 

• Connecticut Yankee Atomic Power Co 83/02/01 3pp 17029 206 
24X Fiche. 50-213, 83/02/01, 8302070432 


6302080202 Appl ication far amend tc License DPR-61, eftang log Tech Specs 
to Incorporate lower nin temp required at given pressure 
during operational leak rate testing 4 hydrostatic testing 
COUNSIL, W 0 Connecticut Yankee Atomic Power Co 93/02/01 

CftUTCHFTELD^D Operating Reactors Branch 5 3pp 170SQ iO? 24X 

Fiche: 50-213, 83/02/01 , 8302080202 


— 8302030209 Proposed revised Tech Spec 3 4 re min temp required at given 
pressure during operational leak rate testing 4 hydrostatic 
testing 

• Connecticut Yankee Atomic Power Co 83/02/01 5pp 17050 il2 
24X Fiche 50-213,83/02/01,8302090202 


8 Inspection reports, IE Bulletins L correspondence 


B302010565 Forward* Class III exemption fee omitted from util 820903 
ltr re request for relief from ASHE Code requirements far 
reactor coolant pump visual U volumetric insp of welds 6 
internal surface* 

COUNSIL, W 0 , CAONETTA, J P Connecticut Yankee Atomic Power Co 
03/01/19 DIGGS, R M License Fee Management Branch 2pp 
16977 095 24X Fiche 50-213, B3/01/ 1 9, 8302010565 


8302160014 Summary of 830120 meeting w/utils, Bechte 1, Frank lin Research 
Ctr.uaa 6 Computach Engineering Bvcs re IE Bulletin 80-11, 

"Masonry Wall Dsstgn " AddI testing not warranted 

TRAMMElL, C M operating Reactors Branch 3 83/01/25 Dperatino 

Reactor* Branch 3 23pp 17171 227 24X Fiche 50-000,83/01/39, 

830PI600I4 


82I206035B IE Info Notice 83-01, "Ray Miller, Inc " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of New 

York, Inc 1 10pp 17023 160 24X Fiche 50-000,83/01/26.8212060358 
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8302010651 Forwards SALP Repts for Sept 1991 - Aug 1902 Performance 
exhibits high level of mgt attention & involvement Ample 
resources appear to be effectively used 

HAYNES, R C Region 1, Office of Director 03/01/27 CaUN8IL,W.G 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
J6? 79 0*55 24X Fiche 50-000,03/01/27,9302010651 


0212060363 IE Info Notice 03-03, "Obtaining Approval for Disposing of 
Very Lou Level Radwaste ~ 10CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co of New 

York, Inc liipp 17347 038 24X Ficha 50-000, 03/02/24, 8212060369 


—8302010662 8ALP rept on 021013 One minor violation identified re 
Inadequate document control of procedures Policies 
adequately stated 6 understood Records complete fe well 
,n*intai ned 

■» Region 1, Office of Director 02/10/13 27pp 16979 049 24X 

Fiche 50-000,03/01/27,0302010631 


8212060366 IE Info Notice 83-06, "Nonidentical Replacement Parts *' 

Svc list end 

JORDAN, E L Division of Emergency Preparedness Sc Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co of New 

York, Inc U2pp 17361 148 24* Fiche 30-000,03/02/24,0212060366 


B Reportable occurrences, LERs & related correspondence 


— 8302010667 0ALP rept on 821013 Troubleshooting & mod to computer ays 
cngoing Rep ts of computer failures decreased since last 
SALP 

* Region 1, Office of Director 92/10/13 28pp 16979 077 24X 

Fiche 50-000,03/01/27,8302010651 


--8302010672 SALP rept on 021007 Geologic excavation & mapping by 
licensee accomplished Const deficiencies thoroughly analyied 
fe promptly reported, 

* Region 1, Office of Director 82/10/07 20pp 16979 107 24X 

Fiche’ 50-000, 03/01/27, 0302010631 


0302070241 PNQ-I-B3-006 an 830127, low specific activity radioactive 
mat 1 errived at Chen-Nuclear burial site in Barnwell, SC 
Violations identified crate contained small quantity of 
water & drum contained 0 75 gallons of water 

* Region 1, Office of Director 83/02/01 lp 17031 296 24X 

Fiche 30-213,03/02/01,0302070241 


03021 301BB Forwards LER 83-002/031-0 

GRAVES, R H Connecticut Yankee Atomic Power Co 03/02/04 
HAYNES, R C Region i, Office of Director lp 17133 226 24X 

Fiche 90-213,03/02/04,8302150188 


— 8302010677 SALP rept on 821020 Mgt attention !< involvement w/nudear 
safety consistently evi dent, 1 icensee resources adequate & 
staff well trained 

a Region 1, Office of Director. 02/10/20 27pp 16979 131 24X 

Fiche 50-000,83/01/27,8302010651 


— 8302010679 Notifies of 821103 meeting to provide forum for candid 
discussions re util performance 

STAROSTECKI, R Division of Project fc Resident Programs 82/10/27 
CGITNS IL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 16979 160 24X Fiche 50-000, 83/01/27, 

8302010651 


— 8302150193 LER 03-OO2/O3L-O. on 0301 1 1 , response to diesel generator 
E-02B annunciator alarm revealed that diesel generator air 
compressor had thrown belt & sustained damage. Caused by 
broken connacting rods between crankshaft t* piston 
QUrNN, M D Connecticut Yankee Atomic Power Co 83/02/04 
Region 1, Office of Director. Ip. 17155 227 24X 

F 1 ch e > 50-213, 03/02/04, 0302150180 


8302200459 Forwards LER 03-OO3/O3L-O 

GRAVES, ft H Connecticut Yankee Atomic Power Co. 83/02/15. 
HAYNEB, R C Region 1, Office of Director lp 17300 022 24X 

Flch • 50-213,03/02/15,8302280459 


— 0302010682 Provides comments on 021103 meeting to ensure mutual 
understand! ng of detailed performance evaluation of utils 
C0UM3IL, W 0 Northeast Nuclear Energy Co (subs, of Northeast 
Utilities) CDUNSILrW 0 Connecticut Yankee Atomic Power Co 
82/11/23 HAYNE8, R C. Region 1, Office of Director, 5pp 
1697-7 162 24X Fiche 50-000,83/01/27,8302010651 


— 0302200467 LER 03-OO3/O3L-O on 830122, while performing surveillance 
test of auxiliary feed pump flow capacityrlA pump flaw 
me-eiured 381 g pm Cause under investigation 

TEST, R 1 Connecticut Yankee Atomic Power Co 03/02/15 Region 
1, Office of Director if 17300 023 24X Fiche 50-2131 03/02/19, 

S3O220O459 


9302100310 Forwards IE Insp Rept 50-213/02-24 on 821213-17 No 
noncorop I iance noted 

MARTIN, T T. Division of Engineering U Technical Programs 03/01/27 
CDUNSILrW. C Connecticut Yankee Atomic Power Co 2pp 17117 063 
24X FiChe 30-213,83/01/27,0302100310 


—B30Z100312 IE Insp Rept 50-213/02-24 on 821213-17 No noncompliance 
noted Major areas Inspacted licensee radiation protection 
program, previous insp f indlng *, qual i f icat Ion 8 < training, 
advance planning & preparation & audits 

MCSRIDEiM H , MOJTAiM J , 8HANBAKY, M Division of Engineering «, 
Technical Programs 83/01/24 5pp 17117 063 24X 

Fiche 50-213,03/01/27,8302100310 


82 fi 206 03 60 IE Info Notice 83-02, "Limi torque HOBC, H1BC, H2BC fc H30C 
Gearheads " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/01/20 Consolidated Edison Co of New 

York, Inc tO?pp 17144 001 24X Fiche 50-000,83/01/28,8212060360 


V Operator Examinations 


0301310203 Generic Ltr 83-06 to all power reactor 1 leans e*s, app licant* 
for OL*,NS0 vendors, reactor vendors it AE re certificates 
it revised format for reactor operator fc senior reactor 
operator licenses. Svc list end 

EISENHUr, DG Division of Licensing 83/01/3i Consolidated 
Edison Co of New York, Inc I4pp 17347 177. 24X 

Ficha: 30-000, 83/01/31,9301310203 


8302200097 Responds to Generic Ltr 03-01 re requests for sit* visits 
for 1 icenslng /certification oxams from Apr 1983 - Dec 1905 
Estimated exam dates tentative 

COUNSILiW 0 , SEARS, C f Connecticut Yankee Atomic Power Co 
C0UN9 IL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
utilities) 03/02/18 EISENHUT, D 0. Di vi s i on of Li etna i ng 5pp 
17309 129 24X Fiche 50-000,03/02/18,0302280097 


0212060361 IE Info Notice 83-03, "Calibr of Liquid Level Instrument* " 
Svc list end 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co of New 

York, Inc UOpp 17074 095. 24X Fiche 30-000,83/01/20,0212060361. 


830223'04IQ Forwards IE Insp Rept 30-213/02-22 on 821206-B30102 No 
noucomp l lance noted 

STAROSTECKI, R Division of Project U Resident Programs 03/02/07 
C DUNS I L < M 0 Connecticut Yankee Atomic Power Co 2pp, 17243,323 
24X Fiche 30-213,83/02/07,0302230410 


DDCKE1 50-219 OYSTER CREEK NUCLEAR POWER PLANT 
F. Security, medical, emergency Sr fire protection plans 


8301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL I holders of CPi ra regional workshop 
concerning Suppl 1, NURE0-0737, "Requirements for Emergency 
Response Capability ’* Svc list end 

EISENHUT, D 0 Division of Licensing 83/02/01 Consolidated 
Edison Co. of New York, Inc. 1 lp p 17221' 226, 24X 
Fiche. 50-000, 03/02/01,0301210340 


— 8302230410 IE Insp Rept 30-213/82-22 on 021 206-030102, No 

none omp 1 iance noted Major areas inspected . period 1c & special 
rep fcs, opera ting records, surve il lane e ac ti vitiee, physical 
security $< radioactive waste sys controls 

REBELOWSKI, T , BRIGGS, L , EL8A8SER, T C, Division of Project k 
Resident Programs 03/02/02. 13pp 17245 325. 24X 

Fiche: 50-21 3, 0^/02/07, 8302230410. 


0212060363 IE Info Notice 03-04, "Failure of Elma Power Supply Units, '* 
Svc lilt end 

JORDAN, E, L. Division of Emergency Preparedness k Engineering 
Response (Post 030103) 03/02/18. Consolidated Edison Co of New 

York* rnc UOpp. 17347 191 24X Fiche 50-000,83/02/18,8212060363 


8302230135 Forwards IE Insp Rspt 50-219/83-01 on 030101-31 No 
noncomp 1 iance noted, 

STAROSTECKI, R, Division of Project & Resident Progrem*. 03/02/09. 
FIEDLER, P. fl General Public Utilities - OPU Service Corp 2pp, 
17243; 294 24X Fiche. 50-219, 83/02/09, 6302230135. 


—8309230142 IE Imp Rept 50-219/83-01 on 830101-31 No noncompUance 
noted Major areas Inspected. p lant operatl ons, plant tours, 
logs * records, physical secur I ty, radiation protection & 
action on previously identified items. 

C OWQ ILL, C , THOMAS, J., TRIPP, L. E. Division of Project * Resident 
Programs 03/02/00 Upp 17243 296. 24X Fiche 30-219, 03/02/09, 

8302230135 
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9302180077 Releaias public version of revised emergency plan 
implementing procedures 

FELTON J H Division o-P Rules end Records B 3/02/14 Document 

Management Branch Ip 66629 212 24X Fiche 50-219,93/02/14, 

0302180077 


— B3021S0092 Forwards public version of Rev 1 to Emergency Flan 
Implementing Procedures EPIP-26 re activation of technical 
support ctr L EPIP-27 re activation of operations support 
ctr Revised indei itu 1 

FIEDLER.P 8 General Public Utilities - GPU Service Corp 
83/01/23 HAYNES. R C Region 1. Office of Director 3pp 
17223 313 24 X Fiche 30-219.93/02/14,9302100077 


— 9302180097 Public version of Rev 1 to Emergency Plan Implementing 
Procedures EPTP-2A re activation of technical suppo.t ctr 
& EPIP-27 re activation qf operations support ctr 
FIEDLER. P B Oenerai Public Utilities - GPU Service Corp 
FIEDLER. P 8 J*T*et| Central Power 4 Light Co 02/11/02 10pp 
17223 318 24 X Fiche 30-219.63/02/14.8302180077 


O Advi sory ^Committee on Reactor Safeguards reports U correspondence 


0302080459 Summary of ACRS Subcommittee on BEP 021026-27 meetings in 
Wash i rig ton. DC re integrated plant safety assessment 
* ACRS - Advisory Committee on Reactor Safeguards 62/12/09 
ACK5 - Advisory Committee an Reactor Safeguards 33pp 17108 077 
24X Fiche 50-000.92/12/09.0302080439 


B302090295 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for OL Si holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

EISENMUT.DG Division of Licensing 83/02/09 Consolidated 

Edison Co of New York, Inc Upp 17290 247 24X 

Fiche 50-000,03/02/08,930208029 3 


0302080301 Generic Ltr 83-05 to BWR licensees of operating reactors 
isicept LAC BUR ), applicants far OL K holders of CP re SER af 
"Emergency Procedure Gui d e 1 ines . Rev 2." NEDO-24934, June 
1982 Guidelines acceptable Svc list end 

EISENHJT, D 0 Division of Licensing 83/02/00 C ommonuea 1 1 h 

Edison Co 6pp 17234 245 24X Fiche 50-000, B3/O2/0B, 9302000301 


0302030304 Generic Ltr 83-11 to all operating reactor licensees tb 
licensee qual i f icat ion for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end 

ETSENHUT, D G Division of Licensing S3/O2/O0 Consolidated 

Edison Co of Neu York. Inc 9pp 17234 234 24X 

Fiche 30-000, 03/02/08, 8302080304 


8302130621 Forwards remittance for Tech Spec Change Request 113. 
inadvertently omitted from change request package submittal 
BAG0ART,M General Public Utilities — GPU Service Corp 03/02/08 
MKLER.W 0 License Fee Management Branch lp 17151 307 24X 

Fiche 50-219,83/02/08,0302150621 


P Operating license stage documents 4 correspondence 


0212030242 Forward* SER 6 “ Improvement s in Training & Requalification 
Programs as Required by TMI Action Items I A 2 1 S, ! I B 4 
for Oyster Ore** Nuclear Generating Station " 

CRUTCHFIELD, D Operating Reactors Branch 5 92/11/30 FIEDLER, 0 B 

Oenerai Public Utilities - GPU Service Corp 4pp 16306 270 24X 

Fiche 50-219,02/11/30.8212030242 


— 0209030344 "Improvements In Training L Requa 1 ifieat ion Programs As 
Required By TMI Action Item* I A 2 U II E 4 for Oyster 
Creel Nuclear Generating Station," technical evaluation 

T»pt 

* Science Applications, Inc NR C-03- 02-096 SA1-1 06-029- 46 

82/00/31 NRC - No Detailed Affiliation Given I5pp 

16306 274 24X Fiche 50-219,02/11/30.9212030242 


8302-0 20306 Forwards "Seismic Analysis af Reactor Vessel Internals. “ per 
030121 telco-n Analysis addresses questions raised by NRC 
during review qf SEP Topic II 1-6 re seismic considerations 
NA04I.Y General Public Utilities - GPU Service Corp 03/01/24 
CWALINA.-Q Systematic Evaluation Program Branch lp 16993 301 
24 X Fiche 50-219,93/01/24,0302020306 


— 0302020311 "Seismic Analysis of Reactor Vessel Internals " 
PYRON, JU , SHABA Z IAN, A . OATES, J H General Electric Co 
NSED-55-0602 B2/0a/3l lOpp 16993 302 24X 

Fiche 90-219,03/01/34,8302020306 


□302040262 Advises that radiological effluent Tech Specs 6 offsite 
dote calculation manual will be submitted by 930901, per 
util 820020 ltr 

FTfcDLER, P B General Public Utilities - GPU Service Corp 93/01/29 
CRUTCHFIELD. D Operating Reactors Branch 5 2pp 17020 057 24X 

Fiche 50-219.03/01/28,9302040262 


9302200005 INTEGRATED PLANT SAFETY ASSESSMENT. SYSTEMATIC EVALUATION 
PROCRAM, OYSTER CREEK NUCLEAR GENERATING STATION Docket 
No 50-219 <QPU Nuclear Corporation And Jersey Central 
Power U Light Company) 

+ Division of LI earning NUHEG-0922 93/01/31 303pp Available 

at NRC *12 00 17320 299, 24X Fiche 50-219,93/01/31,0302290005 


'020300 B? Generic Ltr 83-09 to all Mark I containment licensees re 
>od cf vacuum breateri on Mart I containment Requests 
ommltaient to submit raiults af plant-unique calculations 
hich formed bases for mod Svc list enc 1 

ISENHUT, D G Division of Licensing 63/02/02 General Public 
tllities - GPU Service Corp 5pp 17074 006 24X 

iche 50-000, 83/02/02.8302030009 


2030146 Forward* “Responses to NRC Questions for 9EP Topic 1 1 1— 2 
"nd It Tornado Loadings " 

'DLER.P 8 General Public Utilities - GPU Service Corp 83/02/02 
UTCHFIELD. D, Operating Reactors Branch 3 3pp 17059 064 24X 
he 50-219,83/02/02,8302000148 


20B0153 "Responses to NRC Questions for SEP Topic 1 1 1-2 Wi nd 8, 
ornado Loadings " 

Burns 6 Roe Co 82/10/31 231pp 17059 066 24 X 

lchi 5G-Z19, S3/02/02, 03O2OSG148 


8302160231 Requests add! info within 30 days restating commitments re 
air f i 1 trat i on, s i ng 1 e failure criteria 6 re dundancy, per 
NUREG 0737, Item III D 3 4, "Control Room Habitability " 

CRUTCHFIELD, D Operating Reactors Branch 5 03/02/09 FIEDLER, P B 

Jeesay Central Power h Light Co 2pp 17170 149 24X 

Fiche 50-219,83/02/09,8302160231 


6302160374 Requests documentation demonstrating long-term operability 
of purge U vent valves 

CRUTChF IELD, D Operating Reactors Branch 9 B3/02/10 FIEDLER, P □ 

General Public Utilities - GPU Service Corp Bpp 17164 163 I24X 
Fiche 50-219,03/02/10,8302160374 


8302190504 Application ror amend to App 0 of License DPR-16, inc I u d i n fl 
Tech Spec Change Request 114 re environ monitoring 

CLARK, P r Oenerai Public Utilities - GPU Service Corp 03/02/11 
Office of Nuclear Reactor Regulation. Director 5pp 17214:134 
24X Fiche 50-219,03/02/11,0302180304 


B302180506 Proposed Tech Spec Change Request 114 re environ m on 1 1 or ing 
** General Public Utilities - GPU Service Corp 03/02/11 06pp 
17214 139 24X Fiche 50-219,93/02/11,8302180504 


0302220314 Advises that addl info re NUREG-Q737, Items 1 1 F 1 4, 
“Containment Pressure Monitors, " 1 1 F I 5, "Containment 
Water Level Monitor" 6 II F 1 6, "Containment Hydrogen 
Monitor.' per NRC 830106 request to be forwarded B30430 
FIEDLER, P B Oenerai Public Utilities - GPU Service Corp 83/02/14 
CRUTCHFIELD, D Operating Reactors Branch 5 lp 17230 132 24X 

Fiche 30-219,83/02/14,0302220314 


0302250234 Forwards description of remaining reviews performed to 
complete first phase of evaluation or control of heavy 
loads per Generic L*r 8i-07 Corrected pages to 810922 
initial subnittal end 

FIEDLER, P B General Public Utilities - GPU Service Corp 93/02/10 
EISCiNHUT, D G Division of Licensing 43pp 17292 051 24X 

Fiche 50-219, 83/02/18, 8302250234 


63022 40297 Forwards justification far schedule for completing NUR EG- 
0737, Item II F 1, "Add Accident Monitoring 9 W 

Instrumentation " Five mads expected to be completed prior 
to startup 

KNUbEL.J General Public Utilities - GPU Service Coro 03/02/10 
CRUTCHFIELD, D Operating Reactors Branch 5 3pp 17291 SAfl ua 
Fiche 50-219.03/02/18,8302250297 * 


0302230232 Documents util agreement to reissue App A Tech Spec for NRf 
convenience It clarification Request for Tech Specs 
reissuance (ui 1 1 be exempt from license fees, per 10CFR170 22 
CRUTCHFIELD, D Operating Reactors Branch 5 03/02/22 FIEDLFR p n 

General Public Utilities - GPU Service Corp 2pp 17304 3 F 24 
Fiche 30-219. 83/02/22,9302200232 ^ *** 


Q Inspection reports, IE Bulletins ft carresp ondenc e 


0212060359 IE Info Notice 03-01, "Ray Miller, Inc » Svc list end 
JORDAN, E L Division of Emergency Preparedness * Engineerina 
Response <Po>* 830i03> 03/01/26 Conso i i dat ed Edison Co 9 of New 

Yort. Inc I 18pp 17023 160 24X Fiche 50-000,93/01/26,0212060350 
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8212-060360 IE Tnfo Notice 03-02, "Ltnu torque H0BC, H10C. H2BC it H3BC 
Gearheads " Svc list enc 1 

JO ft DAN i E L Division of Emergency Preparedness & Engineering 

Response (Post 030103) 83/01/28 Consolidated Edison Co of New 

York. Inc 109pp 17144 001 24* Fi che 50-000,83/01/20,0212060360 


8212060361 IE Info Notice 03-03, “Calibr of Liquid Level Instruments " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response {Post 830103) 83/01/28 Consolidated Edison Co of New 

York/ Inc UOpp 17074 095 24X Pi che 50-000,83/01/28,0212060361 


—0302010154 LER 02-O6O/O3L-O on 021210, reac t or mode switch repositioned 
from shutdown to refuel while intermediate range monitor 
channels 16 & 17 out of svc Caused by personnel error Strict 
compliance w/Tecb Specs emphasized 

MURDOCK/ R J General Public Utilities - CPU Service Corp 
03/01/11 Region 1, Office of Director lp 16974 073 24X 

Fiche 50-219,03/01/11,0302010145 


03020/0539 forwards LER 82-OM/03L-0 Detailed event analysis end 

FIEDLER, P B General Public Utilities - GPU Service Corp 83/01/20 

HAYNES, R C Region 1, Office of Director 4pp 17034 102 24X 

Fiche 50-219/ 83/01/28. 83Q207Q339 


0302040380 Discusses NRC concern re recent discoveries of intergranular 
stress corrosion cracking at several operating plants per 
Generic Ltr 81-04 Potential solutions include failure 
ana I ysi 9/f rac ture mechanics t backlay weld repairs 

FIEDLER/P 3 General Public Utilities - GPU Service Corp 83/02/04 
MIHAGLIA/F J Assistant Director for Safety Assessment 2p p 
17010 204 24X Fiche 50-219/ 03/02/04 , 0302040380 


—0302070546 LER 82-064/03L-0 on 821230/ conta inment spray sys t declared 
inoperable due to high baffle plate differential pressure 
readings on 1-2 HX Caused by HX fouling HX Inspected it 
cleaned it chlorination sys for emergency svc water repaired. 
FITZOERALD, M J General Public Utilities - GPU Service Corp 
83/01/28 Region t, Office of Director lp 17034 106 24X 

Fiche 30-219/03/01/20,8302070539 


8302150266 Ac k receipt of 830107 itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-219/82-22 
BTAR03TECKI, R Division of Project & Resident Programs 03/02/0 7 

FIEDLER, P B General Public Utilities - GPU Service Corp Ip 
t7148 327 24X Fiche 50-219,03/02/07,6302150266 


330209034 4 Forward* LER B2-063/03L-0 Detailed event analysis end 

FIEDLER/ P D Genera 1 Public Utilities - GPU Service Corp 83/01/20 
HAYNES/ R C Region I, Office of Director 2pp 17070 331 24X 

Fiche 50-219/03/01/28/8302090344 


— 6303 1 30273 Responds to NRC 621207 ltr re violations noted in IE Insp 
Rept 30-219/02-22 Corrective actions all group shift 
supervisors informed of violation & how Tech Spec should be 
applied in future Tech Spec change will be submitted 
FIEDLER , P B General Public Utilities - GPU Service Corp 
83/01/07 STAR05TECKI, R Division of Project h Resident Programs 
3pp 17148 328 24X Fiche 30-21 9, 03/02/07, 83021 50266 


—0302090334 LER 02-O63/O3L-O on 821227, opera b i 1 i ty of control rod drive 
pump A not demonstrated during I-month period Caused by 
breakdown In administrative controls for surveillance test 
program Surveillance completed 

WASHKO, D General Public Utilities - GPU Service Corp 83/01/20 

Region 1, Office of Director ip 17070.353 24X 

Fiche 50-219,03/01/2010302090344 


8302230135 Forwards IE Insp Rept 50-219/03-01 on 830101-31 No 
noncamp I lance noted 

STAR05TECKI, R Division of Project b Resident Programs 03/02/09 
FIEDLER, P B General Public Utilities - GPU Service Corp 2pp 
17243 294 24X Fiche 50-219,83/02/09,0302230135 


—8302230142 IE Insp Rept 50-219/83-01 on 830101-31 Nd none omp 1 ianco 
no+ed Major areas inspected plant operati ons, p lant tours. 

Logs 4 records, physical secur i ty , ra d iat i o n protection 6 
action on previously identified items 

CGWGILL, C , THOMAS, J , TRIPP, L E Division of Project 6 Resident 
Programs 83/02/09 1 1 pp 17243 296 24X Fiche 50-219,03/02/09, 

0302230135 


0302170090 EN-82-036A on 02 U23, Commi s s t on notified of Intent to 
issue notice of violation & proposed imposition of civil 
penalties in amount of *40,000 based on inadequate valve 
operability s urvei 1 lant-e testing 

PARSER/ G , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 03/02/15 Ip 17181 353 24X Fiche 30-219,03/02/15, 

83021 70080 


0212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units " 
0vc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/02/10 Consolidated Edison Co of Now 

York, Inc i lOpp 17347 191 24X Fiche 50-000, 83/02/18, 0212060363 


8212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Level Radwaste - 1QCFR2G 302 8 * * 11 Svc list end 
JORDAN, E L Division of Emergency Preparedness !< Engineering 
Response (Post 030103) 83/02/24 Consolidated Ediion Co of Now 

York, Inc 1 llpp 17347 050 24X Fiche 50-000,03/02/24,8212060365 


82120 60366 IE Info Notice 83-06, "Nonidentical Replacement Parts " 

0vc list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co of New 

York. Inc 1 ISpp 17361 143 24X Fiche 50-000.83/02/24,0212060366 


8302200213 Notifies that add! info re response to IE Bulletin 81-03, 
“Flow Blockage of Cooling Water to Safety Components by 
CorbUuia Sp (Asiatic Clam) U. Mytiius Sp (Mussel)," will be 
submitted by 830019 

FIFDLER.P B General Public Utilities - GPU Service Corp. 83/02/24 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 2pp 17305 260 24X Fiche 50-219,63/02/24, 

9302200213 


8302290216 Forwards LER 03-OO3/O3L-O Detailed event analysis end 

F I EULER, P B General Public Utilities - OPU Bervice Corp 03/02/15 

HAYNES, R C Region 1, Office of Director 3pp 17293 076 24X 

Fiche 50-219,03/02/13,8302250216 


— 8302250221 LER 83-Q03/03L-0 on 0301 1 0, durin g meinfc of control rod drive 
pump A, pump vent line broke off Core spray pump NZOIA 
twetdown 6 0 pump inadvertently tripped Cause not stated 
Pump removed from svc it motor tested 

BINZ, R D General Public Utilities - GPU Service Corp 83/02/13 

Region 1, Office of Director lp 17293 079 24X 

Fiche 50-219,03/02/13,8302250216 


V Operator Examinations 


8302080027 Submit* projected requests for site ViBits to conduct 
operator licensing exams through 051231, per Generic Ltr 
03 01 

FIEDLER, P 0 General Public Utilities - GPU Service Corp 83/01/20 
El SEN HUT, 0 G Division of Licensing lp 17030 192 24X 

Fiche 50-219,03/01/28,8302060027 


0301310203 Generic Ltr 83-06 to all power reactor 1 i cense** i a pp 1 i cants 
for 0Ls,NaS vendors, reactor vendors !< AE re certificates 
& revised format for reactor operator & senior reactor 
operator licenses Svc list and 

EI8ENHUT, D 0 Division of Licensing 83/01/31 Consolidated 
Edison Co of New York, Inc 14pp 17347 177 24X 

Fiche 50-000,83/01/31,8301310203 


DDCKE1 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


0302030209 Forwards IE Insp Rept 50-220/02-23 on 021205-31 No 
noncompliance noted 

STARQQTECKl , R Division of Project it Resident Programs 03/01/21 
RHODE, 0 K, Niagara Mohawk Power Corp 2pp 17001 327 24X 

Fiche 30-220,83/01/21,8302030209 


— 0302030213 IE Insp Rept 50-220/92-23 on 021203-31 No noncompl lane* 
noted Major areas inspected plant tours, ob eervatlon of 
physical security, plant maint, emergency preparedness tt 
licensee action on previous insp findings 

HUDSON, 8 D , KI8TER, H D Division af Project & Resident Programs 
83/0 i / 1 2 9pp 17001 329 24X Fi C h*. 50-220, 03/01 /2i , 0302030209 


8 Reportable occurrences, LERs l> related correspondence 


8302010145 Forwards LER B2-060/03L-0 Detailed event analysis end 

FIEOLER, P B, General Public Utilities - GPU Service Corp 83/01/11 
HAYNES. R. 0 Region 1, Office of Director 3pp 16974 070 24X 

Fiche 50-219.03/01/11,0302010143 


9301210340 Generic Ltr 03-04 to all licensees of operating reactor*, 
applicants for OL it holders cf CPs re regional workshop 
concerning Suppl 1 , NURE0-0737, "Requirements for Emergency 
Response Capability " Svc list end. 

EISENHUT. D, 0 Division of Licensing 83/02/Oi Consolidated 
Edison Co. of New York, Inc llpp 17221 226 24X 

Fiche 50-000,83/02/01,8301210340 
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B3Q2070378 Forward* result* of App R «af» shutdown analysis re 
125-vo 1 1 dc sys breaker coordination No add 1 mod* required 
Re/* to adni n i * trativ* procedural necessary 

HAMQAN, C V Niagara Mohawk Power Carp 03/02/01 VA5SALLO. D B 
Operating Reactor* Branch 2 4pp 17029 091 S4X 
Fiche. 50-220, 83/02/01 1 9302070370 


J Insurance it indemnity information 


93020701B7 Forward* Endorsament 67 to HAELU Policy MF-46 

RUShnoRCr J W Niagara Mohawk Power Cor p 83/01/31 SALTZMAN, J 
Assistant Director for State It Liceniee Relation* 2pp 17031 303 
24X Fiche 30-220, 83/0 i/3l. B302Q70187 


8302070190 Forward* Endorsement 80 to NELIA Policy NF-161 

RU5HH0RE, J W Niagara Mohauk Power Corp 83/01/31 SALTZMAN, J 
Assistant Director for State U Licensee Relation* 2pp 17031=305 
24X Fiche 80-220, 83/01/31,, 6302070190 


P Operating license -stage document* t correspondence 


8302080059 FQIA request for nonpT opriekary Vo 1 * 1 it 2 of, "Review of 
Licensee Resolution o-f Outstanding Issue* form NSC Equipment 
Environ Dual ifieation, SER (F-li U 8-60),“ technical 
evaluation rept 

METTERMAHMrH o Conner 4 WettsThahn 82/11/05 Office of 
Administration lp 17072067 24X Fiche 30-220,02/11/05, 

8302080059 


8302080063 Respond* to FQIA request for npnpr a pr i# tary Vols 1 it 2 of* 
“Review of Licensee Resolution of Outstanding Issues from 
NRC Equipment Environ Qua 1 i flea 1 1 on, SER IF-U fc B-6GK " 
technical evaluation rept Forward* document* 

FELTON, J H Division of Rules and Records 82/12/30 

WEI TERHAHN, M J Conner & Wet ter hah n lp 17072 060 24* 

Fich* 30-220. 82/ 1 2/30, 8302030063 


— 8209020219 Forward* nonprop ri etary Vols 1 fc 2 of, “Review of Licensee 
Resolution of Outstanding Issues From NRC Equipment Environ 
Qgal 1 f icati on GER (F-Il i H-60, " technical evaluation rept 
CRANE, C J Franklin In* 1 1 tuto/Fran k 1 in Research Center 
NRC-03-79-1 18 02/00/26 HAJWA, S MRC - No Detailed Affiliation 

Given 2pp. 17072 077 24X Fiche 50220, 02/12/30, 03O2OBO 063 


— 8209020228 Nonp r°pr i* tary Vol* 1 it 2 of, "Review of Licensee Resolution 
of Outstanding Issues From NRC Equipment Environ 
Qualification SER <F-tl % 8-60),“ technical evaluation rapt 
CRANE, C J Franklin In* 1 1 1 ut* /Fran k 1 in Research Center 
MRC-03-79-I IB TER-C5237-466 02/08/26 LE. N B NRC - No 

Octal lid Affiliation Given 729pp. 17073 001 24X 

Fiche 30-220, 82/12/30, 8302030063 


030204000 1 Forwards SER of util submittal* re NUREG-0737. Item* 

I, A 2 1.4, "Upgrading of Reactor Operator 6 Senior Reactor 
Operator Training" & 11 B 4 1, "Training for Mitigating Core 
Damage. " technical evaluation rept 

VASSAL LO, 0 B Operating Reactor* Branch 2 03/01/26 RHODE, G 

Niagara Mohawk Fewer Corp. 2pp. 17043 315. 24X 

Fiche: 50-220, 03/01/26,8302040001 


— 0302040003 Safety evaluation of util submittal* re NURE0-O737, I terns 
I A 2 I 4, "Upgrading of Reactor Operator & Senior Reactor 
Operator Training" & II B 4 1. "Training for Mitigating Cor* 
Damage. * Requirements met 

* Office of Nuclear Reactor Regulation, Director 83/01/26 3pp 
17043 317 24/ Fiche , 50-220, 83/0L/26, 9302040001 


— 0302040006 " ImpTOV'emtnt* In Training & Requal if i c ati on Programs As 
Required By tm! Action Items IA2L&IIB4 for Nine Mile 
Point Nuclear Station, Unit 1, " technical evaluation rept 
e Science Applications, Inc NRC-03-02-096 SAI-J86-029-36 

82/08/18 NSC - No Detailed Affiliation Given 15pp 
17043-320 24X Fiche 50-220, 03/01/26, 0302040001 


8302010306 Forward* addl Info re electric dis tr ibution sy*, 
supplementing 820927 response to NRC 810202 request 
MANGAM, C V. Niagara Mohawk Power Corp 83/01/20 VASSALLQ, D 0. 
Operating Reactor* Branch 2 |2pp 16973 102 24X 

Fiche 50-220. 83/01 /28 , 8302010306 


8302140080 Ad vi it* that Tech Epee* re Class IE protection packages for 
reactor protection motor generator sets wi 1 I be 
cubnlttid by 830&0I rather than 830201 a* committed to in 
021201 l tr Delay due to unavailability of design info 
MANCAN.C V, Niagara Mohawk Power Corp 83/02/01 VABSALLO, D B 
Operating Reactors Branch 2 lp 17141 199 24X 

Fi c he * 50-220, 03/02/0 1 , S3 0 21 4008 0 


0302030009 Generic Ltr 03-00 to all Mark 1 c 0 n ta l nment licensee* re 
mod of vacuum breakers on Mark 1 containment Requests 
commitment to submit results of plant-unique calculations 
which formed bases for mod Svc list end 

EISENHUr, D G Division of Licensing 03/02/02 General Public 
Utilities - GPU Service Corp 5pp 17074 086 24X 

Fiche" 50 -000, 83/02/02,8302030089 


8302090295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL L holders of CP for C-E PURs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

EISEUH’JT, D G Division of Licensing 03/02/09 Consolidated 

Edison Co of New York, Inc lipp 17290 247 24X 

Fiche 50-000, 03/02/08. 0302080295 


0302080301 Generic Ltr 03-05 to BUR licensees of operating reactors 
{accept LACBWR), appl icants for OL it holders of CP re SER of 
"Emergency Procedure Ouidel ines, Rev 2," NEDQ-24934, June 
1902 Guidelines acceptable Svc list end 

EtSENHUTrD 0 Division of Licensing 03/02/08 Commonwealth 

Edison Co 4 pp 17234 245 24X Fiche 50-000, 03/02/00, 0302000301 


0302000304 Generic Ltr 03-11 to all operating reactor licensees re 
licensee qua! if ication for performing safety analysis In 
support of licensing actions Ability to use code must be 
demonstrated by vendor ar licensee Svc list end 

EISENHJT, D 0 Division of Licensing 03/02/00 Consolidated 

Edison Co of Neu York, Inc 9pp 17234 234 24X 

Fiche 50-000,03/02/08,8302080304 


8302160339 Application for amend to License DPR-63 deleting ETS 
5ec t J on* 2 1, 2 2,2 3,3 1*3 1 2,4 0 & 6 0 

MANOAN, C- Niagara Mohawk Power Carp 03/02/10 5pp 17164 21 1 
24X Fiche 50-220,83/02/10,0302160309 


— B302160392 Proposed ETS deleting Sections 2 1,2 2,2 3,3 1,3 1 2-4 0 
L 6 O 

* Niagara Mohawk Power Corp 83/02/10 41pp 17164 216. B4X 
Fiche 50-220, 03/02/10, 83021 603B9 


9302230216 Provides jus t i f i ca ti on for operation w/o Tech Spec 
requirements of NUHEG-03 1 3. Rev 1, IV D 1 6(2) re coolant 
leakage Current capabilities afford operators opportunity 
to assess unidentified leakage situation 

MANGA?/, C V Niagara Mohawk Power Corp 83/02/17 VASSALLO, D JB 
Operating Reactors Branch 2 3pp 17243 118 24X 

Fiche 50-220, 83/02/17, 8302230216 


Q Inspection reports, IE Bulletin* & correspondence 


8302030209 Forwards IE fnsp Rept 50-220/82-23 on 021205-31 No 
nonconpliaince noted 

STARGSTECKI. ft Division of Project & Resident Programs 83/01/21 
RHODE, 0 K Niagara Mohawk Power Corp 2pp 17001 327 24X 

Fiche 50-220,83/01/21,8302030209 


— 930203021 3 IE Insp Rept 30-220/02-23 on 021205-31 No noncomp 1 ia nc e 
noted Major areas inspected plant t ours, 0 b servat 1 on of 
physical securi ty, p lant maint, emergency preparedness 6 
licensee action on previous insp findings 

HUDSON, S D , KISTER, H B Division of Project A Resident Programs. 
03/01 /E2 9pp 17001 329 24X Fiche 30-220,03/01/21,8302030209 


0302010366 Ack receipt of 821222 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-220/S2-09 
MARTIN. T T Division of Engineering it Technical Programs 83/01/25 

RHODE, G K , SEIBERT, C R Niagara Mohawk Power Corp Jp 
16973 306 24X Fiche 30-220,03/01/25,8302010366 


— 0302010370 Responds ta NRC 020723 ltr re violation* noted in IE Insp 
Rapt 50-220/02-09 Corrective actions quel if ication program 
for hiring prospective employees changed 

LEHPGES-, T E Niagara Mohawk Power Corp 82/12/22 HAYNES, R C 
Region 1, Office of Director lp 16973 307 24X 

Fiche 50-220,83/01/25,0302010366 


0212060350 IE Info Notice 83-01, «'Ray Millar, Inc « 8vc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 83/01/26 Consolidated Edison Co of New 

Yorkr Inc l!8pp 17023 160 24X Fiche 50-000,03/01/26,0212060350 


8212060340 IE Info Notice 83-02, "Limi torque HO0C, H1DC, H2BC & H3TIC 
Qearhaad* " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Past 0301031 83/01/28 Consolidated Edison Co of Nsw 

York, Inc I09pp 17144 001 24X Fiche 50-000,83/01/28.0212060360 
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0212060361 IE Info Notice 83-03. "Calibr of Liquid Level Inifcruments " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 030103) 83/01/28 Coneo l Ida tod Edison Co. of New 

York- Ine UOpp 17074 099 24X Fic ha 50-000, 03/01/28, 0212060361 


8302230677 Act receipt of 830207 ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 30-220/02-11 

MARTIN, T T Division of Engineering 1 Technical Program* 03/03/15 
.RHODE* 0 X Niagara Mohawk power Corp lp 17299 284. 24X 

Fiche 50-220, 03/02/15, 0302230677 


— 0302230679 Responds to NRC 830106 ltr re violations noted in IE Insp 
Rep* 90-220/02-1 i Corrective actions all final radiographic 
packages reviewed to verify proper identification 
L.B'iPOES, T E Niagara Mohawk Power Corp 83/02/07 MARTIN, T T 

Division of Engineering & Technical Programs 2pp 1725? 205 

24X Fiche 50-220,83/02/15,8302230677 


0212060363 IE Info Notice 93-04, "Failure of Elma Power Supply Units " 
Svc list end 

JORDAN, E, L Division of Emergency Preparedness Sc Engineering 
Response (Post 030103) 83/02/18 Consolidated Edison Co of New 

York, Inc IlOpp 17347 191 24X Fiche 50-000. 83/02/18, 021 2060363 


8212060365 IE Info Notice 83-09, "Obtaining Approval for Disposing of 
Very Low Les'e I Raduraste - 10CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of New 

York, Inc lllpp 17347 050 24X Fiche 50-000, 83/02/24, 8212060365 


0212060366 IE Info Notice 83-06, "Nonidentical Replacement Parts " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Respo-nse (Post 030103) 03/02/24 Consolidated Edison Co of New 

York, Inc ll2pp 17361 140. 24X Fiche 50-000,03/02/24,8212060366 


fl Pei Iodic operating reports & related correspondence 


0302140082 Forward* monthly operating rept for Jan 1983 

LEMP0E8, T E Niagara Mohawk Power Corp 03/02/07 Director's 
Office, Office of Inspection and Enforcement lp 17141.215 24X 

Fi ch e 90-220, 83/02/07, 0302 1 40002 


— 8302140084 Monthly operating rept for Jan 1903 

ROMAN, T W Niagara Mohawk Power Corp 03/02/01 6pp 17141 216 
24 < Fiche 90-220,03/02/07,8302140002 


V. Operator Examinations 


0301310203 Generic Ltr 83-06 to all power reactor 1 1c ensees, app 1 lcants 
for OL i , NS 3 vendors, reactor vendors b AE re certificates 
Si revised format for reactor operator & senior reactor 
operator licenses. Svc list end 

EI8ENHUT, D <3 Division of Licensing 83/01/31 Consolidated 
Edison Co of New York, Inc I4pp 17347 177 24X 

Fiche- 90-000, 03/01/31,0301310203 


0302140074 Responds to Generic Ltr 83-01 r# planning for operator 
1 iqen» lnj 

LEMPGE6, T E Niagara Mohawk power Corp 03/01/31 EI9ENHUT * D G 
Division of Licensing 2pp 17142 115, 24X Fiche 90-220,03/01/31, 

0302140074 


MJCKE1 30-228 AEROTE0T RADIOGRAPHY Si RESEARCH REACTOR 


F„ Security, medical, emergency fc fire protection plans 


0302150690 Forwards IE Safeguards Insp Rept 50-228/93-01 on 030207 
No noncomp 1 lance noted. 

NOR DERHAVQj L R Division of Radiological Safety & Safeguards 
Program 83/02/10 NEWA CHECK, R. L, Aerotest Operations, Zpp 

17153:311 24X Fiche 50-228,03/02/10,0302150690. 


— 0307150701 IE Safeguards Insp Rept 50-220/03-01 on 830207 No 
npncompliance noted. Major area* inspected security plan, 
protection of 8NM, access control, a 1 arm sys, keys t< locks tc 
cdnvnonicat i ons. Details withheld (ref 10CFR2.790). 

SCHWA. f« C. A , 0CHU9TER, M D Region 5, Office of Director 
83/02/10 ip 17153 313, 24X Fiche* 50-228, 03/02/10, 03021 S0690 


A Impaction reports, IE Bulletins & correspondence 


0302180690 Forward* IE Safeguard* Insp Rspt 80-228/03-01 on 830207 
No nencompl lance noted 

NORDERHAUO, L R Division of Radiological Safety it Safeguards 
Program Q3/02/IO. NEWACHECK, R L. Aerotest Operation*. 2f p 
17153 311 24X Fi c h e : 50-220, 03 /02/ 1 0 , 0302 1 50690 


—830215070I IE Safeguard* Insp Rept 50-229/83-01 on 930207. No 
noncompliance noted Major areas inspected. securi ty plan, 
protection of BNM, access control, al arm sys, keys fc lock* & 
communications Details withheld (ref I0CFR2, 790) 

SC r WAN, C A , SCHUSTER, M D Region 5, Office of Director. 

03/02/10 lp 17153 313 24X Fiche 50-228,03/02/10,0302150690. 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency It fire protection plans 


0302040033 Releases public version of revised emergency plan 
implementing procedures. 

FELTON, J M Division of Rules and Record* 03/01/27 Document 
Management Branch Ip 17043 230 24X Fie he. 50-000, 03/01/27, 

8302040033 


— 8303040037 Forward* public version of revised Emergency Plan 
Implementing Procedures ED-29 re meteorological maint 
programs tt ED-25 re computer codes for access to ODCB 
programs 

PAJ0WSK1.JE Commonwealth Edison Co. 83/01/07 DENTON, H. R. NRC 
- No Detailed Affiliation Given. Ip 17043*231. 24X 

Fiche 50-000,03/01/27, 0302040033 


—0302040049 Public version of revised Emergency Plan Implementing 
Procedure* ED-29 r* meteorological maint program* 4 ED-25 
re computer codes far access to QDCB programs. Revised 
index end 

LITERSKI.L A , FAJ0W8KI,JE Commonwealth Edison Co, 83/01/06. 
lipp 17043 232 24 X Fiche 90-000, 83/01 /2 7, B302040033 


03O2OPO458 Release* public version of revised Emergency plan 
Implementing Procedure 

FELTON, J H Division of Rules and Records 83/01/31. Document 
Management Branch lp. 16999 208 24X Fi che- 90-010, 83/01/31, 

0302020450 


— 8302020470 Forwards public version of Rev I to Emergency Plan 
Implementing Procedure EP1P 100-Cil, "Environs Director 
(Checklist of Initial Generating Btatlon Emergency Plan 
Responsibilities) " Receipt form end 

SCOTT, D J Commonwealth Edison Co 83/0i/07 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 3pp. 16999' 289 24X 

Fiche 50-0 1 0,03/01/31,8302020453 


— B302020479 Public vtriion of Rtv 1 to Emergency Plan Implementing 
procedure EPIP 100-CUr “Environs Director (Checklist of 
Initial Generating Station Emergency Plan 
Responsibilities) " 

a Commonwealth Edison Co 83/01/03 6 pp 16999' 292 24 X 

Fiche* 50-010, 83/01/31, 8302020450 


830 1 210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicant* for QL U holder* of CPs re regional workshop 
concerning 8uppl 1, NURE0-0737, "Requirements for Emergency 
Response Capability.” Svc list encl 

EI0ENHUT, D G. Division of Licensing. 83/02/01. Consolidated 
Edison Co of New York, Inc I 1pp. 17221:226. 24X 

FiCha 90-000, 83/02/01,8301210340. 


8302080191 Forward* safety evaluation S< exemption from requirement* of 
Section III 0 3 of App R to 10CFR90 r# fire protection for 
safe shutdown capab 1 1 1 ty, per util 020701 request 

CRUTCHFIELD, D. Operating Reactor* Branch 5. 83/02/02 DELGEORGE, L 

Commonwealth Edison Co 3pp 17050 141. 24X Fich* SO-237, 

03/02/02, 0302000191 


—BOO 2080 194 Exemption from requirement* of Section 111,0.3 of App R to 
10CFR30 re in«tai lati on of fire detection sye It fixed fire 
suppression sys in area, room or sone for which alternative 
safe shutdown capability provided 

E ISENHUFr D 0. Division of Licensing. 03/02/02. Commonwealth 
Edison Co. 4pp 17050 144 24X Fiche- 30-237, 83/02/02, 8302000191. 


— 0302000197 Safety evaluation supporting exemption from requirement* of 
Section Iir.O 3 of App R to 10CFR50 re fire protection of 
safe shutdown capability. 

# Office of Nuclear Reactor Regulation, Director. 03/02/02. 9pp. 
17099-140 24X Fiche 50-237,03/02/02,0302000191. 


0302000316 Respond* to 021209 ltr re incident response plan S« 820917 
training sassion No new requirements requested for emergency 
response facility Minor changes suggested at result of 
meeting exercise NUREG-0696 fc 8ECY-02-U1B guidelines valid. 

KEPFLER, J 0. Region 3, Office of Director 03/02/04 REED, C. 
Commonwealth Edison Co 4pp 17056,290 24X Fiche: 50-000, 83/02/04# 

0302000316 
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— 8302090322 Ob ject* to 820917 fine-ting request* to modify emergency 
response facilities Request* contradictory to NRC directive 
for simplification 

REEDeC Gorraonueal th Edison Co 92/12/09 KEPFLER, J 0 Region 
3, Office of Director 3pp 17056 294 24X Fiche 30-000, 

33/02/04, 9302030316 


0302250338 Forwards IE Ins? Rapt* 30-01 0/83-01. 50-237/03-01 b 
30-249/83-01 on 930103-07 No noncoflip 1 ianc e noted 

PAPERIELLO. C J Division of Emergency Preparedness b Operational 
Support 93/02/08 REED. C ConMnonuea 1 1 h Edison Co 2-pp 
l729t 154 24X Ftcha 50-010,83/02/00.8302250359 


—8302230364 IE Ins? Repts 50-01 0/83-01 . 50-237/03-01 b 50-249/83-01 on 
030103-07 No nonconp 1 lane e noted Major area* inspected 
emergency preparedness prog ram. U cense e actions on 
previously identified items fe emergency plan 

PHILLIPS. M F , OLOERSEN.ti B . AXELSDN, W L Division of Emergency 
Prepar ednei « b Operational Quppo-rt 33/02/03 16pp 17291 156 
24X Fiche 30-010.83/02/08.9302250359 


8302180102 Releases public version of revised corporate command ctr 
generating station emergency plan implementing procedure 
FELTON. J M Division of Rules and Record* 83/02/15 Document 
Management Branch Ip 17223 218 24X Fi che 50-000, 83/02/ 1 5. 

0302180102 


— 0302180126 Forward* public version of Rev 2 to Corporate Command Ctr 
Generating Station Emergency Plan Implementing Procedure 
EOF-2, "Technical Support Manager *' 

MOORE. R D Couunon wealth Edison Co. B3/0 1 /03 DENTON, HR NRC - 

No Detailed Affiliation Given Ip 17223 219 24X 

Fiche 50“ 000. 93/02/13*0302190102 


— 83021601 56 Public version of Rev 2 to Corporate Command Ctr Generating 
Station Emergency Plan Implementing Procedure EOF-2, 

“Technic*! Support Manager * 

NELLIS, C A , FLESSNER. R A Command eaith Edison Co 93/02/02 

69pp 17223 220 24X Fiche 50-000, 83/02 / 1 5. S3 021 BO 102 


0302180494 Releases public version of revised emergency plan 
implementing procedure 

FELTON. J H Division of Rule* and Record* 03/02/15 Document 

ManagecRint Branch Ip 17221 323 24K Fi ch e 50-010, 03/02/1 3. 

8302180494 


P Operating license stage documents 4 correspondence 


93D217O019 Forwards documentation supporting justification for 
continued operation of operating reactors in response to 
question* raised at 830106 meeting re environ qualification 
of electrical equipment 

EISENHUT, D 0 Division of Licensing 83/01/18 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp 17196 091 24X 

Fiche 50-000.83/01/18,3302170017 


— 8302170096 Package of six comments indicating adequate or inadequate 
justification for continued operation re environ 
qualification of electrical equipment 

HANNON, J N , THOMA.J NRC - No Detailed Affiliation Given 
82/01/27 VARGA, S NRC - No Detailed Affiliation Given lOpP 
17196 225 24X Fiche 50-000,83/01/18,8302170019 


— 8302170129 Forwards tabulation of Group 2 b 3 plants showing dates by 
which technical evaluation rept* are eipected to bo 
completed Request* justi f icat i on for continued operation of 
each group by 021008 4: 15, res p ec ti ve 1 y 

EISENHVT, D 0 Division of Licensing 02/09/24 MIRAGLIA, F 
Assistant Director for Safety Assessment 4pp 17196 265 24X 

Fiche 50-000,03/01/18.8302170019 


830201042? Forwards ‘'Dresden 2 b 3 & Quad Cities 1 b 2 Nuclear Pouiflr 
Plants Dryiue 1 1 Temp Analysis 11 Analysis fulfill* NRC request 
for info re equipment qualification temp profiles inside 
■c onta inment 

RAUSCH. T J Commonwealth Edison Co 03/01/25 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16974 ISO 24X 
Fiche 50-000,83/01/23,8302010429 


— 8302010434 "Dresden 2 b 3 b Quad Cities 1 b 2 Nuclear Power Plant 
Drywell Temp Analysis " 

HOANG, H X , ROGERS. A E General Electric Co NSE0-82-06B2 
62/11/30 I3pp 16974 162 24X Fiche 50-000,03/01/25,830201042? 


B302070215 Application for amend to License DPR-19 changing safety/ 
relief actuating setpoint of Target Rock b El ec tr omati c 
relief valves Class III license amend fee *ncl 

RAUSCH, T J Commonwealth Edison Co 03/02/01 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 3pp 17031 316 24X 

Fiche 50-237,83/02/01,9302070215 


— B3O219Q490 Forward* public version of Rev 1 to Emergency Plan 
Implementing Procedure EPIP 300-7, "Personnel 
Decontamination (Medical - Decontamination Area) (Primary 
Ret pom t b i 1 1 ty - Rad/Chem Director) " 

SCOTT.D J Commonwealth Edison Co 33/01/20 DENTON, HR Office 
of Nuclear Reactor Regulation. Director 3pp 17221 324 24V 

Fiche 5£y-OlO, 93/02/13, 9302130494 


— 8302100309 Public version of Rev 1 to Emergency Plan Imp lemen ting 
Procedure EPIP 300-7. “Personnel Decontamination (Medical - 
Decontamination Area) (Primary Responsibility - Rad/Ch#m 
Director) ’* Revised indei encl 

e Commonwealth Edison Co 93/01/12 I2pp 17221 327 24X 

Fiche 50-01 0. 83/02/ 1 5, 93021 80494 


>2250349 Advise* that A Liclcu* will contact util for site visits to 
avieu proposed emergency notification sys & health physics 
letuarlc locations at technical support ctr* b emergency 
pirating f ac i I i ti e«, p ■ r util 830128 request 

APEHIELLOp C J Division of Emergency Preparedness & Operational 
Support 01/03/19 REEDrC Commonwealth Edison Co 2pp 
7291 072 24X Ficha 30-000.93/02/10,9302250349 


3302250361 Requests approval b acquisition of necessary equipment to 
activate proposed locations for emergency notification *ys b 
health physics network phone* within technical support ctrs 
4, emergency operating facilities Lists of locations end 
SWARTZ , E D Convnonueal th Edison Co 83/01/20 KEPPLER, J Q 
Region 3j Office of Director. 4pp 17291 074 24X 

Fiche' 3D- 000, 83/02/10.8302230349 


Q Advisory Committee on Reactor Safeguards reports b correspondence 


— 0302070320 Proposed Tech Specs changing saf e ty/re 1 i ef actuating 
setpoint 

* Commonwealth Edison Co 93/02/01 3p p 17031 319 24 X 

Fiche 50-237.03/02/01,0302070215 


0302070274 Suppls S2J019 Itr re justification for continued operation 
fOT SCAM resistance ‘'emp detectois in reactor w^ter cleanup 
roorrs, per 021229 b 030110 SER* for environ qual i f l ca 1 1 on of 
electrical equipment program 

RAUSCH, T J Commonwealth Edison Co 03/02/01 DENTON, H R Office 

of Njclear Reactor Regulation, Directoi iOpp 17031 ||6 a4X‘ 

Ficha 50-000,83/02/01,6302070274 


630233005? Generic Ltr 83-00 to all Mark I containment licensees re 
mod of vacuum breakers on Mark I containment Requests 
corns! tment to submit results of plant-unique calculations 
which formed bases fpr mod Svc list end 

E ISENKUT, D 0 Di/isian of Licensing 83/02/02 General Public 
Utilities - GPU Service Corp 5pp 17074 086 24X 

Fiche 50-000, 93/02/02. 03O2O3OOB9 


0302170345 Respond* to NRC concerns re saf ety -r b 1 a ted sys npt protected 
against effects of tornado-generated missiles per SEP Topic 
1 1 1-4 A Probability of tornado missile occurrence fio small 
that shielding not warranted 

RAUSCH, T J Commonwealth Edison Co 83/02/03 GILBERT, R 
Operating Reactors Branch 5 5pp 17104 110 24X 

Ffiche 50-237.83/02/03,8302170345 


—3302170347 "P robab i 1 i s 1 1 c Analysis of Tornado Missile Haiard far 
Dresden Nuclear Power Station " 

# Commonweal th Edison Co 03/01/31 33pp J7184 115 24X 

Fiche 50-237, 03/02/03, 0302170345 


102080490 Comments on ACRS Eu-bcommi ttea on SEP 921130 meeting re 
licenite disagreement w/NRC position on SEP Topic VI-10 A, 

'•Testing of Reactor Trip Sys b ESF, Including RespoTis* Time 
Testing 11 

LIPINSXI.W C ACRS ~ Advisory Committee on ReactoT Safeguards 
LIPINSJU.WC Argonne National Laboratory 02/12/02 SIE35.CP 
ACRS - Advisory Committee on Reactor Safeguard* 5pp 17071:269 
24 X Ficha 30-000.82/12/02,8302000400 


0302080244 Notification of 930200 meeting w/utll in Bothesda, MD bo 
diicuss licensee proposed approath re indication of 
crack in one 28-inch recircuiat i on line 

DUDLEY. R F Operating Reactors Branch 5 03/02/04 CRUTCHFIELD. D 

Operating Reactors Branch 5 3pp 17057 163 24X 

Fiche 50-237,03/02/04,0302080244 


12090459 Summary of ACRES Subcommittee on SEP 021026-27 meetings in 
• thing ton, DC re integrated plant safety assessment 

ACRS - Advisory Committee on Reactor Safeguards 82/12/09 
*9S - Advisory Committee an Reactor Safeguards 33pp 17108 077 
K Fiche 50-000,82/12/09,8302000459 


8302100224 Forward* descr iption, basi s 4 justi f icati on for each 
cho*an for reactor protection *ys power monitoring sys, per 
020723 itr Proposed Tech Specs will be submitted by 030415 
RAUSCH. T J Commonwealth Edison Co 83/02/04 DENTON, H R 

of Nuclear Reactor Regulation, Director 14pp 17115 i ia 

Fiche 50-000, 83/02/04,9302100224 


setpoint 


Office 

24X 
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9302100214 Application for amend to Licence DPR-19, chang irig Tech Specs 
to allow main steam radiation monitor trip level setpoints 
to be- increased above 2 OX during operation 

RAI/SCH, T J Commonwealth Edison Co 93/02/07 DENTON, H R Office 
a( Nuclear Reactor Regulationi Director 3pp 17115 106 24X 

Ficb* 50-237,83/02/07,8302100214 


— 9302100217 Proposed Tech Spec c hang es « a 11 ow ing main steamline radiation 
men 1 tor setpoint increase above 20X during operation 
« Commonwealth Edison Co 03/02/07 7pp 17115 109 24X 

Fiche 50-237,03/02/07,0302100214 


0302000295 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for Ok & holder* of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list *nc 1 

EISENHJT. D 0 Division of Licensing 03/02/08 Consolidated 
Edison Co of New York, Inc llpp 17290 247 24X 

Fiche 50-000, 03/02/08,8302000295 


0302090301 Generic Ltr 83-05 to BWR licensees of operating reactors 
(« i cep t LACQMR >, app 1 icants for OL tc holders of CP re SER of 
"Emergency Procedure Ouidel ines. Rev 2," NEDO-24934, June 
1982 Guidelines acceptable Svc list end 

EI 5 ENHIJT, D 0 Division of Licensing 83/02/00 Commonwealth 
Edison Co 6pp 17234 245 24X Fiche 50-000,83/02/00,0302000301 


9302000304 Generic Ltr 03-11 to all operating reactor licensees re 
licinisf qualification for performing safety analysis In 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end 
EISENHUT, D 0 Division of Licensing S 3 / 02/08 Consolidated 
Edison Co of New York, Inc 9pp 17234 234 24X 

Fiche 30-000, 83/02/00. 8302080304 


9302180296 Responds to 830119 ltr re SEP Topic HI-2 concerning 
windload capacity of ventilation stack Mods not warranted 
because actual concrete strength does not govern ventilation 
stack loads probability of 259 mph tornado low 
fiAUQCH, T J Commonwealth Edison Co. 83/02/09 GILBERT, R 
Operating Reactors Branch S 2pp 17211 245 24X 

Ficha- 50- 237, 83/02/09, 8302180296 


030 22203 30 Discusses schedule for util response re environ 
qualification of electrical equipment proprietary info 
Manufacturers contacted on timely response Status of final 
reporting will be provided by 030515 

RYflAK.B Commonwealth Edison Co 03/02/14 DENTONi H R Office of 
Nudear Reactor Regulation, Director Ip 17230 091 24X 

Fiefi* 50-000, 83/02/14,8302220330 


8302230123 Ark receipt of 830111 ltr re qua I i f i cat 1 »ns of 
rad idchemistry supervisory staff per ANSI Btd 
Nie 1-1971 T Oilman qualified as lead chemist S McDonald 
will attend class to qualify as lead health physicist 
PAP Eft I ELLQ, C J Division of Emergency Preparedness 8, Operational 
Support 03/02/16 SCOTT, D J Commonwealth Edison Co 2pp 
17237 007 24X Fiche 50-010,83/02/16.8302230125 


*--8302230130 Respond* to NRC request to document basis for qualifications 
of rad iochemiitry staff per ANSI Std NIB 1-1971 Lead chemist 
need not meet 2-yr experience requirement 

SCOTT, D J Commonwealth Edison Co 03/01/11 GREGOR, R L Region 
3, Office of Director. 5pp 17257 009 24X Fiche 50-010, 

03/02/16, 8302230125 


0302250189 Application for amends to Licenses DPR-19 & DPR-29, 
incorporating multiple changes to Tech Specs re 
administrative controls 

RAUSCH, T J Commonwealth Edison Co. 03/02/17 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 3pp. 17293*007 24X 

Fiche 30-237,83/02/17,8302250189 


— 03022501932 Proposed Tech Spec changes re administrative controls 
* Commonwealth Edison Co. 03/02/17, 24pp 17293 010 24X 

Fiche 30-237,63/02/17,0302250109 


8302250212 Application for amend to Licenses DPR-29 U DPR-3D, revising 
Tech Specs to incorporate change* to corporate & station 
or ganl rations 

RAUSCH, T. J Commonwealth Edison Co 03/02/17 DENTON, H R Office 
of Nuclear Reactor Regulation, Director, 3pp* 17293 082 24X 

F i c h e : 5 0-237, 03/02/ 1 7, 03022502 1 2 


— 0302250218 Proposed Tech Specs r» administrative controls 

« Commonwealth Edison Co 03/02/17, 17pp 17293 005 24X 

Fiche. 50-237, 83/02/17, 0302230212 


0302200152 Advises that review of 930121 final rule on environ 
qua 1 £ f i co t ion of saf e ty-r e 1 atvd electrical equipment 
incomplete De terminat ion whether to reaffirm or withdraw 
hearing request will be provided by 030324 

STEPTOErP P Ilham, Lincoln fc Beale 83/02/23 EISENHUT, D. 0 
Division of Licensing lp 17306 076 24X Fiche 90-000,83/02/23, 

0302200152 


0302260097 Notification of 830302 meeting u/util In Bethe«da,MD to 
describe proposed approach on second group of crack 
indications 

GILBERT,#? A Operating Reactors Branch 5 03/02/24 CRUTCHFIELD, D 

Operating Reactors Branch 5 3pp 17X7 102 24X 

Fiche 50-237,03/02/24,03022X087 


Q Inspection reports, IE Bulletins fc correspondence 


8302040039 Addl response to FOIA request for 12 categories of documents 
re facilities Personal info deleted from documents r* util/ 
contractor employee allegations concerning GA deficiency 
Forwards App A documents Document 31 available in PDR 
FELTDN, J. M, Division of Rules and Records 02/12/30. HIATT. S L 
Ohio Citiiens for Responsible Energy 3pp, 17045,144 24X 

Fiche 50-000, 82/12/30, 0302040039 


— B302O40332 Forward* 199! comparison data for operating h const plants, 
consisting of total numbers of none ompi i ance items, rept* 
issued, lr*P hours, severity levels, points & hours per rept & 
item 

SUCHARSKI, L. Region 3, Office of Director 02/07/00 

KEPPLER, J 0. Region 3, Office of Director 13pp 17045 231 24X 

Fiche 30-000,02/12/30,030X40039 


0302160014 Summary of 830120 meet ing w/utils, Bechtel, Frank 1 in Research 
Ctr,fJRS 4< Computech Engineering Bvc* re IE Bulletin 80-11, 

"Masonry Hall Design “ Addl testing not warranted 

TRAMMELL, C N Operating Reactors Branch 3 83/01/29. Operating 

Reactors Branch 3 25pp 17171 227 B4X Fiche 50-000,83/01/25, 
B302I60014 


02 1 2060350 IE Info Notice 83-01, '‘Ray Miller, Inc " Svc list end 
JORDAN, E, L Division of Emergency Preparedness & Engineering 
Reiponse (Pott 9301031 83/01/26 Consolidated Edison Co. of New 

York! Inc liepp 17023 160 24X Fiche 50-000, 03/01 /26, 021 2060330 


8212060360 IE Info Notice 03-02, "Li mi torque NOflC, H1BC, H2BC & H3BC 
Qearheads " Svc list enci 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 03/01/20, Consolidated Edison Co of New 

York* Inc I09pp 17144 OOi 24X Fiche 50-000,03/01/28,8212060360 


8312060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments " 
Svc list end 

JORDAN, E, L, Division of Emergency Preparedness & Engineering 
Response (Post B30103) 83/01/28 Consolidated Edison Ct) of New 

York, Inc 1 lOpp 17074 095, 24X Fiche 50-000,83/01/28.0212060361 


0302030303 Advises of 930207 open forum in Chicago, IL re recent rev to 
tQCFRUO 54 It 50 55. IE will conduct formal presentation 
followed by question 6 answer session Requests that 
participation be limited to three people 

QPESSARD, R L, Division of Engineering S3/OI/20 Commonwealth 
Edison Co 2pp 17000 107 24X Fiche 50-000.83/01/23,0302030303 


8302040294 Ac k receipt of 830121 ltr informing NRC of steps taken t» 
correct violations noted in IE Insp Repts 50-010/82-16 p 
50-237/02-23 «< 50-249/82-23 

NORELIUS, C„ E Division of Project * Resident Programs 83/02/01 
REED, C, Coirmonweal th Edison Co Ip 17017 347 24X 

Fiche 50-010,03/02/01,0302040294 


— 8302040302 Responds to NRC 821222 ltr re violations noted in IE Insp 
Repts 50-010/82-16, 50-237/02-23 * 50-249/82-23 Corrective 
actions new computer installation & removal of computer 
console at station operator desk scheduled for Spring 1933 
DELOEOROE.L O Commonwealth Edison Co 03/01/21 KEPPLER, J 0. 
Region 3, Office of Director, 2pp 17017 340 24X 

Fiche 50-010,83/02/01,830X40294 


8302080277 Submits updated installation status rept of safe shutdown 
path supportsrper Bulletin 79-14 All remaining hangers 
will be installed by 031231, w/#xception of Quad Cities 
safety relief valve line 

RAUSCH, T J Commonwealth Edison Co 03/02/01 KEPPLER,JQ Region 
3, Office of Director 4pp, 17056 337. 24X Fiche 50-000,83/02/01, 

830X00277 
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93O215O320 Requeits delay until 030326 to respond to NRC request far 
supplemental info re R* f t {a),(b)„<c> & (*) of IE Bulletin 
8103, ''Flow Blockage of Cooling Wa t • r to Safety -Re l<a t ed Sy * 

Comp onents by Asiatic Clams L HuutU " 

SWARTZ, £ D Commonwealth Edison Co 93/02/08 DENTON. H R Office 
of Nuclear Reaeter Regulation^ Director 2pp 17156 215 24X 

Pick* 50-000, 83/02/08, 8302 1 50520 


8302250358 Forwards IE Imp Repts 50-010/63-01,50-237/83-01 1* 
3O“24?/03-Oi an 830103-07 No nonceunp 1 lane f noted 

PAPERIELLtJ, C J Division of Emergency Preparedness 6 Operational 
Support 63/02/09 REED. C Cc/rmonwea 1 t h Editor) Co 2p p 
17291 154 24X Fiche 50-010,63/02/08.0302250358 


—83022503&4 IE Imp Repts 50-010/93-01,50-237/83-01 6 50-249/03-01 on 
030103-07 No nonconpl lance noted Major ireat inspected 
emergency preparedness program, 1 i censea actions on 
previously identified Items & emergency plan 

PHILLIPS, H P. , PLOSKI.r J , 3 NELL, W O Division of Emergency 
Preparedness tt Operational Support 63/0 2/03 16pp 17291 156 

24X Fiche 50-010,03/02/09,6302250359 


9302150597 EM-03-009 on 830216, notices of violation & proposed 
imposition of civil penalties in amount of 4120.000 will be 
issued, Action based on lack of controls aver distribution of 
safety list U failure to maintain containment Integrity 
BARBEflrO , AXELRAD , J Director's Office. Office of Inspection and 
Enforcement 63/02/11 2pp 17156 117 24* Fiefii 50-000. 83/02/ 1 t, 

83021 50587. 


8302200426 Forward* IE Imp Repts 30-237/82-30 A 50-249/82-31 on 
921206-07, 14-17,630103-05 l 07 t notice Of violation 
PAP£RIELL0,C J Division of Emergency Preparedness t Operational 
Support 63/02/14 REED, C. Commonwealth Edison Co 2pp 
17307 329. 24X Fiche 50-237, 03/02/ 1 4, BD0229O426 


— 8302280430 No t ice of Violation from insp on 831206-07. 14-17, 830103-05 Sc 
07 

PAFEKIELL0. C J. Division of Emergency Preparedness L Operational 
Bupport 83/02/14 ip 17307*331 24X Fiche 90-237,83/02/14. 

8302290426 


— 8302280430 IE Imp Repts 50-237/82-30 & 50-249/82-31 on B2i 206-07. 
14-17,930103-03 4 07 Wancomp I i an< e noted failure to prevent 
transfer of contaminated mall from controlled to 
uncontrolled area 

PAUL. R A . GRANT, M B . CREGER , L R Region 3. Office of Director. 
03/02/14 1 4pp 1730 7 332 24X Fiche 50-237,93/02/14,0302200426 


03O2I8O445 Discusses IE ih«p on 821004-07,12-1112, 120* & 00 k forwards 
notice of violation 6 proposed Imposition of civil penalty 
KEPPLER. J 0 Region 3. Office of Director 83/02/16 O'CONNOR, J J 
Commonwealth Edison Co 3pp 17215 135 24X F i c he. 50-237, 

83/02/16. 0302100445 


— 8302180455 Notice of violation & proposed imposition of civil 
penalty in amount of 420,000 Noncomp I iane e noted primary 
containment integrity not maintained for 33 days fe 
authorities not notified within specified time 
KEPPLER, J 0 Region 3, Office of Director. 83/02/16 3pp 
17215 133 24X Fiche 50-237.83/02/16,8302130445 


9302190491 Discusses IE imp on 020816-1103 I* forwards notice of 
violation in proposed imposition of civil penalty 

KEPPLER, J 0 Region 3, Office of Director 83/02/16 O 'CONNOR, J -J 

Ccmmanuealth Edison Co 4pp. 17214 127 24* Fiche 50-000. 

83/02/16, B3O210O491 


— B302 100496 Notice of violation 6 proposed Inposition of civil penalty 
in amount of *100, OQO. Ncneomp 1 lane* noted weakness in QA 
program, Inc lading lact of controls over d i str itution of 
safety clas slf ice t ion Hit 

KFPPLER, J 0 Region 3, Office of Director 83/02/16 3p p 
17214 131 24 X Fiche. 50-000, 63/02/16,8302100491 


6212060363 IE Info Notice 83-04, "Failure of Elm* Power Supply Units 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
iespame (Post 0301031 03/02/18 Consolidated Edison Co of New 

fori, Inc 1 iOp p 173 47 J9I. 24X Fichi 50-000, B3/02/ 18, 021 2060363 


U2Q60365 IE Info Notice 03-05, "Obtaining Approval for Disposing of 
Very Low Level Radweste - 10CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness 4r Engineering 
Response (Post 830103) 93/02/24 Consolidated Edison Co of Nay 

* f o r fc , Inc. ilipp. 17347 058 24X F i the. 50-000, 83/02/24, 92 1 2060365 


2060366 IE Info Notice 83-06, "Nonidenfctc* 1 Replacement Parts " 
vc list end 

OfiDAN, E L Division of Emergency Preparedness & Engineering 
e-tpoma (Post 830103) 83/0-2/24. Consolidated Edison Co of New 

or I, Inc 1 12pp I736I 148 24X Fiche 50-000,83/02/24,9212060366 


ft Periodic operating reports L related enrr e spondence 


0302130600 Forwards monthly operating repts for Jan 1983 

BCOTTrD J Commonwealth Edison Co 03/02/01 Director's Office, 

Office of Inspection and Enforcement Ip 17155 347 24X 

Fiche 50-237,03/02/01.9302150600 


— 030^150606 Monthly operating repts for Jan 1993 

SCHROEDER.E A Commonwealth Edison Co 03/02/01 l3pp 
17153 348 24X Fiche 30-237,03/02/01.0302150600 


S Reportabls occurrences. LERs & related correspondence 


B302010147 Forwards LER B3-001 /03L-0 

SCOTT, D J Commonwealth Edison Co 93/01/18 KEPPLER, J Q 

3, Office of Director Ip 169/4 153 24X Fiche 30-237,83/01/10- 

8302010147 


— B302010152 LEfi 83-QQ1/03L-0 on B30101 , erac k ed weld discovered at 
f**dwat«r heater 2D2 emergency spill to normal drain line 
connector Caused by excessive movement of drain line Weld 
-will he repaired during upcoming refueling outage 

CriflISTEL. □ Commonwealth Edison Co 03/01/10 Region 3, Office 
of Director Ip 16974 156 24X Fiche 50-237.93/01/18, 

0302010147 


0302010269 Forwards LER 82-O58/O3L0 

SCOTT, D J Commonwealth Edison Co 83/01/19 KEPPLER, J Q NogiOn 
3, Office of Director Ip 16973 139 24X Fiche 50-237,83/01/19, 

0302010269 


—0302010276 LER 02-Q50/O3L-O on 821226, small leak found on reactor uatti 
cleanup line 2-1201B 0-inch-A between 2-1201-1350 6 9BD 
valves. Cause unknown Pipe will be examined when section 
replaced during 1903 refueling outage 

RHEE, S. Commonwealth Edison Co 03/01/19 Region 3, °* 

Director Ip 16973 140 24X Fiche 30-237,03/01/19.8302010269 


8302010376 Foruardt LER 83-003/03L-0 

SCOTT, D J Commonwealth Edison Co 83/01/19 KEPPLER, J □ Region 
3, Office of Director lp 16973 293 24X Fiche 50-237,83/01/19. 

0302010376 


—0307010301 LER 03-OO3/O3L-0 on 830108, during surve i 1 lane es DIS 1 400-5 J 
DOS 6600- 1 . d i * se 1 generator low water pressure alarm 
received Caused by bad low cooling water pressure switch 
Switch replaced u/CU*s 9012 Type QAW-5 

SCMROEDER, B A Commonwealth Edison Co 03/01/19 Region 3, 
Office of Director lp 16973 294 24X Fiche 50-237, 03/01 / 1 «?, 

9302010376 


6302040059 Forwards LER 02-O59/O3L-O 

SCOTT, D J Commonwealth Edison Co 83/01/25 KEPPLER, J 0 Region 
3, Qfftce of Director lp 17020 145 24X Fiche 50-237,83/01/25, 

0302040058 


—0302040070 LER 02-O59/O3L-O on 821231, valve A02-1601-35 closed w/p 
operator action Caused by deteriorated diaphragm in 
solenoid on air operator Solenoid replaced h valve 
operability verified 

WEEr D T Commonwealth Edison Co 83/01/25 Region 3, Office of 
Director lp 17020 146 24X Fiche 50-237, 83/0 1 /2S, 9302040038 


0302040397 Forward* LER 03-008/01 T-0 

SCOTT, D J Commonwealth Edison Co 83/01/29 KEPPLER, J 0 Region 
3, Office of Director lp 17017 337 24X Fiche 50-237. 03/0 1 /2B, 

6302040387 


—930204039 1 LER 03-OOS/OiT—O on 8301 15, during Inservice lnsp, u Itrasonjc 
eiam of rec irculation suction line B safe-end to elbow weld 
detected rejectable indication at weld root Cause unknown 
Investigation underway 

HVLKA, R Commonwealth Edison Co, 03/01/23 Region 3, Of flea of 
Director 2pp 17017 338 24X Fiche 50-237, 03/01 /20, 0302 040397 


0302160154 Forwards updated LER 82-034/03X-1 

SCOTT, D J Commonwealth Edison Co 83/02/01 KEPPLER, j 0 Region 
3, Office of Director lp 17162 210 24X Fiche 50-237,83/02/01, 

0302160154 


—33021601 39 Updated LER 02— 034/03X— 1 on 020726, during power operation, 
pinhole teak discovered in HPCI drain pot drainline to 
main condenser Caused by erosion Segment of pipe replaced 
w/Stbedul* 80 carbon steel pipe 

ANAWOAPPA, A Commonwealth Edison Co 83/02/01 Region 3, 

Office of Director 2pp 17162 219 24 X Fiche 50-237, 93/02/01, 

8302160154 
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93021 £0190 Forward* LER 83-005/03L-0 

SCOTT* 0 U Commonwealth Edison Co 03/02/04 KEPFL£R,J 0 Region 
3, Office of Director lp 17162 212 24X Fiche 90-237,03/02/04, 

9302 160 190 


—0302160199 LER 83-009/03L-0 on 930112. during refueling outage , whi le 
local leak rate tenting, outboard MSIV 2-203-2B leaking in 
excass of Tech Specs Caused by valve packing leakage Packing 
t Igbtened 

RHEE, 8 Commonwealth Edison Co 03/02/04 Region 3, Office of 
Director ip 17162 213 24X Flche 30-237183/02/04,0302160190 


0302160222 Forwards LER 83-004/03L-0 

SCOTT, 0 J Commonwealth Edison Co 03/02/04 KEPPLER, J 0 Region 
3, Office of Director lp 17166 293 24X Fiche 30-237,03/02/04, 

9303 1 60222 


— 0302160226 LER 83-004/Q3L-0 on 8301 13, during core unloading operations, 
grapple control rod interlock would intermi tten 1 1 y clear 
while grapple was over core Caused by grapple not 
maintaining full contact w/rail Limit switch adjusted 
COEN, R W Commonwealth Edison Co 03/02/04 Region 3, Office 
of director . lp 17166 296 24X Fiche 30-237,83/02/04, 

8302160222 


83021 90596 PNO- II I -93-012 on 030204, crack indication in weld between 
torus wall 6 catwalk support beam identified during megnetic 
particle testing Cause unknown Licensee evaluating crack 
indication Unit in shutdown since 030118 

DANIELSON, D , LITTLE, W Region 3, Office of Director 03/02/07 
lp 17136 110. 24 X Fiche 50-237,83/02/07,8302130396 


9302230703 Forwards LER 03-01 1/01 T-0 

ECQTT» D, J Commonwealth Edison Co 03/02/15 KEPPLER, U. © Region 
3, Office of Director. lp 17259*287 24X Fiche 30-237.03/02/15, 

0302230703 


— 0302230706 LER 83-01 1/01T-0 on 030203, dur i n g refueling outage, 
nondestructive test on new fillet weld discovered crack 
between torus shell k ring girder separating bays P k 9 
Cause unknown Investigation underway 

TANO WEE, D Commonwealth Edison Co 03/02/15 Region 3, Office 
of Director 2pp 17259 288 24X Fiche 90-237,83/02/15, 

8302230703 


V Operator Examinations 


9301310203 Generic Ltr 03-06 to all power reactor 1 it ens e e », app 1 lcants 
for QLs.NSS vendors, r«ac tor vendors & AE re certificates 
fc revised format for reactor operator U senior reactor 
operator licenses Svc list encl 

EIBENHUT, D. 0. Division of Licensing 93/01/31 Consolidated 
Edison Co of New York, Inc I4pp 17347, 177 24X 

Fiche 50-000,83/01/31,0301310203 


DOCKET 50-238 NUCLEAR 8HIP 9 A VANN AH 


P- Operating license stage documents & correspondence 


03-02100101 Forwards Amend 10 to License N8-i tt notice of issuance & 
availability Amend revises Tech Specs to reflect 
admin i strative changes 

EISENHUT, D 0 Division of Licensing 93/02/02, 0U6RRY, J E South 
Carolina, State of 3pp 17135*093 24X Fiche* 50-230, 93/02/02, 

0302100101 


■8302100105 Amend 10 td License N8-1 , revis in g Tech Specs to reflect 
admi nlstrat iv* changes. 

EI8ENHUT, D 0. Division of Licensing 83/02/02 9pp 17135; 006 
24X Fiche 50-238,03/02/02,0302100101 


— 0 3 OP 1001 10 Notice of issuance & availability of Amend 10 to License 
MS-1 

EIQENHUT, D 0 Division of Licensing 83/02/02, 2pp 17135-093 
24 X Fiche 50-239,83/02/02,9302100101 


DOCKET 30-244 ROBERT EMMET ©INNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency fc fire protection plan* 


8212210331 Provides addl info to better prepare shift crews operating 
nuclear power plants for questions NRC duty officer may aft 
during telephone not if ications, Revi sed event notification 
form end, 

STAROSTSECKI , R Division of Project & Resident Programs B2/12/16 
MATER, J E Rochester ©as fc Electric Corp. 6pp. 16497 020, 24X 

Fiche; 50-244, 02/12/16, 0212210331 


8301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL b holders of CPs re regional workshop 
concerning Suppl 1 , NUREQ-0737, ’'Requirements for Emergency 
Response Capability " Svc list encl 

EISENMUT, D G Division of Licensing 83/02/01 Consolidated 
Edison Co of New York, Inc itpp 17221 226 24X 

Fiche 50-000.03/02/01.8301210340 


0302070365 Act receipt of 921229 ltr informing NRC of step* taken to 
correct violations noted in IE Emergency Preparedness 
Appraisal Rapt 50-244/01-22 

MARTIN, T T Division of Engineering & Technical Programs 03/02/02 
MA1ER.JE Rochester ©as 4, Electric Corp lp 17030*09 7 24X 

Fichf 50-244,03/02/02,8302070365 


— 9302070367 Responds to NRC 821007 ltr re violations noted In IE 
Emergency Preparedness Appraisal Rept 50-244/01-22 
Corrective actions* emergency planning info provided to 
residents living within 10 mile emergency planning tone. 

MAIER. J E Rochester Qas * Electric Corp. 82/12/29 SMITH,© H 
Division of Emergency Preparedness & Operational Support, lp 
17030 098. 24X Fiche 30-244,93/02/02,0302070365 


— 8303070370 "To Our Neighbors in Wayne County, RE Dinna Nuclear Power 
Plant Emergency Planning Info n 

BRIGGS, P U. Roc h ester Oat U Electric Corp. MORIN, L Monroe 
County, NY DECKER, M Wayne County, NY 82/12/29 12pp. 

17030 099 24X Fiche 50-244,03/02/02,0302070363 


0302150620 Forwards Amend 56 to License DPR-10 & notice of issuance 
fc availability Amend authorizes Tech Spec changes to bring 
audits of emergency Ik security plans in compliance ur/ 

10CFR30 54 & 73 40 

CRUTCHFIELD, 0 Operating Reectori Branch 5 03/02/09 MAJER, J E 

Rochester ©as Sc Electric Corp 3pp 17151*317, 24X 

Fiche 50-244, 83/02/09, 83021 50620 


— 8302150629 Amend 56 to License DPR-18, author i z ing Tech Spec changes to 
bring audits of emergency 6 security plans In compliance u/ 

10CFR50 54 * 73 40(d) 

CRUTCHFIELD, D Operating Reactors Branch 5 B3/02/09. 4pp 

17131*320 24X Fiche 50-244,93/02/09,0302130620 


— 8302150633 Notice of Issuance h availability of Amend 56 to License 
DPR-10 

CRUTCHFIELD, D Operating Reactors Branch 5 03/02/09 2pp, 

17151 324. 24X FI che * 50-244, 03/02/09, 9302130620 


8302230426 Forwards revised Pp 3 4,3*6 lc 5*6 fc to security plan. 

Paget withheld (ref 10CFR73 21) 

MAIER.U E Rochester Oat & Electric Corp 83/02/15 CRUTCHFIELD, D. 

Operating Reactors Branch 5 lp 17246.123. 24X 

Fiche. 50-244, 83/02/19, 9302230426, 


0302230714 Advises that XN-NF-79-491P ) , Rev 1. treati upper plenum 
injection 6 should be referenced in docket Info fulfills 
821215 commitment 

HATER. U E Rochester ©as & Electric Corp. 83/02/17 CRUTCHFIELD, D 
Operating Reactors Branch 5 Ip 17240.3 46, 24X 

Fiche 50-24 4.83/02/17,6302230714 


P Operating license stage documents & correspondence 


9302020343 Addl response to FQ1A request for seven categories of info. 
Forwards documents listed in App A Addl comments provided. 

Documents also available in PDR Search for addl documents in 
prograss 

FELTON, J. M Division of Rules and Records. 82/12/13 
SCHLlSaSL, D A New York, State of. 5pp 16999*119. 24* 

Fiche? 30-000, 82/12/13, 0302020343, 


8302040302 Responds to request for Info on solid, liquid & gaseous 
radwafte which would result from proposed steam generator 
slaeying program 

MAIER.U E Rochester ©as * Electric Corp 03/01/31. CRUTCHFIELD, D 
Operating Reactors Branch 5 3pp 17010.281 24X 

Fiche: 50-244, 83/01/31,8302040302 


8302070270 Forwards "Deer Creek Overflow Flooding Study, N per SEP Topic 
II 3 B, "Flooding Potential 6 Protection Requirements, " 

SEP Topics II 3 Br II 3. B, 1, II 3. C & III 3 A considered 
comp lets 

MAIER.U, E, Rochester ©as & Electric Corp 83/01/31 CRUTCHFIELD, D. 

Operating Reactors Branch 5 2pp, 17031' 126, 24X 

Fiche* 50-244 , 03/01/31,0302070270 


— 0302070275 "Deer Creek Overflow Flooding Study 8EP Topic JI-3, B, w 
# Rochester ©at & Electric Corp 83/01/31 19pp. 17031: 128 

24 X Fiche: 50-244, 03/01/31,8302070270 
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03O2I4OU6 Forwards info reaffirming justification for 
operation, in response to NRC 031213 ttr.per 1 E 
Bui letin 79-01B. “Environ Qualification of Electrical 
Equipment “ 

MAtER, J E Rochester Qas % Electric Corp 83/Q2/G1 
Operating Reactors Branch 5- 6pp 17142 069 24X 

Fiche 50-244.63/02/01.3302140116 


continue d 


CRUTCHFIELD. 


D 


— aaOSHOia^^Radiatlnn Effects on Organic M 0 tU in Nuclear Plants, 

8 ' DAVIS<K V Georgia Institute of Technology EPfM r p 
030 IM 401 14 ^ *PP 17142 07S 24X Fich. 50-244, 03/02/01, 

83 HBC , ’siT 3 .« 0r “ , * , ' J ‘»*?,'‘ 1 !H f0 re purging /venting. per 

NRC 611215 request lie vital equipment located in eihaust 
portion of purge >yi in intern)* d late bldg upper level east 
end 

MAIER.JE Rochester Gas u Electric Corp. 03/02/04 CRUTCHFIELD. D 
Operating Reactors Branch 5 5pp 17142 117 24 X 

Fiche 50-244.83/02/04,8302140073 

fl 3 ?«r 3 ??! 3 |- < 3 * 2 ,ri £ 1 t0 aU °P* ral ‘"9 reactor licensees, 

applicants for OL h holder, of CP for C-E PWRs re revieu of 

list encl* ° rDUP * m * r ® smct ' Procedures guideline program Svc 

Erflfon^Cn 0 L V L|c « ft * J "9 S3/02/09 Consolidated 

Edison Co of New York. Inc lipp 17290 247 24X 

Fiche 50-000. 03/02/03, 8302 0BO29 5 

63 0 2030304 Generic Ltr 83-11 to all operating reactor licensee, re 
licensee qua 1 (f icatl on for performing safety analysis in 
support of licensing actions Ability to ua» co de must be 
£!221! *«£**■* b '* Vind<>r OT Hcmoi Svc list end 

Edifon C« D °a u Div J ,1 ? n Licensing B3/02/0S Conso 1 i da t e d 
Edison Co of New York. Inc 9pp 17234 2 34 24 * 

Fiche- 50-000. 83/02/03, 830300030 4 

B 3 2 Isa°^ S 03-100 to 4 ll U.,n.,.. »/H„tingSo u „ de.lgn.d 

TMr S ai!!!* i> L Y 4 n 5T* AtGfflic Electric Col re resolution of 
T«t Action Item II K 3 5. “Automatic Trip of Reactor CooUnt 
Punps Svc 1 i , t enc 1 

EISENHUT, ° Q DIvitian of Licensing 83/03/08 Southern 
0302090005 eill ° n Co 31 H> l?a?0 2i2 24X F.C. 50-000, 03/02/00, 

0302130420 Foru.rJ. An,", 34 to Lien.. DPfi-18 t, notice of ioouenc. 
h eve liability Amend authorises Tech Spec changes to bring 
/?*!£• * sacUrit V plans in compliance u/ 

U/LFM3D 34 Zd 73 40 

CRUTCHFIELD. 0 Operating Reactors Branch 5 83/02/09 MAIER.J £ 

Rochester Gas & Electric Corp 3pp 17151 317 24X 

Fiche 30-244.83/02/09.8305150620 

tQ U<<r ' ,e DPR-1B. authqr icing Tecft Spec c hange5 to 

js^ 5 ; u «‘; a 7 f 3 ;s!;r tv 1 s * c,,ri ‘ v piini ,n •" 

?S?I? H ^ IELD ' D Reactors Branch 5 03/02/09 Ao p 

17131 320 24X Fiche 50 - 244 , 83 / 02 / 09,0302150620 PP 

” 03 Sm?? 8 33 0f i5 * Uai,£ ‘ «• ^ vai lability of Amend 56 to License 

CRUTCHFIELD. D Operating Reactors Branch 5 03/02/09 2 0 o 
17151 324 24X Fiche 50-244.83/02/09.8302150620 PP 

8302160261 Advises that no potential exists for cenfta irunent 
overpressuri ration from main steam line break w/contlnued 
feeduater addition, psr wtil B0043D tc 820201 Itrs re SEP 
2 * i V ~ 3 ' ln r ®«Pon*e to IE Bulletin 00-04 
CRUTCHFIELD, D Operating Reactors Branch 5 83/02/09 MArER. J £ 

Rochester Gat & Electric Corp 2pp 17164 091 24X 

F 1 < h • . 30-244 , 83/02 / 09. 0302 1 6026 l 


8302160266 Safety evaluation re main steam line break w/continued 
feedwater addition No potential for containment 
overpressuri ration exists No further action re 1E Bulletin 
80-01 required 

** f Nuclear Reactor Regulation, Director 83/02/09 7pp 

17164 093 24X Fiche 30-244.63/02/09, 8302160261 


0302230340 Forwards application for amend to License DPR-1B, chang ing 
Tech Spec 3 1 4 re nai coolant activity 

MAI ER, J E Rochester Gas b Electric Corp 83/02/10 DENTON. K R 
Office of Nuclear Reactor Regulation, Director lp 17246 203 24X 

Fiche 50-24 4,03/02/18,8302230360 


— 8302230363 Application for amend to License DPR-19, chang l ng Tech Spec 
3 1 4 re rax coolant activity 

KAIER, J E Rochester Gas V Electric Corp 83/02/10 2pp 
17246 204 24 X Fiche 50-244,83/02/18,8302230360 


— 8302233367 Proposed Tech Spec 3 1 4 re max coolant activity 

* Rochester Qas 6 Electric Corp 83/02/18 61pp 17246 210 
34 X Fiche 50-244,83/02/10,8302230360 


8302230499 Describes cable penetration mod to be performed during 
spring refueling outage sehedjied for late Mar 1983 No Tech 
Spec mod required 

MAiER,J E Rochester Gas b Electric Corp 83/02/10 CRUTCHFIELD, D 
Operating Reactors Branch 3 2pp 17246 109 24X 

Fiche 50-244,03/02/18,8302230495 


B302280406 Requests info within 15 days of receipt of ltr re 
operability of large-diameter Pratt purge 8» vent valves b 
maint of sealed purge 6 vent valves Info will determine 
action to mod ify, suspend or revoke license 

CRUTCHF I ELD. D Operating Reactors Branch 5 83/02/23 MAIEP* J E 

Rochester Das l Electric Corp 6pp 17309 151 24X 

Fiche 50-24 4,83/02/23,8302280406 


8302280453 Forwards request for addl info to complete 

post-implementation review of NUREG-0737, Items II F l 4, 
"Containment Pressure Monitor," 1 1 F 1 3, "Containment Water 
Level Monitor," 6 II F 1 6, "Containment Hydrogen Monitor " 
CRUTCHFIELD, D Operating Reactors Branch 5 03/02/23 MAIEft, J E 

Rochester -Gai Electric Corp iOpp 17300 012 24X 

Fiche 50-24 4,83/02/23,8302280453 


Q Inspection report*. IE Bulletins U correspondence 


8302030568 Forwards IE Insp Rept 50-244/82-21 on 021206-31 No 
nonconp 1 ianc * noted 

STARQETECKI.R Division of Project & Resident Programs 83/01/20 
MAIER, J E Rochester Gas b Electric Corp 2pp 17000 109 2-4X 

Fiche 50-24 4.03/01/20,8302030568 


—0302030576 IE Insp Rept 50-244/82-21 on 021206-31 Nu none omp 3 i an c u 
noted Major areas inspected plant op era 1 1 ons , surve 1 1 1 anc e 
tes t 1 ng, s team generator tube rupture procedure review, LER 6 
follouup of licensee action* on previous msp findings 
Z JMhE-RMAN. R p , KISTER, H B Division of Project 6 Resident 
Programs 03/01/15 7pp 17008 111 24X Fi c h e 50-244, 03 /Ol /□£>. 


6302160014 Summary of 030120 meeting w/ ut 1 1 s, Bee h te 1 , Fran k 1 1 n Research 
Ctr.URB t Computech Engineering Svc* re IE Bulletin 80-1J, 

"Masonry Wall Design " Addl testing not warranted 

TRAMMELL, C M Operating Reactors Branch 3 93/01/25 Dperatino 

Reactors Branch 3 25pp 17171 227 24X Fiche 30-000, 83/01 /a 5 

8302160014 


8212060398 IE Info Notice 83-01, "Ray Miller, Inc 11 Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 030103) 83/01/26 Consolidated Edison Co n f New 

York. Inc 1 10pp 17023 160 24X Fiche 90-000,83/01/26,8212060350 


_ , „ . ; . - niov, miui; m d(j(; 

Gserheads Svc list enc I 

JORDAN, E L Division of Emergency Preparedness & Enqineerino 
Response (Post 030103) 03/01/20 Consolidated Edison Cp of New 

York, Tnc l09pp 17144 001 24X Fiche 50-000,83/01/28,0212060360 


!nci nf ° N ° t4Ce 03 ’ 03 ’ ’' C * libr of Li ^ uitf Level Instruments « 

JORDAN, E L Division of Emergency Preparedness 8, Engineerina 
Response (Post 830103) 83/01/20 Consolidated Edison Co of New 

24X Fiche 50-000,03/01/28,8212060361 


York, Inc ItOpp 17074 095 


■'" 82 i? 2 2? 054 Mll 2 St ”^ Lihe ® T,ak ^/Continued Feedwater Addition 

Naci, * r Power Plant, n technical evaluation rept 
VOSBUfiY. F W. . HERRICK, R C Franklin Ins t i tu t e/Fra n k 1 in Research 
Center NRC-03-8I-130 TER-C5506-I 46 82/12/15 HEARN. P NRC ■ 

No Detailed Affiliation Given 24pp 17164 iOO 24X 
Fiche 50-244.83/02/09,8302160261 


0302270502 Advises that Class fn fee submitted w/620009 applicatic 
for operation at bath current & reduced primary sy» pressure 
* wlJ1 b * refunded. Action based on util withdrawing 

application before commencement of NRC r»vi«w 


ement of NRC review 

MILIER, W 0 License Fee Management Branch 83/02/18 
Rochester Qa» U Electric Corp lp 17234 348 24X 

Fiche 90-244, 03/02/1©, 8302220502 


MAIER, J E 


83021401 16 Forwards info reaffirming justification for 
operati on, 1 n response to NRC 821213 Itrxper IE 
Bulletin 79-0 IB, "Environ Qua 1 i f i cati on of Electrical 
Equipment " 

MAIER, J E Rochester Gas 6 Electric Corp 83/02/01 
Operating Reactors Branch 5 6pp 17142 069 24X 

Fiche 50-244,03/02/01,8302140116 


continued 


CRUTCHFIELD, D 


—8302140122 "Radiation Effects on Organic Mails in Nuclear Plants, » 
rtfial rep t 

BRUCE, M B , DAVIS, MV O.org la In.tUut. of Tochnoloou EPRI RP 
B302H01I4 17M2 075 a4X F ‘ Chs SO-34A, g B3/oa/Oi? 



DOCKETED ITEMS 


6302070365 Ack receipt of 021227 1 tr informing NRC of steps taken ta 
coirect violations noted in IE Emergency Preparedness 
Appraisal Rep t 5Q-244/81-22 

MARTIN, T T Division of Engineering t* Technical Programs 03/02/02 
MAIER, J E Rochester Ga* & Electric Corp lp 17030 077 24X 

F iche 50-244 ,03/02/02, 030207036 5 


— 0303070367 Responds to NRC 021007 1 tr re violations noted In IE 
Emergency Preparedness Appraisal Rept 50-244/01-22 
Corrective actions emergency planning info provided to 
residents living within 10 mi le emergency planning rone 
MAIER, J E Rochester Gas h Electric Corp 02/12/27 SMITH, 0 H 
Division of Emergency Preparedness & Operational Support Ip 
17030 098 24 X Fiche 30-244. 83/02/02, 0302070365 


—0302070370 "To Our Neighbors in Wayne County RE Ginna Nuclear Power 
Plant Emergency Planning Info '* 

8RI0G9,P U Rochester Gas fc Electric Corp MDR IN, L Monroe 
County, NY DECKER, M Wayne County, NY 82/12/27 12pp 
17030 099 24X Fiche 50-244,83/02/02,0302070365 


0302100305 Ack receipt of 821227 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-244/02-17 
Changing of gate locks on high radiation areas should be 
completed by 830312 

MARTIN* T T Division of Engineering !< Technical Programs 0 3/02702 

MAIER. J E Rochester Ga* Electric Corp 2pp 17211 227 24X 

Fiche 50-244.03/02/02,8302180305 


— 8302180312 Responds to NRC 821207 ltr re violations noted in IE Insp 
Rept 30-244/82-1? Corrective ac ti on s < hand ho 1 e* cut in wire 
gates barricading locked areas normally used in auxiliary 
bldg 

MAIER, J E Rochester Gas * Electric Corp 02/12/29 MARTIN, T. T 
Division of Engineering &* Technical Programs 2pf> 17211,231 
24 X Fiche 50-244,03/02/02,9302100305 


8302090 439 Ac k receipt of 030111 ltr informing NRC of steps taken ta 
cmrect violations noted in IE Insp Rept 50-244/82-23 
MARTIN. T T Division of Engineering it Technical Programs 03/02/03 
MAIER. J E Rochester Gas it Electric Corp lp 17066 231 24X 

Fiche 50-244. 03/02/03, 8302090439 


■ — 830209044 1 Responds to NRC 821213 ltr re violations noted in IE Insp 
Rept 50-244/02-23 Corrective actions* BNM physical inventory 
will be performed at 6-month intervals not to exceed 12 
month s 

MAIER, J E Rochester Gas «, Electric Corp 03/01/11 MARTIN, T T 
Division of Engineering 4« Technical Programs 2p 17066 252 24X 

Fiche 50-244,63/02/03,8302090439 


B3O2160261 Advises that no potential exists for containment 
overpr e ssuri i ation from main steam line break w/continued 
feedwater add i tlom per util 800430 V 020201 ltrs re SEP 
Topics VI-2 D it IV-3, in response to IE Bulletin BQ-04 
CRUTCHFIELD, D Operating Reactors Branch 5 83/02/0? MAIER, J E 

Rochester Oas t Electric Corp 2pp I7I64 091 24X 

Fiche 50-244,83/02/09,0302160261 


— 030^160266 Safety evaluation re main steam line break w/continued 
feedwater addition No potential for containment 
avarp re-ssur i zation exists. No further action re IE Bulletin 
00-04 required 

•* Office of Nuclear Reactor Regulation, Director 03/02/0?. 7pp 
17164 093 24X Fiche 50-244,03/02/09,0302160261 


— 82 12200 054 "PWR Main Steam Line Break W/Continued Feedwater Addition, 
RE Ginna Nuclear Pouer Plant," technical evaluation rept 
VOCBUFY. F W , HERRICK, R C Franklin Inst i tute/Frank li n Research 
Center. NRC-03-81-130 TER-C5S06- 146 02/12/15 HEARN, P NRC - 

No Detailed Affiliation Given 24pp 17164 100 24X 

Fiche 50-244,83/02/07.0302160261 


8212060363 IE Info Notice 03-04, "Failure of Elma Power Supply Units " 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/02/16 Consolidated Edison Co of New 

York, Inc llOpp 17347 171 24X Fiche 50-000, 03/02/10, 021 2060363 


0212060365 IE Info Notice 03-05, "Obtaining Approval for Disposing of 
Very Low Level Radwaste - 10CFR20 302 " Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response iPost 830103) 03/02/24 Consolidated Edison Co of New 

York, Inc lllpp. 17347 050 24X Fiche 50-000,03/02/24,0212060365 


0212060366 IE Info Notice 83-06, "Nonl denti ca 1 Replacement Parts " 

Bvc list end 

JORDAN, E L Division of Emergency Preparedness *< Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York. Inc t I2pp 17361 148 24X Fiche 50-000,83/02/24,8212060366 


8 Reportable occurrences, LERs & related correspondence 


8302030378 RQ 03-006/01 on 030120, alarm received in control room 
indicating low scroenhouse water level of 20 ft, rendering 
Pire supprexsion water sys inoperable Addl info will be 
presented in 14-day written rept 

SPECTGP, 3 M Rochester Gas L Electric Corp 83/0J/21 HAYNES, R C 
Region 1, Office of Director lp 17005 202 24X 

Fiche 50-244,83/01/21,0302030378 


8302070557 RO 83-008/01 on 83012S, emergency diesel generator etart 
relay <R-t> R-2) Indicating lights found off, causing loss of 
permissive start relays Caused by personnel error Relays 
reset Memo will be issued describing incident 

SPECTOR, S M Rochester Oas it Electric Corp 03/01/26 HAYNEB.fi C 
Region 1, Office of Director 2pp 17034 144 24X 

Fiche 50-244. 83/01/26, 0302070557 


8302230596 Forward* LER 83-006/01T-0 

MAIER - J E Rochester Gas & Electric Corp 03/02/04 HAYNES, R. C. 
Region 1, Office of Director lp 17257 001 24 X 

Fiche 90-244, 03/02/04, 0302230536 


- — 8302230570 LER 03-006/01 T-0’ on 830120, screen house suction bay water 
level dropped below suction of motor driven & diesel driven 
fire pumps, render ing fire «uppr*«*ion sys Inoperable Caused 
by frazil ice in circulating water pump suction 

BQDlNE, J C Rochester Oas it Electric Corp 03/02/03 Region 1, 
Office of Director 2pp 17257 002 24X Fiche 50-244,83/02/04, 

0302230356 


0302230569 Forward* LER B3-002/03L-0 

MAIER . J E Rochester Gas * Electric Corp 03/02/04 HAYNES, R C 
Region 1, Office of Director Ip. 17255 045. 24X 

Fichu 50-244,03/02/04,030223056? 


— 0302230586 LER 03-OO2/O3U-O on 830105. dur in fl performance of ISI-7, 
main steam snubber 160 identified as inoperable Caused by 
piston rod detachment from pi ston. Snubber replaced 
BODINE, J C Rochester Oas h Electric Corp 03/02/04 Region 1. 
Office of Director lp 172 55 046 24X Fiche 50-244,03/02/04, 

0302230569 


0302230715 Forwards LER 83-001/03L-0 

MAIER, J E Rochester Oa* * Electric Corp 83/02/04 HAYNES, R C. 
fiegiun 1, Office of Director lp 17257 307 24X 

Fich w 50-244, 03/02/04, 030223071 5. 


— 0302230723 LER 83-001/03L-0 on 830104, valve 9626A fpund mispo s 1 t i onud 
in closed position Possible cause* include human error it 
deliberate tampering No positive conclusion reached even 
after exhaustive investigation 

BCTDINE, J C Rochester Gat & Electric Corp 03/02/03 Region 1. 
Office of Director 3pp 17257 30B 24X Fiche 50-244, 03/ 02/0 4 , 

0302230715 


8302100292 Forwards LER 03-OO3/O3L-O 

MAIER. J E Rochester Oa* 6 Electric Corp 03/02/07. HAYNES, R C 
Region 1, Office of Director lp 17211 243 24X 

Fiche 30-24 4 , 03/02/07, 0302100272 


— 030210027a LER 83-003/03L-0 on B30I08, conta inment vessel sump A 
isolation valve AQV-1720 Failed to close on command Cause 
unknown Valve diaphragm replaced & Leak Test* PT-23 23 4< 

PT-2 3 performed sati sfactori ly, 

BODINE, J C Rochester Oas fk Electric Corp 83/02/07 Region 1, 
Office of Director ip 17211 244 24X Fiche' 50-244, 83/02/07, 

8302100292. 


8302100330 Forward* LER 83-000/01 T-0 

MAIER, J E Rochester Gas & Electric Corp 03/02/08. HAYNES < R C. 
Region J, Office of Director lp 17213 262 24X 

Fiche* 50-244, 03/02/00,8302100330 


— 8302180307 LER 03-OO0/O1T-O on 030125, emery eney dleeal generator 1A 
start relay indicating light*»R-l & R-2, found off, causing 
loss of p ermi * * 1 ve start relays Caused by personnel failure 
to follow procedures Shift supervisor* addressed on sub,; 

BODINE, J C. Rochester Oa* tt Electric Corp 83/02/09 Region i. 
Office of Director 3pp. 17213 263 24X Fiche 50-244,03/02/OB, 

8302100330 


0302230667 Forward* LER 83-0G4/03L-0 

MATER. J. E Rochester Gas & Electric Corp 83/02/11 HANYES»R C, 
Region 1, Office of Director lp 17257 330 24X 

Fiche. 50-244, 03/02/11, 0302230667, 



DOCKETED ITEMS 
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— 0302230674 LER Q3-004/Q3L-0 on 830114. chec k valve 862B declared 
inoperable after failing to close promptly during test of 
containment spray *ys Main* performed on valve Valve 
retested safci* fac tor i ly Revised test method developed 
SODINEi J C Rochester Qas fc Electric Corp 83/02/11 Region 1, 

Office Of Director lp 17257 331 24X Fiche 50-244. 03/02/ 1 1 < 

83022306*7 


V Operator Examinations 


B301310203 Generic Ltr 83-06 to all power reactor 1 icentees, ap p 1 i cant s 
for OLt.NSS vendor s. reac tor vendors U AE re certificates 
U revised format for reactor operator it senior reactor 
operator licenses Svc list encl 

EISENHUT. D. 0 Division of Licensing 83/01/31 Consolidated 

Edison Co of New Yari. Inc 14pp 17347 177 24X 

pic he 30-000,03/01/31.0301310203 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION. UNIT 1 


F Security, medical# emergency L fire protection plans 


8301190070 Forwards revised reporting procedure of security events 
Procedure withheld Iref IGCFR73 21) 

COVMSILtW O Connecticut Yankee Atomic Power Co. COUH-SIL.W 0 
Northeast Nuclear Energy- Co (sub* of Northeast Utilities) 

COUN91L. W D Northeast Utilities 03/01/07 MCCORULE# G Licensing 
Management Branch 3pp 16S46 303 24X Fiche 50-000.83/01/07. 

0301190070 


8302030345 Discusses filing of copies of changes to emergency plans b 
procedures Util requested to continue submitting three 
Copies to Region 1 or two copies to Region I u/one copy 
directly submitted to resident inspector 

MARTIN# T.T. Division Of Engineering 8c Technical Programs B3/01/24. 

COUNSIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities). 2pp 17006 100 24X Fiche 50-000.03/01/24,0302030345. 


0302010081 Releases public version of revised title pages to Emergency 
Plans 

FELTON, J fl Division of Rules and Records &3/01/26 Document 
Management Branch lp 16990 233 24X Fi che 30-000. 03/01/26. 

0302010091 


— 0302010084 Forward* public van ion of revised title page* to Millstone 
it Haddam Nect Nuclear Power Plant Emergency Plan s, inc luding 
correction to site plan Figure 7-ic re lines of 
communication between emergency response ctrs 

ST PIERRE, M Northeast utilities 83/01/13 BAILEY. I N«C - No 
Detailed Affiliation Given lp 16990 234 24X 

Fiche* 50-000. 03/01/26. 0302010001 


— 8302010091 Public version pf revised title page to Millstone Nuclear 
Plant Emergency Plan 

a Northeast Nuclear Energy Co (subs, of Northeast Utilities) 
03/01/13 ip 16990 233 24X Fic he 50-000. S3/0I /2i# 03020 10001 


6302030233 Releases public version □# revised emergency plan 
imp! eventing procedures 

FELTON, J, M Division of Rules and Records 03/01/26 Document 
Management Branch Ip 17023 239 24X Fiche 50-245.83/01/26, 

0302030233 


— 0309030250 Forward* public version of revised Emergency Plan 
Implementing Procedures EPIP 4309, "Water ford, gta fce & 

Tri-Town Radio Operation 0 L EPIP 4612. “Waterfor d, State t 
Tri-Toun Radio Test " 

COUNSIL, W 0 , CAONETTA, J P Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COLttSIL.UO Northeast Utilities 
83/01/10 £ 1 8ENHU T , 0 0 Division of Licensing. ip 17023 290 

24X Fiche 50-245.83/01/26.6302030233 


-8302030262 Public version of revised Emergency Plan Implementing 
Procedures EPIP 4308, "Water ford. State 1 Tri-Town Radio 
Operation" l EPIP 4612# "Waterford# State & Tri-Town Radio 
Test * Revised ind«* end 

MROCZKA, Ef 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 83/01/05 10pp. 17023 291. 24X 

Fiche: 50-24 5, 83/01/26. 0 302030 233 


302070174 Responds to 821104 ltr re Rev 12 to modified amended 
security plan Proposed changes acceptable Encls to util ltr 
withheld (ref 10CFR73 21 >, 

CRUTCHFIELD# D Operating Reactors Branch 5 03/01/20 C0UN9IL. W G 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 2pp 
I7I32 103 24X Fiche 30-245.03/01/20.8302090174 


—8302030043 Forwards public version of revised emergency plan 
implementing procedures, including Procedure* EPIP 4101 re 
unusual event actions, EPIP 4102 re alert it EPIP 4103 re 
site area emergency 

COUNSIL, W G Connecticut Yankee Atomic power Co COUNSIL. W G 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 
COUNSIL. W 0 Northeast Utilities 03/01/07 EISENHUT , D O 
Division of Licensing 2pp 17027 005 24X Fiche 50-000. 

83/01 /3i 1 8302030033 


—0302030052 Public version of revised emergency plan implementing 
procedures# inc luding Procedures EPIP 4101 re unusual event 
actions# EPIP 4102 re alert it EPIP 4103 re site area 
emergency 

a Connecticut Yankee Atomic Power Co » Northeast Nuclear Energy 
Co (subs of Northeast Utilities) * Northeast Utilities 
02/12/15 603pp 17027 007 24X Fiche 50-000,83/01/31# 

8302030033 


0302070566 Lists objectives of fire protection program PRA to quantify 
overall frequency of failure to achieve safe shutdown as 
result of fire at facilities 

COUNSIL, W O. Northeast Utilities CQUNSIL# W 0 Connecticut Yankee 
Atomic Power Co C0UN3IL.U0 Northeast Nuclear Energy Co (subs 
of Northeast Utilities) 83/01/31 EISENHUT. D 0 Division of 
Licensing 2pp 17034 202 24X Fiche 30-000, 03/01 /3l # 93020 70566 


0301210340 Qeneric Ltr 03-04 to all licensees of operating reactors# 
applicant* for DU it holders of CPs re regional workshop 
concerning Suppl 1 , NUHEG-0737, "Requirements for Emergency 
Response Capability u Svc list encl 

EISEKNUT.DO Division of Licensing 83/02/01 Consolidated 

Ed i ion Co of N»u York, Inc llpp 1722! 226 24X 

Fiche 50-000,03/02/01,8301210340 


B302D405 1 7 Accepts changes to Rev 9 of modified amended security plan, 
submitted by util 021103 ltr Encl to util ltr withheld 
(r*f 10CFR73 21) 

CRUTCHFIELD, D Operating Reactors Branch 5 03/02/01 COUNCIL, W O 

North east Utilities 3pp 17043 359 24X Fiche 50-245. 83/ 02/01 #, 

0302040517 


0302150493 Respond* to 630106 request for evaluation of draft 8ER re 
fir* protection & denial of util requests for exemption from 
App R Work i ng-I*v*I meeting requested to clarify 
mi sunder stand ing* L close remaining open issues 
CQUNSIL, W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities! COUNSIL, W G Northeast Utilities 03/02/02 
E tSENHUT # D G Division of Licensing 2pp 17156 326 24X 

Fiche 50-245,03/02/02,0302150490 


9302100227 Forwards supplemental SER re fire protection for auxlliar 
boiler blast wall Issue ia t i s f a c tor l 1 y resolved & closed 
SHEA, J J Operating Reactor* Branch 5 03/02/07 COUNSIL, W 0 

Northeast Nuclear Energy Co (sub* of Northeast Utilities) 2pp 
1711-4 123 24X Fiche 50-245, 83/02/07, 0302 1 00227 


— 3302100231 Supplemental 5£R re fire wall between auxiliary bo slur ■ 
(Zone T-9), generator room (Zone T-7) t< related structural 
mods (ten acceptable Issue closed 

a Office of Nuclear Reactor Regulation, Director 83/02/07 2j 
17114 125 24 X Fiche 50-245, 83/02/07, 0302100227 


0302160224 R*c omnend s NRC prepare status rept of NRC contractor studi 
r« radioactive iodine source terms & issue of potassium 
iodine Rept would help resolve issue for state it local 
emirgency preparedness personnel 

COUNSIL, W O Connecticut Yankee Atomic Power Co COUNSIL# W G 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL, W,0 Northeast Utilities 83/02/00 EISENHUT, D 0 
Division of Licensing 2pp 17166 292 24X Fiche 50-000# 83/02/OE 

0302160224 


0302160125 Respond* to 021103 i tr re changes to security plan Change* 
to Revs £1 te 13 consistent w/provisions of 10CFR50 54 6 
accep tab 1 1 > 

CRUTCHFIELD. D Operating Reactors Branch 5 03/02/09 COUNSIL# W 

Northeast Nuclear Energy Co (subs of Northeast Utilities) Spa 
17160 231 24X Fiche 50-245,83/02/09,0302160125 


0302)00174 Act receipt of 021230 ltr informing NRC of steps taken to 
correct violations noted in IE Emergency Preparedness 
Appraisal Rep ts 50-245/82-01 it 50-336/02-01 

MARTIN. T T Division of Engineering L Technical Programs 83/02/1' 
COUNSIL. U O Northe**t Nuclear Energy Co (subs gf Northeast 
imiJties) 2pp 17215 349 24X Fiche 30-245,03/02/10,0302100174 


1302030033 Release* public version ef reviled emergency plan 
ietpliensntirtg procedure* 

FELTON, J M Division of Rule* and Record* 03/01/31 Document 

Kanagenent Branch lp. 17027004. 24X Fi che* 50-000, 03/01/31, 

fl 302030033 
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--£302160104 Responds to NRC 820611 Itr re violations noted in IE 
Emergency Preparedness Appraisal Repts 50-245/82-01 & 

50-336/02 01 Corrective actions extremity monitoring devices 
placed in emergency kits & trend analyses program developed 
COUNSIL. U 0 i CAGNETTA, J P Northeast Nuclear Energy Co (subs of 
Northeast Utilities) CQLNSIL, W q Northeast Uti lities 
92/12/30 SMITH, G H Division of Emergency Preparedness 6 
Operational Support 4pp 17215 351 24X Ficfie 50-249j 03/02/10, 

8302160174 


B3Q2250497 Determines that changes to physical security plan proposed 
in 021119 Itr do not decrease security effectiveness U may 
be submitted for formal review 

CRUTCHFIELD, D Operating Reactors Branch 5 B3/O2/10 COUNSIL, W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) lp 
17303 138 24X Fiche 50-245,03/02/10,8302250497 


D Advisory Committee on Reactor Safeguards reports & correspondence 


0302080490 Comments on ACRS Subcommittee on SEP 021130 meeting re 
licensee disagreement w/NRC position on SEP Topic VI-10 Ai 
"Testing of Reactor Trip Sys & ESF, Inc 1 ud in g Response Time 
Testing 11 

LIP IN9KI. W C ACRS - Advisory Committee on Reactor Safeguards 
LIPINSK1.W C Argonne National Laboratory 82/12/02 6IE58,C P 

ACRS “ Advisory Committee on Reactor Safeguards 5pp 17071 269 

24 X Fiche 50-000,82/12/02,6302080480 


B30208043? Summary of ACRB Subcommittee on 9EF 821026-27 meetings in 
Washing ton, DC re integrated plant safety assessment 
■* ACRS - Advisory Committee on Reactor Safeguards 82/12/09 
ACRS - Advisory Committee on Reactor Safeguards 33pp 17100 077 
24X Fiche 50-000, 82/ i 2/09, B302080459 


P Operating license stage documents $ correspondence 


8302080301 Generic Ltr 83-05 to BUR licensees of operating reactor* 
(except LACBWR), app 1 icants for GL U holders of CP re SER of 
"Emergency Procedure Guide! ine*, Rev 2," NEDO-24934, June 
1982 Guidelines acceptable Svc list end 

EISEUMUT, D 0 Division of Licensing, 83/02/09 Commonwealth 
Edison Co 6pp 17234 245 24X Fiche 50-000,03/02/00,0302090301 


6302080304 Generic Ltr 83-11 to all operating reactor licensees re 
licensee qualification for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end 
E rSENHjJT , D G Division of Licensing 83/02/08 Consolidated 

Edison Co of New York. Inc 9pp 17234 234 24X 

Fiche 50-000,93/02/00,8302080304 


9302160197 Forwards request for addl info within 45 days of ltr date 
re monitoring of electric power to reactor protection syi, 
CRUTCHFIELD, D Operating Reactors Branch 5 03/02/09 COUNSIL, W. G 

Northeast Nuclear Energy Co (subs of Northeast Utilities), 3pp. 
17163.037 24 X Fiche 50-245, 03/02/09, 8302 160197 


8302220427 Notifies that completion date for mods necessary to correct 
inadequacies associated w/equipment installed per 
NURE0-O737, Item* II F 1 1 & II F 1.2 extended to 830901 
Vendor isotop ical caiibr rept received later than expected 
COUNSIL, W 0 i BEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast utilities) COUNSIL, W 0 Northeast Utilities 63/02/11 
CRlfTCHF IELD, D Operating Reactors Branch 5 CLARK, R A Operating 
Reactors Branch 3 2pp 17232 130 24X Fiche- 50-245, 83/02/1 1, 

0302220427, 


83022201 59 Forwards ‘'Startup Physics Testing Program for Cycle 9 
suirmary rept 

COUNSIL, W G. Northeast Nuclear Energy Co, (subs of Northeast 
Utilities) COUNSIL, U 0 Northeast Utilities 83/02/14 
CRUTCHFIELD, D Operating Reactor* Branch 5 lp 17233*130 2 4X 

Fiche 50-245 , 83/02/14, 9302220155 


03020104-91 Forwards response to NRC SER re environ qualification of 
electrical equipment 

COUNSIL, W 0 , CAONETTA, J P Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL, W G Northeast Utilities 83/01/19 
CRUTCHFIELD, D Operating Reactors Branch 5 247pp 16902 078. 24X 

Fiche. 50-245, 03/01/19, 0302010491 


8302010301 Forward* addl reporting criteria for unplanned liquid 
radioactive release* New criteria cover specific type* of 
potential liquid releases not presently covered Response 
requested by 830403 

COUNSIL, W 0 Connecticut Yankee Atomic power Co, COUNSIL, W 0 
Hoi fcheast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL, UO Northeast Utilities 83/01/21 HAYNE9, R C Region 1, 
office of Director 7pp 16973 092 24X Fiche 50-000,03/01/21, 

B302010301 


8302040226 Forward* Amends 88,51 6 00 to License* DPR-21, DPR-61 4 
DPR-65* respac tivel y U notice of issuance L availability 
Amend* reflect organi rational changes Haddam Neck amend also 
approve* change to upper range Intake water temp sensor 
CRUTCHFIELD, D Operating Reactors Branch 9 B3/01/26 COUNSIL, WG 

Connecticut Yankee Atomic Power Co 5pp J 7020 115 24X 

Fiche: 50-000, 03/0 1 /26, 0302040226 


— G302040231 Amends 00,91 t> SO to License* DPR-21 , DPR-61 fc DPR-65, 
r espec t Ivel y, revi * Ing App 8 Tech Spec r* organi zational 
changes h changing upper range Intake water temp senior for 
Haddam Neck 

CRUTCHFIELD, D Operating Reactors Branch S 03/01/26 23pp 
17020 120 24X Fiche 50-000,03/01/26,0302040226 


— 0302220160 "Startup Phyiics Testing Program for Cycle 9, H summary rept. 
a Northeast Nuclear Energy Co Csubs of Northeast Utilities) 
83/02/28 3pp 17233 139 24X Fi c he. 50-245, 83/02/ 14, 0302220155 


8302240331 Comment* on extension of SEP from Phase II to Phase III 
Integrated assessment concept should be applied to existing 
backlog of requirement* currently being implemented at all 
operating reactor* Handouts from 830204 mee ting end 
COUNSIL, W O Northeast Nuclear Energy Co (sub*, of Northeast 
Utilities) COUNSIL, W 0 Northeast Utilities COUNSIL, W 0 
Connecticut Yankee Atomic Power Co, 83/02/19 ZERBE, J E Office of 
Policy Evaluation* 26pp 17274 010, 24X Fiche 50-000,03/02/13, 

8302240331 


8302280145 Forward* r#qu«»t for addl Info re Trfl Action Item 
II K 3 20, "duallf ication of Accumulator* bn Automatic 
Depress uri rat i on 8ys, w to complete review Info should be 
submitted by 030603 

CRUTCHFIELD, 0. Operating Reactors Branch 3 03/02/18. COUNSIL, W, 0, 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 7pp, 
17306 081 24X Fiche 30-245,03/02/10,8302200149. 


8302200226 Informs that decision to reaffirm or withdraw request for 
hearing on environ qualification of safety-related 
electrical equipment will be determined within 30-day period 
following 030222 final rule effective date 
COUNSIL, W 0 r SEARS, C F Northeast Utilities 03/02/22. 

EISENHUT, D 0 Division of Licenelng 2pp, 17304 393 24X 

Fiche 50-000, 83/02/22,0302200226 


— 9302040240 Notice of issuance * availability of Amend* 88,51 $< BO to 
License* DPR-21, DPR-61 * DPR-69, respectively 
CRUTCHFIELD, D Operating Reactors Branch 5. 03/01/26 2pp 

17020 143 24 X Fiche 30-000,83/01/26.8302040226 


9302030089 Generic Ltr 83-00 to a 1 1 Hark I containment license** re 
nod of vacuum breakers on Hark I containment. Requests 
cenrmltment to submit results of plant-unique calculations 
which formed base* for mod. Svc list end 

EISENHUT, D 0 Division Of Licensing. 03/02/02 General Public 
Utilities “ OPU Service Corp 5pp, 17074 006 24X 

Fiche 50-000, 63/02/02, 030 203008 9 


8302000293 Generic Ltr 03-09 to a 1 1 operating reactor licences, 
applicant* for OL fc holders of CP for C-E PWRs re review pf 
C-E Owners Group emergency procedure* guideline program. Svc 

list end 

EISEHHUT^ 0 G Division Of Licensing 03/02/08, Consolidated 
Edison Co of New York, Inc 1 1 p p 17290' 247 24X 

Fiche 30-000, 83/02/00, 0302080295, 


0302200490 Advises that 821020 revised BUR Owners Group study re 
NURE0-O737r Item II, K 3 18, "Hod of Automatic 
Dspressur I iat i on By* Logic," applicable to facility. No 
further action reqored. 

COUNSIL, W 0 , SEARS, C F Northeast Nuclear Energy Co (tube, of 
Northeast Utilities) COUNSIL, W 0 Northeast Utilities 83/02/22. 
EIBENHUT, D. G. Division of Licensing 2pp, 17309' 127 24X 

Fiche 30-245, 83/02/22,8302200490 


0 Inspection reports, IE Bulletins & correspondence 


830216001 4 Summary of 030120 meeting u/utili, Bechtel, Franklin Research 
Ctr URS fc computech Engineering Svc* re IE Bulletin 80-11, 

"Masonry Nall Design, 11 Addl testing not warranted 

TRAMMELL, C K. Operating Reactors Branch 3. 83/01/23 Operating 

Reactors Branch 3 23pp. 17171*227, 24X Fiche s 30-000, 03/01 /25, 

9302160014 


B2 1 2060358 IE Info Notice 00-01, "Ray Killer, Inc. 11 Svc list end, 
JORDAN, E L Division of Emergency Preparedness -It Engineering 
Response (Post 830103). 03/01/26 Consolidated Edison Co of New 

York, Inc. 1 16pp. 17023 160 24X Fiche: 30-000, 03/01/26, 0212060330. 
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8302010631 Forward* SALP Repts for Sept 1981 - Aug 1902 Performance 
exhibits high level of mgt attention U involvement Ample 
resource* appear to be effectively used 

HAYNES, R C Region It Office of Director 83/01/27 CGONSIL.WG 
North-east Nuclear Energy Co (subs of Northeast Utilities) 4pp 
16979 043 24X Flche 50*000-03/01/27,8302010631 


— 8302010662 SALP rept on 921013 One minor violation identified re 
inadequate document control of procedures Policies 
adequately stated 6 understood Records complete fc uell 
malnta ined 

+ Region 1, Office of Director 82/10/13 27pp 16979 049 24X 

Flche 50-000- 83/01/27, 9302-010651 


— B3020I0679 Notifies of 621103 meeting to provide forum for candid 
discussion* r* util performance 

3TAR09TECXI. R Division of Project *< Resident Programs 82/10/27 
COUNSIL.U 0 Northeast Nuclear Energy Co (sub* of Northeast 
Utilities) 2pp 16979 160 24/ Fiche 30-000,83/01/27. 

9302010631 


— 0302010692 Provides comments on 921103 meeting to ensure mutual 
understanding of detailed performance evaluation of utils 
COUNSIL, U 0 Northeast Nuclear Energy Co Csubs of Northeast 
Utilities! C0UN9IL, W G Connecticut Yankee Atomic Power Co 
62/11/23 HAYNES, ft C Region l. Office of Director 5pp 
14979 162 24 X Fiche* 30-000, 03/01/27, 83020106 51 


02 12060340 IE Info Notice B3-02 r "Utmitorque HOfiC. HI BC, H2BC & H3BC 
Oearheads " Svc list end 

JORDAN- E L Division of Emergency Preparedness tc Engineering 
Response (Post 8301031 83/01/2B Consolidated Edison Co of New 

Yorkr tnc 109pp 17144 001 24X Fiche 50-000, B3/0 1 /2B- 921 2060340 


B2 12060361 fE Info Notice 83-03. "Calibr of Liquid Level Instruments *’ 
Svc list end 

JORDAN- E L Division af Emergency Preparedness & Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co of Hem 

Yorkr Inc UOpp 17074 095 24X Fiche 50-000,83/01/20.9212060361 


0302030198 Ack receipt of 821229 1 tr informing NRC of steps taken to 
correct violations noted in fE In*p Repts 50-243793-13 & 

50-336/82-13 

tfARIlN.T t Division of Engineering U Technical Programs 03/01/31 
C GUNS I Li H G Nortbaast Nuclear Energy Cu (subs of Northeast 
Utilities) lp 17001 321 24 X Fi t h e 30-245. B3/01 /31 , 8302030198 


—0302030202 Responds to NRC 8200 06 Itr re violations noted in JE Insp 
Repts 50-245/02-13 U 50-336/82-13 Corrective actions 
procedures being revised re translation of design 
requirements into drawings 

COUNSIL, H 0 , CAONETTAi J P Northeast Nuclear Energy Co C subs of 
North east Utilities) COUNSIL, W G Northeast Utilities 

82/12/29 MARTIN, T T Division of Engineering L Technical 
Programs 2p p 17001 322 24X Fith* 50-245,88/01/31,8302030199 


0302150543 Forwards IE Insp ftepts 50-245/02-24 U 50-336/02-26 on 
821220-30 U notice of violation 

MARTIN. T T Division of Engineering 6 Technical Programs 83/01/31 
COUNSIL, W 0 Northeast Ni/tleaT Energy Co (subs of Northeast 
Utilities) 2pp 17156 103 24X Fiche 50-245,83/01/31,8302150543 


—0302150351 Notice of violation from insp an 821220-30 

* Di/itlon of Enginflering t Technical Programs S3/01/31 lp 
17156 105 24X Fiche 30-245,83/01/31,0302 1 50543 


— B302I50359 £E Insp Rept* 50-245/82-24 h 50-336/02-26 on 921220-30 
Nancomp 1 lane* noted failuT* to perform annual audit of 
applicable criteria of App 8 to 10CFR5O re transportation 

packages 

CLEMONS. SHANflAKY.M Region 1- Office of Director 83/01/27 
4pp 17136 106 24X Fiche 50-245, 83/01 /31- B3021 50543 


8302180174 Act receipt of 321230 Itr informing NRC of steps taker to 
correct violations noted In IE Emergency Preparedness 
Appraisal Repts 50-245/82-01 6 30-336/82-01 

MARTIN, T T Division of Engineering 4, Technical Programs 83/02/10 
COUNSIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp I 721 S 349 24X Fiche 50-245,03/02/10,8302180174 


— 8302190104 Responds to NRC 920611 Itr re violations noted in IE 
emergency Preparedness Appraisal Repts 50-245/8.2-01 6 
30-336/82-01 Corrective actions extremity monitoring devices 
placed in emergency tits U trend analyses program developed 
CGUYSILiW 0 , CAGNETTA, J P Northeast Nuclear Energy •Co (subs of 
Northeast Utilities) C0WJ8IL-WG Northeast Utilities 
82/12/30 SMITH- 0. H Division of Emergency Preparedness & 
Operational Support. 4pp 17215 351 24X Fiche 50-245, 03/02/10, 

8302180174 


8302230522 Ack receipt of 030112 itr informing NRC of steps taken lo 
emrect violations noted in IE Insp Repfc 90-245/01 — 13 

MARTIN- T T Division of Enginee? ing h Technical Programs 03/02/10 
CdUNSIL.U G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) Ip 172S7 276 24X Fiche 50-243, 83/02/ 10, G302230522 


8302230532 Responds *0 NRC 011001 Itr re violations noted in IE Insp 
Rep t 50-245/01-13 CorTBc t ive actions requirements to 
calculate ic record average control insertion times on RE 
Fo-rm 1051-3 will remain as part of required data reduction 
COUNSIL, II 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL, WG Northeas t Uti 1 l ties 03/01/12 
BRUNNER, E J Region 1, Office of Director lp 17257 277 24X 

Fiche 50-24 5,03/02/10,0302230 522 


0302230395 Forwards ”ASME Class I, II t III Inservice Insp Rept, 19B2 ” 
MROCZKA-E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 11R0CZKA, E J Northeast Utilities 03/02/15 

HAYNES, R C Region 1, Office of Director lp 17247 007 24X 

Fiche 00-245,83/02/13,8302230385 


—0302230391 "ASMS CUss I. II b HI Inservice Insp Rept, 1902 " 
* Northeast Utilities 83/02/15 39pp 17247 008 24X 

Fiche 50-245,03/02/15,8302230385 


8212060363 IE Info Notice 03-04, “Failure of Elma Power Supply Units " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/02/10 Consolidated Edison Co of New 

Vail, Inc UOpp 17347 191 24 / FI che 50-000, 03/02/ 1 8, 821 2060363 


B212040365 IE Info Notice 83-05, “Obtaining Approval for Disposing of 
Very Lou Level Raduaste - 10CFR20 302 11 Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of Neu 

York, Inc lllpp 17347 050 24X Fiche 50-000,83/02/24,0212060365 


8212060366 IE Info Notice 83-06, "Non id entica 1 Replacement Parts " 

Svc list one l 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of New 

York, Inc H2pp 17361 140 24X Fiche 50-000,03/02/24,8212060366 


S Reportable occurrences, LERs it related correspondence 


9302030093 Forwards revised LER 82-027/03L-1 Detailed event analysis 
end 

MR0C2KA, E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities ) MRQCZKA, E J Northeast Utilities 03/01/20 

HAYNES, R C Region 1, Office or Director 3pp 17002 230 24X 

Fiche 50-245, 63/01/38, 6302030073 


—8302030101 Revised LER 82- 027/03L-1 on 821 1 1 1, automat l c press uro re]j 
time delay relays 337-104A 4 287-104B timed out above Tech 
Spec limit Caused by instrument setpoint drift due to high 
control room tenp Tima delay relays reset 

THULU. T 5 Nor*heas f Nuclear Energy Co (subs of Northeast 
Utilities) 83/01/20 Region 1, Office of Director lp 

17002 233 24 X Fiche 50-245,83/01/20,8302030093 


6302030582 Foruards LER Q3-001/03L— 0 Detailed event analysis en c 1 
MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MROCZKA. E J Northeast Utilities 03/01/28 

HAYNES, R C Region 1, Office of Director 2pp 170GB 002 24X 

Fiche 50-245, 83/01/28. 83020305B2 


— 8302030588 LER 83-001/03L-0 on 0301 03, p res s ure switch 261-30A tripped 
beJou Tech Spec limit during main steam line low pressure 
functional h. calibr test Caused by setpoint trip Switch 
reset 

THUlL, T S Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 83/01/28 Region 1, Office of Director lo 
17009 004 24X Fiche 50-245,53/01/28,0302030502 


8302100444 Forwards LER 83-002/03L-0 Detailed event analysis end 
MROCZKA, E J Northeast Nuclear Energy Co (subs of Northeas b 
Utilities) T.ROCZKA, £ J Northeast Utilities 03/02/03 

HAYNES. R: C Region I, Office of Director 2pp 17117 167 & 

Fiche 50-24 5,03/02/03,0302100444 


— 8302100447 LER 83-002/03L-0 on 830104, pressure switch 2205-16310 
tripped above Tech Spec limit Caused by setpoint drift 
Switch reeaiibr & tested satisfactorily 

THULL, T S Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 83/02/03 Region 1, Office of Director lo 
17117 169 24X Fiche 50-245, 83/02/03,0302100444 



DOCKETED ITEMS 


V Operator Examina t i ons 


9302-200097 Responds, to Generic Ltr B3-01 re requests for sit* visits 
for I i cens i ng /certi r i cation exams from Apr 1933 - Dec 1903 
Estimated exam dates tentative 

CDUNSrt.i W o p SEARS. C F Connecticut Yankee Atomic Power Co 
C-O'JNQIL, W. Q Northeast Nuclear Energy Co (subs of Northeast 
Utilities! 03/02/18 EISENHUT , D 0 Division of Licensing 5pp 
17309 129 2 4 X Fiche 90-000.83/02/18,8302200097 


DOCKET 50-247 INDIAN POINT STATION. UNIT 2 


82120603*5 IE Info Notice 83-09, "Obtaining Approval for Disposing of 
Very Loo Level Radwast* - 10CFR20 302 «' Svc list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response <Poat 930103) 83/02/24 Consolidated Edison Op. of New 

York, Inc lllpp 17347 058 24X Fiche 50-000,83/02/24.82 1 2060365 


F. Security, .medical. emergency k fire protection plans 


9302080431 Board Notification 03-7 forwards testimony re emergency 
planning & accident consequences W/o end 

EISENHUT, D.O Division of Licensing 83/01/26 PALLADIUM J. , 
OIL INSKY, V. , ANEARNE.J F Commissioners 5pp 17074 318 24X 

Fiche 30-247,83/01/26,8302000431 


8302070216 Forwards revised Chapters 1-4 to safeguards contingency 
plan Rev withheld (ref 10CFR2 790 k I0CFR73 21) 

O'TOOLE, J D Consolidated Edison Co of New York, Inc 83/01/2B 
VARGA, 8 A Operating Reactors Branch 1 2pp 17031.322 24X 

Fiche 50-003, 83/01 /28, B30207021 6 


830-2040018 Releases public version of page changes to emergency plan. 
F El TOM, J H Division of Rules and Records 83/01/31 Document 

■Management Branch. Ip 17043 279 24X Fiche 50-003,83/01/31, 

8302040019 


--8302040020 Forwards public version of page changes to emergency 
plan.App A re site emergency roster 

O'TOOLE, J D Consolidated Edison Co of New York. Inc 83/01/10 
HAYNES# ft C Region 1, Office of Director. 2pp 17043:230. 24X 

Fiche 90-003,63/01/31,8302040018 


— 8302040023 Public version of page changes to emergency plan.App A re 
sit* emergency roster 

* Consolidated Edison Co of New York, Inc 82/12/07 14pp. 

17043 292 24X F i ch e' 30-003, 03/01 /31 , 8302040018 


S 30 121 03 4 0 Generic Ltr 03-04 to all licensees of operating reactors# 
applicants for PL k holders of CPs re regional workshop 
concerning Suppl t, NUREG-0737, "Requirements for Emergency 
Response Capability " Svc list end 

EISENHUT, DG Di vi * ion of Licens ing 83/02/01 Consolidated 

Edison Co of Neu York# Inc llpp 17221 226 24X 

Fiche 50-000,03/02/01,0301210340 


0302080420 Responds to CF Souter 821118 ltr re Rev 2 to security force 
training It qua l if lea tion plan Changes consistent w/ 
provisions of 1QCFR30 34(p) k do not decrease *f f ectlva-nes* 
of plan 

VARGA, 6 A Operating Reactors Branch I 83/02/01. O'TOOLE, J. 
Consolidated Edison Co of New York, Inc. 2pp 17074:327 24X 

Fiche; 50-003, 83/02/01, 8302080420 


0302 L 6006 9 Apprises NRC of current status of pre-e xerc J s * activities 
associated u/83030? exercise 

THOMAS, L M Federal Emergency Management Agency 83/02/07. 

D IRC KB, W J Office of the Executive Director for Operations 3pp. 
171*0 333 24X Fiche 50-247, 83/02/07, 83021 60065 


0302230377 Forwards IE Insp Rept 50-247/83-01 on 830103-31 fc notice of 
violation 

6TAR0STECKI, R. Division of Project k Resident Programs. 03/02/07 
Q 'TOOLE, J D Consolidated Edison Co of New York, Inc. 2pp. 

17246 304 24X Fiche 5 0- 24 7, 83/02/07, 8302230377 


— 8309230394 IE Irisp Kept 50-247/83-01 on 030103-31 None omp 1 lan ce noted 
housekeeping I cleanliness controls not established in area 
of component cooling pumps, charg ing pumps k 78-ft level 
mewanin* areas. 

FOLEY, T # KOLTAY, P. # KI8TER, H. Division of Project k Resident 
Programs- 03/02/04 14pp. 17246’ 307 24X Fiche 50-247, 63/02/07, 

8302230377 


0302230467 Ac k receipt of 030128 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguerd* Insp Rept 
50-247/02-23 

STAROSTECKI , R Division of Project & Resident Program* 03/02/14 
□ 'TOOLE, J D Consolidated Edison Co of New York, Inc 2pp. 
17246,036. 24X FI cha* 50-247, 83/02/14, 03022 30467 


—8302230490 Responds to NRC 021230 ltr to violation* noted in IE 
Safeguard* Insp Rept 30-247/82-23 Corrective actions 
personnel reinstructed re two-man rule for acre** to high 
radiation area Safeguards info deleted (ref 10CFR73 21) ( 

O'TOOLE, J D Consol idated Edison Co of New York# Inc 03/Ql/i 
STAROSTECKI , R Division of Project l Residant Programs 4pp. 
17246 033 24X Fiche 50-247,83/02/14,0302230467 


0 Adjudicatory correspondence 


8302010604 Response to A8LB 030107 Memorandum & Order rtf ormula ting 
contentions under Commission Question* 3 k 4. Request* 
recon* i derati on of -Order to reinstate Contentions 3 2, 4- 5 fc 
4.6 Certificate of Svc *ncl. 

HOLT, J Public Interest Research Group, Naw York 03/01/24. 
Atonic Safety and Licensing Hoard Panel 9pp. 16970:172 24X 

Fiche 50-247, 83/01/24, 8302010604 


8302010517 Requests proposal* for fair t« efficient method for 
presenting in tervenor, NRC k licensee testimony an Commission 
Question* 3 k A within 3-wk period Proposals emit be 
received by 030207. five list end. 

GLEASON, J Atomic Safety and Licensing Board Panal 83/01/20 
HOLT, J. Public Interest Research Group, New York ALUM, J.H l/ni 
at Concerned Scientist* MAJlUSHrC J. Port Authority of NSW V-ork 
N*u Jersey. 4pp 16977 294 24X Fi ch*. 30-247, 03/01/20, 630201051 


0302020345 Advise* that Amend 1 to Probabilistic Safety Study sent t 
NRC. Two copies will be transmitted to ASLB. Copy to be ««nt 
directly to Judge Hill Related correspondence. 

BRANDENBURG, -B . « COLARVLLI,? F. Power Authority of the State of N# 
York. C0LARULLI.P F Morgan Associate* 03/01/20 GLEASON, J. P. 
aHONiF. J , PARIS, 0 H Atomic 8af*ty and Licensing Board Panel 1 
16993 347 24X Fiche . 30-247, 83/01 /20, 03020 20345. 


0302020254 Proposed schedule far Question 1 t e*t i many. Test imonV shou 
be organised by tubstant i v*> i» « um l< ASLB question* Careful 
monitoring of length of cross-examination for each panel 
needed to ensure meeting schedule Certificate of Svc bncl, 
BRANDENBURG* B Consolidated Edison Co of Mow York, Inc 
COLARUlLIiP F Power Authority of the State of New York. 

C OLAR VLL I , P F. Morgan Associates. 03/01/31 Ypp 169*74- 273 2> 

Fich* 30-247,03/01/31,0302020234 


8302030164 Motion for expedited order compelling production of 
documents relisd on by C Perrow in testimony for Friend* of 
the Earth/NY City Audubon Soc on Commission Question I 
BRANDENBURG, D Consolidated Edison Co. of New Yorlu Ir»c 
CGLARULLIiP F, Power Authority of the State of New York 
COLARUlLIiP F. Morgan Associates, 83/02/0*. Atomic Safety and 
Licensing Board Panel Cpp 17002 010 24X Fiche: 50-247, 63/02/0 

0302030164 


— 8302030173 Memorandum supporting licensee motion for expedited ordi 
compelling production of documents relied on by C Perroui in 
testimony Licensee* entitled to any notes fc draft manuscript 
chap tors, Certl f i cate of 9vc and 

BRANDENBURG i B Consolidated Edison Co of New York, Inc. 
COLARULL.lt P, F Power Authority of the State of New York. 
COLARULL.lt P F Morgan Associates 83/03/01 Atomic Safety «i 

Licensing Board Pan*! 19pp. 17002:012. 24X 

Fiche 30-247, 03/02/01 t 0302030164. 


0302070496 Order rescinding ASLB 030121 order appointing EE Hill as 
special assistant to A0LB per 10CFR2 722(a) UK 

GLEASON, J P. Atomic Safety and Licensing Board Panel 03/02/02. 
ip 17036-316 24X Fiche 50-247. 03/ 02/02, 0302070496, 


— 6302070908 Notice of withdrawal of appearance in proceeding due to 
passible conflicts of Interest, 

HILL, E E Atonic Safety and Licensing Board Panel 83/02/02. 
17036 317 24 X Fiche; 50-247, 03/02/02, 8302070496. 


0302070527 Order dec lining review of Director 's Decision DD-02-12 wh 
denied UCG 820004 petition for Immediate shutdown due to 
emei gency preparedness deficiencies Commits slonsr Decision 
CLt-02-30 represent* Commission views on Issue. 

CHILKj 8, J. Office of the Secretary of the Comml ssion- 03/02/02. 
Office of Nuclear Reactor Regulation, Director. 2pp 17038.234, 
24X Fiche. 50-247,03/02/02, 8302070827, 


0302070559 Forwards Amend 1 to pr obet 1 1 1 « tic safety s tudy. Meat h orwai 
correlating copy of Amend 1 forwarded separate 1 y, Requss te 
info re photocopying study In violation of end agreement 
W/o amend. R* la ted corret pondanc *. 

BRANDENBURG, B , Consolidated Edison Co. of New York, Inc, 

COLARULLI, P, F, Power Authority of the State of Neu York. 
GQLARULLX'P F. Morgan Associates 83/02/02. BLUM, J, M. New York 
Uni v 3pp 17035.212 24 X Fi che; 50-247, 03/02/02, 8302070859. 
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d 3020 8G0 03 Proposal for receiving evidence on Commission Questions 3 t 
4> in response to ASLB B3O120 maUgram Licensee witnesses 
iheultf b* scheduled early Interveners should be required to 
designate representative witnesses Certificate of Svc e n < 1 
HASSELL, D F Hearing Branch 1 83/02/04 6pp 17059 312 24X 

Fiche 30-247,03/02/04.6302080003 


--B3O216O310 Affirmation in opposition to licensee 030201 motion For 
expedited order compelling production of uitness C Perron) 
dotgnents No portion of witness testimony draws upon draft 
manuscript info 

HAflTZHAN, R tf Friends of the Earth 03/02/03 2pp 17170 229 
24/ Fiche 50-247. 03/02/09, 83021 £0304 


0302090225 Responds to 630120 request for hearing schedule Total time 
for cross-e raminatlon of State of NY witnesses should be 
limited to 6 5 h 

FEINHERO.J 0 New Yo-rki State of. Energy Office 03/02/04 
GLEASON. J P , PAR I8i 0 T , SHOf I, F J Atomic Safety and Licensing 
Board Panel 2pp 17057 260 24X Fichu 50-247. 03/02/04. 8302080225 


8302090234 Memorandum 4 order formulating final contentions on 
Commission Questions 3 ?< 4 

GLEASON. \S P , PARIS, 0 H r SHOW, F J Atomic Safety and Licens 
Board Panel 83/02/07 27pp 17070 176 24X Fiche 30-247, 
63/02/07, 0302070234 


sng 


0302090244 Memorandum it order granting NY City Council 630114 request 
that council witnesses be scheduled during uk of 930301 in 
MY City 

GLEASCM.jp Atomic Safety and Licensing Board Panel 03/02/07 
N*u York, NY 2pp 17070 249 24X Fiche 50-247183/02/07,930209024 4 


83021-60334 Response in opposition to UCS/NY PIRG 830124 motion for 
cei t if ic-a fcion of two questions re proposed contentions 
Questions proposed for certif icat ion do not present major 
questions of policy Certificate of Svc end 

DRANDENBURO. B Consolidated Edison Co of New York, Inc MORQAN, C 
Pojer Authority ot the State of New York MORGAN, C Morgan 
Associates 03/02/03 Atomic Safety and Licensing Hoard Panel 

14pp 17164 180 24< Fiche 50-247, 83/02/00, 03O216O3B4 


830216027a Motion to strike ON Pisello.RG Piccioni.HJ Geiger & VW Sid-el 
prefiled testimony under Commission Question 1 8 < renewed 
motion to strike B Palenik & J Qeyea testimony under 
Corrission Questions 3 b 4 Certificate of Svc end 
BRANDENBURG, B Consolidated Edison Co of New York, Inc 
COLARULLI.P F Pouer Authority of the State of New York 
CQLARULLI.P F Morgan Associates 83/02/09 Atomic Safety and 
Licensing Board Panel 1 1 pp 17169 164 24X Fiche 50-247,93/02/09, 

0302160276 


6302090449 Responds to request for documents SC Shoily inspected & 
copied at NRC ofei on B21214 Cost of copying documents 
g Iven 

MOORE, J E Hearing Branch I 83/02/07 COLARULLI.P F Morgan 
Associates ip 170&& 206 24X Fiche 50-247, 33/02/07, S3020 9 0449 


8302090454 Ad% i ses of charges for copying documents re SC Shelly 
requeit for documents 

MOORE, J E Hearing Branch I 83/02/07 MEIBS, E R Harmon b Weiss 
lp- 17066.242 24X Fiche 50-247.63/02/07,0302090454 


6302160271 Motion for Order striking parts of JF Meyer It w Trevor 
testimony r* use of glow plugs, pass lve heat removal fc core 
retention sy* Raising such features after completion of 
Question 2 Teeord prejudices utfi le. Cert if i c at e of Svc end 
BRANDENBURG, S C Dn so 1 i da ted Edison Co of New York, Inc MORGAN, C 
PotueT Authority of the State of New York MORGAN. C Morgan 

Associates 03/02/07 Atomic Safety and Licensing Board Panel 
8pp 17167 295 24< Fiche 50-247, B3/02/Q7. B30216027I 


6302160324 Motion for order establishing schedule for witnesses under 
Co^riti ision Questions 3 U 4, limiting scope of testimony to be 
presented by NY City Council re ingestion emergency planning 
tone H/Cert i ? lcats of Svc 

MORGAN, C Pouer Authority of the State of New York MORGAN, C 
Morgan Associate! 83/02/07 Atomic Safety and Licensing Board 

Panel |2pp 17166 22a 24X Fiche 50-247. 83/D2/-07, 03021603 24 


03021 6036& Proposal for fair & efficient method for receiving evidence 
on Camstssicn Questions 3 & 4, in Teipome to ASL0 830129 
ma digram 

POSNER , p Parents Concerned About Indian Point HOLT, j Public 
Interest Research Group, New York S3/02/07 £Opp 17166 196 24X 

Fichs 50-247,93/02/07.6302160366 


0302160367 Prop asal for scheduling renaming testimony an Commi s s i on 
Question* 3 It 4. per ASLB 030128 nailgrem Certificate of Svc 
anc 1 

BRANDENBURG, B Consolidated Edison, Co of New York, Inc 03/02/07 
lApp 17164 126 24X Fiche 50-247,83/02/07.8302*60367 


0302160399 Motion to modify schedule of ASLB bearings on Commission 
Gueitlon 1 Proposed mod* would change order of consequence 
analysts tsitimony & intervene testimony on FRA theory b 
methodology Certificate of Svc end 

BRANDENBURG, B„ Consolidated Edison Co of New York, Inc 
COLARl/LL I > P F Pouer Authority of the State of New York 
COCARULL I , P F. Morgan Associates B3/C2/Q7 GLEASON, j p , 

SHON,F J , PARIS, Q H Atomic Safety and Licensing Board Panel 0pp 
17164 263 24X Fiche 50-247, 03/02/07, B302 160399 


8302160372 Opposition to UCS/NY PIRG 030207 notion to strike 
testimony of 8 Cohen Allegation that Cohen testimony is 
subjective unfounded Certificate of Svc end Related 
correspondent e 

BRANDENBURG, B Consolidated Edison Co of New York, Inc 
COLARULLI.P F Pouer Authority of the State of New York 
CCLARliU_l,P F Morgan Associates 83/02/09 GLEASON, J P , 

SHON, F J , PARIS, □ H Atomic Safety and Licensing Board Panel 4pp 
17164 149 24k Fiche 50-247,83/02/09,8302160372 


0302160335 Opposition to UCS/NY PIRG motion to strike RL DuPont 
testimony on Commission Question 1 Testimony addresses 
issues raised in testimony of other w i tries 5 es. not 
psychological stress issues Certificate of Svr end 
COLARULLI.P F Power Authority of the State of New York 
COLARL'LLI. P F Morgan Associate* 83/02/09 Atomic Safety and 
Licensing Board Panel Gpp 17164 193 24X Fiche 50-247,03/02/09. 

830^160395 


B30217C079 Forwards FEM4 030207 1 tr to NRC advising of current status 
of p re-e 1 ercue activities for 830209 scheduled emergency 
p lanmng exercise 

HASSELL. D F Hearing Branch 1 03/02/16 GLEA50N, J P , SHOW, F J , 

PARIS, 0 H Atomic Safety and Licensing Board Panel Id 17103 015 
24X Fiche 50-247,03/02/16,0302170079 P 

6302^20393 Mailgran order appointing JA laurenson as alternate ASLB 
nenber to make rec orrnonda 1 1 on s to ASLB re Pair it efficient 
method for receiving evidence on Commission Questions 3 «, 4 
GLEASON. J P , PARIS, D H , SHON, F J Atomic Safety and Licensing 
£ anBl 83/02/17 Docketing 6 Services Branch 2pp 
17232 029 24/ Fiche 50-247,03/02/17,83022 20393 

0302270345 Mailgran order scheduling 030220 conference in New York, NY 
re procedures for fair b efficient method for receiving 
evidence on Commission Questions 364 

LAURENSON, J A Atomic Safety and Licensing Board Panel 03/02/10 
Docketing 6 Services Branch 2pp 17232 141 24X 

Fiche 50-247,63/02/18,8302220345 


Provides list of intended witnesses for 830301 hearing 
KAPLAN, C National Emergency Civil Liberties Committee 03/ol/lB 
REASON, J P , 8HM.F J , PARIS- O H Atop.c S.f.tJ an, 

Dn.ri P.n.I 2 P p 17257 080 24X F,C. 30-247, 83 /O 2 /TaISo 2230552 

—8302230561 Application for issuance of subpoena directino RF Little mhn 
to appear before ASLB during wfc of 830220 to testify re 

r. n i ng Por radiological emergency 

J National Emergency Civil Liberties Committee Q3/02/I7 
Atomic Safety and Licensing Board Panel 2pp 17257 002 
Fiche 50-24 7,83/02/18,8302230552 * 7 002 


0302160306 Response in opposition to license* 030201 motion to compel 
production of unpublished & unrevised manuscript* of witness 
C Ferrow Documents of proprietary natur# Publication against 
public interest 

HAflTZMAN, R M Friends of the Earth HARTZMAN. R M Aydubon Society 
63/02/08 Atomic Safety and Licensing Board Panel lp 
17170 224 24X Fiche 50-247.83/02/00,0302160306 


—6302140311 Memorandum in opposition to licensee 830201 motion to compel 
production of documents of witness C Perrow Matls consist of 
tmrevised rough drafts of work in progress & aTe not yet 
ready for disclosure Info of proprietary nature 

HARTZMAN. R M Friends of the Earth 63/02/08 Atomic Safety 
and Licensing Board Panel 4pp 17170 225 24X 

Fiche 50-247. 83/02/00, 8302160306 


a irec t 


ing 


-ajv«^JU5£>4 Application for issuance of subpoena 
testify before ASLB at proceeding 

KAP A^'f c N ;“ 0nai /!Tgency CiVil Lib * rti ®s Committ 6P 83/02/17 
Atomic Safety and Licensing Board Panel Id 172 S 7 nn/i od-v 

Fiche 50-24 7,83/02/10,0302230552 P 17S 570S4 24X 


-030^230572 Response in opposition to licen*»» mnon-r 

r ?" ToZiiii r 0 ?^, obj “ cUn8 

364 Licensees fail to male specific objections to specific 
proffered witnesses Certificate of Svc end Peclfic 

KAPLAN, C National Emergency Civil Liberties Committee 03/02/18 
Atomic Safety and Licensing Board Panel 10pp 17 ds? nnq day 

Fiche 50-247,83/02/18,0302230552 PP 1 '257 005 24X 
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0302-200279 Forward? list of documents relied upon by JF Meyer & 

WT Pratt in preparing direct testimony on mitigation 
strategy for Commission Question 1 

HASSELL, D F Hearing Branch 1 03/02/10 BLUM* J M New York Univ 

COLARULLliP F Morgan Associates flRANDENBERG, D Consolidated 
Edison Co of New York, Inc 3pp 17313 023 24X 

F i c h e 50-247, 03/02/ 1 0. 0302200275 


9302280163 Objection to NRC 030204 proposal f ot receiving evidence on 
Comniisaion Questions 3 9 4 Opposes proposal to limit time of 
NRC witness Urbamk Certificate of Svc end 

FLEIShER, Z S West Branch Conservation Association 03/02/19 3pp 
17303 319 24 X Fiche 50-247, 03/02/19, 6302 280163 


8302200277 Motion to reinstate portion of Contention 3 2 re util 
workers F Fischer will testify on issue Prof qualifications 
enc 1 

FLEISbsR, Z S West Branch Conservation Association 03/02/19 
Atomic Safety and Licensing Board Panel 3pp 17313 001 24X 

Fiche 50-247, 03 / 02 / 19 , 0302200277 


0302240309 Suppl to NY City Council 030218 opposition to licensee 
motions re Council nenber witnesses under Commission 
Questions 394 Evidence re existing capability to implement 
relocation strategy should be heard W/Certi f icafccr of Svc 
KAPLAN, C Mew York, NY 03/02/22 Atomic Safety and Licensing 

Board Panel 3pp 17271 329 24X Fiche 50-247,03/02/22,8302240309 


6302240314 Motion to permit entry upon land controlled by licensees 9 
to allow observance of 030309 emergency planning exercise 
from both Units 293 control rooms 9 from near~site 
emergency operations facility 

l-IOLTi-J public Interest Research Group, New York 03/02/22 
Consolidated Edison Co of New York, Inc 3pp 17271 360 24X 

Fiche 50-247 1 03/02/22,0302240314 


8302250372 Motion for preservation 9 production of certain documents 
re 830309 emergency exercise Record essential to give 
accurate picture of any exercise evaluation results 
HOLT. J Public Interest Research Group, Mew York G3/02/22 
Atomic Safety and Licensing Board Panel 3pp 17297 040 24X 

Fiche 30-247 , 03/02/22,0302230372 


— 8302250379 Ui ges reconsideration of decision not to hold any limited 
appearance hearings in NY City during wk of 030301-01 People 
should be heard 

HOLT, J Public Interest Research Group, New York 83/02/21 
GLEASON, J P , PARIS, 0 H , SHON, F J Atomic Safety and Licensing 
Board Panel Ip 17297 051 24X Fiche 50-247,03/02/23. 

0302250372 


— 8302250383 Motion to permit entry on licensee controlled land to 
Observe 630309 emergency planning exeicioe From control 
rooms ty near-site emergency operations facility 
HOLT, J Public Interest Research Group, New York B3/02/22 
Pooer Authority of the State Of New York 3pp 17297 052 24X 

Fiche 50-24 7, 83/02/22, 0302290372 


--8302250387 Forwards R Qeasonwein testimony on Commission Question 3 re 
emergency planning 

BR0D9KY, R L New York, State of 83/02/21 GLEASON, J P r 
PARIS, □ H , SHON, F J Atomic Safety and Licensing Board Panul 
1 P 17297 035 24X Fiche 90-247, 83/02/22. 0302250372 


— 0302250392 Testimony of R Seasonwein on Commission Question 3 re 
emergency planning Large portion of population will comply 
i-f ordered to stay in homes during emergency Chaos could 
prevail if evacuation ordered 

SEAGONWEIN, R New \orfr, State of 83/02/21 24pp 1729 7 036 
24 X Fiche 50-247,03/02/22,8302250372 


— 0302290396 Supplemental testimony of BN Anderson re considerations for 
planning evacuation of handicapped persons Accessible bus 
survey end 

ANDERSON, S W Union of Concerned Scientists ANDERSON, S W 
Public Interest Research Group, New York ANDERSON, S W 
Hestchester Peoples Action Coa ! i t i on, Inc 03/02/21 10pp 
17297 074 24X Fiche 50-247.03/02/22,0302250372 


— 8302250399 Testimony of C Await re evacuation of mentally retarded 
patients in homes Neither ofc or homes contacted re 
emergency planning for nuclear accident 
AWALT.C Parents Concerned About Indian Point AWALT, C 
Westchester Peoples Action Coal i tion, Inc 83/02/iQ 2pp 
17297 084 24X Fiche 50-247,03/02/22,8302250372 


— 8302250405 Supplemental testimony of KT Erikson re emergency studies 
Emergency plans inadequate unless number of people who will 
overreact 9 number of emergency personnel who wilt not rep t 
to duty are taken Into account 

EhIKS 0N,K T Parents Concerned About Indian Point ERJKSONiK T 
Union of Concerned Scientists ERIKSDN.K T Public Interest 
Research Group, New York 83/02/21 4pp 17297 006 24X 

Fiche 50-24 7,03/02/22,8302250372 


— 6302250410 Testimony of S Hall Transport Workers Union has not been 
involved in any evacuation plan 

HALL , 8 Parents Concerned About Indian Point HALL, 9 Union of 
Concerned Scientists HALL , 8 Public Interest Research Group, New 

York 83/02/17 Ip 17297 090 24X Fi ch* 50-247, 83/02/22, 

8302250372 


— B3O22S0416 Testimony of JF Roden re inadequacy of procedures re 
Westchester portion of 10-mile evacuation area 9 personnel 
use. Roads cannot handle traffic Parents will not cooperate 
u/evocuation of children 

RODEN, J F Parents Concerned About Indian Point 03/02/17 5pp 
17297 091 24X Fiche 50-247,83/02/22,0302250372 


— 0302250419 Testimony of A Cormican r» evacuation of school children 
Evacuation plan should be rejected 

CORMICAN, A parents Concerned About Indian Point 83/02/17 6 pp 
17297 096 24X Fiche 50-247,83/02/22,0302350372 


— B3022E042S Testimony of J Murphy Present emergency planning serio-waly 
deficient because plan does not prepare for exposure levels 
exceeding 100 reins or for internal contamination Certificate 
of Svc end. 

MURPHY, J Union of Concerned Scientists MURPHY, J Public 
Interest Research Croup, New York 03/02/21 93pp 17297 102 
24* Fiche 50-247,03/02/22,0302250372 


8302280270 Forwards exhibits sponsored by NY State witnesses on 
emergency planning 

FEINBCRQ, J D New York, State of, Energy Office 83/02/22 
GLEASON, J P , SHON, F J , PARIS, 0 H Atomic Safety and Licensing 
Hoard Panel lBPP 17311 296 24X Fiche 50-247,83/02/22, 

03OP2B027O 


S3 0228 01 07 Order amending svc list to reflect change of law clerks 
GLEASON, J P Atomic Safety and Licensing Board Panel 03/02/23, 
Ip 17306 057 24X Fiche 50-247,83/02/23,0302200107 


H General corr ospondence 


0302240066 F01A request for all prior 6 partial prior drafts memo* 
of probabilistic safety s tudy 

BLUM, J ft Union of Concerned Scientists 82/12/20 FELTON, J 
Division of Rules and Records Ip 17205' 001, 24X 

Fiche 50-003, 02/12/28,0302240066 


P Operating license stage documents tc correspondence 


0302150341 Advises that NUREQ-0737, Aeti on Items 11 B 3, II F i, I II A 1 2 
8 c HI D 3 4 will not be completed on schedule Estimated 
completion dates end, Mast administrative procedures revised 
to comply W/Generlc Ltr 02-12 Corrected copy 

O 'TOOLE, J 0 Consolidated Edison Co of New York, Inc 82/12/23. 
VAROA, S A Operating Reactors Branch 1 3pp 17157 207 24X 

Fiche 50-247,82/12/23,8302150341 


B302A1G715 Forwards corrected Tech Spec Tables 4,4-1 submitted on 
621211 u/Amerdi 31 6 82 to Licemes DPR-5 U DPfl-26, 
r eapac tlvely 

POLK, R J Operating Reactor* Branch 1 83/01/12 G'TOpLErJ D 

Consol Ida tad Edison Co of New York, Inc 3pp. 169B9 244 24X 

Fiche 5O-OO3,03/O1/12 i83O2O1O715 


— 0302010710 Corrected pages to Amend* 31 fit 82 to Licenses DPR-5 & 
DPR— 26, rasp actively, revising Table 4 4-1 (Page 0 of 1 4 > & 

Table 4 4-1 (Page 9 of 14> r* containment isolation valves 
■* Operating Reactors Branch I 83/01/12 2pp 16989 247 24X 

Fiche- 50- 003, 03/01/12,0302010715, 


0302240073 Partial response to FDIA request for all prior U partial 
prior drafts & memos of probabilistic safety study Forwards 
documents listed in app 8 earch for addl records in progress 
FELTON, J tf Division of Rules and Records 03/01/13 BLUM, J M 
Union of Concerned Scientists 2pp 17205 002 24X 

Fiche* 50-000, 03/01/13, 0302240073 


— 8302240092 "Accumulator By*, " revised draft chapter for PRA 

a Pickard, Lowe i Garrick, Inc 01/01/06 I4pp 17283.004 24X 

Fiche 30-000, 83/01/13, B302240073 


— B3O224OO09 “Reactor Protection 9yu " revised draft chapter for FRA, 

a Pickard. Lowe & Garrick, Inc 01/01/06 27pp. 17283 01B 24X 

Fiche' 50- 000 , 83/01/13, 8302240073 


— 0302240095 Forward* draft sys writeup* “Accumulator 8 ys" t« "Reactor 
Protection, Sys," to draft PRA. 

LIBERATOR I, L Consolidated Edison Co of New York, Inc 01/01/16 
0 L 8 HAM, L NRd - No Detailed Affiliation Given lp 17205 049 

24Y Fiche 90-000,03/01/13,8302240073 
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B302170019 Forward* documentation supporting justification for 
continued operation of operating reactor* in response to 
question* raised at 930106 meeting re environ qualification 
of electrical equipment 

EI5ENHUT, D 0 Division of Licensing 83/01/16 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 7pp 17196 091 24X 

Fiche 50-000, 83^0 1/19, 030217001? 


— 0302170076 Package of tii consents indicating adequate or inadequate 
justification far continued operation re environ 
quel if icati on of electrical equipment 

HANNON. J N NRC “ No Detail ad Affiliation Given 02/01/27. 

VARGA, S NRC - No Detailed Affiliation Given I0pp 17196 229 
24 X Fiche 50-000.83/01/10,8302170019 


— 0302170129 Forwards tabulation of Group 2 L 3 plants showing dates by 
which technical evaluation repts are expected to be 
completed Request* jus t if icat ion for continued operation of 
each group by 021009 & 15. res pectively 

EISENHUT.D 0 Division of Licencing 02/09/24 MJRAOLIA. F 
Assistant Director for Safety Assessment 4pp 17196 265 24X 

Fiche 90-000, 83/0t/ IB, 030217001? 


— 8302170256 Conclude* that licensee justification for continued 
operation until completion of environ qua 1 i f 1 cat i on program 
acceptable based on review 

THOMA. J Operating Reactors Branch 1 02/10/28 ElSENHUT > D Q 

Division of Licensing 4pp 17197 044 24K Fiche 50-000. 

03/01/10, 9302 170019 


0302240160 Add 1 response to F01A request for all prior draft & partial 
draft* of probabilistic safety study & all memo* pertaining 
to drafts Documents available In PDR w/eiception of Israel 
to Hickman 001105 1 tr 

FELTON. J N Division of Rules and Record* 03/01/28 BLUM. J M 
Union of Concerned Scientists Ip I729S 302 24X 

Fiche 50-003. 83/04 /SO. 6382240 1 89 


9302100307 Forwards response to NRC 020323 request for add 1 inf a re 
fuel storage bldg crane evaluation L verification of 
equipment imp Info r« special lifting devices will be 
submitted by B3Q72? 

O'TOOLE, J D Consolidated Edison Co of New York. Inc 03/01/31 
VARCA.S A Operating Reactors Branch 1 I6pp 17117 070 24X 

Fiche 50-247. 93/01/31.0302100307 


8382160432 Requests escorted visitor access to site on 030210 for 
RJ Qudnltl 

VARGA. 8 A Operating Reactors Branch I 83/01/31. O'TOOLE. JD 
Consol i dated Edison Co of New York. Inc 2pp 17172 246 24X 
FIcha 50-247,83/01/31,0382160432 


B 302 I 00230 Advises that 820920 Generic Ltr 02-16 re Tech Spec 
requirements for NVREQ-0737 items, not received from NftC but 
ether sources Response will be submitted by 830931 Generic 
ltrs should be issued directly to util 

O'TOOLE, JD Consolidated Edison Co of Hiu York, Inc 03/02/01 

VARGA, S A Operating Reactors Branch 1 lp 1 7t 14 122 24 X 

Fiche 58-247. 03/02/81. 8302100238 


8302170316 Application to amend Licenses DPR- 5 6 DPR-26, r ev i s in g Apps 
ALB radiological effluent Tech Spec* to omit 10CFR40 *90 
compliance requirement re U fuel cycle total dose 

O'TOOLE. J 0 Consolidated Edison Co of New York, Inc 83/02/01 
VARGA. S A Operating Reactor* Branch I 2pp 17104 004 24X 

Fiche- 38- 003, 03/02/0 1 . 0302 1 703 1 6 


— 8303170317 Proposed Tech Spec change* re U fuel cycle total dose per 
180FR48 190 compliance requirement 

* Comolidated Editon Co of New York. Inc B3/01/31 9Spp 
17104,086 24X Fiche 50-083, 03/02/01 , B302 170316 


0302178306 Motif! cation of contract execution "Indian- Point Testimony 
of External Event*. " awarded to Future Resources Assoc. Inc 
HOPPER, A M Administrative Contract* Branch FIN B-8641 83/02/02 

DENTON. H R Office of Nuclear Reactor Regulation, Director, 

SULU VAN. E NRC - No Detailed Affiliation Given Jp 17207 326 
24X Fiche 50-247.93/02/02,0302170306 


— 8302178310 Contract "Indian Point Testimony of External Events,” 
awarded to Future Resource* Assoc Inc 

BUDNITX.n J Future Resources Associates, Inc REBELLO. J E. 
Civilian of Contract*. FJM 8-864J 63/02/02 5pp 17207 327 

24 X Fiche: 30-247, 03/02/ 82. B30 2 i 7030 6 


8302100166 Request* Diet* III fee for 821217 application to amend 
License OPR-26. changing Tech Specs re severe hurricane 
condit ion 

DIGGS. R M License Fee Management Branch 93/02/03 0 'TOOLE, J 0 

Cou-iol Ida ted Edison Co of Wiu York. Inc ip 17134 194 24X 

Fiche* 30-247, 03/02/03, 0302 100 1 66 


8302150349 Provide* update of containment bldg seismic capacity, 
including seismic reanalysis or Unit 2 containment bldg 
fragilities Reanalysis results indicate possibility of 
c o-iitainment failure due to seismic event eliminated 
BAYNE, J P Power Authority of the State of New York O'TOOLE, J D 
Consolidated Edison Co of New York, Inc 03/02/04 VARGA, S A 
Operating Reactors Branch l 9pp 17157 246 24X 

Fiche 50-2 47,83/02/04,8302150349 


0382080295 Generic Ltr 03-09 to ail operating reactor licensees, 
applicants for OL b holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list enc 1 

EISENHUT. D G Division of Licensing 03/02/00 Consolidated 

Edison Co of Neu York, Inc lipp 17290 24 7 24X 

Fiche 50-000, 03/02/08, 0302000295 


6302000304 Generic Ltr B3-U to all operating reactor licensees re 
licensee qua! i f ication for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end 

EICEfs'HUT, D 0 Dlviiion of Licensing 63/02/00 Consolidated 
Edison Co of New York, Inc 9pp 17234 234 24X 

Fiche* 58-000, 03/02/08, 0302000304 


B3Q209Q095 Generic Ltr 03-1OD to all licensees w/West i ng house designed 
NSS5 lexcept Yankee Atomic Electric Co) re resolution of 
TKI Action Item II K 3 5, "Automatic Trip of Reactor Coolant 
Pump* “ Svc list end 

EISENHiJTpD 0 Division of Licensing 83/02/08 Southern 
California Edison Co 3lpp 17290 262 24X Fiche 50-000, 83 /02/QB, 

8302090095 


0302230082 Forwards fee for Amend 83 to 021217 application Payment 
made under protest 

O'TOOLE, J D Consolidated Edison Co of New York, Inc 03/02/15 
VARGA. S A Operating Reactors Branch 1 lp 17243 269 24 X 

Fiche 50-247,03/02/15,8302230002 


0 Inspection reports, IE Bulletins L correspondence 


9212060358 IE Info Notice 83-01, "Ray Miller, Inc " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Reipor.se (Post 030103) 93/01/26 Consolidated Edison Co of Neu 

York. Itic 1 IBpp 17023 160 24X Fiche 90-000,03/01/26,0212060330 


0212060360 IE Info Notice 03-02, “Limi torque HOBC, H1BC, H2BC 6 H3EC 
Gearheods Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/01/20 Consolidated Edison Co oP Neu 

York, Inc 109pp 17144 001 24X Fiche 50-000,03/01/29,0212060360 


8212060361 IE Info Notice 83-03, "Caiibr of Liquid Level Instruments Sl 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/01/28 Consolidated Edison Co of New 

York, Inc 1 1 Op p 17074 095 24/ Fiche SO-OOO, 93/01 /2B, 021 2060361 


8302190229 Forwards IE Insp Rept 50-247/03-02 on 030110-14 it notice 
of violation 

MARTIN, T T Division of Engineering 6 Technical Programs 03/02/84 
O 'TOOLE. J D Consolidated Edison Co of New York, Inc 2pp 
17215 201 24X Fiche 50-247,03/02/04,83021 80229 


■9302180232 Notice of violation from insp on 030110-14 

* Division of Engineering & Technical Programs 03/02/04 lp 
17215 283 24X Fiche 30-247,03/02/04,8302100229 


—9302190236 IE Insp Rept 50-247/83-02 on 030110-14 None omp 1 ian C e noted 
failure to provide periodic general employee retraining 
COGAN, N J i SHAHS. £ T , CAPHTON, D L Division of Engineering S, 
Technical Programs 83/02/02 lOpp 17215 284 24X 

Fiche 50-247, 83/02/04, 03021 80229 


8302238377 Forwards IE Insp Rept 50-247/03-01 on 930103-31 L notice of 
viol-ati on 

STAROSTECitr, R Division of Project & Resident Programs 03/02/07 
O'TOOLE, J D Consolidated Edison Co of New York, Inc 2pp 
17246 304 24X Fiche 50-247, 03/02/07, 0302230377 


— B302230362 Notice of violation from insp on 830103-31 

* Division of Project it Resident Programs 03/02/07 lp, 
17246 306 24 X Fiche 50-247,03/02/07,830 2230377 


■“0302230394 IE Insp Rept 50-247/83-01 on 830103-31 Nancomp 1 lance noted 
housekeeping $ cleanliness controls not established in area 
of component cooling pumps, charging pumps & 78-Pt level 
mezzanine area* 

FDLEY. T , KOLTAY.P , KISTER, H Division of Project it Resident 
Programs 83/02/04 14pp 17246 307 24X Fiche 50-247,03/02/07. 

0302230 377. 
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830222C007 Ack receipt of 030117 l tr forwarding check in payment of 
civil penalties proposed in 821216 ltr 
AXELRAD, J A Enforcement Staff 83/02/10 HAUSPUfiO. A 
Consolidated Edison Co of New York, Inc 2pp 17233 306 24X 

Ficha 50-247*83/02/10*8302220007 


8302230467 Ack receipt of 830120 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguards I nap Kept 
50-247/82-23 

STA*OSTECKIj R Division of Project t, Resident Programs 83/02/14 
O'TOOLE. J D Consolidated Edison Co of New York* Inc 2pp 
17246 036 24 < Fiche 30-247*83/02/14.0302230467 


— 0302230 4 98 Responds to NRC 021230 ltr re violations noted in IE 
Safeguards Jnsp Rept 50-247/82-23 Corrective action* 
personnel reinstructed re two-man rule for access to high 
radiation area Safeguards info deleted (ref 10CFR73 21) 

O'TGOLE, J D Consolidated Edison Co of New York, Inc 83/01/20 
STAR0STECS4I , R Division of Project << Resident Programs 4pp 
17246 038 24 X Fich# 90-247*83/02/14,8302230467 


83022306S2 Ack receipt of 830113 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-247/02-20 
STAftDSTECJtl* R Division of Project * Resident Programs 03/02/17 
0 ■'TOOLE. J D Consolidated Edison Co of New York* Inc lp 
17255 179 24/ Flche 30-247.03/02/17.0302230652 


— 8302230659 Responds to NRC 021129 ltr re violations noted In IE Insp 
Rapt 30-247/02-20 Corrective actions addition of low suction 
pressure cut-offs for gas stripper feed pumps scheduled 
for completion by 830331 

O'TOOLE, J D Consolidated Edison Co of New York. Inc 83/01/13 
0TAROSTECK 1 , R Division of Project it Resident Programs 2pp 
17235 180 24X Flche 90-247*93/02/17,8302230692 


8302200179 Forwards "Steam Generator Exam Program & Results, 1902 
Refueling I* flaint Outage, Indian Point Unit 2*" per Tech Spec 
4 13 Uo filing fees required 

O'TOOLE, JD Consolidated Edison Co of New York. Inc 03/02/17 
VARGA. 8 A Operating Reactors Branch 1 lp 17312 194 24X 

Flche 50-247. 03/02/17* 0302280179 


— 8302280183 "Steam Generator Exam Program t* Results* 1982 Refueling fe 
Mainfr Outage, Ind lan Point Unit 2 " 

a Consol idated Edison Co of New York, Inc 02/12/31 41pp 
17312 195 24 X Fiche 30-247*03/02/17,8302200179. 


8212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness Sc Engineering 
Response (Post 030103) 03/02/18 Consolidated Edison Co of New 

York* Inc 1 lOpp 17347,191 24X Fiche 50-000* 03/02/ 13, 821 2060363 


8212060366 IE Tnfo Notice 83-06, ‘’Nonidentic* 1 Replacement Parts " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of New 

York, Inc tl2pp 17361 148 24X Fiche 50-000,03/02/24*8212060366 


R Periodic operating reports i« related correspondence 


0302230434 Forwards monthly operating rept for Jan 1903 

G'TOOLF. J D Consolidated Edison Co of New York, Inc 83/02/15 
MCDONALD, W 0 Management Information Branch Ip 17246 012 24X 

Flche 90-247,03/02/15,0302230434 


— 0302230441 Monthly operating rept for Jan 1983 

ElCH, E Consolidated Edison Co of New York. Inc 83/02/07 6pp 
17246 013 24X Fich* 50-247,83/02/19,0302230434 


8 Reportable occurrences, LERs it related correspondence 


B302O1O446 Forwards LER 82-03B/03L-0 

O 'TOOLE* J D Consolidated Edison Co of New York, Inc 83/10/01 
HAYNES - R C Region i. Office of Director Ip 16974.242 24X 
Fiche- 30-247, 02/10/01,8302010446 


— 830201-0449 LER 82-O30/O3L-O on 020901 , during normal operation, reactor 
containment fan cooler Unit 24 discovered not operating 
properly Caused by loose outboard fan bearing resulting in 
coupling failure Coupling rep laced 

WNRICHS,® Consolidated Edison Co of New York, Inc. 02/10/01 
Region i. Office of Director 2pp 16974 243 24X 

Fiche 50-24 7,82/10/01,0302010446 


8302010114 Forwards LER 02-O49/99X-O 

O'TOOLE, vL D Consolidated Edison Co of New York, Inc 83/01/17 
HAYNES, R C Region t. Office of Director Ip 16974 147 24X 

Flche' 30-247, 63/01/17, 6302010114 


— B309O1OJ34 LER Q2-049/99X-0 on 021210, during Cycle 5/6 refueling 
outag e* ab i I f ty of central control room to be totally 
Isolated during accidents questioned because potential air 
leak paths identified All potential pa<ths sealed 

HimiCHS, 0 Consolidated Edison Co of New York, Inc 03/01/17 

Region 1* Office of Director 2pp 16974 140 24X 

Fiche 50-W, 83/01/17, 0302010114 


0302150269 Forwards LER B2-Q50/Q3L-0 

Q'TOOLF, J D Consolidated Edison Co of New York* Inc 03/01/31 
HAYNES* R C Region 1* Office of Director ip 17140 323 24X 

Fiche 50-247,03/01/31*8302150260 


—9302150270 LER B2-030/03L-0 on 021231, duri ng startup following Cycle 5/ 
6 refueling outage, amount of water in condensate storage 
tank reduced below Tech Spec* Caused by efforts to 
mintmlie chloride concentration into steam generators 
HINRICH9, 0 Consolidated Edison Co of New York, Inc 03/01/31 

Region 1* Office of Director 2pp 17140 324 24X 

Flche. 50-247, 03/01 /31 , 8302150269 


0302030447 pND-I-03-005 on 930128, 1 icensee noted Increased seal 
injection flow to reactor coolant pump 23 Caused by O-ring 
failure on seal 1 Pump vendor recommended seal replacement 
FOLEY, T , 9AUNACM, W * OREENMAN, E Region I* Office of Director 
83/02/01 lp 17006 206 24X Fiche 50-247,83/02/01,0302030447 


8302230468 Forwards LER 83-001/03L-0 

□ 'TOOLE, J 0 Consolidated Edison Co of New York, Inc 03/02/07 
HAYNES, R c Region 1, Office of Director lp 17246 096 24X 

Fiche 30-247* 63/02/07* 8302230468 


— 0302230479 LER Q3-001/03L-0 on 030109* MSIV MS-l-22 for steam generator 
22 failed to close during valve closure testing Caused by 
jamming of valve disc against vertical wall of valve disc 
stop Vertical wall ground to increase clearance 

HINRICHS, 0 Consolidated Edison Co of New York, Inc 83/02/07 

Region 1, Office of Director 2pp 17246 097 24X 

Flche 50-247,03/02/07,0302230460 


8302300420 RD 03-003 on 830213* RCS leakage from packing on valve 731 
exceeded Tech Spec limit Subsequent analysis after hot 
shutdown determined leakage to be within Tech Spec* Alto 
reported per 10CFR21 

JACSIBON.CN Consolidated Edison Co of New York, Inc 03/02/14, 
HAYNES, R C Region 1, Office of Director lp 17290 239 24X 

Ficha 30-247*83/02/14,83022 50 4 20 


T Hearing transcript* on non-anti truit matters 


0302020424 Unofficial transcript of Commission 830127 affirmation/ 
discussion 6 vote In Wash Ington, D-C re 0ECY-02-49OA Pp 1-3 
* Commissioner* 03/01/27 5 pp 16999 311 24X 

Fiche 90-247, 03/01/27,0302020424 


0302010530 Forwards set of table* completing app to license* testimony 
c f HR Stratton*WA Rodger 6 TE Potter or> Commi s I i on Question 
1 

DRANDENQURG, B Consolidated Edison Co of New York, Inc 
COLARULLI.P F Power Authority of the State of New York 

COLARUlL r * P, F Morgan Associate** 03/01/20 GLEASON, J P Atomic 

Safety and Licensing Board Panel. Ip 16977 125 24X 

Fiche 50-247,83/01/28,0302010530 


— 03050 1 0536 Set of table* completing app to licensee testimony of UR 
Stratton* WA Rodger & TE Potter on Commission Question I 
* Consolidated Edison Co of New York, Inc * Power Authority of 
the State of Neu York 03/01/20 6pp. 16977 126 24X 

Fich* 90-247, 83/01/28, 8302010530 


8302030169 Testimony of DM Pisello * RO Plccitfll Several possible 
scenarios Illustrating implications of long-term environ 
contami natl on following serious reactor acc ident presented 
Pro qua Ilf ica tions end. 

PISELLO, D M . P ICC ION I, R O Friends of the Earth PISELLO, D M, New 

York City Audubon Society 83/01/31 29pp. 17008 OSO 24X 

Flche. 50-24 7. 83/01/31*8302030165 


8302030184 Testimony of C Perrow Nuclear poweT plant production sy* 
characteristl cs force inevitable conclusion that serious 
accidents will occur which design engineers could not 
anticipate * which operator* cannot avoid 

PERRON, C Friends of the Earth PERROW, C New York City Audubon 
Society PERRON, C Yele Univ 03/01/31 i»pp 17002 104. 24X 

Flche 50-247,03/01/31,0302030104 


8302030199 Testimony of HJ Geiger J< VW Sldel Formulating adequate 
medical care response to major radiological release 
impossible since scenario consequences variable Prof 
qualifications end. 

GEIGER, H J . SlDELiV W Friends of the Earth OEIGER* H J New York 
City Audubon Society 03/01/31 34pp 17004' 233 24X 

Fiche 50-247.83/01/31,0302030179 
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9302030210 Test imony of ! Levi that me t hcido 1 o gy in probabilistic safety 
study far mating probabilistic assessments inadequate to 
justify reposing confidence in Study assessments Prof 
quel i f icati on s end 

LEVI, t Friends of the Earth LEVI, I New York City Audubon 
Society 83/01/31 33pp 17001 107 24X Fiche 30-247. 63/0 i /3ii 

83020302 !0 


8302030339 Forwards corrected pages to 830126 direct testimony of 
jf Meyer & U F Pratt re Question I concerning risk reduction 
values for filtered vented containment »y s & separate 
containment rent vai 

MOORE. J £ Hearing Branch t. 83/02/02 GLEASON, J P , PARIS. 0 H , 
SHOW. F J Atomic Safety and Licensing Board Panel tp 17007 153 
24 X Fiche 50-247,93/02/02,8302030539 


— 630^030546 Corrected testimony of 'JF Meyer 6 NT Pratt on Commission 
Question 1 re risk reduction values for filtered vented 
containment sys & separate containment vent vol 
MEYER i J F . PRATT, U T NRC - No Detailed Affiliation Given 
63/02/02 4p p 17007 156 24X Fiche 50-247.83/02/02,0302030539 


6302090224 Forwards errata to licensee testimony on Commission 
Question 1, Contention 1 1 & ASLB Question 1.1 
BRANDENBURG, B. Consolidated Edison Co of New York, Inc 
COLARliLLI.F F. Power Authority of the State of New York 
CGLARULLI,P F. Morgan Associates 83/02/06 GLEASON. J P . 

SHOH.F J , PARIS, 0 H Atomic Safety and Licensing Board Panel lp 
170/0 276 24X Fiche- 30-247. B3/02/O6, 8302090224 


— 6302090230 Errata to licensee testimony on Commission Question 1, 
Contention 1 1 U ASLB Question l 1 

* Consolidated Edison Co of New York. Inc » Power Authority of 
the State of N#u York 83/02/06 3pj> 17070 277 24X 

Fiche 50-247.83/02/06,8302090224 


— 830217Q268 Errata to licensee testimony of WR Stratton, WA Rodger U TE 
Potter re Question 1 

STRATTON, H R . RODGER. W A , POTTER. T E Consol iddted Edison Co of 
New York, Inc 83/02/14 lp 17187 093 24 X 

Fiche 50-247,83/02/14,8302170260 


B30217O283 Forwards errata to util testimony of RL DuPont on Commission 
Question 1 

COLARliLLI.P F Power Authority of the State of New York 
COLARUlLI, P F Morgan Associates 83/02/14 GLEASON, J P , 

SHOW, F J , PARIS, 0 H Atomic Safety and Licensing Board Panel lp 
17185 14B 24X Fiche 50-247,63/02/14,83021 70283 


—8302170237 ETrata to util testimony of RL DuPont on Commission 
Question 1 

Dl/PDNT, R L Power Authority of the State of New York 03/ 02/ i 4 
lp 17185 149 24X Fiche SO'247, 03/02/14, 0302170283 


0302180381 Supplemental testimony of P Helbraun re ability of 
preschools to transport staff & children to designated 
areas Evacuation plan does not deal w/pmblem Related 
correspondence 

HELBRAUN. P Rockland Citizens for Safe Energy 83/02/14 2pp 
17209 160 24X Fiche 50-247,83/02/14,03021 80381 


— 8302180384 Supplemental testimony of A Gromack re recreational program 
within IQ-mile emergency planning lone Certificate of Svc 
end Related correspondence 

GROMACK, A Rockland Citizens for Safe Energy 83/02/14 6pi> 

17209 182 24X Fiche 50-247, 83/02/ 1 4, B302 1 80301 


B302170157 Transcript of 830215 hearing in White Plains, NY Pp 7,899- 
0,172 Supporting documentation encl 

* Atomic Safety and Licensing Board Panel 83/02/15 327pp 

17180 316 24X Fiche 50-247,83/02/15,8302170157 


8302090272 Testimony of SC Shall y re Commissi or Question 1 fc ASLB 
Question 1 1 on c antique rices of accidents at plants 
Consequence Model CRAC1T & application to calculation of 
consequences of accidents, discussed W/pTof quallf icati ans 
SHGLLYj S C Union of Concerned Scientists SHOLLY, 3 C Public 
Interest Research Group. New York 83/02/07 46pp 17070*040 24X 

Fiche 50-247,83/02/07,8302090272 


— 8302070279 Testimony of RK Wea fc herwa i on probabilistic safety study 
Substantial controversy surrounds completeness & accuracy of 
study Questions remain re sop h i * t i c ated procedures used in 
rept Certificate o# Svc ancl 

WEATHERWAX. R K Union of Concerned Scientists WEATHERUIAX . R K 
Public Interest Research Group, New York 83/02/07 24pp 
1 70 70 094 24X Fiche 50-247, B3/02/07. BP0209D272 


8302100215 Transcript of 630200 hearing in White Plain*, NY Pp 6,?4i- 
7,161 Supporting documentation encl 

• Atomic Safety and Licensing Board Panel 83/02/00 4l9pp 
17115 130 24X Fiche 50-247,83/02/08,83021 00215 


8302140077 Transcript of 830209 hearing in White Plains, NV Pp 7.162- 
7, 47fl Supporting documentation encl 

* Atomic Safety and Licensing Board Panel 03/02/09 390pp 

17142 172 2 4X Fiche 50-247, 83/02/09, 8302140077 


8302150703 Transcript of 830210 hearing in White Plains. NY Pp 7,479- 
7,709 Supporting documentation encl 

* Atomic Safety and Licensing Board Panel 83/02/10* 353pp 

17152 021 24X Fiche 50-247,03/02/10,8302130705 


8302170277 Forwards errata to licetvtse testimony of TE Potter or* ASLB 
Question 1 3, 

BRANDENBURG, P Consolidated Edison Co of New York, Inc 
COLARUCLriP F. Power Authority of the State of New York* 

CQLARULLI, P F. Morgan Associate* 83/02/10 GLEASON, J P , 

3K0N.F. J , PAR 19, D. J-f Atomic Safety and Licensing Board Pane 1 ip 
17178-215 24X Fiche 50-247, 83/02/10, B302 1702 77 


030^170290 Errata to licensee testimony of TE Potter on ASLB Question 
1 3 

POTTER, T E Consolidated Edison Co of Nat* York, Inc POTTER, T E 
Power Authority at the State of New York, 63/02/10 2pp 
17178.2 16 24 X Fiche 90-247, 63/02/10,8302170277 


*2150294 Transcript of 830211 hearing £n White Plain*. NY Pp 7.710- 
899 Supporting documentation encl. 

Atomic Safety and Licensing Board Panel 63/02/11 261pp 

'1 49 001. 24X Fiche 50-247,83/02/11,83021 50294 


170260 Forwards errata to licensee testimony of WR Stratton, 
Rodger l< TE Potter re Question 1 
ANDENBURO, B , Consolidated Edison Co of New York, fnc 
LARI/LLr,p F Power Authority of the -State of New York. 

LARULLT. P F, Morgan Associates 63/02/14 GLEASON, J P . 

DN.F -J t PARIS, 0 H Atomic Safety and Licensing Board Panel Ip 
7107 092 24X Fiche 50-247, 83/02/14, 6302170260 


8302180240 Transcript of 030216 hearing in Whits Plains, NY Pp 0,173- 
8,461 Supporting documentation encl 

e Atomic Safety and Licensing Board Panel 83/02/16 5l2pp 
17212 102 24X Fiche 50-247,83/02/16,8302100240 


6302220241 Transcript of 830217 hearing in White Plains, NY Pp 8,462- 
0,698 Supporting docunenta t ion end 

♦ Atomic Safety and Licensing Board Panel 83/02/17 565pp 

17230 159 24X Fiche 50-247,03/02/17,8302220241 


0302230471 Forwards supplemental testimony of NY State witnesses on 
Conisnon Questions 3 M re emergency planning Related 
corresp gndenc e 

FEINQERG, J 0 Meu York, State of 03/02/IB GLEASON, J P , 

PARIS, O H , SHCN, F J Atomic Safety and Licensing Board Panel lp 
17246 OBI 24X Fiche 50-247, 63 /02/ J 8, B30223047J 


— 0302230477 Testimony or OB Davidoff & LO Cxoch on Commission Qwest ion* 
3 4 4 re emergency planning Related correspondence 
DAVIDOFF, D B , CZECH, L B New York, State of 83/02/21 I4pp 
17246 092 24X Fiche 50-247, 83/02/ 18, 0302230471 


B302230633 Transcript of 830210 hearing in White Plains, NY Pp 8, 6Q9- 
6,922 Supporting documentation enei 

* Atomic Safety and Licensing Board Panel 83/02/16 380pp 

1725B 221 24X Fiche 50-247, 83/02/ 10, 0302230603 


8302280377 Forwards NRC U FEMA supplemental testimony on Commission- 
Questions 3 lc 4 Certificate of Svc encl 

HASSELL, D F Hearing Branch I 63/02/18 Atomic Safety and 
Licensing Board Panel 5pp 17309 251 24X Fiche 50-247, 93/02/ 1 Q, 

6302280377 


--B302280280 Su pp 1 ementa i testimony of JR Sears re Commission Question 3 
□pen items do not change conclusion that emergency plans & 
procedures form adequate basis for onsite preparedness 
SEARS , J R EP Licensing Branch 83/02/10 4pp 17309 256 24X 

Fiche 50-24 7,03/02/18,8302280377 


— 8302260384 Forwards FEMA supplemental testimony on Commission 
Questions 364 

Oi ASS, S M Federal Emergency Management Agency 83/02/14, 
HASSELL, D F Hearing Branch 2 Ip 17309 260 24X 

Fiche 50-247.83/02/10,0302280377 


— 0302280390 Supplemental testimony of P McIntire,R Kowieski it JH Keller 
re Commissi on Questions 3 & 4 Transmits rept an status of 
plan revs, equipment purchases & training re significant 
deficieicies in five planning stds identified in Jul 1902 
MCrNTIREi P , KOWJESKI.R , KELLER, J H Federal Emergency Management 
Agency. 83 /02/14 59pp 17309 261 24X Fiche 50-247,83/02/18, 

8302280377 
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93022*10320 Supp lemental testimony of LA Cohen* CW Jackson, 0 Liebler t 
WA Monti re onsite emergency planning Discusses recent 
enhancements to alert/notification & backup communication 
sys Certificate of Svc end Related correspondence 

COHEN, L A * JACKSON, C W 1 LIEQLEft* G Consolidated Edison Co of New 
York. Inc 03/02/22 9p p 17274 001 24X Fiche 50-247*83/02/22* 

B3 02240320 


3302250372 Motion for preservation S< production of certain documents 
r« 33030? emergency exercise Record essential to give 
accurate picture of any exercise evaluation results 
HOLT* J public Interest Research Group. New York 83/02/22 
Atomic Safety and Licensing Board Panel 3pp 17297 048 24X 

Fie he 50-247,83/02/22*0302250372 


— 8302-250387 Forwards R Seasonwein testimony on Commission Question 3 re 
emergency planning 

BRODSKY. R L Mew York. State of 03/02/21 GLEASON. J P . 

PARIS. Cl H . SHOW* F J Atomic Safety and Licensing Board Panel 
lp 17297 055 24 X Fiche 50-247.03/02/22,83022503 72 


— 0302250392 Testimony of R Seasonwein on Commission Question 3 re 
emergency planning Large portion of population will comply 
if ordered to stay in homes during emergency Chaos could 
prevail if evacuation ordered 

SEASONWEIN, R New York, State of 03/02/21 24pp 17297 056 
24X Fiche 30-247.83/02/22,8302250372 


— 3302250396 Supplemental testimony of SW Anderson re considerations for 
planning evacuation of handicapped persons Accessible bus 
survey end 

ANDERSONrS U Union of Concerned Scientists ANDERSON, S W 
Public Interest Research Group* New York ANDERSON, S W 
Westchester Peoples Action Coa 1 i t J on* Inc 03/02/21 lOpp 
17297 074 24X Fiche 50-247,83/02/22,8302250372 


— 9302250399 Testimony of C Await re evacuation of mentally retarded 
patients in homes Neither ofc or home* contacted re 
emergency planning for nuclear accident 

AWALT* C Parents Concerned About Indian Point AWALT, C 
Westchester Peoples Action Coal i tion, Inc 83/02/18 2pp 
17297 084 24 X Fiche 50-247,03/02/22,0302250372 


— 8302250405 Supplemental testimony of KT Erikson re emergency studies 
emergency plans inadequate unless number of people who will 
overreact 6 number of emergency personnel who will not rept 
to duty are taken into account 

EKIKSQN.K T Parent* Concerned About Ind ian Point ERIKSON, K T 
Union of Concerned Scientists ER I KSON, K T Public Interest 

Research Group, New York 03/02/21 4pp 17297 006 24X 

Fiche 50-247* 83/02/22* 8302250372 


— 0302250410 Testimony of 8 Hall Transport Workers Union has net been 
involved in any evacuation plan 

HALL* 0 Parents Concerned About Indian Point HALL. 9 Union of 
Concerned Scientists HALL* S Public Interest Research Group. New 

York 83/02/17 ip 17297 090 24X FUN# 50-247,03/02/22, 

0302250372 


— -8302250416 Testimony of JF Roden re inadequacy of procedures re 
Westchester portion of 10-mile evacuation area !t personnel 
use Roads cannot handle traffic Parents will not cooperate 
^/evacuation of children 

RODEN. J F Parents Concerned About Indian Point 03/02/17 5pp 
17297 091 24X Fiche 50-247,03/02/22,0302250372 


— 0302250419 Testimony of A Cormlcan re evacuation of school children. 
Evacuation plan should be rejected 

COR MI CAN, A Parents Concerned About Indian Point. 03/02/17. 6pp 
17297 096 24X Fiche 30-247.83/02/22,0302250372 


— 0302250425 Testimony of J Murphy Present emergency planning seriously 
deficient because plan does not prepare for exposure levels 
exceeding 100 rems or for internal contamination Certificate 
of Svc end 

MURPHY, J Union of Concerned Scientists MURPHY, J Public 
Interest Research Group, New York 83/02/21 93pp 17297 102. 

24 X Fiche; 50-247, 83/02/22,8302250372 


0302280168 Supplemental testimony of MS Della Rocca.BE Podwal (< 

PL Rosenblatt re emergency planning Relationship of plan to 
existing procedures it fac i 1 it i as, cammunicat ion w/officials ** 
evacuation routes discussed W/Cer tl f icate of Svc 

DELIA ROCCA.M. , PODWAL* B C , ROSENBLATT* P L Consolidated Edison Co 
of Now York, Inc. 83/02/22 24pp 17306. 008 24X 

Fiche: 50-247* 83/02/22,0302280160 


8302230235 Forwards corrected 030125 testimony of WH Bpataro.Pp 
6. 331-53 it 6, 559. 

LEVINE, J J Morgan Associates. LEVINE, J J Power Authority of the 
State of New York 83/02/23 GLEASON, J P , 0MON, F, J , PARRIS, 0 H 

Atomic Safety and Licensing Board Panel Ip, 17292.342 24X 

Fiche 30-247, 03/02/23* 8302250235 


— 03OP2SO24O Corrected 030129 testimony of WH Bpataro.Pp 6,351-53 & 

6. 559 

SPATARO, W H Power Authority of the State of New York 03/02/23 
4pp 17292 343 24X Fiche 50-247, 83/02/23, 0302250235 


1J302290Q93 Traniript of 030224 telephone conference in Washington* DC 
Pp 0,023-0*058 

* Atomic Safety and Licensing Board Panel 83/02/24 39pp 
17307 139 2 4X Fiche 50-247,83/02/24*03022 00093 


0302200249 Transcript of 830224 telephone conference in Hashing ton, DC 
Pp 9*923-0,950 

« Atomic Safety and Licensing Board Panel 03/02/24. 36pp 
17304 276 24X Fiche 50-247,03/02/24*0302200249 


U Congress iona 1 /Executive Correspondence 


B3Q2O2O203 Comments on NUREG-0080 re NRC policy statement on safety 
goals Commission should explain basis for CLI-02-30 
assumption that plant poses no undue risk to public health fc 
safety even though plant does not meet safety goel 
OniNOER.R L Houie qf Rep 03/01/19 PALLAD1NQ, N J 
Commissioners 2pp 16993 318 24X Fiche 50-247,03/01/19, 

0302020263 


V Operator Examinations 


9301310203 Generic Ltr 83-06 to all power reactor lie entees, app 1 icant* 
for OLs.NBS vendors* reactor vendors & AE re certificates 
& revised format for reactor operator & senior reactor 
operator licenses Bvc list end 

EISENHUT/D G Division of Licensing 03/01/31 Consolidated 
Edison Co of New York, Inc 14pp. t7347 1 77 24X 

Fiche 50-000,03/01/31,0301310203 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT □ 


B2 12060365 IE Info Notice 83-09, “Obtaining Approval for Disposing of 
Very Low Level Radwaste - I0CFR20 302 “ Bvc list end 
JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 8301031 83/02/24 Consolidated Edison Co of New 

York, Inc 1 tlpp 17347 050 24X Fiche 50-000.03/02/24,8212060365 


F Security, medical, emergency & fire protection plans 


8302040033 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records B3/01/27 Document 
Management Branch Ip 17043 230 24X Fithe 50-000,83/01/27, 

83 02 04 0033 


• — 8302040037 Forwards public version of revised Emergency Plan 
Implementing Procedures ED-2? r* meteorological malnt 
programs & ED-25 re computer codes for access to ODC0 
programs 

PAJOWSKLJ E Commonwealth Edison Co 03/01/07 DENTON* H R NRC 
- No Detailed Affiliation Given lp 17043 231 24X 

Fiche 50-000.83/01/27,8302040033 


— 8302040048 Public version of revised Emergency Plan Implementing 
Procedures ED-2? re meteorological maint program* k ED-25 
re computer codes for access to ODCQ programs Revised 
index end 

LITERSKI.L A., PAJDWSKIiJE, Commonwealth Edison Co. 03/01/06. 
lipp 17043 232 24/ Fiche- 50-000*03/01/27, 8302040033. 


8302020458 Releases public version of revised Emergency Plan 
Implementing Procedure 

FELTON, J M Division of Rules and Records ©3/01/31 Document 
Management Branch lp 16999.200 24X Fiche. 50-010, 83/01/31, 

0302020430. 


— 8302020470 Forwards public version of Rev 1 to Emergency Plan 
Implementing Procedure EPIP 100-CJl, "Environs Director 
(Checklist of Initial Generating Station Emergency Plan 
Respon* ib i 1 1 ties ) M Receipt form end 

SCOTT, D.U Commonwealth Edison Co 83/01/07 DENTON, H ft. Office 
of Nuclear Reactor Regulation, Director 3pp 16999:289 24X 

Fiche 50-010, B3/01/31* 0302020450 


— 0302020477 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EPIP 100-C11, "Environs Director iCheckliet of 
Initial Generating Station Emergency Plan 
Responsibilities) " 

* Commonweal th Edison Co 03/01/03 6pp 16999 292. 24 X 

Fiche 50-010,03/01/31,8302020450 
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DOCKETED ITEMS 


B30I21M40 S.n.ric Ltr 63-04 to .11 lien,*,, of a(. 0 ratin 3 r.attor.. 
applicants fur OL k holders of CPs r* regional workshop 
cone *r fling Suppl 1 , NURE0-0737, "Requi r«n« n ts f or Emergency 
Response Capability " Svc list end 

EISENHUT.DO Division of Licensing 83/02/01 Consolidated 
Edison Co of New York. Inc 1 Ipp 17221 226 24K 

Fiche 50-000*83/02/01,8301210340 


— B3O218Q5O0 Public version of Rev t to Emergency Plan Implementing 
Procedure EPIP 3Q0-7« "Personnel Decontamination (Medical - 
Decontaminat ion Area) (Primary Responsibility - Rad/Chem 
Directorl Revised index end 

* Commonuealth Edison Co 03/01/12 12pp 17221 327 24X 

Fiche 30-010,03/02/13*0302100494 


03O2O8O 1 91 Forwards saf at y evaluation k sumption from requirements of 
8»e t ion 111 0 3 of App R to 10CFR50 re fire protection for 
safe shutdown capabl 1 i ty, per util 820701 request 

CRUTCHFIELD, 0 Operating Reactors Branch 3 83/02/02 DELGEQRGE, l 

Commonwealth Edison Co 3pp 17030 141 24* Fith* 30-237 

03/02/02. 8302080191 llfl> 50 2371 


B3G2250349 Advises that R Lickus will contact util for site visits to 
review proposed emergency notification sys k health physics 
network location* at technical support ctrs 8 * emergency 
operating fac il it ie« * per util 030120 request 

PAPERJELLO.C J Division of Emergency Preparedness & Operational 
Support 83/02/18 REED* c Commonwealth Edison Co 2 P p 
17291 072 24X Riche 50-000. 03/02/ 10. 03022 30349 


9302090194 Elation from riqu iremants of Section III 0 3 of Abb r 
10CFRS0 re installation of fire detection tys k PP U 

suppression «y* in area, room or xone f or which alternative 
safe shutdown capability provided 
EISENHUT,D, Q Division of Licensing 03/02/02 

Ediian Co 4pp 17039 144 24X Fiche 30-237,03/02/02,8302080191 

-0302080197 Safety evaluation supporting exemption from r e quir sihbti ts of 
Section Ilf.O 3 of App R to 10CFR50 re fire protection of 
safe shutdown capability, 

* Office of Nuclear Reactor Regulation* Director 83 / 02/02 <?*,* 

17030 148 24X Fiche 50-237, 83/02/02, 83020801?! 2/02 ?pp 


8302*80316 Responds to 821209 Hr re incident response plan k 020917 
training session No n<u requirements requested f Dr emergency 
response facility Minor changes suggested ai result of V 

VS" *2* ^ URE 2'“!* 41 SECY-B2-1UB 1„„ valid 

KEPpLER, vl G Region 3, Office of Director 83/02/04 RFFD c 

aaowsd"! 41 '' Ed “ on C ” 4pp 170542,0 S4* FI ch. 30-000,03/02/04, 


0302080322 Objects to &20917 meeting requests to modify emerqencu 
response facilities Requests contradictory to NRC directive 
for simp I i f ication 

n £E na^ Commonwealth Edison Co 02/(2/09 KEPPLER, J G Region 
M,«!i“ 8 §S 8 $aSS;r 3PP 17056 2,4 24X Fiche 30-000. 


03 2n^2o^L F ^' Uard * I E J"*' 1 *'* t% 50-010/83-01*50-237/83-01 k 
50-249/03-01 on 830103-07 Mo nonconpl ian.ee noted 

PAPERIELLO.C J Division of Emergency Preparedness t Operational 
03/02/03 ComLnweaUh P Edis^ 

17291.154 24X Fiche' 50-010, 93/02/08. B302250359 PP 


8302250361 Requests approval l- acquisition of necessary equipment to 
activate proposed locations for emergency notification sys & 
health physics netuork phones within technical support ctrs 
U emergency operating facilities Lists of locations encl 
SWARTZ, E D Commonwealth Edison Co 83/01/20 KEPPLER, J G 
Region 3. Office of Director 4pp 17291 074 24X 

Fiche 50-000,63/02/18,8302250349 


P- Operating license stage document* k correspondence 


6302170019 Forwards documentation supporting justification for 
continued operation of operating reactors in response to 
questions raised at 030106 meeting re environ qualification 
of electrical equipment 

EISENHIJT, DO Division of Licensing 03/01/10 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp 17196 091 24X 

Fiche 50-000,83/01/18*8302170019 


-0302170096 Package of six comments indicating adequate or inadequate 
justification for continued operation re environ 
qualification of electrical equipment 

J N NRC - No Detailed Affiliation Given 82/01/27 
VARGA, 3 NRC - No Detailed Affiliation Oiven lOpp 17196 223 
24< Fiche 50-000*83/01/10,8302170019 


—0302170129 Forwards tabulation of Group 2 1,3 plants showing dates by 
•which technical evaluation repts are expected to be 
completed Request* jv s t i f ica t i on for continued operation of 
each group by 821003 k 15, respectively 

ErSENHUTrD 0 Division of Licensing 82/09/24 MlRAGLlA* F 
Assistant Director for Safety Assessment 4pp 17196 265 24X 

Fiche 50-030,03/01/18.8302(70019 


, "* P "■'?! 30-010/83-01. 50-S37*B3-01 i, 50-249*63-01 on 
830103-07 No nonconp 1 ianc * noted Major areas Inspected 
emergency preparedness program, 1 1 eensee actions on 
previously identified items t, emergency pian 

PHILLIPS, M p Division of Emergency Preparedness k Operational 
83O225O358 03/O2/O3 I&PP 17271 156 24 * Fictx * 30-010*03/02/03, 


0302010429 Forwards "Dresden 2131 Quad Cities 1 & 2 Nuclear Rawer 
Plants Drywell Tenp Analyi is " Analysis fulfills NRC request 
for fnfo re equipment qua 1 j f i c a 1 1 on temp profiles inside 
containment 

RAUSCH, r J Commonwealth Edison Co 83/01/25 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16974 100 24X 

Fiche 50-000, 83/01/25, 8302010429 


P “‘" lC: v,r *‘ <:,n » * r.vU.d orpor.t, c„mu„l ctx 

FEtinS* 1 ! i t SR? l, /” ,r,,n, i pIjn proc.dur. 

FELT0.6J M Division qf Rules and Records 83 / 02/15 Documen 
KSgJS*"* Braneh l * 17223 = « S4X Fiche 90-000. B3/0tt““ 


- -83020 10434 
PrywfrJ i 
HOANG, H 
82/ 1 1/30 


"Dresden 2t3l Guad Cities 1 k 5 Nuclear Power Plant 
Te-sp Analysis “ 

< * RDQERS, A E General Electric Co NSEO-02-O602 

13pp 16974 182 24X Fiche 50-000,03/01/25,03020104 29 


P Z blU v * r * i0 ^ of R »v 2 to Corporate Command Ctr 
*1?! f ^* r 9«ncy Plan Imp Umentlng Procedure 

E0F-2» '’Technical Support Manager ■ 

5S3Ti? M ?f 1 * a " Ca 03/01/03 DENTON, K R NRC ^ 

fia Dataiied Affiliation Oiven Ip 17223 219 24X 

Fi Che: 50-000, 03/02/15, 8302180102 


^ ft /— , ■ “ ror continued operation 

for SCAfl res i stance temp detectors in reactor water cleanup 
rooms, per 021229 k 830U8 SERs for environ qua 1 i f i ca t i on of 
electrical equipment program 

RAUSCH, t j Commonwealth Edison Co 03/02/01 DENTON, H R Office 
of Nuclear Reactor Regulation, Director lOpp 17031 116 24X 

Fiche 30-000, 83/02/01,8302070274 P 116 24 * 


■' B3 B?i«iJ 6 F*“ , ’ UC V, ;; U " °* B,v 2 to Co«m*nd Ctr oe,,.rati„ 

Station Emergency Plan Imp lemsnting Procedure EOp-2, 

"Tachri cal Support Manager - 

NELLIS, C A, FLESSNER.R A Common wealth Edison Co. 03/02/02 

48pp 17223 220 24X Fieha- 50-000, 83/02 /13, 03O2J80 1 02 


V,r “°’' “ f ” W ‘" i *«" 

.TON, J N Division of Rules and Records 03/02/15 Document 

>2180494 *** nGh lp *7221*323 SAX Fiche 90-0 1 0, 83/02/1 5, 


!«!??! 90 M° rL « rdi v#r * 1 °n of R®v | to Emergency I 

Implementing Procedure EPIP 300-7, "Personnel y 

J1 M - Contamination Ar.a> iPrima, 

i611nv " R-d/Chem Director) " 
ur wlr?-- CommpnMaalfeh Edison Co B3/0I/20 DENTON, h 
S! i * or Director 3pp 17221 32 

Fichi 50-010,83/02/15,0302180494 PP 


Office 
24 X 


9302030009 Generic Ltr 83-00 to all Mark I containment licensees r e 
mod of vacuum breakers on Mark 1 containment Requests 
commitment to submit results 0 f plant-unique calculations 
which formed bases for nod Svc list encl 

EISENHi/T, D 0 Division of Licensing 83/02/02 Oen-i-ai p„kii. 
Utilities - GPU Service Co r p 5pp 17074 0B6 24X 1C 

Fiche 50-000, 93/02/02,8302030089 


0302100224 Forwards dft scr i p fcion, has is 5* justi f icatian for each 
f° r react0r protection sy* power monitoring sue, per 
320 723 Propom Tech Specs will be submitted by sSoSIs 
RAUSCH, T J Commonuealth Edison Co 03/02/04 DENTON w i 


. , -- 03/02/04 

of Nuclear Reactor Regulation, Director I4pp 
Fiche 50-000,03/02/04,8302100224 


DENTON, H R 
17115 116 


setpoint 


Office 
24 X 


8302080295 Generic Ltr 83-09 to all operating reactor licensee 
applicants for QL c holders 0 f CP for C-E PWR* re review of 
C-E Owners Group emergency procedures guideline program Svc 
lilt « nc 1 WT 


EISENHUT, D G Division of Licensing 83/02/00 
Edison Co of Net# York, Inc 1 1 p p 17290*247 
F i c he* 30-000, 83/02/00, 8302000295 


Consol i da ted 

24 X 
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B30208030! Generic Ltr 03-05 to BUR licensees of operating reactors 
(except LACBWR >, app 1 leant s_ for OL & holder* of CP re BEfl of 
"Emergency Procedure Guidel ine* * Rev 2*" NED0-24934< June 
1932 Guidelines acceptable Svc list end 

EISENHUT, D 0 Division of Licensing 03/02/00 Commonwealth 

Edison Co 6pp 17234 245 2 4X Flche 50-000103/02/00,0302000301 


0302080304 Generic Ltr 03-1 f to all operating reactor licensees re 
licensee qual i f icati on for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end 

EISEKKUT, D 0 Division of Licensing 03/02/00 Consolidated 

Edison Co of New York, Inc ?pj> 17234 234 24X 

Flche 50-000, 03/02/00. 0302000304 


0302220330 Discusses schedule for util response re environ 
qua 1 if i cation of electrical equipment proprietary info 
Manufacturer s contacted on timely response Status of final 
reporting will be prdS'ided by 830515 

RVBAK.B Commonwealth Edison Co 83/02/14 DENTON. H R Office of 
Nuclear Reactor Regulation, Director lp 17230 091 24X 

Fiche 50-000.03/02/14.8302220330 


8302230125 Ad receipt of 830111 ltr re qualification* of 
radi ochemlstr y supervisory staff per ANSI Std 
NISh 1-1971 T Oilman qualified as lead chemist 0 McDonald 
will attend class to qualify as lead health physicist 
PAPER1ELL0, C J Division of Emergency Preparedness *< Operational 
Support 03/02/16 SCOTT. D J Commonwealth Edison Co 2pp, 
17237 007 24X Fiche 50-010.83/02/16.0302230125 


— 0302230130 Responds to NRC request to document basis for qual i f ica t i on* 
of radiochemistry staff per ANSI Std NIB 1-1971 Lead chemist 
need not meet 2-yr experience requirement 

SCOTT. D J. Commonwealth Edison Co 83/01/11 OREGDR.R. L Region 
3. Office of Director 5pp 17257 009 24X Flche 50-010, 

03/02/16. 0302230125 


0302250189 Application for amends to Licenses DPR-19 *< DPR-25, 
incorporating multiple changes to Tech Spec* re 
adninis tratl ve controls 

RAUSCH, T J Commonwealth Edison Co 03/02/17 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 3pp 17293 007 24X 

Fic he- 50-237, 03/02/17, 0302250109 


— 8302290192 Proposed Tech Spec change* re administrative controls 
* Commonwealth Edison Co 03/02/17 24pp 17293 010 24X 

Fiche 50-237,03/02/17.0302250109 


0302250212 Application far amend to Licenses DPR-29 L DPR-30, re vU ing 
Tech Specs to incorporate changes to corporate & station 
organisation* 

RAUSCH, T J Commonwealth Edison Co 03/02/17 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 3pp 17293' 082. 24X 

Ft CM 50-237,03/02/17.0302250212 


— B3O22-5O210 Proposed Tech Specs re administrative controls 

a Commonwealth Edison Co 03/02/17 17pp 17293 005 24X 

Fiche 50-237, 83/02/17. 9302250212 


0302280 1 52 Advise* that review of 030121 final rule on environ 
qual i f ication of safety-related electrical equipment 
incomplete Determination whether to reaffirm or withdraw 
hearing request will be provided by 030324 

QTEPTOE, P P Isham. Lincoln k Beale 83/02/23 EI0ENHUT, D 0 
Division of Licensing lp 17306 076 24X Fiche 50-000,03/02/23. 

0302280152 


Q Inspection reports, IE Bulletins & correspondence 


9302040039 Add! responie to P01A request for 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning OA deficiency 
Forwards App A documents Document 31 available in PDR. 

FELTON. J M Division of Rules and Records. 82/12/30. HTATT.B L 
Ohio Citiiens for Responsible Energy 3pp 17045:144 24X 

Flche. 30-000. 02/12/30. 8302040039. 


- — 0302040332 Forward* 1991 comparison data for operating k const plants, 
consisting of total numbers of ndncompl lance items, repts 
issued, lnsp hours, sever i ty levels, p oints fc hours per rept S< 
iten 

Sl/CHARSKt, L, Region 3, Office of Director 02/07/00 

KEPPLER, J 0. Region 3» Office of Director. 13pp 17045 291 24X 

Fiche 50-000. 02/ i 2/30. 0302040039 


9302160014 Summary of 830120 meeting w/utils, Bechtel. Frenkl in Research 
Ctr URS k Computed! Engineering 8vcs re IE Bulletin 00-11, 

"Masonry Nall Design 9 Addl testing not warranted. 

THAMttELL, C, M. Operating Reactors Branch 3 83/01/25 Operating 

Reactors Branch 3. 25pp. 17171:2 27 24X Fiche 50-000,03/01/25. 

9302 16001 4. 


8212060358 TE Info Notice 03-01, "Ray Miller, Inc *’ Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response fPo* t 030103) 83/01/26 Consolidated Edison Co. of New 

York, Inc I 18pp 17023 160 24X Fiche. 30-000, 83/01/26, 0212060350 


0212060360 IE Info Notice 03-02, "Llmi torque HOBC, H1BC, H2BC & HSBC 
Gearhead* * Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response <Po«t 830103) 03/01/28 Consolidated Edison Co of New 

York. Tnc I09pp 17144 001 24X Fiche 50-000.83/01/20,8212060360 


8212060361 IE Tnfo Notice 03-03, "Calibr of Liquid Level Instrument*. " 
Svc lift end 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 03/01/28 Consolidated Edison Co of New 

York. Inc UOpp 17074 093 24X Fich* 50-000,83/01/20,0212060361 


8302030303 Advises of 030207 open forum in Chicago, IL r# recent rev to 
10CFR30 54 6 50 55 IE will conduct formal presentation 
followed by question & answer session Requests that 
participation be limited to three people, 

SPE6SARD. R L Division of Engineering 03/01/28 Commonwealth 
Edison Co 2pp 17008 107 24X Fiche SO- 000, 03/01/20, 8302030303 


8302040294 Ac k receipt of 030121 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/02-16, 
50-237/82-23 k 50-249/02-23 

NORELIUS . C E Division of Project & Resident Programs 83/02/01. 
REED, C Commonwealth Edison Co lp 17017 347 24X 

Fiche’ 30-010, 03/02/01,0302040294 


— 830P040302 Responds to NRC B21222 ltr re violations noted in IE Insp 
Repts SO-OI 0/82-16, 30-237/02-23 k 30-249/02-23 Corrective 
actions new computer Installation !< removal of computer 
const) 1 a at station operator desk scheduled for Spring 1983 
DELGEQRGErL 0 Commonwealth Edison Co 83/01/21 KEPPLER, J 0 
Region 3, Office of Director 2pp 17017 348 24X 

Fiche 30-010,03/02/01.8302040294 


8305000277 Submits updated installation status rapt of safe shutdown 
path supports, per IE Bulletin 79-14 All remaining hangers 
will be installed by 031231, w/e xcip ti on of Quad Cities 
safety relief valve line 

RAUSCH. T J Commonwealth Edison Co 03/02/01 KEPPLER, J 0 Region 
3, Office of Director 4pp 17036 337 24X Fi c he’ 50-000, 03 /03/0I , 

8302080277 


8302150503 Ad receipt of 830114 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-249/02-28. 

NGRELIU8, C E. Division of Engineering 83/02/00 REED, C, 
Commonwealth Edison Co lp 17157 116, 24X Fiche 50-249,83/02/00. 

0302130503, 


— 83021 50316 Responds to NRC 021217 ltr re violation* noted in IE In»p 
Rept 50-249/02-20 Safeguard existed to prevent use of 
SU9CTP2 because of requirement to use DT0 6000 to approve 
new computer program or revs to existing program*, 

DELOEOROE. L 0 Commonwealth Edison Co 03/01/14 KEPPLER , J. 0. 
Region 3, Office of Director. 3pp 17157-117 24X 

Fiche 30-249,83/02/08,8302150303 


0302150528 Requests dslay until 030320 to respond to NRC request for 
supplemental info re Refs <«),(b),<c> k iel of IE Bulletin 
81-03. "Flow Blockage of Cooling Water to Saf ety-Relatfd fly* 
Components by Asiatic Clams k Mussels, " 

SWARTZ, E D Commonwealth Edison Co 83/02/0B, DENTON. H. R Office 
□ f Nuclear Reactor Regulation, Director, 2pp 17156.215 24X 

Fiche. 50-000. 83/02/08,8302150320 


0302250330 Forward* IE Insp Repts 50-010/03-01,30-237/03-01 fe 
30-249/83-01 on 030103-07 No noncDmpl lance noted 
FAPERIELLO. C J Division of Emergency Freparednesi * Operational 
Support 83/02/08 REED, C. Commonwealth Edison Co 2pp 
17291.134 24X Fiche 50-010,83/02/08,8302230359 


—0302290364 IE Insp Rept* 30-010/83-01,30-237/03-01 k 50-249/03-01 op 
830103-07 No noncompl iance noted. Major areas inspected: 

•mergency preparedness program, licensee actions on 

previously identified items & emergency plan 

rHlLLIPSrM P , PL08K1.T J, , SNELL, W. 0. Division of Emergency 

Preparedness k Operational Support 93/02/03. 16pp. 17291.156. 

24 X Fiche 1 50-010, 63/02/08,8302850350 


0302150507 EN-03-000: on 030216. notlcei of violation k propoeed 
imposition of civil penalties in amount of 4120,000 will be 
1 s sued. Action based on lack of controls over distribution of 
safety list 6 failure to maintain containment integrity 
BARBER, 0 , AKELRAD, vL Director's Office, Office of Inspection and 
Enforcement. 83/02/11. 2pp 17156’ 117 24X Fiche; 50-000, 83/02/11, 

S3<321 30587 
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6302200426 Forward* IE Insp Repts 5Q-237/B2-30 hi 50-249/82-31 on 
021206-07*14-17,030103-05 U 07 i notice of violation 
PAPER IELLO, C J Division of Emergency Preparedness It Operational 
Support 63/02/14 REED, C C rnnmomjealth Edison Co 2pp 
17307 329 2 4* Fich* 50-237,83/02/14,0302260426 


—8302200430 Notice of violation from insp on 621206-07*14-17.630103-05 A 
07 

PAPERIELLO* C J Division of Emergency Preparedness U Operational 
Support 63/02/14 lp 17307 331 24X Fiche 50-237.83/02/14, 

6302260426 


—6302280438 1£ Imp Repti 30-237/62-30 & 50-249/82-31 on 821206-07* 
14-17.630103-05 & 07 N a nc o/np 1 iance noted failure to prevent 
transfer of contaminated matl from controlled to 
uncontrolled area 

PAUL.R A , GRANT, W B . CREOER* L R Region 3, Office of Director 
63/02/44 I4pp 17307 332 24X Fich* 50-237.63/02/14*8302260426 


8302160491 Discusses !E i nap on 820816-1103 k forward! notice of 
violation A proposed imposition of civil penalty 

KEPPLER, J 0 Region 3, Office of Director 83/02/16 O'CONNOR. J J 
Cemmonwea 1th Edison Co 4pp 17214 127 247 Fiche 50-000* 

63/02/16.0302160491 


— 0302100496 Wo tic* of violation. 6 proposed imposition of civil penalty 
In amount of f 100* 000 Noncompliance noted. weakness in QA 
program. inc lading lack of controls over distribution of 
safety c 1 as s i f i ca 1 1 on list 

KEPPLER i J Q .Region 3* Office of Director 63/02/16 3pp 

17214 131, 24X Fiche 30-000*63/02/16,8302180491 


0212060363 I£ Info Notice 83-04* “Failure of Elma Power Supply Units " 
Svc list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Respoma (Pest 8301031 03/02/18 Consolidated Edison Co of New 

York* Inc llOpp 17347*191 24X Fiche 30-000. 63/02/ 18* 02 1 2060363 


9212060366 I£ Info Notice 93-06. "Nonldenti ca 1 Replacement Parts M 
Svc Hit end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response {Post 830103) 63/02/24 Consolidated Edison Co of New 

Yort. Inc llSpp 17361:148 24X Fiche 50-000,83/02/24,0212060366 


R Periodic operating reports Ac related correspondence 


8302 1 50600 Forwards monthly operating repts for Jan 1963 

SCOTT* D J Commonwealth Edison Co 83/02/01 Director's Office* 

Office of Inspection and Enforcement ip 17155 347 24X 

Fiche 50-237* B3/02/01* 9302150600 


— 6302150606 Monthly operating repts for Jan 1963 

6CHR0EDER, B A Commonwealth Edison Co 83/02/01 13pp 
17135 3 40 24X Fiche 50-237*83/02/01,6302130600 


Reportable occurrences, LERs A< related correspondence 


302000353 Forward* LER 03-00 1/03L-0 
SCOTT, D J Commonwealth Edison Co 63/02/01 KEPPLER, J 0 Region 
3. Office of Director lp 17057 213 24X Fiche 50-249,63/02/4)1, 

6302080353 


— 8302080359 LER 83-001 /03L-0* on 6301 04, s cure e Tange monitor 24 high rod 
block found in excess of Tech Spec Caused by setpoint drift 
Monitor readjusted 6 returned to *vc 

BEVERLY. K Commonusa 1 th Edison Co 63/02/01 Region 3, Office 

of Director. Ip 17057:214 24X Fiche 50-249.02/02/01* 

830 20 00 3 53 


0302080344 Forwards LER 63-003/03L-0 

SCOTT. D J Commonwealth Edison Co 83/02/02 KEPPLER. J 0 Region 
3, Qfflc* o# Director Ip 17057 215 24X Fiche 50-249*63/02/02, 

1302000344 


1302080356 LER G3-003/03L-0 on 630105* pinho le leak found on connecting 
pipe weld between 3-1201-10 inch A L 3-1292-2 inch A line 
Cause undetermined Lea k will he repaired during next outage 
of sufficient length 

RHEE* S Commonwealth Edison Co 83/02/02 Region 3* Office of 
Director. Ip 17057:216 24X FI c he 50-249. 83/02/02. 0302000344 


02200518 Forwards LER 03-006/01 T-0. 

SCOTT* D J Commonweal tli Edison Co 83/02/18 KEPPLER, JO Region 
, Office of Director lp 17309.043 24X Ficha 50-249,03/02/18, 

302280510 


—0302280524 LER 63-006/01 T-0 on 830200* LPC I pump suction valve 
MO3-1301-5D failed open Caused by auxiliary contact CR 105X 
failure in control circuitry of valve Contact replaced 
COYLE. L Commonwealth Edison Co 83/02/10 Region 3* Office <jf 
Director lp 17309 044 24X Fiche 50-249* 03/02/10, 6302260516 


V Operator Examinations 


8301310203 Generic Ltr 03-06 to all power reactor licensees* opp 1 i cants 
for OLs.NSS v endor s , reac tor vendors t AE re certificates 
& revised format for reactor operator A* senior reactor 
operator licenses Svc list end 

EISENHUT, DG Division of Licensing 83/01/31 Consolidated 

Edison Co of New York. Inc 1 4p p 17347 1 77 24X 

Fiche 50-000,03/01/31,8301310203 


DOCKET 50-230 TURKEY POINT PLANT, UNIT 3 


F Security* medical* emergency At fire protection plans 


0302010643 Requests postponement until 030215 of response dates to NftC 
ffr* protection draft safety evaluation ltrs Addl time 
needed to explore other response alternatives 

UHRIO.R E Florida Power A* Light Co 03/01/27 VOLLKER* R H 
Division of Engineering lp 16900 063 24X Fiche 50-000*8 3/01/27* 

6302010643 


8301210340 Generic Ltr 03-04 to ail licensees of operating reactors, 
applicants for OL At holders of CPs re regional workshop 
concerning Suppl 1* NURE0-0737, “Requirements for Emergency 
Response Capability “ Svc list end 

EISENHUT, D 0 Division of Licensing 03/02/01 Consolidated 

Edison Co of New York* Inc 1 lpp 17221 226 24X 

Fiche 50-000,83/02/01,6301210340 


6302070526 Application for amend to Licenses DPR-31 A, DPR-4 i * p r opo sin 
changes to Tech Spec P 6-12 re emergency A* security plan 
audits per 10CFR50 54<t> A, 10CFR73 40(d) as requested by 
Generic Ltrs 82-17 6 02-23, respec tive ly 

UNRIG, R E Florida Power A* Light Co 83/02/01 EISENHUT* D G 
Division of Licensing lp 17036 014 24X Fiche 50-250,83/02/01, 

6302070528 


— 6302070534 Proposed Tech Spec Page 6-12 re emergency & security pla 
audi t* 

♦ Florida Power 6 Light Co 03/02/01 lp 17036 015 24X 

Fiche 50-250,83/02/01,6302070528 


0302180437 Requests extension until 030301 of response dates to NHC 
630106 Sc 14 ltr* re fire protection draft safety evaluation 
UNRIG* R E Florida Power 8* Light Co 03/02/15 EISENHUT* 0 G 
Division of Licensing Ip 17215 018 24X Fiche 50-000* B3/ 02/ 1 9, 

0302100437 


8302240216 Advises that extension to 830301 for response to draft 
safety evaluation of App R fire protection exemption 
requests acceptable per 830215 ltr 

EISENHUT * D Q Division of Licensing 03/02/18 UHRIO.R E Florid 

Power if Light Co 2pp 17288 239 24X Fiche 50-000, 03/02/ 1 6, 

8302240216 


P Operating license stage documents A* correspondence 


9302030100 Addl response to FOIA request for records re steam 
generators & steam turbines Forwards document* listed under 
Category A of App E Category B documents available in PDR 
FELTON, J M Division of Rules and Records 82/12/17 LONG, D J 
Winthrop, Sfcimson* Putnam A. Roberts 5pp 17105 069 24X 

Fich* 50-000.82/12/17,0302000100 


— 6302080127 Forwards request for addl info re steam generator tube 
integrity Questions specifically address tubes in U-bend 
reg i on 

EISENHUT* D Q Division of Operating Reactors 76/12/14 

GDLLER, K R Assistant Director for Operating Reactor Projects (Pre 

791030) 6pp 17105 145 24X Fiche 50-000,82/12/17*8302080100 


0302010606 Submits update to NUREG-0737, 1 terns II U 3, "Po* t-Acc I don t 
Sampling Sys." II E 1 2* "Auxiliary Feedwater Sys Automatic 
Initiation U Flow Indication" A< II F 1, "Addl Accident 
Monitoring Instrumentation ■' 

UHRIG*R E Florida Power & Light Co 63/01/28 VARGA* S A 
Operating Reactors Branch 1 2pp 1697Q 101 24X 

Fiche 50-250. 83/01/20*8302010606 


83020S0355 Forwards corrected page to Amends 91 S< 85 to Licenses DPR-31 
Ac DPR -41* respectively 

MCDONALD, D 0 Operating Reactors Branch 1 03/01/31 UHRIO.R 6 

Florida Power A* Light Ca 2pp 17107 079 24X 

Fiche 50-250* 63/0 1 /3 1 * 0302080355 
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—0302080357 Corrected P 2 to Amends 91 b 89 to Licenses OPfl-31 b DPR-41, 
respectively re disposal of high level radwaste b spent 
fuel 

VARGA/ S A Operating Reactors Branch 1 33/01/31 2pp 

17107 081 24X Fiche 50-250,83/01/31,8302080355 


8302090510 Summary of 630126 meeting u/util in Bethesda, KD re licensee 
scieening criterion for pressurised thermal shock program 
MCDONALD, D G Operating Reactors Branch 1 93/01/31 Operating 

Reactors Branch 1 34pp 17117 276 24X Fiche 30-250,83/01/31, 

6302090518 


8302070*172 Provides justification far continued operation & 
qua 1 i f icati an info for safety evaluation Category II A Items 
33, 39 b 101, in response to NRC 821213 1 tr re environ 
qua 1 if i cation of sa f ety-ro lated equipment Withheld 
UHRIG. R E Florida Power U Light Co 03/02/01 VARGA, S A 
Operating Reactors Branch 1 2pp 17029 OOi 24X 
Fiche 50-250,83/02/01/8302070472 


8308070520 Application for amend to Licenses DPR-31 b DPR-4 1 ■ pr opo s l ng 
changes to Tech Spec P 6-12 re emergency b security plan 
audits per 10CFRS0 54<t> b 10CFR73 40(d) as requested by 
Generic Ltrs 02-17 it 02-23, resp ec tive ly 

UHRIG, R E Florida Power & Light Co 03/02/01 EISENRUT, D G 
Division of Licensing Ip 17036 014 24X Fiche 50-250,03/02/01, 

8302070528 


— S 302070534 Proposed Tech Spec Page 6-12 re emergency It security plan 
audits 

* Florida Power 6 Light Co 03/02/01 Ip 17036 015 24X 

Fiche 50-250/ 83/02/01, 6302070528 


83020B0106 Informs that debris screens on purge supply & exhaust 
valves will be Installed during next refueling outage 
Commitment meets 5RP Section 6 2 4,Rev 1 8/ Branch Technical 
Position CSB 6-4, Rev 1 requirements 

VARGA, 8 A Operating Reactor* Branch 1 83/02/Oi UHRIG, R E 

Florida Powbt h Light Co 2pp 17106 013 24X 

Fiche 50-250,83/02/01,8302080106 


8302170432 Requests submi ttal , wi th in 60 days, describing flux reduction 
measures initiated b addl measures being considered per 
prassuriied thermal shock studies 

VARGA, S A Operating Reactors Branch 1 83/02/01 UHRIG/ R E 

Florida Pouer L Light Co 5pp 17205 149 24X 

Fiche 50-230, 83/02/01, 63021 70432 


03G2O7O444 Requests exemption from 10CFR50 71(e)(3)(l> scheduler 
requirement to file annual F3AR rev by 030722 Proposed 
filing date of 831122 would facilitate FfiAR update, 
reflecting more as-built configuration 

UHfUO/R E Florida Power b Light Co 83/02/02 DENTON, H R Office 
of Nuclear Reactor Regulation, Director lp 17036 301 24X 

Fiche 30-230,03/02/02.0302070444 


6302070305 Advises that arrangements made for consultant to perform now 
analysis per NUREG-0744, Rev 1, Generic Ltr 02-26, "Pressure 
Vessel Matl Fracture Toughness, u to confirm previous 
conclusions re shelf energy Results expected by Aug 1903 
UHRIO, R E Florida Power b Light Co 03/02/03 EISENHUT, D G 
Division of Licensing lp 17029 124 24X Fiche 30-250,03/02/03/ 

0302070303 


0302070577 Forwards Class I & III fees for proposed license amend per 
NI/RE0-0737 Tech Specs 

UHRIO.R E Florida Power b Light Co 83/02/03 MILLER, W 0 
License Fee Management Branch Ip 17034 223, 24X 

Fiche' 50-230, 03/02/03, 83020/0577 


8302000295 Generic Ltr 83-09 to all operating reactor licensees, 
applicant* for QL Ik holders of CP for C-E PWRs re review of 
C-E Owner* Group emergency procedures guideline program Bvc 
1 lit end 

EISENHUT , D 0 Division of Licensing 63/02/00 Consolidated 
Edison Co of New York* Inc llpp 17290,247 24X 

Fiche 50-000, 83/02/00, 830200029 9 


830200 0304 Generic Ltr 03-11 to ill operating reactor licensees re 
licensee qua! i f ication for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Qvc list end 
EISENHUT , D G Division of Licensing, 83/02/08 Consolidated 

Edison Co of New York/ Inc 9pp 17234,234 24X 

Fiche; 50-000/ 83/02/08, 8302000304 


0302090005 Generic Ltr 83-100 to all licensees w/Westinghous* designed 
NQSS (except Yankee Atomic Electric Co) re resolution of 
TMI Action Item II K 3 5/ “Automatic Trip of Reactor Coolant 
Pump* ” five list enc l 

eiseiltfUT, 0 0 Division of Licensing 83/02/08 Southern 
California Edison Co 31pp 17290 262 24X Fiche 50-000/ 83/02/00, 

8302090065 


8302150479 Provides info re TMI Action Items II H, 3, "Post-Accident 
Sampling Sys" b ll F i 1 b II F 1 2, " Noble Gas Monitors/ 

Iodine Particulate Sampling," per NRC request 
UHRIG, R E Florida Power & Light Co 83/02/10 VARGA, S A 
Operating Reactors Branch 1 2pp 17157 008 24X 

Fiche 50-25 0, 03/02/10,83021504 79 


03021 50497 Application to amend Licenses DPR-31 Ik DPR-41, deleti ng App B 
ET9 re aquatic monitoring b surveillance requirements & 
groundwater monitoring program Request for deletion of 
terrestrial biological monitoring program* will be provided 
UhRIO.R E Florida Power b Light Co 03/02/10 EISENHUT, D G 
Division of Licensing 2pp 17156 324 24X Fiche 50-250,83/02/1 0, 

8302150497 


030224-0137 Requests info re any change in scheduler commitment* for 
i n* ta 1 let 1 on of debris screen* pending resolution of 
operability concerns per long-term review of containment 
purge «« vent valve# Assessment of valve operability e-ncl 
VARGA, 8 A Operating Reactors Branch 1 03/02/10 L/HflIO, R E 

Florida Power b Light Co Gpp 17260 259 24X 

Fiche 50-290.03/02/10,8302240137 


0302180483 Forward* addl info on Guideline 4, "8pecial Lifting Devices" 
& Guideline 7, “Crane Design," per draft technical 
evaluation rept on control of heavy load* at facilities 
UHRIO.R E Florida Power b Light Co B3/02/11 VARGA, S A 
Operating Reactors Branch 1 2 pp 17210, 36i 24X 

Fiche 50-250,63/02/11,0302130403 


8302230190 Submit* addl Info re ECC8 valve position per 030104 ltr 
Plant change/mod package providing single continuous 
position Indication for valve* Will be prepared 
Irnp lementat i on schedule for changes will be provided 
UHR10/R E Florida power b Light Co 83/02/13 VARGA, S A 
Operating Reactors Branch 1 Ip 17245 117 24X 

Fiche 50-250,03/02/15,8302230193 


Q302230149 Lists specific ETS covered by 830210 request for deletion pf 
aquatic ch«n.i cal, therna 1 & biotic monitoring requirements 
UHR JO, R E Florida Power b Light Co 83/02/16 EISENHUT. D G 
Division of Licensing Ip 17243 223 24X Fiche* 50-230, 03/02/ 1 6/ 

0302230145 


Q Inspection report*, IE Bulletins b correspondence 


3302160014 Summary of 030120 meeting w/utiis, Bech tel, Frank 1 In Research 
Cfcr.URS i Computech Engineering Svcs re IE Bulletin 0O-J1, 

"Masonry Nall Design '♦ Addl testing not warranted 

TRAMHElL, C M Operating Reactors Branch 3 83/01/25 Operating 

Reactors Branch 3 25pp 17171 227 24X Fiche 50-000,03/01/25, 

8302160014 


0212040358 IE Info Notice 83-01, “Ray Killer. Inc " Bvc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 03/01/26 Consolidated Edison Co of Now 

York* Inc 1 10pp 17023 160 24X Fiche 50-000, 03/01 /26, 021 2060330 


0212060360 I£ Info Notice 63-02, "Limitorque HOBC, HlBC, H20C b H3BC 
Goarhoads " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/01/20 Consolidated Edison Co of New 

Ynrkr Inc 109pp 17144 001 24X Fiche 50-000, 03/01 /20, B21 2060360 


0212060361 IE Info Notice 03-03, "Calibr of Liquid Level Instruments « 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Past 630103) 03/01/28 Consolidated Edison Co of Neu 

York, Inc UQpp 17 074 095 24X Fiche 50-000, 03/01/20, 0212060361 


0302150430 Ac k receipt of 830121 ltr informing NRC pf iteps taken to 
correct violation noted in IE Insp Rept* 50-250/82-39 & 

50-291 /Q2-39 

DANCE, H C Division of Project b Resident Programs 83/02/09. 

UHRIG. R E Florida Power b Light Co lp, 17140 132 24X 

Fiche 50-250,03/02/09,8302150430 


— 8302150436 Responds to NRC 021222 ltr re violation noted in IE Insp 
Rep t* 80-250/02-39 b 50-251/82-39 Corrective actions' east 
entrance to> auxiliary bldg, air conditioning duct opining b 
vehicle access gates posted correctly 

UHRIG, R e. Florida Power b Light Co 03/01/21 0 'REILLY, J. P 

Region 2, Office of Director 2pp 17140 133 24X 

Fiche 50-250,03/02/09,0302150430 


—8302150440 Forwards IE Imp Rept* 30-250/02-39 b 50-251/02-39 an 
821129-1203 b notice of violation 

DANCE, H, C Division of Project & Resident Programs 02/12/22 

UHRIG, R E Florida Power b Light Co 2pp 17148 1 35 24X 

Fiche 50-250,03/02/09,8302150430 
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— 83021 30440 Notice of violation from imp on 021129-1203 

* Division of Project & Resident Program 32/12/22 ip 
17140 137 24X Fiche 50-230.03/02/09,030 2130430 


--0302150450 IE In*p fiepts 50-250/82-39 L 50-251/82-39 on 821129-1203 
None empl tan c« noted accessible areas tn auxiliary bldg where 
radiation levels exceeded 5 m/h not posted 

HOSEY,C H 4 BARR . K P Division of Engineering It Radiological 
Safety Programs 92/12/20 6pp 17140 130 24X 

Fi c h e 30-23 0, 83/02/09, B 3021 30430 


0302160203 Responds to IE Bulletin 62-04, “Deficiencies in Primary 
Couta i nmint Electrical Penetration Assemblies " Review of 
containment penetrations Indicates no Bonk er-Rama electrical 
penetrations Installed 

UHRIOr R E. Florida Power it Light Co 63/02/09 DEYOUNG, R C. 
Director's Office, Office of Inspection and Enforcement 2pp 
17163 047 24X Fiche 50-230, B3/02/09, 0302 1 60205 


8302160241 ‘ftesp unds to IE Bulletin 02-04 re deficiencies in containment 
electrical penetration assemblies Bun ker-Remo electrical 
penetrations not in use at facility 

UHR10, R E Florida Power & Light Co 03/02/10 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement 2pp 
17170 212 24X Fiche v 50-250. 63/02/10, 030216024 i 


8212060363 IE Info Notice 93-04, ‘’Failure of Fima Power Supply Units 
Svc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post B30103>. 03/02/IB Consolidated Edison Co of New 

York* Inc I tOpp 17347 191 24/ Fiche 50-000,63/02/18,8212060363 


6212060365 IE Info Notice 83-05, "Obtaining Approval fo-r Disposing of 
Vary Low Level Racfwaste - 10CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 0301031 93/02/24. Consolidated Edison Co of Hew 

York, fnc 1 llpp. 1734 7 050 24X Fiche 50-000,83/02/24,8212060365 


8212060366 IE Info Notice 03-06. "Nan i d entica 1 Replacement Parts " 

Bvc Hit enc 1 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post B30103K 03/02/24 Consolidated Edison Co of Neu 

York. Inc U2pp 17361 I4B. 24X Fiche 50-000,03/02/24,8212060366 


8 Reportable occurrences, LERs & related correspondence 


0302010110 Forwards LER 62-019/03L-0 

UILLIAK3, J W Florida Power & Light Co 93/01/21 O'REILLY, J P 
Region 2, Office of Director Ip 16974 150 24X 

Fiche 50-250,93/01/21,8302010118 


— B302010I30 LER 82-0 1 9/03L -0 on 921223, while performing full length rod 
control cluster periodic sure iso, rad control cluster J3 of 
shutdown bant A failed to show proper movement Cause 
unknown Cluster performed normally during rod exercise 
BERRY, Z E Florida Power U Light Co 83/01/21 Region 2, 

Office of Director ip 16974 151 24X Fiche 50-250,83/01/21, 

9302010118 


8302150063 Forwards LER 03-001 /03L-0 

WILLIAMS, J W Florida Power & Light Co 03/02/07 O'REILLY, J P 
Region 2, Office of Director Ip 17147007 24X 

Fiche. 50-25D, 83/02/07, 9302150063 


-“8302150070 LER 83-001/Q3L-0 on 830107, ins p of leak revealed cracked 
weld on junction of 3C charging pump discharge line fc line 
leading to safety relief valve 3-283C Cause undetermined 
Held repaired 

BERRY, 1 E Florida Power L Light Co 33/02/07 Region 2. 

Office of Director Ip 17147 008 24X Fiche 50-250,83/02/07, 

8302130063 


8302290345 Forwards LER 93-002/03L-0 

WILLIAMS, J W Florida Power 1c Light Cd 03/02/17 O'REILLY. J P 
Region 2, Office of Director. ip 17308 0B4 24X 

Fiche 50-230, 03/02/17,8302280345 


— 0302260351 LER B3-002/03L-0 on 030119, during Third & Fourth Quarters 
1982, testing of diesel fuel storage tank samples for 
vi seoti ty, water U sediment levels missed Caused by 
oversight Sample taken L analyzed Levels acceptable 
BERRY, Z E Florida Power & Light Co B3/02/17 Region 2, 
Office of Director 2pp 17300 093 24X Fi ch*. 50-250. 03/02/17, 

*830228034 5, 


V Operator Examinations 


0301310203 Generic Ltr 93-06 to all power reactor 1 icenseea, app 1 icants 
foi OLs, NSS vendors, reac tor vendors it AE re certificates 
L revised format for reactor operator It senior reactor 
opciator licenses Svc list end 

EISENHUT, D Q Division of Licensing 63/01/31 Consolidated 

Edison Co of Neu York, Inc I4pp 17347 177 24X 

Fiche 30-000,83/01/31.0301310203 


DOCKET 50-251 TURKEY POINT PLANT. UNIT 4 


F Security, medical, emergency & fire protection plans 


8302010643 Requests postponement until 030213 of response dates to NRC 
fire protection draft safety evaluation ltrs Addl time 
needed to explore other response alternatives 

UHRIO, R E Florida Pouer * Light Co 83/01/27 VOLLMER, R H 
Division of Engineering lp 16980 063 24X Fiche 30-000,83/01/27, 

8302010643 


8301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for GL L holders of CPs re regional workshop 
concerning Suppl i , NURE0-0737, "Requirements for Emergency 
Response Capability “ Svc list end 

E!SENHUr,D O Division of Licensing S3/02/01 Consolidated 

Edison Co of Nsu York, Inc Upp 17221 226 24X 

Fiche 50-000, 83/02/01,8301210340 


8302070529 Application for amend to Licenses DPR-31 t< DPR-41, pr opos ing 
changes to Tech Spec P 6-12 re emergency L security plan 
audits per I0CFR30 54(t> it 10CFR73 40(d) as requested by 
Generic Ltrs 82-17 L 82-23, respective ly 

UhRIG.-R E Florida Power it Light Co 83/02/01 EISENHUT. D 0 
Division of Licensing lp 17036 014 24X Fiche 30-250.03/02/01, 

8302070528 


— 830^070534 Proposed Tech Spec Page 6-12 re emergency It security plan 
aud its 

a Florida Power 6 Light Co 83/02/01 lp 17036 013 24X 

Fiche 50-250,83/02/01,8302070328 


8302160437 Requests extension until 830301 of response dates to NRG 
830106 it 14 ltrs re fire protection draft safety evaluation 
UHRIG. R E Florida Power t Light Co 83/02/19 EISENHUT, D G 
Division of Licensing lp 17215 010 24X Fiche 50-000,83/02/15, 

0302100437 


B302240216 Advises that extension to 030301 for response to draft 
safety evaluation of App R fire protection exemption 
requests acceptable per 830215 ltr 

EISENHUT, D 0 Division of Licensing 83/02/JB UHRJG, fl E Florida 
Power It Light Co 2pp 1720B 239 24X Fiche 50-000,83/02/10, 

0307240216 


0 Advisory Committee on Reactor Safeguards reports & correspondence 


0302080363 Summary of ACRS Subcommittee on Reactor Operations 82Q929 
meeting in Na sh lng ton, DC re low temp overpressurization It 
suppression pool or containment sump water contamination 
adverse effects on cooling pumps 

* ACRS - Advisory Committee on Reactor Safeguards 82/12/15 
ACRS - Advisory Committee on Reactor Safeguards 16pp 17107 123 
24X F ic he" 50-000, 82/12/15, 0302080363 


B3O208Q26S Trip rept of 821108 visit to FL Clty.FL re inservice insp 
program 

EENGER, H ACRS - Advisory Committee on Reactor Safeguards 

63/02/04 1CNE.E 0 ACRS - Advisory Commi ttee on Reactor 

Safeguards 0pp 17107 294 24X Fiche 50-251,03/02/04,0302080265 


P Operating license stage documents it correspondence 


B302030100 Addl response to FOIA request for records re steam 
generators it steam turbines Forwards documents listed under 
Category A of App E Category B documents available In PDR 
FEl TON. J II Division of Rules and Records 92/12/17 LONG, D J 
Winthrop, Stimson, Putnam U Roberts 9pp 17105 069 24X 

Fiche’ 50-000, 82/12/17,8302080100 


—8302090127 Forwards request for addl info re steam generator tube 
Integrity Questions specifically address tubes In U-bend 
r*g i on 

EISENHUT, D 0 Division of Operating Reactors 76/12/14 
GOLLEft, K R Assistant Director for Operating Reactor Projects <Pi 
79I030> 6pp 17105 145 24X Fiche 50-000,02/12/17,0302000100 
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63020 1 0&06 Submit* update to NUREG-0737, Items 11 B 3, "Po* t-Acc i d snt 
Sampling Sys, M II E 1 2, "Auxiliary Feedwater Sys Automatic 
Initiation 5 Flow Indication" WIFI) "Addl Accident 
Monitoring Instrumental on M 

UHftiO. R E Florida Power 6> Light Co 83/01/20 VARGA, S A 
Operating Reactors Branch 1 2pp 16978 181 24X 

Fiche 30-250.83/01/20,0302010606 


8302000335 Forward* corrected page to Amend* 91 & 89 to License* DPP-31 
-& DPR-41, r*sp active 1 y 

hCOOMALD. D 0 Operating Reactor* Branch 1 03/01/31 UHRIQ, R E 

Florida Power it Light Co 2pp 17107 079 24X 

Fiche 30-290,83/01/31,0302080339 


— 8302000357 Corrected P 2 to Amend* 91 it 85 to License* DPR-31 & DPR-41, 
respectively re disposal of high level raduiatte & spent 
fuel 

VARGA, S A Operating Reactor* Branch 1 83/01/31 Spp 

17107 081 24 X Fiche 30-230,83/01/31,8302080359 


0302090510 Summary of 030126 meeting w/util In Bethe*da,MD re licensee 
screening criterion for pressurised thermal shock program, 

MCDONALD, D 0 Operating Reactor* Branch 1 83/01/31 Operating 

Reactors Branch 1 34pp I7I17 270 24X Fiche' 50-290, 03/Oi /3t, 

0302090518 


6302070472 Provides justification for continued operation l< 
qualification info for safety evaluation Category II A Items 
□ 5,39 * 101, In response to NRC 021213 1 tr re environ 
qua 1 If ication of saf sty-r elated equipment Withheld 
UNRIG, R E, Florida Power L Light Co 83/02/01, VAROA, 9 A 
Operating Reactor* Branch 1 2pp 17029 OOl 24X 
Fithe 50-230, 83/02/01 , 8302070472 


0302070520 Application for amend to Licenses DPR-31 fc DPR-41* pr opo» ing 
Change* to Tech Spec P 6-12 re emergency it security plan 
audits per 10CFR50 54ft) 8, 10CFR73 40(d) as requested by 
Generic Ltrs 82-17 & 82-23, resp ec tive 1 y 

UWRIO.R E Florida Power * Light Co 03/02/01 E18ENHUT, D 0 
Division of Licensing Ip 17036 014 24X Fiche 50-250,03/02/01, 

8302070520 


— 8302070534 Proposed Tech Spec Page 6-12 fe emergency it security plan 
aud 1 ts 

•f Florida Power 6 Light Co 83/02/01 Ip, 17036 015 24X 

Fiche 50-250,03/02/01,8302070523 


8302000106 Inform* that debris screens on purge supply & exhaust 
valve* will be installed during next refueling outage 
Commitment meet* SRP Section 6 2 4, Rev ! fc Branch Technical 
Position CSB 6-4, Rev 1 requirement* 

VAROA i S A Operating Reactor* Branch l 83/02/01 UHRKJrR. £ 
Florida Power it Light Co 2pp 17106 013 24X 

Fiche 30-250, 83/02/01, 8302000106 


8302170432 Request* aubml tta 1, wi th in 60 day *, de*crib ing flux reduction 
measures initiated & addl measures being considered per 
prassuri red thermal shock studies 

VARGA, S A Operating Reactor* Branch 1 83/02/Oi, UHfltOrR E 

Florida Power & Light Co 5pp 17205 149 24X 

Fichd 50-230, 83/02/01 1 8302 1 7043 2 


G302G7CM44 Request* exemption from 1OCFR50, 71 < e > (3> C i ) scheduler 
requirement to file annual F6AR rev by 830722 Proposed 
filing date of 031122 would facilitate F8AR update, 
reflecting more as-built canf i gurati on 

I/HRIO.R E Florida Power it Light Co 03/02/02 DENTON, H R Offico 
of Nuclear Reactor Regulation, Director lp 17036*301 24X 

Fiche 3 0-250, 83/02/02, 830207044 4 


63020/0303 Advises that arrangement* made far consultant to perform new 
ana lye 1* per NURE0-0744, Rev 1, Generic Ltr 82-26, "Pressure 
Vassal Mat! Fracture Toughness," to confirm previous 
conclusions r« shelf energy Results expected by Aug 19B3 
UKRIOiR E Florida Power it Light Co, 83/02/03, EI8ENHVT, D 0 
Division of Licensing lp 17029 124 24X Fiche 30-250,03/02/03, 

0302070305 


8302070577 Forwards Class I & III fees for proposed license amend per 
N(JREt> 0737 Tech Specs 

vm 19, R E, Florida Power it Light Co 83/02/03. MILLER, W 0 
License Fse Management Branch lp 17034 223. 24 X 

Fiche 50-250, 83/02/03, 0302070577 


0302080293 Generic Ltr 03-09 to all operating reactor licensee!, 
applicant* for QL It holder* of CP for C-E PWRs re review of 
-CHE Owners Group emergency procedure* guideline program Svc 
Ust *i\cl 

EI6ENHUT, D Q Division of Licensing B3/O2/O0. Consolidated 
Edison Co of Neu Turk, Inc lipp. 17290124 7 24X 

Fiche. 50-000, 03/02/08, 0302000295 


0302080304 Generic Ltr 03-11 to alt operating reactor licensees re 
Licensee quel if ication for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list enc I 

EISENHUT, D 0 Division of Licensing 03/02/00 Consolldj tad 
Edison Co or New York, Inc 9pp 17234 23 4 24X 

Fiche 50-000, 03/02/08, 0302000304 


8302090085 Generic Ltr 83-iOD to all licensees u/W* sting house designed 
N8S8 (except Yankee Atomic Electric Co) re resolution of 
TMI Action Item TI K 3 5. "Automatic Trip of Reactor C-oolamt 
Pumps " Svc list entl 

EIBENHUT, D 0 Division of Licensing 03/02/08 Southern 
California Edison Co 31 PP 17290 262 24X Fiche' 30-000, 63/02/00, 

8302090085 


B3O2130479 Provides Info re TMI Action Items IE 0.3, "Post-Accident 
Sampling 9ys" h r I F 1 1 & ll F 1 2, " Noble Oa* Monitor*/ 

Iodine Particulate Sampling, " per NRC request 

UNRIG, R E Florida Power & Light Co 83/02/10 VARGA, 8 A 

Operating Reactor* Branch 1 spp 17IS7 080 24X 

Fiche 50-230,83/02/10,0302150479 


8302150497 Application to amend Licenses DPR-31 & DPR-41, del efetng App B 
ET8 re aquatic monitoring it surveillance requirement* & 
groundwater monitoring program, Reque* t for deletion of 
terrestrial biological monitoring program! will be provided, 

UNRIG, R E Florida Power & Light Co 03/02/10 EISENNUT, D 0. 
Division of Licensing, 2p p 1 71 56 324 24X Fiche- 30-230, 83/02/10, 

8302150497 


0302240137 Requists info re any change In scheduler commitments for 
Installation of debris screens pending resolution of 
operability concern* per long-term review of containment 
purge it vent velvet Assessment of valve operability end 
VARGA, S A Operating Reactor* Branch 1 03/02/10. UNRIG, R E 

Florida Power * Light Co 8pp 17260 255 24X 

Fiche 50-290, 03/02/10. 8302240137 


0302100299 Forwards summary of work 8, insp conducted to date to 
preclude foreign matl from entering steam generators (both 
primary & secondary sides) during const activities 
UNRIG, R E Florida Power & Light Co B3/02/11 E T SENHUT » D 0 . 
Division of Licensing 5pp 17211 23B 24X Fich*. 30-291, 83/02/1 1 , 

0302 100299 


0302180403 Forwards addl info on Guideline 4, "Special Lifting Device*'* 
S< Guideline 7, "Crane Design," per draft technical 
evaluation rept on control of heavy loads et facilities. 

UHR 10, R E Florida Power & Light Co 83/Q2/H. VARGA, B, A. 

Operating Reactpri Branch 1 2pp 17210 361 24X 

Fiche. 50-250, 03/02/11,0302100403. 


8302230198 Submits addl info r# ECC8 valve position per 830104 ltr. 
Plant changa/mod package providing single continuous 
position indication for valve* will be prepared, 

Implementation schedule for changes will be provided,. 

UNRIG, R,£ Florida Power It Light Co 83/02/19 VARGA, B, A. 
Operating Reactor* Branch 1 lp 17245. 117 24X 

F i c h • ’ 50-250, 83/02/ 15, 8302230 1 98 


8302230149 Li*t* specific ETS covered by 830210 request for delation of 
aquatic chemi ca 1 , th arnal & biotic monitoring requirements, 

UHftIO, R, E Florida Power «< Light Co 03/02/16 EISENKUT»D. 0. 
Division of Licensing lp 17243 223 24XFich* 30-250, 03/02/16* 
8302230145, 


G Inspection reports, IE Bulletins it correspondence 


B302080100 Addl reiponse to FOIA request for record* re steam 
generators U steam turbines Forwards document* lilted under 
Category A of App E. Category B documents available in PDFL 
FELTON, J M Division of Rules and Record* B2/I2/I7 LONG, D. J, 
wtnthrop, stimion, Putnam 8, Robert* 5pp 17105*069, 24X 

Fiche- 50-000, 82/12/17,0302000100 


—0302080122 Summary of 751121 meeting w/utile 8c Wee ting house re new 
type of Imperfection ditcovertd in recent eddy current Insp* 
of dent steam generator tubes Investigation r« listed 
unreviewed safety question* recommended, 

KINTNER,L L. Division of Reactor Licensing (NRR-1975 only). 
75/11/24 KNlEL, K Division of Reactor Licensing (NftR-i^/S only). 
6pp. 17105 139 24X Fiche 50-000, 02/12/17, 0302000100 


0302160014 Summary of 030120 meeting w/utlU, Bvch tel v Fran k 1 in Research 
Ctr,VRB * Computed! Engineering Svc# re IE Bulletin 00-11, 

"Masonry Wall Design," Add! testing not warranted 

TRAMMEiLrCH Operating Reactor* Branch 3 03/01/29, Operating 

Reactor* Branch 3 23pp 17171*227. 24X Fiche 00-000,03/01/23, 

0307160014 
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8312040399 IE Info Notice 93-01* "Ray Miller* Int " Svc list enc 1 
JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 630103) B3/01 /26 Con * a 1 1 da ted Edison Co of New 

York. Inc i I9pp 17023 160 24X Fiche 90-000, B3/01 /26, 921 206035Q 


0212040340 IE Info Notice 83-02, "L iroi tor que HOSC, H1BC, H2BC L H39C 
Gearhtadt " 8vc list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Reiponse (Post 0-30103) 83/01/20 Consolidated Edison Co of New 

York, Ine 109pp 17144 001 24X Fiche 30-000* 63/01/20, 021 2060360 


0212060361 IE Info Notice 82-03, "Calibr of Liquid Level Instruments ” 
Svc list end 

JORDAN. E L Division of Emergency Pr epared ness it Engineering 
Response (Post 930103) 63/01/29 Consolidated Edison Co of New 

York, Inc UOpp 17074 099 24X F i che* 50-000, 83/0 1 /28, 021 206036 1 


8302130430 Ac k receipt of 630121 1 tr informing WC of steps taken to 
correct violation noted in IE Insp Repts 30-250/92-39 it 
50-2S 1/02-39, 

DANCE, H C r Division af Project b Resident Programs 03/02/09 
UKRIG, R E Florida Power L Light Co lp. 17149 132 24X 

Fiche 50-250.93/02/09.0302130430 


— B302150434 Responds to NRC 021222 ltr re violation noted in IE Insp 
Repts SO-2 5 0/02-39 it 50-231/92-39 Corrective actions east 
entrance to auxiliary bldg. air conditioning duct opening 6 
vehicle access gates pasted correctly 

UKR 10* R E Florida Power 8c Light Co 93/01/21 O'REILLY, J P 
Region 2* Office of Director 2pp 1714B 133 24X 

Fiche 30-290* 63/02/09, 83021 50430 


—8302130440 Forwards IE Insp Repfc* 50-230/82-39 U 50-231/62-39 an 
621129-1203 & notice of violation 

DANCE* H C Division of Project & Resident Programs 02/12/22 

URR 10, R E Florida Power & light Co 2p p 17149 135 24 X 

Fich* 50-230,63/02/09,0302130430 


— 8302150446 Mat ice of violation from insp on 82U2?-1203 

+ Division of Project 6 Resident Programs 02/12/22 lp 
17149,137 24X Fich* 30-250. 83/02/09, 0302 1 50430 


—8302150459 IE Imp Repfcs 30-250/02-39 t, 30-251/82-39 on 821129-1203 
Wancomp 1 iance noted accessible areas in auxiliary bldg where 
radiation levels exceeded S m/h not posted 

K05EY* C M , JARR.K P Division of Engineering U Radiological 
Safety Programs 82/12/20 6pp 17149 13B 24X 

Ficha 50-230,83/02/09,0302150430 


8302160205 Responds to IE Bullatin B2-04. u De f iciencies in Primary 
Containment Electrical Penetration Assemblies " Review of 
containment penetrations indicates no Bunler-Ramo electrical 
penetrations installed 

UHRIO.R E Florida Power t Light Co 03/02/09- DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement 2p.p 
17163*047 24X Fich* 50-250,03/02/09.83021 60205 


0302160241 Responds to IE Bulletin 82-04 re deficiencies in containment 
electrical penetration assemblies Bunker — ftamo electrical 
penetrations not in use at facility 

UHftIO, R E Florida Power 6 Light Co 03/02/10 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement ?pp 
17170 212 24/ Fiche 30-250.03/02/10,8302160241 


8302240080 Forwards safety evaluation notice of granting of relief 
from inservice insp requirement re reactor coolant pump 
Alternate exams accepted 

VARGA*S A Operating Reactors Branch 1 83/02/14 UHRIG, Ft E 

Florida Pauar J, Light Co 2pp 1726 8 280 24X 

Fich# 30-251. 83/02/ 1 4, 630224003 0 


— B302240095 Safety evaluation re request for relief from inservice insp 
requirements concerning exam of reactor coolant pump 
Alternative method of visual exam acceptable 

# Operating Reactors Branch I 83/02/14 6pp 1726B 291 24X 

Fiche 50-23 1 , 83/02/ 1 4. 63 022400 90 


'0302240120 Notice of granting of relief from ASME Section XI in service 
insp requirements for welds it internal surfaces of reactor 
coolant punp 

VARGA. 8 A Operating Reactors Branch 1 93/02/14 2pp 

17268 297 24X Fiche 50-231*03/02/14,0302240000 


0212060363 IE Info Notice 03-04, "Failure of Elma Power Supply Units w 
8vc list end* 

JORDANiE L Division of Emergency Preparedness & Engineering 
Reiponse (Post 830103) S3/02/1B, Consolidated Edison Co nf New 

York, Inc I lOpp 17347 191 24X Fich* 50-000*83/02/10,0212060363 


82 1 2060355 IE Info Notice 83-03, “Obtaining Approval for Disposing of 
Very Low Level Raduaste - 10CFR20 302 " Svc list enc l 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

Yoi k, Inc Ulpp 17347 OSS 24 < Fiche 50-000, 03/02/24, 82! 2060365 


0212060366 IE Info Notice 03-06, "Non i d sn 1 1 ca 1 Rep 1 ac emen t Parts "• 

Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 

Res pan? e (Post 830103) 83/02/24 Consolidated Edison Co of Net* 

York, Inc I12pp 17361 140 24X Fich* 50-000,83/02/24,8212060366 


V Operator Examination* 


8301310203 Generic Ltr 83-06 to all power reactor 1 icensees, app 1 i cant* 
for QLi.NSS vendors, reactor vendors L AE re certificates 
it revised format for reactor operator i senior reactor 
operator licenses Svc list end 

EISENHJT, D 0 Division of Licensing 03/01/31 Consolidated 

Edison Co of Mew York, Inc l4pp 17347 177 24X 

Fiche 50-000,03/01/31,0301310203 


DOCKET 50-254 QUAD-CITIES STATION, UNIT 1 


F Security, medical, emergency &. fire protection plans 


0302040033 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 03/01/27 Document 
Management Branch lp 17043 230 24X Fiche 50-000,03/01/37, 

0309040033 


— 93Q2Q40O37 Forwards public version of revised Emergency Plan 
Imp 1 ementing Procedures ED-29 re meteorological maint 
programs & ED-25 re computer cades for access to QDC9 
programs 

PAJOWSKI.J E Commonwealth Edison Co 03/01/07 DENTON, H « NJ1C 
- No Detailed Affiliation Given lp 17043 231 24X 

Fiche 50-030.83/01/27.8302040033 


— 9302040048 Public version of revised Emergency Plan Implementing 
Procedures ED-29 re meteorological Plaint programs t ED-23 
r# computer codes for access to ODCS programs Revised 
index end 

L TTERSK I , L A Commonwealth Edison Co 03/01/06 iipp 
17043 232 24X Fiche 50-000,83/01/27,8302040033 


B302CH02 05 Release* public version of revised emergency plan 
imp Urpunti ng procedures 

FELTON, J M Division of Rules and Records 03/01/31 Document 

Management Branch lp 17043 349 24X Fiche 50-254,03/01/31, 

B30 204 0205 


— B 30204 02 14 Forwards public version ot Rev 9 to Emergency Plan 
Implementing Procedures OEP 440-0, "Communications Sys" & 

G6P 440-1, "Emergency Communication Facilities " 

* Commonwealth Edison Co 83/01/19 DENTON, H R NRC - No 
Detailed ArfHiatlon Given tp 17043 3 50 24X 

Fiche 50-254.03/01/31,0302040205 


— 8302040220 Public version of Rev 9 to Emergency Plan Implementing 
Procedures QEP 440-0, “Conviun i ca t i ons Sys" it GEP 440-1, 
"Emergency Communication Facilities ° 

* Commonwealth Edison Co 83/01/19 0pp 17043 351 24 X 

Fiche 50-234,83/01/31,8302040205 


830 1 2103 40 Generic Ltr 83 04 to all licensees of operating reactors, 
applicants for OL & holders cf CPs re regional workshop 
concerning Suppl i , NJREG-0737, "Requirements for Emergency 
Response Capability " Svc list end 

E I SENHLfT, D 0 Division of Licensing 83/02/01 Consolidated 

Edison Co of N*u York, Inc 1 1 p p 17221 226 24X 

Fiche 50-000,83/02/01,8301210340 


8302090365 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records 83/02/02 Document 
Management Branch Ip 17107 139 24X Fiche 30-254,03/02/02, 

B3020S0365 


— 0302000368 Forwards public version of Re v 9 to Emergency Plan 
Implementing Procedure GEP 360-2, "Plant Evacuation V 
Assembly 11 Revised index end 

* Commonwealth Edison Co 83/01/21 DENTON, H R NRC - No 
Detailed Affiliation Given 2pp 17107 140 24X 

Fiche 50-254 ,83/02/02, 8302000365 


—8302090372 Public version of R*v 9 to Emergency Plan Impl emen ting 
Procedure GEP 360-2, "Plant Evacuation It Assembly " 

* Commonwealth Edison Co 03/01/21 2p p 17107 142 24X 

Fiche 50-254,83/02/02,0302000363 
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0302000316 Responds to 821209 I tr re incident response plan 6 820917 
training session No new requirements requested For emergency 
response Facility Minor changes suggested as result af 
meeting 1 exercise NL/ftEG-0696 6 SECY— B2- 111H guidelines valid 
KEPPLER, J Q Region 3, Office of Director 0J/O2/O4 REED, C 
Commonwealth Edison Co 4pp 17056 290 24X Fiche 50-000,03/02/04, 

B3020S0316 


— 8303000322 Objects to 020917 meeting requests to modify emergency 
response facilities Requests contradictory to NRC directive 
far s imp 1 if ication 

REE0» C Commonwealth Edison Co 82/12/09 KEPPLER, J Q Region 
3, Office of Director 3pp 17036 294 24X Fiche 30-000, 

03/02/04,0302080316 


9302100102 Releases pghlic version of revised corporate command ctr 
generating station emergency plan implementing procedure 
FELT ON i J M Division of Rules and Records 83/02/15 Document 

Kmage.nenfc Branch Ip 17223 218 24X Fiche 50-000,03/02/15, 

0302180102 


— - 8302180126 Forwards public version of Rev 3 to Corporate Command Ctr 
Generating Station Emergency Plan Implementing Procedure 
EOF— 2, "Technical Support Manager « 

MOORE, R D Commonwealth Edison Co 03/01/03 DENTON, H R NRC - 

No Detailed Affiliation Given ip 17223 219 24X 

Fiche 30 000, 03/02/13, 8302180102 


— 03O2I8O1S6 Public version of Rev 2 to Corporate Command Ctr Generating 
Station Emergency Plan Implementing Procedure EOF-2, 

‘’Technical Support Manager " 

NELLIS, C A Commonwealth Edison Co 83/02/02 6Bpp 17223 220 
24< Fiche 90-000, 83/02/13,8302100102 


9302230349 Advises that R Licku* will contact util for site visits to 
review proposed emergency notification sys 6 health physics 
network locations at technical support ctrs 6 emergency 
operating fac i 1 i ties, per util 030120 request 

PAPERIELLO, C J Division of Emergency Preparedness 6 Operational 
Support 03/02/18 REED, C Commonwealth Edison Co 2pp 
17291 072 24X Fiche 30-000,03/02/18,0302250349 


--Q3Q223Q361 Requests approval 6 acquisition of necessary equipment to 
activate proposed locations for emergency notification sys 6 
health physics network phones within technical support ctrs 
6 emergency operating facilities Lists of locations end 
SWARTZ, E D Commonwealth Edison Co 83/01/28 KEPPLER, J G 
Region 3, Office of Director 4pp 17291 074 24X 

Fiche 50' 000, 83/02/10. 0302290349 


F Operating license stage documents 6 correspondence 


0302170019 Forward* documentation supporting justification for 
continued operation of operating reactors in response to 
questions raised at 830106 meeting re environ qua 1 i f i ca t i on 
of electrical equipment 

EISENHUT, D 0 Division of Licensing 83/01/10 DENTON, If R Office 
o# Nuclear Reactor Regulation, Director 7pp 17196 091 24X 

Fiche 50-000, 83/01 / 1 8, B302 1 700 1 9 


— 9302170096 Package of six comments indicating adequate or inadequate 
justification far continued operation ro environ 
qua lificati on of electrical equipment 

HANNON , J U NRC - No Detailed Affiliation Given 82/01/27, 

VARGA, S NRC - No Detailed Affiliation Given 1 Op p 17196 225 

24 < Fiche 90-000, 03/Oi/iB, 0302170019 


— 030^17012:9 Forwards tabulation of Group 2 t 3 plants showing dates by 
which technical evaluation repts are expected to be 
completed Requests justification for continued operation af 
each group by 021000 6 15, respec 1 1 voly 

EJSENHU r, D G Division of Licensing 82/09/24 MIRAGLIA, F 
Assistant Director for Safety Assessment 4pp 17196 265 24X 

Fiche 30-000,83/01/18,8302170019 


— 3302170262 Concludes that based on licensee 820603 submi t ta 1 , continued 
operation until completion of environ qua 1 i f i cati on program 
will not present undue risk to public health & safety 
SEVAN, R B Operating Reactors Branch 2 02/10/20 EISENHUT* D 0 

Division of Licensing 2pp 17197 0 SO 24X Fiche 50-000, 

33/01 /l 8, 0302170019 


03020(0294 Advises of detailed evaluation of Technical Evaluation 
Repts attached to 3ERs re saf ety-rela ted equipment, to 
determine nonproprietary nature of info Info will be 
withheld until 830215 resolution 

RAUSCH, T J Commonwealth Edison Co 83/01/29 DENTON, H R Office 
of Nuclear Reactor Regulation, Director Ip, 16973 114 24X 

Fiche 50 *-254, 83/01/25, 8302010294 


8302010429 Forwards "Dresden 2 6 3 6 Quad Cities 16 2 Nuclear Power 
Plants Drywel l Temp Analysis " Analysis fulfills NRC request 
for info re equipment qua 1 1 f icat ion temp profiles inside 
contai nment 

RAUaCH, T J Commonwealth Edison Co 83/01/25 DENTON, H fl Office 
of Nuclear Reactor Regulation, Director 2pp 167/4 100 24X 

Fiche 50-000, 03/01/25, 9302010429 


— 0302010434 "Dresden 2 6 3 6 Quad Cities 16 2 Nuclear Power Plant 
Drywell* Tenp Analysis ri 

HOANG, H Y , ROGERS, A E General Electric Co. NSEO-02-O6B2 
02/11/30 1 3pp 16974 1 82 24X Fiche’ 50-000, 03/01/25, 830201 0429. 


03 0 2 0 70274 Euppls 821019 ltr re justif ication for continued operation 
for SCAM resistance temp detectors in reactor water cleanup 
rooms, per 821229 6 030118 SER» for environ qualification of 
electrical equipment program 

RAUSCH, T J Commonwealth Edison Co 03/02/01 DENTON, H H Office 

of Nuclear Reactor Regulation, Director lOpp 17031 £16 24 X 

Fiche 30-000,83/02/01,8302070274 


8302030089 Generic Ltr 83-08 to all Mark I containment licensees re 
mod of vacuum breakers on Mark I containment Requests 
commitment to submit results of plant-unique calculations 
which formed bases for mod S/c list end 

E ISEUHUTi D G Division of Licensing 03/02/02 General Public 

Utilities - GPU Service Corp 5pp 17074 086 SAX 
Fiche 50-000,83/02/02,8302030089 


0302100224 Forward* descrip tion, bas is 6 justification for each setpoint 
chosen for reactor protection sys power monitoring sys, per 
820723 ltr Proposed Tech Spec* will be submitted by 830415 
RAUSCH, T J Commonwealth Edison Co 03/02/04 DENTON# MR Office 
of Nuclear Reactor Regulation, Director I4pp 17115 116 34X 

Fiche 50-000, 83/02/04, 8302100224 


8302080275 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL 6 holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list enc 1 

EI8ENHUT, D 0 Division of Licensing 83/02/00 Consolidated 

Edison Co of Nbu York, Inc Upp 17290 247 24X 

Fiche 50-000. 03/02/08, 0302080293 


0302080301 Generic Ltr 83-05 to BWR licences of operating reactors 
(except LACHWR ) , app 1 i cants for OL 6 holders of CP re 6ER of 
M Em*rgenry Procedure Ouidel ines, Rev 2," NEDO-24934, June 
1982 Guidelines acceptable Svc list end 

E I SENHU T , D 0 Division of Licensing 03/02/08 Commonwealth 
Edison Co 6pp 17234 245 24X Fiche 50-000, 03/02 /OB. 0302000301 


0302000304 Generic Ltr 03-11 to all operating reactor licensees re 
licensee qualification for performing safety analysis in 
support of licensing actions Ability to use code must be 
darn on fit rated by vendor or licensee Svc list end. 

EISENHUT, DG Division of Licensing 83/02/00 Consolidated 

Edison Co of Neu York, Inc 9pp 17234 234 2 4X 

Fiche 90-000, 83/02/00, B3020B0304 


8302220330 Discusses schedule for util response re environ 
qualification of electrical equipment proprietary info 
Manufacturers contacted on timely responie Statu* of final 
reporting will be provided by B30515 

RYBAK, fl Commonwealth Edison Co 83/02/14 DENTON, H FI Of flea of 
Nuclear Reactor Regulation. Director lp 17230 091 24X 

Fiche 50-000* 83/02/14,0302220330 


0302250179 Forward* "Quad Cities Nuclear Station, Unit 1, Cycle 7 
Startup Test Result*' 1 

RYBAK, S Commonwealth Edison Co 83/02/17 DENTON, H R Office of 
Nuclear Reactor Regulation* Director lp 17293 049 24X 

Fiche 50-254 , 83/02/17,8302250179 


— 8302250103 "Quad-Cl tie* Nuclear Power Station* Unit 1. Cycle 7 Startup 
Test Result* 

# Commonwealth Edison Co JD/TS2-B 83/02/17, lOpp 17293*051 
24 X Fiche 50-254, 83/02/17, 8302250179 


0302250293 Forward* u In*ervice lnsp 6 Testing Program, Second 10-Yr 
Program, Quad Cities Nuclear Power Station Units 1 b 2, '• per 
Section Xl of A&ME Boiler 6 Pressure Vessel Code, 190D 
Edi tion, including Winter 1990 addenda 

RAUBCH, T J Commonwealth Edison Co 03/02/17 DENTON* H R Office 
of Nuclear Reactor Regulation, Director 2pp 17295 310 24X 

Fiche 50-254 * 03/ 02/17,8302250293 


— 8302250300 "Inaervice lnsp 6 Testing Program, Second 10-Yr Program* Guad 
Git lo« Nuclear Power Station Units 16 2" 

* Commonwealth Edison Co 02/08/18 233pp. 17295 312, 24X 

Fiche 50-254, 03/02/17, 8302230293 
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0302290235 Forward* Suppl 9 to Rev 1 of Joseph Oat Co r p "Licensing Rrpt 
on High Density Spent Fuel Rac t * for Quad Cities Unit 
1 & 2 " Changes include reduction In number of storage cells 
to be Installed & rev to spacing arrangement 

RYBAK, B Commonwealth Edison Co 83/02/ IQ DENTON* H R Office of 
Nuclear Reactor Regulation* Director 17pp. 17292 £30 24X 

Riche 30-254,03/02/19,0302250253 


B3O220O132 Advise* that review of 830121 final rule on environ 
qualification of safety-related electrical equipment 
Incomplete Determination whether to reaffirm or withdraw 
hearing requut will be provided by 830324 

8TEPT0E.P P I iliami Ulnco 1 n & Be a 1 e B3/02/23 E1SENHUT, D Q 
Division of Licensing tp 17306 076 24X Flche 30-000*03/02/23, 

83022801 S2 


0 Inspection reports, IE Bulletins & correspondence 


63Q2040039 Add 1 response to FQIA request for 12 categories of documents 
re facilfties Personal info deleted from documents re util/ 
contractor employee allegations concerning QA deficiency 
Forwards App A documents Document 31 available in PDR 
FELTON, J M Division of Rules and Records B2/ 12/30 HIATT* 8 L 

Ohio Clfciien* foT Responsible Energy 3pp 17045 144 24X 

Flche 30- OOO-i 82/12/30,8302040039 


— B302040332 Forward* 1981 comparison data for operating & const plants, 
consisting of total numbers of noncompliance Items, repti 
Issued, lntp hours, severity 1 even# point* & hours per rrpt & 

Item 

BUCHARSKI, L Region 3, Office of Director 02/07/09 

KEPPlER, J 9 Region 3, Office of Director I3pp 17049.281 24X 

Flche: 50-000, 82/12/30, 0302040039 


8302160014 Summary of 830120 netting w/ut 1 1 s, Bechtel, Franklin Research 
Ctr, UR8 & Oemputech Engineering Svcs re IE Bulletin BQ-i 1, 

"Masonry Well Design * Adfdl testing not warranted 

TRAMMELL* C M Operating Reactors Branch 3 63/01/25 Operating 

Reactors Branch 3 23pp 17171 227 24X Flche 50-000,63/01/25, 

830216001 4 


8312060358 IE Info Notice 83-01, **Ray Miller, Inc “ Bvt list end 
JORDAN, E L Division of Emergency Preparednus fc Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of New 

York, Inc IlSpp 17023 160 24X Flche 50-000,83/01/26,6212060353 


0212060360 IE Info Notice 83-02, “UmitoTque HOBC, Hi BC, H2BC & H3BC 
Oaarheads " Svc list end* 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/01/28 Consolidated Edison Co of New 

York, Inc IO?pp 17144 001 24X Flche 50-000,83/01/26,6212060360 


0212060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments " 
Svc list end. 

JORDAN.E L Division of Emergency Preparedness i, Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of New 

York, Inc 1 lOpp 17074 095 24X Fiche 50-000.83/01/20,0212060361 


630 2030303 Advises of -030207 open forum in Chicago. IL re recent rev to 
IOCFR50 34 S, 50 35 IE will conduct formal presentation 
followed by question 6 answer session Requests that 
participation be limited to three people 

8PESBARD, R L Division of Engineering 83/01/28 Commonwealth 

Edison Co 2 p p 17009 187 S4X Fie h e 90-000, 83/01 /2B, 0302030303 


6302090277 Submits updated installation statu* rept of safe shutdown 
path supporti i per IE Bulletin 79-14 All remaining hanger* 
will be installed by 031231 , w/e ic epti on of Quad Cities 
safety relief valve line 

RAUSCH, r J Commonwealth Edison Co B3/02/01* KEPPLEH, J O Region 
3, Office of Director 4pp 17036 337 24X Flche 50-000,83/02/01, 

8302080277 


63-02100039 Forward* draft NRR Input for upcoming 5ALP evaluation for 
CY82 based an program manager experience w/Coovn Ed & Input 
solicited from selected personnel involved u/liceneing 
actions Review U comments requested by 030210 

B EVAN, R Operating Reactors Branch 2 03/02/04, EISENHUT, D 0 

Division of Licensing BPEI8, T Division of Safety Technology. 
MATISON, R J Division of System* Integration (post 011005) 7pp 
17135 097 24X Fiche 50-254,63/02/04,6302100088, 


83021S0529 Requests delay until 830326 to respond to NRC request for 
s upplementel info re Refs (a), fb),(c) U <*> ot IE Bulletin 
81-03, '"Flow Blockage of Cooling Hater to Safety-Related 5y i 
Components by Asiatic Clam* & Mussels " 

SWARTZ, ED Commonwealth Edison Co 83/02/06 DENTON, HR Office 
of Nuclear Reactor Regulation, Director 2pp 17156 £15 24X 

Flche 50-000, 83/02/09, 93021 50528 


030228033? Forwards IE Insp Rapt* 50-254/02-23 fc 50-265/02-25 on 
821023-830107 No noncorapllance noted 

STREETER, J F Division of Project V Resident Programs 83/02/10 
REED, C Commonwealth Edison Co Spp 17313 079 24X 

Flche 50-254, 83/02/10, 9302280339 


—8302260341 IE Insp Repts 50-254/82-23 L 50-265/92-25 on 821O23-B30107 
No nonconpl iance noted Major areas inspected operational 
$«fety,plant scran, procedures, TMI action plan i terns, 1 ic ense a 
meeting 6 refueling activities 

CHfi 1SS0TIM08, N , DUPONT, S 0 , WALKER, R D Division of Project h 
Resident Programs 83/02/10 I2pp 173i3 001 24X 

Fiche 50-254,83/02/10,6302280339 


0302150597 EN-83-009 on 93021 6, no t i c es of violation S* proposed 
imposition of civil penalties in amount of *120,000 will be 
issued Action based on lack of controls over distribution of 
safety list It failure to maintain containment integrity 
BARBER, O Director's Office, Office of Inspection and Enforcement 
03/02/11 2p p 17156 117 24X Fiche 50-000,83/02/11,0302130507 


0302100491 Discusses IE insp on 820816-1103 h forwards notice of 
violation 4s proposed imposition of civil penalty 

KEPPLER, J 0 Region 3, Office of Director B3/02/16 O'CONNOR, J j 
Commonwealth Edison Co 4pp 17214 127 24X Fiche Sq- 000 , 

03/02/16. 63021B0491 


— 8302100496 Notice of violation i« proposed imposition of civil penalty 
in amount of *100,000 Noncompliance noted weakness in GA 
program, inc lud ing lack of controls over distribution of 
safety classification list 

KEPPLER, JO Region 3r Office of Director 83/02/16 3pp 
£7214 131 24X Flche 50-000,83/02/16,0302100491 


8302250293 Forwards dnservice Insp & Testing Program, Second 10-Yr 
Program, Quad Cities Nuclear Power Station Units 1 it 2 per 
Section XI of ASME Boiler it Pressure Ve*«el Code, 1900 
Edition, including Winter 1960 addenda 

RAUSCH, T J commonwealth Edison Co 03/02/17 DENTON, H R Offlt* 
of Nuclear Reactor Regulation, Director 2pp 17295*310 24X 

Fiche 50-234,83/02/17,0302250293 


— 8302250303 "Inservice Insp L Testing Prog ram, Sec ond 10-Yr Program.Ouid 
Cities Nuclear Pouer Station Units 162“ 

* Commonwealth Edison Co B2/O8/10 233pp 17295 312 24X 

Flche 50-254,03/02/17,8302250293 


0212060363 IE Info Notice 83-04, “Failure of Elma Power Supply Unit* • 
Svc list end 

JORDAN, E. L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/02/18 Consolidated Edison Co of Mtu 

York, Inc 1 lOpp 17347 191 24X Fiche 50-000, 03/02/18, 821 20&03i:) 


0212060365 IE Info Notice 03-05, “Obtaining Approval for Disposing of 
Very Low Level Raduaste - 10CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 93/02/24 Consolidated Edison Co of Nm 

York, Inc lllpp 17347 056 24/ F i c he 50-000, 83/02/24, Q21 2060365 


0212060366 16 info Notice 83-06, "Non i d en tl ca 1 Replacement Parts " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of Niv 

York, Inc ll2pp 17361 140 24X Fiche 30-000,83/02/24,9212060366 


R Periodic operating report* it related correspondence 


0302150044 Forward* monthly operating repts for Jan 1903 

KALIVIANAKIS, N Commonwealth Edison Co 83/02/03 Director'* 
Office, Office of Inspection and Enforcement Ip 17147 101. 34X 

Fiche 50-254,83/02/03,0302150044. 


— B30215QQ48 Monthly operating repts for Jan 19B3 

BROWN, 0 > BUSS, R Commonwealth Edison Co 83/02/03 2£pp 
17147 102 24X Fiche 50-254,03/02/03,0302150044 


9302150691 Forward* listing of changes, tests It experiments completed 
{Turing Jan 1?B3 

KALTVIANAKIS, N Commonwealth Edison Co 83/02/03 CASE, E <? 
Office of Nut J ear Reactor Regulation, Director 3pp 17150' 359 
24 X Flche S0-254, 93/02/03, 0302 1 5069 1 


S Reportable occurrences, LERs ft, related correspondence 


9302010940 Forwards LER 82-039/03L-0 

KALlVIANAKlSt N Commonwealth Edison Co 83/01/10 KEPPLER, J 
Region 3, Office of Director Ip 16977 132 24X 

Flche 50-254,83/01/10,0302010540 
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24X Fic he 50-254. 83/01 /10. 


0302040030 Forwards LER 03-OO4/O3L-0 

WAUIVIAWAKIS. N Commonwealth Edison Co 03/01/24 
Ration 3> Office of Director lp 17020 357 24X 

Flihe 30-254.03/01/24.5302040050 


KEPPLERi J 


^-830^040034 LER 03-OO4/O3L-O on 830109. c on fca i nme n t cooling loop A taken 
out or svc for preventive malnt on RHR IA HX New gaskets for 
inner head £ drain line of HX installed to repair small 

FA0LF,J Commonwealth Edison Co 03/01/24 Region 3. Office of 

Director lp 17020 350 24X Fiche 50-254. 83/01 /24, 03O2O4OOSO 


8302040171 Forwards LER 83-003/03L-0 

HALlVIANAKIS, N Commonwealth Edison Co 03/01/24 
Region 3< Office of Director lp 17020 191 24X 

Fiche 50-254.63/01/24.3302040171 


KEPPLER, J, 


F Security, medical- emergency * fire protection plan* 


0302010660 Responds to 821030 Generic Lfcr 02-23 re Inc on* i *t»nc V 
between requirements of IOCFT173 40(d) ft QT8 Twelve-mo-nth 
Physical Security Plan ft Safeguard* Contingency Plan audit* 
performed; per requirements 

WORDING, f C Consumer* Power Co 83/01/27 CRUTCHFIELD, D 
Operating Reactor* Branch 5 lp 169R0 066 24X 

Fiche 90-000. 03/01/27. 03020 J06&0 


0301210340 Generic Lfcr 03 04 to all licensee* of operating reacfcnrs* 
applicants for C1L ft holder* of CP* re regional workshop 
concerning Suppl i , NUtfEG-0737, "Requirement* for Emergency 
Response Capability *' Svc ii*t end 

ClfiEfWT. [> 0 Division of Licensing 03/02/01 Consol 1 do ted 

Edison Co of Now York, Inc 1 lpp 17221 226 24/ 

Fiche 90-000, 03 / 02 / 01 , 9301210340 


B3O223O270 Forward* IE In*p Rept 90-299/03-02 on 030119-20 Nd 
noncompliance noted 

PAPER IFLLO, C j Division of Emergency Preparedness it Operational 

Support 83/02/07 DEWITT, R D Consumer* Power Co Cpp 
17291 294 24V Fiche 30-299. 83/02/07, 0302250270 


gGOPCUOlfl-? LER 03-OO3/O3L-O on 030118, during reactor water level calibr 

Procedure OIS 10-1, switch LI8-1-263-9BA tripped below Tech 

Specs Caused by instrument setpoint drift Level switch 

recal ibr ^ , 

FL/HS, A Commonwealth Edison Co 83/01/24 Region 3, Office of 

Director Ip 17O20 192 24X Fi c h c 50-254, 03 /0 1 /24 , 83030401 7 1 


— 3302250283 1C ln*p flept 50-239/03-02 on 830119-20 No none omp 1 i ante 
noted, Major areas inspected open Items remaining from 
emergency p reparations* imp 1 emontati on appraisal ft other 
items re emergency preparedness 

PAGLIAR0, J A . AX0L8PN, M L Division of Emergency Pr eparedne* * ft 
Operational Support 03/01/31 9pp 17291 296 24X 

Fiche 50-29 3, 03/02/07, 8302230270 


8302000292 Forwards LER B3-003/03L-0 

KALfVJANAKIS. N Commonwealth Edison Co 83/01/20 KEPPLER, J 
Region 3, Office of Director lp 17056 116 J24X 
F i che 50-254, 83/0 1 /2Q. 8302080292 


- -8302000297 LER 83'005/03L-0 on 830115.HPCI motor gear unit raised to 
normal high speed stop but returned to low speed stop when 
manual operation scutch released Caused by failed power 
s up p 1 y resistor Resistor ft amplifier replaced 

LIHOU.H Commonwealth Edison Co 83/01/20 Region 3, Office of 

Director 3pp 17056 117 24X Fi che 50-254 , B3/01 /20, 03O2OBO292 


8302150114 Forwards LER 93-001/03L-0 

KALIVIANAKIS. N Commonwealth Edison Co 03/02/01 KERPLEfl, J 
R eg i on 3, Office of Director lp 17133 237 24X 

Fiche 50-254,83/02/01,8302150114 


— 8302150124 LER 83-001/03L-0 on 830104 , d ies e 1 generator 1/2 tripped on 
high crankcase pressure signal Caused by lubricating oil 
splashing on pressure sensor upon startup Sensor replaced 
K.AEPPEL.F Commonwealth Edison Co 83/02/01 Region 3, Off ice 

of Director 3pp 17159 333 24X Fiche 50-294 , 03/02/01 , 

8302150114 


B3O2280316 forwards LER 03-OO2/O3L-O 

HAL IYIANAKIS, N Commonwealth Edison Co 83/02/14- KEPPLEfl, J 
Region 3, Office of Director lp 17312 347 2-4X 

Fiche 90-254,83/02/14,8302280316 


— 8302280321 LER 83-002/03L-0 on 8301 19, during HPCI operability tdst, 
motor speed changer would not move from law speed stop 
Caused by excessive friction Low speed stop post filod down 
until post merely rested against collar tab 

EAGLE, J Commonwealth Edison Ca 83/02/14 Region 3, Office of 

Director 3pp 17312 348 24X Fiche 50-254, 03/02/14, 8302200316 


V Operator Examinations 


8301310203 Generic Ltr 83-06 to all power reactor 1 i c a ns • es, ap p 1 i can ts 
for OLs, MSS vendor*, reactor vendors ft AE re certificates 
ft revised format for reactor operator ft senior reactor 
operator license* Svc list end 

EISEKHUT, D G Division of Licensing 83/01/31 Consolidated 

Edison Co of Mew York, Inc l4pp 17347 177 24X 

Fiche 90-000, 83/01/31.0301310203 


DOCKS I 50-255 PALISADES NUCLEAR PLANT 


D„ NRC Draft/Final Environmental Statement*, suppl* ft correspondence 


Q 302 Q 70622 Notifies that final review of FES completed ft no substantial 
change* in facility design or environs identified 
Minor changes noted 

VANDEtfALLE, D j Consumers power Co 83/02/02 CRUTCHFIELD, D 
Operating Reactors Branch 5 3pp 17035 061 34X 

Fiche 50-295,83/02/02,8302070622 


8302230419 Forward* exemption from requirement* of I0CFR30, App R 
r* installation of fixed fire suppression i y# in control 
room 

CRUTCHFIELD, D Operating Reactor* ilranch 5 03/02/00 

VANOEUALLE, 0 d Consumer* Power Co 2pj> 17246 109 24X 

Ficb® 90-255.03/02/00.0302230415 


—8302230419 Exemption from iOCFRSO.App R ri installation of fixed fir 
suppression sys in control room 

EI0ENHJT.D Q Division of Licensing 03/02/03 Consumer* Pours 
Co 3pp 17246 111 24 X Fiche 90-235, 03/02/00, 0002230415, 


G30223042J Forward* response to recommendation* from NRC regulatory 
a f p vc ti vena* I review Response withheld iref 10CFR73, 21 ) , 
VANQENALLE, D J, Consumer* Power Co 03/02/10 CRUTCHFIELD, D 
Operating Reactor* Dranch 9 Ip J7246 121 24X 

Fiche 50-299, 03/02/10, 0302230421 


P Operating license stage document* ft correspondence 


8302D1O12I Forward* “Reactor Internal* Noise Monitoring Test*, 41 1902 
Tost result* demonstrate that reactor care barrel tightly 
clamped w/no other anomalous vibration* during testing 
period Tech Spec requi Tomont* satisfied 

JOHNSON, d l> Consumer* Power Co 03/01/17 KEPPLEfl, J 0 Region 3, 
Office of Director Ip 17021 290 24X Ficho 90-235, 03/01/ 1 /* 

0302040121, 


—8302040126 ‘’Reactor Internal* Noise Monitoring Test," 1902 
a Consumer* Power Co 03/01/31 36pp J7031 291, 24X 

Fiche 50-259,83/01/17,8302040121 


0302170019 Forward* documentation supporting justification for 
continued operation of operating reactor* In response to 
questions raised at 030106 meeting re environ qualification 
of electrical equipment 

EiaENH'JT. D 0 Division of Licensing 03/01/10, DENTON, H R. Office 
of Nuclear Reactor Regulation. Director 7pp 17196 091 24X 

Fiche’ 30-000. 03/01/10, 0302170019 


— 0302170129 Forward* tabulation of Group 2 ft 3 plant* shewing date* by 
which technical evaluation rapt* are expected ta be 
completed Requests justification for continued operation of 
each group by 021008 ft Irrespectively 

ErSEMWJTj D 0 Division of Licensing 02/09/24 MIRAOH A, F 
Assistant Director for Safety Assessment 4pp 17196 263 84X 

Ticha, 30-000, 03/01/10, 0302170019. 


8302040240 Forward* Amend 79 to License DPR -20, safety evaluation ft 
notice of issuance ft availability Amend changes App A Tech 
Spec provisions of Section 6. AdmJ nls t rati vs Control* re 
addition of nuclear activities plant organization 
WAMUACH, r V Operating Reactors Branch 9, 03/01/20 

VANDEWALLB. 0 3 Consumers Power Co 3pp 17020 062 24X 

Fiche 90-233, 83/01/20,0302040240, 
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—83 020*10251 Amend 75 to License DPR-20, c hang ing Tech Specs App A. 
Section 6, Admininitrati ve Controls* to reflect addition of 
nuclear activities plant organ! ration It organic ationa l 
title changes 

CRUTCHFIELD. D Operating Reactors Branch 5 63/01/23 I4pp 

17020 065 24X Fiche 50-235.83/01/23.8302040246 


— B302040255 Safety evaluation supporting Amend 75 to License DPR-20 
* Office of Nuclear Reactor Regulation. Director 63/01/26 
23p p 17020 079 24X Flche 50-255,03/01/29.6302040240 


— 0302040257 Notice of issuance At ava i 1 ah i 1 i t y of Amend 75 to License 
DPR-20 

CRUTCHFIELD. D Operating Reactors Branch 5 03/01/26 2p p 

17020 102 24X Flche 50-255,63/01/29.8302040249 


83020/0439 Updates NJREQ-0737, Item II F 1 I, "Noble Gas Effluent 
Monitor " Ventilation *ys mods for monitoring potential 
airborne rad i oac t t v£ fcy Include automatic isolation of V-79 
exhaust sy* to be completed by end of refueling outage 
JOHNSON. 0 D Consumers Power Co 03/02/02 CRUTCHFIELD. D 
Operating Reactors Branch 5 ip 17031 016 24X 

FIcM 50-255,83/02/02.8302070439 


6302000295 Generic Ltr 83-09 to all operating reactoT licensees, 
applicants ror CL 6 holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

EISENHUT, D 0 Division of Licensing 63/02/09 Consolidated 
Edison Co of Neu York. Inc llpp 17290 247 24X 

F idle 50-000. 93/02/00, 0302080295 


0302080304 Generic Ltr 63-13 to all operating reactor licensees re 
licensee quai i f i cation for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end 

E IGENHUT, D 0 Division of Licensing 93/02/09 Consolidated 
Edison Co of Neu YotI, Inc 9pp 17234 234 24X 

Fictie 50-000.83/02/09,0302080304 


6302090072 Generic Ltr 03-108 to a 11 licensees w/C-E designed HSSS 
re resolution of TMI Action Item II K 3 9. "Automatic Trip 
of Reactor Coolant Pump* “ Svc list end 

EfSENHUT, □ 0 Division of Licensing 03/02/09 Consumers Power 

Co 32 pp 17290 185 24 X Fiche 50-000,83/02/00,0302070072 


0302 1 60370 Informs of withdrawal of commitment to install flood alarm 
for uater intake bldg in response to SEP Topic IX-3, 

"Station Bvc U Cooling Water Sy s " 

TONER. K A Consumers Power Co 03/02/10 CRUTCHFIELD, D Operating 
Reactors Branch 5 2pp 17164 146 24X Fiche 50-253,03/02/10, 

0302160370 


8302100426 Commits to submit changes by 830315 to Tech Specs re station 
battery testing, per SEP To-pic VIII-3 A, "Station Battery 
Capacity Test Requirements " 

TONER, ft A Consumers Power Co 83/02/11 CRUTCHFIELD. D Operating 
Reactors Branch 5 Ip !72t5 IBB 24X Flche 50-255.03/02/1 1. 
8302160426 


8302240273 Forwards status of SEP Topic VIII-4, "Electrical 
Penetrations of Reactor Containment." program to evaluate 
adequacy of penetration from overload It short circuit 
conditions Neit statue rapt will be submitted by 030715 
TONER, K A Consumers Power Co B3/02/11 CRUTCHFIELD, D Operating 
Reactors Branch 5 !6pp 17274 18B 24X Flche 50-255,83/02/11. 

B302240273 


8302200182 Forwards Amend 76 to Lieenie DPR-20 6 notice of issuance 6 
availability Amend approves change in testing frequency 
of emergency lighting Inside containment 
CRUTCHFIELD, D Operating Reactors Branch 5 63/02/17 

VANOeWALLE.D J Consumers Power Co 8pp 17306 047 24X 

Flche 50-235,03/02/17.6302200102 


— B302280I9I Anend 76 to License DRR-20, approving change in testing 
frequency of emergency lighting inside containment from 
yearly to during each refueling outage. 

CRUTCHFIELD, 0. Operating Reactors Branch 5 63/02/17 4pp 

17306 051 24X Fiche 50-255.83/02/17.0302280102 


— 0302280195 Notice of issuance 6 availability of Amend 76 to License 
DPR-20 

CRTUCHFIELD. D Operating Reacton Branch 5 83/02/17 2p p 

1 7 306 r 055 24 X Flche 50-255,83/02/17.8302280182 


63022J0380 Submits recommendations 5 formal i i ed commitments re draft 
technical evaluation rapt, "Control of Heavy Load* " 

Procedure will be implemented to cover deviations from safe 
load paths 

JOHNSON. B D Consumers Power Co 83/02/18 CRUTCHFIELD. D 
Operating Reactors Branch 5 9pp 17246 329 24X 

Flche 50-255.93/02/16,8302230330 


0 Inspection reports. IE Bulletins 6 correspondence 


8302040039 Add 1 response to FOIA request for 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning GA deficiency 
Forward* App A documents Document 31 available in PDR 
FELTON. J H Division of Rules and Records 02/12/30 HIATT, S L 

Ohio Citnens for Responsible Energy 3pp 17045 144 24X 

Fiche 50-000,82/12/30.8302040039 


— 0302040332 Forwards 1981 comparison data for operating h const plants, 
consisting or total numbers of noncompliance items, repts 
Issued# insp h ours , sever i ty 1 e ve 1 s . p o l nts 6 hours per rept 4 
i tan 

SUCHARSKl.L Region 3, Office of Director 82/07/00 

KEPPLCR, J G Region 3. Office of Director 13pp 17045 201 24X 

Fiche 50-00 0,92/12/30,0302040039 


8302010534 Foruards IE Insp Rept 50-255/82-29 on 021214-17 6 notice of 
violation 

MILLER, J R Division of Engineering 83/01/14 DEWITT, R 0 
Consumers Power Co 2pp 16977 186 24X Fiche 30-253,03/01/14, 

930201053 4 


— 03D2QIO544 Notice of violation from tnsp on 021214-17 

MILLER, J R Division of Engineering 93/01/14 lp 16977 100 
24* Fiche 50-255,03/01/14.0302010534 


— B302010554 IE Insp Rept SO-255/82-29 on 821214-17 None omp 1 ian c e noted 
failure tv maintain liquid radwaste monitor operable 
LOVENDALE, P C , GR&CER, L R Region 3, Office of Director 

83/01/14 7pp 16977 189 24X Fi che 50-255, 03/01 /14, 0302010534 


8302010379 Foruards IE Insp Rept 50-255/82-30 on B21201-31 No 
no.iconp 1 sane a noted 

STREETER, J F Division of Project 4. Resident Programs 03/01/10 
DEWITT, R 8 Consumers Power Co 2pp 16973 285 24X 

Flche 50-255,83/01/10,0302010377 


—0302010302 16 Insp Rept 50-255/02-30 on 821201-31 No noncompliance 
noted Ha j or areas inspected routine resident insp program 
activities, including operati ons. surveil lance, maint 6 malnt 
records, procurement 6 independent msp 

JORGENSEN, B L , HELLER, J K , BOYD, D C Division of Project 4* 
Resident Program* 03/01/17 6pp 16973 2Q7 24/ 

Fiche 50-255, 83/01/10, 0302010379 


S302160014 Summary of 030120 meeting w/ut ll s, Bech te 1, Frank 1 in Research 
Ctr.URS te Cor>putech Engineering Svcs re IE Bulletin 00-11. 

"Masonry Wall Design 1 Add! testing not warranted 

TRAMMELL- C M Operating Reactors Branch 3 93/01/25 Operating 

Reactors Branch 3 25pp 17171 227 24X Fiche 50-000,03/01/25, 

0302160014 


8212060358 IE Info Notice 03-01, "Ray Miller, Inc " Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/01/26 Consolidated Edison Co of New 

Yo.lt, Inc 1 !0pp 17023 160 24/ Fiche 50-000, B3/0 1 /26, 021 2060350 


0212060360 IE Info Notice 03-02, "Limi torque HOBC, HI BC, H2BC 6 H3DC 
Gearhead* '* Bvc list encl 

JORDAN, E L Division of Emergency Pr epare d ness 6 Engineering 
Response (Post 030103) 83/01/29 Consolidated Edison Co of New 

York, Inc 109pp 17144 001 24X Fiche 50-000,03/01/20,8212060360 


0212060361 IE T nf o Notice 63-03, "Calibr of Liquid Level Instruments n 
Svc list enci 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co of New 

York, Inc llOpp 17074 095 24< Fiche 50-000,83/01/28,0212060361 


8302030303 Advises of 830207 open forum in Chicago, IL re recent rev to 
10CFR5O 54 U 50 55 IE will conduct formal presentation 
followed by question V answer session Requests that 
participation be limited to three people 

SPESSARD, R L Division of Engineering 03/01/28 Commonwealth 
Edison Co 2pp 17009 1B7 24X Fiche 50-000,03/01/20,8302030303 


0302250276 Forwards IE Insp Rept 50-255/83-02 on 030119-20 No 
none enp I lance noted 

PAPERIELLO.C J Division of Emergency Preparedness & Operational 
Support 83/02/07 DEWITT.R B Consumer* Power Co 2pp 
17291 294 24/ Flche 50-255,93/02/07,0302250276 


“""■0302250203 IE Insp Rept 50-255/03—02 on 030119—20 No noncomp 1 lance 
noted Major areas inspected open items remaining from 
emergency preparedness implementati on appraisal & Other 
items re emergency preparedness 

PAGLIARO, J A . AXELSON, W L Division of Emergency Prepared nes* fc 
Operational Support 83/01/31 5pp 17291 296 24X 

Fiche 50-255,03/02/07,8302230278 



DOCKETED ITEMS 


0212060363 IE Info Notice 83-04, “Failure of Elma Rawer Supply Unite 

Qvc list end _ _ 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Riiporse (Roi t B301O3) 83/03/18 

York, Inc 1 lOpp 17347 191 


„ Consolidated Edison Co of New 
24 X Fiche 50-000,03/02/18.0312060363 


-0302160381 LER 03-004 /03L-Q on 830106, RGB leak rate c« leu let I on 
indicated u nlden tlf i ed leakage exceeding Tech Bpac Ceuwcf 
b v improperly seated CV-2056 Valve cycled fc proper seat 

a^ConsiLer* Power Co 83/02/07 Region 3, Office at Oi reel 
lp 17164 174 24X Fiche 50-25 &, 03 /02/O 7. G302 160376 


0212O&O36S IE Info Notice 03-05, "Obtaining Approval for Disposing <if 
Very Low Level Radwaste - 10CFR20 302 M Svc list end 
JORDAN, E L Divi5 lon of Emergency Preparedness it Engineering 
Response (Past 830103) 83/02/24 Consolidated Edison Co off , New 

VOi |„ c lllpp 17347 058 24X Fiche 50-000,83/02/24.0212060365 


82 12060366 IE Info Notice 83-06, "Nonidentical Replacement Parts 
S^c list end 

JORDAN. E L i>jvi*ion of Emergency Preparedness b Engineering 
Response (Past 830103) 03/02/24 Conso 1 i da t ad Edison Co of New 

Yod. Inc U2pp 17361 140 24Y Fiche 50-000, 83/02/34, 62 1 2060366 


8302100376 Telecopy RO on 830204, numb er of opening* in safety lnje« 
refueling water tank support structure unac counted far A 
only one fan operating far each room cooler Caused by lose 
of offsite power It diesel generator failure 
KFlICH, R N Consumers Power Co 03/02/07 Reylon 3, 

Director 4p p 17209 198 84 X Fiche 50-253, 63/02/07. B302IB0376 


8302160250 Forward* LER 83-005/03L-0 

J DUNS ON, B D Consumers Power Co 01/02/ OS KEFPLEfi, J 0 Reylo 
Office Of Director lp 17170 053 24X Fi Che. 50-255, 03/02/00, 

8302160290 


030228037 1 Act receipt of 830214 Itr informing NRC of steps taken to 
correct violation* noted in IE ln*p Rept 50— 255/62—29 
PAPER IELLO, C - J Division of Emergency Preparedness 6 Operational 
Support 03/02/24 DEW1TT.H B Consumers Power Co lp 
17309 141 24/ Fiche 50-255,03/02/24,8302280371. 


— 030^280374 Responds to NHC 8301 14 Itr re violations noted in 
Kept 50-255/82-2? Corrective actions Procedure HP6. 4 re 
liquid release control will be revised it personnel 
reins true feed 


VAN-DEWALLEr D J Consumers Power Co 03/02/14 KEPPLER, J 
Region 3, Office of Director 2pp 17309 142 24X 

Fiche 50-25 3 , 83/02/24, 8302200371 


ie 


o 


tnsp 


— 0302160295 LER 83-0O5/O3L-O on G30L 10, dlscr #p erse i e* noted! in 1901 
results for snubber 63 Caused by fluid not -being added since 
j 98 1 due to deficiency in surveillance procedure, flrtubh #r 
rep J iced, Procedure revised 

JOHNSON, ff D Consumers Power Co B3/O2/O0. Region 3, Office 
Director Ip 17170 094 24X FI Ch ». 30-259, 03/02/09, 03021 60201 


0302 1 00248 Telecopy RO on 030129. opera tor s discovered thermal overlfl 
for one room cooler Fan in each of engineered safeguards 
rooms tripped 4* uir*d Incorrectly on 030131 Fan wiring 
corrected 

KRICRR.N Consumers Power Co 03/02/10 Region 3, Office of 

Director 3pp. 17213 264 24X Fiche* 50-283, 03/02/10, Q302IB024D 


R pei iodic operating reports l> related correspondence 


B3O2160247 Forwards monthly operating rapt for Jan 1903 

KEhENEOY. D M Consumers Power Co 03/02/04 NRC - No Detailed 
Affiliation Given lp 17170 078 24X Fiche 50-2S5. 03/02/04, 

8302160247 


—0302160252 Monthly operating rept for Jan 1983 

PETERSON, D A Consumers Power Co 03/02/01 4pp 17170 079 
2+K Fiche 50-255,03/02/04,0302160247 


& Reportable occurrences, LERs related correspondence 


63 02040 1 35 Forwards LER 63-001/01 T-0 

JOi INSQN, B D Consumer* Power Co 83/01/26 KEPPLER, J 0 fisfllnn 3, 
Office or Director lp 17020 189 24X Fiche 30-255,83/01/26, 

8302040135 


— B 30^0401 44 LER 03-0O1/O1T-O on 830112iuhile raising b<jror concentration 
in T-82B CB safety injection tankl.tank became inoperable 
due to low tank level Caused by high tank level it leakage 
from loop check valve 

* Consumer* Power Co 83/01/26 Region 3, Office of Director 
|p 17020. 190 24< Fiche 50-253,03/01/26,0302040135, 


83020803 1 7 Forwards LER 03-OO2/O3L-O 

JOHNSON, 0 D Consumers Power Co 33/02/02. KEPPLER, J 0, Regimv 3. 
Office of Director lp 17056 302 24X Fiche 50-235,93/02/02, 

8302080317 


—8307080319 LER 03-OO2/O3L-O on 821209, log record indicated T-102 gap 
pressure at 8 2 ps i g, w/anoth»r occurrence of low pressure on 
830119 Caused by leak in nitrogen sys supplying T-102 Search 
far leak initiated 

* Consumer-* Power Co 83/02/02 Region 3, Office of Director 
2pp 17036.303 24X Fiche 30-255,83/02/02,8302060317 


S302 160173 Forward* LER 93-003/03L-0 

JDJiNSON, $ D Consumers Power Co 03/02/07 KEPPLERrJ. 0 Region 3. 
Office of Director lp 17162 i79 24X Fiche 90-235,83/02/07, 

8302160173 


— 8302160177 LER 83-Q03/03L-0, on B30106, dur in g normal operation, D safety 
in jecta o-n tank T-02B reached Tech Spec limit of 190 inches. 

Cauied by minor leakage past loop check valve & tank check 
valve refill 4< drain valve Valves will be inspected, 
a Consumer* Power Co 03/02/07 Region 3, Office of Director, 
lp. 17162:101 24X Fiche 50-255, 83/02/07, 8302160173 


030216O376 Forwards LER 83-004/03L-0 

JOHNSTON, B 0 Consumer* Power Co 83/02/07. KEFPLER, J. 0, Region 
3, Office of Director lp 17164’ 173, 24X Fidhe. 50-255, 93/02/07, 

8302160376. 


03022BO365 Forward* LER 93-006/01 T-0 

JOHNSON, a D Co iteuffle rs Power Co 93/02/17 KCPPLER, J Q Region 
Office of Director lp 1730? 320 24X Fiche' 50-235, 03/02/ 17, 

G 3022903 6 5 


— 0302290303 LER 03-OO6/Q1T-O on 030204 , if ur l ftfl AE review of BIRWT auj 
structure, d 1 ter ep ancles between support structure fe as-built 
document* noted Caused by failure to document const changes 
in as-built documentation Mod* undorweg, 

* Consumers Power Co 93/02/17 Region 3, Office of Dlrectoi 
lp 17309.321 24 X Fiche 50-253/03/05/17,6302200365 


B3022d0396 Forwards LER B3-O-07/O1 T-0 

JOHNSON, 0 D Consumers Power Co 03/02/17 KCPPLER, J 0. ft»||ion 
Office of Director lp 1730? 331. 24X F i che . 90-259, 63/02/ 17, 

D 30 2280306 


— 0302200393 LEG 03-OO7/OIT-O on 030204, during review of SEP tojilci 
following LQCA u/concurr*nfc loss of either diesel generator, 
determined only one fan in each engineering safeguards room 
cooler would operate Caused by design deficiency 

* Consumers Power Co 83/02/17. Region. 3* Office of Director 
ip 17307 332 K4X Fiche 80-255. 03/02/17, 6302200306 


V Operator Examination* 


030131 0203 Generic Ltr 03-06 to all power reactor 1 1 csniees, *p|i 1 leant 
for OLs.NBS venders, reac tor vendor* fc AE re certificate* 

4c revised format for reactor operator 4c senior reactor 
operator llctnsa* 8vC lilt end. 

EISENH'JT, 0 C Division of Licensing 03/01/91. Consolidated 
Edison Co of New York, Inc. Mpp 17347 17 7. 24 X 
r 1 c he . 50- 000, 03/01 n i , 830 1 310203 


DOC KEF 50-259 BRGWW9 FERRY NUCLEAR POWER STATION, UNIT 1 


F* Security, medical, emergency l* fire protection plans 


9308030057 Releases public version of revised radiological emergency 
notification directory, 

FELTON, JM Division of Rules and Records. 80/01/29, Document 
Management Branch ip 17026 344 24X Fi the 1 90-259, B3/0I/S&, 

0302030057 


--830P030062 Forwards public version of Rev B to radiological emergent 
notification directory 

MILLS, L. II Tennessee Valley Authority, 93/01/06. DENTON, H. R . 
Office of Nuclear Reactor Regulation, Director. 9pp. 17026:340 
24* Fiche 50-299,83/01/20,0302030007. 


—9302030065 Public versio-n of Rev 8 to radiological emergency 
notification directory. 

# Tennessee Valley Authority. 82/12/16 ISpp 17026:351. 24X 

F ich*4 90-259,83/01/29, 9302030057 
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DOCKETED ITEMS 


8302030-627 Release* public version of revised radiological emergency 
notification directory 

FELTON. JM Division of Rule* and Records 93/01/31 Document 

Management Branch lp 17013 320 24X Ft th e 50-259. 63/01/3 1 . 

0302030627 


— 8302030628 Forwards public version of Rev 9 to radiological emergency 
notification directory 

WILLS. L H Tenneisa* Valley Authority 03/01/ 11 DENTON* H R 
Office of Nuclear Reactor Regulation. Director lp 17013 321 
24X Fiche 50-259,83/01/31.9302030627 


— 830203062? Public version of Rev ? to radiological emergency 
notification directory 

SLIGER.EK Tennessee Valley Authority 03/01/06 5pp 
17013 322 24X Fiche 50-359.83/01/31,0302030627 


0301210340 Generic Ltr 03-04 to a 1 1 licensee* of operating reactors, 
applicants for OL & holder* of CPs r« regional ti/orfcshop 
concerning Buppl I, NUREG-0737, “Requirements for Emergency 
Response Capability " Svc list encl 

EISENHJT, D Q Division of Licensing 83/02/01 Consnl l da ted 

Edison Co of Mew York, Inc 1 lpp 17221 226 24 X 

Fiche 50-000. 03/02/01 . 9301210340 


8302100330 Application, for amend to License* DP R- 33, DPR ~ 92 h DPR-6B, 
changing Tech Spec* to add requirement to audit safeguard* 
contingency plan at least once every 12 months per Generic 
Ltr 02-23 

KIILS.L M Tennenae Valley Authority 83/02/01 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 17116 314 
24X Fiche 30-239,83/02/01.6302100330 


— 8302100332 Propo»eil Tech Spec* requiring audit of safeguards 
contingency plan at lea*t once every 12 months 

• Tennessee Valley Authority 83/02/01 4pp 17116 316 24X 

Fiche 50-239, 03/02/01.8302100330, 


8302140076 Forwards revs to physical security plan Rev* withheld 
( ref 10CFR73 21). 

WILLS, L M Tennessee Valley Authority 03/02/04 DENTON, H R 
Office of Nuclear Reactor Regulation. Director lp 17141 212 24X 

Fiche 50-239,03/02/04,8302140076 


8302170225 Grants eiemption from 10CFR5Q 48 & App R to 10CFR50 
requirements re fire protection, per 930626 request 

VASSALLQ, D B Operating Reactors Dranch 2 03/02/04 PARRIS, H G 

Tennessee Valley Authority 2pp 17193 360 24X 

Fiche 50-239, 83/02/04,8302170225 


- -0302 170229 Enemptian from 10CFR50 40 it App R to 10CFR50 requirement* to 
fir* protection 

ElSENHUTiD 0 Division Of Licensing 03/02/04 Tennessee 

Valley Authority 7pp 1719 5 362 24X Fiche 30-259.03/02/04. 

8302170225 


3302130325 Forwards IE Safeguards Imp Rept* 50-299/83-01,90-26 0/83-01 
it 90-296/83*01 on 030103-07 No none amp 1 ianc e noted 
VERRELLI, D Division of Project & Resident Program* S3/02/07 
P ARRIS, H O Tennessee Valley Authority 2pp 17157 167 24X 

Fiche 50-25?, 93/02/07,8302150325 


—9302130346 IE Safeguards Imp Repts 50-259/83-01 , 50-260/03-01 & 
50-296/83-01 on 030103-07 tfe noncompliance noted Major areas 
inspsetid - security plan it imp lenient ing prncedures 6 security 
program audit Detail* withheld (ref 10CFR73 2U 

MDORE.DE Division of Emergency Preparedness t Materials Safety 
83/02/03 Ip 17157 16? 24X Ftch® 30-239,03/02/07,9302150325 


P. Operating License Stage documents & correspondence 


102010614 Forward* Item-by-i tern description of responses to NRC 021020 
conference call request for info re compliance ui/NUREO-0612, 

Section 3 1. “General Provisions for Load Handling, " 
requirement* 

HAMMER 1 D 5 Tennessee Valley Authority B3/01/2S VASBALLQ, D B 

Operating Reactors Branch 2 4pp. 16930 273 24X 

Fiche 30-259. 63/01/25, B3020 10614 


302070087 Forwards safety evaluation re IRC review of util response to 
NVREO 0737. Them 1 1 K. 3 25, "Effect of Loss of AC Power on 
Pump Seal* rt Util endorsement of BWR Owners Group position 
considered acceptable 6 matter resolved 

VA99ALLO, D B, Operating Reactors Branch 2 93/01/25 PARRIS, H G 

Tennessee Valley Authority 2pp 17065 293 24X 

Fiche 50-259, 83/01/25.0302070087 


--B302070107 Safety evaluation re BWR Owners Group generic response to 
Nl/REG-0737, Item M K 3 25, "Effect of Loss of AC Power on 
Pump Seals r * No mods ♦‘o seal cooling for recirculation 
pumps required 

HODGES, If Operating Reactors Branch 2 02/12/01 5pp 

17065 295 24X Fiche 50-259. 83/01 / 25, B30 2070007 


9302010066 Confirm* B30L25 telephone author 1 1 ation for change to Tech 
Specs. per 630125 telecopied ltr License OPR-33 amended by 
revising Tech Specs to permit operation at levels up to 507 
rated pooer »rom 030125-31 

LAIMAS. G C Assistant Director for Operating Reactors 83/01/26 

PARRIS. K 0 Tennessee Valley Authority 2pp 16995 077 24X 

Fiche 50-259. 03/01 /26, 63020L0066 


0302010563 Confirms telcon re NRC review of Reload 5 license amend 
request Due to slip In schedu le. per lod for NRC review must 
be reduced to 45 days Shutdown scheduled for mid-Apr 1903 
w /star tup scheduled for late Aug 1963 

MILLS. L M T ennessea Valley Authority 03/01/20 DENTON. H H 
Office of Nuclear Reactor Regulation, Director 2pp 16977 075 
24/ Fiche 50-259, 83/01 /28, 8302010503 


0302090002 Application -tor amend to License DPR-33, chang ing Tech Specs 
to allow operation u/ inc r eased core flow for remainder of 
current operating cycle 

MILLS. L M Tennessee Valley Authority 03/02/01 OENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 17070 010 
24/ Fiche 50-259.83/02/01,8302090002 


— 0302090004 Proposed Tech Specs to License DPR-33, a II dim ng operation 
w/increa^ed core flow for remainder of current operating 
cycle 

* Tennessee Valley Authority 03/02/01 5pp 17070 020 24X 

Fiche 50-259, 03/02/01, 8302090002 


— 0302090006 "Safety Review of Drowns Ferry Nuclear Plant Unit 1 at Core 
Flow Condition* Above Rated Flow During Cycle 5 " 

FISCHER, D L , ORIDLEY, R L General Electric Co NEDQ-22135 
02/05/31 31 pp 17070 025 24T Fiche 50-259.03/02/01,0302090002 


0302100330 Application ror amend to Licenses DPR-33, DPR-32 K DPR-6B, 
changing Tech Spec* to add requirement to audit safeguard* 
contingency p lan at least once every 12 months per Generic 
Ltr 02-23 

MILLS, L « Tennessee Valley Authority 03/02/01 DENTON, H H 
O/fice of Nuclear Reactor Regulation, Director 2pp 17116 314 
24/ Fiche 50-259.83/02/01,0302100330 


— 030^100332 Proposed Tech Specs requiring audit of safeguards 
contingency plan at least once every 12 months 

Tennessee Valley Authority 83/02/01 4pp 17116 316 24/ 

Fiche 50-259,03/02/01,0302100330 


8302170400 Requests schedule for completing TM1 Action Items II F 1 I ?, 
TI F 1 2 per Generic Ltr9 02-05 l 02-10 Jus t 1 f i cat i on far 
delay in installing nonitors required 

VAS0ALLD.D 3 Operating Reactors Branch 2 03/02/01 PARRIS, H 0 

Tennessee Valley Authority 3pp 17203 191 24X 

Fiche 50-239. 83/02/01,8302170480 


8302030039 Generic Lfcr 03-00 to all Mark I containment licensees re 
mod of vacuum breakers on Mark I containment Requests 
commitment to submit result* of plant-unique calculations 
which formed bases for mod Svc list encl 

EISENHJT, D G Division of Licensing 83/02/02 General Public 

Utilities - GPU Service Corp 5pp 17074 006 24X 

Fiche 50-000*03/02/02,0302030009 


9302080295 Generic Ltr 83-09 to all operating reactor licensees, 
applicant* far OL holders of CP for C-E PWRs re review of 
C-E Otinsr* Group emergency procedure* guideline program Svc 
list encl 

EISENHUT.D G Division of Licensing 03/02/00 Consolidated 

Edison Co of Neu York. Inc llpp 17290 247 24X 

Fiche 50-000,03/02/00,0302080295 


0302080301 Generic Lfcr 83-05 to BWR licensees of operating reactors 
(except LACEWfl) , ap p I i cants for DL it holders of CP re SER of 
“Emergency Procedure Guide 1 ines « Rev 2," NEDD-24934, June 
1982 Guidelines acceptable Svc list encl 

EISENHJT. D G Division of Licensing 03/02/00 Commonwealth 

Edison Co 6 pp 17234 245 24X Fiche 30-000,83/02/08,0302080301 


8302080304 Generic Ltr 83-11 to all operating reactor licensees re 
licensee qualification for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list encl 
EISENHUT, D O Division of Licensing 83/02/08 Consolidated 
Edison Co of Neu York. Inc ?pp 17234 234 24X 

Ficha 50-000,83/02/09.9302080304 
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8302230411 Application for amend to Licenses DPR-33, DPft-52 4 DPR-60, 
deleting enwron reporting requirement 

HILL S, L M Tennessee Valley Authority 83/02/11 DENTON, H R 
0 ffice of Nuclear Reactor Regulation. Director 2pp 17247 210 
24X Fiche 50-259. 83/02/ 1 1 . 830223041 1 


— 830^230414 Proposed Tech Specs deleting environ reporting requirements 
* Tennessee Valley Authority 83/02/11 31pp 17247 220 24X 

Fiche 50-259,93/02/11.8302230411 


0302230143 Forwards revised Figure 0 4-la of FSAR for insertion 
Existing Figure S 4-la contains safeguards info 4 should be 
de» fcroyed 

M HI S. L M Tennessee Valley Authority 83/02/17 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 17243 217 
24X Fiche 50-259,83/02/17,8302230143 


0302230692 Responds to 830111 request to identify proprietary info in 
technical evaluation repts on environ quali f ication of 
electrical equipment I nve s t igat i on still underway Partial 
list of proprietary info end 

MILES, L M Tennessee Valley Authority 83/02/17 VASSALLO, 0 8 
Operating Reactors Branch 2 5pp 17248 328 24X 

Ftch« 50-259.83/02/17.8302230692 


O Inspection reports, IE Bulletins it correspondence 


6302130021 Forwards IE Insp Repts 50-259/82-40.30-260/02-40 & 
50-29© /82-40 on 021122-24 l 30-1203 No none omp 1 tanc e noted 
VERRELLI.D II Division of Project & Resident Programs 83/01/05 
PAPRIS.H 0 Tennessee Va J 1 ey Authority 2pp 17140 040 24X 

Fiche 30-259, 83/0 1 /OS. 830213002 1 


— 8302150024 IF Insp Repts 50-2S9/S2-4Q, 90-260/82-40 4 50-296/82-40 on 
921122-24 A 30-1203 No none omp 1 i anc e noted Major areas 
inspected IE Bulletin 82-03. Rev I r observe tion of inservice 
insp work h aclvitie* 4 review of procedures 

COLEV, J L , BLAKE, J j Division of Project It Resident Programs 
92/12/30 7pp 17140 042 24X Fiche 30-259,83/01/05,8302150021 


8301190127 Forwards inft> requested in NRC 821115 I tr re IE Oulletin 
80-06, "ESF Reset Controls " 

M I Ll fi • L II Tennessee Valley Authority 03/01/10 VASSALLO. D B 
Operating Reactors Branch 2 3pp 16032 118 24X 

Ficfte 50-259.03/01/13,8301180127 


Q302I50065 Updates 021209 response to IE Bulletin 02-03, “Stress 
Corrosion Cracking in Thick NallrLarge Diameter Stainless 
Steel, iRecircu lat ion SyS Piping at BWR Plant* " 

MfLf S, L K Tennessee Valley Authority 03/01/14 0 'REILLY, J P 

Region 2. Office of Director 9pp 17145 334 24X 

fiche 50-259, 03/01 / 1 4, 8302 1 50065 


8302150671 Ac k receipt qf 030111 Itr informing NRC of steps taken to 
correct Violations noted in IE Insp Rept* 30-259/82-39, 
90-260/82-39 it 50-296/02-39 

LEWIS, R C Division of Project 4 Resident Programs 83/01/19 
PAflftlS.H 0 Tennessee Valley Authority Ip 171SI 336 24X 

Fiche 50-259,03/01/19,8302150671 


— G3071S0681 Responds to NRC 821217 Hr re violations noted in IE Insp 
Repts 50-259/02-39, 50-260/82-39 4 50-296/02-39 Corrective 
actions observation 4 updating of radwaste packaging 4 
shipping program ulll be continued 

MILLS, L M Tennessee Valley Authority 83/01/li O'REILLY, JF. 
Region 2. Office of Director 3pp 17151 337 24X 

Fiche 50-259,03/01/19,8302150671 


—0302150698 Forwards IE In*p Rept* 50-299/02-39, 50-260/02-39 4 
50-296/02-39 on 021025-26 Enforcement action addressed in 
JP O'Reilly 021217 ltr 

VERRELLlrD M Division of Project it Resident Programs 02/12/17 
PARRIS, HO Tennessee Valley Authority 2pp 17151,344 24X 

Fiche 50-259, 83/01 /l9, 83021 90671 


— 0302150710 IE Insp Ropts 90-299/82-39,90-260/82-39 4 90-296/02-39 on 
62(029-26 Noncompliance noted ’ fa i 1 ure to ascertain that 
closure devices of eight 55-gallon drums free from defects 
COLLINS. T fi , BARR, K P Division of Engineering 4 Radiological 
Safety Programs 82/10/29 Spp 17151 346 24X 

Fiche 50-259, 83/01/19, 8302150671, 


0302150610 Responds to IE Bulletin 02-04, "D* f ic 1 enc ie* in Primary 
Containment Electrical Penetration Assemblies'* 4 NRC 
621203 Itr Bunksr-Ramq Co electrical penetration assemblies 
not in use at facilities 

HILLS/ L H Tennessee Valley Authority 83/01/24, O'REILLY, V P 
Region 2. Office of Director ip 17193,309 24X 

Fiche 90- 000. 03/0 1 /24 . 0302 i 906 1 0 


0212060358 TE Info Notice 03-01, “Ray Miller, Inc •* Eve list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 030103) 03/01/26 Consolidated Edison Co of New 

York, Inc 1 IBpp 17023 160 24X Fiche 90-000,83/01/26,0212060358 


0212060360 IE Info Notice 03-02, “Lim i torque HOBC, HlBC, H2BC 4 H3D C 
Oearheads r ’ Bvc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (P-ost 630103) 63/01/28 Consolidated Edison Co of New 

Yavk, Inc 109pp 17144 001 24X Fiche 50-000,03/01/23.9212060360 


8212060361 IE Info Notice 03-03, “Calibr of Liquid Level Instruments " 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 030103) 83/01/23 Consolidated Edison Co of New 

York, Inc 1 lOpp 17074 095 24X F i che 50-000, 03/01 /20, 021 206036 1 


0302100160 Forwards Franklin Research Ctr request for addl info on util 
response to IE Bulletin 00-11 re masonry wall design 
Response requested within 49 day* 

VASSALLO, D 0 Operating Reactors Branch 2 03/01/23 PARRIS, H 0 

Tennessee Val ley Authority Spp 17134 265 24X 

Fiche 50-259, ^3/01/20, 0302100160 


0302150309 Aci receipt of 821124 4 0301 10 Itrs informing NRC of dtps 
taken to correct violations noted in IE Insp Repts 
DO- 259/32-33, 50-260/02-33 4 50-296/02-33 In terpre ta t i on of 
ASHE IUP-6210 requirements will be provided 

LEWIS, R C Division of Project 4 Resident Program* 03/01/20 
FARRIS, H 0 Tennessee Valley Authority ip 17140 222 24X 

Fiche 50-259. 83/01/23, 8302150309 


— 8302150317 Responds to NRC 021021 ltr re violations noted in IE Insp 
Repts 50-259/82-33, 50-260/02-33 4 90-296/82-33 Corrective 
actions listing reflecting status of pump 4 valve test 
program will be maintained in central location 4 updated 
MILLS, L 11 Tennessee Valley Authority 83/01/10 0 'REILLY, J P 

Region 2, Office of Director, 3pp 17140 223 24X 

Fiche 30-259. 33/01 /20, 8302130309 


— 03O31SO326 Responds to NRC 821021 ltr re violations noted in IE Insp 
Repts 50-259/82-33,50-260/02-33 4 50-296/02-33. Correct I V* 
actions all NOE procedures reviewed for compliance w/ 
applicable A3ME Code specs 

MILLS. L M Tennessee Valley Authority 82/11/24 O'REILLY, JP 
Region 2/ Office of Director 6pp 17140 226 24X 

Fiche 50-259, 03/01/28, 0302150309 


— 830P1 50331 Forwards IE Insp Repts 50-239/82-33,50-260/02-33 4 
90-296/82-33 on 020920-1001 4 notice of violation 
LFNIS.R C Division of Project 4 Resident Program* 02/10/21 
PARRI8.H0 Tennessee Valley Authority 2pp 17140 232 24X 

Fiche 50-259, 03/01/20,0302150309 


— 8302 1 50336 Notice of violation from in sp on 620928-1001 

a Division of Project 4 Resident Programs 02/10/21 2pp. 
17140 234 24X Fiche 30-259,03/01/28,8302150309 


—030^150342 IE insp Repts 50-259/82-33, £0-260/02-33 4 50-296/02-33 on 
820920-1001 None onp lienee noted inadequate NDE procedure* 4 
failure to maintain summary status lists 4 increase test 
frequency 

OIRARD, E H , BLAKE, J J Division of Engineering 4 Radiological 
Safety Programs 02/10/15 6pp 17148 236 24X 

Fiche 50-259, 83/01/28,8302150309 


8302150325 Forwards IE 6a fa guards Insp Rept* 50-259/63-01, S0-26O/83-O1 
4 50-296/03 01 on 030103-07 No noncompliance noted 
VERRELLI , D Division of Project 4 Resident Programs 83/02/07 
PARR 18, H 0 Tennessee Valley Authority 2pp 17157 167 24X 

Fiche 50-259,83/02/07.0302150325 


— 8302 1 50346 JE Safeguard* Insp Repts 50-239/83-01 , 50-260/83-01 4 
50—296/83 0 1 on 830103-07 No noncompliance noted Major area* 
inspected security plan 4 imp lament in g procedures 4 security 
program audit Details withheld (ref 1QCFR73 211 
MOORE, D E , STANSBERRY, W W , MCGUIRE, D R. Division of Emergency 
Preparedness 4 Material* Safety 83/02/03. Ip 17157- 169 24X 

Fiche 50-259, 03/02/07, 8302150325 


8302170595 Forward* draft input for SALP evaluation for CVB2 Evaluation 
based on experience w/i icensee. uti 1 4 input solicited from 
staff, Review 4 comments requested 

CLARK, D Operating Reactors Branch 2 83/02/10 EISENHUT, D 0 

Division of Licensing SPEI8, T. , MATTSON, R J Division of Systems 
Integration (post 0UOO5) 7pp 17197 OB0 24X 
F t c h a 50-259, 83 /02/ 1 0, 0302 1 70505 



62 


DOCKETED ITEMS 


63D2230344 Forwards B301I1 response to IE Insp Repts 50-259/Q2-39, 
50-260/82-39 U 50-296/83-39 & proposed imposition of civil 
penalties Response inadvertently sent 1 1 > Region If 
MIH S* L M Tennessee Valley Authority 83/02/10 DEYOUNG* R 0 
Director's Office. Qfflcs of Inspection and Enforcement ip 
17247,001 24X Fieha 50-239,83/02/10,8302330344 


8212060363 IE info -Notice 93-04, “Failure of Elm* Power Supply Units “ 
8 vc list end 

JORDAN. E L Division of Emergency Pr t parednuss 6 Engineering 
Response IPost 8301031 83/02/18 Consolidated Edison Co of New 

York, Inc liOpp 17347 191 24X Fiche 50-000,83/02/18,8212060363 


8212060365 IE Info Notice 93-05, "Obtaining Approval for Disposing of 
Very Low Level Radwasta - I0CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830803) 83/02/24 Consolidated Edison Co of New 

York* Inc Utpp 17347 058 24X F iche 50-000, 03/02/24, 021 9060365 


0212060366 IE Info Notice 83-06, "Nun identic* 1 Rsp l acement Parts " 

Bvc list and 

JORDAN, £ L Division of Emergency Preparedness L Engineering 
Rasponse (Post 030103) 83/02/24 Consolidated Edison Co of New 

York, Inc 112pp 17361 148 24X Fiche 50-000*83/02/24,8212060366 


8 Reportable occurrences, LERs & related correspondence 


630-2010217 Forwards updated LER 82-057/O3X-1 

DR ELM, H J Tennessee Vallgy Authority 93/01/26 O r REILLY, J P 

Region 2, Office of Director ip 16974 040 241 

Fiche 50-259,03/01/26,8302010217 


—9302010227 Updated LER B2-0S7/O3X-1 on B20ai6,coil for relay I6A-H7S 
failed Caused by coil burning nut Col) replaced 

HURPHYrD E Tennessee Valley Authority 03/01/26 Region 2, 
Office of Director 2pp 16974 041 24X Fiche 50-259,83/01/26, 

8302010217 


030203 0567 Forward* LER B2-101/03L-0 

GREEN, H J Tennsssae Valley Authority 03/01/28 Q 'REILLY, J P 
Region 2, Office of Director lp 17008 013 24X 

F t-che 30-259*03/01/28,830303056 7 


—8302030577 LFR 92-101 /-03L-O on 021229, of t gas p© » t-trea tment radiation 
monitor L-RM-90-265 failed in downscale tripped condition 
Caused by failed 13-valt regulator ICE 194X36361) Regulator 
replaced 6 monitor returned to svc 

CHAMBERS, G T Tennessee Valley Authority 83/01/28 Region 2, 
Office of Director 2pp 17000 014 24X Flcha 50-259. 83/01 /2B, 

8302030367 


83 02130139 PNO- 1 1 -83-009 on 830205, dur inj turbine overspend tests, scram 
occurred resulting In initiation of main steam Isolation 
function U failure of ©no steam safety relief valve to 
close Cause unknown Leakage vacuum breaker replaced 
BUTCHER, R C , VERRELLl* D M Region 2, Office of Director 83/02/07 
2pp 17147 249 24< Ficbe 50-259,03/02/07,0302150139 


8302150473 Telecopy message of RO 50-259/GQ006 on 830205, reli ef valye 
PCV 1-22 failed to reseat fully after actuation to control 
reactor pressure Probably caused by exceulve leakage of 
pilot valve. Pilot valve 6 solenoid actuatnT replaced 
J0NF8.G T Tennessee Valley Authority 83/02/07 Region 2, 
Office Of Director Ip 17157 112 24X F icha. 50-259, 03/02/07, 

0302190475 


0302170343 Forwards LER 83-001/03L-0 

GREEN, H J Tennessee Valley Authority 83/02/10 O'REILLY, J P 
Region 2, Office of Director lp, 171B4 178 24X 

Fiche 50-259,83/02/10,8302170343 


— 8302170348 LER 83-00I/03L-0 on 03OUO, pressure switch l-PB-75-7 found 
to have setpoint of 174 pel Tech Specs require setpoint to 
be 185 4 10 psl Caused by setpoint drift Kercoid switch 
recal Ibr 

BASS* 0 Tennessee Valley Authority 83/02/10 Region 2. Office 
of Director 2pp 17184 179 24X Fiche 50-259*03/02/10, 

8302170343. 


8302230609 Forwards LER 03-002 /03L-0 

OREFN.H J Tennessee Valley Authority 03/02/15 0'REILLY,J P 
Region 2, Office of Director ip 17253 202 24X 

Fiche* 90-259, 83/02/15, 0302230609 


—5302230622 LER 03-OO2/O3L**O on 0301 17* during surveillance tnsp, control 
rod 10-39 failed to operate at position 46 Probably caused 
by crud accumulation in valve flou orifice Insert 
directional control valve replaced 

WlNGO, M, D Tennessee Valley Authority 83/02/19. Region 2, 
Office of Director 2pp 17255 203 24* Fiche 50-259,83/02/19, 

8302230609. 


8302280354 Forwards LER 03-006/01 T-0 

GREFN.H J Tennessee Valley Authority 83/02/10 O'REILLY. JP 
Raglan 2, Office of Director lp 17311 085 24X 

Fiche 50-259, 83/02/18,3302280354 


--0302280369 LER 83-006/01T-0 on B30205* f ol 1 owi ng reactor scran.main 
steam relief valve 1-1-32 manually opened 5 failed to close 
On 830209, valve opened at 178 pstg Caused by excessive pilot 
valve Leakage 6 broken bracket for pilot inlet tube 
HOLDER, E Tennessee Valley Authority 03/02/18 Region 2, 

Office of Director 2pp 17311 086 24 X Fichu 50-239. 03/ 02/ Ifl, 

8302200354 


03QP2BO472 Forwards LER 03-OO4/O3L-O 

GREEN, H J Tennessee Valley Authority B3/02/22 0 'RE ILLY* J P 

Region 2* Oft ice of Director ip 17309 237 24X 

Fiche 50-259,03/02/22*8302280475 


—0302280491 LER 83-004/03L -0 on 030 124 , r ec i r c u 1 a t i on pump |A incrmel 
spaed*ua» manually tripped 6 would hot restart Caused by 
broken Heim joint within hydraulic coupler which allowed 
full coupling of motor L generator Joint replaced 
WILLIAMSON, Q T Tennes see Va 11 ey Authority 03/02/22 Region 

2, Office d# Director 2pp 17309 23B 24 X Fiche 30-259. 

83/02/22* 8302290472 


V Operator Examinations 


□301310203 Generic Ltr 03-06 to all powor reactnr 1 l c ensue*, app Hc»-vU 
for GLs,M3S vendors, reactor vendors & AE re certificates 
6 revised format for reactor operator & senior reactor 
operator licenses Svc list end 

E I8ENMJT, D 0 Division of Licensing 83/01/31 Consolidated 

Edison Co of New York* Inc I4pp 17347 177 24X 

Tiche 50-000,63/01/31,8301310203 


X Onsite Storage of Lou Level Wasto 


Q302090205 Forwards License 01-21075-01 6 notice of issuance Ll-cstne 
author 1 hi 3-yr tern to r ecetve , possess, s to re 6 transfer low 
level ra-duast e at onsite storage facility 

ROUSE* L C Advanced Fuel JU Spent Fuel Licensing Branch 03/01/27 
PA R R IS* H G Tennessee Valley Authority 2pp 17S32 068 24X 

Fiche 50-259*83/01/27*8302090205 


— Q30209Q213 License 01-21075-01 for TVA- aufch ori I trig S-yr term tot 
r ec e i p t * pos se s s i on, s tor a g e £ transfer of low level raduastt 
at onsite Storage facility 

RQUEE.L C Advanced Fuel £, Spent Fuel Licensing Branch D3/01/27 
3pp 17132 070 24 X Fiche 50-259,83/01/27*0302090205 


— 83D2090222 Notice of Issuance of License 01-21073-01 5< negatlvs 
declaration for onsite storage of low level radwaste 
ROUSE, L C Advanced Fuel 6 Spent Fuel Licensing Branch 03/01/27 
3p p 17132 073 24X Fiche 50-259,03/01 /27, 8302090205 


03O22POO35 Inform-* that FR notice , pub 1 1 shod 030203, rc issuance of eat jt 
license 6 negative declaration for onsite storage of low 
level radwaste, contained typographical error Dockets should 
be 30-19102,50-259,260 h 296 

ROUSE* L C Ads'anced Fuel h. Spent Fuel Licensing Branch 83/02/03 
PARRIS, H 0 Tennessee Valley Authority Spp 17227 346 24* 

Fiche 50-259,83/02/08,8302220035 


DOCKET 30-260 DR0WN9 FERRY NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency & fire protection plans 


0302030097 Releases public version of revised radiological ejnsTgsiny 
notification directory 

FELTON, J M Division of Rules and Records 83/01/20 Dotuasnt 

Management Branch lp 17026 344 24X Fiche 90-259,03/01/20, 

0302030057 


— B302030062 Fo-rwards public version of Rev 8 to radiological eMrjr'cj 
notification directory 

MILLS, L 11 Tennessee Valley Authority 83/01/06 DENTON, H fl 
Office of Nuclear Reactor Regulation, Director 3pp L7026 34-5 
Z4X Fiche 50-259*03/01/28,0302030057 


-“8305030065 Public version of Rev B to radiological emergency 
notification directory 

• Tennessee Valley Authority 82/12/16 ISpp 17026 331 
FUh« 50-259183/01/28,0302030037 


8302030627 Releases public version of revised radiological emergency 
notification directory 

FELTON, J. K Division of Rules and Records 83/01/31 Doccatnl 

Management Branch Ip 17013 320 24X Fiche 50-259*83/01/31* 

0302030627 
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--0302030626 Forwards public version of Rev 9 to radiological emergency 
notification directory 

MILLS# L M Tennessee galley Authority 83/01/1 1 DENTON, H R 
Office of Nuclear Reactor Regulation# Director ip 17013 321 
2-3 < Fiche 50-259.83/01/31,8302030627 


— 8302030629 Public version of Rev 9 to radiological emergency 
n»t< r ication directory 

SLIGER,E K Tennessee Valley Authority 83/01/06 5pp 
17013 322 24 X Fiche 30-259,83/01/31,0302030627 


BG01210340 Generic Ltr 83-04 to all licensees of operating reactors# 
applicants for QL & holders of CPs re regional workshop 
concerning Suppl 1# NLfflEQ-0737. "Requi rement s for Emergency 
Response Capability " Svc list encl 

ElfiENHUT, D 0 Division of Licensing 63/02/01 Consolidated 
Edison Co of Neu York. Inc llpp 17221 226 24X 

Fiche 90-000,83/02/01,9301210340 


8302100330 Application for amend to Licenses DPR-33, DPR-S2 & DPR-68, 
changing Tech Specs to add requirement to audit safeguards 
contingency plan at least once every 12 months per Generic 
Ltr 62-23 

mUS#LM Tennessee Valley Authority 83/02/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Direc tor 2pp 17116 314 
24X Fiche 50-259. 83/02/01 # 8302100330 


— 83021 00332 Proposed Tech Specs requiring audit of safeguards 
contingency plan at least once every 12 months 

a Tennessee Valley Authority 83/02/01 4pp 17116 316 24X 

Fiche 50-259.83/02/01,8302100330 


8302140076 Forwards revs to physical security plan Revs withheld 
< ref 1CCFR73 21) 

HILLS# L M Tennessee Valley Authority 83/02/04 DENTON, H R 
Office of Nuclear Reactor Regulation# Director Ip 17141 212 24X 

Fiche 50-259# 83/02/04 , 8302 1 40076 


8302 1 70525 Grants exemption from 1OCFR50 48 8# App R to 10CFR50 
requirements re fire protec tion# per 830626 request 
VASSALLOrD □ Operating Reactors Branch 3 83/02/04 PARRIB.H.G 

Tennessee Valley Authority 2p p 17195 360 24X 

Ficha 50-259,83/02/04,8302170225 


— 0302170229 Exemption from 1QCFR5Q 48 & App R to 10CFR50 requirements re 
fire protection 

EISENHUF. D 0 Division Of Licensing 83/02/04 Tennessee 
Valley Authority 7pp 17195 362 24X Fiche 50-259# 83/02/04, 

8302170225 


8302150325 Forwards lE Safeguards Insp Repts 50-259/03-01.90-260/03-01 
tc 30-296/03 01 on 830103-07 No none omp 1 ianc e noted 
VERRELLI.D Division of Project <# Resident Programs 83/02/0 7 
PARRIS-HO Tennessee Valley Authority 2pp 17197 167 24X 

Fiche 50-259, 03/02/07, 83021 30325 


8302100330 Application for amend to Licenses DPR-33, DPR -52 8< DPR-60, 
changing Tech Specs to add requirement to audit safeguards 
contingency plan at least once every 12 months per Generic 
Ltr 82-23 

MIlLS.L K Tennessee Valley Authority 03/02/01 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 17116,314 
24X Fiche 30- 259,83/02/01,8302100330, 


— 0302100332 Proposed Tech Specs requiring audit of safeguards 
contingency plan at least once every 12 months 

a Tennessee Valley Authority 03/02/01 4p p 17116 316 24X 

Fiche 50-299, 83/02/0i, 0302100330 


8302170488 Requests schedule for completing TMI Action Items II. F. I 1 U 
II F 1 2 per Generic Ltr* 82-05 & 82-10 Justif {cation for 
delay in installing monitors required 

VASQALLG, D B Operating Reactors Branch 2 83/02/01 PARRIS, H Q, 

Tennessee Val ley Authority 3pp 17203 191 24X 

Fiche" 50-259, 83/02/01 , B30217O4B8 


830203008? Generic Ltr 83-06 to all Hart 1 containment licensee* re 
mod of vacuum breakers on Mark I containment Requests 
commitment to submit results of plant-unique calculations 
which formed hases for mod Svc list end 

EISENHVT, D 0 Division of Licensing 83/02/02 General Public 
Utilities - GPU Service Corp 9pp. 17074 086 24X 

Fiche* 50-080, 83/02/02,8302030009 


8302000295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL 6 holders of CP for C-E PWfts re review of 
C-E Owners Group emergency procedures guideline program Svc 
list encl 

E ISEh'HUT# D 0 Division of Licensing 63/02/08 Consolidated 
Edison Co of Neu York, Inc llpp 17290 247 24X 

Fiche 50-000, Q3/02/0B, 8302090295 


3302000301 Generic Ltr 83-09 td BWR licensees of operating reactor* 
(except LACBWR), app 1 leant* for OL fc holder* of CP re SER of 
"Emergency Procedure Guidelines, Rev 2," NEDO-24934, June 
1 9b2 Guidelines acceptable Svc list encl 

ETSENHUT, D G. Division of Licensing. B3/02/08 Commonwealth 
Edison Co 6pp 17234 249 24X Fi c h 50-000, 83/02/08, 83020 B030K 


8302080304 Generic Ltr 03- i l to ill operating reactor licensees re 
licensee qual i f icati on for performing safety analysis In 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list encl 

E I gENI SiJT, D Q Division of Licensing 03/02/00, Consolidated 
Edison Co of New York, Inc 9pp 172 34 234 24X 

Fiche 50-000, 83/02/00,8302080304 


0302170165 Forwards NED0-3O093, “Evaluation of Recirculation Manifold 
Indications In Browns Ferry Nuclear Power Plant# Unit 2 " 

MILLS, L <1 Tennessee Valley Authority. 83/02/00 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. Ip 17180-222 24X 

Fiche 50-260,63/02/08,0302170169 


--P302150346 IE Safeguards Insp Repts 50-259/83-0 1 # 90-260/03-01 it 
80-296/83 01 on 830103-07 No noncomp l ianc e noted Major areas 
insjp «c ted. * ecur I ty plan l implementing procedures k security 
program audit Details withheld (ref J0CFR73 21) 

MOORE# 0 E Division of Emergency Preparedness & Materials Safety 
83/02/03 ip 17157 169 24X Fiche 50-299, 83/02/07# 83021 50325 


P Operating license stage documents l« corres potidence 


8302010614 Forwards i ten-by-i tern description oP responses to NRC 021O2B 
conference call request for info re compliance w/NUREG-0612, 

Section 3 1, "General Provisions for Load Handling#' 1 
requirements 

HAMMER. D S Tennessee Va 1 ley Authori ty 03/01/25 VAS8ALL0# P, □ 
Operating Reactors Branch 2 4pp 16980 273. 24X 

Fiche 50-259# 83/01/25# 83020 106 1 4 


630 20 70087 Forwards safety evaluation re NRG review of util response to 
NDfl EG- 0737# Item II K 3 29# "Effect of Loss of AC Power on 
Pump Seals * Util endorsement of BWR Owners Group position 
considered acceptable k matter resolved 

VASSAL LQ, D B Operating Reactors Branch 2 03/01/25, PARRIS, H G. 

Tennessee Valley Authority 2pp 17065 293 24X 

Fiche, 50-259. 03/0 1 /25# 8302070087 


— 8302070107 Safety evaluation re BWR Owners Group generic response to 
NURE0-0737# Item II K 3 29# "Effect of Loss of AC Power on 
Pump Seals ,f No mods to seal cooling for recirculation 
pump* required 

HODGES. W Operating Reactors Branch 2 82/12/01 5pp 

17063' 293 24 X Fiche. 30-239# 03/01 /23. B3O2O7OO07, 


— 0302170170 “Evaluation of Recirculation Manifold Indication* in Browns 
Ferry Nuclear Power PIant#Unit 2 w 

RANOANATHj 8 General Electric Co NEDO- 30033 83/02/20 30pp 

14100 223 24X Fiche 30-260# 83/02/08# 03021701 65 


03022304 1 1 Application for amend to Licenses DPR-33# DPR-32 I# DPR-6B# 
deleting environ reporting requirement 

MILlS.L M Tennessee Valley Authority 03/02/11 DENTON# H R, 
Office of Nuclear Reactor Regulation# Director 2pp 17247 218 
24X Fiche 30-2 59,83/02/11,8302230411 


— 8302230 4 14 Proposed Tech Specs deleting environ reporting r*quirem*ntd. 
a Tennessee Valley Authority 03/02/11 31pP 17247.220 , 24X 

Fiche 50-239# 83/02/11# 05022304 11, 


8302230143 Forwards revised Figure 0 4-la of FSAR for insertion 
Existing Figure 0 4-la contains safeguards Info * should be 
destroyed 

MlLl 8# L M Tennessee Valley Author! ty 03/02/17 DENTON# H R 
Office -of Nuclear Reactor Regulation# Director 2pp. 17243.217 
24X Fiche 30-239# 03/02/17, 8302230143. 


8302230682 Responds to 830U1 request to identify proprietary info i 
technical evaluation repts on environ qual i f icat ion of 
electrical equipment, Invastlgat ion still underway. Partial 
list of proprietary info end 

MILL&iL M Tennessee Valley Author! ty 83/02/17. VABSALLQ# D, B 
Operating Reactors Branch 2 3pp. 17240 328. 24X 

Fiche: 30-239, 83/02/17.8302230682 
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Q Inspec t i on reports, IE Bulletin correspondence 


0302130021 Forward* IE Insp Repts 50-259/82-40. 50-260/02-40 & 
30-296/82-40 on 821122-24 l 30-1203 No none amp 1 i a nc e noted 
VERRELLI.D h Division of Project & Resident Programs 03/01/05 
PARRIS, H 0 Tennessee Valley Authority 2pp 17I4B 040 24X 

Fiche 30-239,03/01/03.8302150021 


— .0302150024 IE Tn*p Repts 50-259/02-40,50-240/82-40 & 30-294/02-40 on 
821122-24 ie 30-1203 No noncem p 1 lane e noted Major aTeas 
Inspected IE Bulletin fi2-03.Rev !. observe tlon of lnservice 
|n*p wort it aetvities 4 review of procedures 

GOLEV, J L i BLAKE, J J Division of Project * Resident Programs 
82/12/30 7pp 17149 042 24X Fiche 50-259,83/01/05.8302150021 


8301190127 Forward* Info requested in NRC B21115 1 fcr re IE Bulletin 
80-06, "ESF Reset Controls " 

HILLS, L M Tennessee Valley Authority 03/01/13 VA9SALLQ, D B 
Operating Reactors Branch 2 3pp 16032 119 24X 

Fiche 50-239,83/01/13.8301100127 


8302130065 Updates G2t209 response to IE Bulletin 02-03, '‘Stress 
Corrosion Cracking in Thick H»l LLarje Diameter Stainless 
Steel, Recirculation 9y* Piping at BWR Plants " 

HILIS, L M Tennessee Valley Authority 03/01/14 □'REILLY, J P 
Region 2, Office of Director 9pp 17145 354 24X 

Fich* 50-259,03/01/14.8302150065 


8302130571 Ac k receipt of 830111 ltr Informing NRC of steps taken to 
correct violations noted in IE !nsj> Repts 50-259/02-39. 
50-250/82-37 & 30-296/82-39 

LEWIS, R CL Division of Project 5 Resident Programs 03/01/19 
PARRIS, H O Tennessee Valley Authority tp 17151 336 24X 

Fiche 50-259. 83/01/19,8 302150671- 


— 8302150591 Responds to NRC 821217 ltr re violations noted in IE Insp 
Repts 50-259/82-39.50-260/82-39 h 50-296/02-39 Corrective 
actions observation & updating of radwaste packaging 5 
shipping program ui 1 1 be continued 

MILLS, L M Tennessee Vallay Authority 03/01/11 O'REILLY, JP 
Region 2, Office of Director 3pp 17151 337 24X 

Fiche 50-259,83/01/19,8302150671 


— 9302150678 Forwards IE Insp Repts 30-259/82-39,50-260/02-39 «< 
30-296/82-39 pa 821025-26 Enforcement action addressed in 
)P O'Reilly 0212H7 ltr 

V£HRELLI,D M Division of Project 5 Resident Programs 92/12/17 
PARRI9.H0 Tennessee Valley Authority 2pp 17151 344 24X 

Fiche 50-239.83/01/19,8302150671 


—0302150710 IE Insp Repts 30-259/82-39,50-260/82-37 U 50-296/B2-39 on 
821023-26 Noncotnpl lance n efc ed , f a 1 1 ur« to ascertain that 
closure device* o# eight 55-gallon drums free from defects 
COLLINS, T R , BARR, K P Division of Engineering U Radiological 
Safety Programs 82/10/29 3pp 17151 346 24 X 

Fiche* 30-257, 83/01/19, B3021S0671 


1302150035 Forward* rept of in-vessel insp* on 020830 required by IE 
Bulletin 80-13.No abnormal i ti e* found 

HAMMER. D S Tennessee Valley Authority 93/01/24 O'REILLY, J P 
Region 2, Office of Director 2pp 17155:235 24 X 

Fiche 50-260.93/01/24,8302 1 50035 


8302150047 Advises that 20 jet pump beam holddown bolt assemblies 
replaced Svc Ilfs of improved assemblies wilt exceed bvc 
life of facility, per NEDE-24362-1 IE Bulletin 00-07 no 
longer applicable 

HAMMER, D S T« nness te Va II ey Au th or 1 1 y 83/01/24 O'REILLY, JP 
Region 2, Office of Director Ip 17149 035 24X 

Fiche. 50-260* 83/01/24, 8302150047 


S02150610 Responds to IE Bulletin 82-04, "Deficiencies in Primary 
Containment Electricel Penetration Assemblies" & NRC 
821203 ltr Sun k er-Ramo Co electrical penetration assemblies 
not In use at facilities 

MfLlS.L M Tennessee Valley Authority 03/01/24. O'REILLY, V P 
Region 2, Office of Director Ip 17153 309 24X 

Fiche: 50-000. 83/01/24, 9302150610 


212060358 IE Info Notice 83-01, "Ray Miller, Inc." Svc list end 
JORDAN, £ L Division of Emergency Preparedness i Engineering 
Response (Pest 0301031 83/01/26 Consolidated Edison Co of New 

York, Inc 1 IBpp 17023 160 24X Fiche 50-000.83/01/26,0212060350 


212060360 IE Info Notice 03-02, “Li mi torque HOBC, H1BC, H2BC U H3BC 
Oearhcadi w Svc list end. 

JORDANjE L Division of Emergency Preparedness & Engineering 
Response (Post 930103) 83/Of /28 Consolidated Edison Co of New 

York, Inc I07pp 17144 001 24X Fiche 50-000, B3/01/28, B212060360 


0212060361 IE Info Notice 03-03, "Calibr of Liquid Level Instruments " 
Svc list end 

JORDAN, £ L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 83/01/20 Consolidated Edison Co of New 

York, Inc 1 lOpp 17074 099 24< Fiche 50-000,83/01/28,0212060361 


0302100160 Forwards Franklin Research Ctr request for addl info on uti] 
response to IE Bulletin 00-11 re masonry wall design 
Response requested within 45 days 

VAS5ALLQ. D 0 Operating Reactors Branch 2 03/01/20 PARRIS, H 0 

Tennessee Valley Authority 5pp 17134 265 24X 

Fiche 50-259,03/01/20,0302100160 


8302150309 Aek receipt of 021124 & 830110 ltrs informing NRC of steps 
taker to correct violations noted in IE Insp Repts 
30-259/82-33, 50-260/02-33 t> 50-296/62-33 Interpretation of 
ASMS IWP-6210 requirements will be provided 

LEWIS. R C Division of Project & Resident Programs 03/01/28 
PARRIS, H 0 Tennessee Valley Authority Ip 17149 222 24X 

Fiche 50-259,83/01/20,0302150309 


— 0302150317 Responds to NRC 821021 ltr re violations noted in IE Insp 
Repts 50-259/82-33,30-260/02-33 L 50-296/02-33 Corrective 
actions listing reflecting status of pump & valve test 
program will be maintained in central location St updated 
MILLS. L M Tennessee Valley Authority 03/01/10 □ 'REILLY, J P 

Region 2, Office of Director 3pp 17140 223 24X 

Fiche 50-237,83/01/20,8302150309 


--8302130326 Responds to NRC 021021 ltr re violations noted in IE Insp 
Repts 50-259/82-33,30-260/02-33 fc 50-296/02-33 Corrective 
actions all NOE procedures reviewed for compliance w/ 
applicable ASME Code specs 

MILLS, L M Tennessee Valley Authority S2/11/24 O'REILLY, J P 
Region 2, Office of Director 6pp 17148 226 24X 

Fiche 50-259.03/01/28,0302150309 


— 9302150331 Forwards IE Insp Repts 50-257/B2-33, 50-260/02-33 * 
00-296/02-33 on 020728-1001 6 notice of violation 
LEWIS, R C Division of Project S' Resident Programs 02/10/21 
PARRIS, H 0 Tennessee Valley Authority 2pp 17140 232 24X 

Fiche 50-259*83/01/20, 0302130309 


— ’03021 50336 Notice of violation from insp on 820920-1001 

* Division of Project * Resident Programs 02/10/21 2pp 
17148 234 24X Fiche 50-259. 03/01/28,0302130309 


— 9307150342 IE Insp Repts 50-259/82-33,50-260/02-33 & 50-296/02-33 on 
020928-1001 None amp l lance noted inadequate NDE procedures t< 
failure to maintain summary status lists & increase test 
frequency 

GIRARD, E H , BLAKE, J J Division of Engineering & Radiological 
Safety Programs 92/10/15 Bpp 17140 236 24X 

Fiche 50-239* 03/01 /2S, 0302150309 


&302150325 Foruards IE Safeguards Insp Repts 50-259/83-01,50-260/03-01 
& SO-296/03-O1 on 830103-07 No noncompliance noted 
VERRELL I , D Division of Project & Resident Programs 03/02/07 
PARRIS. HO Tennessee Valley Authority 2pp 17157 167 24X 

Pic ha 50-259, 83/02/07, 03021 5032 5 


— 93O21S0246 IE Safeguards Insp Repts 50-259/03-01,50-260/83-01 8, 
50-296/83 01 on 030103-07 No noncompliance noted Major areas 
inspected security plan 4> implementing procedures &< security 
program audit Details withheld (ref 10CFR73 21 > 

MOORE, 0 E , STANSBERRY, W W , MCGUIRE, D R Division of Emergency 
Preparedness * Materials Safety 03/02/03 lp 17157 167 24X 

Fiche 50-259* 83/02/07, 83021 50325 


0302170505 Forwards draft input for SALP evaluation for CYB2 Evaluation 
based on experience u/1 i censee, util tt input solicited from 
staff Review 4. comments requested 

CLARK, D Operating Reactors Branch 2 83/02/10 EI6ENHUT, D 0 

Division of Licensing SPEIS,T , MATTSON, R J Division of Systems 
Integration (post 811005) 7p p 17197080 24X 

Fiche 50-259,03/02/10,0302170505 


0302230344 Forwards 030111 response to IE Insp Repts 90-259/02-39, 
50-260/82-39 U 50-296/82-39 U proposed imposition of civil 
penalties Response inadvertently sent to Region II, 

MILLS, L M Tennessee Valley Authority 83/02/10 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement lp 
1 7247 001 24/ Fiche 50- 259, 03/02/10, 0302230344 


6212060363 IE Info Notice 83—04, "Failure of Elma Power Supply Units ” 
8 vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/18 Consolidated Edison Co of New 

York, Inc 1 lOpp 17347 191 24X Fiche 50-000,03/02/18,0212060363 
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8212040365 IE Info Notice 03-05. "Obtaining Approval for Disposing of 
Very Lou Level Radwaste - 1OCFR20 302 " Svc list end 
JORDAN* E L Division of Emergency Preparedness Et Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co of New 

York. Inc Hlpp 17347 050 24X Fiche 50-000.03/02/24,0212060369 


0212060366 IE Info Notice 83-06, "Nani d entica 1 Replacement Parts " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc 1 I2pp 17361 148 24X Fiche 50-000,03/02/24,8212060366 


S Reportable occurrences. LCRs 6 related correspondence 


0302140004 Forwards updated LER 02-O26/O3X-2 

■GREEN. H J Tennessee Valley Authority 83/01/31 O'REILLY, J P 
Ration 2r Office of Director lp 17142 153 24X 

Fiche 30-260,03/01/31,8302140004 


--8302140005 Updated LER 82-026/03X-2 on 0200 19. dur Ing refueling outage 
for preventive maint, rec irculation sys hydraulic snubber 
SBIA found low on fluid Caused by leakage at 0-ring* 

Snubbers rebuilt 0-rlng seals replaced 

HOLDER, E Tennessee Valley Authority 03/Oi/3i Region 2, 

Office of Director 7p p 17142 156 24X Fiche 50-260.03/01/31, 

&302 1 40004 


0302140144 Forwards updated LER 82-G35/03X-1 

0 fi EEN« K J Tennessee Valley Authority 03/01/31 O'REILLY, J P 

Region 2, Office of Director ip 17140 167 24X 

Fiche 50-260,03/01/31,8302140144 


— B302I40150 Updated LER 62-035/03X-1 on 021 1 01 , d ur ing refueling outage, 
uhEle performing Surveillance Insp 4 6 H-2, upper mechanical 
snubber on main steam line D found inoperable Snubber 
replaced Engineering analysis end 

HOLDER, E Tennessee Valley Authority 03/01/31 Region 2, 

Office of Director 7pp 17140 160 24X Fiche 50-260,83/01/31, 

0302140144 


03 02170048 Telecopy message of Rd 90-260-8302 on 030200, pressur e 
switches PS-68-96, PS-3-74A it PS-3-74B found out of Tech 
Spec limits during performance Of Surveillance Instruction 
A 2 0-7 Caused by setpoint drift Switches recalibr 
JONES, Q T Tennessee Valley Authority 03/02/09 Region 2, 
Office of Director lp 17103 063 24X Fiche 50-260,03/02/09, 

G30217Q048 


03O22JO567 Forwards revised LER 02-O27/O1X-1 

GREEN, H J Tennessee Valley Authority 83/02/19 O'REILLY, J P, 
Region 2, Office of Director lp 17256 250, 24X 

Fiche 50-260.03/02/19,8302230567 


— 8302230578 Revised LER 82-027/01X-1 on 820901 , dur i ng Cycle 4 refueling 
outage, 6 of 11 2-stag® relief valves tested failed to lift 
within allowable t% tolerance Cause will be determined by 
Target Rack Valves will be repa ired, reset & retested 
GRIFFIN, A Tennessee Valley Authority 03/02/15, Region 2, 
Office of Director 3pp 17256 291 24X Fiche 50-260,83/02/19, 

8302230567 


B302P1Q193 PND- 1 1-03-010 on 030216, while conducting integrated leak 
rate test, spuri oua signals on low reactor vessel water level 
&i high dry wel I pressure initiated Four core spray tt RHR 
pumps 6 eight diesel generator* Cause under investigation 
BUTCHER, R C , CANTRELL, F S Region 2, Office of Director 03/02/17 
2 p p 17244 001 24 < Fiche 50-260,03/02/17.0302230192 


0302200 1 79 Forwards LER 83-002/0 1T-0 

GREEN. H J Tennessee Valley Authority, 83/02/10 O'REILLY, J P 
R eg Ion 2t Office of Director lp 17309 268 24X 

Fiche 90-260, 03/02/18, 8302200179 


— B302280184 LER 83-O02/O1T-0 on 830200, dud n g preparation for startup, 
pressure switches PS-69-96 switch l,P8-*3-74A switch 1 !< 

P0-3-74C switches 1 i> 2 operated at 199 7,208.43,200 43 S< 

471. 43, psi, respectively Caused by instrument drift 
CHAM8ER8,0 Tennessee Valley Authority 03/02/IB Region 2, 
Office of Director 3pp. 17309 269 24X Fiche 50-260,83/02/18, 

0305230175 


V. Operator Examination* 


0301310203 Generic Ltr 03-06 to all power reactor 1 lean* ees, app licants 
for QL»,N88 vendors, reac tor vendors it AE r# certificates 
it revised format for reactor operator & senior reactor 
operator licenses, Svc list end 

EISEMHUT, DO Division of Licensing. 03/01/31 Consolidated 

Edison Co of New York, Inc I4pp 17347 177 24X 

Fiche, 90-000, 03/01/31 , 8301310203 


X Onsite Storage of Lou Level Haste 


8302090205 Forwards License 01-21075-01 & notice of issuance License 
authorizes S-yr tern to receive, possess, store & transfer low 
level radu/aste at onsite storage facility 

ROUSE. L C Advanced Fuel 4 Spent Fuel Licensing Dranch 83/01/27 
PARRIS, H G Tennessee Valley Authority 2pp 17132 060 24X 

Fiche 90-299, 83/01 /27, 8302090209 


— 8302090213 License 01-21075-01 for TVA, auth orii ing 5-yr term for 
rec eip t. pos session, storage & transfer of law level radwaste 
at onsite storage facility 

ROUSE, t_ C Advanced Fuel & Spent Fuel Licensing Branch 03/01/27 
3pp £7132 070 24X Fiche 30-259,03/01/27,8302090209 


— 8302090222 Notice of issuance of License 01-21079-01 & negative 
declaration for onsite storage of tow level radwaste, 

ROUSE, L C Advanced Fuel it Spent Fuel Licensing Branch 03/01/27 
3fi p 17132 073 24X Fiche 30-259,83/01/27,0302070203 


0302220035 Informs that FR notice, publi shed 030203, re issuance of matt* 
license & negative declaration for onsite itorage of low 
level radwaste, contained typograph ical error Dockets should 
be 30-19 1 02. 50-239,260 it 296 

ROUSE, L C Advanced Fuel & 8pent Fuel Licensing Branch 03/02 /OS 
PARRIS, H G Tennessee Valley Authority, 2pp 17227 346, 24X 

Fiche 30-259,03/02/00,8302220039 
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F Security* medical, emergency & fire protection plans 


8302190412 Forwards IE Insp Rept 90-261/02-33 on 820920-24 4< notice of 
violation 

LEWIS, R C. Division of Project tt Resident Programs 82/11/02 

UTLFYiE E Carolina Power U Light Co 2pp 17157 151 24X 

Fiche 50-261,82/11/02,8302190412 


— 0302130413 Notice of violation from insp on 020920-24 

a Division of project S, Resident Programs 82/11/02 3pp. 
J 71 57 133 24 X Fiche 30-261,02/11/02,0302150412 


— 8302130416 IE Insp Rept 90-261/02-33 on 020920-24. Noncomp 1 lane a noted? 
failure to conduct $< distribute audits within time required 
by Tech Specs, fai lure to respond to audits, fai lure to 
correctly categorize audit finding & store records 
BELIBLE, O A , JACKSON, L H , UPRIGHT, C tf Division of Engineering & 
Radiological Safety Programs B2/10/21 iOpp, 17157-156 24X 

Fiche 30-261, B2/1 1/02, 0302150412 


0302190374 Responds to NRC ltr re violations noted in IE Investigation 
Rept 30-261/02-33 Corrective actions corporate qA mgt will 
review audit schedule monthly 6 dedicated fire protection 
organization will ensure triannual fire insp 

UTLE/iEE, Carolina Power t- Light Co 02/12/02 □ 'REILLY, J. P 

Region 2, Office of Director 7pp 17157 270 24X 

Fiche 30-261,02/12/02.0302150374 


0301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL & holder* of CPs re regional workshop 
concerning Suppl X , NURE0-0737, "Requirement* for Emergency 
Response Capability " Svc list end, 

eibeNHUT, D 0 Division of Licensing 03/02/01 Consolidated 
Edison Co of Neu York, Inc llpp 17B21 , 226 24X 

Fich* 90-000, 03/02/01, 0301210340 


0302100290 Application for amend to License DPR-23, proposing Tech Spec 
changes to incorporate radiological ET0 L requirements to 
perform audits of emergency preparedness program it security 
plan per Generic Ltrs 02-17 6 02-23, 

EURYiL U Carolina Power L Light Co 03/02/07 VAROA, 8. A. 
Operating .Reactors Branch 1, 2pp 17111 136 24X 

FicM 50-261,03/02/07,8302100290 


—0302100293 Proposed Tech Specs incorporating radiological ET8 
L requirements to perform audit* of emergency preparedness 
program it security plan 

* Carolina Power it Light Co 03/02/07, !07pp 17111 130. 24X 

FLche 30—26 1, 83/02/07, 6302100290 


G. Adjudicatory correspondence 


8302070502 Request for reconsideration of ASLB B30121 order scheduling 
030324 special prehearing conference it setting 830224 as 
date to file contentions Affidavit of svc enel, 

K I R VEN, J Affiliation Unknown 83/02/02 Atomic Safety and 

Licensing Board Panel 4pp 17035 023 24X Fiche- 50-261, 03/02/02, 

8302070502 
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8302090252 Motion for reconsideration of A5L3 030101 order establishing 
prehearing conference dates Current date undercuts ability 
to prepare suppl fully ** fairly Order received 1 uk after 
issuance Affidavit of Svc enel 

MATTHEWS, B A Affiliation l/nfcnoun 63/03/03 Atomic Safety and 

Licensing Board Panel Spp 17057 090 24X Fiche 50-261,93/02/03, 

6303080252 


0302160344 Response opposing Hartsville Oroup t* Concerned Fools of 
Darlington County motions to entered dates for filing 
contentions & for prehearing conference Tine allowed for 
filing more than enough W/Cer tiff i cate of Svc 

TRG 14 BRIDGE, 0 F Carolina Power & Light Co TROUGR 1 DOE, 0 F Shaw, 

Ptttnan, Potts lc Trdubrldge 63/02/10 Atamic Safety and 

Licensing Board Panel 7pp 17166 270 24X Fiche 50-261,03/02/10, 

6302160344 


8302170271 Order ruling an request* for changes to special prehearing 
conference schedule Hearing date l< place remaih unchanged 
Time extended until 030301 for petitioners to file 
c ontent Ions 

HAROULIES, M D Atomic Safety and Licensing Board Panel 63/G2/15 
3p p 17178 210 24/ Fiche 50-261,83/02/15, 83021 70271 


030 21 60389 Response to- Hartsvlll-n Group it Concerned Fools of Darlington 
County 030202 &, 03 motions for continuance U request for 
reconsideration of order scheduling prehearing conference 
One-uk extension should be granted Certificate of Svc end 
K ARMAN, M Hearing Branch I 63/02/16 Atomic Safety and 

Licensing Board Panel 3pp 17209 352 24X Fiche 50-261,63/05/16, 

630218036? 


P Operating license stags documents «. correspondence 


B3 02 170434 Requests submi ttal, wi thin 60 day s < descr i b 1 ng flux reduction 
measure i initiated U addl measures being considered per 
prassuriied thermal shock studies 

VARGA, 3 A Operating Reactors Branch I 03/02/01 UTLEY, E £ 
Carolina Payer * Light Ca 5pp 17205 144 24/ 

FUhe* 50-261, 93/02/01,8302170434 


6302090 117 Advises that NRR has rendered amended fra determination 
stating that review of steam generator replacement program 
will involve review of complex issue rather than significant 
haiards consideration as stated in NRC 821230 Itr 
MILLER, WO License Fee Management Branch 03/02/03 EURY, L U 
Carolina Peticr lc Light Co Ip 1711? 322 24/ 

Fiche 50-261,93/02/03,8302090117 


B302170030 Forwards safety evaluation re purge/vent valve isolation 
d epeti daft 11 ity criteria of NUREG-Q737, Items II E 4 2 U 
II E 4 2 7 Requirements for both items met 

VARGA, 8 A Operating Reactors Branch J 03/02/04 UTlEY, C E 
Carolina Power It Light Co Spp 17191.041 24K 

Fiche 50-261, B3/02/04, 9302170030 


— 6302170040 Safety evaluation of implementation of purge/vent valve 
isolation dependability criteria in items II E 4 2 6 !< 

II E A 27 af N URE0-0737 Requirements met 

FIELDS, M Operating Reactors Branch 1 93/02/04 Ip 17191 043 

24 X Fiche 30-261,63/02/04,0302(70030 


5302090434 Requests extension until 030701 to make post-accident 
sampling syi fully operational per MUREC-0737, Item II 3 3 
Extension will allow addl iyt evaluation, field change 
resolution It implementation t< final testing 

HLPRFORD, W J Carolina Power It Light Co 03/02/07. VARGA, S A. 
Operating Reactors Branch 1 2pp 17066 249 24X 

Ficha 30-261,63/02/07,8302070434 


6302100290 Application for amend to License DFR-23, pr op os ing Tech Spec 
changes to incorporate radiological ETS U requirements to 
perform audits off emergency preparedness program It security 
plan par Generic Ltri 62-17 5, 82-23 

EURY, L W Carolina Power Is Light Co 83/02/07 VARGA, 5 A 
Operating Reactors Branch I 2pp 17111 136 24/ 

Fiche -30-261, 83/02/07, 8302100290 


— B 3071 00293 Proposed Tech Specs incorporating radiological ETS 
It requires# nt* to perform audits off emergency preparedness 
program St security plan 

* Carolina Power U Light Co 03/02/07 I07pp 17U1 139 24X 

Fiche. 30-26 1 , 03/02/07, 6302100270 


8302160466 Informs that response to 920403-07 audit of procedures It 
training for pressurlied thermal shock meats objective* 

VARGA, S A Operating Reactors Branch 1 93/02/07. UTLEY, E E 

Carolina Power St Light Co 2pp 17176 290 24X 

Fiche 30-261,33/02/07,0302160466 


8302090295 Generic Ltr 83-09 to all operating reactor licensees, 
applicant* for GL It holders of CP for C-E PWRa re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

EISENHUT, D 0 Division of Licensing 83/05/08 Consolidated 

Edison Co of New York, Inc 1 1 pp 17290 547 24X 

Fiche 30-000, 83/02/08, 8302000295 


8302090304 Generic Ltr 83-11 ta all operating reactor licensees re 
licensee qualification for performing safety analysis in 
support of licensing actions Ability to use cade must be 
demonstrated by vendor or licensee Svc list end 
EISENHUT, D 0 Division of Licensing 83/05/09 Consolidated 
Edison Co of Neu York, Inc 9pp 17234 234 24X 

Fiche 30-000, 8 3/02/08, 830208030 4 


B302090095 Generic Ltr S3-10D to all licensees u/West inghouse designed 
NESS (except Yankee Atomic Electric Co) re resolution of 
TMI Action Item I] K 3 5, “Automatic Trip of Reactor Coolant 
Punps " Svc list and 

EISENI lUT. D G Division af Licensing 83/05/08 Southern 
California Edison Co 31pp 17270 262 24X Fiche 50-000,83/02/00, 

0302090083 


0302130046 Document* result* af S301S5 meeting between util l< NRC to 
resolve pre*surii«d thermal shock issue Request* another 
meeting in early Mar to discuss methods of obtaining addl 
thermal margin in reactor core design 

UTLFf, E E Carolina Fewer I- Light Co 83/02/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 52pp 17146 011 
24/ Fiche 50-261,83/02/07,8302150046. 


B302150617 Requests extension of out-of-svc period for B svc water 
booster pump from 24 h to 4B h Extension needed to complete 
repair to pump casing, due to vibration problem Pump casing 
will be replaced !< pump returned to svc by 830209 
STARKE/, R a Carolina Power * Light Co 93/02/09 VARGA, 8 A 
Operating Reactors Branch 1 O'REILLY, JP Region 2, Office of 
Director 2p p (7131 313 24X Fiche 50-261,93/02/09,0302130617 


0302 130709 Request* integrated schedule for issuance of steam generator 
repair license amend taking into account hearing process, per 
030106 amend request Util should be ready to commence repair 
activities by Nov 1983 

?im£RMAN f 3 R Carolina Power & Light Co 03/02/0? VARGA, S A 
Operating Reactors Branch 1 2pp 17151 357 24X 

Fiche 50-561, 03/05/09, 8302130709 


0302170387 Notification of 830302 meeting w/util in Dethesda,MD to 
discus* licensing organ! ration, mg t of licensing open item* fc 
steam generator replacement scheduling 

REOVA, 0 Operating Reactors Branch 1 93/02/09 VARGA, S A 

Operating Reactors Branch l 2pp 17195 291 24X 

Fiche 50-261,03/05/09,9305170397 


0302100161 Forwards response to 821210 request for addl info re util 
submittal on NURE0-0737, I tent II E l 2, "Auxiliary Feedwater 
Syi Automatic Initiation l< Flow Indication '• 

H'JRFORD, W J Carolina Power L Light Co 03/02/09. VARGA, 3 A 
Operating ReactOT* Branch 1 6pp 17216 110 24X 

Fiche. 50-261, 03/05/09,8305160161 


9302170073 Forward* re-quest for addl info re TMI Item* I A 2 I 4 It 
tl B 4, "Upgrading of Reactor Operator It 9enior Reactor 
Operator Training It Qual if ication, " * "Training for 
Mitigating Cere Damage, " respectively 

VARGA, 8 A Operating Reactors Branth 1 03/02/10. UTLEY, E E 

Carolina Power 4 Light Co 3pp 17191 070 24X 

Fiche 30-261,83/02/10,8305170075 


8302150203 Reaffirms 810521 justification for operation re environ 
qual If i cation of sa f*ty-r elated electrical equipment in 
respome to NRC 030105 ltr It 830124 telcon 

UTLEY, E E Carolina Power l< Light Co 83/02/11. VA8SALL0, 0 B 
Operating Reactor* Branch 2 lp 17150*030 24X 

Fiche, 50-261, 83/02/ 1 1 , 03021 50205 


0302100033 Summary of 030125 meeting w/ufcil re preseuriied thermal 
shock issue- Viewgraph* enel 

REQUA, 0. Operating Reactor* Branch 1 83/02/11 Operating 

Reactor* Branch l SSpp 17227 042 24X Fiche 50-261,03/03/11, 

8302180033 


6302190351 Forward* "Offsite Dote Calculation Manual" for use 
w/rad i o logica 1 ETS transmitted on 830207 Methodology to be 
placed on five blank pages will be finallxed by 630415 
TIMMERMAN, 9. R Carolina Power 6 Light Co 03/02/1 1 VARGA, 9 A 
Operating Reactor* Branch i, lp, 17211 007 24X 

Fiche. 50-261, 83/02/11,8302100351 


— B302160332 "Offsite Dese Calculation Manual " 

« Carolina power & Light Co 03/02/li 142pp 17211 000, 24X 

Fiche 50-261,03/02/11.0302180351. 
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0302350494 Forward* requ*st for addl mfo for pos t-imp 1 em ent-a t i on 
of NJHEG-0737> Items II F I 4»II F 1 3 ft II F 1 6 re 
containment p res sur e< wa te r level ft hydrogen monitors 
Guidance end Response requested within 30 days 
VARGA, S A Operating Reactors Branch 1 03/02/14 UTLEY, E E 

Carolina Power & Light Co iOpP 17303 146 24X 

Fiche 50-261,83/02/14.6302250494 


B3O22302'70 Requests that all assumptions it info source* be documented 
for computer model ft analyses performed as part of 4-49. 
'’Pressurized Thermal Shod, “ program Results should satisfy 
p lant-spoc i fi c analysis requirement 

ZIMMERMAN. S R Carolina Power ft Light Co 03/02/21 DENTON. H R 

Office of Nuclear Reactor Regulation. Director 0pp 17243 347 

24* Fiche 50-261.83/02/21.8302230270 


83 02230360 Forwards corrected 030209 ltr in response to 030201 request 
far Info presented in 030125 meeting re presiurized thermal 
shock Doe to collating error, last page of Attachment 6 was 
omitted 

2 IKMERWAN, 3 fl Carolina Power ft Light Co 83/02/24 DENTON, W R 

Office of Nuclear Reactor Regulation. Direc tor 2pp 17311 0B3 

24X FI che 50-261,83/02/24.8302200360 


— 8302280363 Corrected ltr re pressurised thermal shock CPT8) Facility 
vill not reach NRC PTS criteria until 1993 or later 
UTLEY, E E Carolina Power & Light Co 83/02/09 DENTON, H, R 
Office of Nuclear Reactor Regulation. Director 92pp 17311 090 
24 < Fiche 50-261,83/02/24.0302200360 


0 Inspection reports, IE Bulletins * correspondence 


8302130412 Forwards IE Insp Rept 50-261/82-33 on 020920-24 ft notice of 
violate on 

LEWTS, R C Division of Project ft Resident Programs 02/11/02 

UTLFf, E E Carolina Power ft Light Co 2pp 17157 151 24X 

Fiche 50-261, 02/11/02. 8302150412 


— 83021 504 1 3 Notice of violation from insp on 020920-24 

■* Division of Project ft Resident Programs 02/11/02, 3pp 
17157 153 24X Fiche 50-261,82/11/02,8302130412 


■ — B302150416 IE Insp Rept 30-261/02-33 on 820920-24 None omp 1 1 a n ce noted 
failure to conduct ft distribute audits within time required 
by Tech Specs, failure to respond to audi ts, failure to 
correctly categorize audit finding 4; store records 

BELISLE, G A , JACKSON. L H , UPRIGHT, C M Division of Engineering ft 
Radiological Safety Programs 02/10/21 lQpp 17157 136 24X 

Fich** 30—241, 82 / 11 / 02 , 8302150412 


B3O2150374 Responds to NRC ltr re violations noted in IE Inves t i ga ti on 
Rept 50-261/82-33 Corrective ac 1 1 on* , corporate QA mgt will 
review audit schedule monthly ft dedicated fire protection 
organization will ensure triannual fire insp 

VTLFf,E E Carolina Power ft Light Co 82/12/02 O'REILLY, J P. 
Region 3. Office of Director 7pp 17197 270 24X 

Fiche 50-261, 82/12/02, 8302150374 


0302150499 Ack receipt of 821202 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-261/82-33 
Response to notice of violation did not address total scope 
of Audit QAA/20-20 Concern 3 re Er-15 ft 10 deficiencies 
LEWIS, R C Division of Project & Resident Programs 02/12/15 

UTLEf.E E Carolina Power ft Light Co 2pp 17156 328 24X 

Fiche 50- 261, 82/12/19,8302150499 


8302150290 Responds to NRC 021215 ltr re violations noted in IE Insp 
Rapt 50-261/82-33 Corrective actions videotape on quality 
performance developed & used In training ft Tech 8pec revs ft 
incoming regulatory requirements will be monitored by GA/GC 
UTLEY, E E Caroline Power ft Light Co B2/12/31 O'REILLY, J P 
Region 2. Office of Director 3pp 17148 200 24X 

Fiche 50-1261- 82/12/31,0302190290 


6212060350 IE Info Notice 03-01, “Ray Hiller, Inc »■ Svc list end 
JORDAN, E. L Division of Emergency preparedness S. Engineering 
Response <Post 030103) 83/01/26 Consolidated Edison Co of New 

York. Inc. 1 18pp 17023.160 24X Fiche. 50-000, 83/01 /26. 821 2060390, 


0302150330 Ack receipt of 021231 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-261/02-33 
Violation E will be withdrawn ft record* reviled accordingly 
LEWIS, R C. Division of Project it Resident Programs. 83/0I/S7 

UTLFY,E E Carolina Power ft Light CO Ip 17130M74. 24X 

Fiche 50-261.83/01/27.0302150300. 


8212060360 IE Info Notice 83-02, "Limitorque HOBC, H1BC, HSBC ft H30C 
G-earheads " Svc list end 

JORDAN, E. L Division of Emergency Preperednes* ft Engineering 
Response (Post 030103) 03/01/28 Consolidated Edison Co, of New 

York, Inc. 107pp. 17144 001 24X Fiche 50-000,03/01/28,8212060360. 


0212060361 IE Tnfo Notice 03-03, w Ceiibr of Liquid Level Instrument 
Bvc list encl 

JORDAN, E L Di vision of Emergency Preparedness ft Engineering 
Response (Post 830103) 03/01/23 Consol i dated Edison Co. of 

York. Inc MOpP 17074 095 24X Fiche 50-000, 03/01/28, 021 206C 


0302150059 Forwards response to 021004 request for add! Info re IE 
Bulletin 00-11, ‘'Masonry Wall Design “ Request 11 of 
technical evaluation rept re masonry wall modi completed 
Analysis of missile shield wall expected by 030301 
ZIMMERMAN, 8 R Carolina Power ft Light Co. 03/02/04 VARGA, 0- A, 
Operating Reactors Branch I 33pp 17146 164 24X 

Fiche 50-261,03/02/04,8302190095 


0302150020 Ack receipt of resubmitted 630113 ltr Informing NRC of 
steps taken to correct violations noted In IE Insp Rept 
50-261/82-34 

O'REILLV, JP Region 2, Office of Director G3/02/08. UTL&Y, E 
Carolina Power & Light Co lp 17146,052 24X 

Fiche 30-261. 83/02/08, B3021 50020 


■0302150031 Resubmits response to NRC 630103 ltr re violations not 
r? Insp Rept 50-261/02-34 Corrective act! on*' personnel 
counseled ft necessity to maintain radiation monitoring 
device within high radiation area re-emph as 1 zeif, 

STARKEY, R B Carolina Power ft Light Co 63/01/13. O'REILLY, J 
Region 2 , Office of Director 2pp. 17140 053 24X 

Fiche 50-261,03/02/08,8302(50026 


8302190263 Respond# to NRC 621210 request for addl info re IE BuLltl 
01-03. “Flow Blockage of Cooling Water to Safety-Related ffys 
Components by Asiatic Clams ft Mussels " Dlacfc water contains 
tannic acid from decaying organic mefcl 

FUflR.B J Carolina Power ft Light Co 83/02/09 JORDAN* E. L 
Division of Engineering ft duality Assurance (Pr* 0301031. 2pp. 
17140*331. 24 X Fiche: 30-261, 83/02/08, 8302150263. 


8302130013 Ack receipt of 830203 ltr informing NRC of steps taken tt 
correct violations noted in IE Insp Rept 30-261/62-41 
LEWIS, fl C Division of Project ft Resident Programs. 83/02/10 
UTLEY* E E. Caroline Power 8c Light Co Ip 17143 335. 24X 

Fiche 50-261, 03/02/1 0, 03021 90013 


— 0302150014 Responds to NRC 630107 ltr re violations noted In IE In 
Rept 50-261/82-41 Corrective ac felons > secondary chemistry 
monitoring program modified ft Admin i stra t Ive Instruction 
11 6 re freete protection sys revised 

STARKCYtR 0 Carolina Power ft Light Co. 63/02/03 O'REILLY. J, 
Region 2. Office of Director 3pp. 17145:336 24X 

Fiche. 30-261, 03/02/10.8302150013 


—0302150017 Forwards IE Insp Rept 30-261/02-41 on 621111-1210 ft not 
of violation 

LFWIS, R C Division of Project ft Resident Programs. 63/01/07 
UTLEY, E E Carolina Power ft Light Co 2pp. 17145.339 24X 

Fiche 30-261, 03/02/10, 8302 130013 


— 030215001 0 Notice of violation from insp on 621111-1210 

* Division of Project ft Resident Programs 83/01/07. 2pp 
17145 341 24X Fiche; 50-261, 83/02/10, 63021 50D13. 


—0302150022 IE Insp Rept 90-261/82-41 on D21 11 1-1210 Noncomp 1 i one * 
noted 1 fai 1 ure to take adequate corrective action re freeze 
protection ft failure to establish' chemistry procedures 
WEI6E, 8 t BEMI0.P Division of Project ft Resident Programs. 
83/01/09 11pp. 17149 343. 24X F 1 che 4 90-261 . 63/02/10, 63021900 


0302150079 Ack receipt of 830121 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-261/02-37 
LEW10, R. C Division of Project ft Resident Programs 03/02/10, 
UTLEY, E. E Carolina Power ft Light Co ip, 17147.207. 24JK 
Fiche 50-261, 03/02/10, 8302150077. 


— 83021 50093 Responds fee NRC 621323 ltr re violations noted in IE 
Insp Rept 90-261/02-37. Corrective actions : valve D0-A8-10 
closed w/op orating work procedures to be revised by 030430 
ft low pressure alarm on backup nitrogen sys installed 
STARKEY, R B Carolina Rower ft Light Co. 03/01/21, O'REILLViJ. 
Region 2, Office of Director. 4pp 17147:290. 24X 

Fie he: 50-261,83/02/10, 0302130079. 


—0302150109 Forwards IE Insp Rept 50-261/82-37 Oft 821011-1110 ft not 
of violation ft deviation. 

LFWI8,R.c Division of Project ft Resident Program* 02/12/83. 
UTLEY, E. E Carolina Power ft Light Co 2pp. 17147 294. 24X 

Fiche* 80-26 i , 03/02/10, 0302180079. 


—03021501 13 Notice of violation from insp on 82101I-IUQ. 

# Division of Project ft Resident Programs. 62/12/23. Ip. 
17147:296 24X Fiche' 50-26 1 , 83/02/ 10, 0302180079. 
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— 8302190119 Notice of deviation from insp or* 92101 1-11 10 

* Division of Project fc Resident Programs B2/12/23 Ip 
17147 399 24 X Fiche &0-261 . 83/02/10, B3021S0079 


— 0302150129 IE Insp Rapt 90-261/02-37 on B21 011-11 ID Noncamp 1 i anc e 
noted failure to rept auxiliary feedwater flow indication, 
inadequate equipment control fc failure to install low 
pressure alarm 

WE1SE, S . BEM19.P Division of Project fc Resident Programs 

02/1 ?/ I S 12pp 17147 299 24X Flcli* 50-26 1 1 83/02/ 10, 03021 30079 


B2 1 2060363 IE Info Notice 93-04* “Failure of Eima Power Supply Unit* M 
Svc list end 

JORDAN- E L Division of Emergency Preparedness fc Engineering 
Response <Poit 9301031 93/02/19 Consolidated Edison Co of New 

Vorki Inc 1 lOpp 17347 191 24* Fiche 50-000-93/02/19,9212060363 


021 206036 5* I E Info Notice 93-05* “Obtaining Approval for Disposing of 
Very Low Level Raduaste - 10CFR20 302 ■ Svc last end 
JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 0301031 83/02/24 Consolidated Edison Co of Mew 

York, Inc 1 Upp 17347 OSS 24X Fiche 50-000, 83/02/24. B2L 2060363 


0212060366 IE Info Notice 83-06, "Non i d ent l ca 1 Replacement Parts " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103J B3/0Z/24 Consolidated Edison Co of New 

York, Inc !12pp 17361 14B 24X Fiche 30-000, 93/02/24, B21 5060366 


R Periodic operating reports 4 related correspondence 


8302170065 Forward* monthly operating rept For Jan 1903 

STARKEY* R 0 Carolina Power 4 Light Co 93/02/09 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement Jp 
17102 317 24X Fiche 30-261* 93/02/09, B3021 70063 


— 9302170070 Monthly operating rept for Jan 1903 

NORRIS, H R Carolina Power L Light Co 03/02/02 3pp. 
17102 31 B 24X Fiche 50-261,83/02/09,0302170063 


B Reportable occurrences, LERs 4 related correspondence 


1302010319 RO on 821220, reactor trip circuit breaker A failed to trip 
when trip signal initiated Caused by sticking undervo 1 tag«? 
relay Relay replaced Contacts cleaned 

STARKEY, R B Caroline Power fc Light Co B3/01/1? 0 'REILLY , J P 

Region 2, Office of Director 2pp 16973 OBO 24X 
Fiche 30-26L, 63/01/19, 9302010319. 


02150677 Forwards u pda tad LER 81-D27/03X-1 

STARKEY* R 3 Carolina Power 4 Light Co 03/02/00 O'REILLY. J P 
Region 2, Office of Director lp 17134 1 IB 24X 
FUtie 50-261,83/02/09,8302130477 


-6302 L 50683 Updated LER BI-027/Q3X-1 on 011li5*RHR pump A declared 
Inoperable due to 4 gpm leak resulting from pump shaft seal 
fal lure Caused by incorrect seal matl.RHR pump A repaired u/ 
correct seals 

CO'frH T Carolina Power 4 Light Co 03/02/09 Region 2, Office 
of Director. 3pp 17154 119. 24X Fiche 50-261.63/02/08, 

B302 150677 


9302280217 Forward* LER 03-001 /01L-0 

STARKEY, R B Carolina Power 4 Light Co 93/02/21 O'REILLY* J.P 
Region 2. Office of Director lp 17305 254 24X 

1 c h e * 5 0-26 1 * 83/02/2 1 , 8302200217 


5302290222 LER 03-OO1/OIL-O an 830107* HVH-3 would not automatically 
restart on safety injection signal concurrent w/statlon 
blackout event w/lou flow alarm signal present Annunciator 
procedure* revised Mod for permanent repairs developed 
COX. H r Carolina Power 4 Light Cq 03/02/21 Region 2* Office 
of Director. 3pp 17305 255 24X Fiche 50-261*83/02/21, 

8302200217 


Operator Examinations 


3301310203 Generic Ltr 93-06 to a 1 1 power rea-cto-r 1 icenseei, app 1 icants 
for CLsiNSa vendors, reactor vendor* 4 AE re certificates 
6 revised format for reactor operator 4 senior reactor 
operator licenses Svc list end 

EISEMHUT, D 0 Division of Licensing. 83/01/31 Consolidated 
Edison Co of Mew York, Inc 14pp 17347; 177 24X 

Fiche 50-000.63/01/31,8301310203 


DOCKE1 50-263 MON FI CELLO NUCLEAR GENERATING PLANT 


F Security, medical* emergency b fire protection plans 


8302040207 Forwards 5ER 50-263/62-17 supporting Jul 1982 emergency 
plan Plan meets stds of 10CFR50 47(6) 4 App E to 10CFR90 
HIND* J A Division of Emergency Preparedness 4 Operational Support 

03/01/20 LAR&QNrC E Northern States Power Co 2pp 17021 334 

24X Fiche 50-243,03/01/20,9302040207 


— 9302040212 SER 50-263/82-17 supporting Jul 1982 emergency plan 

PATTERSON, J P < SMITH, M J , AXELSON, W L Division of Emergency 
Preparedness 4, Operational Support 83/01/14 29pp 17021 336 
24 X Fiche 50-263,83/01/20,0302040207 


93020300*12 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rule* and Records 03/01/26 Document 
Management Branch Ip 17041 094 24X Fiche 50-000,83/01/26, 

9302030012 


— 9302030010 Forwards public version of revised emergency plan 
implementing procedures, including Procedures EPIP 1 1 3 re 
startup operation or emergency offsite facility 6 EPIP 1 1 6 
re emergency orga n i i a fc i on shift turnover 

WARD, E C Northern State* Power Co 83/01/20 Region 3. Office 

of Director lp 17041 095 24/ Fiche 50-000,03/01/26, 

8302030012 


- -9302030023 Public version of revised emergency plan implementing 
procedures, including Procedures EPIP 1 i 5 re startup 
operation of emergency offsite facility fc EPIP 1 l 6 re 
emergency oryaniiation shift turnover 

HUDSON, G , WARD.e Northern States Power Co 03/01/20 46pp 
17041 096 24X Fiche 50-000, 83/01 /26, B3020300 1 2 


9302030025 Releases public version of revised emergency response plan, 
Implementing procedures 

FELTON, J W Division of Rules and Records 03/01/26 Document 
Management Branch lp 17041 004 24X Fiche 50-263,83/01/26, 

030203002 5 


— 0302030030 Forwards public version of revised emergency response plan 
implementing procedures, inc luding Procedures A 2-420 re 
containment atmosphere radioc hemica 1 analysis fc A 2-404 re 
airborne iodine sampling fc analysis Revised index end 
HARD. E C Northern States Power Co 83/01/10 Region 3* Office 
of Director 6pp 17041 005 24X Fiche 50-263,03/01/26, 

8302030025 


— 0307030036 Public version of revised emergency response plan 
implementing proc edures, including Procedures A 2-420 re 
containment atmosphere radiochemical analysl* fc A 2-404 re 
airborne Iodine sampling fc analysis 

FEY, F L Northern States Power Co 83/01/06 49pp 1704 1 Oil 
24X Fiche 50-263,83/01/26,0302030023 


B301210340 Generic Lfcr 03-04 to all licensees of operating reactors, 
applicants for OL fc holders of CPs re regional workshop 
concerning Suppl 1 , NUREQ-0737, “'Requirements for Emergency 
Response Capability *' Svc llst pncl 

EISEHMUT* D G. Division of Licensing 83/02/01 Consolidated 

Edison Co of New York, Inc Upp 17221 226 24X 

Fiche 50-000* 83/02/01,8301210340 


B30217010B Informs that 921210 request re change* to security 
plan accep tab ie 

VASSALLQ- D B Operating Reactors Branch 2 03/02/07 MUSOLF, D M 

Northern States Power Co lp. 17191 105 24X Fiche 50-263. 

03/02/07* 0302 1 70103 


9302150502 Suppls 820630 ltr re request for exemption from scheduler 
requirements per 10CFR50 40, App R Extensive Improvements in 
fire protection features made Mods detailed 

MUSOLF.D Northern States Power Co 83/02/00 Office of Nuclear 
Reactor Regulation, Director 0pp 17153 298 24X 

FUfie 50-263*93/02/08,8302150502 


J Insurance fc indemnity information 


9302150548 Forwards Endorsements 64,33 fc 46 to NELIA Policies NF-174. 
NF-197 fc MAELU Policies MF-51 fc MF-68* respe c t lvo 1 y 
Endorsements 1,2 fc 3 to Certificates N-17, M-17, N-36, M-36, 

N-37 fc 11-37 also end 

JOHNSON*!? O Northern States Power Co 83/02/07 DINITZ, I. 
Antitrust fc Economic analysl* Branch (Utility Finance) 5?pp 
17156.152 2 4X Fiche 50-000,03/02/07,8302150548 
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0302150620 Requ es fcs review of govt indemnity agreements for Licenses 
DPR_42r DPR~60 6 DPR-22 re refund due for uneipired term 
JOHNSON. R 0 Northern States Power Co 03/02/07 DINITZ*! 
Antitrust 6 Economic analysis Branch (Utility Finance) lp 
17151 306 24X Fiche 50-000, 93/02/07* 03021 50620 


p Operating license stage documents £ corre 5 p ond enc e> 


0208060366 Board Not i # 1 t.a t i on S2-70 notifies of differing prof opinion 
re sensitisation of BWR stainless steel weldments 

EISENHUTi D G Division of licensing 02/07/20 PALLADIN0. N J 
Commissioners 4pp 17043 001 34% Fiche 30-000, 82/07/20, 

0208060366 


8302040513 Forwards revised '‘Process Control Program for Waste 
Sol idi f leotion " Affidavit for withholding end Program 
withheld (ref 10CFR2 7 90) 

HUSOUF* 0 Northern States Power Co 83/01/27 Office of Nuclear 

Reactor Regulation, Director lp 17014 001 24X 

Fiche 50-263,03/01/27,8302040913 


0302030009 Generic Ltr 03-00 to ill Hart I containment licensees re 
mod of vacuum breakers on Nark I containment Requests 
commitment to submit results of plant-unique calculations 
which formed bases for mod Qvc list end 

EfSENHUT, D 0 Division of Licensing 03/02/02 General Public 

Utilities - GPU Service Corp 5pp 17074 006 24X 

Fiche 50-000, 83/02/02, 0302030009 


0302170072 Advises that 820726 & 930127 process control; program 
acceptable w/commi tment to revise Paragraph 2 8 I re 
sampling requirements as listed 

VASSALLO* D D Operating Reactors Branch 2 03/02/00 ffUaOLF* D n 

Northern State* Power Co 2pp 17191 076 24X 

Fiche 50 -263 * 83 /02/08* 6302 1 70072 


0302170120 Requests remittance of fee for NRC review of 810706 
application for Amend to License DPR-22, approving repair t® 
r ec insulation sys piping &< authorizing resumption of power 
under certain, conditions 

MILIER.W Q License Fee Management Branch 83/02/09. MUSOLF, 0 M 
Northern States Power Co lp 17191 119 24K Fiche 50-263* 

03/02/09. 0302170128 


G302180I39 Forward * application for amend to License DPR-22, champ infl 
Tech Specs to add new limiting conditions for operation b 
surveillance requirements for setpoints & turbine bypaii 
valve on high reactor water level 1 ns trumen fca Hon 

MUSQLF, D Northern States Power Co 83/02/15 Office of Nude* 

Reactor Regulation, Director lp 17216* 1 40 24X 

Fiche 50-263,83/02/13,0302100139 


— 0302180143 Application for amend to License DPR-22» chang infl Tech Bp 
to add new limiting conditions for operation & stirvei 1 lance 
requirements for setpoint* & turbine bypass valve on high 
reactor water level Instrumentation 

MUSOLF* D Northern State* Power Co 03/02/15 Ip 17216 141 
24X Fiche 50-263,03/02/15,8302180139 


8302 1 50491 Forwards addl info re NUREG-0737* I terns IA21bIID4r& 
upgraded reactor operator b senior reactor operator & 
mitigating core damage training prog rams, r e »p ec t i ve 1 y 

MUSQLF » D Northern States Power Co 83/02/06 Office of Nuclear 

Reactor Regulation* Director 3pp 17136 313 24X 

Fiche 50-263*03/02/06,8302130491 


83021 5049 1 Forwards addl info re NUREG-0737, 1 terns I A 2 I & U D4re 
upgraded reac tor operator 6 senior reactor operator 6 
mitigating core damage training programs, respectively 

MUSQLF, D Northern States Power Co 03/02/06 Office of Nuclear 

Reactor Regulation* Director 3pp 17156 315 24X 

Fiche 50-243, 03/02/06*6302150491 


--03O210O14* Proposed Tec h Specs re limiting conditions for operation 
surveillance requirements for setpoints & turbine bypass 
valve on high reactor water level 1 netrumen tati on. 
a Northern State* Power Co 03/02/15 24pp 17216 142 24X 

Fiche 30-263, 03/02/15* 0302100139 


0302240296 Forwards check to complete fee payment for 821210 amend to 
License DPR-22 re recirculation sys loakaga,p*r NRC 830209 
1 tr 

MUSQLF, D Northern 0tat*s Power Co 83/02/15 MILLER, U 0 Llceni 
Feo Management Branch, 2pp 17274,077 24X Rich e , 50-263, 03/02/1 3* 

8302240296 


8302130505 Respond* to 030105 request for add! info re increased 
allowable deviation for main steam line area temp switch 
setpoint Since entire steam tunnel reaches 212 F for small 
bFeak,200F setpoint provide* adequate protection 

MUSOLFjD Northern States Power Co 03/02/07 Office of Nuc 1 ear 

Reactor Regulation* Director 2pp 17157 140 24X 

Fiche 30-263*03/02/07,8302130505 


0302080295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL V holder* of CP for C-E P NR* re review of 
C-E Owners Oroup emergency procedures guideline program Svc 
list end 

EISENHJT* D G Division of Licensing 83/02/03 Con soli da t od 

Edison Co of New York, Inc 1 Ipp 17290’ 247 24X 

Fiche 50-000, 03/02/08* 0302000295 


9302080351 Generic Ltr 83-05 to QWft licensees of operating reactors 
(accept LAC8WR ), applicants for OL 6 holders of CP re SER of 
"'Emergency Procedure Guidot ines. Rev 2» " NEDO-24934, June 
1982 Guidelines acceptable Svc list end 

ElSENJ-iUr* D Q Division of Licensing 83/02/08 Commonwealth 

Edison Co 6pp 17234 245 24X Fiche 50-000,03/02/00*0302000301, 


0 Inspection reports* IE Bulletins fc correspondence 


□302040039 Addl response to FOIA request far 12 categories of document 
r* facilities Personal Info deleted from documents r* util/ 
contractor employee allegations concerning QA deficiency 
Forward* App A documents Document 3i available in PDR 
FELTON, J M Division of Rules and Records 82/12/30 HIATT , 0 L 
Ohio Cltiiens fur Responsible Energy, 3pp 17045 144 24X 

Fiche 50-000,02/12/30*0302040039 


— 0302040332 Forwards 1981 comparison data for operating & const plant 
consisting of total numbers of noncompliance i tarns, rep t* 
issued* insp hours* sever i tij 1 • veil, po i nts St hours per rept & 
i tern 

8UCHARSKI , L , Region 3* Office of Director 02/07/00 

KEPPLCrt*J 0 Region 3, Office of Director 13pp 17049 281, »4 

Fiche 30 00 0,82/12/30,0302040039 


0302040207 Forward* SER 50-263/82-17 supporting 
plan Plan meets sttfa of I0CFR50 47<b) h App £ 
HIND* J A Division of Emergency Preparedness 

Q3/0I/20 LARSDN*C E Northern States Power 

24 X Fiche 30-263* B 3/0 1 / 20, 83020 40207 


Jul 1762 emergency 
to 10CFRS0, 

fc Operational Support 
Co 2pp, 1702 1.334, 


9302080304 Generic Ltr 03-11 to all operating reactor licensees re 
licensee qual i f ication for performing safety analysis in 
support ot licensing ac ti on*. Ab i 1 ity to use code must be 
demonstrated by vendor or licensee Svc list end 

EISENHUT* D 0 Division of Licensing B3/O2/O0 Consolidated 

Edison Co of Neu York, Inc 9pp 17234 234 24X 

Fiche 50-000, 03/02/00, 0302000 3 04 


93-02090035 Generic Ltr 83- 1 OD to all licensees w/We * t in gbo use designed 
NDSS (except Yankee Atomic Electric Co) re resolution of 
TMI Action Item II K 3 5. "Automatic Trip of Reactor Coolant 
Purps “ Svc list end 

EfSENH’JT, D G Division of Licensing 83/02/09 Southern 
California Edison Co 3lpp 17290 262 24X Fiche 50-000*03/02/00* 

0302090005 


9302150369 Reaffirms that facility can continue safe operation during 
resolution of environ qualification deficiencies for 
Category I 6 4, 1 1. a equipment items Equipment will function 
as required during accident conditions 

MU3QLF* D Northern State* Power Co 83/02/08 Office of Nuclear 

Reactor Regulation* Director 2pp 17157 277 24X 

Fiche 50-263* 03/02/00, 83021 50369 


--03O2O4O212 SER 50-263/02-17 supporting Jul 1702 emergency plan. 
PATTERSON, J. P , 8MI7H, ft J * AXEL0ON, W.L Division of Emergency 
Preparedness U Operational Support. 63/01/14, 28pp 17021’ 336. 
24X Fiche 50-263*83/01/20,0302040207 


8302040399 Forward* IE In«p Repfc 50-263/02-16 on 021213-17 No 
nonconp 1 lance noted 

LITTLE* W 8 Division of Engineering 03/01/21. LARBON* C. £ 
Northern States Power Ce 2pp 17019.038. 24X 

Fiche 90-263* 03/01/21, 8302040399 


— 8302040360 IE I n«f> Rept 50-263/02-16 on 021213-17, No no ncomp Italic « 
noted Major areas Inspected licensee action on previous 
1 terns , 1 ic enstrf St nonllcensed employee tr a ini ng* surve i II and# * 
callbriGA U licensed employee r equa 1 1 f icatl on training 
FARRELL, R. E * PESCRELr J M * HAWKINS, F C Division of Engirt ear inff. 
03/01/17 Upp 17019-040 24X Fiche 50-263,03/01/21,0302040399. 


0212060390 re Info Notice 83-Oi, "'flay Miller, Inc “ Svc list enc l 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response fPoit 830103) 83/01/26 Consolidated Edison Co. of New 

York* Inc UOpp 17023 160 24X Fiche 50-000, 03/01/26* 031 2060330 
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8302150321 Forward* IE Insp Rapt 50-263/62-14 on 921005-1209 No 
no n c onp 1 1 and noted 

L1TILE, W 3 Division of Engineering 83/01/26 -GILBERTS, D. E 
Northern Bt«t»* Power Co 2pp 17156 224 24X 

Fiche 30-263,83/01/26,8302150521 


— 9302150532 IE In«p Rspt 50-263/82-14 on 921005-1209 No noncampliarce 
noted Major area* Inspected insarvlc* in* p activities. 

Including program L procedure review, observation of 
activities 4c review of exam documentation 

KEY, W, J « WARD- K D » DANIELSON. D H Region 3, Office of Director 
83/01/21 1 6pp 17156 226 24X Fiche 50-263*93/01/26.8302130521 


5212060360 IE Info Notice 93-02, "Limitorque HOBC, HI BC. HSBC & H3DC 
Otarhead* Svc list end 

JORDAN, E L r Division of Emergency Pr eparednes* & Engineering 
Response <Pos t 930103) 93/01/28 Consolidated Edison Co. of New 

York. Inc. 109pp. 17144 001 24X Fiche 50-000,93/01/29,9212060360 


6212060361 fE Info Notice 83-03, “Calibr of Liquid Level Instruments " 
flvc list end, 

JORDAN, E> L Division of Emergency Preparedness & Engineering 
Response (Past 030103). 03/01/25 Consolidated Edison Co of New 

Yort, Inc tlOpp 17074 095 24X Fi che: 50-000, 83/01 /S8, 82 1 2060361 


0302030303 Advlies of 030207 open forum £n Chicago, IL re recent rev to 
10CFR30 54 It 50 55 IE will conduct formal presentation 
followed by question & answer session Requests that 
participation be limited to three people 

SPES8ARD..R L. Division of Engineering 03/01/29 Commonwealth 
Edison CO 2pp. 17009 197 24X Fl ch# 50-000, B3/01 /2fl, 8302030303 


0302090274 Notifies of 03OZI9 enforcement conference In OUnn Ellyn, IL 
to discuss breach of primary containment for 13-day period 
In Dec 1902 

NOR EL I US, C E Division of Project 4, Resident Programs. 83/02/03 
LARSON, C. E Northern States Power Co Ip 17056.345. 24X 

Fiche: 30-263, 93/02/03, 0302080274 


8302190263 Advises tha no Bunkrr-Ramo electrical penetration* installed 
or planned to be installed at facility, In response to IE 
Bulletin 82-04 

LARSON, C , E Northern States Power Co 83/02/11 KEFPL.ER.JG 
Region 3, Office of Director. Ip. 17215:259 24X 

Fiche 30-263,93/02/11,8302190265 


9212060363 IE Info Notice 93-04, "Failure of Elm* Power Supply Units " 
Eve list and 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response {Post 930103) 03/02/19. Consolidated Edison Co of New 

York, Inc 1 tOpp 17347,191 24X FI che 50-000, 83/02/ 18, 8212060363 


8212060365 IE Info Notice 93-05, "Obtaining Approval for Disposing of 
Very Lou Level Raduaste - 10CFR20.302, « Svc list end 
JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post 830103) 83/02/24. Consolidated Edison Cu of New 

Yorlt, Inc tllpp 17347 059 24X Fi ch* . 50-000, 83/02/24, 82 1 2060365 


8212060366 IE Info Notice 03-06, "Non i dent i ca 1 Replacement Parts 11 
Svc list end 

JORDAN, E L. Division of Emergency Preparedness U Engineering 
Response <Poit 830103) 93/02/24 Consolidated Edison Co of New 

York* Inc 112pp. 17361: 148 24X Fiche 50-000, 93/02/24. 9212060366 


V Operator Examination i 


6301310203 Generic Ltr 93-06 to all power reactor 1 ic ens ees, a pp li cants 
for OL*,NB9 vendors, reactor vendors L AE re certificate* 

4 revised format for reactor operator & senior reactor 
opeiator Ucenses Svc List end 

EieENHJTrD.C. Division of Licensing B3/01/31 Consolidated 

Edison Co of New York, Inc. I4pp, 17347 177 24X 

Fiche 50-000, 83/0 1 /3 1 , 830 1 3 10203 


/OCKET 50-264 DON CHEMICAL CO 


F. Security, medical, emergency U fir# protection plans 


0302020422 Releases public version of Emergency Plan 

FELTON, J M. Division of Rules and Record* 93/01/27. Document 
Management Branch. Ip 1694?, 321 »4X Fiche 50-264, 83 / 01 / 27 , 

S302020422. 


8302020426 Fprwards public version of Emergency Plam orio inal ly 
submitted In Oct 1932 

KOCHER, C. W, Dow Chemical Co. 03/01/10 Office of Nuclear 
Reactor Regulation, Director. ip, 16999:322 24X 

Fiche, 50-264, 83/0 ! /27, 6 302020422 


— 030^020432 Public version of Emergency Plan, originally submitted in 
Oct 1982 

4 Dow Chemical Co 82/09/09 20pp 16999 323 24X 

Fiche 30-26 4,83/01/27,830202 0 4 22 


DOCKET 50-265 QUAD-CITIES STATION, UNIT 2 


F Security, medical, emergency 6 fire protection plans 


8302040033 Releases public version of revised emergency plan 
implementing procedures 

FEl TON, J M Division of Rules and Records 83/01/27 Document 
Management Branch lp 17043 230 24X Fiche 50-000,03/01/27, 

8302040033 


— B302040037 Forwards public version of revised Emergency Plan 
Implementing Procedures ED-29 re meteorological maint 
programs 1/ ED-25 re computer codes for access to 0DC8 
programs 

PA J0W3KI , J E Commonwealth Edison Co 03/01/07 DENTON, H R NflC 

- No Detailed Affiliation Oiven lp 17043 231 24X 

Fiche 30-000,93/01/27,0302040033 


— 8302040048 Public version of revised Emergency Plan Implementing 
Procedures ED-29 to me t eoro 1 og i ca I maint programs L ED-25 
rs computer code* for access to ODCS programs Revised 
index end 

LITERSKI/L A Commonwealth Edison Co 83/01/06 lipp 
17043 232 24 X Fiche 50-000,83/01/27,8302040033 


8302040205 Release* public version of revised emergency plan 
implementing procedures 

FELTON.J M Division of Rules and Record* 93/01/31 Document 

Management Branch lp 17043 349 24X Fiche 50-254,83/01/31, 

8302040205 


—8302040214 Forwards public version of Rev 9 to Emergency Plan 
Inp lamenting Procedures GEP 440-0, "Communications Bys" It 
OEF 440-1, "Emergency Communication Facilities " 

* Commonwealth Edison Co 83/01/19 DENTON, H R NRC - No 
Detailed Affiliation Given Ip 17043 350 24X 

Fiche 50-254, 93/01/31, 0302040203 


— 0302040220 Public version of Rev 9 to Emergency Plan Implementing 
Procedure* GEP 440’0. "Comnun I cat! ons Sys" t/ GEP 440-1, 
"fcmergency Communication Facilities " 

* Comnonwealth Edison Co 83/01/19 Bp p 17043 351 24X 

Fiche 30-294,93/01/31,8302040205 


0301210340 Oeneric Ltr 63-04 to all licensee* of operating reactors, 
applicant* for QL 6 holder* of CPs re regional workshop 
concerning Suppl i, NJ9E0-O737, "Requirements for Emergency 
Rasp-anse Capability * l Svc list end 

EIBEI4NUT»D 0 Division of Licensing 83/02/01 Consolidated 
Edison Ca of New York, Inc Upp 17221 226 24X 

Fiche. 30-000, 83/02/01, 8301210340 


8302080363 Releases public version of revised emergency plan 
imp 1 #nent inj procedure 

FELTON, J M Division of Rule* and Record* 03/02/02 Document 
Management Branch Ip 17107 139 24X Fiche 50-234,83/02/02, 

0302090365. 


— 0302000360 Forward* public version of Rev 9 to Emergency Plan 
Inp lamenting Procedure QEP 360-2, "Plant Evacuation ^ 
Assembly " Revised index end 

* Commonweal th Edison Co. 03/01/21 DENTON, H R NRC - No 
Detailed Affiliation Oiven 2pp 17107’ 140. 24X 

Fiche 50-254, 83/02/02, 0302080365 


— -03O? , O8O372 Public v#r*ion of Rev 9 to Emergency Plan Implementing 
Procedure QEP 360-2, "Plant Evacuation U Assembly * 

* Commonwealth Edison Co 83/01/21 2pp. 17107 142 24X 

Fiche 50-254,83/02/02,9302000365 


83020B0316 Respond* to 821209 ltr re incident response plan & 820917 
training session No n*w requirements requested for emergency 
response facility Minor changes suggested as result of 
meeting exercise NURE0-0696 & SECY-82-1 11B guidelines valid 
KEPPLER, J G Region 3, Office of Director. 03/02/04 REED, C 
Commonwealth Edison Co 4pp. 17056 290 24X Fiche 50-000,03/02/04, 

8302000316 


— 8302080323 Objects to 620917 meeting requests to modify emergency 
response f*c i 1 ItUs, Requests contradictory to NRC directive 
for simplification 

REEDrC Commonwealth Edison Co 02/12/09 KEPPLER, J. 0 Region 
3, Office of Director 3pj> 17086 2?4 24X Fiche 50-000, 

03/02/04,8302080316 
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6302100102 Releases public version of revised corporate command ctr 
generating station emergency plan implementing procedure 
PEL TO‘Jf J M Division of Rules and Records 83/02/15 Document 
Management Branch lp 17223 210 24X Fiche 50-000,03/02/15, 

0302130102 


— 8302100126 Forwards public version of Rev 2 to Corporate Command Ctr 
Generating Station Emergency Plan Implementing Procedure 
EOF-2, "Technical Support Manager M 

MOORE, R D Commonwealth Edison Co 63/01/03 DENTON, H ft NRC - 
No Detailed Affiliation Given lp 17223 219 24X 

Fiche 50- COO, 83/02/1 5, 8302 1 BO 1 02 


— 6302100156 Public version of Rev 2 to Corporate Command Ctr Generating 
Station Eiergency Plan Implementing Procedure EOF-2, 

“Technical Support Manager n 

NELLIS, C A Commonweal th Edison Co 03/02/02 60pp 17223 220 
24 X Fiche 50-000,03/02/15,0302100102 


0302250349 Advises that R Lickus will contact util for site visits to 
review proposed emergency notification sys & health physic* 
network locations at technical support ctrs & emergency 
operating fac 1 1 i ti es, per util 030120 request 

PAPE Rt ELL 0 j C J Division of Emergency Preparedness & Operational 
Support 03/02/10 REED, C Commonwealth Edison Co 2pp 
17291 072 24 < Fiche 50-000,03/02/10,6302250349 


— 630^250361 Requests approval & acquisition of necessary equipment to 
activate proposed locations for emergency notification sys 8* 
health physics network phones within technical support ctrs 
8. emergency operating facilities Lists of locations end 
SWARTZ# E D Commonwealth Edison Co 03/01/28 KEPPLER, J 0 
Region 3, Office of Director 4pp 17291 074 24X 

Fiche 50 000, 03/02/18, 0302290349 


P Operating license stage documents L correspondence 


0902170019 Forwards documentation supporting justification for 
continued operation of operating reactors in response to 
questions raised at 830106 meeting re environ qual i f i cation 
of electrical equipment 

EI8ENH0T, D 0 Division of Licensing 03/01/18 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp 17196 091 24X 

Fiche SO-OGO, 83/01/10, 0302170019, 


— B302I70096 Package of six comments indicating adequate or inadequate 
just i f i cati on for continued operation re environ 
qual i t i cati on of electrical equipment 

HANNON, J 14 NRG - No Detailed Affiliation Given 82/01/27 
VARQA,3 NRC - No Da tailed Affiliation Given 10pp 17196 225 
24< Fiche 50-000,83/01/10,0302170019 


— B302170129 Forwardi tabulation of Group 2 !< 3 plants showing dated by 
which technical evaluation rapt* are expected to be 
•completed Request* just i f icat ion for continued operation of 
each group by 021000 U 1 5, respective ly, 

E1BEMHUT, D G Division of Licensing 02/09/24 KIRAQLIA, F 
Assistant Director for Safety Assessment, 4pp. 17196 , 265 24X 

Fiche 50-000,03/01/18,0302170019 


— 0302170262 Concludes that bated on licensee 820603 submittal, continued 
operation until completion of environ qua 1 if icat I on program 
will not present undue risk to public health & safety 
8FVAM, R B Operating Reactors Branch 2 02/10/20 EIBENHUT, D G 

Division of Licensing 2pp 17197 030 24X Fiche 1 50-000, 

83/01/10, 8302170019 


0302010294 Advises of detailed evaluation of Technical Evaluation 
Repti attached to 8ERt re saf ety-rela ted equipment, to 
determine nonproprietary nature of info Info will be 
withheld until 030215 resolution. 

RAUSCH, T J Commonwealth Edidon Co 03/01/25 DENTON, H ft Office 
of Nuclear Reactor Regulation# Director lp 16973 114. 24X 

Fiche 50-234, 03/01/25, 8302010294 


0302010429 Forwards "Dresden 2 It 3 k Quad Cities 1 ti 2 Nuclear Power 
Plants Dryuelf Temp Analysis 11 Analysis fulfills NRC request 
for info re equipment qua 1 i f J ca ti on temp profiles inside 
contal nrtient 

RAUSCH, r J Commonwealth Edison Co 03/01/25. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director 2pp 16974.100 24X 

Fiche 50-000, 03/01/25, 0302010429 


— 8302010434 "Dresden 2 tt 3 it Quad Cities l U 2 Nuclear Power Plant 
Drywell Temp Analysis," 

HOANG, H X General Electric Co N8EO-02-O602 02/11/30. 13pp 

16974.102 24X Fiche 50-000,83/01/25,0302010489 


0302080303 Application to amend License DPR-30, increasing by 10X 
aliouable Linear heat generation rate limit fur barrier 
fuel assemblies scheduled to undergo control rod withdrawal 
ramp test in late F«6 1983 

RAUSCH, T J Commonwealth Edison Co B3/01 /27 DENTON, H ft Office 
of Nuclear Reactor Regulation, Director. 6pp 17056 046 24X 

Fiche 50-265,63/01/27,8302080303 


8302070274 Suppl* 821019 ltr re justification for continued operation 
for SCAM resistance temp detectors in reactor water cleanup 
rooms, per 621229 4< 630118 8ER« fgr environ qualification of 
electrical equipment program 

RAUSCH# T J Commonwealth Edison Co 83/02/01 DENTON, H R Office 
of Nuclear Reactor Regulation, Director iOpp, 17031 116 24X 

Fiche 50-000,83/02/01,8302070274 


8302030099 Generic Ltr 83-08 to all Mark I containment licensees re 
mod of vacuum breakers on Mark I containment Requests 
commitment to submit results of plant-unique calculations 
which formed bases far mod, 8vc list end 

EIQEHHUT, D O Division af Licensing 83/02/02 General Public 
Utilities - OPU Service Corp 3pp 17074: 086 24X 

F 1 c h a 50-000, 03/02/02, 8302030089 


03O21OO=>24 Forwards descrip tion, bas is * justification for each setpoint 
chosen for reactor protection sys power monitoring sy»,per 
020723 ltr Proposed Tech Spec* will be submitted by 030415, 

RAUSCH, T J Commonwealth Edison Co 03/02/04, DENTON, HR, Office 
of Nuclear Reactor Regulation, Director I4pp 17115 116. 24X 

Fiche 50-000,83/02/04,0302100224 


0302090295 Generic Ltr 03-09 to all operating reactor licensees, 
applicant* for OL * holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

EIBENHUT, D G Division of Licensing 63/02/00 Consolidated 
Edison Co of New Vork, Inc Ilpp 17290 247 24X 

Fiche 90-000,83/02/00,0302090295 


0302080301 Generic Ltr 03-05 to BNR licensees of operating reactors 
(except LACOWR)# applicants for OL U holders of CP re SER of 
"Emergency Procedure Guldel ines, Rev 2," NED 0-24934# June 
1902 Guidelines acceptable Eve lift end 

EISENHUT, D 0 Division of Licensing 03/02/00, Commonwealth 
Edison Co 6pp. 17234 245 24X Fiche 50-000, 03/02/00, 8302000301. 


0302000304 Generic Ltr 83-11 to all operating reactor licensees re 
licensee qual i f tcation for performing safety analysis in 
support of licensing action* Ability to use code must be 
demonstrated by vendor or licensee Svc list end. 

E I8ENHUT , D 0 Division of Licensing. 03/02/08 Consolidated 
Edison Co of New York# Inc 9pp 17204 234 24X 

Fiche 1 50-000, 03/02/09, 8302000304 


0302220330 Discusses schedule for util response re environ 
quallf Icati on of electrical equipment proprietary info. 

Manufacturers contacted on timely response Status of final 
reporting will be provided by 030513 

ft YBAK, B Commonwealth Edison Co 03/02/14 DENTON# H R Office of 

Nuclear Reactor Regulation, Director lp, 17230 071, 24X 

Fiche 30-000, 03/02/14,0302220330 


0302250293 Forwards "Iniervlce Imp It Testing Program, Second 10-Yr 
Program, Quad Cities Nuclear Power Station Units 1 U 2, ■' per 
Section XI of ASHE Boiler L Pressure Vessel Code, I960 
Edition# including Winter 1980 addenda 

RAVBCHrT J Commonwealth Edison Co 03/02/17, DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp, 17295 310, 24X 

Fiche 50-254,83/02/17,0302250293 


— 0302250308 *' Inservice Insp V Testing Program# Second 10-Yr Program# Quad 
Cities Nuclear Power Station Unit* 1 U 2 11 

* Commonwealth Edison Co 02/00/18 233pp 17295- 312. 24X 

Fiche 50-254,03/02/17,0302250293. 


8302250255 Forwards Suppl 9 to Rev 1 of Joseph Oat Corp "Licensing Rapt 
an High Density Spent Fuel Racks for Quad Cities Unit 
1 ti 2 " Changes include reduction in number of storage cells 
to be Installed 6 rev to spacing arrangement 

RYBAK, B Commonwealth Edison Co 83/02/IB. DENTON, H R. Officeof 
Nuclear Reactor Regulation# Director. 17pp 17292*130 24X 

Fiche 1 50-254, 03/02/10,8302250255 


0302200152 Advises that review of 830121 final rule on environ 
qual if {cation of saf ety-related electrical equipment 
Incomp lete. De termination whether to reaffirm or withdraw 
hearing request will be provided by 030324. 

BTGPTOErP P Isham. Lincoln V Beale 63/02/23 EI8ENHUT# D. 0 
Division of Licensing lp, 17306*076 24 X Fiche 50-000,83/02/23, 

0302200132 
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G Inspection Teportii IE Bulletins ft correspondence 


9302040039 Add! respo ns* to FOIA request for 12 categories of documents 
re facilitm Personal Info deleted Prom documents re util/ 
contractor employee allegations concerning GA deficiency 
Forwards App A documents Document 31 available in PDR 
FELTON, J M Division of Rules and ftecoTds 82/12/30 HIATT , B L 

Ohio Ci tl tens for Responsible Energy 3pp 17045 144. 24X 

Flche 50-000, 92/ 12/30,8 302040039 


— 8302040332 Forward* 1901 comparison data for operating ft const plants, 
consisting of total numbers of noncomp l iance items, repts 
issued, insp hours, severity I eve Is, points ft hours per rept ft 
item 

SUCHARSKI , L Region 3, Office of Director 82/07/08 

KEFPLER. J.O Region 3, Office -of Director I3pp 17045 201 24/ 

Rich » 50000. 82/12/30, 8302040039 


930-2160014 Hungary of 830120 meeting u/uti 1 s , Bech t« 1 , Fran k 1 in Research 
Ctr.URS ft Coiaputech Engineering Svcs re IE Bulletin 00-11, 

"Masonry Wall Design." Add! testing not warranted 

TftAlM€LLrC M Operating Reactors Branch 3 83/01/25 Operating 

Reactor* Branch 3 25pp 17171:227 24X Fiche 50-000,03/01/25, 

03O2I6OQ14 


92 1 20A033B IE Info Motice 93-01, “Rag MiUer, Inc " 9vc list end 
JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response iPost 830103) 83/01/26 Consolidated Edison Co of New 

York. Inc 1 10pp 17023- 1«&0 24X Fiche 50-000,33/01/26,8212060358 


8212060360 IE Info Notice 83-02, "Limi torque HQ8C, K1BC, HSBC ft H3DC 
Oearheads,' 1 Svc list end 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 830103). 83/01/28 Consolidated Edison Co of New 

York. Inc I09pp 17144 001, 24X Fiche. 50-000, 03/01/20, 9212060360 


8212060361 IE Info Notice 83-03, "Calibr of Liquid Level l nstrunm nts M 
Svc list end 

JORDAN, E.L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 83/01/20. Consolidated Edison Co of New 

York, Inc. 1 10pp 17074 095 24X Fiche. 5 0-000, 03/01 /20, 821 2060361 


8302030303 Advises of 030207 open forum in Chicago, IL r* recent rev to 
10CFR30 54 ft 50 55 IE ui 1 1 conduct formal presentation 
follaued by question ft answer session Requests that 
p ai t I cipatlon be limited to three people 

3PESSARD, R L Division oP Engineering 83/01/28 Commonwealth 

Edison Co 2pp 17008 187. 24X Fi c he- 50-000, 93/01 /28, 8302030303 


8302080277 Submits updated installation status rept of safe shutdown 
path supports, per IE Bulletin 79-14 All remaining hangers 
will be Installed by 831231, w/e xcept i an of Quad Cities 
safety relief valve line 

RAUSCH, T J Commonwealth Edison Co 83/02/01 KEPFLER, J 0 Region 
3, Office of Director. 4pp 17056:3 3 7 2 4X Fiche 90-000,83/02/01, 

8302000277 


8302100099 Forwards draft MRR input for upcoming SALP evaluation For 
CVS2 based on program manager experience w/Comm Ed ft input 
solicited from selected personnel involved ^/licensing 
actions Review ft comments requested by 830210 

BEVANiR. Operating Reactors Branch 2 83/02/04 EfSENHUT, D 0 

Division of Licensing. SPEI8* T Division of Safety Technology 
MATTGONtR J Division of Systems Integration (past 911005) 7pp 
17135 097 24X Fiche 50-234, 63/02/04 , 9302 1 00088. 


8302190328 Requests delay until 830328 to respond to NBC request for 
supplemental Info re Refs (a),(b),(c) ft <e> of IE Bulletin 
0t-O3, "Flow Blockage of Cooling Water to Safety-Related 5ys 
Components by Asiatic Clams ft Mussel* " 

SWARTZ, E. D Commonwealth Edison Co. 83/02/08 DENTGN.H ft Office 
of Nuclear Reactor Regulation, Director 2pp 17136 215 24X 

Fiche 50-000,83/02/08,8302150528. 


0302200339 Forwards IE Insp Repts 50-254/82-23 ft 50-265/82-23 on 
821023-830107 No noncomp l iance noted 

STREETER, J F Division of Project ft Resident Programs. 83/02/10. 
REED, C Commonweal th Edison Cp 2pp 17313 079. 24X 

Fiche 50-254,63/02/10.8302200339 


— 8302200341 IE Jntp Repts 50-254/82-23 ft SO- 265/02-25 an 821023-830107 
No noncompliance noted Major areas inspec ted' operat lone 1 
safety. plant s e ram, pr oc edure * , TMI action plan Items, licensee 
meeting ft refueling activities 

CHRISS0TIH09.N , DUPONT, 8 Q. t WALKER, R D. Division of Project ft 
Resident Programs 83/02/10, 12pp 17313 081 24X 

Fiche. 50-254, 83/02/10, 8302200 339 


8302150507 EN-B 3-000 on 330216, no ti ces of violation ft proposed 
imposition or civil penalties in amount of *120,000 will be 
issued Action based on lack of controls over distribution of 
safety list ft failure to maintain containment integrity 
BARBER, Q Director's Office, Office of Inspection and Enforcement 
83/02/11 2pp 17156 117 24X Fiche 50-000,83/02/11,8302150587 


8302100491 Discusses IE insp on 820816-1103 ft forwards notice of 
violation ft proposed imposition of civil penalty 

KEFPLEfi , J 0 Region 3, Office of Director 83/02/16 O'CONNOR, J J 
Commonwealth Edison Co 4pp 17314 127 24X T iche 50-000, 

83/02/16, 0302180491 


— 8302100496 Notice of violation ft proposed imposition of civil penalty 
in amount of 4100,000 Noncompliance noted weakness in QA 
prog ram, inc 1 ud Ing lack of controls over distribution of 
safety clas sification list 

KEPPLER.J 0 Region 3. Office of Director 83/02/16 3pp 
17214 131 24X Fiche 50-000,03/02/16.8302180491 


8302250293 Forwards ''Inservice Insp ft Testing Program, Second 10-Yr 
Program, Quad Cities Nuclear Power Station Units 1 ft 2, " per 
Section tr of ASME Boiler ft Pressure Vessel Code, 1900 
Ed i tion , 1 nc 1 u d £ng Winter 1960 addenda 

RAUSCH. T J Commonweal th Edison Co 03/02/17 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 17295 310 24X 

Fiche 50-254.83/02/17.8302250293 


— 6302250303 "intervice Insp ft Testing Prog ram, Sec ond 10-Yr Pro gram, Quad 
Cities Nuclear Power Station Units 1 ft 2 " 

* Com-.onue a l th Edison Co 02/08/19 233pp 17295 312 24X 

Fiche 50-254, 03/02/17, 8302250293 


8212060343 IE Info Notice 33-04. "Failure of Elma Power Supply Units " 
Eve list end 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 83/02/10 Consolidated Edison Co of New 

York, Inc llOpp 17347 191 24X Fiche 50-000,83/02/18,8212060363 


□212060365 fE Info Notice 03-05, "Obtaining Approval for Disposing of 
Very Lou Level Haduaste - I0CFR20 302 " Svc list enc 1 
JORDAN. E L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of New 

York. Inc lllpp 17347 059 24X Fiche 50-000, 83/02/24, B21 2060365 


8212060366 IE Info Notice 93-06, "Nonidentical Replacement Parts " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc l(2pp 17361 148 24X Fiche 50-000,83/02/24,9212060366 


FI Periodic operating reports ft related correspondence 


9302150014 Forwards monthly operating repts for Jan 1983 

KALIYIANAKIS, N Commonwealth Edison Co 83/02/03 Director's 
Office, Office of Inspection and Enforcement Ip 17147 101 24X 

Fiche 50-254 , 83 /02/ 03 , 830215004 4 


— 03O215OO4B Monthly operating repts for Jan 1983 

BRCK/N. D , DUBS, R Commonwealth Edison Co 03/02/03 22pp 
17147 102 24X Fiche 50-234,83/02/03,0302150044 


93021 50691 Forward* listing of changes, tests ft experiments completed 
during Jan 1983 

KAUViANAKia, N Commonwealth Edison Co 83/02/03 CASE, E 0 
Office of Nuclear Reactor Regulation, Director 3pp 17150 359 
24/ Fiche 50-254,83/02/03,8302150691. 


3 Reportable occurrences, LERs ft related correspondence 


9302010132 Forwards LER 93-001/03L-0 

KAL 1 VIANAKI S, N Conmonwealth Edison Co 93/01/07 KEPPLER, J G 
Region 3, Office of Director lp 16977 022 24X 

Fiche 50-269, 83/01/07.8302010132 


— B302010140 LER 02-OO1/O3L-O, on 830102, of fga s radiation monitor 1 
failed Caused by faulty resistor in power supply to monitor 
Resistor replaced 

MISAK, A L Commonwealth Edison Co 03/01/07 Region 3 j Office 
of Director lp 16 977.023 24X Fiche 50-269,03/01/07, 

8302010132 


8302040304 Forwards LER 83-003/ Q3L-Q 

KALIVI ANAKI3, N Corvnoniirea 1 th Edison Co 93/01/24 KEPPLER, J 
Region 3* Office of Director lp 17018 190 24X 

Fiche 30-26 5, 83/01/24, 83 02040304 
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— 030^*040321 LER 83-003/03L'-0 on B3Q 1 1 0 , traye rs in? incore probu 4 ^11 
valve failed to fully close as travelling incore probe 
returned to shield Caused by crud buildup in internals, 
allowing \alve to only partially close Sail valve cleaned 
MOELLER. J Commonwea 1 th Edison Co 03/01/24 Region 3. Office 
of Director Ip 17Q1Q 191 24X Fiche 50-263, 83/01 /24, 

0302040304 


83020*10394 Forwards LER 03-QO2/O3L-O 

KALIVTANAKIS. N Commonwealth Edison Co 03/01/24 KEPPLER, J G 
Region 3. Office of Director Ip 17017 340 24X 

Fiche 30-265,03/01/24,0302040394 


—8302040377 LFR 03-OO2/O3L-0 on 3301 06, s ign i f i can t increase ih 
condensate pump discharge conductivity noted Caused by loose 
screw-m filter elements which allowed resins to pass 
Filters tightened k r*sm trap replaced 

BEHRENS. P Commonwealth Edison Co £33/01/24 Region 3. Office 

of Director Ip 17017 341 24X Fiche 50-269. 83/01 /24, 

0302040394 


03021601 51 Forwards LER 83-004/03L-0 

KALlViAWAKlQ, N Commonwealth Edison Co 03/02/04 KEPPLER, J 0 
Region 3, Office of Director lp 17162215 24X 

Fiche 50-265.03/02/04,8302160151 


— 03(}Jfl6Ol50 LER 03-OO4/O3L-O on 030116, conta i nment cooling loop D taken 
out of svc for naint on RHR HX 29 Dellows seal replaced on 
pipe from primary side of NX through secondary side k 
through e it l or i or of HX fox draining primary side 

CQQX .1 D Commonwealth Edison Co 03/02/04 Region 3, Office of 
Director ip 17162 216 24X Fl c h e 50-269, 03/02/04, 83021 601 31, 


I Financial information 


8302240159 Forwards 1982 financial statements k 1983 cash flow 
projection providing guarantee of retrospective premium* 

REMfiEL. J 0 Wisconsin Electric Power Co 83/02/15 SALT ZM AN, J 

Antitrust k Economic analysis Branch (Utility Finance) Mdo 
17280 252 24X Fiche 50-366.83/03/15,8302240159 


P Operating license stage documents k corre* pondenee 


83020203^3 Forwards exemption from scheduler reoul re/nenfc* of 
1 QCFR30 44 ( c ) ( 3 1 ( i i i 1 for RCS high point gas vent 
i ns ta 1 la t i on, per 020618 request Svc list end 
CLARK, R A Operating Reactors Branch 3 03/01/25 FAY»C U 

Wisconsin Electric Pouex Co 5pp 16997 190 24X 

Fiche 50-266,03/01/25,8302020223 


—83020 20226 Exemption rrom 1OCFR50 44<OC3Miit> scheduiar requirements 
re RCS high point gas vent installation 

EISENHUT, D o Division of Licensing. 03/01/25 Wisconsin 

C ° 4pp 16999 203 24X FUhe 50-266, 03/01/23, 


0302010595 Discusses need for further delay in determining proprietary 
nature of 6ER re environ qual I f ication of taf ety-related 
electrical equipment Final determination delayed until 
030201 due to absence of Vey personnel 

BUR8TEIN. g Wisconsin Electric Power Co 83/01/26, DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 2pp 16978 127 24x 

Fiche 50-266,53/01/26,0302010595 


V Operator Examinat ions 


6201310203 Generic Ltr 03-06 to all power reactor 1 ic ensues , app Hcants 
for OLSiHBS vendor », reac tar vendors k AE re certificates 
& revised format for reactor operator k senior reactor 
operator licenses Svc list end 

E [EEMi JUT, D 0 Division of Licensing G3/0i/3l Consolidated 
Edison Co of New York, Inc Hpp 17347 177 24X 

I'iche 50-000, 83/01/31, 8301310203 


DUCKET 50-266 POINT QEACH NUCLEAR PLANT, IN IT 1 


F Security, medical, emergency 6 fire protection plans 


0301210340 Generic Ltr 83-04 to all licensees of operating reacturs, 
applicants for OL k holders of CPs re regional workshop 
concerning Suppl 1 , NU4EG-0737, "Pequ i r*ment* for Emergency 
Response Capability ” 9vc list end, 

0 Q Division of Licensing 83/02/01 Consolidated 
EdiSdfi Co of New York, Inc 1 ipp 17221 226 24X 

Fiche 50-000, 03/03/01 , 03012(0340 


8302030966 Submits justification for continued operation of equipment 
Identified as deficient due to lack of environ 
qual i f ication, in response to NRC 821222 request 

BORSTEIN, 6 Wisconsin Electric Power Co 83/01/26 DENTON, H R, 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 ?pp 17000 J(?6 24/ 

Fiche 50-266,83/01/26,8302030566 


0302 1 70013 Forwards request for addl info to complete 
post-implementation review of NUREG-0737, Item* II f, 1 4 , 

II, F 1 5 4 II F I 6 re containment monitors Response 
requested within 30 days 

CLARK, R A Operating Reactors Branch 3, 83/02/02 FAY, C W 

Wisconsin Electric Power Co lOpp 17190 291 24X 

Fiche- 50-266, 83/02/02,0302170013 


8302220044 Inform* that review of 001223 k 821220 responses to 
NURE0-O737. Item II K 3 25, "Loss of AC power to Reactor 
Coolant Pump Beals," adequately demonstrates Integrity of 
reactor coolant pump seals Item resolved 

CLARK, R A Operating Reactors Branch 3 83/02/04 FAY, C W 

Wi» c on*ir k Electric Pouer Co 3pp 17227 333 24X 

Fiche 50-266, 03/02/04, 0302220044 


6302090421 Respond* to NRC 830117 ltr transmitting draft safety 
evaluation denying App R exemption requests Meeting 
requested to discuss technical accuracy of evaluation prior 
to inception of NRR ngt appeal process Agenda submitted 
FAY»G 14 Wisconsin Electric Power Co 03/02/07 DENTON, H, R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 2pp 1 7066 247 24X 

Fiche 50-266, 03/02/07,8302090421 


0 Adjudicatory correspondence 


8302070506 Initial decision authorizing Director of NRR to Issue OL 
entud T 0 repair of steam generator tubes, Tube* explosively 
plugged cannot be sleeved or braxed joints employed Leak 
limit* apply 

BLOCH, P B . PAXTON,H,C,. KLINE, J R Atomic Safety and Licensing 
Board Panel 83/02/04 41pp 17037 013 24X Fiche 50-266, 

83/02/04,8303070506 


B302140020 Nemoria 1 i lei 830131 talcon resolving open procedural 
question r* inadvertent use of proprietary data in 
responding to ASLB 6 Wt Environ Decade exam, 

DAYO.F A General Electric Co 83/02/04 BLOCH, P B Atomic 
Safety and Licensing Board Panel 3pp, 17141 189, 24 X 

F U h * 50-266 , 83/02/04 1 8302 1 40020 


0302100427 Exceptions to ASLB 030204 initial dec i slon, Af f ld*Vi t of 
Nailing end 

ANQFftSQNtP, Wisconsin '* Environmental Decade 83/02/14 
Commi is loners 4pp 17215 104 24X Fiche 50-266, 83/02/M, 

6302180427 


0302080299 Generic Ltr 03-09 to all operating reactor licensees, 
applicant* for OL 6 holders of CP for C-lE PWR* re review of 
C-E Owners Oreup emergency procedures guideline Program Svc 
list *nc), 

E18EI4MUT, D 0 Division of Licensing 83/02/00, Consolidated 
Edison Co of New York, Inc llpp i7290 247, 24X 

Fiche 50-000, 83/02/00,8302000295 


03 0208 030 4 Generic Ltr 83-11 to all operating reactor licensees re 
licensee qual i t ication far performing safety analysis in 
support of licensing actions Ability to us* cod* must be 
demon* tra tad by vendor or licensee svc list end 
EfSENHJT, D 0 Division of Licensing, 03/02/00 Consolidated 
Edison Co of New York, Inc 9pp 17234 234 24X 

Fiche: 50-000, 83/02/09, 0302000304 


0302150410 Advise* that Installation of addl supports for auxiliary 
feedwater sys piping k components rescheduled to June 1983, 
due to conflicts u/oth*r plant mods 

FAY, C H Wisconsin Electric Power Co, 83/02/1 1, DENTON* H. R. 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 2pp 17157 149 24X 

Fiche 50-266, 03/02/n, 8302150410 


9302230236 Forwards response to NRC Question Attachments 1-2 
"Evaluation of overhead Handling 8ys W/R**pect to 
NUREO-0334" Si 1-3 "Seismic Analysis Methodology for Overhead 
Handling Sys, " per NUREQ-0612. 

FAY, C W Wisconsin Electric Power Co 03/02/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director, CLARK, R, A 
■Operating Reactor* Branch 3 7pp 17243.029 24X 

Fiche 50-266, 83/02/ 1 3, 0302230236 
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B30223036A Forwards revised justification far continued operation, 
correcting 830126 submittal in response to NRC 921227 
B£R re environ qualification of saf*ty-rela tad electrical 
equipment 

FAY, C u Wisconsin Electric Power Co 93/02718 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 

Operating Reactors Branch 3 I2pp 17310 341 24X 

Fiche 50-266, 83/02/ IB. 93022B0366 


0302280134 Advises that review underway for final rule 10CFR50 49 re 
environ qual i f ication of safety-related electrical 
equipment Determination of request far hearing will he 
decided b 4 030324 

FAY, C W Wisconsin Electric Pow*t Co 83/02/21 DENTON, K R 
0 f f ice af Nuclear Reactor Regulation, Director EI5ENHUT, D <? 
Division of Licensing ip S7306 075 24X Fiche 30-266,93/02/21. 

8302280154 


B3022Q0156 Submits addl info re NUREG-07-37, Item IT & 3* "Post-Accident 
Sampling 3-j a • " in response to NRC 921822 request 
Standard i ted test matrii will be completed by 830401 
FAY.C W Wisconsin Electric Power Co 93/Q2/21 DENTON. H R 
dffica of Nuclear Reactor Regulation. Director CLARK, R A 
Operating Reactors Branch 3 3pp 17306 034 24X 

Fich* 50-266, B3/OS/2i.e3022BO 156 


8302280310 Forwards 11 Incor p orat i 0 n of Westing house Model for Upper 
Plenum Inaction in 1991 Evaluation Model UREFLOQD Code v 
FAY.C W Wisconsin Electric Power Co 03/0-2/22 DENTON, H R 
Office of Nuclear Reactor Regulation* Director CLARK, R A 
Operating Reactors Branch 3 3pp 17311 Ot4 24X 
Fiche 50-266, 63 /02/22 . B 3022803 1 0 


— B3G22B03 12 41 1 nc orpora t i on of UesUnghouse Model for Upper Plenum 
Injection in 1981 Evaluation Model WREFLOOD Code " 

* Westinghouse Electric Carp. 83/02/22 53pp 17311 017 24)t 

Fich* 50-266, 33/02/22, 8302280310 


Q Inspection reports, IE Bulletins & correspondence 


9302040039 Addl response to FOIA request far 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning GA deficiency 
Forwards App A documents Document 31 available in PDR 
FELTON, J ti Division of Rules and Records 92/ 12/30 HIATT , S L 

Ohio Cltiisns for Responsible Energy 3pp 17043 144 24X 

Fich* 50-000,02/12/30.8302040039 


— 0302040332 Forwards 1991 comparison data for operating 8 * const plant*, 
consisting of total numbers of none ampl la n c e Items, repts 
issued, imp bourse % evsrj ty levels, points U hours pe-r rapt b 
i ten 

8 UCHARSKI, L. Region 3. Office Of Director 02/07/QB 

KEPPLEft, J 0. Region 3. Office of Director l3pp 17045 281 24 X 

Fiche 50-000, 02/12/30,6382040039 


830201060-3 Forwards revised Table 1 to correct typographical error re 
two 10 -inch check valve identification numbers in 02081! 
response to IE Bulletin 02-02 re degradation of RCP0 
fasteners 

HUR 6 TETN, S Wisconsin Electric Power Co 83/01/24 KEPPLER , J 0 
Region 3. Office of Director 3pp 16976 130 24X 

F i « h t 50-26 6 , 83/0 1 /24, 83020 10&03 


B2 12060359 IE Info Notice 83-01, '“Ray Mi 1 Ur, Inc, " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness & Engineering 
R * 1 p onu (Post 0301031 83/01/26 Consolidated Edison Co of New 

York, Inc i lQpp 17023 160 24X F i che. 50-000, 03/0 1 /26, 82 1 2060359 


8212060360 IE Info Notice 03-02, "Limi torque HOBC, HIHC, H2BC 6 H3BC 
Q airheads " Svc list end 

JORDAN, £ L. Division of Emergency Preparedness & Engineering 
Response (Past 930103). 63/01/29 Consolidated Edison Co of New 

York. Inc 109pp. 17144 001 247 Fiche 50-000. B 3 /O 1 / 20 . B2 1 2060360 


8212060361 IE Info Notice 83-03, "Njalibr of Liquid Level Instruments 41 
Svc list end 

JORDAN, E, L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/01/29 Consolidated Edison Co of Meui 

York. Inc 1 10pp 17074 095 24X Fich s 50-000, 03/01/20, 821 206 0361 


030203-0303 Advises of 030207 open forum In Chicago. IL re recent rev to 
IQCFR30 54 U 5Q 59 IE uili conduct formal presentation 
followed by question t* answer session Request! that 
par ticlpa Won be United to three people 

SPESSARD. R L Division of Engineering 83/01/29 Commonwealth 
Edison Co 2pp 17008 1B7 24X Fiche 50-000,63/01/28,8302030303 


S3 02080320 Suppls previous responses to IE Bulletin 79-14 re 
canf orrance of as-boilt 5 af sty-re la to d piping sys to 
as-designed seisnic analysis h acceptance criteria Next rept 
u>i i 1 be submitted by Apr 1903 

FAY, C N Wisconsin Electric Power Co 03/01/31 KEPPLER, J G 
Region 3, Office of Director 2pp 17056 305 24X 

fiche 50-266, 63/01/31, B3020B0320 


8212060363 IE Info Notice B3-04, "failure of Elma Power Supply Units 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response {Post 830103) S3/03/1B Consolidated Edison Co of Ne 

Yolk, Inc liOpp 17347 191 24X Fiche 50-000,03/02/19,621206036 


9302280545 Ac h receipt of 630202 ltr informing NRC of s^eps taken to 
correct violations noted in IE Insp Repts 50-266/82-21 6 
50-301/92-21 

BTflEETER.J F Division of Project 6 Resident Programs B3/02/JB 
BURSTEIN, S Wisconsin Electric Power Co Ip 17309 033 24X 

Fiche 50-266,93/02/18,830220054 5 


— 0302280552 Responds to NUC 830103 ltr re violations noted in IE [ns 
Repts 50-266/02-21 8 30-301/82-21 Corrective actions ICP 
10 7 permanently revised & classified as ninor procedure 8 , 
precaution added to RP-1C to wain of effect of fuel temp 
FAY, C W Wisconsin Electric Power Co 63/02/02 KEPPLER. J ft 
Region 3, Office or Director 3pp 17309 034 24X 

Fiche 50-26 6,93/02/18,8302280545 


8212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Level Radwaste - 1OCFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness * Engineering 
Response (Post 830103) 63/02/24 Consolidated Edison Co of Nei 

York, Ihc lllpp 17347 059 24X Fiche 50-000,63/02/24,821206036' 


8212060366 IE Info Notice 83-06, “Nonidentical Replacement Parts H 
B vc list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of Nbi 

York, Inc l!2pp 17361 140 ?4X Fiche 50-000,93/02/24,921206034! 


R Periodic operating reports 4, related con e spondence 


0302170)53 Forwards monthly operating repts for Jan 19G3 

FAY, C W Wisconsin Electric Power Co 93/02/09 Office of 
Nuclear Reactor Regulation, Director Ip 17160 140 24X 

Fiche 50-266, ©3/02/09, 0302170153 


—9302)70153 Monthly operating repts for Jan 1903 

FAY.C W Wisconsin Electric Rawer Co 03/02/04 Qpp 17IB0 I4| 
S4< Fiche 50-266.93/02/09,8302170153 


3 Reportable occurrences, LERs & related correspondence 


0302100193 Forwards LEfl 93-001/03L-0 

FAY.C M Wisconsin Electric Pouer Co 83/02/09 KEPPLER, J <3 
Region 3, Office of Director Ip 17216 001 24X 

Fiche 50-266, 93/02/0-9, 0302100193 


— 8302180206 LER 93-0O1/03L-0 on B3Q 104 , d ur i n 9 normal oper a tioli . p an»l 
B-400 became inoperable Caused by failed power supply Power 
supply replaced u/upgraded components 

FAY, C W Wisconsin Electric Power Co 83/02/09 Region 3, 
Office of Director 2pp 17216 002 24 X Fiche 50-266,83/02/09. 

8302190193 


V Operator Ena minat 1 pn 9 


930131,0203 Generic Ltr 83-06 to all power reactor He ens ees, app 1 it ant) 
for OLi.NSS vendors, reac tor vendors h AE re certificates 
i* revised format for reactor operatm 4 senior reactor 
operator licenses Svc list end 

ElSEMhJT.D 0 Division of Licensing 03/01/31 Consolidated 
Edison Co of New York, Inc i4pp 17347 177 24X 

Fiche 50-000,83/01/31,8301310203 


DOCKET 50-267 FORT ST VRA1N NUCLEAR GENERATING STATION 


F Security, redical, emergency 4 fire protection plans 


0302230669 Forward* IE Insp Rept 50-267/02-26 on 021115-16 No 
n&nc o«p 1 iance noted 

MADSEN, 0 L Division of Resident, Reactor Project *» Eng ineetr i «| 
Programs G2/02/11 LEE, 0 R Public Service Co of Colorado 
17257 315 24 X Fiche 50-267,02/02/1 1,0302230609 
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--B3G2230693 IE Insp Rept 50-267/82-26 on 821115-16 No none omp 1 i arc p 
noted Major areas inspected msp o t facility & time spent 
at St Late Hosp prior to *# during medical emergency drill 
MONTGOMERY, J , DICKERSON, M U > PLUMLEE, 0 L Division of Resident. 
Reactor Project t Engineering Programs 02/01/04 6pp 
17257 317 24 X Fiche 50-267,62/02/11,0302230689 


6302040614 Provides advance notification af spent fuel shipment from 
facility to ID chemical Processing Plant in Scqville.ID 
scheduled for Juno 1902 Enel withheld (ref 10GFR73 72) 

WAREMBOURG, D Public Service Co or Colorado 82/06/10 
COLL I MS, J T i KELLY, J Region 4, Office af Director lp 
17042040 2 1/ Fiche 50- 267,02 /06/18,03020 40614 


B3020800-10 Notifies of spent fuel shipments scheduled for Jul 1902 Enel 
withheld (ref 1QCFR73 371 

UPREKOOURO, D Public Service Co of Colorado 02/06/24 
COLLILS, J T Region 4, Office of Director lp 17109 010 24X 

Fiche 50-267, 02/06/24,0302000040 


63020BC095 Foi wards revised schedule for spent fuel shipments from 
plant to ID Chemical Processing Plant in Sept 1982 Schedule 
withheld 

WAREI1B0URG, D Public Service Co of Colorado 82/09/24 
COLLINS, J T Region 4, Office of Director lp 17106 101 24X 

Fiche 50-267, 82/00/24, 0302000095 


83O2O0OQ39 Provides advance notification of spent fuel shipments from 
plant to ID Chemical Processing Plant In Oct 1982 Encls 
withheld (ret 10CFR73 21) 

UARkKadURG, D Public Service Co ot Colorado 82/09/22 
COL* IMS, J T , KELLY. J Region 4, Office of Director ip 
17106 103 24X Fiche 50-267,02/09/22,0302080089 


0302070)44 Provides advanca notification of spent fuel shipments from 
plant to Scov 1 1 1 e, ID for Nov 1982 Enel withheld 
< ra f 10CFR2 790) 

WAREhtGQURO- D Public Service Co of Colorado 82/10/26 
COLLINS, J T Region 4, Office of Director lp 17069 355 24X 

Tiche 50-267, 62/10/26, 0302070144 


03020/0350 Forwards summary of meeting uj/CD Dept of Disaster Emergency 
S^tSiCO Dept of Health, FEHA & Natl Heather Svc re emergency 
preparedness 5, early warning sys 

WARErttiOURO, I) W Public Service Co of Colorado 03/01/07 

MADS EM, G L Division of Resident, Reactor Project t< Engineering 

Programs I4pp 17029 219 24X Fiche 50-267,03/01/07,8302070350 


0302000099 Forwards route ovoiview depicting planned check call 
frequency tor forthcoming shipment of strategic quantity 
of SI "1 Enel withheld (ref 10CFR73 21) 

RUTtl KROGER, E Tri-State Motor Transit Co (subs of Georgia Pacific 
corp > 83/01/li HILLMAN, C NRC - No Detailed Affiliation Given 

2pp 17106 054 24 < Fiche 30-267, 83/0i/l i , 8302000099 


E3O202J343 Releases public version of Issue 8 to Emergency Plan 
Imp lamenting Procedure 

FELTON, J M Division of Rules and Records 83/01/26 Document 
Management Branch lp 16999 001 24X Fiche 50-267,83/01/26, 

B30202Q043 


— 0302020040 Foruards public version of Issue 8 bo Emergency Plan 
Implementing Procedure RERP-PCC, "Personnel Control Ctr 
Procedure u 

WAftEMDOURO D W Public Service Co of Colorado 02/12/21 

EISENHUT, D G Division of Licensing ROHREfl, D Director's 

Office, Office of Inspection and Enforcement COLLING, J T Region 
4, Office or Director lp 16999 002 24X Fiche 50-267,83/01/26. 

83 02020043 


— B302020051 Public version of Issue 0 to Emergency Plan Implementing 
Procedure RERP-PCC, "Personnel Control Ctr Procedure " 

Revised index end 

w/ REMBOURO, D W Public Service Co of Colorado 02/12/20 10J>pp 
16999 006 24 X Fiche 50-267,03/01/26,0302020043 


0302230472 Forwards 1C Insp Rept 50-267/83-02 on 030110-14 No 
noncompl lance noted 

MADSEN, G L Division of Resident, Reactor Project ?< Engineering 
Programs 03/01/27 LEE. 0 R Public Service Co of Colorado 2pp 
17246 027 24 X Fiche 50-267,03/01/27,8302230472 


— 8302230478 IE Insp Rept 50-267/83-02 on 830110-14 No noncpmpl lane© 
rioted Major areas inspected organization U admini stration, 
safety committee ac t tvi ties, fire prevention/protection 
program i. implementation 1 previously identified open items 
REDANO, R T , MURPHY, M E , WESTERMAN, T F Division of Resident, 
Reactor Project U Engineering Programs 83/01/26 7pp, 

17246 029 24 X Fiche 50-267,83/01/27,8302230472 


8301210340 Generic Ltr 03-04 to all licensees of operating reactors# 
applicants for QL h holders of CPs re regional workshop 
concerning Suppl 1 , NUREG-0737, ''Requirements far Emergency 
Response Capability ' Svc list end 

EISEN'h/T, D 0 Division of Licensing 03/02/01 Consolidated 

Edison Co of Neu York, Inc lfpp 17221 226 24X 

Fiche 50-000, *83/02/01, 8301210340 


03O215O256 Responds to 830121 ltr by providing clarification on alleged 
d i s crep anc t as in License DPR-34 Major discrepancy involves 
inadvertent elimination of subparagraph heading in License 
Condition 2 C 4(4) in Amend 25 

MADSEN, 0 L Division of Resident, Reactor Project & Engineering 
Programs B3/O2/01 LEE, O R Public Service Co of Colorado 3pp 
17140 341 24 X Fiche 50-267, 83/02/01, 8302 150256 


— 0302150261 Corrected Pp 3, 4 tc 5 of Amend 25 to License DPR-34, 
rectifying 820302 issuance re physical protection of SNK tc 
i up lementat ion of safeguards contingency plan 

* Region 4 , Office of Director 03/02/01 3pp 17148 344 24X 

Fiche 50-267, 83/02/01, 0302! 50236 


0302090535 Releases public version of revised emergency plan 
imp lamenting procedures 

FELTON# J M Division of Rules and Records 03/02/03 Document 
Management Branch lp 17122 001 24X Fiche 50-267,03/02/03. 

030 2090 535 


-B302090539 Forwards public version of revised emergency plan 
implementing procedures, including Procedures RERP CR-ALERT 
re control room alert, site emergency t general emergency 
procedure i< RERP-ECP re executive command post procedure 
WAREWIQURG. D W Public Service Co of Colorado 83/01/06 
C DLL INS# J T Region 4. Office o# Director 2pp 17122 003 34X 

Fiche 50-267,83/02/03,8302090535 


— 8302090543 Public version of revised emergency plan implementing 
procedures, inc lud ing Procedures RERP CR-ALERT re control 
room alert, site emergency t, general emergency procedure & 
RERP-ECP re executive command post procedure 
KAREMQOURG, D , MCER IDE, M Public Service Co of Colorado 
83/01/03 569 pp 17122 005 24X Fiche 50-267.03/02/03, 

0302090535 


B3Q2170032 Requests remittance of fees re Issuance of Amends 30 k 31 on 
830104 L 20, r espectively, in response to 820611 request to 
revise security plan L 030103 request to revise Tach Specs 
allowing disabling of protection sys moisture monitors 
DIGGS- R M License Feo Management Branch 03/02/10 LEE. Q R 
Public Service Co of Colorado, 2pp 17191 033 24X 

Fiche 50-267, 83/02/10. 0302 1 70032 


6302250003 Releases public version of revised emergency plan 
Implementing procedure 

FEl TON# J M Division of Rules and Records 83/02/16 Document 
Management Branch Ip 17290 242 24X Fiche 50-267,03/02/16, 

0302250003 


— 8302250009 Forwards public version of Issue 3 to Emergency Plan 
Implementing Procedure RERP-FIELD# ‘'Field Monitoring 
Procedure r ‘ 

WAREMDOURO. D, U Public Service Co, of Colorado 83/01/31 

COLLINS# J T Region 4, Office of Director lp 17290 243 24X 

Fiche 50-26 7,83/02/16,8302250003 


— 8302250016 Public version of Issue 3 fco Emergency Plan Implementing 
Procedure RERP-FIELD, "Field Monitoring Procedure " 

WAREMBDURG, D W Public Service Co of Colorado 03/02/01 46pp 
17298 244 24X Fiche 50-267.03/02/16.8302250003 


P Operating license stage documents V correspondence 


B3020703D2 Responds to 821119 request For addl info re masonry block 
walls Mods to walls u/Dur-O-Nall discrepancy will be 
completed by 830315 

BREYrH L Public Service Co of Colorado 03/01/M CLARK. fl A 
Operating Reactors Branch 3 3pp 17029 214 24X 

Fiche 50-267. S3/01/U, 8302 070332 


B302070355 Submits clarifications L corrections to 821229 ltr re 
NDREG-0612, "Control of Heavy Loads " 

BflEY/H L Public Service Co of Colorado 83/01/14 CLARK# R A 
Operating Reactors Branch 3 3pp 17029 208 24X 

Fiche 30-267,83/01/14,8302 0 70355 


8302070554 Forwards pagps & corrections inadvertently omitted from OL 
through incorporation of Amend 30 to Tech. Specs to clarify 
discrepancies noted m identical license documents held by 
both organizations Review requested 

WAREMBOURG, D Public Service Co of Colorado B3/01/2I 
COLLINS, J T Region 4, Office of Director 6pp 17034 119 24X 

Fiche 60-267, 83/01/21,9302 0 70554 
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93020 70479 Informs that licensee 8U2H request to eliminate 5egjn*nt 2 
foal assembly fron p □ « t-i t r ad la t e d fuel jlenfint iurvei 1 1 arce 
program acceptable Supplemental destructive eiefl* should be 
substituted C or.njitcn-ftnt to e*am* requested 

MADSEN. 0 L Division of Resident. Reactor Project Eng i near ing 
JProgramt 03/01/24 LEE. 0 R Public Service Co of Colorado Qpp 
17036 049 24 X Fiche 50-267, 83/01/24. 6302Q7047? 


8302 1 3009 9 Summarises S30117 meeting clarifying present requirements 
for reporting to Div of Security Unless otherwise specified 
In regulations, al t communications & rept* should! be 
submitted to Region IV.per 1CCFR30 4 

COLLINS. JT Reg 1 on 4, Office of Director 03/01/27 LEE. 0 FT 

Public Service Electric b Gas Co of New Jersey 2pp 17146 154 

24X Fiche 50-267. 03/01/27. 83021 50098 


6302030333 Forwards amend fee for Tech Spec change. peT uttl 030106 Itr 
WAREM80URD. D Public Service Co of Colorado 53/01/20 DIGGS. R M 
License Fee Management Branch 2pp 17001 239 34X 

Fiche 50-267. 03/81/28. 8302030 335 


8302150618 Forwards QA-A16402, ‘ l lrrad iafc iom-I nduced Creep In Graphite 
Review "* per NRG request tor summary of H-451 graphite creep 
test* upon completion Result* of nondestruc fcive 
post-irradiation exam also end 

BftEY, H L Public Service Co of C&lorado 03/01/28 WAGNER, P C 
Division of Resident. Reactor Project 6 Eng Sneer ing Programs 2pp 
17134 163 24X Fiche 50-267. 83/0 1 /20. 83021 906 19 


— 8302 ISO 622 " I rrad la tion- 1 ntfuced Creep in Graphite Review M 

PRICE. R J GA Technologies, Inc /General Atonic Co GA-AI64Q2 
81/09/31 73pp 17134 167 24X Fiche 30-267.83/01/28,8302130610 


■—9302150630 “Test flept Nondestruc tive Eian of FBV Fuel Test Element 
FTE-1 

* GA Technologies, Inc /Gsnerak Atomic Co 906599 82/09/20 

27p p 17154 241 24X Fiche 50-267,03/01/28,0302150618 


9302 1 902 S 6 Responds to 030121 ltr by providing clarification on alleged 
discrepancies in License DPR-34 Major discrepancy involves 
Inadvertent elimination of subparagraph heading in License 
Condition 2 C 4(41 in Amend 25 

MADSEN, G L Division of Resident. Reactor Project t Engineering 
Programs 83/02/01 LEE.O R Public Service Co of Colorado 3pp 
17148 341 24 X Fiche 50-267. 83/02/0 1 , B303 1 50256 


—0302130261 Corrected Pp 3,4 1 3 oi Amend 25 to License BPR-34* 
rectifying 620302 issuance re physical protection of SNM & 
Implementat I an of safeguard* contingency plan 

* Region 4. Office of Director 83/02/01 3pp 17140 344 24* 

Fiche 50-26 7,03/02/01,8302130256 


0302100053 Requests fee within 15 days for 021015 amend to application 
re update of Inseryice in e p L testing program Tech Spec 
surveillance requirements 

MILLER, W 0 License Fee Management Oranch 03/02/03 LEE. 0 R 
Public 6ervlce Co of Colorado ip 17134 361 24X 

Fiche 50-267, 83/02/03,0302100003 


8302000295 Generic Ltr 83-09 to all operating reactor llconseei, 
applicants for DL t< holder® of CP for C-E PWR* re review af 
C-E Owners Group emergency procedure* guideline program Svc 
list end 

EIS-EUHUT. D 0 Division of Licensing 83/02/00 Consolidated 
Edison Co of Ntu York, Inc 1 Ipp 17290 247 24# 

Fiche 30-000, 03/02/09, 8302000293 


0302080304 Generic Ltr B3-11 to all operating reactor licensees re 
liceniee qua I i f icat ion. for performing safely analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end 
EiSENHUT, D 0, Division of Licensing 03/02/03 Consolidated 
Edison Co of New York, Inc 9pp 17234 234 24X 

Fiche. 30-000. 83/02/08, 03O2OBO3Q4 


0302230319 Informs of ra-eval uatlon of power- to-f Ic-w events occurring 
during Cycles E (< 2 undeT revised Safety Limit SL 3 I, to 
answer staff inquiries re technical basis for action Mote 
detailed reanalysis of calculations will 6® performed 
WAREMBOURG, D Public Service Co of Colorado 03/02/09 
COLLINS, J T. Region 4. Office of Director Ip 17240 073 24X 

Fiche 50-267 , 83/02/09, 03022303 1 9 


9302170032 Request* remittance of fees ts issuance of Amend* 30 & 31 on 
030104 it 20, respective ly , in response to 8206 ! 1 request to 
revi*# security plan 6 030103 request to revise Tech Spec* 
allowing disabling of protection sys moisture monitors 
DI0G3, R K License Fee Management Branch 93/02/10 LEE, 0. R 
Public Service Co of Colorado 2pp 17191 033 24# 

Fiche 50-267,03/02/10,9302170032 


83022J0174 Commits to funding fuel surveillance program One 
fuel rod from cracked segment 2 fuel element sectioned 6 
examined using roetallographic techniques to confirm 
predicted fuel performance 

LEb.OR Public Service Co of Colorado 03/02/10 COLLINS, J T 
Region 4, Office of Director 2pp J7245 166 24X 

Fsche 50-267,03/02/10.8302230174 


9302250232 Advises that oil containing radioactive mat! within value* 
of App 3, Table II to iOCFR30uill be released for 
unrestricted use 

QQRST.F J Public Servite Co of Colorado 93/02/10 COLLINS, J T 
Region 4, Office of Director 2pp 17292 104 24X 

Fiche 50-267, 03/02/10, Q302250232 


0302250251 Request* extension of time to review 021202 request 
fa, commitment to limit max control rod drive mechanism temp 
to 215 F & orifice valve position to min open position of 
407. Bound basis for r qami tenants not apparent 

LEE, Q R Public Service Co of Colorado 03/02/li COLLINS, J t 
Region 4, Office of Director lp 17292 2S4 24X 

Fiche 30-267,03/02/11,8302250251 


0 Inspection reports, IE Bulletins ft c orresp ondenc o 


S30223G639 Forwards IE Insp Rept 50-267/02-26 on 821113-16 No 
nonconp 1 lance noted 

MADSEN, G L Division of Resident, Reactor Project 8i Engineering 
Programs 82/02/11 LEF , 0 R Public Service Co of Colorado £pp 
17257 315 24 < Fiche 30-267, 02/02/ 11 » &3022306S9 


--0302230693 IE Insp Rep t 50-267/92-26 on 021115-16 No noncomp 1 lance 
noted Major areas inspected insp of facility t< time spent 
at St Lute Hasp prior to K during medical emergency drill 
MONTGOMERY, J , DICKERSON, M W , PLUMLEE, G L Division of Resident. 
Reactor Project b Engineering Program* 82/01/04 hap 
17237 317 24X Fiche 50-267,02/02/11.8302230689 


93020703 1 9 Atk receipt of 821206 ltr informing NRC of step® taken lo 
correct violations noted in IE Insp Rept 50-267/02-24 
Coirectlve action* will be reviewed during next insp 
MADSEW, G L Division of Resident, Reactor Project b Engineering 
Program* 83/01/18 t-EE.Q R Public Service Co of Colorado lp 
17029 233 24X Fiche 50-267,83/01/10 , 03020 70349 


0302070410 Acfc receipt af 821103 i 29 Itrs informing NRC of step* taler 
to correct violations noted in IE Insp Rept 50-267/02-19 
MADSEN, 0 L Division of Resident, Reactor Project b Engineering 
Programs 63/01/10 LEE , 0 R Public Service Co of Colorado Ip 
17029 255 24/ Fiche 50-267, B3/OI/18, 0302070410 


8302030464 Forward* IE ln*p Rept 50-267/02-31 on 021201-31 S< notice 
of violation 

MADSEN. 0 L Division of Resident. Reactor Project b Engineering 
Program* 83/01/21 LEE, OR Public Service Cu of Colorado 2d □ 
17006 166 24X Fiche 50-267,03/01/21,0302030464 


— 8302030460 No-tice of violation from insp on 021201-31 

• Division of Resident, Reactor Project & Engineering Program 
03/01/21 3pp 17006- 168 24X Fiche 50-267.03/01/21,8302030+14 


• — 8309039475 IE In*p Rapt 50-267/02-31 on 021201-31 Nunc omp 1 i an ce natiJ 
failure be follow plant operating procedures b failure to 
meet Taeh Spec requirement 

DICKERSON, M W , PLUMLEt, 0 L , UE3TERMAN. r F Division of fttaidrnt 
Reactor Project fc Engineering Pi ograms 03/01/17 ISpp 
17006 171 24X Fiche 50-267.03/01/21.0302030464 


0212060350 IE Info Notice 03-01. +, Ray Miller, Inc " Svc list one 1 
dORDAN.E L Division of Emergency Preparedness & Engineering 
Reipo-nse (Post 030103) 83/01/26 Consolidated Edison Co of =N*u 

York. Inc 110pp. 17023 160 24X Fiche 50-000. 03 /Q 1/26. 821 3060353 


8302230472 Forwards CE Insp Rept 50-267/03-02 on 030110-*! 4 No 
nonconp I lane e noted 

MA&SEN. 0 L Division of Resident, Reactor Project !< Engineering 
Program* 83/01/27 LEE, 0 R Public Service Co of Colorado 2pj 
17246 027 24X Fiche 50-267,03/01/27,0302230472 


--B3O223O470 IE Insp Rept 5Q-267/03**D2 on 830110-14 No non c omp l 1 arc* 
noted Major areas inspected organization t< administration, 
safety torcsittee activi ties, f ire prevent! on/pvotec 1 1 on 
program l* Implementation b previously identified open items 
REDANO, R T . MURPHY. IT E , WESTERMAN, T F Division of Resident 
Reactor Project 6 Engineering Programs 83/01/26 7pp 
17246 02? 24X Fiche 90-267,83/01/27.0302230472 


821 2060360 IE Info Notice 03-02, "Limi torque HO DC, HI DC, M2RC U B3J3C 
Qearheads ' Svc list unci 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/01/20 Consolidated Edison Co of W»j 

York. Inc I09pp 17144 001 24X Fiche 50-000, 03/01 /20, 821 2060340 
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B21206Q3&I IE Info Notice 83-03* “Calibr of Liquid Level Instruments M 
Gvc list end 

JORDAN. E L Division of Emergency Preparedness fr Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co of New 

York, Inc UGpp 17074 09S 24X Fiche 50-000- 83/01 /28. 021 2060361 


8302?30fcR4 Forwards SALP Rept 50-267/02-20 for Sept 1981 - Aug 1902 
NRC concurs u/coirmenfcs in 821220 Itr Resident inspector will 
continue to monitor actions in area of personnel errors & 
failure to fallow procedures 

COL I TN3* J T Region 4- Office of Director 03/Oi/3l LEE. 0 R 
Public Servico Co of Colorado 2pp 17259 243 24X 

F i c he 50-267-03/01/31-8302230604 


— B3022306SB Forwards SALP Rept 50-267/82-20 for Oct 1901 - Aug 1902 
Performance analyses to be discussed onsite on 021214 
KADSENrG L Division of Resident# Reactor Project U Engineering 
Programs 82/12/03 LEE- 0 R Public Service Co of Colorado 
2p f> 17259 250 24X Fiche 50-267# 83/01 /31 - 0302230684 


* — 8302230692 SALP Rept 50-267/02-20 for Sept 1901 - Aug 1902 Licensing 
personnel should anticipate LWR type questions in generic 
Itrs, IE bulletins 6 Keep abreast of NRC policy matters 
W ESTER MAN - T F , MADSEN- 0 L Division of Resident- Reactor Project 
* Engineering Programs 82/1 i/18 32pp 17239 252 24X 

Fiche- 50-267,03/01/31-8302230604 


8302160291 Ac k receipt of 830119 J tr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 50-267/82-27 
Conective actions will be reviewed during future insp 
MADSEN, G L Division of Resident, Reactor Project tt Engineering 
Programs 03/02/02 LEE, O R Public Service Co of Colorado Ip 
17170 t f 6 24X Fiche 30-267,03/02/02-0302160201 


8302100033 Requests fee within 15 days for 021015 amend to application 
r« update of inservice insp L testing program Tech Spec 
surveillance requirements 

MILLER, W 0 License Fee Management Branch 03/02/03 LEE, 0 R 
Public Service Co of Colorado lp 17i34 361 24X 

Fiche 50-267, 83/02/03, 0302100003 


9302P30696 Informs of new program to enable more timely notification of 
insp results by Vendor Program Branch Repts will be 
Forwarded through NRC resident inspec tor, w/encl distribution 
ticket Info in vendor repts should be used in assessments 
COLLI MS, J T Region 4# Office of Director 03/02/16 LEE- 0 R 
Public Service Co of Colorado 2pp 17240 322 24X 

Fiche 5 0-267, 83/02/ i 6 , 0302230696 


9212060363 IE Info Notice 03-04. "Failure of Elmo Power Supply Units " 
Svc list enc 1 

JORDAN# E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/IB Consolidated Edison Co of New 

York# Inc tlOpp 17347 191 24X Fiche 50-000, 03/02/18,0212060363 


0212060365 IE Info Notice 93-05, "Obtaining Approval for Disposing of 
v«ry Low Level Radwaste - 10CFR2Q 302 " Svc list end 
JORDAN- E. L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York# Inc UIpp 17347 050 24X Fiche 50-000,83/02/24,0212060365 


0212060366 IE Info Notice 03-06- "Nanidenti ca 1 Replacement Parts H 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of New 

York- Inc H2pp 17361 148 24X Fiche 50-000,83/02/24,0212060366 


R Periodic operating reports L related correspondence 


8302070491 Forward! monthly operating rept for Dec 1982. 
WAREMfldURQ, D Public Service Co of Colorado 03/01/10 
Director's Office- Office of Inspection and Enforcement Ip 
17036 065 24X Fiche 50-267.83/01/10,8302070491 


8302230641 Forwards "Semiannual Effluent Release Rept.Jul-Dec 1902 " 
RORST- F J Public Service Co of Colorado 83/02/02 CDLLINSiJ T 
Region 4# Office of Director 3pp 17254 202 24X 

Fiche 50-267, 83/02/02 , 830223064 1 


— 8302230646 "Semiannual Effluent Release Rep t- Ju 1 -Dec 1982 11 

» Public Service Co. of Colorado. 83/02/28 195pp 17254 209 

24X Fiche 50-267,83/02/02,8302230641 


9302P20157 Forwards monthly operating rept for Jan 1983 
WAREMBCJURG- D Public Service Co. of Colorado 03/02/08 
Director's Office- Office of Inspection and Enforcement lp 
17232 061 24X Fiche 50-267-83/02/00,0302220157 


8 Reportable occurrences, LERs 6 related correspondence 


8302160246 PN0-IV-92-047 on 821209- abnormal degradation in 
ftCPB identified U leak between secondary & primary side 
of steam generator module 0-2-3 discovered Invest igation 
underway 

WES TER MAN, T F # MADSEN- 0 L Region 4- Office of Director 02/12/10 
lp 17170 2 62 24 X Fiche 50-267, B2/ 12/ 10, 8302160246 


0302070574 Forwards LER 82-054/03L-0 Detailed event analysis end 
WAR EM0 QUftD i 0 Public Service Co of Colorado 83/01/28 

COLLlNBi J T Region 4# Office of Director 4pp 17034 218 24X 

Fiche 50-267, 83/01/28, 0302070574 


— 830207057? LER B2-Q54/03L-0 on 021229, out 1 e t temps exceeded 120 F limit 
when reactor became critical during Isolation of svc water 
flow to PCRV cooling water HX Caused by lack of cooling 
source Design change initiated 

FULLERiC Public Service Co of Colorado 03/01/20 Region 4, 
Office of Director lp 17034 222 24X Fiche: 50-267- 03/01/20# 

8302070574 


8302070584 Forwards LER 92-053/03L-Q Detailed event analysis end 
WAHEMEJOURQ, D Public Service Co of Colorado 03/01/20 
COLLINS, J T Region 4, Office of Director 4pp 17035.202 24X 

Fiche 50-267- 83/0 1 /28 , 8302070584 


--B302070591 LER 02-O93/O3L-O on 821229- fuel storage well pressure 
exceeded atmospheric pressure while reactor was shut down 
Caused by one gas compressor being out of svc for maint and 
other pumping less than capacity Compressor* repaired. 

FULLER, C Public Service Co of Colorado. 83/01/20 Region 4# 
Office of Director ip 17035 206 24X Fiche 50-267# 03/01/20, 

8302070584 


0302070610 Forwards LER B2-052/03L-0 Detailed event analysis end 
WAREMBOUROiD Public Service Co of Colorado B3/01/2S 
COLLINS- J T Region 4, Office of Director 5pp 17035 068 24X 

Fiche 30-267, 03/01/20- 0302070610 


—8302070623 LFR 82-052/O3L-Q on B21229-B301 1 1 , eig h t Class I hydraulic 
shock suppressors found inoperable Caused by improper 
reservoir orientation or Lack of oil Snubber* either 
rebui It- tee ted# reinstal led or replaced w/qualifled spare* 

FULLER# C, Public Service Co of Colorado 03/01/28 Region 4, 
Office of Director tp 17035 073 24X Fiche 50-267,03/01/28. 

8302070610 


0302150001 Forwards LER 03-OO3/O3L-O Detailed event analyst* end 
WAREMBQURG- D , CLAYTON# 0 J , FULLER, C Public Service Co of 
Colorado 83/02/03 CGLLINS-J T Region 4, Office of Director, 
7pp 17147 093 24 < Fiche 50-267,03/02/03,0302150001 


— 0302150003 LEft 03-QO3/O3L-O on 14 separate occa* ions, total primary 
coolant oxidants exceeded acceptable limi ts. Ox idant 
offgassing caused by increasing tempi during normal reactor 
startup 4, rise to pouer Oxidant concentration reduced 
FULLER, C. Public Service Co of Colorado 83/02/03 Region 4- 
Office of Director lp 17147 100 24X Fiche 30-267-03/02/03, 

8302150001 


8302150574 Forward* LER 83-QD2/03L-0 Detailed event analysis end 
WAREMBOURO, D Public Service Co of Colorado 03/02/03 
COLLINB, J T Region 4, Office of Director Spp 17159 241 24X 

Fiche 30-267# S3/02/03, 0302150574 


— 0302130593 LER 83-002/03L-0. on 830104# seven unsampled releases made 
from reactor bldg sump on 021221 it 22 Caused by personnel 
error Daily sample talcing resumed on 021223 Responsible 
personnel retrained 

FULLEN- C Public Service Go of Colorado 83/02/03 Region 4, 
Office of Director lp. 17155 246 24X Fiche- 50-267, 83/02/03. 

8302150574 


6302170344 Forward* revised LER 02-O52/O3L-1 Detailed event analysis 
enc 1, 

WAREMBOURO, D Public Bervice Co of Colorado. 03/02/07 
COLLINS, J.T Region 4# Office of Director »fp. 17184,153 24X 

Fiche 50-267# 03/02/07# 8302 170344 


— 0302170349 Revised LER 02-O52/O3L-1 . during 821229-830111 , el gh t Class I 
hydraulic shock suppreisore found i noperable. Caused by 
improper reservoir orientation or lack of oil due to pipe 
movement, Bn uh ber s rebut 1 1# tested & reinstalled or replaced. 

FULLER, C Public Service Co of Colorado 03/02/07. Region 4, 
Office of OJ rector lp 17184; 150 24X Fiche: 30-267, 03/02/07# 

8302170344 


--0302220159 Monthly operating rept for Jan 1983, 

MCBRIDE. L M Public Service Co of Colorado 83/02/08 5pp 
17232-062 24X F i che . 90-267, 83/02/08, 83022201 57 
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8302230720 Discusses recent steam generator tube leal Info on 77U30 
leak probably irrelevant &mce cauiei of recent leaks 
d ifferent 

WAGNER, F Division of .Resident- Reactor Project t Engineering 
Programs 63/02/15 TRAMMELL, C Operating Reactors Branch 3 2pp 
17257 28? 24X Fiche 50-267, 83/02/1 5, 830 2230720 


9302220052 Releases public version of t ©vised emergency plat, 
implementing procedure* 

FELT0?f, J h Division of Rules and Records 03/02/14 Document 
Management Branch Ip 17233 324 ?4X Flche SO-S^. 83/02/1 4, 

8302220052 


8302230378 PNO- I V-83-007 on 03021 5-loss of non interrupt! tie 
but 2 resulted in autocratic loop II shutdown followed by 
manual scram upon loss of instrument Indication* Caused by 
internal power fuse failure in B inverter Fuse replaced 
WESTERMAN. T F . MADSEN. G L Region 4, Office of Director 
lp 17297 217 24 < Flche 50-267,63/02/22.8302230379 


ns trurnenfc 


03/02/22 


— 0302220055 Forwards public version of Rb\ 63-1 to emergency plan 
implementing procedures , 1 nc iud ing Procedure CP /0/B/2003/02 
re estimate D f failed fuel based on 1-131 concentration 
Receipt form end 

TUCKER, H 3 Duke Power Co 83/01/27 O'REILLY, UP Region 2, 
Office Ot Director 2p p 17233 325 24 X Fiche 50-269,83/02/14, 

8302220032 


V Operator Examinations 


8301310203 Generic Ltr 93-04 to all power reactor U c ensue i , app 1 » cants 
■for CLs.NSS ven tf or*, i* b ac t or vendors 6 AE re certificates 
8. revised format f° T reactor operator & senior reactor 
operator licensee Svc list encl 

EieENHUT.D G Division of Licensing &3/OI/3I Consolidated 

Edison Co of New York, Inc l4pp 17347 17? 24X 

Fiche 30-000. 83/01/31- 8301310203 


3302230256 Submit* proposed schedule for plant site Category 5 m 
visits, In response to 830101 Jtr 

WAfiEMBOirRQ, d U Public Service Co of Colorado 83/02/04 

E tSENHJTr D Q Division of Licensing Ip 17292 129 24X 

F itf h* 30-247,83/02/04,8302250256 


(DC KEl 50-269 OCONEE NUCLEAR STATION' UNIT 1 

Security, medical, emergency fc fire proteetien plans 


8210120630 Releases public version of nv to emergency plan manual 
FELTON, J M Division of Rules and Records 92/09/23 Document 

Management Branch lp t5684 339 24/ Fiche 50-267,02/09/23, 

8210120650 


— 0210120692 Forward* public version of Revision 5 to emergency plan 
dvanual. 

TUCKFRrH B puke Power Co 92/09/14 □ 'REILLY, -J P Jlegion 2, 
Office or Director lp 15634 340 24X Fichu 30-269.02/09/53, 
9210120650 


— 8210120656 Public venion of revised emergency pUn imp lenient in g 
procedure*. inc luding Procedure* Pr/0/B/200G/04 re 
estab 1 iahme nt U Insp of technical support ctr l 
CP/3 /A/ 2002/0 3 re past-accident caustic injection into lPIS 
* Duke Power Co 92/09/30 B3pp [3604 341 24X 

Ficbe 50-269,02/09/23,8210120650 


—0 30232 0059 Public version of Rev B3-1 to emergency plan i mp l eflier>t i hj 
procedures, including Proc&duro CP/0/B/2003/02 re estimate 
of failed fuel based on 1-131 cone entra^ x on 
COY. S A Du V e Power Co B3/01/10 72pp 17233 327 24X 

Fiche 50-269,03/02/14.0302220052 


J Insurance U. indemnity information 


9302070413 Requests reimbursement of pro rata portion of indemnity 
fees paid due to tarminat i on of NRC indemnification under 
P r ice-An d e r so n Act on 821115 

HOUSE, D F Duie Power Co 83/02/04 5ALTZMAN, J Antitrust U 
Economic analysis Branch (Utility Finance) Ip 17070362 24X 

Fiche 50-000. 83/02/04,8302090413 


P Operating license stage documents 6 correspondence 


9302170019 Forw-ard* documentation supporting justification for 
continued operation or operating reactors in response to 
question* raised at 830106 meeting re environ qualification 

of electrical equipment 

ElSENhlJT, D G Division of Licensing 03/01/19 DENTON, H fl Office 
of Nuclear Reactor Regulation. Director 7pp 1 7 1 ?6 0^1 2-4X 

Fl che 50-000,83/01/18,8302170019 


— 9302 1 7008? Provides justification fox interim operation pending 
resolution or equipment qualification program 
WAG1D-R,P Dperating Reactors Branch 4 82/03/03 NOVAK, T 

Assistant Director for Licensing ?pp 17196 223 24X 

Fiche 30030,83/01/18,9302170019 


--8302170159 Forwards tabulation of Group 2 ?< 3 plants showing dates fay 
which technical ewluatlon repfca are expected to be 
completed Requests justification for continued operation of 
each group by 621003 f 1 5, reapec ti ve ly 

ElSENHur.D 0 Dnmon of Licensing 82/09/24 WRAGLIA, r 
Assistant Director for Safety Assessment 4pp 17196 265 24* 

Flche 50 030, 03/01/10. 8302170019 


— 9210120658 Public version of R«v 5 to emergency plan 

SMITH, J E Duke Power Co 02/07/01 l62op 15605 066 24X 

Fic h-o 50-26 9,02/09/23.9210120650 


8302040^97 Release* public version of rev to emergency plan & 
emergency plan implsmenting procedures 

FELTON. J M Division of Rules and Record* 83/01/20 Document 
Management Branch ip 17046278 24X Flcho 50-269, 91/01/29. 

0309040497 


— 8302040904 Forward* public version of Rev 7 to emergency plan t< Rev It 
to emergency plan imp 1 ement I r»g procedure* Receipt form* 
enc i 

TUSKER. H B , MCINTOSH, J T Duka Power Co G3/01/O7 
O'REILLY, J P Region 2, Office of Director GLOVER, R M Office 
of Nuclear Reactor Regulation, Director 3pp 17046 299 54X 

FI Che. 30-269, 83/01/28, 8302040497 


— 0302040506 Public version of Rev 7 to emergency plan 

SK1TH.J E Duke Power Co 02/12/14 16pp 17046 302 24X 

Flche 30-269,63/01/20,0302040497 


— 830*170240 Concludes tb-afc based on licensee 820223 submi fetal. continued 
operation until c omp i e t i an of environ qualification program 
wilt not present undue risk to public health V safety 
WAGNER* P C Operating Ruactois Branch 4 82/10/28 EISENHUT, 0 0 

t)i ,'£* i on of Licensing ip 17197 041 24x Fiche 50-000, 

63/01/10, 83 02170019 


8302010498 Forward* Pinal evaluation of pressurizer safety Si relief 
valve piping sys. per NUREQ-0737, Item II D l Mods to reduce 
piping sy* stresses below FSAR spec will be performed during 
next refueling outage Plant safety not affected 
TOCHER, H B Mute Power Co 63/Ol/Si DENTON, ff R Office of 
Nuclear Reactor Regulation, Director ST0LZ, J F Operating Reacton 
Branch 4 3p p 16981 074 24 X Fiche 50-269. 83/0 » /21 ■ 830201 0498 


6302100257 Forward* confirmatory study on applicability of preasuriitd 
thermal shock screening criteria to B4W plants, for use as 
starting point for ad d L detailed technical discussion* 
between URC V 0&W QwfiorS Group representative* 

LAINAS.G C Assistant Director for Operating Reactors 83/01/31 
WALLACE, E Dabcock 6 Wilcox Operating Plants Owner* Group 

WALLACE, E General Public Utilities - GPU Service Corp 6pp 

17134 100 24X Flche 50-000.83/01/31,8302100257 


— 0302040511 Public version of revised emergency plan implementing 
procedures, including Procedure AP/Q/D/ 1000/07 re offsite 
dote calculations by control room personnel or emergency 
c j&ordinatcr during LOCA 

DAMPDELLi J 4 EDWARDS. N Duke Power Co 02/12/0? 46pp 
17046 322 24X Fiche 30-269, 93/01 /28, 8302040497 


8 30 2290 4 67 "Adequacy of Station Electric Distribution Sys Voltage*. 
Qconee Nuclear Stat i on, Un i ts 1,2 4> 3," informal rept 
UDV.A C EOI<g, Int FIN A-6429 G302220467 83/01/31 EflAMl-H 

Division of System* Integration (post 811003) 15pp 17239 39B 

24X Fiche 50-269.63/01/31,0302220467 


B3012I0340 Generic L*t 83-04 to all licensees of operating reactors, 
applicant* for 0L & holder* of CP» re regional workshop 
concerning Suppl |*NUREQ-0737, ‘^Requirement % for Emergency 
Response Capability 11 Svc lift enc) 

E1SENHUT,D0 Division of Licensing 63/02/01 Consolidated 
Ed jeon Co of Veu Yurie Jik 1 Ipp 37231 22b 24X 

Fiche 30-000. 83/02/01,0301210340 


G 302070 504 Confirm* info provided to NRC at 830114 meeting re flui 
reduction program* associated w/prc*sur Xi ed thermal *hack 
Units predicted to exceed NRC screening criteria through 
opeT*t i ng life 

TUCKEF, H D Duke Power Co 83/02/03 DENTON, H R Office of 
Nuclear Reactor Regulation, Diroctoi ST0LZ,JF Operating rteetiors 
Branch 4 I4pp 170*^6 347 24X Fi c he 30-269, 83/02/03, 8302070304- 
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8302140166 Discuss** end response to util 820525 submittal re 
proposed water inventory monitoring sys, based on 
considerations behind Dec 1952 01 ders on instrumentation to 
detect inadequate core cooling (NUREG-0737, Item II F 2) 
DlftCKS. W J Office or the Executive Director for Operations 
83/02/07 AUEbRVt'Jf Conmissioiiers lp 17144 16,0 24X 

Fiche 50-269. 03/02/07. 6302 J4016G 


"'8302140173 Responds to conversation w/Commi ss loner Ahearne rc status of 
review of 020525 submittal on i ns tf omenta t l on to detect 
Inadequate core cooling (Iten M F 2) 1 relationship w/Dcc 
1952 order 8 ys does not meet requirements 

STQLZ-JF Operating Reactors Branch 4 B3/02/01 TUCKER i H U 

Duke Power Co 3pp 17221 219 24X Fiche 50-269,03/02/07. 

8302140169 


—8209240433 Forwards questions arising during review of util submittal 
describing proposed water inventory monitoring sys Generic 
review incomplete due to apparent reluctance on part of util 
to supply info Sys unsa t i s fac tory 

ANDERSON, R L Oak Ridge National Laboratory 82/09/15 HUANG, T 
Core Performance Branch 4pp 17144 164 24X 

Fiche 50-269, 03/02/07, 8302140160 


— 0302140174 Discusses response to util 020525 submittal re proposed 
water inventory monitoring sys l relationship to Dec 1982 
oider on instrumentation to detect inadequate core cooling 
Response should bo expedited 

AHEARNE, J Commissioners 03/01/20 DIRCKS.W J Office of the 
Executive Director for Operations lp 17144 169 24X 

Fiche 50-269,83/02/07,8302140160 


□ 302080295 Generic Ltr 03-09 to all operating reactoi licensees, 
applicants for OL U holders or CP for C-E PWR* re review of 
C-E Owners Qi oup emergency procedures guideline program Svc 
list end 

EISEKHiJT, DC Division of Licensing 03/02/08 Consolidated 
Edison Co of New York, Inc 1 Ipp 17290 247 24X 

Fiche 50-000,03/02/08,0302080295 


0302000:304 Generic Ltr 03-11 to all operating reactor licensees re 
licensee qua 1 i f i ca 1 1 on fur performing safety analysis in 
support or licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list one 1 

EISEf!HUr,D G Division of Licensing 83/02/08 Consolidated 

Edison Co of New York, Inc 9pp 17234 234 24X 

Fiche 50-000, 83/02/08, 8302000304 


0302090098 Generic Ltr Q3-10F to all licensees w/B&W designed NS9S 
[except Till 1 re resolution of TMI Action Item II K 3 5, 

"Automatic Trip of Reactor Coolant Pumps " Svc list enc 1 
EfSEN^UTfD G Division of Licensing B3/O2/08 Duke Power Co 
23pp 17290 291 24 < Ficho 50-000,83/02/08,0302090090 


B3O21B0490 Application to amend Licenses DPR-3B, DPR-47 t* DPR-55, 
revising radiological effluent Tech Specs to Incorporate 
design mods Mods reduce environ impact of effluent releases 
A LARA per App J, 10CFR20 requirements 

TUCKER, HB Duke Power Co 83/02/09 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ST0LZ,J F Operating Reactors 
Branch 4 7p p 17214 009 24 X Fiche 50-269, B3/02/09, 03021 00400 


— 3302160404 Proposed Tech Specs re radiological effluent controls 
TLFCKFR,H 3 Duke Power Co B3/02/09 67pp 17214 016 24X 

Fiche 50-269,83/02/09,8302180480 


0303160236 Application for amend to Licenses DPR-30, DPR-47 it DPR-55, 
allowing use of RC 8 inservice leak & hydrostatic test 
heatup k cooldoum limitations during performance of leak 
test* of connected syo 

TUCKER, H 8 Duke Power Co 83/02/10 DENTON, H R Office dF 
Nuclear Reactor Regulation, Director STGLZ-J F Operating Reactors 
Branch 4 lp 17170 181 24X Fichs 50-269,83/02/10,0302160236 


— 0302160242 Proposed Tech Specs allowing use of RCS inservice leak & 
hydrostatic teat heatup fe cooldown limitations during 
performance of leak tests of connected sys when RCS 
prassure/temp limits controlling 

a Duke Power Co B3/02/10 iOpp 17170 124 24X 

Fiche 30-269,03/02/10,8302160236 


03O225OIO2 Notification of 830223 meeting u/BM4 regulatory response 
group in Beth*sda,MO to discuss small break LGCA procedures 
it maint of proper steam generator water level 
VAN VLlETiJ Operating Reactor* Branch 4 83/02/17 8T0LZ, J 

Operating Reactor* Branch 4 3pp 17303 0 98 24X 

Fiche 50-000, 83/02/17, 8302250102 


8302250371 Forwards Amend 19 to Duke Power nuclear guides Amend 20 
will he forwarded in Apr 1983 

ELI IOTT, J L , RQWLANO, Q B Dyke Power Co 83/02/10 BIHKEL, R 

Office of Nuclear Reactor Regulation, Director 2pp 17296 215 

24 X F i c h e • 50- 000, 63/02/1 8, 830225039 1 


— 830^230400 Rev CIA to Nuclear Guide 1 61, "Damping Values for Seismic 
Design of Nuclear Power Plants " 

* Duke Pouer Co 83/01/06 7pp 17296 217 24X 

Ficho 50-000, 03/02/18, 0302250391 


— 8302250406 Rev 19 to Nuclear Guide 1 84, "Design fc Fabrication Code 
Case Acceptab i lifcy, A5ME Section, Dlv 1 " 

WVKE, T F "* Duke Power Co 83/01/06 12pp 17296 224 24X 

Fiche 50'000, 83/02/te, B302250391 


— B30P250411 Rev 19 to Nuclear Guide i 89, "Matts Code Case 
Accep tab 1 1 1 ty , ASME Section IIl.Div 1 Jl 

WYKE, T F Duke Power Co 83/01/06 1 1 p p 17296 237 24X 

Fiche 50 000,03/02/18,8302250391 


— 8302250417 Rev 1A to Nuclear Guide 1 lit, "Methods for Estimating 
Atmospheric Transport & Dispersion of Gaseous Effluents in 
Routine Releases from Light-Noter-Coaled Reactors " 

EDMONDS, R F Duke Power Co 83/01/06 4?pp 17296 240 24X 

Fiche 50-000, 83/02/10, 8302250391 


— 0302250424 Rev IA to Nuclear Guide 1 143, "Design Guidance for fladwasto 
Mgt Sys , Structures t/ Components Installed in 
Li ghfc-Water-Cao led Nuclear Power Plants " 

MILLER, R E , SNON, A L Duke Power Co 03/01/06 14pp 
17296 297 24 X Fiche 50-000,83/02/10,0302250391 


— 0302250436 Rev 1 to Nuclear Guide 1 147, "Inservice Insp Code Case 
Acceptabl li ty, ASME Section YI.DiV I ° 

DALTON. D U Duke Power Co 03/01/06 7pp 17296 311 24X 

Fiche 50*000, 03/02/18, 8302250391 


— 0302250440 Rev I to Nuclear Guide 4 7, "General Site Suitability 
Criteria for Nuclear Power Stations " 

GALLEHER.G A , HENORICKS, JR , HAGER, S 8 Duke Power Co 
03/01/06 34pp 17296 318 24X Fiche 50-000,83/02/18,0302230391 


B302P40062 Notifies that decision to reaffirm or withdraw request for 
hearing Te urder imposing environ qualification requirements 
will be made within 30 days following review of 830522 final 
rule 

CARR, A V Duke Power Co B3/03/21 ErSENHUT, D G NRC - Wo 
Detailed Aff i nation Given lp 17275 020 24X 

Fiche 50-269,0^/02/21,0302240062 


83022B0325 Application for amend to Licenses DPR-3B, DPR-47 V DPR-55 
revising Tech Specs re reactor vessel surveillance capsule 
withdrawal schedule Class III h I fees end 

TUCKER, H D Duke Power Ca 83/02/23 DENTON, H R Office of 
Nurclear Reactor Regulation, Director STOLZ, JF Operating Roactors 
Branch 4 3p p 17303 067 24X Fiche 50-269,03/02/23,0302200325 


— Q30P280327 Proposed Tech Spec changing reactor vessel surveillance 
capsule withdrawal schedule 

* Duke Power Co 83/02/23 2 pp 17300 070 24X 

Ficho 50-269, 03/02/23. 0302280325 


0302250371 Supplemental application for amend to Licenses DPR-38, DPR-47 
U DPR-93, revi sing Tech Specs to provide curves based on 
matls properties previously provided 6 revised set of 
operator guidance 

TUCKER, H Q Duke Power Co 83/02/24 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 17297 195 24X 

riche 50-269,83/02/24,9302250371 


— 8302250379 Proposed Tech Specs providing curvet based on matls 
properties previously provided & revised set of operator 
guidance 

* Duke Power Co 83/02/24 1 4p p 17297 190 24X 

Fiche 50-269, 83/02/24, 83022503 71 


0 Inspection reports, IE Bulletins & correspondence 


B302150327 Responds to IE Bulletin 82-04 re Bunkor-Ramo electrical 
penetration* Electrical penetrations at facilities mfg by 
Viking Corp No Bunker-Ramo penetrations installed 
TUCKER»H B Duke Power Co 03/01/12 O'REILLY, J P Region 2, 
Orfice of Director ip 17148 174 24X Fiche 50-269,83/01/12, 

03021 50327 


6302 1 6001 4 Summary of 030120 meeting w/utils, Bechtel, Frankl in Research 
Ctr.URS * Computech Engineering 8 vcs re IE Bulletin 80-11, 

"Masonry Wall Design * Addl testing not warranted 

TRAMMELL, C Jl Operating Repctors Branch 3 03/01/25 Operating 

ReactOTS Branch 3 25pp 17171 227 24 X Fiche’ 50-000, 03/01 /25, 

8302160014 


8212060390 IE Info Notice 83-OJ , "Ray Miller, Inc " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post B30103) 83/01/26 Consolidated Edison Co of Now 

York, Inc ItBpp 17023 160 24X Fiche 50-000,83/01/26,8212060358 
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B302J50165 Forwards. |E Imp Kept* 50-269/93-03- 30-270/93-02 ft 
90-2 97/03-02 on 830104-06 No nanconph^rce noted 
DANCE, H C Division of Project ft .Resident Programs 03/01/27 
TUCKER, H 3 Duke Power Co 2pp 17147 220 24X 

Fiche 30-269, 83/01/27, 0302 S501&3 


— EG 07 1 90171 IE Imp Kept* 50-269/63-02*50-270/03-02 ft 50-287/03-02 on 
830104-06 No nanccnp 1 tamce noted Major areas Inspected 
licensee action on previous unresolved i t ems, inspector 
foIlO'Ji/p item* ft LEfti 

ECQNOflCJS, M , BLAKE, J J Division of Project ft Resident Programs 
03/01/23 7pp 1714? 230 24/ Fiche S0-2&9. 03/01 /27- 8302 150165 


9212060360 tE Info Notice 83-02, "Limi torque HOEC. HUJC, H2BC ft H3BC 
Qearhead* " 9vc list and 

JQRDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 930103) 83/01/28 Consolidated Edison Co of New 

York, Inc 109pp 17144 001 24* Fiche 50-000,63/01/20,0212060360 


9212060361 IE Info Notice 03-03, "Calibr of Liquid Level Instruments u 
Eve list and 

JORDAN. E L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 03/01/28 Consolidated Edison Co of Nay 

York, Inc 1 lOpp 17074 095 24X Fiche 50-000-03/01/28-0212060361 


0302150608 Forwards IE Enforcement Meeting Repfct 50-269/83-05, 
50-270/83-03 it 50-287/03-05 on 830107 

0 'REILLY, J P. Region 2, Office of Director 03/01 /3J TUCKER, H B 
Duke Power Co Ip 17131 300 24X Fiche 50-269,83/01/31, 

0302130608 


— B3021JQ619 IE Enforcement Meeting Repts 30-269/83-05,50-270/83-05 ft 
50-237/B3-0 3 on 030107 Major areas discussed corrective 
actions re licensee finding two manual containment 
Isolation instrument air valves open from 021206-12 
UFWFB, R C Division of Project ft Resident Programs 83/03/27 
2pp 17351 309 24X Fiche 50-269, S3/0I /31.B3021 50600 


0302220419 Forward* "BftW 177 Fuel Assembly Dimeri Group Safe End Task 
Force Rept on Generic Investigation of I /MU Nm 1 1 e 
Component Cracking ** Recommended Inservice lnsp program 
imp lamented at Units 2 t 3 w/augmented program for Unit I 
TUCKER. H □ Duk* Pouer Co 83/02/15 DENTON, H R Office of 
luclear Reactor Regulation, Director STQLZ. J F Operating Reactors 
*ruh 4 2pp 17232 229 24X Fiche 50-269,83/02/15,8302220410 


>7220423 ’BftU 17 7 Fuel Assembly Owner* Group Safe End Task Force 
t*pt on Generic Investigation of HP I/MJ Noule Component 
Slacking 1 

» Babcock ft tmco* Cq 77-1140611-00 S3/02/1S 70pp 

17232 232 24X Fiche 50-269,83/02/15,0302220410 


02250398 Forwards add l info re 32|004 request for relief from 
hydrostatic inservice insp requirement* of Section XI of 
A SMC Boiler ft Pressure Vessel Code 

TUCKER, H D Duke Power Co 03/02/17 DENTON, HR Office of 
Nuclear Reactor Regulation. Director STOIZ-JF Operating Reactor* 
Branch 4 15pp 17296 197 24X Fiche 50-269, 83/02/17, 83022 5039B 


/2120603A3 IE Info Notice 83-04, °FaiJur« of Elma Power Supply Units “ 
Svc list end 

JOftOAN.E L Division Of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/t8 Consolidated Ed i ion Co of Now 

York, Inc I lOpp 17347 191 24X Fiche 50-000, 83/02/10, 021 2060363 


8212060365 IE Info Notice 03-05- 1 Obtaining Approval for Disposing of 
Very Low Level fUduait* - 10CFR2Q 302 " Svc list end 
JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc lllpp 17347 099 24X Fiche 50-000, 83/02/24, 82 1 2060363 


R Periodic operating report* ft related correspondence 


9302100374 Forwards monthly operating rept* for Jan S9B3 

TUCKER, H B Duke Pouer Co 83/02/15 Director's Office, Office 
of Inspection and Enf orcesnent Ip 17209 320 24X 

Fiche 50-269. ea/02/ 15, 8302180374 


— 0302100377 Monthly operating repts for din 1903 

REAVIS, J A Duk* Power Co 03/02/15 16pp 17209321 24X 

Fiche 50-269,83/02/15,0302100374 


8 Reportable occurrences, LERs ft related c Dr respondent 


8302030495 Part 21 rept re determination that post-LCSCA hydrogen 
recombinir is likely fca malfunction following exposure 
to elevated temp, high humidity environ Replacement part 
identification will be provided to operator* by 830218 
EMPEY, D C Rockwell Internationa] Carp 82/12/17 COLLINS. J 
Region 4, Qffic* of Director. 4pp 17006 120 24X 

Fiche 30-000, 02/12/17, 6302030493 


0302030466 Forward’s LER 83-001/Q1T-0 Detailed event analysis unci 
TUCKER, H B Duka Power Co 03/01/25 O'REILLY, J P Region 2. 
Office of Director 3pp 17006 162 24X Fiche 30-269,83/01/25, 

6302030466 


•-03 02030473 LER 83-OOl/OtT-O on 8301 1 1 , eva Juat ion determined that single 
failure in Keowee Hydro Woodward governor sys could prevent * " 

automatic actuation or emergency power Caused by design 
deficiency in switching logic Operators informed 
PETTY, J 0 Duke Power Co 03/01/25 Region 2, Office of 
Director £p 17006 165 24X Fiche 50-267,83/01/25,8302030466 


0302030435 Forwards LER S3— 002/01 T— 0 Detailed event analysis one 1 
TUCKER, H 0 Duke Power Co 03/01/26 Q 'REILLY, J P Region 2, 
Office of Director 2pp 17005 221 24X Fiche 50-269,83/01/26, 

6302030425 


— 0302030434 LER 93-Q02/01T-0 on 8301 1 2 , overh ea d emergency power path 
froTi Keouee Hydro units to transformer CT-1 made inoperable 
M/o testing alternate < underg round > path within 1 h Caused 
by personnel error Personnel counseled 

PETTI , J C Duke Power Co 83/01/26 Region 2. Office of 

Director ip 17035 223 24X Fiche 30-269,03/01/26,0302030435 


0302500412 Forwards LER B3-003/03L-0 Detailed event analysis end 
Tl/CKER, H 0 Duk* Pouer Co 03/02/10 O'REILLY, J P Region 2, 
Office of Director 2pp 17309 159 24X Fiche 50-269,83/02/18, 

6302280412 


—0309280418 LER 93-003/03L-0 on 0301 20, eng i n e er i ng safeguard* channel, 
A, B ft C reactor bldg narrow-range pressure transmitter 
drifted out of cal i br Caused by deficient procedures 
Channels r«<a.li6r ft procedures changed 

PETTY, J C Duke Power Co 03/02/10 Region 2, Office of 
Director tp 17309 160 24X Fi c he 50-269, 03/02/10, B3022G04 IP 


V Operator Erami nat i on* 


0301310203 Ger.QTic Ltr 03-06 to ail power reactor 1 1 e ens ea s , ap p 1 i c ants 
for GLa.NSS vendors, reactor vendors ft AE re certificates 
ft revised format for reactor operator ft senior reactor 
operator licenses Svc list end 

EfSENHJT.DO Division of Litensing 83/01/31 Consolidated 

Edison Co of M»u York. Inc I4pp 17347 177 24X 

Fiche 50-000,03/01/31,0301310203 


0302240068 Respond* to Generic Ltr 93-01 Operator licensing e*am 
schedules listed 

TUCKER. H D Duke Power Co S3/02/21 ElSENHUT, D 0 Division of 
Licensing 2pp 17201 041 24X Fic he 50-000, 03/02/21, 8302240060 


DOCKEl S0-270 OCONEE NUCLEAR STATION, UNIT 2 


F Security, medical, emergency ft fire protection plans 


02 1 Of 20650 Releases public version of rev to emergency plan manual 
FELTON, J M Division of Rules and Record* B2/09/23 Document 

Management Branch Ip 15604 339 24X Fiche 30-269,02/09/23. 

0210120650 


— 9210120652 Forwards public version of Revision 5 to emergency plan 
iMart'jo l 

TUCKFR-H B Duke Power Co 02/09/14 D 'REILLY, J P Region 2, 
Office of Director Ip 15604 340 24X Fiche 30-269,02/09/23, 
8210120650 


— -0210120656 Public version of revised emergency plan imp 1 eroent ing 
procedures , inc lud ing Procedure* PT/0/D/2000/04 re 
establishment ft map of technical support ctr ft 
CP/3/ A/2002 /05 re post-accident caustic injection into LPI8 
* Duke Power Co 02/09/30 83pp 136B4 341 24X 

Fiche 50-26 9, 92/09/33, 6210120650 


— 821012Q65B Public version of Rev 5 to emergency plan 

SMITH, J E Duke Power Co 02/09/01 162pp 1S6B9 066 24X 

Fiche 50-269,02/09/23,0210120650 


8302040497 Releases public version of rev to emergency plan ft 
emergency plan implementing procedures 

FELTON, J M Division of Rules and Records 83/01/20 Document 

Management Branch lp 17046 298 24X Fiche 50-269,83/01/28, 

0302040497 


— 0302040504 Forwards public version of Rev 7 to emergency plan ft Rev II 
to emergency plan implementing procedures Receipt forms 

•tic I 

TUCKER, H B , MCINTOSH, J T Duke Power Co 83/01/07 
O'REILLY, J P, Region 2, Office of Director GLOVER, R, M Office 
of Nuclear Reactor Regulation, Director 3pp 17046' 299 24J( 

Fiche 50-269,83/01/28,0302040497. 



DOCKETED ITEMS 


81 


— 8302040506 Public version of Rev 7 to emergency plan 

SMITH. J E Duke Power Co 82/12/14 16pp 17044 302 24X 

FI civ e 50-269,03/01/29,8302040497 


— 8302040511 Public version of revised emergency plan Implementing 
procedures, including Procedure AP/0/B/1000/07 re offsite 
dose calculations by control room personnel or emergency 
coordinator during LOCA 

CAMPBELL. J , EDWARDS. N Duke Power Co 02/12/09 46pp 
J7046 322 24X Fiche 50-269.03/01/28.0302040497 


8301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL it holders or' CPs re regional workshop 
concerning Suppl 1 . NUREG-Q737. "Requirements for Emergency 
Response Capability “ Svc list end 

£ 1 SEI«‘ I'JT i D C Division of Licensing 03/02/01 Consolidated 

Edison Co of New York. Inc llpp 17221 226 24X 

Fiche 50-000,83/02/01,8301210340 


0302220052 Releases public version of revised emergency plan 
implementing procedures 

FElTCJN. J M Division of Rules and Records 03/02/14 Document 
Hanagecre nt Branch Ip 17233 324 24X Fiche SO-269, 03/02/14, 

8302S20052 


— 0302220055 Forwards public version of Rev 83-1 to emergency plan 
implementing procedures , i nc lud ing Procedure CP/0/E3/2003/02 
re estimate of failed fuel based on 1-131 concentration 
Receipt form end 

TUCKFR.H b Duke Power Co 03/01/27 0 'REILLY. J P Region 2, 

Office of Director 2pp 17233 325 24X Fiche 50-269,03/02/14* 

3302220052 


— 0302220059 Public version of Rev 03-1 to emergency plan Implementing 
procedures, including Procedure CP/0/D/2003/02 re estimate 
of failed fuel based on 1-131 concentration 
COY, S A Duke Power Co 63/01/10 72pp 17233 327 24X 

Fi e h e 50-269. 03/02/ 1 4, 8302220052 


J, Insurance l indemnity information 


B3020904S3 Requests reimbursement of pro rata portion of indemnity 
fee* paid due to termination of NRC indemnification under 
Price "Anderson Act on 821115 

HOUSE- D R Duke Power Co 83/02/04 SALTZMAN, J Antitrust t 
Economic analysis Branch (Utility Finance) Ip 17070 362 24X 

Fiche 50-000,93/02/04.8302090413 


P Operating license stage documents t*. correspondence 


6302170019 Forwards documentation supporting justification for 
continued operation of operating reactors in response to 
■questions raised at 830106 meeting re environ qualification 
of electrical equipment 

EiSEfvH’JT, D G Division of Licensing 83/01/18 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 7pp i7196 091 24X 

Fiche 50-000, 03/01/10. 83021 700 1 9 


— 8302170089 Provides justification for interim operation pending 
resolution of equipment qual i f I ca ti on program 
HAGN^R, P Operating Reactors Branch 4 02/03/03 NOVAK, T 

Assistant Director for Licensing 2pp 17196 223 24X 

Fiche SO -000. 03/01/18, 0302170019 


— 0303170129 Forwards tabulation of Group 2 t< 3 plants showing dates by 
which technical evaluation repts are expected to be 
completed Requests justification for continued operation of 
each group by B21QG8 ft 1 5, respectively 

FlSEtlHUT, D G Division of Licensing 02/09/24 MIRAGLIA, F 
Assistant Director for Safety Assessment 4pp 17196 263 24X 

Fiche 30-000,03/01/10,0302170019 


'-"9302170240 Concludes that based on licensee 820223 submi fetal, cont inu ad 
operation until completion of environ qualification program 
will not present undue risk to public health & safety 
IVAQNFfl.P C Operating Reactors Branch 4 02/10/20 EI8ENHUT, D, 0 

.Division of Licensing lp 17197 041 S4X Fiche 1 50-000, 

03/01/10. 8302170019 


G30201049B Forwards final evaluation of prespuriier safety relief 
valve piping sys.per NUREG-0707, I tern II. D l.Mods to reduce 
piping sys stresses below FfiAR spec will be performed during 
no t refueling outage Plant safety not affected 
TUCKER, H B Duke Power Co 83/01/21 DENTON, H. R Office of 
Nuclear Reactor Regulation, Director 8T0LZ, OF Operating Reactors 
Branch 4 3p p 16981 074 24 X Fiche 50-269,03/01/21,0302010490 


8302100257 Forward* confirmatory study on applicability of pressurised 
thermal shock screening criteria to 0&M plants, for use as 
starting point for add! detailed technical discussions 
between NRC % BitU Owners Group representatives 

LA I NAS, 0 C Assistant Director for Operating Reactor* 03/01/31 
WALLACfc, E Babcock h Wilcox Operating Plants Owners Group 
WALLACE. E 'General Public Utilities - GPU Gervice Corp 6pp. 

17134 100 24X Fiche 50-000, 03/01/31 . 03021 00257 


£3022:20467 "Adequacy of Station Electric Distribution By* Voltages, 
Oconee Nuclear Station. Un its 1.2 & 3, H informal rept 
UDY, A C EOirC, Inc FIN A-6429 8302220467 03/01/31 EH AH It H 

Division of Systems Integration (post 011005) ISpp 17239 390. 
24 X Fiche 50-269, B3/0I /3l , 0302220467 


8302100049 Li*ts info to be included in util submittal re status of 
facility & of program which ensures that screening criterion 
For pressurized thermal shock not exceeded at QL expiration 
STOLZ, J F Operating Reactors Branch 4 83/02/02 TUCKER, H 0 

Duke Power Co 4pp 17135 130 24X Fiche 50-270,03/02/02, 

8302100049 


8302070504 Confirms info provided to NRC at 030114 meeting re flux 
reduction programs associated w/pr es a ur 1 z ed thermal shock. 

Units predicted to exceed NRC screening criteria through 
operating life 

TUCKER, H Q Duke Power Co 03/02/03 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J F Operating Reactors 
Branch 4 14 pp 17036 347 24X Fiche 50-269,83/02/03,0302070504. 


0302140160 Discusses enc 1 response to util 820525 submittal re 
proposed water inventory monitoring *ys, based on 
c on* i d era t ion * behind Dec 1902 orders on instrumentation fco 
detect inadequate core cooling (NUREO-0737, Item II F 2) 
DTRCKS, W J, Office of the Executive Director for Operations 
83/02/07 AHEARNE, J F Convni s * ion er * Ip 17144 160 24X 

Fiche 30-269, 83/02/07, 0302140160 


— 830P140I73 Responds to conversation u#/Commi ssioner Ahearne re status of 
review of 020525 submittal on instrumentation to detect 
inadequate core cooling (Item II F 2) It relationship w/Dtc 
1902 order Sys does not meet requirements 

STOLZ, J F aperating Reactors Branch 4 03/02/01 TUCKERiH B 

Duke Power Co 3pp 17221 219 24X Fiche 50-269,03/02/07, 

3302140168 


— 0209240433 Forwards questions arising during review of util submittal 
describing proposed water inventory monitoring *y* Generic 
review incomplete due to apparent reluctance on part of util 
ta supply info Sys unsatisfactory 

ANDERSON. R L Oak Ridge National Laboratory 82/09/15. HUANG. T 
Core Performance Branch 4pp 17144 164 24X 

Fiche 30-269103/02/07,8302140160 


— 8302140174 Discusses response to util 820525 submittal re proposed 
water inventory monitoring sys it relationship to Dec 1982 
oidar on instrumentation to detect inadequate core cooling 
Response should be expedited 

AHEARNE, J, Commissioners 83/01/2 0 DIRCK8, W J Office of the 

Executive Director for Operations Ip 2 7 144 169 24X 

Fiche 50-269.03/02/07,0302140160 


0302000295 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for OL 6 holders of CP for OE PWR* re review of 
C-E Owner* ©roup emergency procedures guide Un* program Svc 
list anc 1 

EISEMMUT, D © Division of Licensing. 83/02/00 Consolidated 
Edison Co of Neu York, Inc Upp, 17290 247 24X 

Fiche SO-OOOi 83/02/0B, E3020B0295 


0302080304 Generic Ltr 83-11 to all operating reactor licensees re 
licensee qual if (cation for performing safety analysis in 
support of licensing actions Ability to us* code must be 
demonstrated by vendor or licensee Svc list end 
EI6ENMUT, D 0 Division of Licensing. B3/02/0B Consol ida ted 
Edison Co of New York, Inc 9pp 17234 234. 24X 

Fiche 50-000/ 83/02/00, 03OBOBO3O4 


0302090090 Generic Ltr 83-lOF to all licensee* w/B&W designed NBS3 
(except TMI) re resolution of TMI Action Item !1 K 3 9, 

"Automatic Trip of Reactor Coolant Puznp* ** Svc list end. 

E I SEN HUT, D O Division of Licensing 83/02/08, Duke Power Cp, 
23pp 17298' 291 24 < Fiche 50-000, 83/02/00, 0302090098. 


8302180480 Application to amend License* DPR-38, DPR-47 It DPR-53, 
revising radiological effluent Tech Spec* to incorporate 
design mods, Mods reduce environ Impact of effluent release* 

ALARA per App I, 10CFR20 requirements 

TUCKER, H B Dyke Power Co. 03/02/09 DENTON, H fi Office of 
Nuclear Reactor Regulation, Director, STOLZ, J F Operating Reactors 
Branch 4 7p p 17214 009 24/ Fiche - 50-269, 03/02/09, 8302100490. 
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— 83Q258O404 Proposed Tech Specs re radiological effluent controls 
TUCKER, H B Duke Power Co 93/03/09 67pp 17214 016 24* 

Fiche 50-269, 83/02/09, 6302100480 


B302I60236 Application tor amend to Licenae-s DPR-39, DFfi-47 l> DPR-S5, 
alloying use of RCS inservice leak 6 hydrostatic test 
heatup L cooldown limitations during performance of leak 
tests of connected sys 

TUCKER. H 0 Duke Power Co 63/02/10 DENTON, H R Office of 
Nuclear Reactor Regulation. Director STOLE, J F Operating Reactors 
Branch 4 lp 17170 121 24X Fiche 50-269. 83/02/ 10, 8302160 236 


— B303J60242 Proposed Tech Specs alloying use of RCS inservice leak & 
hydrostatic test heatup Kt cooldown limitations during 
performance of leak tests of connected sy * when RCS 
prassure/te mp limits controlling 

* Duke Power Co 83/92/10 lOpp 17170 124 24* 

Fie he 50-269, 03/02/10, 9302160236 

8302250102 Notification of 930223 meeting u/BtVI regulatory response 
group in Bethesda, MD to discus* small break LQCA procedures 
U maint or proper steam generator water level 

VAN VLIET, J Operating Reactors Branch 4 93/02/17 STOLZ, J 

Operating Reactors Branch 4 3pp 17303 070 24X 

Fie he 50-000, 03/02/1 7- 8302250 102 


830221)0391 Forwards Amend 19 to Duke Power nuclear guides Amend 20 
will te forwarded in Apr I9B3 

ELLIOTT, J L , ROWLAND, 0 D Duke Power Co 03/02/lB 0IRKEL.R 

Office of Nuclear Reactor Regulation, Director 2pp 17296 215 

SAX Fiche 50-000. 83/02/ 13, 030225039 l 


— 0302230424 Rev IA ta Nuclear Guide 1 143, "Design Guidance for Raduaste 
Kgt Sys, Struct u-rps l Components Installed in 
Lig h t-Uater-Coo 1 ed Nuclear Power Plants 11 
MILLER, R E , SNOW, A L Duke Power Co 03/01/06 14pp 
17296 297 24 X Fiche 50-000,93/02/18.0302230391 


— 8302250436 Rev 1 to Nuclear Guide 1 I47i "Iniervite insp Code Case 
Acceptability, ASME Section Xl.Div i " 

DALTON. D W Duke Power Co 03/01/06 7pp 17296 311 Z4X 
Fiche 50-000.83/02/18,6302250391 


0302240062 Notifies that decision to reaffirm or withdraw request for 
hearing r* order imposing environ qualification requirement! 
will he made within 30 days following review of 030222 final 
rule 

CARft, A V Duke Power Co 03/02/21 El SEN HUT, D 0 NRC - No 
Detailed Affiliation Given Ip 17275 020 24X 

Fiche 30-269, 63/02/21, 0302340062 


9302200325 Application tor amend to Licenses DPR-3B, DPft-47 & DPR-55 
revising Tech Specs re reactor vessel surveillance capsule 
withdrawal schedule Class III & I fees end 

TUCKER, H JJ Duke Power Co 03/02/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLE, JF. Operating Reactors 
Branch 4 3pp 17309 067 24X Fiche 50-269.03/02/23,8302290325 


— 8302280327 Proposed Tech Spec changing reactor vessel surveillance 
capsule withdrawal schedule 

* Duke PoueT Co 03/02/23 2pp 1730B 070 24 < 

Fiche 50-269. 93/02 / 23, 0302280325 


03O22SO371 Supplemental application for amend to Licenses DPR -30. DPR -47 
& DPR-5S, revi s i r>g Tech Specs to provide curves based on 
mat I* properties previously provided «< reviled set of 
operator guidance 

TUCKER, H 0 Duke Power Co 83/02/24 DENTON. H fl Office of 
Nuclear Reactor Regulation, Director 3pp [7297 195 24X 

Fiche 30-269.83/02/24,8302250371 


-0302250375 Proposed Tech Spec* providing curves based on metis 
properties previously provided 4r revised set of operator 
guidance 

* Duke Power Cq 03/02/24 14pp 17297 198 24< 

Fiche 50-269 , 03/02 / 24, 830225037 1 


Q Inspection reports. IE Bulletins 4 correspondence 


9302150327 Respond* to IE Bulletin 82-04 re Qunlter-Ra^o electrical 
penetration* Electrical penetrations at facilities mfg by 
Viking Carp No Bunker-flamo penetrations installed 
TUCKER, H 0 Duke Power Co 83/01/J2 O'REILLY, J P Region 2, 
Office of Director lp 17140 174, 24X Ftehe _ 50-269, 03/0 1 / 12, 

83021 50327 


8302160014 Summary qf 830120 meeting w/u t i i i , Beeti te I . Frank 1 in Research 
Ctr, URS & Computach Engineering Svcs re IE Bulletin 80-11, 

"Masonry Wall Design '* Add! testing not warranted 

TflAtfllELL.C M Operating Reactors Branch 3 03/01/25 Operating 

Reactors Branch 3 25pp 17171 227 24* Fiche 50-000. 03/OJ /25, 

93021600 14 


0212C6O3S0 J E Enro Notice 83-01, "Ray Killer, Inc “ Svc list eric 1 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 03/01/26 Consolidated Edison C 0 of Ueu 

York, Inc IIBpp 17023 160 24 < Fiche 90-000, 83/01/26,0212060350 


0*302150165 Forwards IE Insp Repts 50-269/83-02,50-270/03-02 U 
50-207/03-02 on 830104-06 No noncompliance noted 
DANTE, H C Division of Project ?« Resident Programs 83/01/27 
TUCKER, H B Duke Power Co 2pp 1 7147 228 24X 

Fiche 50-269, 83/01/27,8302150165 


—0302130171 IE Insp Rapts 50-269/03-02,50-270/03-02 V 50-2&7/93-02 on 
030104-06 No nonconp 1 iance noted Major areas inspected 
licensee action on previous unresolved i t ems, inspec tor 
followup items 6 LERa 

EC0N3KQ5, W , BLAKE, J J Division of Project fc Resident Programs 
83/01/2"5 7pp 17147 230 24X Fiche 50-269,83/01/27,9302150165 


8212060360 IE Info Notice 03-02, "Limitorque HOBC, H 1 DC, H2BC L H3QC 
Gearheads "■ Svc list end 

JORDAN, E L Division ot Emergency Preparedness Engineering 
Response (Post 030103) 83/01/20 Consolidated Edison Co of Neu 

York, Inc 109pp 17144 001 24X Fiche 90-000. 03/01 /2B, 82 1 DOAQOiQi 


82 1 2060361 IE Info Notice 03-03, "Calibr of Liquid Level Instruments “ 
Eve list end 

JQROA'J, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) Q3/0I/2B Consolidated Edison Co of he* 

York, Inc llOpp £7074 099 24< Fiche 50-000. 03/01 /2G, 82 12060-Jij 


8302150608 Forwards IE Enforcement Meeting Repts 50-269/B3-05, 
50-270/83-09 l 50-287/03-05 on 830107 

O'REILLY, J P Region 2, Office of Director 03/OJ/3I TUCKER. H B 
Duke Pow ? r Co lp 171S1 300 24X Fiche 50-26^,83/01/31, 

0202150403 


—0302150619 IE Enforcement Meeting Rept9 50-269/83-05, 50-270/83-05 & 
50-237/83 05 on 830107 Major areas discussed corrective 
actions re licensee finding two manual containment 
isolation instrument air valves open from 021206-12 
LRJIS.R C Division of Project 6 Resident Programs 03/01/27 
2f>p 17151 309 24X Fiche 50-269, B3/01 /31 , B302I 50600 


03O2P2O4I0 Forwards "B&W 177 fuel Assembly Owners Group Safe End Task 
Force R«pfc on Generic Investigation of HP1/MU Nozzle 
Component Cracking n Recommended mservice lnsp program 
implemented at Units 2*3 w/augm&nte d program for Unit J 
TUCKER, H 3 Duke Pouer Co 83/02/15 lJENTONr H R Office of 
Nuclear Reactor Regulation, Director 6TDLZ, J F Operating Reactor* 
Branch 4 2p p 17232 229 24 < Fiche 50-269, 83/02/1 S, 63022204 ID 


8302250395 Forwards add 1 info re 821004 request for relief from 
hydrostatic inservice Insp requirement* of Section XT of 
ASM 15 * Boiler & Pressure Vessel Code 

TUCKER. H 0 Duke power Co S3/02/17 DENTON, H R Office of 
Nuclear fleador Regulation, Director STOLZ.J F Operating Reactor 
Branch 4 15pp 17296 197 24X Fiche 50-269,83/02/17,8302230390 


8212060343 IE Info Notice B3-04, "Failure of Elma Power Supply Units M 
Svc list encl 

JORDAV.E L Division of Emergency Preparedness & Engineering 
Response [Post 830103) 83/02/18 Con so 1 i dat ed Ed i s on C a of 

York, Inc llOpp 17347 191 24X Fiche 50-000, 83/02/ 18, 821 3060363 


0212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Level Ratfuaste - 10CFR20 302 Jr Svc list end. 

JORDAN. E L Division of Emergency Preparedness 4< Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of 

York, Inc 1 I Ipp 17347 058 24X Fiche 50-000,03/02/24,8213060345 


0212060346 |E Info Notice 83-06, "Nomdentica 1 Replacement Parts " 

Svc list end 

JORDAN, £ l Division of Emergency Preparedness & Engineering 
Response fPost 830103) 03/02/24 Consolidated Edison Co of Nr* 

York, Inc 1 £2 PP 17361 140 24X Fiche 50-000, B3/02/24» B21 2060344 


R Periodic operating reports h related correspondence 


8302180374 Forwards monthly operating repts for Jan 1983 

TUCKER, H B Duke Power Co 83/02/15 Director's Office, Office 
of Inspection and Enforcement lp 17209 320 24X 

Fiche 50-24?, 83/02/15, 6302100374 


■8302189377 Monthly operating repts for Jan 1983 

REAVISr J A Duke Power Co 03/02/15 I6pp 17209 321 24X 

Fiche 50-269, 83/02/15, 8302180374 
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S Reportable occurrences. LERs b related correspondence 


0302030 ■195 Part 21 rept re determination that post-LOCA hydrogen 
reco^biner i« likely to malfunction follouing exposure 
to elevated temp. high humidity environ Replacement part 
identification will be provided to operators by 830218 
EMP-EY, D C Rockwell International Corp 02/12/17 CQLLJN5. J 
Region 4, Office of Director 4pp 1700& 120 24X 

Fiche 50-000,82/12/17.0302030493 


V Operator Examinations 


8301310203 Generic Ltr 83-06 to all power reactor 1 icense es, app 1 ic ants 
for CLs.NSS vendor s » rea c t or vendors 6 AC re certificates 
it revised format for reactor operator 4 senior reactor 
operator licenses Svc list encl 

EtSENM'JT# D 0 Di/ision of Licensing 83/01/31 Consolidated 

Edison Co of Mew York# Inc l4pp 17347 177 24X 

.Fl che 90-000,83/01/31,8301310203 


8302240068 Responds to Generic Ltr 83-01 Operator licensing exam 
schedules listed 

Tt f CK£R»-H D Duke Power Co 83/02/21 EJSENHUT. D G Division of 
Licensing 2pp 17291 041 24X Fiche 50-000. 83/02/21, 8302240Q6B 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F Security, medical, emergency & fire protection plans 


0301310340 Generic Ltr 83-04 to aU licensees of operating reactors, 
applicants for OL & holders of CPs re regional workshop 
concerning Suppl 1 . NUREG-0737# "Requirements for Emergency 
Response Capability ' Svc list encl 

EISEU’iUT.D 0 Division of Licensing 83/02/01 Consul tda tod 

Eiiien Co of Neu York# Inc llpp 17221 226 24X 

Fjch* 3O-0C0. 83/02/01, 0301210340 


□302090336 Requests that licensee submit throe copies of emergency 
plans K procedures, desp i to recent amend to 10CFRS0 94 ( q ) 
which requires licensee to submit only one copy to regional 
administrator 

MART IN, T T Division of Engineering l Technical Programs 83/02/02 

MORPH fi W P Vermont Yankee NuC 1 ear Power Corp 2pp 17070 280 
24 X Ficfie 50-271,03/02/02,8302090336 


8302100340 Releases public version of revised page of table of 
contents 

FELTON. J M Division of Rules and Records 83/02/03 Document 
Management Branch Ip 17135 134 24X Fiche 90-271# 03/02/03# 

0302103040 


— 0302100043 Forwards public version of Rev 5 to Page 7 of table of 
contents Receipt form encl 

MARKT # D Yankee Atomic Electric Co MARKTtD Vermont Yankee 
Nuclear Power Corp 83/01/28 NRC - No Detailed Affiliation 
Given 2pp 17133 133 24X Fiche 50-271.03/02/03,8302100040 


— 0302100046 Public version of Rev 5 to Page 7 of table of contents, 
e Yankee Atomic Electric Co * Vermont Yankee Nuclear Pou/or 
Corp 03/01/31 ip 17135 137 24X Fiche 50-271,83/02/03, 

0302100040 


B302250347 Forwards addl info re physical characteristics of primary t# 
alternate emergency operations facilities {EOFl.per 030214 
request Primary EOF located 35 miles from plant ctr 
SINCLAIR# J D Vermont Yankee Nuclear Power Corp 83/02/22 

V A BEALL 0* D B Operating Reactors Branch 2 2pp 17291 177 24X 

Fiche 30-27 I# 83/02/22# 0302290347 


F Operating license stage documents k corres pondcnce 


0302170019 Forwards documentation supporting justification for 
continued operation of operating reactors in response to 
questions raised at 830106 meeting re environ quail f ica tion 
of electrical equipment 

EISEWIUT, D 0 Division of Licensing 03/01/18 DENTON, H R Office 
■of Nuclear Reactor Regulation! Director 7pp 17196 091 24X 

Fiche 50-000.03/01/18,0302170019 


— 0203290123 Informs that based on licensee 820226 ltr# facility is 
considered safe for continued operation until such time as 
equipment of questionable qua 1 i f I ca tion in licensee 810904 
submittal is qualified 

ROCNEYi V L Operating Reactors Branch 2 82/03/09 NOVAK# T M 

Assistant Director for Operating Reactors lp 17196 362 24X 

Fiche 50 000# 03/01/18# 8302170019 


— G302I70129 Forwards tabulation of Group 2 6 3 plants shewing dates by 
which technical evaluation ropts are expected to be 
completed Requests just if icafc i*m for continued operation Of 
each group by 821008 %> 15, respe c tively 

EJSENHJT, D 0 Division of Licensing 02/09/24 MIRAOLIA, F 
Assistant Director tor Safety Assessment 4pp 17196 265 24X 

Fiche 50-000, 03/01/18. 8302I700I9 


— 830217020#/ Concludes that licensee has provided sufficient technical 
basis to support continued operation during ongoing 
equipment qua 1 1 f i cat i on review 

ROONEY, V L Operating Reactor® Branch 2 82/10/20 EISENHUT, D 0 

Division of Licensing 2pp 17196 360 24X 

Fiche 50-000, 03/01/18, B302i700C9 


8302030610 Requests addl info re BUR feedwater no rile cracking 8« 
sparger replacement Post-outage rept of NDT should include 
analyses of leakage collection data tt reasons for 
conclusions drawn Info requested within 30 days of NDT 
VASSALLO, D D Operating Reactors Branch 2 B3/01/26 SINCLAIR# J, D 

Vermont Yankee Nuclear Power Corp 2pp 17013 327 24X 

Fiche 50-271,83/01/26,0302030618 


8302030089 Gone r ic Ltr 03-03 to all Mark I containment licensees re 
mod of vacuum breakers on Mark I containment Requests 
cammi fcment to submit results of plant uniqu«-c4l cu lati ons 
which farmed bases for nod Svc list encl 

EISENHUT, D 0 Division of Licensing 03/02/02 General Public 
Utilities - GPU Service Corp Sp p 17074 006 24X 

F i che 50-000# 83/02/02, 8302030089 


0302080295 Generic Ltr B3-09 to all operating reactor licensee*, 
applicants fdr OL & holders of CP for C-E PWRs re review of 
C-E Diners Group emergency procedures guideline program Svc 
list enc I 

E I SEMI JUT # D G Division of Licensing 83/02/00 Consolidated 

Edison Ca of New York. Inc llpp 17290 247 24X 

Fiche 30-000, QJ/02/08,8302080295 


0302080301 Generic Ltr B3-0S to BUR licensees of operating reactors 
(except LACDWR), applicants for OL & holders of CP re 8ER of 
"Emergency Procedure Gui del inas, Rev 2," NED0-24934, June 
1962 Guidelines acceptable Svc Hot end 

EISENNUT, D O Division of Licensing 03/02/00 Commonwealth 
Edison Co 6pp 17234 245 54X Fiche 90-000,03/02/03,0302 0 0 0 301 


0302000304 Generic Ltr 03-1 I to all operating reactor licensees re 
licensee qualification for performing safety analysis in 
support of licensing actions Ability to use code must be 
d eaionstrated by vendor or licensee Svc list end 

EISENhUT, DO Division of Licensing 03/02/00 Consolidated 
Edison Co of New York, Inc 9pp 17234 234 24X 

Fiche 50-000, 83/02/08, 0302080304 


0302140114 Application for Proposed Change 114 to License DPR-2Q 
consisting of change to Tech Specs to allow use of manual 
valve to effect primary containment isolation 

HEIDER, L H Vermont Yahkee Nuclear Power Corp 03/02/00 Office 
of Nuclear Reactor Regulation, Director 3pp 17141 206 24X 

Fiche 90-271# 03/02/08,8302140114 


— 0302140110 Proposed Change 114 to Tech Specs, Table 4 7 2a allowing use 
of manual valve to effect pTimary containment isolation 
* Vermont Yankee Nuclear Power Corp 03/02/OB lp 17141 209 
24 X Fiche 30-271,03/02/00,83021401 14 


0302240015 Forwards Amend 74 to License DPR-20. safety evaluation & 
notice of issuance h availability Amend changes Tech Specs 
for one-tine use of manual valve to accomplish primary 
containment i so lation, not to exceed 72 h 

ROONEY, V L Operating Reactors Branch 2 03/02/14 SINCLAIR, J D 

Vermont Yankee Nuclear Power Corp 2pp 17200 022 24X 

Fiche SO-27 1# 03/02/14, 030224001 5 


— 8302240017 Amend 74 to License DPR-23, chang ing Tech Specs to permit 
one-timo use of manual valve to accomplish primary 
containment i solatian, not to exceed 75 h 

VASBALLO# D 0. Operating Reactors Branch 2 83/02/14 4pp 

17208 024 24X Fiche 50-271# 83/02/14# 030224001 S 


— B 302240021 Safety evaluation supporting Amend 74 to License DRR-BB 
w Office o-f Nuclear Reactor Regulation, Director 03/02/14 3pp. 
17200 028 24 X Fiche 30-271 # 83/02/14, 8302240019 


— 8302240026 Notice of issuance & availability of Amend 74 to License 
DPR-20 

VASSALLO, D B Operating Reactors Branch 2 83/02/14 2pp. 

17588-031 54 X Fiche 90-271,03/02/14,8302240013 



84 


DOCKETED ITEMS 


0302230164 Forwards “VT Yankee Cycle 10 Cotb Performance Analysis 
Rept, Jan 1983 " Proposed change to Tech Spec unnecessary 
Reload does not constitute hut evieved safety question 
H EIDER . L H Vermont Yankee Nuclear Power Corp 83/02/23 
VASSALLO, D C Operating Reactors Branch 0 2pp 17293 242 24X 

Fiche 30-271.63/02/22.8302250164 


— 8302230167 “VT Yankee Cycle 10 Core Performanci Analysis. Jan 1903 11 
CACCIAPOUM.R , BERGERON, P A * SCHULTZ. S P Vermont Yankee Nuclear 
Power Corp YAEC-1342 83/02/09 95pp 17293 245 24X 

Flche 80-271,83/02/22.8302250164 


R Periodic operating reports k related correspondence 


0302160240 Forwards monthly operating rept for Jan 1903 
MURPHY, W P Vermont Yankee Nuclear Power Corp 83/02/09 
of Resource Management. Director lp 17170 214 24X 

Flche 30-271 . 93/02/09.9302160240 


— 0302160244 Monthly operating rept for Jan 1903 

BURGER. F J Vermont Yankee Nuclear Power Corp 83/02/09 7bn 
17170 21S 24X Fiche ‘50-271,83/02/09.6302160240 


0302230242 Application far amend to License DPR~58. cons 1 stkng of 
Proposed Change 113 to Tech Specs 3 12 it 4 12 to enhance 
spiral unloading L reload of reactor core 

HEIOER.L H Vermont Yankee Nuclear Power Corp B3/02722 Office 

of Nuclear Reactor Regulation, Director 3pp 17292 329 24X 

Fiche 50-271,83/02/22,6302250242 


“-B302250247 Proposed Change 113 to Tech Spec* 3 12 & 4 12 to enhance 
spiral unloading & reload of reactor core 

+ Vermont Yankee Nuclear Power Corp 03/02/22 9pp 17292.332 
24X Fiche 50-271. 63/02/22, 8302250242 


9302250403 Proposed Change ill to License DPR -23, al lowing reactor made 
switch to be placed In startup w/low pressure range 
monitor* disc o-nnet ted during refueling outage testing 
HE1DER. L H Vermont Yankee Nuclear Power Corp 83/02/22 Office 

of Nuclear Reactor Regulation, Director 3pp 17297 022 24X 

Fiche 30-271. 93/02/22.830 2230403 


---8302250407 Proposed Tech Specs re limiting safety sys set t ing , average 
poueT range monitor flur scram trip setting £> reactor 
protection sgs instrument requirements 

* Vermont Yankee Nuclear Power Corp 03/02/22 7pp 17297 025 
24 X Fiche 30-271,83/02/22,8302250403 


Q Inspection reports. IE Bulletins t correspondence 


6392160014 Sundry of 030120 meeting u/utili, Bechtel, Frank 1 in Research 
C tr , UflS & Computed* Engineering Svcs re 16 Bulletin BO-ll, 

"Masonry Nall Design “ Addl testing not warranted 

TRAMMELL, C M Operating Reactors Branch 3 03/01/23 Operating 

Reactors Branch 3 25pp 17171 227 24X Fiche 30-000,93/01/23, 

0302160014 


3 Reportable- occurrences, LERs & related correspondence 


0302010312 Foruards LER 82-026/03L-0 

P£Ll ETIER. J F Vermont Yankee Nuclear Powbt Corp 83/01/19 
HAi'NES, R C Region i. Office of Director lp 16973 051 24X 

Fiche 50-271,83/01/19,6302010312 


— B3030I0318 LER 82 026/03L-0 on 921220, while shifting from reactor 
bldg closed cooling water HX B to A, closed cooling water 
temp rapidly dropped 20 F Caused by increased efficiency of 
HX upon cleaning 

PELLETIER, J P Vermont Yankee Nuclear Power Corp 03/01/19 
Region 1. Office of Director lp 16973 052 24X 

Fiche 59-271, 83/01/19, 0302010312 


0302010192 Faruards LER 63-001/01T-0 

PELi ETIER, J P Vermont Yankee Nuclear Power Corp 83/01/21 
HAYNES. R C Region 1. Office of Director lp 16974 009 24X 

Fiche 50-271, 03/0 i /?}, 03020101 92 


— 8302010199 LER B3-0Q1/01T-O on 030107, conta inment isolation valves 
failed to close when operator attempted to secure nitrogen 
flovi Caused b ty accumulation of ferrous metal particles on 
magnet providing valve position indication Valves cleaned 
PELLETIER, J p Vermont Yankee Nucleai Power Corp 83/01/01 
Region 1, Office of Director 2pp 16974 010 24X 

Fiche 50-271, 83/01/21 . 8302010 192 


8302010390 Foruards LER Q3-002/02T-0 

PEI LETTER, J P Vermont Yankee Nuclear Power Corp 03/01/21 
HAYNES, R C Region 1, Office of Director lp 16973 087 24X 

Fiche 50-271, 83/0 1/2 J, 8302010290 


8212060359 IE Info Notice 83-01, "Ray Hiller, Inc " Svc list and 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response {Post 030103) 83/01/26 Consolidated Edison Co, of New 

Yurt, Inc UBpp 17023 160 24X Fiche 50-000,83/01/26,0212060350 


02010426 Act receipt of 021112 Itr informing NftC of steps taken in 
reiponse to 821015 notice of violation L proposed imposition 
of civil penalties per IE Insp Rept 50-271/82-07 Response 
acceptable based an listed understandings 

HAYNES* R C Region 1, Office of Director, 83/01/36 MURPHY, W P 
Vermont Yankee Nuclear Power Corp 2pp 1697& 090 24X 

Fiche 50-271,83/01/26,0302010426 


— 0307010297 LER B3-002/02T-0 on 030100, d l sc overed leak In 2-inch 
stainless steel schedule 160 (salable section of reactor 
drain, line Cause unknown Leaking el bow rep laced w/304L type 
stainless a tee 1 mo 1 1 per NUREG-0313 requirements 
PELLETIER, J P Vermont Yankee Nuclear Power Corp 03/01/21 
Region 1. Office of Director 2pp 16973 090 24X 

Fiche 30-271,83/01/21.6302010290 


0302330593 Foruard « LER 03-005/01 P-0 

PELLETIER, J P Vermont Yankee Nuclear Power Corp 83/02/04 
IIAYNES, R C Region 1, Office of Director, ip 17256 124 
Fiche 30-271,03/02/04,3302230593 


24K 


8212060360 IE info Notice 83-02, "Llmi torque HOfiC, HI DC, H2BC & H3DC 
Otarhsad* " Svc list »ncl 

JORDAN, E L Division, of Emergency Preparedness & Engineering 
Rssponi * {Post 030103k 83/01/20 Consolidated Edison Co of New 

York, Inc 109pp 17144 001 24X Fiche 50-000,83/01/28,0212060360 


8212060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments " 
five list end 

JORDAN, E L Division of Emergency Preparedness tk Engineering 
Response (Post 830103} 33/01/23 Consolidated Edison Co of New 

York. Inc UOpp. 17074 093 24X F Ich*. 30-000, 83/01/28, 8212060361 


■0302230606 LER 03 005/01P-0 on 830203, while attempting to reduce fig 
through nitrogen makoup 1 ine, V-16-20-20 & 22Q failed to 
ctde Cause unknown No attempt made to inspect or repair due 
to questions on acceptability of manual isolation 
PELLETIER, J P Vermont Yankee Nuclear Power Corp 03/02/04 
Region 1, Office of Director 2pp 17236 125 24 { 

Fiche 30-271, 03/02/04, 8302230 593, 


□3022S03B2 Forwards LER B3-003/03L-0 

PELLETIER. J p. Vermont Yankee Nuclear Power Carp 83/02/09 
HAYNES, R C Region i. Office of Director lp 17297 214 24X 

Fiche 30-271,83/02/09,8302230302 


8212060363 IE Info Notice 03-04* "Failure of Elma Power Supply Units 11 
Svc list end 

■JORDAN, E L Division of Emergency Preparedness & Engineering 
Response <Pos t 830103) 03/02/18 Consolidated Edison Co of New 

York. Inc UOpp 17347 191 24X Fiche, 50-000, 83 / 02 / 18 , 0212060363 


0212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Level R»dwiste - 10CFR20. 202 " Svc list «nd 
JORDAN, E L. Division of Emergency Preparedness 4c Engineering 
Response {Post 030103) 83/02/24. Consolidated Edison Co. of New 

York. Inc I lipp 17347 058 24X Ficha 90-000,83/02/24,8212060365 


0212060366 IE Info Notice 03-06, “Nam den tic a 1 Replacement Parti lf 
Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of New 

York. Inc. 112pp 17361 MB 24X Fldii 50-000,33/02/24,0212060366 


- -8 30 22 5 03 89 LER B3-003/03L-0 on 030114, low temp alarm on diesel 
generator A coolant jacket sounded Engine starting time 
exceeded Tech Specs Caused by dirt in check valve on excess 
fuel oil line fron diesel injector* to fuel pH day tanks 
PELLETIER, J p Vermont Yankee Nuclear Power Carp 03/Q2/O9 
Region 1, Office of Director 2pp 17297 215 24X 

Fiche 30-27 1,83/02/09.0302290302 


8302-2304 13 Forwards human factors evaluation of 020424 feedwater 
transient Response to r scommendation* k comment* requested 
within 60 day s „ 

STAROSTECKf , R Division of Project k Resident Programs 83/02/11 
MURPHY, W F Vermont Yankee Nuclear Power Cqrp 7pp 17246 334 
24/ Fiche 50-271.63/02/11,8302230413 
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V Opsrstor Examinations 


0301310303 Generic Ltr 03-06 to all power reactor l i censees* ap p 1 i can ts 
far GLs.lSS vend or s . rea c tor vendors & AE re certificates 
It revised format for reactor operator & senior reactor 
operator licenses Svc list end 

El SEI iHVr, D 0 Division of Licensing 83/01/31 Consolidated 

Etfisan Co of New Yark< Inc I4pp 17347 177 24X 

Fiche 50-000. 83/0 1/3 i. 830 13 10203 


0DCHET SO “272 SALEH NUCLEAR GENERATING STATION* UNIT I 


F Security* medical* emergency i fire protection plans 


6302070076 Partial response to F01A request for 22 categories of 
documents Forwards documents listed in App A Documents 12* 

13* |6. (Q 19,27 4 20 available in PDR App D documents 
completely withheld (ref FOIA Exemption 5) 

FEJ TOM. J M Division of Rules and Records 02/12/21 SHPLLY, 8 
Union of Concerned Scientists App 17063 005 24X 

Fiche 50-272,82/12/21,0302070076 


-^0302070096 Documents 021112 6 13 discussions w/RE Shepherd re IE 
investigation of potential sabotage at facility IE 
Investigation Rept 30-272/80-22 prepared FBI ft NJ State 
police investigating incident 

RESVER, M E Office of Inspector it Auditor 00/11/14 Office of 
Inspector it Auditor lp 17064 007 24X Fiche 50-000,02/12/21, 

S3020 70076 


— 8302070103 Documents 801110 contact w/R Kurzweil of US Atty Ofc in 
Camden.NJ re potential sabotage at facility Kurweil out of 
t oL.fi & will return call 

RESNER, M E Office of Inspector A Auditor 00/11/19 Office of 
Inspector it Auditor lp 17064 000 24X Fiche 50-000,02/12/21* 

8302070076 


— 8302070110 Documents 801120 discussion w/R Kurwall of US Atty Dfc in 
Camden, NJ re possible sabotage at facility Copy of amend to 
AE C regulations re sabotage of nuclear facilities codified 
as 42USC2204 will be forwarded 

RE0NER* ft E Office of Inspector it Auditor. B0/II/2J Office gf 
Inspector 6 Auditor Ip 17064 007 24 X Fiche 50-000*02/12/21* 

0302070076 


— 8302070123 Documents 001113 teicon w/L Norrholm re potential sabotage 
at facility Rani f ications re sodium chloride contamination 
of hydrazine addition tank 4 subsequent contamination of 
auxiliary feedwater ays discussed 

RES*.fcRrH E Office of Inspector 4 Auditor 80/11/23 Office of 
Inspector & Auditor 2pp 17064 010 24X Fiche 50-000* 02/12/21 * 

8302070076 


— 3302070129 Document* 001114 teicon w/J Camera of FBI re potential 
sabotage at facility Union problems it acts of vandalism 
existed prior to 000910 incident 

flESNER, H E Office of Inspector it Auditor 00/11/25 Office of 
Inspector St Auditor Ip 17064.012 24X Fiche 50-000*02/12/21. 

8302070076 


— 0302070136 Forwards 8ection 236 to Atomic Energy Act of 1934* including 
amend re sabotage of nuclear faciUti bs* codified as 
42USC2204* per 801120 teicon IE Investigation Rept 
50-272/80-22 available 

C Ul'-rl I NOS . J J Office of Inspector it Auditor 00/11/85 

KURL'EIL.R Justice* Dept of* Attorney General's Office 2pp, 

17064 013 24X Fiche. 50-000* 82/12/21,0302070076 


— 8302070142 Advises that no addl action planned re Region I 
investigation of potential sabotage at pac i l i ty, pending 
request from R Kurwei 1* Assistant US Atty, Camden, NJ 
FOR TUNA* R A Office of Inspector l< Auditor, 00/11/26 ORIER.0 H 

Region I* Phi lade Iph la, Office of the Director lp I7064’015. 
24X Fiche. 50-000* 02/12/21, 0302070076. 


6302010706 Notification 83-06 of 030200 meeting w/util in Kfng of 
Pruesia.PA to discuss ongoing security program improvements 
& pan i L 1 e lifting of selected confirmatory action Ur 
condition* 

TftIPP, L E Division of Project 6 Resident Programs 03/01/27 
Division of Project 4 Resident Programs ip 16909 201 24X 

Ftchfr 50-272*61/01/27*9302010706 


e -30j a 10340 Generic Ltr 83-04 to all licensees of operating reactors* 
applicant* for 0L 4 holders of CPs re regional workshop 
concerning 8uppl 1, NURE0-0737. "Requirement* for Emergency 
Response Capability ' Svc list end 

ElSEKHJT, D 0 Division Of Licensing 83/02/01, Consolidated 
Edison Co of Neu York* Inc, itpp 1722 1 226 24X 

F I c b* 90-000* 83/02/01 * 0301210340 


0302100003 Responds to 021 124 request for approval of alternate means 
of storage of safeguards info Considering location of 
con tainer. method acceptable per 10CFR73 21 

VARGA, S A Operating Reactors Branch 1 03/02/03 UDERITZ, R. A 

Public Service Electric 4 Gas Co of New Jersey 2pp 17135 1B1. 
24/ Fiche 30-272*03/02/03,8302100003 


8302250329 Forwards IE Insp Repti 50-272/93-03 it 30-311/83-02 on 
930110-30 No noncompliance noted 

MARTIN. T T Division of Engineering it Technical Programs 83/02/10 
UDERTTZ* R A Public Service Electric & Gas Co of New Jersey 2pp. 
17291 093 24 X Fiche 50-272*93/02/10.0302250329 


—8302230383 IE Insp Repts 50-272/83-03 & 50-311/83-02 on 0301 1 8-20 No 
noncompliance noted Major areas inspected followup of 
emergency preparedness items Identified in previous Imp on 
810520-22 & public notification sys 

SMITH, ft H * COHEN. I , CROCKER* H If Region 1* Office of Director 
03/02/09 lC3pp 17291 097. 24X Fiche 50-272*83/02/10*8302250329 


8302230024 Forwards refund due from 820622 application for amend r# 
protection of fire barrier penetrations Addl sum requested 
re 821007 application for deferral of pressurlier 
surveillance for Unit 1 6 drop test for Unit 2 

MU LER* W 0 License Fee Management Branch 03/02/10 UDERlTZ.fLA 
Public Service Electric 6 Gat Co of New Jersey. 2pp. 17299:361, 
24X Fiche. 30-272* 03/02/19* 8302230024 


8302280100 Forwards rept of safeguards effectiveness review conducted 
on 821202-11 Response to Section 2 2 area* of concerns 
requested within 30 days of receipt of ltr Rept withheld 
(ref 10CFR73. 21) 

VARGA, 9 A Operating Reactors Branch 1 83/02/24 UDER1TZ, R. A 

Public Service Electric It Gas Co of New Jersey 2pp 17309 262 
24X FiChe 50-272, 03/02/24 , 8302200100 


J Insurance 6 Indemnity information 


0302240019 Forwards Endorsement* 44 fc 96 to ANI/MAELU Policies MF-90 b 
NF-230, reipic t i vely 

GOLDEN. M P Harsh 6 Me Le nnan. 3 nc , H IH Nuclear Consultants, Tnc, 

Div 83/02/10 SAlTZMAM* J Assistant Director for State it Licensee 
Relations. 3pp 17273 270 24 X Fiche 50-272,03/02/10,8302240019. 


P Operating license stage document* St correspondence 


0212210244 Application for amend to Llcentes DPR-70 It DPR-75 
modifying fuel enrichment for reactor cere* & new 4c spent 
fuel racks to 4.05 weight X U-235 Nonproprietary analysis 
and Proprietary analysis withheld Craf 10CFR2 790) 

LI DEN* E. A Public Service Electric & Gas Go of New Jersey, 
02/12/03 VARGA, 3 A Operating Reactors Branch I, tapp 

16463 00 1 24X Fiche 30-272,82/12/03,0212210244 


0302020331 Forwards plant-specific data re safety it relief valve 
performance it adequacy of associated piping it block valves 
Plans fpr valve & piping mods Identified in review it 
Implementation schedule also Included 

L! OEM, E A Public Service Electric 6 Gas Co of New Jersey 
03/01/03 VARGA* 8. A Operating Reactors Branch 1 8pp 16994.016 
24X Fiche 50-272*03/01/03*8302020331 


0302020280 Forward* comment* on Science App 1 1 cations, Inc 820923 draft 
final rept, " Ve tue-rmpac t Analysis of Recommendations re 
Steam Generator Tuba Degradations & Rupture Events* " per 
Generic Ltr 82-32. 

LI DEN, E A Public Service Electric fe Qai Co of New Jenay 

03/01/13 VARGA, S A Operating Reactors Branch i 2pp 16993. 326 

24X Fiche. 50-272, 83/01/1 3* 03020^0280. 


030202027 i Submits results of I nve stiga t Ion of interaction between 
pressurlier water level high protection Channels I & III & 
of Channel 111 malfunction Interaction cauied by hydraulic 
croj s-cennec t Ion Malfunction caused by failed transmitter. 

HQEW* E. A Public Service Electric it Gas Co of New Jersey. 

83/01/21 VARGA, S A Operating Reactors Branch I 2pp 16993,345 

24X Fiche' 50-272* 83/01 /2 1 * 8302020-27 1 „ 


03O2OJ7O250 Forwards response to 030121 request for addl info r* 
application to amend QL, Increasing allowable fuel 
enrichment in facilities. 

L IQENi E A Public Service Electric 6 Gas Co. of New Jersey. 

B3/0J/26, VARGA' 0. A. Operating Reactors Branch I 3pp, 16994.261 

24X Fiche 90-272, 83/01/26* 8302020250. 


8302020023 Forwards addl Class 1 amend fee for Tech Spec changes re 
full enrichment on duplicate unit per 030106 response 
L I DEM, E A, Public Service Electric U Gas Co, of New Jersey 
S3/01/27 JfruLgRitf 0 License Fee Management Branch, lp. 
16994-340 24 X Fiche- 30 -272* 83/ 01/2 7* 0302020025. 
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8302100497 Ap p J. 1 1 a fc 1 an for to Lie arises DFR-70 & DPR-75, c h ang ing 

Tech Specs fo « 5 tab 1 1 sfi sys operability requirements for 
transfer functions 0 + ECCS semiautomatic switchover from 
safety injection of recirculation during LOCA 
LIOR/.E A Public Service Electric & Ga» Co of New Jersey 
03/01/27 VARGA, S A Operating Reactors Branch 1 4pp 17210 201 

SAX Flthe 50-272.83/01/27,8302180497 


— £3302:5 00499 Proposes teuh Specs re E5F actuation sys instrumentation & 
semiautomatic switchover from injection to recirculation 
* Public Service Electric t Gas Co of New Jersey 83/01/27 
62pp 17210 283 24X Fiche 50-272 . 83/0 1 / 27, 0303 1 &04 97 


03021*0075 Forwards SER of WUREG-0737. Item II D 2 2 re design review of 
plant shielding * corrective actions for access to vital 
areas NUREG-0737 requirements met 

VAR0ArS t A Operating Reactors Branch 5 B3/01/31 UDEfUTZ, R A 

Public Service Electric * Gas Co of New Jersey 5pp 171*0 323 
2 AX Fiche 5G-.272, 83/01/31 , 83021 *0075 


830209038* Responds to HRC request for evaluation of proprietary nature 
of SER re environ qualification of safety-related electrical 
equipment Proprietary matl remains proprietary 
Ndnpropr 1 etar y matl remains available for public release 
LIDEN.E A Public Service Electric & Gas Co of New Jersey 
83/02/01 VARGA. S A Operating Reac tors Branch 1 2p p 17067 015 

24X Fiche 50-272.03/02/01,0302090386 


030 2130623 Forwards proprietary Ir nonpr opr i e t ary Rev 4 to "Environ 
Qualification Review Regt.Vols i * 2 “ Rev includes new 
data re Class IE instrumentation 8 < electrical equipment 
Proprietary version withheld (ref I0CFR2 790> 

LlOENiE A Public Service Electric b Gas Co of New Jersey 
63/02/03 VARGA, S A Operating Reactors Branch 1 3pp 17154 260 

24X Fiche 50-272.83/02/03,9302150623 


-B3091&G631 Rev 4 to “Environ Gualif icatior> Revieu Rept.Vols 1 i< 2 " 
* Public Service Electric t Gas Co of New Jersey &2/I2/22 
292 pp 17134 281 24JCFiehe 50-272,03/02/03,0302150*23 


6302080295 Oaneri-c Ltr 83-09 to all operating reactor licensees, 
applicants for CL 6 holders of CP far C-E pUfls re revieu of 
C-£ Owners Group emergency procedures guideline program 6 vc 
1 1 st end 

EISENHUT.I) 0 Division of Licensing 83/02/00 Consolidated 
Edison Co of New York. Inc Upp 17290 247 24X 

Flche 30-000, 93/02/00, 0302000295 


302080304 Generic Ltr 03-11 to all operating reactor licensees re 
license* qualification for performing safety analysis in 
support of licensing actions Ability to u-se code must be 
demonstrated by vendor or license* Svc list enc 1 

EJSEjMHUT* b 0 Division df Licensing 83/02/00 Consolidated 

Edison Co of New York. Inc 9pp 17234 234 24X 

Fiche 30-000,83/02/08,0302000304 


3302090085 Generic Ltr 03-tOD to all licensees w/Was tl n g h ouse designed 
N8B9 (except Yankee Atomit Electric Co) re resolution of 
THI Action Item II K 3 9. "Automatic TTip of Reactor Coolant 
Pumps " Svc list end 

EI&ENHUT, 0 <5 Division of Licensing B3/02/OB Southern 
California Edison Co 3tpp 17290 2*2 24* Fiche 50-000,63/02/03, 

830209008 5 


8302220385 Forwards "Contra 1 Room Design Review Program Plan. 11 to meet 
NR-C final requirements issued In Supp 1 l of NJREG-0737 
L1DEN.E A Public Service Electric & Gas Co of New Jersey 

03/02/14 VARGA . 8 A Operating Reactors Branch 1 ip 17232' 152 

24 X Ftchfl 80-272.83/02/14,0302220305 


— 8 3 022203 &9 “Control Room Design Review Program Plan " 

* Public Service Electric 6 Gas Co of Hew Jersey 82/11/30 
70pp 17232 133 24X Fiche 50-272,83/02/14.8302220305 


0302250024 Forwards refund due tram 020*22 op plication for amend re 
protection of fire barrier penetrations Add 1 sum requested 
re 821007 application for deferral of presauriier 
surveillance for Unit I * drop test for Unit 2 

MIUER.W 0 License Fee Management Branch 03/02/10 UDERITZ.R A 

Public Service Electric * Gas Co of New Jersey 2 pp 17299 3*1 
24X Fiche 50- 272. 03/02/ 18 , 83022 50024 


0 Inspection reports, IE Bulletins 6 < arresp ondenc * 


630207007* Partial response to FDIA request for 22 categories of 
documents Forward* documents listed in App A Documents 12, 
13,16.10.19.27 & 20 available in PDR App fl documents 
completely withheld (ref FOlA Exemption 5). 

FELTON. J M Division of Rules and Records 02/12/21 S HOLLY . 3 
Union of Concerned Scientists *pp 170*3 003 24X 

Fiche 3 0-272. 02/ 1 2 /21 . 93020700 76 


— 8302070096 Documents 8211 12 b 13 discussion* w/RE Shepherd re IE 
investigation of potential sabotage at facility IE 
Investigation Rept 50-272/80-22 prepared FBI & NJ State 
police investigating incident 

RF&'xER.M E Office of Inspector b Auditor 8 O/U /14 Office of 

Inspector 6 Auditor lp 170*4 007 24X Fiche 50-000,83/ 12/21. 

830207007* 


— 9305070103 Documents B0111G contact w/R Kuriweil of US Atty Ofc In 
Camden, NJ re potential sabotage at facility Kurwei] out of 
town * uill return call 

REShr-R.M E Office of Inspector b Auditor 00/11/19 Office C f 

Inspector it Auditor tp 170*4 008 24X Fiche 50-000,02/12/21, 

830207007* 


— 8302070 S 10 Documents 801120 discussion w/R Kurweil of US Atty Ofc i n 
Camden.NJ re possible sabotage at facility Copy of amend to 
AEC regulations t& sabotage of nuclear facilities codified 
a* 42USC2204 will be forwarded 

RESNe.R,K F Office of Inspector b Auditor 80/11/21 Office of 

Inspector * Auditor lp 17064 009 24X Ticho 50-000,52/12/21. 

030207007* 


— B302070123 Documents 801113 telcon w/L Norrholm re potential sabotage 
at facility Ran 1 f 1 ca 1 1 ons re sodium chloride contamination 
of hydrazine addition tank b subsequent c ontami nation of 
auxiliary if eotfua ter ays discussed 

RESMfciR , fl E Ofrice of Inspector b Auditor 80/11/23 Qffico a f 

Inspector b Auditor 2pp 170*4 010 24X Fiche 30-000,02/12/21, 

030207007* 


— B 302070129 Documents 801114 telcon tu/j Camera of FBI re potential 
sabotage at facility Union problems ?• acts of vandalism 
existed prior to 803910 incident 

RESNfRpM E Office af Inspector b Auditor 80/11/25 Office Q | 

Inspector A Auditor lp 170*4 012 24X Fiche 50-000.62/12/21, 

B30207007* 


— 030207013* Forwards Section 23* to Atomic Energy Act of 1934, including 
amend re sabotage or nuclear f ac i 1 i t i es , c od 1 f 1 ed as 
42 UBC 2284 . p er 601120- fcelcon IE Investigation Rept 
50-272/80-22 available 

CUMMINGS. J J Office of Inspector V Auditor 80/11/25 
KURNdL, R Justice, Dept Df, Attorney General's Office 2pp 
17064 013s 24X Fiche 50-000,82/12/21,830207007* 


— 0302070142 Advises that no addl action planned re Region I 
investigation of potential sabotage at fac 1 l i ty , pend ing 
request from R Kurwe » 1 , Assi s t ant US Atty , Camden, NJ 

F0R7UNA.R A Office of Inspector b Auditor 80/11/2* GRIER, II tf 
Region I, Philadelphia, Office of the Director lp 17064 015 
24 < Fiche 50 000,02/12/21,8302070076 


03011404 12 Forwards SALP rept on 021101 for period 8 epl 1981 - Aug 
1932 Rept discussed at 021123 meeting 

HAYNES, R C Region 1, Office of Director 83/01/11 UDERITZ, R A 
Public Service Electric & Gas Co of New Jersey 3pp 1 69B9 202 
24X Fiche 30-272,83/01/11.0301140412 


— 830 1 1 40419 SALP rept on 921101 for period Sept 1981 - Aug 19B2 
Performance acceptable 

* Region 1, Office of Director 82/li/Ol 30pp 169B9 203 
Fiche 30-272, 83/01 /II. 830114041 2 


830 1 1 40424 Forwards SALP board rept from review on 021101 Comments re 
rept to be discussed at 621123 meeting Written comments will 
be accepted within 20 days after meeting W/o end 

QTAROSTECKI , R Division of Project h Resident Programs 82/11/19 
UDERITZ. R A Public Service Electric & Gas Co of New Jersey 
lp 1*969 241 24< Fiche 50-275,83/01/11,8301140412 


--B30701 0025 CounTients on 621101 SALP rept Comprehensive rept filed 
821123 re actions taken concerning civil penalty imposed 
Priorities will still be established w/nutlear safety being 
of paramount concern at all mgt levels 

UDERITZ, R W Public Service Electric * Qos Co of New Jersey 
82/12/1* STAR05TECK I, R Division of Project & Resident Progroms 
2pp 1*989 242 24 X Tlche 50-272.83/01/11.0301140412 


82120*0338 IC Info Notice 83-01, "Ray Miller, Inc " Svc list end 
JORDAN, E L Division -of Emergency Preparedness i Engineering 
Response (Post B301031 03/01/26 Conso 1 idatBd Edison Ca of N*u 

York, Inc 1 lapp 17023 160 24X Fiche 50-000. 83/01/26, G21 20603 5B 


02120*0360 IE Info Notice 83-02. "Limi torque HODC, H1QC, H2BC h H 3 UC 
Gearheadt Svc list end 

JORDAN. £ L Division of Emergency Pr eparetf ness * Engineering 
Response (Post B30103) 83/01/20 Consolidated Edison Co of Ney 

York, Inc I09pp 17144 001 24X Fiche 50-000,83/01/28.62120*03*0 
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8212060361 IE Info NoMcs 03-03, "Calibr of Liquid Level Instruments " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness 8< Engineering 
Response (Pos* 030103) B3/01/2Q Consolidated Edison Co of New 

York, Inc UOpp 17074 095 24X Fiche 50-000.03/01/20,0212060361 


8302230329 Forwards IE Insp Repts 30-272/03-03 fc 50-311/83-02 on 
830 S 10-20 No none onp 1 lane e noted 

MARTIN, T T Division of Engineering b Technical Programs 83/02/10 

UDERITZ, R A Public Service Electric Is Gas Co of New Jersey 2pp 
17291 095 24X FiChe 50-272,03/02/10,0302230329 


--8302230333 IE Insp Repta 50-272/83-03 % 50-31 I/Q3-02 on 030110-20 No 
noncomp 1 lance noted Major areas inspected followup pf 
emergency preparedness items identified 1 ti previous insp on 
010520-22 b public notification sys 

SMITH, R H . COHEN, I . CROCKER. H W Region 1, Office of Director 
03/02/09 13pp 17291 097 24X Fiche 50-272, 03/02/ 1 0, 0302250329 


8212060363 IE Info Notice 03-04, "Failure of Elma Power Supply Units " 
Svc list end 

•JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/02/18 Consolidated Edison Co of New 

Yor Jr, Inc ilOpp 17347 191 24X Fiche 50-000, 03/02/18, 021 2060363 


6212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Level Rad waste - 10CFR20 302 " Svc list end 
jORDANrE L Division of Emergency Preparedness t* Engineering 
Response (Post- 830103) 83/02/24 Consolidated Edison Co Df Now 

York, Inc Ulpp 17347 050 24< Fiche 50-000, 03/02/24, 0212060363 


8212060366 IE Info Notice 03-06, "Noni dsnti ca 1 Replacement parts " 

Svc 1 1st end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of Now 

York, Fne 112pp 17361 148 24X Fiche 50-000,83/02/24,0212060366 


f? Periodic operating reports b related correspondence 


0302220173 Forwards monthly operating rept for Jan 1983 

MIDLRA, H J Public Service Electric & Gas Co of New Jersey 
03/02/10 Director's Office, Office of Inspection and Enforcement 
ip 17233 f 16 24 < Fiche 30-272,83/02/10,8302220173 


8302220177 Monthly operating rept for Jan 1903 

MILLER, L K Public Service Electric b Gas Co of flew Jersey 
83/02/10 1 5p p 17233 1 17 24X Fiche 30-272,83/02/10,0302220X73 


S Reportable occurrences, LERs b related correspondence 


03020/0076 Partial response to FQI A request for 22 categories of 
doc unen t s- Forwards documents listed In App A Documents 12, 

13, 16. 10, 19,27 b 20 available in PDR App D documents 
completely withheld (ref FDIA Exemption 3) 

FELTON. J II Division of Rules and Records 02/12/21 SH0LLY.8 
Union of Concerned Scientists 6pp 17063 005 24X 

F ( c he 30-272.82/12/21,8302070076 


— 0307070200 Handwritten note re facility 820428 incident involving steam 
generator feedwater pump trip due to mi sp os i tioned 
isolation 6 vent salves Incident caused by sabotage Labor 
union contract negotiations in progress 

» NKC - No Detailed Affiliation Given 02/06/30 ip 17065 043 
24 < Fiche 50-000,02/12/21,8302070076 


— 0302070228 PN8-I-82-009 on 820009, miscellaneous ac 113-volt 
distribution panel 12 lost power supply (station essential 
controls inverter 12) due to tripped position of inverter 
breaker Probably caused by sabotage Surveillances initiated 
MARTIN, T T , KEK1I0.R R Region 1. Office of Director 82/03/16 
ip 17065 0S9 24 < Fiche 30-000,02/12/21,0302070076 


0302010339 Forwards LER 03-OO1/Q3L-O Detailed event analysis end 
MIOJRA/H J Public Service Electric & Gas Co of New Jersey 
83/01/19 HAYNES, R C Region I. Office of Director 3pp 
1*973 009 24X Fiche 50-272,03/01/19,8302010339 


8302010344 LER 02-OOI/O3L-O on 830104, vital bus ID tripped, render ing 

RHR loop inoperable Caused by differential relay protection 
Redundant RHR loop immediately placed in operation 
FflAHM, R Public Service Electric b Gas Co of New Jersey. 

03/01/19 Region l, Office of Director ip 16773 011 24X 

Flchc 50-272, 03/01/19, 8302010339 


S302010193 Forwards LER 82-093/03L-0 Detailed event analysis end 
H I OUR A, H J Public Service Electric b Oas Co of New Jersey 
83/01/24 HAYNES, R C Region i. Office of Director 3pp 
16974 030 24/ Fiche 50-272,83/01/24,8302010199 


—8302 01 0204 LER 82-093/03L-0 on 821225, plant vent gross activity 
monitor indication declared Inoperable Dally grab samples 
of plant vent effluent not taken until 830104 violating ET8 
Caused by personnel error Procedures reviewed, 

FRAHM.R Public Service Electric b Oa* Co of New Jersey 
03/01/24 Region i. Office of Director Ip 16974 033 24X 

Fiche 50-272,83/01/24,0302010195 


0302070300 LER •83-002/OiP on 830106* due to planned maint on station 
power transf a r,ner 12, automatic starting feature on diesel 
fire pumps I 6 2 was d i sab I ed. Trans former returned to jvc on 
Q30107 Automatic starting feature regained 

M I Ol/RA, H J Public Service Electric & Gas Co of New Jersey 
83/01/25 HAYNES. R C Region I, Office of Director. !p 
17029 096 24/ Fiche 50-272,83/01/25,0302070300 


83020/0442 Forwards LER B3-002/01 T-0 Detailed event analysis end 
HIDURA, H J Public Service Electric 6 Gas Co of New Jersey 
83/01/27 HAYNES. ft C Region I. Office of Director 4pp 
17036 302 24/ Fiche 50-272,83/01/27,0302070442 


—8302070446 LER 03-OO2/O1T-O on 830106, s tat i on power transformer 12 
de-energized for planned maint Loss of power to automatic 
starting feature on both diesel fire pumps resulted Caused 
by oversight due to human error Personnel counseled 
FRAHM, R Public Service Electric b Gas Co of New Jersey 
83/01/27 Region l$ Office of Director lp 17036-306 24X 

Fiche 50-272,83/01/27*0302070443 


8302030260 PND- 1-03-004 on 030130, inadvertent safety injection 
occurred while cooling down to investigate reactor coolant 
pump motor failure Caused by malfunctioning computer 
indicating incorrect safety injection block permissive 
SUMMERS, R , LAZARUS, W , TRIPP, L Region 1, Office of Director 
83/01/31 lp 17001 250 24/ Fiche 50-272,03/01/31,8302030260 


0302280445 PNO- 1-03-010 on G30222, during attempted transfer at 4kV 
group buses from station to auxiliary power transformers, 

IF U160-V olt bus d e-energ i ied* r esu 1 ting in loss of reactor 
control pump 13 ft control power for main feed pump 12 
SUMMERS, R ♦ LAZARUS, U , TRIPR.L Region 1, Office of Director 
03/02/23 Ip 17309 201 24X Fiche 50-272,03/02/23,0302280445 


V Operator Exa-mi na t i one 


8301310203 Generic Ltr 83-06 ta all power reactor 1 lc tfnsees , »p p 1 lea nt s 
for CLs,NSS vendor », reac tor vendors b AE re certificates 
b revised format for reactor operator b senior reactor 
operator licenses, Svc list end 

EISENHJT, D 0 Division of Licensing 83/01/31 Consolidated 
Edison Co of Now York, Tnc 14pp. 17347 177 24X 

Fiche 50-000, 63/01/31.9301310203 


DOCKET 50-274 U $ GEOLOGICAL SURVEY RESEARCH REACTOR 


R Periodic operating reports U related correspondence 


0302070375 "Annual Rept 1982 M 

* Interior, Dept of. Geological Survey 02/12/31 7pp 
17030 059 24X Fiche 50-274,82/12/31.0302070373 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


F Security, medical* emergency b fire protection plans 


8210150452 Forwards reviews of procedures proposed by utils in 
emergency plane to consider meteorological conditions at 
fac i l i t i e s, in response to last Order 1 of interagency 
agreement 

VAN OER KQVEN Canvnerce* Dept of, Natl Oc eanographic 6 Atmospheric 
Administration NRC-03-B1-099 82/10/08 SPICKLER, 1 Office of 

Nuclear Reactor Regulation, Director, lp 16951 303 24/ 

Fiche 50-000,82/10/08,821 0190432. 


— 8210130459 "Evaluation of Procedures Proposed by FL Power b Light Co 
in Emergency Plans to Consider Wefceorolpg icat Conditions in 
St Lucie Plant Coastal Environ " 

VAN DER HOVEN Commerce, Dept of, Nati Oceanographic & 
Atmospheric Administration NRC -03-8 1-099 02/10/00 Office of 

Nuclear Reactor Regulation, Director 3pp 16931,304 24X 

Fiche 30-000, 02/10/08, 8210150452 


--0301270044 "Evaluation of Procedures Proposed by Commonwealth Edison Co 
in Emergency Plans to Consider Meteorological Conditions In 
Zion Plant Coastal Environ " 

VAN DER HOVEN Commerce, Dept of, Natl Oceanographic 4 
Atmospheric Admi nistration NRC-03-Q1-099 02/10/08 Office of 

Nuclear Reactor Regulation, Director 3p p 16951*307 24X 

Fiche 50 000,02/10/00,8210150432 
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-“0201270051 "Evaluation of Procedures Proposed by Detroit Edison Co in. 
Effarg«n-cy Plan* to Consider Meteorological Condition* in 
Enrico Fermi Site Coastal Environ " 

VAN DER WOVEN Commerce, Dept of. Natl Ocea no g raph i c It 
Atmospheric Administration NRC-03-81-099 82/10/00 Office of 

Nuclear Reactor Regulation. Director 4pp i6?Sf 310 24X 

Fiche SO-OOOi 62/1 0/06. 021 0130432 


— 0201270060 “Evaluation of Procedures Proposed bij PGiE in Emergency 
Plans to Consider Meteorological Conditions In Diablo Canyon 
Plant Coastal Environ " 

VAN QER HOVen Commerce, Dept of. Natl Oceanographic it 
Atmospheric Administration NRC-03-0 1-099 D2/I0/0S Office of 

Nuclear Reactor Regulation) Director 3pp 16931 314 24X 

Fiche 30-000- 02/10/00. 02101 50452 


03020/0337 Forwards IE tnsp Rept 50-275/02-43 on 821202-030101 No 
nanccrjpiianc# noted 

BtSHGPiJ.W Division of ft«* {dent, Reac tor Project & Eng ineeri ng 
Programs 03/01/19 CRANE.. P A Pacific Gas it Electric Co lp 
17029 169 24X Flche 50-275, B3/01 /19. B3Q2070337 


— 0302070339 IE lnsp Rept 30-273/02-42 on 021202-830 10 1 No none omp li aric e 
noted Major areas Inspected plant operations. survell lante 
testing, phys i cal secur i ty , f ol 1 owup of allegations re RHR 
sys.meint 6 licensee audit program 

CARLSON. J D. i MEN DONG A. H M . MDRRILL . P J Division 0# 

Resident. R«ac tor Project 4- Engineering Programs 03/01/14 9pp 
17029' 169 24 < Flche 50-273,03/01/19.0302070337 


0302030603 Releases public version of revised emergency plan 
Implementing procedures 

FELTON. J M Division of Rules and Records. 83/01/20 Document 

Management Branch. ip 1 7013 Og& 24X Fiche 30-275.03/01/20, 
6302030603 


— 6302030605 Forwards public version of revised emergency plan 
implementing proc e rfures , i nc 1 ud ing Procedures EP 0-2 re 
establishment of onsite emergency orpanli atlon & EF-5 re 
emergency equipment, ins trument* it supplies, 

CRANE, P A Pacific Gas L Electric Co 83/01/07 ENGELKEN. R H 
Region 5. Office of Director 2pp 17013 097 24K 

Flche 50-27 5, 83/0 1 /20» 8 302030 603 


— 030203061 1 Public version of revised emergency plan implementing 
procedures, Including Procedures EP 0-2 re establishment of 
onsite emergency organ! iation 6 EF-3 re emergency 
equipment, i nstrurtents & supplies 

WOMACK, LF Pacific Gas & Electric Co 93/01/04 Gipp 
17013 099 24X Fiche 50-273.83/01/28.030 2030603 


G Ad judicatory c orre e pondence 


0302010464 Notice of substitution of Govonor G Deukmejlan for former 
Governor Drown as State of CA representative MJ Strumwa sspp 
notice ot appearance «t Certificate of Svc end 

STRJtfNASSEfi, M California, State of 83/01/28 5pp 16901 0l3 
24X Flche 50-273,83/01/20.9302010464 


0302250537 Order requiring submittal bg 030302 of names of persons uho 
Will present arguments at 830316 hearing in Bethesda.MD re 
appeals from ASL3 82093! initial decision autho-riung full- 
pojer operation & rrom motions of interveners 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 03/02/23 
2pp 17291 0 56 24 < Fiche 50-279, 03/02/23, 0302250337 


9302280263 Forwards SE Turk notice of withdrawal from proceeding NUC 
represented by LJ Chandler h JR Goldb erg, wh ose notices of 
appearance were served on 030125 W/o end 

CHANDLER, L J Hearings Division 03/02/25 MOORE, T 8 . BUCK.JH, 
JOHNSON, R Atomic Safety and Licensing Appeal Panel 2pp 
17312 202 24X Fiche 50-275, B3/02/23 , 0302200263 


H Genera l correspondence 


0302160226 Opposes law jauer licensing of facilities until design audit 
completed 

WARREN, K J Affiliation Unknown 03/02/11 NRC - No Detailed 

Affiliation Given lp 17166 294 24X Fiche 50-275,63/02/11. 

6302160228 


P Operating licence stage documents & correspondence 


9302020476 Notification of 030128 meeting w/ytil & Toledyne Engineering 
Svcs in Bathe sda, HD to discuss design JJt operation of * 

component cooling water sys, inc luding sei smi c/nonse i smic 
interraces it aa f ety /nonsa f e fcy interfaces 

SCHlERLINCfH Licensing Branch 3 83/01/10 KNIGHTON, G Licensing 

Branch 3 4p p 16999 270 24X Fiche 50-2 75.83/01/10,0302020476 


8302090152 Documents info presented at 830113 independent design 
verification program meeting Info replaces 021223 "Phase II 
Add 1 Sample 6 Addt Verification" draft interim technical 
rept, ur/I isterf exceptions 

COOPER, IfE Teledyne Engineering Services 03/01/10 DENTON, H R 
Office of Nuclear Reactor Regulation. Director ENGELKEN, R H 
Region 5, Off Ice of Director HANEATIS, G A Pacific Gas h Electric 
Co 3p ? 17070 273 24X Fiche 50-275,83/01/19,0302090152 


101210340 Generic Lfcr 03 04 to all licensees of operating reactors, 
applicant* for OL 6 holder* of CPa re regional workshop 
concerning Suppl 1. NUREG-0737, "Requirement* foT Emergency 
Response Capability " Svc list end 

EISENHUT, D G Civilian of Licensing 83/02/01 Consolidated 

Edison Co of N«u York, Inc llpp 17221 226 24X 

Flche 50-000,83/02/01.8301310340. 


B302150004 Forward* IE Safeguard* Imp Rept 50-275/83-01 an 830117-21 
27 No nancomp lianc * noted Major area inspected physical 
protection program against radiological sabotage & theft of 
6NM Rept Withheld irof 10CFR2 790 fe 73 21) 

NORDEftHAUG, L ft Division of Rad i ol og leal Safety 6 Safeguards 
Program 93/02/02 CRANE, P A Pacific Gas Electric Co 2pp 
17146 006 24X Fiche 50-275,03/02/02,8302150004 


0302090014 Forward* Rev 2 to security force training *< qualification 
plan Rev withheld <r«f 10CFR2 790) 

CRANE, P. A Pacific Ga* * Electric Co 83/02/04 DEN TON, H Ft 

Office of Nuclear Reactor Regulation* Director 3pp 17070 269, 
24X Fiche 50-273,93/03/04,0302070014 


0302090357 Forward* change* to Rev 11 of security plan Changes 
withheld Cre# 10CFR73, ai) 

CRANE, P A Pacific Oa* 5- Electric Co 83/02/04 DENTON, H. R 
Office of Nuclear RiactoT Regulation) Director Spji 17070 354 
24X Fiche SO- 27 3, 83/02/04, 8302090357, 


8302090420 Forwards Rev 2 to safeguard* contingency plan Rev withheld 
<r*f 10CFR73 211. 

CRANE, P A Pacific Gas A Electric Co 03/02/04 DENTON, H ft 
Office of Nuclear Reactor Regulation, Director 2pp 17066* 240 
24 j< Flche SO- 275. 03/02/04, 8302090420 


B302230134 Forward* changes to security plan Changes withheld 
(ref I0CFR73 21) 

CRANE, P A Pacific Oa* fe Electric Co 03/02/17 DENTON, H ft 
Office of NucteaT Reactor Regulation, Director, 2pp 17243 277 
24X Fiche 50-273,83/02/17,8302230134 


B 302090 102 Discusses independent design verification program c i vil/ 
structural efforta Instruments Test Rig-6 published for 
historical purpose* Engineers committed to perform RL Cloud 
review listed 

COOPER. W C Teledyne Engineering Services DENISON, E T Robert L 
Cloud Associate*, inc B3/Q1/1Q DENTON, H R Office of Nuclear 
Reactor Regulation, Director ENGELKEN, R H Region 5, Office of 
Director MANEATIS, G* A Pacific Gas i Electric Cd 3pp 
17070,259 24X Fiche 50-275, 83/01/10,0302090182 


0302010037 Forward* transcript of 030106 meeting between NRC 6. 
individual re alleged safety deficiencies Notification of 
allegation* transmitted to Commission by Board Notification 
83-03 dtd 030 107 H/o end 

E ISENHJT, D 0 Division of Licensing 03/01/19 CQQPER, W E 
Teledyn* Engineering Services 4pp 16990 340 24X 

riche 30-275.83/01/19,8302010037 


8302G1 0431 Forward* "Wave Effects on Intake Structure" it "Investigation 
of Seawater Ingestion Into Auxiliary Saltwater Pump Room Due 
to Splash Runup During Design Flood Events at Diablo 
Canyon * 

CRANE. P. A Pacific Ga* 6 Electric Co 83/01/19, KNIGHTON, Q W 
Licensing Branch 3 2pp 16974 196 24X Fiche 50-275,03/01/19, 

0302010431 


— B30P010432 "ilave Effects on Intake Structure at Diablo Canyon. Un it* 1 k 
2 " 

MATSUD-A, E N Pacific Gas U Electric Co 83/01/31 16pp 
16974 190 24X Fiche 90-273,03/01/19.8302010431 


— 0302010433 "Investigation of Seawater Ingestion Into Auxiliary 
Saltwater Pump Room Due to Splash Runup During Design Flood 
Events at Diablo Canyon " 

RYAN, P J. Pacific Gas U Electric Co 83/01/31 26pp 16974 214 
24 < Flche 50—275, 03/01/1 9, 8302010431 


0302030107 Request* info necessary to calculate temp it pressure 
transient* in Area GE of auxiliary bldg resulting from 
main Steam line break in Area GW Info required for NRC 
comparison ^/independent design verification program 
KNIGHTON, G V Licensing Branch 3 83/01/19 CRANE. P A Pacific 

Ga« ti Electric Co, 4pp 17023 397 24X Fiche SO- 275, 83/01 / 19, 

B3Q2030107, 



DOCKETED ITEMS 


89 


8302030003 Forwards current status of results re Phase I final rept 
for design verification program 

CRANE. P A Pacific Oas tt Electric Co 83/01/21 EIS£NHUT,0 0 
Division of Licensing 09pp 17004 341 24X Fiche 50-273.83/01/21, 

8302020002 


9302070306 Notifies that first Independent design verification program 
design ofc ver i r ica t i on conducted on 021220 & second 
proposed for @30203 initial plans provide for verifying min 
of two areas per uJt Meeting announcements end 

REEriY. R F Ready' Herbert. Gibbons & Associates 03/01/25 FRAY. R 

gechtd Corp 3pp 17067 342 24 X Fiche 50-275.83/01/25. 

8302070306 


8302020473 Forwards request for remainder of info items requested at 
021221 meeting Info not sent in 330104 submittal b is 
necessary to perform analyses 

KNIGHTON. GW Licensing Branch 3 03/01/26 CRANE. P Pacific Gas 

it Electric Co Opp 16796 341 24X Fiche 50-273,83/01/26. 

8302020493 


9302-090151 Board Noti f ica tion 83-6 forwards info re independent design 
verification program status Info relevant to safety issue 
of plant design adequacy (ref Commission Order CLI-01-30) 

El SEN. i-JT, D G Division of Licensing 03/01/26 PALLADIN0, N J < 
GILINSKY..V, AHEARNE.V Commi s s 1 oner * 4p p 17103 336 24X 

Fiche 50-275, 03/01/26, 8302000131 


— 8302090155 Transcript of 030113 meeting w/util $ Bechtel in San 
Franc isco, CA re independent design verification program 
* C turn i ss i oner a 03/01/13 230pp 17104 045 24X 

Fiche 50-273,03/01/26.8302080151 


8302100094 Accepts Rev, s 1 b 2 to OA program submitted in response to 
NRC request far addl info & clarification 

EISENHJT, D C Di/ision of Licensing 83/01/26 CRANE, P A Pacific 
Gas flc Electric Co 5pp 17133 041 24X Fiche 50-273- 03/01 /26. 

0302100094 


8302090311 Forwards definitive schedule for 030204 independent design 
verification program design ofc verification Verification 
will be limited to control of spectra within intake 
structure b auxiliary bldg 

JICfcDY.R F Reedy, Herbert, Gibbons b Associates 03/01/31 FRAY.R 
Pacific Gas b Electric Co 2pp 17071 014 24X 

rich* 50-275,83/01/31.0302070311 


0302 1 70405 Notification of 030207-09 meetings til/util U EGfcQ at site 
to discuss inservice testing program 

4H/CKLEY, B Licensing Branch 3 03/02/02 KNIGHTON, G W Licensing 

Branch 3 4p p 17175 249 24X Fiche 50-275,03/02/02.8302170405 


0302090165 Informs that CF Bergeron approved as replacement for JM Orido 
as SHI lead nuclear technology engineer Personnel change 
affects □ 2 b Figure 3-1 of Phase II program mgt plan CF 
Bsrgflron resume end 

CRAG IN, J 0 Teledyne Engineering Services 03/02/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ENGELKEN, R H 
Region 5. Office of Director MANEATI9, Q A Pacific Gas & Electric 
Co 7pp 17070 262 24X Fiche 80-275,03/02/03,9302090165 


—9302140083 interim Technical Rept 34, Rev 0, "Ver if ication of Diablo 
Canyon Project Efforts fl 

SE5TAK, F , STRATOULY. D C Stone * Webster Engineering Corp. 
83/02/04 42pp 1714! 040 24X Fiche 50-273,83/02/07,0302140070 


8302170400 Notification or 030214 meeting w/BNL in Bethesda, MD tt> 
pros'ide status of seismic analysis efforts 
SCHJERLINQ, H Licensing Branch 3 83/02/07 KNIGHTON, 0 W 

Licensing Branch 3 4pp 17195 263 24X Fiche 50-275, 83/02/07, 

8302170400 


8302080295 Generic Ltr 03-09 to all operating reactor licensee*, 
applicants for OL U holders of CP for C-E PWRs re review of 
C-E OJoars Group emergency procedures guideline program 8vc 
1 1 1 1 enc J 

E I SENH’IT , D G Division of Licensing 83/02/08 Consolidated 

Edison Co of Neu, York, Inc lipp 17290 247 24X 

Fiche 30-000, 83/02/08-030200029 5 


0302080304 Generic Ltr 83-tl to all operating reactor licensees r» 
licensee qua l if i cation for performing safety analysis In 
support of licensing actions Ability to use cade must be 
demonstrated by vendor or licensee Svc list end 
EISEN.IUT.DG Division of Licensing 83/02/08, Consolidated 
Edison Co of Neu Yorfc, Inc 9pp 17234 234 24 X 

Fiche 50-000- 83/02/00, 8302000304 


0302170027 Advises that Class III fen due for final review of 921221 
application requesting relief from Tech Specs for 120 days 
to permit mod* to fuel handling bldg 

DIGGS, R. M License Fee Management Branch 03/02/10 FUR0U3H. M H 
Pacific Oas b Electric Co lp 1719 1 032 24X 

Fiche 50-275. 03/02/10,030217002 7 


0302170331 Requests relief from Tech Spec 3 4 1 2, Paragraph b, limiting 
condition for operation, to perform boron mixing U cool 
down test under natural circulation conditions using decay 
heat Supporting documentation end 

CRANE, P A Pacific Gas b Electric Co 03/02/10 KNIGHTON, 0, W 
Licensing Branch 3 4pp 171B3 359 24X Fiche 50-275.03/02/10. 

0302170331 


0302 1 70363 Forward* Info re fuel storage tanks, per BNL 030204 request 
Also forwards info re mads to containment annulus steel 
framing per request 

CRANE, P A Pacific Oas & Electric Co 03/02/11 EI6ENHUT, D O 
Division of Licensing 4pp 17193 345 24X Fiche 30-275, 03/02/1 1 , 

8302170363 


0302240236 Forwards "Diablo Canyon Unit 1 Independent Design 
Verification Program, " Interim Technical Rept 32, Rev 0 
DENT SDN. E Robert L Cloud Associates, Inc 03/02/17 DENTON. H. R 

Office of Nuclear Reactor Regulation, Director ENGEL K EN- R. H 

Region 5, Office of Director MANEATIS, 0 A Pacific Ga* & Electric 
CO lp 17271 202 24X Fiche 30-275.03/02/17,0302240296 


— 0302240292 "Dials lo Canyon Unit I Independent Design Verification 
Program, Interim Technical Rapt 32, Rev 0 

DENISON, E Robert L Cloud Associates, Inc WRAY, R Tetedyna 
Engineering Services P 105-4-B39-032 ROO 03/02/17 6lpp 
17271 203 24X Fiche 50-275, 93/02/17,8302240206 


0302230005 Board Notification 03-10' provides info items re independent 
design verification program 

EISENH’JT. D 0 Division of Licensing 83/02/03 PALLADINQ, M U , 
GILINSKY, V , AHEARNE.J F Commissioners 6pp 17259 330 24X 
Fiche 50-275, 03/02/03,0302230005 


■ — 030 P 2 30 006 Transcript of 830128 meeting re component cooling water ay* 
Pp 1 — 103. Su ppor ting documentation encl 

s Office of Nuclear Reactor Regulation, Director 03/01/28 
l93pp 17260 092 24X Fic h e . 90-275, 83/02/03, 8302230009 


£302070076. Forwards response to BNL 030126 requests for addl info, 
Including info re as-built Young modulus of concrete in 
crane wall b interior concrete 

CRANC. P a Pacific Gas b electric Co 83/02/04 EI6ENHUT, D G 
Division of Licensing 5pp 17071 090 24X Fiche 50-275, 03/02/04, 

8302090376 


Q3D2I40087 Responds to 930119 request re pressure b temp profile info 
Necessary info required by independent design verification 
program to perform analysis being compiled W/o end 
CRANE, P. A Pacific Gos b Electric Co 03/02/04 ElBENHUTi D 0 

Division of Licensing ip 17141 214 24X Fiche 50-279.03/02/04, 

0302140007 


6302140070 Forwards Interim Technical Rept 34, Rev 0, "Verification 
qf Diablo Canyon Project Efforts n 

MNECHTIN0, J E Stone b Webster Engineering Corp 83/02/07, 

DENTON. H R Office of Nuclear Reactor Regulation, Director 
EN-GELHFN, R H Region 5, Office of Director MANEATIS, G A Pacific 
Gas & Electric Co lp 17141 047 24X Fiche 50-275,03/02/07. 

9302140070 


0302200034 Submits sections b tables in Part 2 of Phase I final rept 
of design ver J f Ication program, supp ortlng Step l fuel load, 
per 021202 h 03 ltrs Revised sections on containment U 
auxiliary bldg will be submitted at later date 
CRANE, P A Pacific Gas b Electric Co 03/02/17 E ISENHDT, 0 G 
Division of Licensing 253pp 17309 OOJ 24 X Fiche 90-279, 

03/02/17, 8302280034 


8302180292 Notifies of 030223 L 24 meetings w/S&W In Boston, MA to 
discuss Phase II addl verification & EOIs 

COOPER, W E , CRAGIN, J 0 Te-ledyne Engineering Services 03/02/19 
NRG - No Detailed Affiliation Given lp 17219*275 24X 

Fiche 90-273(03/02/10,9302100252 


830223039a Advises that Phase II status rept will not be issued on 
030215 «» scheduled Phase II issues being resolved by 
project b independent design verification program Rept to 
be submitted following issue resolution or reclassl f ication. 

CRANE, P A Pacific Oa* t< Electric Co 03/02/18 EISENHUT, D.O 

Division of Licensing lp 17249 081 24X rich® 50-275. 83/02/IB, 

0302230398 


0302230420 Forwards fee required for 
DPR-76 

CRANE, P A Pacific Cat b Electric 
License Fee Management Branch Ip 
Fiche 50-279,93/02/18.0302230420 


issuance of Amend 3 to License 

Co 83/G2/1B DIGGS, R M 
17246 120 24 X 



so 
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0302240014 Forwards program managers rept for third Friday Feb 1903 
A c cep fc a t> 1 e it atement ra potential or apparent conflicts of 
interest completed Design ofc verifications h corrective 
action audits & reporting in progress 

.REEDY, R F R F Ready, Inc 03/02/10 COOPER, W E Teledyne 
Engineering Services 6pp 17273 244 24 X Fjche 50-275. 83/02/ ia, 

0302240014 


B3O224O270 Forward* "Diablo Canyon Unit 1 Independent Design 
Verification Program, Elec tr ical Equipment Analysis, " Interim 
Technical Rept 33, Rev 0 

DENISON. E Robert L Cloud Associates, Inc 03/02/10 DENTON. H R 
Office or Nuclear Reactor Regulation* Director ENGELKEN, R H 
Region 3. Office of Director MANEATIS.O A Pacific Gas b Electric 
Co ip 17271 149 24 X Fiche 50-2? 5, 03/02/18, 0302240279 


—*0302240202 "Diablo Canyon Unit 1 Independent Design Verification 
Program, Elec tr ical Equipment Analysis,” Interim Technical 
Rept 33, Rev o 

DENISON, E Robert L Cloud Associates* Inc WRAY. R Teledyne 
Engifieei^lng Services P 103- 4-B39- 033 ROD 03/02/10 Slpp 
17271 150 24X Fiche 90-273,83/02/18,8302240270 


0302240280 Requests info from BNL analysis of containment annulus 
structure re vertical response spectra for Model D b 
horiiontal annulus model Info required for design 
verification program 

COOPER, W E . MYRGLOTrC E Teledyne Engineering Services B3/02/1B 
SCHIERLING* N E Office atf Nuclear Reactor Regulation, -Director Ip 
17274 072 24 X Fiche 50-273, 03/02/ 1 6. B30224Q2B0 


0302220348 Agenda for B30224 b 25 meetings in San Francisco, CA to 
discus* structural review 

COOPER. W E » CRAOIN.J Q Teledyne Engineering Services 83/02/24 
Teletfyne Engineering Services lp 17232 067 24X 

Fiche 30-275, 83/02/24 , 0302220368 


0 Inspection reports* IE Bulletins 6 correspondence 


B302230379 Forwards IE Insp Kept* S0-275/B2-4I b 50-323/B2-I9 on 
021208-23 No n onconp 1 i anc • noted 

B I SHOP, T W Division of Re&i dent, R*ac tor- Project b Engineering 
Programs 63/01/10 CRANC. P A Pac if 1c Oas b Elec trie Co 2pp 
17246 321 24X F»cho- 50-275,83 /01/10*6302230379 


— B302230388 IE Insp Repts 50-273/82-41 U 50-323/82-19 on 021308-23 Ho 
noncOJfip I lahee noted Major area* inspected design b 
procurement requirements for Super Strut matl installed for 
Class IE raceway supports 

MORRILL, P 0 , JOHNSON. A D, MENDOHCA- M M Division of 

Res i dent. Reacts Project & Eng Inee-r ing Programs 03/01/06 6pp 

17246 323 24X Fiche 30-275,03/01/10,8302230379 


0302070337 Forwards IE Insp Rept 50-275/82-42 on B21202-B301D1 Nd 
n ancomp li anc e noted 

B [SHOP, T W Division of Reside nt. Reactor Project b Engineering 
Programs 83/01/19 CRANE. P A Pacific Gas 8, Electric Co lp 
17029 168 24X Fiche 30-275. 63/01/19, B3020 70337 


—0302070339 IE Insp Rept 50-279/82-42 on 82 1 202-830101 No none orflp 1 iance 
noted Major areas inspected plant operations. survei It anc e 
tes ting, physi ca 1 secur i fcy . f d l lowup of allegation,!, re RHR 
syiitnaint U licensee audit program 

CARLSON, J D . HENDDNCA, M M , MORRILL. P J Division of 
Resident, Re ac ter Project b Engineering Program 03/01/14 9pp 
17029 169 24X Fichs 50-275,03/01/19.6302070337 


0212660338 IE Info Notice 03-01, "Ray Miller, Inc w Svc list and 
JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 6301031 83/01/26 Consolidated Edison Co of Now 

York. Inc UBpp 17023- 160 24X Fiche 50-000,03/01/26.8212060350, 


*212060360 IE Info Notice 83-02, "Limi torque HOiC, H10C, H2DC b H3QC 
Osarheads '■ Svc list and 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response {Post 03O!O3> 83/01/28 Consolidated Edison Co of New 

Yoi k, Inc 1 09pp 17144 001 24X Fiche 50-000,03/01/28,8212060360 


312060361 IE Info Notice 63-03. "Calibr of Liquid Level Instruments " 
Bvc list entl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103 J 83/01/28 Consolidated Edison Co. of New 
Yo< k. Inc l lOpp 17074 095 B4X Fiche 50-000,03/01/20,8212040361 


8302150004 Forwards IE Safeguards Insp Rept 50-275/93-01 on 030117-21 4 
27 No nonconp l lance noted Major area inspected physical 
protection program against radiological sabotage b theft of 
SN.1 Rept withheld (ref 10CFR2 790 6 73 21 ) 

NQRDERHAUO.L R Division of Radiological Safety b Safeguards 
Program 83/09/02 CRANE, P A Pacific Gas b Electric Co 2pp 
17146 006 24X Fiche 50-275, 83/02/02, 03021 50004 


S302230657 Forwards IE Insp Repts 50-275/03-02 fc 50-393/03-01 on 
030103-21 No none onp 1 cane e noted 

B1SKQP, T W Division ot Resident, Reac tor Project b Engineering 
Programs 83/02/09 CRANE, P A Pacific Gas b Electric Co 2pp 
17255 054 24X Fiche- 50-275, 03/02/09,0302230657 


— 0302230666 IE Insp Repts 50-275/83-02 b SO- 323/83-01 on B301 03-21 Mo 
noncomp 1 lance noted Major areas inspected const t mod 
activities, including site tour, licensee actions on previous 
items. mods to structural steel b pipe supports 
BJRD31N, J F , HERNANDEZ, G , ZUETZIG,G D Division of 
Resident, Reactor Project 6 Engineering Programs 83/02/09 9pp 
17253 056 24 X fiche 50-275,83/02/09,6302230657 


8212060363 IE Info Notice 83-04. 'Failure of Elma Power Supply Units * 
Svc list end 

JORDAN. E L Division of Emergency Pr eparodness s, Engineering 
Response (Post B30103) 63/02/10 Consolidated Edison Co of Hey 

York, Inc IlOpp 17347 191 24X Fiche 90-000, 03/02/ 10, 82 1 206G363 


B2J2060365 IE Info Notice 83-05* "Obtaining Approval for Disposing qf 
Very Low Level Radwaste - 10CFR20 302 " Svc list encl 
JORDAN , E L Division op Emergency Preparedness b Engineering 
Response (Post 6301031 03/02/24 Consolidated Edison Co of )Jeu 

York. Inc ltlpp 17347 050 24T Fiche 50-000,83/02/24,0212040365 


B212060366 IE Info Notice 03-06, "Non l d en t i ta 1 Replacement Parts " 

Bvc list and 

JORDAN, E L Division af Emergency Preparedness b Engineering 
Response (Post 0301031 G3/02/24 Consolidated Edison Co of Neu 

York. Inc M2pp 17361 148 24X Fiche 50-000,83/02/24.6212060366 


R Periodic operating reports b related corr e spundenee 


8302140041 Bubim, l ts Semimonthly Progress Rept 23 for 82121 1-8301 14 No 
open item repts issued Acceptable statement re potential or 
apparent conflicts of interest completed 

REEDY, R F R F Reedy, Inc 83/01/14 DENTON, H R Office of 

Nuclear Reactor Regulation. Director ENGELKEn, R H Region 5, 
Office of Director MANE AT IS. G A Pacific Gas b Electric Co 2oo 
1714! 161 24X Fiche 50-275,83/01/14,8303140041 


&302030496 Forward! " In dep « nd out Design Verification Program," 
semimonthly status rept for Jan 1903 

COOPER, W E Teledyne Engineering Services 03/01/20 DENTQN, H R 
Office of Nuclear Reactor Regulation, Director ENGELKEN, R H 
Region 5, Office of Director MANE AT IS, G A Pacific Oas b Electric 

Co ip 17007 173 24 X Fiche 50-275,83/01/28,0302030496 


— 0302030501 'Independent Design Verification Program," Semimonthly 
status Tept for Jan 1903 

a Teledyne Engineering Services 03/01/20 106pp 17007 177 

24Y Fiche, 50-275, &3/01/2B, B302030496 


0302040369 Forwards "Diablo Canyon Verification Program," Semimonthly 
Rept 30 for 030111-24. per CLI-81-30 

CRANE, P A Paclfi-c Oas b Electric Co B3/O1/20 DENTQN, H J? 
Office of Nuclear Reactor Regulation, Director ENGELKEN. R H 

Region 5, Office of Director lp 17018,315 24X 

Fiche 50-279,83/01/28,0302040369 


— 830204037 1 'Diablo Canyon Verification Program," Semimonthly Rent 30 
for 030111-24 

HQCH.J Q Pacific Ga* t Electric Co 03/01/20 61pp 1701B 316 
84/ Fiche 50-273,63/01/20.8302040369 


B302140110 Forwards "Annual Summary Rept on Monitoring & Reporting 
Program at Diablo Canyon Powar Plant During 1902" b 
"Tbflfiral Effects Monitoring Program 1902 Annual Rept, Diablo 
Canyon Power Plant 1 

THORNDERRY. R C Pacific Gas b Electric Co 03/01/20 JONES. K R 
California, State of 2pp. 17140*202 24X Fiche 30-B75, B3/0J /28, 

S30PI4O1IO 


— 0302140115 "Annual Summary Rept on Monitoring fc Reporting Program, at 
Diablo Canyon Power Plant During 1962 " 

4 Pacific Gas b Electric Co 82/12/31 4flpp 17140 204 24X 

F(Che 9Q-S75.B3fai/S?B.8303t40tl0 


B3020B0176 Reiponds to IE Rulletin 88-0-4 Util revUtu indicate! that 
hard tpojy electTltal penetration assemblies mfg by Bunker^ 

Ramo Co have neither been installed nor are planned for 
Installation in containment at facilities 

SCHUYLER, J 0 , CRANE. P A Pacific Gas *t Electric Co 03/02/02 
KNIGHTON, 0 V Licensing Branch 3 2pp 1 705S 337 24X 

Fiche 30-27 3 , 83/02/02, 83D20B0 1 76 


— 0302 J 401(7 "Thernal Effect* Monitoring Program 1902 Annual Rapt, Diablo 
Canyon Pcuer Plant " 

a Pacific Gas be Electric Co B-82-400 03/Oi/gi J5Spp 

17140 252, 24X Fiche, 50-27S, 03/01/28,0302140110 
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83O2J0O112 Advises that no open item repts issued re const GA 
evaluation since Jan semimonthly rept 

g^STAK. F Stone * Webster Engineering Carp 03/02/11 DENTON' H R 
Q^tce of Nuclear Reactor Regulation* Director ENGELKEN, R H 
Reoion 5, Drfice of Director MANEATIS.G A Pacific Gas & Electric 
Co Ip 17215 362 24X Fiche 30-275*83/02/11,0302100112 


0302T80277 Forwards "Independent Design Verification Program, " 
semi .Tenth iy rept for Jan 1983 Change to distribution list 
subnitted Change* in Program procedure DCNPP-IDVP-PP-007 
Mill be made at next rev' 

COQ a ER,W E TBledyne Engineering Services 83/02/11 DENTON. H R 
Office of Nuclear Reactor Regulation. Director ENGELKEN, R H 
Pen j on 5. Office of Director MANCATIS.G A Pacific Gas 6 Electric 
Co tp 17211 277 24X FicM 50-275, 03/02/1 1 , 0302180277 


V Operator Elimination* 


0301310203 Generic Ltr 93-06 t-o all power reactor 1 icen*e es. app 1 leant# 
for CLs.NSS venders, reactor vendors L AE re certificate* 

<c revised format for reactor operator 4c senior reactor 
operator licenses 0v< list encl 

£ I5ENSJT, D C Division of Licensing 83/01/31 Consolidated 

Edison Co of Neu York. 3nc l4pp 17347 177 24X 

Fiche 30- QCO. 03/01/31. 830 1 310203 


DDCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION. UNIT 2 


F Security* medical, emergency *< flTe protection plan* 


— 8302190281 "Independent Design Verification Program.' 1 semimonthly rept 
for Jan 1993 

* Teledyne Engineering Services 03/02/11 I33pp 17211 270 
24 ( Fiche 50-275.03/02/11.0302180277 


©302180498 Forwards semimonthly Open Item Rep ts 1113 & 6002 for Feb 
S9ti3 Deficiencies Found in independent calculation for 
component cooling water pump U rupture restraints 

EENlSCN.E Robert L Cloud Associates, Inc 83/02/1! DENTON, H H 
Office of Nuclear Reactor Regulation* Director ENGELKEN. R H 
Reqidn 5. Office of Director MANEATIS.O A Pacific Gas It Electric 
Co 3pp 17210 352 24X Fiche 30-275. 03/02/U , 8302 1SO4B0 


0302100492 Submits semimonthly rept for Feb 1983 No open item repts 
isswad 

KRECHTING, J E Stone V Webster Engineering Carp 03/02/11 
DENTON.HR Office of Nuclear Reactor Regulation. Director 
EIJSELKPTI, R H Region 5. Office of Director MANEATIS, G A Pacific 
Gas 4 Electric Co lp 17211 001 24X Fiche 30-275. 03/02/ 1 i, 

0302180492 


f,302230493 Forwards “Diablo Canyon Design Verification Program, " 31st 
saTicnon th ly status rept 

CRANE. P A Pacific Gas h Electric Co 03/02/11 DENTON, H R 
■Office of Nuclear Reactor Regulation. Director ENGELKEN. R H 
Region 5, Office of Director lp 17245 196 24X 

Hche 50-275, 83/02/11.0302230493 


--B302230497 'Diablo Canyon Design Verification Program.'' 3J»t 
semimonthly status rept 

HOCH, J » Pacific Gas U Electric Co 93/02/11 58pp 17245 197 
24X Fiche 50-279.03/02/11.6302230493 


5 Reportable occurrences, LERs 4 related correspondence 


0302040393 Forwards revised Figure & 2-2 to Tech Specs re health 
physics organ i j at i on 

GALfAGHER.JW PM lade 1 phia El ectr ic Co 83/01/28 STCLZ. J F 
Operating Reactors Branch 4 2pp 17017 342 24X 

Fiche 50-277, G3/01/28, 0302040393 


— 0302040399 Revised Figure 6 2-2 to Tech Specs re health physics 
urgani latlon 

* Philadelphia Electric Co 83/01/28 lp 17017344 24X 

Fiche 50-277. 03/01/28.8302040393 


8301210340 Generic Ltr 83-04 to all licensees of operating reactor*, 
applicants for OL 8< holders of CPs re regional workshop 
concerning Guppl 1, NUREQ-0737* "Requirements for Emergency 
Response Capability 1 Svc list encl 

EISENHUT.DO Division of Licensing 83/02/01 Consolidated 

Edison Co of New York, Inc 1 tpp 17221 226 24X 

Fiche 50-000. 83/02/01. 0301210340 


0 Adjudicatory correspondence 


0302130449 Response to Philadelphia Electric Co U PBEfcO 830124 
motion to strike C Kepford affidavit suppl re expert 
qualifications Affidavit provide* no relevant facts 
not considered by ASLABs |4/C#r t i f i ca te of Svc 
REIS, E J Nearing Branch 3 03/02/14, Commissioners 8pp 

1715Q 194 24X Fiche 50-000,83/02/14,0302130445 


0302280193 Order extending time until 030320 for Commission to act to 
review TMI Jk Peach Bottom Intervenes 821227 petition for 
review of ALAD-701 

CHILK, S J Office of the Secretary of the Commission 03/02/25 
Cornell ssioners 2pp 17306 039 24X Fiche 50-00D, 03/02/23, 

0302280193 


0302 100163 Forwards LER 03-OO1/O3L 0 

SHIFFSRtJ D Pacific Gas t Electric Co 03/02/03 ENGELKEN, R H 
Region 5, Office of Director lp 17216 105 24X 

Fiche 50-275.83/02/03.8302100163 


—8302100175 LER 03-OO1/O3L-O on 830107. during recorder check prior to 
fuel load, steam generator blowdown multipoint flow recorder 
1-71 discovered inoperable Caused by broken print head drive 
string String replaced 

KELLY. W J Pacific Gas 4 Electric Co 03/02/03 Region 5. 
Office of Director lp 17216 106 24X Fiche 50-279,83/02/03, 

83021 G01 63 


T Hearing transcripts on non-ant i tru* t matters 


B3020S0151 Board Notification 83-6 forwards Info r* independent design 
verification program status Info relevant to safety issue 
of plant design adequacy (ref Commission Order CLI-81-30). 

EtSEKNUF, D Q Division of Licensing 03/01/26 PALLADIND, N„ J • 
GILIllSKY, V , AHEARNE, V Commissioner* 4pp I7I03 336 24X 

Fiche 90-275,63/01/26.9302000151 


--'830208 OT 53 Transcript of 030113 meeting w/util & Bechtel in 8an 
Franc I sea, CA re independent design verification program 
# Coirnl ssi oners 03/01/13 258pp 17104 045 24X 

Ftche 50-275,83/01/26,0302080151 


8302230005 Board Notification 83-10 provide* info 
design verification program 

EI8ENHVT, D 0 Division of Licensing 83/02/03 
GILINSKV', V , AHEARNE, J F Commissioners. 6pp 
Fiche 50-275,83/02/03.8302230005 


item* re independent 

PALLADIA, M. J i 
17259.330 24 X 


— 030 2230006 Transcript of 030128 meeting re component cooling water sys 
Pp 1-183 Supporting documenta tion encJ 

-* Office of Nuclear Reactor Regulation, Director 83/01/2Q 
lS3pp 17260 092 24* Fiche 50-275, 83/02/03, 0302230005 


P, Operating license stage document* b correspondence 


0302170019 Forwards documentation supporting justification for 
continued operation of operating reactors in response to 
questions raised at 030106 meeting re environ qualification 
of electrical equipment 

EI&ENHUT, DO Division of Licensing B3/01/1B DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp 17196'091 24X 

Fiche 50-000, 03/01/10, 8302170019 


— 0302170076 Concludes that based on licensee 820211 submittal, continued 
operation until completion of environ qua 1 i f I cati on program 
will not present undue risk to public health fc safety 
FAIRTILE, H B Op ere ting Reactors Branch 4 02/02/24 NOVAK. T. M 

Assistant Director for Gporating Reactors 2pp 17196*173 34X 

Fiche 50 000,03/01/19,8302170019. 


— 8302170129 Forwards tabulation of Group 2 fc 3 plant* showing date* by 
which technical evaluation repts are expected to be 
completed Requests jus tlf icat i on for continued operation of 
each group by 821008 k 15, ret pact I vely 

E I SENHJT, D, 0 Division of Licensing 82/09/24. MIRAQLIA, F. 
Assistant Director for Safety Assessment 4pp 17196 , 263 24X 

Fiche 50-000. 83/01/18, 8302170019. 


— 0302170103 -Concludes that based an review, continued operation until 
completion of licensee environ qua 1 if icat Ion program will 
not present undue risk to public health fc safety. 

FAIRTILE, M Operating ReactcT* Branch 4. 82/10/2 8 El BEN HUT, D 0 

Division of Licensing lp 17196 357 24X Fiche’ 30-000, 

03/01/18, 83 021 70019 


— 8302170192 Conclude* that based on review of util 820211 1 tr, continued 
operation does not constitute undue risk to public health *< 
safety 

FAIRTJLEili B. Operating Reactor* Branch 4 82/02/24. NQVAKi T. M. 

Assistant Director for Licensing 2pp. 17196,350 24X 

Fiche 50*000,03/01/10,8302170019 
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B302030071 Forward# aarety evaluation approving plant-specific 
application of EUR Owners Group generic response to 
NURE0-0737, 1 t or II K 3 25 , ’'Effect of Loss of AC Power on 
Pump Seals 

STQL2, J F Operating Reactors Branch 4 03/01/25 BAITER* F 0 

Philadelphia Electric Co 7pp 1697a 34) 24* 

Fiche 30-277, G3/Q 1/25, G30202007 I 


0302040393 Forwards revised Figure 6 2-2 to Tech Specs re health 
physics Organization 

GALLAGHER, J W Philadelphia Electric Co 33/01/20 STOLE, J F 

Operating Reactors Branch 4 2pp 17017 342 24X 

Fiche 30-277, 63/01/23, 6302040393 


— 0302040399 Revised Figure 6 2-2 to Tech Specs t« health physics 
organ i latlc n 

« Philadelphia Electric Co 93/01/28 Ip 17017 344 24X 

Fiche 50-277,03/01/26,3302040393 


9302040404 Forward * description or post-accident sampling capabilities 
at fa< i lities, in response to fIUREG-0737. I tom II B 3, 

"Post-Accident Sampling Sy % " 

DALTROFF.s L Philadelphia Electric Co 03/01/31 3T0LZ.J F 
Operating Reactors Branch 4 14pp 17014 005 24X 

Fiche 50-277,03/01/31,9302040404 


0302030089 Generic Ltr 83-08 to all Mark I containment licensees re 
mod of vacuum breakers on Mark I containment Request* 
corfui trnient to submit results of plant-unique calculations 
which formed bases for mod Svc list encl 

EISEKHUT, J> 0 Division of Licensing 93/02/02 General Public 
Utilities - QPU Service Carp 5-pp 17074 096 24X 

Fiche 50-000, 63/02/02, 0302030089 


0302100251 Forwards request for addl info re HURE0-O737, I t em II K 3 29, 
“Verify Gual i f i cat i on of Accumulator* on Automatic 
Depressur irat i on Sys Valves,” based on review of response 
to tE Bulletin 80-01 Info needed by 630408 

STClZ.J F Operating Reactors Branch 4 83/02/02 BAUER, E 0 

Philadelphia Electric Co 4pp 17134 106 24* 

Fiche 30-277, 83/02/02, 63 02 1 002 3 1 


0302140096 Reaffirm* justification for continued operation U submits 
info r« Category I B,H A i II 3 items, per 921220 Str 
forwarding safety evaluation for environ qualification of 
safety-related electrical equipment 

DALTROFF, 3 L Philadelphia Electric Co S3/02/04 S70LZ. J F 
Operating Reactors Branch 4 2pp 17140 200 24X 

Fiche 30-277,03/02/04,0302140096 


8302080295 Generic Ltr 83-09 to all operating reactor licensees, 
applicant* for OL & holders of CP for C-E PWRs re review of 
C-£ Owners Group emergency procedure* guideline program Svc 
list end 

EISENHUT , & 0 Division of Licensing 93/02/00 Consolidated 
Edison Co of Neu York, Inc 1 Ipp 17290 247 24X 

Fiche 50-000,83/02/08,9302080295 


0302080301 Generic Ltr 93-05 to BUR licensees of operating reactor* 
(except LACQliR I, app 1 i cant* for OL It holder* of CP tk BER of 
■'Emergency Procedure Guide 1 ines , Rev 2 ," NEOO-24934, June 
1902 Guidelines acceptable Svc list encl 

EISENHUT, D 0 Division of Licensing 63/02/09 Commonwea 1 t h 
Edison Co 6 pp 17234 243 24X Fiche 50-000, 03/02/00, 6302000301* 


83020B03Q4 Generic Ltr 93-11 to all operating reactor Licensee* re 
licensee qualification for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Bvc list and 
EISENHUT, D G Division of Licensing B3/02/0B Consolidated 
Edison Co of N«l> York, fnc ?pp 17234 234 24X 

FUM 50- 00 Or 03/02/09, 0302000304 


0302 13Q 634 Inform* that response to 030105 ltr requesting info for 
post-implementation review of NURE9-0737, I t ems II D 1, 

II F i 4, II F 1 5 h II F 16 will be submitted by 830304 
GALLAGHER, J W Philadelphia Electric Co 03/02/09 9T0LZ, J F 
Operating Reactors Branch 4. ip 17150 355 S4X 
Fithr 50-277, 83/ 02 /OB , 3302 1 50b 5 4 


8302100534 Forwards request for addl info re monitoring of electric 
power bo reactor protection sys, based on review of 921108 
submittal Response requested by 630330 

BTOLZ, J F Operating Reactor* Branch 4 93/02/10 BAUER, E 0 

Philadelphia Electric Co 3pp 17221 246 24X 

Fiche 50-277, 93/02/ lO, 8302 1 30534 


302170329 Forwards application for amend to Licenses DPR-44 !< DPR-56, 
deleting obsolete or redundant provisions in ETS, App B 
BRADLEY, E J Philadelphia Electric Co 93/02/14 DENTON, H R 
lffict of Nuclear Reactor Regulation, Director lp, I7J05 ISO 24X 
l c h e * 5 0-277, 93/02/ 14, 930 21 7032 9 


— 8302170330 Application for amend to Licenses DPR-44 l DPR-56, dc 1 st Inn 
ETS 5 bases contained in App B of QLs q 

flOY&H , V S Philadelphia Electric Co 83/02/10 Qpp 17105 j 51 
24X Fiche 50-277,03/02/14,9302170329 


Inspection reports, IE Bulletin* 4. correspondence 


6302010314 Forwards IE Insp Repts 50-2/7/92-23 h 50-270/92-22 on 
621116-18 it 1208 Wo noncomp 1 xance noted 

STARQSTECKI, R Division of Project 5< Resident Programs 83/01/17 
DALTRCFF, S L Philadelphia Electric Co 2pp 16973 059 24X 

Fiche 50-277,93/01/17,6302010316 


— 0309010329 IE Insp Repts 50-277/B2-23 b 50-279/82-22 on 031116-10 fc 
1208 No non comp 1 ianc e noted Major area* inspected licensee 
action on previous insp finding it on implementation of 
NUREO-0737, Items I A 3 1 4,11 0 4 MI B 3 

JOHN'S ON, D , EAPEW. P , HAVERKAI1P, D Division of Project U Resident 
Programs 93/01/14 13pp 16973 060 24X Fiche 50-277,03/01/17 
6302010316 


6302030419 Forwards IE tnsp Repts 90-277/82-26 8 * 50-270/02-2-5 on 
821214-17 No non c onp 1 lan c e noted 

MARTIN, T T Division of Engineering b Technical Programs 93 / 01/21 
DALTRCJFFiS L Ph 1 1 a de 1 p h i a Electric Co 2pp 17005 U4 24* 
Fiche 50-27 7, 83/01/21, 8302030410 


—0302030429 IE Insp Repts 50-277/92-26 h 50-270/02-25 on 021214-17 |J D 
noncampi iance noted Major areas inspected statu* f, licensee 
pragres* toward resolutions of significant finding 
identified during IE Insp Repts 50-277/92-11 h 50-278/82-11 
0* ME ILL# 9 » ROUE, 0 , BARRiK Division of Engineering t* Technical 
Programs BJ/Oi/19 0 pp 17003 1 16 24X Fiche 50-277,63/01/21, 

63020304 1 8 


B302t6OO14 Burr, nary of 830120 meeting w/ut i 1 s, Dech te l, Frank! In Research 
CtT, URS 4 Computed) Engineering Svc* re IE Bulletin BO-JJ, 

"Masonry Wall Oeaj-gri " Addl testing not warranted 

TRAMMELLiC M Operating Reactors Branch 3 83/01/25 Operating 

Reactors Branch 3 25p p 17171 227 24X Fiche 50-000,93/01 /25, 

930-21600 J4 


0212060358 IE Info Notice 83-01, "Ray Miller, Inc " Bvc li*t encl 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Po* t 830103) 93/01/26 Consolidated Edison Co of 

York. Inc ltspp 17023 160 24X Fiche 50-000,83/01/26,8212060353 


9302030105 .Responds to IE Bulletin 92-04 No Bunker-Ramo Co electrical 
penetrations installed or planned to be installed in 
sa f ety-f e 1 ato d sys No further action required 

QALLAOHfcR, J W Philadelphia Electric Co 83/01/26 HAYNES, f? C 
Region I, Office of Director 2pp 17004 296 24X 

Fiche 90-277, 63 / 01 / 26 , 8302030109 


B302100295 Forward* IE Enforcement Conference Repts 50-277/83-03 t< 
50-279/93-03 on 830110 Nq noncompliance noted 

8TAR03TCCKI. R Division of Project it Resident Programs &3/0I/26 
DALTROFT , 8 L Philadelphia Electric Co 2pp 17112 254 24X 

Fiche 50-277,83/01/26,8302100295 


— 8302100298 l£ E-n fore omen t Conference Repts 50-277/03-03 fc 50-278/03-0) 
ort 830118 No no nconp I iance noted Major areas discussed 
findings of previous Insps re significant valve lineup 
error* resulting from violation of procedural controls 
Bl OlWi. A R , MCCABE, E -C Division of Project E< Resident Proqram* 
03/01/23 5pp 17112 256 24X Fiche 50-277,83/01/26, 0302100295 


9212060360 IE Info Notice 83-02, "Limi torque HOBC, H1BC, H2BC |< H3QC 
Q*arh**ds ' Svc list end 

JORDAN, E L Division of Emergency Preparedness 4< Engineering 
Response (Post 830103) 83/01/20 Consolidated Edison Co of New 

York, Inc I09pp 17144 001 24X Fiche 50-000,93/01/23,9212060360 


0212060361 IE Info Notice 03-03, "Catibr of Liquid Level Instruments “ 
0 vt list encl 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 03/01/28 Consolidated Edison Co of N«a» 

York, Inc ItOpp 17074 099 24X Fiche 90-000,83/01/20,92 1 2060361 


0302100409 Forwards IE Insp Repts 50-277/92-25 & 30-270/82-24 on 
021201-8301 10 it notice of violation 

9TAROSTECKI » R Division of Project it Resident Programs 03/01/23 
DALTROFFrS L Philadelphia Electric Co 2pp 17112 173 24X 

Fiche 50-277, 83/0 J /SB, 8302 J 00405 


— 9302100409 Notice of violation from insp on 021201-930110 

* Division of Project 6 Resident Program* 93/01/28 2pp 
17112 175 24X Fiche 50-277,83/01/29,8302100405 
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— 8302100414 IE I nap Repts 50-277/82-25 L 50-278/02-24 on 021201-630110 
Wane omp 1 lan ce noted failure to follow Surveillance Procedure 
gT 7 9 2 1 Administrative Procedure A-26 

BLGJOH. A R , MCCABE/ E C Division of Project ?, Resident Programs 
03/01/14 i 6p p 17112 177 24/ Fithe 50-277/ 03/01 /2 Gj 0302100405 


S3021 40026 updates 020520 1 tr re schedule for mods to scram discharge 
piping per IE Bulletin 00-17 Mods for Unit 2 completed in 
Uul 1982 Schedules for Unit 3 vent cross-connect piping t# 
diverse instrumentation installation remain in effect 
DAuTROFF.SL Philadelphia Electric Co 03/02/04 STOLZ* J F 
Op # i a t i n g Reactors Branch 4 2pp 17141 177 24X 

F l C h e 50-277. B3/02/04 i 8302140026 


02 1 204036.3 IE Info Notice 03-04. “Failure of Elma Power Supply Units » 
Svc list end 

JORDAN, £ L Division of Emergency Preparedness $< Engineering 
Response {Post 030103) 03/02/18 Consolidated Edison Co of New 

y or Inc 1 10PP 17347 191 24X Fiche 50-000/63/02/18.3212060363 


0302200460 Aek receipt of 821021 1 tr informing NRC of steps taken to 

correct violations noted in IE Insp Repts 50-277/82-20 h 
50-278/82-19 

HARTIN. f T Division of Engineering it Technical Programs 03/0-2/23 
OAUTRGFF, S F Philadelphia Electric Co 2pp 17309 144 24X 

Fiche 50-277.83/02/23,0302200460 


— 6303280469 Responds to NRC 820922 ltr re violations noted in IE Insp 
Rapt* 50-277/82-20 b 50-278/82-19 Corrective actions prompt 
rept uill be issued for first local leak rate test failure 
4 30-day followup rept for other failures 

DALTRDFF/9 L Philadelphia Electric Co 82/10/21 MARTIN, T T 
Division of Engineering > Technical Programs 2pp 17309 146 
24< Fiche 30-277, 83/02/23, 0302280460 


£■21 2060365 IE Info Notice B3-0S, “Obtaining Approval for Disposing of 
Very Uu Level Radwasto - 10CFR2O 302 M Svc list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response <Post 030103) 83/02/24 Consolidated Edison Co of Now 

Vc.k- tr.c UlpP 17347 050 24X Fi che 50-000, 93/02/24, 021 2060363 


8312060366 IE Info Notice 83-06, “Non! dentica 1 Replacement parts " 

Svc list end 

•JORDAN. E L Division of Emergency Preparedness & Engineering 
Response {Post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc U2pP 17361 140 24X Fiche 50-000.83/02/24,0212060366 


R Periodic operating reports 4 related correspondence 


6303100334 Forwards monthly operating repts for Jan 1903 

COONEY. A R Philadelphia Electric Co 03/02/14 Director "a 
Office. Office of Inspection and Enforcement lp 17210 OOB 24X 
Fiche 50-277, 83/02/14. 0302100334 


~ -8302 1 00330 Monthly operating repts for Jan 1903 

AL0EN.U H Philadelphia Electric Co 33/02/10 9pp 17210 009 
24/ Fiche 50-277, 83/02/14.8302100334 


0302240249 Forward* "Evaluation of Peach Bottom Atomic Power Station, 
1902 h 

BRUNNER. E J Division of Project It Resident Program* 03/02/17 
TAYLOR. J II Division of Reactor Programs <Pre 030103) CASE, E 0 
Office of Nuclear Reactor Regulation, Director lp 17272 291 24X 

Fiche 50-277, 03/02/17, 8302240249 


— -0302240259 "Evaluation of Peach Bottom Atomic Power 9ta t i on# 1 982, " re 
plant safety, mg t sys controls ti improvement Items 
« Institute of Nuclear Power Operations 82/12/31 45pp 
17272 292 24/ Fiche 50-277, 83/02/ 1 7, 0302240249 


0 Reportable occurrences, LERs & related correspondence 


0302030400 Forwards LER 83-001/01T-0 Detailed event analysis submitted 
COQ.VEV.rt J Philadelphia Electric Co 03/01/18 HAYNES, R C 
Region 1* Office of Director 3pp 17005 210 24X 

Fiche. 50-277, 03/01/18, 8302030400 


8302030409 LFR 03-OO1/O1T-O on 830104, OE type CR2940 switch for ECC9 

roorfi coolers failed during environ qual i f i cat! on testing 

*ft0:r radiation dose of 27 megarad Caused by radiation 

induced embrittlement of nylon cam surface matl 

COONEY.M J Philadelphia Electric Co 83/01/18 Region 1, 

Office of Director lp 17005 213 24X Fiche 50-277,83/01/18, 

S302030400 


0302070520 -RO 2-83-3/1P on 030120, during surveillance of control 
room, ind icati ng lights tor RC K inboard steam supply 
isolation valve found not lit. due to open feed breaker 
valve Caused by personnel error Feed breaker closed 
ULLRICH, W T Philadelphia Electric Co 03/01/20 HAYNES, R C, 
Region 1, Office of Director 2pp 17039 015 24X 

Fiche 50-277, 83/01/20. 8302070520 


9302090310 LER G3-044/03L-0 on 02 1 229, t oru* water level recorder 
LR-0O27A want offscale % annunciated low level alarm before 
returning to stable but lower level indication Caused by 
accidental bumf) Transmitter cal ibr 

COONEY, M J Philadelphia Electric Co 03/01/28 HAYNES, R C 
Region 1, Office of Director lp 17069 334 24X 

Fiche 50-277,83 /01/20,8302090318 


0302090339 Forwards LER 03-002/01 T-Q Detailed event analysis submitted 
COONEY, M J Philadelphia Electric Co 03/01/20 HAYNES# R C 
Region 1, Office af Director 3pp 17067 151 24X 

Fiche 30-277, 03/01/28,0302090339. 


—0302090349 LER 03-OO2/OIT-O on B30I20, RCIC inboard steam supply 
isolation valve found in open pos i ti on Caused by operator 
mistakenly removing feed from valve Operators counseled to 
take better precaution* 

COONfY.rt J Philadelphia Electric Co 83/01/28 Region 1# 
Office of Director lp 17067 J 54 24X Fiche 50-277,03/01/28. 

8302090339 


9302150693 LER 02-04 5/03L-G on 021230, while performing routine 
dec ontamina ti an of RHR pump room 2B, motor found wet to 
extent considered inoperable Caused by personnel error 
Supervisor reinstructed vendor in proper method 
COONEY, rt J Philadelphia Electric Co 83/01/20 HAYNES, R C 
Region i, Office of Director Ip I7J53 310 24X 

Fiche 50-277,03/01/28,83 021506 93 


8302230146 Updated LER 02-036/01 X-2 on 821024/ re i i ef valve 7U opened 
during startup w/primary coolant pressure at 032 pstd 
Caused by steam cut pilot valve seat Valve replaced, 

COONEY, M J Philadelphia Electric Co B3/02/02 HAYNES, R C 
Region I, Office of Director lp 17246023 24X 

Fiche 50-277,03/02/02,8302230146 


V Operator Examinations 


0301310203 Generic Ltr 93-06 to all power reactor 1 icensees, app Jicanta 
for OLs.NSS vendors, r«»ctor vendors fr AE re certificates 
& revised format for reactor operator & senior reactor 
operator licenses Svc list end 

EISENIRJT, P 0 Division of Licensing 83/01/3! Consolidated 
Edison Co of Meu York, Tnc 1 4pp. 17347 17 7 24X 

Fiche 50-000,03/01/31,9301310203 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F Security, nedleal. emergency St fire protection plane 


8302040393 Forward* revised Figure 6 2-2 to Tech Specs re health 
physics urgani ration 

OALLAOHER.J W Philadelphia Electric Co 83/01/28 STOLZ.J, F 
Operating Reactors Branch 4 2pp 17017 342 24X 

Fiche 50-277, 63/01/23.8302040393, 


— 9302040399 Revised Figure 6 2-2 to T*c(i Specs rt health physic* 
or 3 *n i lati on 

# Philadelphia Electric Co 83/01/20 lp 17017.344 24X 

Fiche" 50-277, 83/01/28. 8302040393 


0301210340 Generic Ltr 03-04 to all licensee* of operating reactor*, 
applicants for qL V holders of CP* re regional workshop 
concerning Suppl 1 # NUREQ-0737, "Requirements for Emergency 
Response Capability * Svc list end 

£ rSEHrtUT, D 0- Division of Licensing 83/02/01 Consolidated 

Edison Co of New Yorl, Inc 1 Ipp 17221 226,' 24X 

Fiche 50-000.03/02/01,0301210340 


Q Adjudicatory correspondence 


8302150445 Response to Philadelphia Electric Co tt P8EL0 030124 
motion to strike C Kepford affidavit suppl r# expert 
qualif ications, Aff idavit provides no relevant fact* 
not considered by ASLABs W/C*rt I Pica to of Svc 
REIS.E J Hearing Drench 3 83/02/14 Commissioner* 8pp 

17150 194 24X Fiche 50-000,83/02/14,8302150445 
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8302290193 Order extending time until 630320 for Commission to act to 
review TMI 4 Peach Bottom Inter v-enors 021227 petition far 
review of ALA B- 701 

CHILKjS J Office of f he Secretary of the Commission 63/02/25 
Coirunin icncTS ?pp 1 7306 059 24X Fiche SO-OOO, B3/02/25, 

9302280193 


0302140036 Reaffirms justification for continued operation t> submits 
info re Category t 0- 1 1 A t, II D items, per 021220 ltr 
forwarding safety evaluation for envii on qualification of 
safety-related electrical equipment 

DALTRDFF, S L Philadelphia Electric Co 03/02/04 STOLZ, J F 
Operating Reacror* Dranch 4 2pp 17140 200 24X 

Fuhe 50-277, 63/02/04.8302140096 


P Operating license stage documents- U correspondence 


9302170019 Forwards documentation supporting justification for 
continued operation of Operating reactor* in response to 
questions raised at 630106 meeting re environ qualification 
of electrical equipment 

EESE/HUT. D 0 Division of Licensing 03/01/16 DENTON, H f? Office 
□f Nuclear Reactor Regulation Director 7pp 17196 09t 24X 

Fich* 50-000, 03 /Qt / 10 - 9302 1 700$ 9 


— 6303170076 Conclude* that based an licensee 920211 s ubm » t ta 1 , continue d 
operation until completion or environ qua 1 1 f leat l on program 
will not present undue risk to public health & safety 
FAIRTJLE.M 8 Operating Reactor* Branch 4 82/02/24 NOVAK, T M 

Assistant Director for Operating Reactors 2pp 17196 L73 24X 

Fiche 50-000, 03/0 1 /IS. B302I70 019 


—8302170129 Forward* tabulation of Group 2 i 3 plant* showing dates by 
which technical evaluation repts are expected to be 
completed Requests justification for continued operation of 
• ach group by 021009 *< 1 S, re a pectively 

E fSENHUT, D 0 Division of Licensing 62/09/24 MIRAOLIA. F 
Assistant Director for Safety Assessment 4pp 17196 265 24X 

Flcha 50- 00 Oi 03/01 / IS* B 3021 7001 9 


— BSD? 1 70 103 Conclude* that based on r e view, c antinued operation until 
completion of licensee environ qualification program will 
not present undue risk to public health 6 safety 

FAIRTILE.M Operating Reactor* Branch 4 62/10/28 EISENK0T , D G 

Di/ision of Licensing Ip 17196 357 24X Fiche 50-000, 

03/01/18, 8302170019 


— B 302170192 Concludes that based on TBvieui of util 820211 ltr. continued 
operation doe* not constitute undue risk to public health 6 
safety 

FAIRTILE.K B Operating Reactors Branch 4 62/02/24 NOVAK, T M 

Assistant Director for Licensing 2pp *7196 338 24X 

Fiche SQ-OOOi 63/0 1/ 1 8. 0302170019 


8302050071 Forward* safety evaluation approving p lant-sp ec i f it 
application of BUR Owners Group generic response to 
NUREG 0737, Item II K 3 33, "Effect of Loss of AC Power on 
Pump Seal* 1 

STOLZ, J F Operating Reactor* Branch 4 83/01/25 BAUER. E 0 

Philadelphia Electric Co 7pp 16998 34-1 24X 

FlCha 30-277, 63/01/29, 0302020071 


8302040393 Forwards revised Figure 6 2-2 to Tech Specs r« health 
physics organization 

GAU AGHERj J W Philadelphia Electric Co 93/01/20 STOLZ, J F 
Operating Reactors Branch 4 2pp 17017 342 24X 

Ficfia 30-277,03/01/29,0302040393 


— 6307040399 Revised Figure 6 2-2 to Tech Specs re health physics 
organ! i at lo n 

* Philadelphia Electric Co 93/01/30 lp 17017 344 24X 

Fiche 50-27 7,03/01/28.0302040393 


83020B0295 Generic Ltr G3-09 to all operating reactor licensees, 
applicants for OL b holders or CP for C-C RWRa ie review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

EI&EW,UT,DG Division of Licensing 83/02/00 Consolidated 

Edison Co of New York, Inc ilpp 17290 247 24X 

Fit he 50-000, 03/02/00, 8302080295 


0302080301 Generic Ltr B3-03 to BUR licensees of operating reactors 
(except LACONft) , app 1 icanfes for OL A holders of CP re SER af 
"Emergency Procedure Gu idel ines« Rev 2," NEDO-24934, June 
1932 Guidelines acceptable 5vc list end 

ElSEKilUT, D 0 Division of Licensing 03/02/08 Commonwealth 

Edison Co 6pp 17234 245 24X Fiche 50-000,03/02/08,0302080301 


6302060304 Generic Ltr 83-11 to all operating reactor licensees re 
licensee qual i f icafcion for performing safety analysis in 
support of licensing actions Ability to use code must be 
d zmonstr-a ted by vendor or licensee Svc list end 
EI6 ENHut.DC Division of Licensing 03/02/08 Conao 1 1 da tud 
Ed i sort Co of New York, Inc ?pp 17234 234 24X 

Fiche 50-000, 03/02 /00, 0302000304 


0302150654 Informs that response to 030105 ltr requesting info for 
post-imp 1 enen tati on review of NUREG-0737, 1 1 eme If D 1, 

1 1 F l 4 , T I F I 34, II Fl 6 will be submitted by B30304 
OALLAOHFR, J iJ Philadelphia Electric Co 03/03/06 STOLZ, J F 
Operating Reactors Branch 4 Ip 17150 355 34X 

Fiche 50-277, 63/02/08,3302150694 


B3021B0534 Forwards request for addl info re monitoring of electric 
power to reactor protection sys, based on review of 821100 
submittal Response requested by 830330 

STOLZ, -J F Operating Reactors Branch 4 33/02/10 BAUER, E O 

Ffillade Jphia Electric Co 3pp 17221 246 24X 

Flch* 50-277, 03/02/10, 9302100534 


0302170329 Forward* application for amend to Licenses DPR-44 b DPR-Sb, 
deleting obsolete or redundant provisions in ETS, App B 
BRADLEV.E J Philadelphia Electric Co 83/02/14 DENTON, H R 
Office of Nuc loar Reactor Regulation, Director ip 1/105 150 J4X 
Fiche. 50-277, 83/02/14 , 9302170329 


— 8302170330 Application for amend to Licenses DPR-44 U DPR-56, deleting 
ETS b bases contained m App B of OLs 

QOYtR.V S Philadelphia Electric Co 83/02/10 8pp 17105 1 5 1 
24i Fiche 30-277,83/02/14,0302170329 


G Inspection reports, CE Bulletins 4 c oi resp ondenc e 


8302010316 FcTUard! IE Insp Repts 50-277/82-23 * 50-279/02-22 on 
021116-16 It 1203 No noncomp 1 iance noted 

BTAROSfECKI , ft Division of Project Resident Programs 03/01/1/ 
DALTROFF, 8 L Philadelphia Electric Co 2pp 16973 058 24/ 

Fiche 50-277,53/01/17,8302010316 


0302040404 Forward* description of post-ace Ident sampling capabilities 
at facilities, in response to NUREG-0737, Item 11 B 3, 

“Post-Accident Sampling Sys " 

DALTROFF, S L Ph iladelph la El« c trie Co 03/01/31 STOLZ, J F 
Operating Reactors Branch 4 I4pp 17014 005 24X 

Fiche 50-277,63/01/31,0302040404 


— 6302010329 IE In*p Repts 50-277/82-23 b 30-270/62-22 on 021116-10 b 
1202 No non comp l ianco noted Major areas Inspected licensee 
action on previous Insp finding 6 on implementation of 
NUREG-0737, Item I A 2 i 4, II D U II B 2 

JOHNSON, D , EAPEN.P , HAVERKAMP, 0 Division of Project b Resident 
Programs 63/01/14 13pp 16973 060 24 X Fiche 50-277,03/01/1/, 
8302010316 


B302030DB9 Generic Ltr 63-08 to a l i Mark I containment licensees re 
mad of vacuum breakers on Mark I containment Requests 
commitment to submit results of plant-unique calculations 
which formed bases for mod Svc list end 

ErSELWTi D 0 Division of Licensing 63/03/02 General Public 
Utilities - GPU Service Carp 3pp 17074 096 24X 

Fiche 90-000, 03/02/02, 03020300 8 9 


630210025k Forward* request for addl info re NUREG-0737, Item II k 3 26, 
"Verify dual 1 f lea ti on of Accumulators on Automatic 
Depressurization Sys Valves,' 1 based on review of response 
to IE Bulletin 60-01 Info needed by 630400 

BTOLZ, J F Operating Reactor* Branch 4 83/02/02 BAUER, E 0 

Philadelphia Electric Co 4pp 17134 106 24X 

Fiche 90-277.03/02/02,8302100251 


B302030416 Forwards IE. Insp Repts 50-277/02-26 i> 50-270/02-25 on 
821214-17 No- noncompliance noted 

MARTIN, T T Division of Engineering i Technical Programs 83/01/21 
DALTROFF, S L Philadelphia Electric Co 2pp 17005 114 24X 

Firhe 30-277,03/01/21,8302030418 


—8303030426 IE I n*p Repts 50-277/82-26 & 30-270/02-25 on 821214-17 Re 
noncompl i anc e noted Major areas inspected status & licensee 
progress toward resolution* of significant finding 
identified during rE Insp Repts 30-277/82-11 & 50-270/02-H 
O'NEILL, B , RDWEiC , BARR,K Division of Engineering & Technical 
Pro flrams 83/01/19 0pp 17005 116 24X Fiche 50-277,03/01/21, 

83020304 IS 


9302160014 Summary of 930120 meeting w/utiis, Bech tel, Frank 1 In ReeeircTi 
Ctr, UR3 A Computech Engineering Svcs re IE Bulletin 00-11, 

“Masonry Wall Design 1 Addl testing not warranted 

TRAMMELL, C II Operating Reactors Branch 3 03/01/25 Operating 

Reactors Branch 3 25pp 17171 227 24X Fiche 50-000,03/01/25, 

6302160014 
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B21206.O35Q IE Into Notice 83-01, "Ray fill lor- Inc " Svc list ©net 
jGft0AN. E L Dj vi sion ofr Emergency Prep-irerfness ft Engineering 
Response (Pc«t 030103) 83/01/26 Conso 1 ldatod Edison Co of New 

York, Inc U8pp 17023 160 24X Fiche 50-000-03/01/26,0212060358 


3302030105 Responds to IE Bulletin 02-04 No Bunker-Ramo Co electrical 
penetrations installed or planned to be installed in 
safety— relate d sys No further action irquired 

GALLAGHER. J W Ph l ladelphia Elec tr ic Co 83/01/26 HAYNES, R C 
Region 1- Office of Director 2pp 17004 206 24X 

Fich* 50-277,83/01/26,8302030105 


93021O027'5 Forwards IE Enforcement Conference Repts 30-277/83-03 ft 
50-378/83-03 on S30U8 No nonconp 1 1 ance noted 

STAR05TECXI, R Division of Project ft Resident Programs 03/01/26 
DALTROFF.S L Philadelphia Electric Co 2pp 17112 254 24X 

Fiche 50-277. 03/01/26, 0302100295 


— 8^02100298 IE Enforcoment Conference Repts bO-277/03-03 ft 50-270/83-03 
on 830118 No nonconp 1 i ance noted Major areas discussed 
findings at previous insps re significant valve lineup 
errors resulting from violation or procedural controls 
BLflUOH, A R , MCCABE, E C Division of Project & Resident Programs 
03/01/25 Spp 17112 256 24X Fi che 50-277, 03/01/26, 8302100295 


8212060 G60 IE Info Notice 83-02, "Limi torque HOBC, HI 0C, H2PC ft H3BC 
Gear heads " Svc list end 

JORDAV, E L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 03/01/28 Consolidated Edison Co of New 

York. Inc 109pp 17144 001 24X Fiche 50-000,83/01/28,8212060360 


0212060361 IE Info Notice 83-03, "Callbr of Liquid Level Instruments " 
Bvc list end 

L Division of Emergency Pi oparednesa ft Engineering 
Response (Fast 030103) 03/01/28 Consolidated Cdison Co of New 

Yofkr Inc MOpp 17074 095 24< Fiche 50-000,83/01/20,0212060361 


8302100405 Forwards IE Insp Repts 5O'27//02-25 ft 50-270/02-24 on 
821201-030110 ft notice of violation 

QTARD3TECM < R Division af Project % Resident Programs 03/01/28 
DALTRC-FF, S L Ph i lade iph i a El ec tr i c Co 2pp 17112 173 24X 

Fiche 50-277,63/01/20,8302100403 


—0302 100414 IE insp Repts 50-277/82-25 ft 50-279/02-24 on 031201-830110 
None omp 1 lance noted failure to follow Surveillance Procedure 
0T 7926 Administrative Procedure A-26 

jjLGU3H, A R < 11C C ABE, E C Division of Project & Resident Programs 
03/01/14 1 Ap p 17112 17/ 24X Fiche 50-277,03/01/20,0302100405 


0302140026 Updates 820520 1 tr re schedule for mods to scram discharge 
pipingi per IE Bulletin 00-17 Mods for Unit 2 completed in 
Jul 1982 Schedules for Unit 3 vent cross-connect piping k 
diverse instrumentation installation remain in effect 
DAl-TfiOFF, S L Ph Hade lph la El ectr ic Co 03/02/04 5TQLZ, J F 
Operating Reactors Branch 4 2pp 17141 177 24X 

Fiche 30-277, 03/02/04,6302140026 


0212060363 IE Info Notice 03-04, "Failure of Elma Power Supply Units " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/10 Consolidated Edison Co of New 

York. Inc llOpp 17347 191 24X Fiche 50-000,83/02/10,8212060363 


B3022S04&G Ack rercip f of 821021 Itr informing NRC of steps taken to 
coite-ct violations noted in IE Insp Repts 50-277/82-20 ft 
50-276/8 2-19 

MARTIN. T T Division of Engineering ft Technical Programs 03/02/23 
DALTROFF, S F Philadelphia Electric Co 2pp 17309 144 24Y 

F 1 c h a 50-277, 83/02/23, 8302280460 


— 0302200469 Responds to NRC 020922 ltr re violations noted in IE Insp 
Repts 50-277/02-20 ft 50-278/82-19 Corrective actions prompt 
rept will be issued for first local leak rate test failure 
ft 30-day followup rapt for other failures 

OALTROFFiS L Philadelphia Electric Co 02/10/21 MARTIN, T T 
Division of Engineering ft Technical Program* ?pp 17309 146 
24 < Fiche 50-277,03/02/23,0302200460 


0212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Lou Level Radwaate - I0CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 03/02/24 Conso 1 idated Edison Co nf New 

York- fnc 1 llpp 17347 058 24k Fiche 50-000,83/02/24,9212060365 


B912060366 IE Info Notice 83-06, M Non£ denti ca I Replacement Parts " 

Bvc list end 

UORDAW, E L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of Now 

Vor k, Inc H2pp 17361 140 24X Fi che 50-000, 03/02/24, 02i 2060366 


R Periodic operating reports ft related correspondence 


0302180334 Forwards monthly operating repts for Jan 1983 

CQQNEY, A R Philadelphia Electric Co 03/02/14 Director's 
Office, Office of Inspection and Enforcement lp 17210 GOB 24,? 
Fiche 90-277,63/02/14,8302180334 


— 0302180330 Monthly operating repts for Jan 1903 

ALDEM, IrJ 11 Philadelphia Electric Co 03/02/10 9pp 17S10 009 
24X Fiche 50-277,93/02/14.3302180334 


0302240249 Forwards "Evaluation of Peach Bottom Atomic Power Station, 
1952 

BRUNNER, E J Division of Project ft Resident Program* 03/02/17 
TAYlGR, J M Division or Reactor Programs (Pre 830103) CASE, E 0 
Office of Nuclear Reactor Regulation, Director lp 17272 291 24X 

Fiche 30-277, 03/02/17, 0302240249 


— Q30P240259 "Evaluation of Peach Bottom Atomic Power Sta fc i on, 1 982, " re 
plant safety, mg t sys ft controls ft improvement items 
* Institute of Nuclear Power Operation* 82/12/31 45pp 
17272 292 24X Fiche 30-277,83/02/17,8302240249 


S Reportable occurrences, LERs ft related correspondence 


0302010108 LER 92-Q16/03L-0 on 320B31, while operating at power, loss of 
position Indication observed on motor operated steam supply 
valve MQ-3-13-131 to RCIC turbine Caused by grounded relay 
coil Relay ft control fuse replaced 

* Philadelphia Electric Co 02/09/30 HAYNES, R C Region 1, 
Office of Director lp 16974 024 24X Fiche 50-278,82/09/30, 

03020101 B0 


8302070521 LER 82-027/03L-0 on 821227, RCIC turbine throttle valve 
tripped closed due to pump overspeed Caused by closed 
suction vatvo following valve stroking section of 
surveillance test Valve opened ft tested successfully 
C0CNEY,(1 J Philadelphia Electric Co 03/01/24 HAYNES, R C 
Region J, Office of Director lp 17035 253 24X 

Fiche 50-276, 03/01/24,0302070321 


B302070509 00 3-&3-2/IP an B30J 26* c onta inmsnt isolation valve MO-5244, 
associated u/HPC T turbine exhaust line vacuum b rea ker, fa £1 ed 
to fully close during local leak rate testing Caused by 
solidified lubricant in valve operator 

ULLRICH, W T Philadelphia Electric Co 83/01/20 HAYNES, R C 
Region 1, Office of Director 3pp 17037 054 24X 

Fiche 50 -270, 03/01/20,8302 070 509 


0302070513 RD 3-E3-6/IP on 030131 . bust valve between penetration 
boundary, inboard ft outboard containment isolation valve 
exceeded Tech Spec leak rate Caused by improper seating of 
manual valve Penetration Isolated 

ULIHICH, w T Phi Udelphia Electric Co 03/02/01 HAYNES, R C 
Region l, Office of Director 2pp 17037 073 24X 

Fiche 50-270, 83/02/01,8302070513 


8302090393 LER 83-C01/03L-0 on 830103, % « tpoin t of main steam line low 
pressure switch A (PS-3-2- 134A ) found approx 337. below min 
Tech Spec limit Caused by setpoint drift of Barksdate Model 
B2T12ES pressure switch Instrument recallbr 

COONEY, M J Philadelphia Electric Co 83/02/02 , HAYNES, R C 
Region 1, Off ice of Director lp 17069 333 24X 

Fiche 50-278,83/02/02,8302090393 


8302220401 LER 03-00 4/Q3L-0 on 830127, during power operation, torus 
purge air supply AC3-3321-B did fiat fully close upon 
completion of rfeinerting operations Caused by piece of 
plastic falling through pipe chase. P lastic removed 
COONEY, M J Philadelphia Electric Ca 83/02/04 HAYNES, R C 
Region 1, Office of Director lp 1 7232 06B 24X 

Fiche 50-270,83/02/04,8302220401 


8302220121 Forwards LER 03-OO2/O1T-O Detailed event analysis submitted 
COONEY, M J Philadelphia Electric Co, 03/02/00 HAYNES, R C 
Region 1, Office of Director 4pp 17233 270 24X 

Fiche 50-270,03/02/03.8302220131 


—8302220126 LER 03-OO2/OIT-O an 030126, during local leak rate testing of 
HPCI breaker isolation valve, valve did not fully dose ft 
HPCI declared Inoperable Caused by solidified grease In 
operator gear train Operator cleaned ft successfully tested 
COONEY, M J Fh l lade lph 1 a Electric Co 03/02/00 Region 1, 

Office of Director Ip J7233 274 24X Fiche 30-278,63/02/00. 

0302220121 


Q302220106 Forwards LER 83-006/01 T-0, De tailed event analysis submitted 
COONEY, tl J Philadelphia Electric Co 03/02/10 HAYNEB.R C 
Region 1, Of r lc» of Director 3pp 17233 109 24X 

Fiche 50-278,63/02/10,8302220106 
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— 0302220114 LER B3-006/01T-0 on Q301 31 , dor i n g loci! leak rat* testmq of 
B containment atmosphere dilution nitT-ogen injection 
p t netra t i an , dete r m£ ned valv-e Eeakihg eu esstvoly Caused by 
scored seat U foreign mail Bonnet, stem U plug replaced 
COONEY, M J Philadelphia Electric Co 63/(12/10 Region 1. 

Office of Director lp 17233- 100 24X Fiche 30-279* 03/02/10* 

8302220106 


0302230202 RO 3-83-08/1P on 630214. three of eight MBIVs failed to pass 
Tech Spec limit of 11 3 3CFH b containment isolation valve 
MCJ 2-74 failed leak rate test Caused by abnormal weaT of 
valve internals Valves to be inspected it repaired 
FLETSCHMANN, R Ph i lade l p h la E 1 ec tr i c Co 03/02/15 HAYNES. R C 
Region 1. Office of Director 2pp 17245 Ui 24X 
Fiche 50-276.03/02/15.0302230202 


V Operator Examinations 


0301310203 Generic Ltr 83-06 to all power reactor licensees* app licants 
for QLi, NBS vendor s. reac tor vendors L AE re certificates 
& revised format for reactor operator 4. senior reactor 
operator licenses Svc list end 

EI9EWHUT.D 0 Division of Licensing- 83/01/31 Consolidated 

Edison Co of Neu York* Inc 14pp 17347 177 24X 

Fiche 30-000.83/01/31,8301310203 


DOCKET 30-280 SURRY POWER STATION. UNIT I 


F Security, medical, emergency & fire protection plans 


8302040476 Requests approval of route for planned irradiated fuel 
shipment from facility to BMI fact 1 i ty, West Jefferson, OH 
DANESE, F L Nuclear Assurance Corp 82/11/19. Division of 
Safeguards 2pp. 17059 297 24X Fiche 90-280, 82/11 / I 9, B302040476 


03O2OBOOSO Forward* cover sheets to be inserted in 021009 application 
to amend Licenses DPR-32 fc DPR-37, r ep lac i ng safeguards 
contingency plan sections of physical security plan 
STEWART, W L Virginia Electric & Pouer Co 63/0(/Q3 
CUNNINGHAM. E E Division of Fuel Cycle *, Material Safety 3pp 
17106 142 24/ Fiche' 90-280, 83/01/03, 0302090000 


B3020 70354 Forwards changes to nuclear security personnel training t< 
qualification programs Changes uithheld (ref 10CFR73 21) 

STEWART, W L Virginia Electric b Pouer Co 83/02/02 DENTON, H R 

Office of Nuclear Reactor Regulation, Director VARGA, S A 
Operating Reactors Branch 1 lp 1702? 211 24X 

Fiche 50-000, 83/02/02, 0302070334 


0302150576 Ac It receipt of 820120 ltr informing NRC of steps taken to 
co.rect violations -noted in IE Insp Repts 50-280/92-33 it 
50-281/02-33 

DANCE, H C Division of Project 6 Resident Programs 03/02/07 
STEWART, U L Virginia Electric l Power Co ip 17157 013 24X 

Fiche 50-200, S3/02/07, 0302150378 


—8302150599 IE Insp Repts 30-280/82-33 i 50-201/82-33 on 621101-05 
Noncompliance noted failure to follow station procedures 
resulting in c ontanina t ion 5 failure to past radioactive 
iratl areas 

NOSEY, C If , DEBS, B T j OARR, K P Division of Engineering & 
Radiological Safety Programs 82/12/13 10pp 17157 022 24X 

Fiche 50-28 0 , 83/02/07, 8302130570 


8302 160260 Forwards proposed changes to security plans Changes iwithheh 
(ref 10CFR73 21 ) 

STEWART, W L Virginia Electric b Power Co 83/02/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VARGA, 8 A 
Operating Reactors Branch 1 Ip 17169 237 24X 

Fiche 30-0-00, 83/02/10, 8302160260 


B3Q2230141 Forwards changes to security personnel training b 
qual i f icat ion programs Changes withheld (ref 10CFR73 21) 

5 Tt If ART* W L Virginia Electric b Power Co 03/02/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 17243 293 24) 

Fiche 50-000,03/02/16,0302230141 


0302250420 Application for amend to Licenses DPR-32 & DPR-37, ch a ng i ng 
Tech Spec 6 5-3 to add specs for retention of annual audit 
records of emergency p la n, sec ur i ty plan t implementing 
procedures 

STEWART* W L Virginia Electric t Power Co B3/02/18 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VARGA, S A 
Operating Reactors Branch 1 2pp 17296 357 24X 

Fiche 50-280, 83/02/16, 8302250428 


0302030614 Releases public version of revised page to emergency plan 
FELTON, J M Division of Rules and Records 63/01/27 Document 

Management Branch Ip 17013 330 24X Fiche 50-2BO, 83/01 /27. 

8302030614 


— 8302250435 Proposed changes to Tech Spec 6 5-3. adding specs for 
retention of annual audit records of emergency p lan, security 
plan b implementing procedures 

* Virginia ElectTic b Power Co 03/02/10 4pp 17296359 24X 

Fiche 50-230. 03/02/ IB, 8302250426 


— 8302030617 Forwards public version of revised P Q 39 to emergency plan 
STEWART, W L Virginia Electric b Power Co 83/01/07 
O'REILLY, J P Region 2, Office of Director 2pp 17013 331 24X 

Fiche 50-280,03/01/27,3302030614 


— 0302030619 Public version of revised P 6 3? to emergency plan 
WILSON, J Virginia Electric b. Power Co 82/12/16 2pp 
17013333 24X Fiche 30-260,03/01/27.0302030614 


8302090068 Releases public version of corrected change to emergency 
p lan 

FELTON, J M Division of Rules and Records 63/01/27 Document 

Management Branch Ip 17119 183 24X Fi the: 50-260. 03/01/27, 

8302090068 


— 0302090074 Forwards public version of corrected Change 5 to emergency 
plan 

STEWART, W L Virginia Electric 4c Power Co 63/01/06 

O'REILLY, J P Region 2, Office of Director lp 17U9 164 245C 

Fiche 50-280, 03/01 /27 , 0302090068 


— 8302090070 Public version of corrected Change 5 to emergency plan 

a Virginia Electric U Power Co. 02/12/10 65pp 17119 1 05 24X 

Fiche 50-280,83/01/27,0302090068 


8301210310 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for OL u tiol<fer* of CPs re regional workshop 
concerning Suppl 1 , NUflE 0-0737, "Requi renmnt t for Emergency 
Response Capability “ 8vc list end 

EI8ENHUT, D G Division of Licensing 83/02/01 Consolidated 
Edison Co of Neu York, tnc. 1 lpp 17221 226 24X 

Fiche 50-000, 03/02/01 . 6301210340 


J Insurance & indemnity information 


B302010193 Forward » Endorsements 52 b 53 to MAELU Policies MF-57 Si 96, 
respectively 4 Endorsements £8 b 41 to NELIA Policies NF-186 
b 240, respoc fcively 

LOVING, L J Marsh 4t McLennan, Inc , M L H Nuclear Consultants, Inc 
, Div B3/0I/24 DTNITZ, I Antitrust V Economic analysis Branch 
(Utility Finance) 5pp 16974 025 24X Fiche 50-000,63/01/24, 

0303010193 


B3021 50050 Forwards Endorsements 1,2 A 3 to MAELU Certificates J1-70* 
20.63 b 27 b NEL1A Certificates N-70, 20, 63 b 27 
PAINTER, B Virginia Electric b Power Co 03/02/09 DINITZ. I 
Antitrust J Economic analysis Branch (Utility Finance) 76pp 
17146 065 24 X Fiche 50-000,03/02/09,0302150030 


P Operating license stage documents b correspondence 


0302080100 Ad d l response to FOIA request for records re steam 
generator* U steam turbines Forwards documents listed under 
Category A of App E Category 0 documents available in PDR 
FELTON, J 14 Division of Rules and Records 82/12/17 LONG. D J 
Winfchrop. Stimson, Putnam & Roberts 3pp 17105 069 24X 

Fiche 50-000. 82/12/17, B302080100 


— 83Q£K>80127 Forwards request for addl info re steam generator tube 
integrity Questions specifically address tubes in U-bend 
region 

EISENHUF.D 0 Division of Operating Reactors 76/12/14 
GDCLER.K R Assistant Director for Operating Reactor Projects (Pri 
791030) 6pp 17105 143 24X Fiche 30-000, 82/ 12/ 1 7, 83020 00 100 


8302000453 Requests addl info re requirements for implementation of Rev 
6 to security plan, as result of comments made in Region IT 
821124 insp rept Rev 6 nut approved until review complete 
VARGA, 0 A Operating Reactors Branch I 63/02/01 STEWART, II L 
Virginia Electric U Power Co 2pp. 17107 343 24X 

Fiche 50-260,03/02/01,6302090453 


83020/0076 Partial response to FOIA request for 22 categories of 
documents Forwards documents listed in App A Documents 12, 
13*16,18,19,27 b 28 available in PDR App B documents 
completely uithheld (ref FOIA Exemption 5) 

FELTON, J 14 Division of Rules and Records 82/12/21 BHOLLY, 8 
Union of Concerned Scientists 6pp 17063 003 24X 

Fiche 50-272, 82/12/21,0302070076. 
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— 8302070143 Responds to Commiss 1 oner Ahearne requests during 810529 
briefing on SECY-81 ■'-240/ draft NUREG-07/1 l 0772 re accident 
•source term assumptions Comments will be sought from outside 
NRC Detailed analysis end 

DlttCKS W J Office of f he Executive Director for Operations 
01 / 06/2? CHlLK/t5 J Office of the Secretary of the Commission 

tlpp 17064 145 24X Fiche 50-000. 82/12/21- 8302070076 


8302170019 Foiwards documentation supporting justification for 
continued operation of operating reactors in response to 
questions raised at 830106 meeting fe environ qua 1 1 f ication 
of electrical equipment 

ETSEN-fJT, D 0 Division of Licensing S3/01/1B DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp 17196 091 24X 

Ficha 50-000. 03/01/18. 8302170019 


— 8302170096 Package of six comments indicating adequate or inadequate 
justi f ica fc l on for continued operation re environ 
quaJ i f n.a ti on Of electrical equipment 

HANLON, J M NRC - No Detailed Affiliation Given 82/01/27 
VAROA, S NRC - No Detailed Affiliation Given iOpp 17196 225 
34 t Fiche 50 - 000 , 03/01/18, 0302170019 


— 6302170129 Forwards tabulation of Group 2 13 plants shouting dates by 
which technical evaluation repts are expected to be 
completed Requests jus t 1 f i ca t i on for continued operation of 
ea-ch group by 021008 t 1 5, respect ivel y 

EiSENH’JT, D G Division of Licensing 02/09/24 MIRAGLTA, F 
Assistant Director for Safety Assessment 4pp 17196 263 24X 

Fiche 50-030,83/01/18,8302170019 


— 8332170270 Concludes that continued operation until completion of 
licensee environ qualification program will not present 
undue risk to public health 6 safety 

NEIGHBORS. J D Operating Reactors Branch l 02/10/20 
EI6ENMUT, D G Division of Licensing 2pp 17197 052 24X 

Fiche 50-000,83/01/18,8302170019 


8302070267 A<f\fses that completion of 13LW Owners Group test plan re 
seismic 6 environ qua 1 1 f i cation of acoustical monitoring sys 
scheduled for 830731, per util 011209 Rev 2 response to 
NUREG 0737, Item II D 3 Item will be updated in Rev 4 
8fhWART. W L Virginia Electric & Power Co 03/01/20 DENTON, H R 
Office of Nuclear Reactor Regulation,' Director EISENKUT, D G 
Division of Licensing lp 17032 144 24X Fiche 50-200,83/01/20, 

0302070267 


6302000395 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for OL 4 holders of CP for C-E PNRs ro review of 
C-£ Ojnsrs Gt aup emergency procedures guideline program 8vc 
1 it* *nc 1 

ErSEKvFJT, D C Division of Licensing 83/02/00 Consolidated 
Edison Co or Neu York, Inc ilpp 17290 247 24X 

Fiche 30-000, 03/02/09, 830200029 5 


B302080334 Generic Ltr 03-11 to all operating reactor licensees re 
licensee qua 1 i f 1 ca t i on for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list encl 

El-BENhJT* D G Division of Licensing 83/02/00 Consolidated 

Edison Co of Neu York* Inc 7pp 17234 234 24X 

Fiche 90-000.83/02/08,0302080304 


B 30 2 S 0044 i Application to amend Licenses DPR-32 4, DPR-37, de 1 et i ng 
nonrad io 1 og seal water quality Tech Specs 4 13,4 14 it 
6 6 3d 

STEWART, W L Virginia Electric i Power Co 03/02/14 DENTON, H R 
Office or Nuclear Reactor Regulation, Director VARGA, S A 
Operating Reactors Branch 1 2pp 17219 1 19 24X 

Fiche 50-200, 03/02/14,6302180441 


--&3O210O440 proposed Tech Spec c hanges, delet ing nonrad iolog ica 1 water 
quality Tech Specs 4 13,4 14 t 6 6 3 d 

* Virginia Electric 4* Power Co 83/02/14 5pp 17219 121 24X 

Fiche 30-280,83/02/14, 0302103441 


0302230269 Forwards response to NUREG.-0/37, I tem II F 1, “Addl Accident 
Monitoring In strumentat 1 on, " per 830113 ltr Info details 
accuracies 4 time responses of containment post-acc idenfc 
non it e-ring equip non t 

STEWART, W L Virginia Electric 6 Power Co 03/02/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director EISENHUT.D 0 
Division of Licensing IOpp 17292 l!4 24X Fiche 50-280,03/02/16, 

0302250269 


0302250429 Appi ication for amend to Licenses DPR-32 6 DFR-37, ch ang ing 
T#ch Spec 6 S-3 to add specs for retention of annual audit 
records of emergency p lan, spcut i ty plan U implementing 
procedures 

STEWART, M L Virginia Electric * Power Co 83/02/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VARGA, S A 
Operating Reactors Branch 1 2pp 17296 397 24 X 

Fiche 50-200, 03/02/18,8302290428 


— 0302250435 Proposed changes to Tech Spec 6 9-3, adding specs for 
retention or annual audit records of emergency plan, secur 1 ty 
plan 4 implementing procedures 

* Virginia Electric S- Power Co 03/02/10 4pp 17296 399 24* 

Fiche 50-280.83/02/18,8302250420 


8302250344 Informs that util will determ ine, with in 30-day period 
following 830222, uh eth er to request hearing re orders 
imposing EP requirements 

■CHRISTMAN, J N Hunton U Williams 83/02/22 EISENHUT, D G 
Division of Licensing Ip 17291 071 24X Fiche SO-ODO, 83/02/22, 

8302250344 


8302200000 Informs that proprietary protection still required for 
pages in SER for environ qua! if l cation of safety-related 
electrical equipment transmitted In NRC 630126 ltr 
Justi f ication will be provided by 830408 

STEWART, W L Virginia Electric & Power Co 83/02/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VARGA.8 A 
Operating Reactor* Branch 1 Ip 17307 103 24X 

Fiche 30-200,03/02/22,8302200080 


0302200202 Forwards justification for continued operation for equipment 
in NRC Category IJ 0 {technical evaluation reptl 
Jus ti f ication for equipment in Categories J B & 1 1 A will be 
provided by 8303a? 

STfcWARTW L Virginia Electric k Rower Co. 83/02/28 DENTON, H fl 
Office of Nuclear Reactor Regulation, Director VARGA, 0 A 
Operating Reactor* Branch 1. 3pp 17306 072 24X 

Fiche 50-280, 03/02/23,8302280202 


G Inspection reports, IE Bulletins & correspondence 


0302080100 Addl response to FOIA request for records re steam 
generators U steam turbines Forwards documents listed under 
Category A of App E Category B documents available in PDR 
FELTON, J tf Division of Rules and Records 82/12/17 LONG, 0 J 
Winthrop, St 1 ms on# Putnam & Roberts 3pp 17105 069 24X 

Fiche 50-000,82/12/17,8302080100 


— 030^060122 Summary of 751121 meeting u/utilt & Was t inghouse re new 
type of imperfection discovered in recent eddy current insps 
of dent steam generator tubes Invest i gati an re listed 
unreviewed safety questions recommended 

JK INTNEft, L L Division of Reactor Licensing (NRR-1975 only) 
75/11/24 KNIEL, U Division of Reactor Licensing CNRR-1975 on 1 y I 
6pp. 17103 13? 24 X Fiche 30-000. 02/12 /1 7, 0302000100 


82 1 2060358 IE Info Notice 03-01, "Ray Hiller. Inc “ Bvc Ifst enc 1 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
■Response (Post 8301031 83/01/26 C onoo 1 i dated Edison Co of New 

YorSr , Inc HGpp 17023 160 24T Fiche 50-000,03/01/26,0212060350 


8212060360 IE Info Notice 63-02, “Limi torque HOBC, HiBC, H2DC U HOBC 
Gearheads h Svc list enc I 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 0301031 83/01/20 Consolidated Edison Co of New 

York, Inc lO?pp 1714 4 001 24X Fiche 50-000,63/01/28,0212060360 


0212060361 JE Info Notice 03-03, "Calibr of Liquid Level Instruments 
Svc list on c|. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response 0301031 83/01/20 Conso 1 idated Edison Co of New 

York, Inc lJOpp 17074 095 24X Fiche 50-000,83/01/20.02 1 2060361 


0302090448 Forwards response to l£ Bulletin 82-04, "Def ic ienci es in 
Primary Containment Electrical Penetration Assemblies. 1 ' 
flunVer-Ramo electrical penetrat ions using hard epoxy module 
design not utillied 

0TENART M L Virginia Electric 9 Power Co 03/02/04 O'REILLY, J P 
Region 2, Office of Director 3pp 17066 243 24X 

Fiche 50-000. 03/02/04, 830209044B 


03G217O23B Forwards corrected FR notice re granting of relief from ASME 
Code Section XI interview imp requirement* Notice corrects 
e xp i ration da te 

VARGA, S A Operating Reactors Branch t 03702/04 STEWART M L 
Virginia Electric U Power Co 2pp I719S 357 24X 

Fiche 50-000, 03/02/04. 8302 1 70230 


--03021 70243 Correction to notice of granting of relief from ASME Code 
Section <1 inservice insp reqdi rements. Exp iration date 
corrected 

VARGA, S A Operating Reactors Branch I 83/02/04 lp 
17199.359 24X Fiche 50-000,03/02/04,0302170238 


8302150570 Ac k receipt of 020120 ltr Informing NRC of steps taken to 
coj rect violations noted in IE Jn*p Repts 50-280/82-33 & 
90-231/02-33 

DANCE, H C Division of Project & Resident Programs 03/02/07 
STEWART , W L Virginia Electric k Power Co lp I71S7 013 24X 

Fiche 50-280, 83/02/07, 8302150570 
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&3Q31SQ5B5 Responds to NRC 021221 ltr re violations noted in IE Insp 
Ropt* 50-230/02-32 t* 50-201/62-33 Corrective actions hissing 
pipe caps from HX drain lines replaced J, checked for further 
leakage 6 area posted u/required signs 
STEWART, W L Virginia Electric & Power Co 03/01/20 
O'REILLY, J P Region 2, Office ot- Ditec tor 4pp 17157 014 24X 

Fiche 30-280,03/02/07*8302130578 


— 0302150589 Forwards je Insp Repfcs 50-200/02-33 fc 30-281/02-33 on 
02 1 10 1 -05 6 notice of violation 

DANCE, tf C Division of Project fc Resident Programs 02/12/2J 
STEWART, W L Virginia Electric t Power Co 2pp 17157 018 24X 

Fiche 50-Sa0i 03/02/07. 33021 SO570 


— 6302150592 Notice of violation from insp on 821101-03 

■» Division of Project t* Resident Programs 02/12/21 2pp 
17157 020 24X Fiche 50-280,01/02/07,9302150578 


— 0302150599 IE Insp Ropts 90-280/82-33 & 50-201/02-33 on 021101-05 
None Ofnpl lance noted failure to fallow station procedures 
resulting in contamination 6 failure to post radioactive 
mat l artfas 

HOSEYiC » * DEBS, B T » BARR, K P Division ap Engineering & 
Radiological Safety Programs 82/12/13 lOpp 17157 022 24X 

Fiche 50-280,83/03/07,8302190579 


8302150130 Forwards suppl to requests for relief from, ASHE Section XI 
re 10-yr inservice insp Request relates to exam of noizle 
dissimilar metal welds 

STEWART , W L Virginia Electric L Power Co 03/02/OB DENTON* II R 
Office of Nuclear Reactor Regulation. Director VARDA* S A 
Operating Reactors Branch i 3p o 17147 238 24X 

Fiche 30-280, 83/02/08, 0302150150 


6212060363 IE Info Notice 63-04, "Failure of Elma Power Supply Units M 
8vc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 8301031 83/02/19 Consolidated Edison Co of Neu 

York* Inc 1 iOpp 17347 191 54X Fiche 5 0-000,83/02/16,82120603*3 


0212060365 IE Info Notice 03-05. "Obtaining Approval for Disposing of 
Very Low Level Radwaste - I0CFR20 302 ** Svc list end 
JOR DAN* E L Division of Emergency Preparedness it Engineering 
Response {Post 0301031 83/02/24 Consolidated Edison Co of New 

Yoi b Inc iltpp 17347 039 24 < Fiche 50-000,83/02/24*6212060365 


8212060366 IE Info Notice 93-06, "Non id ent ica 1 Rep lacement Parts " 

Svc list end 

JORDAN, C L Division of Emergency Preparedness U Engineering 
Response <Pot t 0301031 63/02/24 Consolidated Edison Co of Nfw 

York* Inc 1 t2 P p 17361 14B 24T Fiche 30-000,93/02/24,8212060366 


8 Reportable occurrences, LERs > related correspondence 


6302010422 Forwards LERs B2-129/03L-0 L 8S-127/03L-0 

WILSON, J L Virginia Electric 6 Power Co 33/01/31 O'REILLY. J P 

Region 2, Office of Director 5p L6974 240 24X 

Fiche 90-290,83/01/21,9302010422 


— Q 30301 0423 LER &2-125/03L-0 on 021221. u/uni t at full p ouer, P er to d ic 
Test 2 1 revealed that output of loop A Delta T summator 
below acceptable limits Caused by instrument drift Summator 
recalibr 6 returned to svc 

U I LSON , J L Virginia Electric Power Co 93/01/21 Region 2, 

Office of Director 3p p 16974 290 24X Fiche 30-280.93/01/21, 

6302010422 


— 0302010424 LEK 82-127/Q3L-0 on 821228, while gaseous release in 
progress* RR - 1 75 indicated off-scale process vent gaseous 
radiation monitor RM-GW-102 Caused by failure of 
discriminator printed circuit board Board replaced 
WILSON, J L Virginia Electric & Power Co 83/01/21 Region 2, 

Office- of Director 2pp 16974 253 24X Fiche 5D-2QO, 83/01 /5l * 

8302010422 


03O2O7O392 Forwards LEft S3-001/03L-0 h updated LERs 81-094/03X-1 t 
ai-0B2/O3X-i 

WILSON, JL Virginia Electric 6 Power Co 83/01/27 O'REILLY, JP 
Region 2* Office of Director Ip. 17029 349 24X 

Fiche 90-280 , B3/0 1 / 27. 03 020703 9 2 


— 0302070399 LER 03-OOI/O3L-O on 0301 12, at 1007. power, rad iation monitor 
recorder RR-IOO failed low Caused by insulating film 
buildup an monitor selector contacts Contacts cleaned fc 
recorder returned to svc, 

WILSON. J L Virginia Electric fc Power Co 03/01/27 Region 2, 
Office of Director 2pp 17029 350 24X Fiche 90-260, 03/0 J/27* 

0302070392 


—0302070402 Updated LER 81-U54/0JX-1 on 810723, h i gh e ? than normal 
activity detected in storm dram sys Caused by leaving of 
four tubes in HX bundle of 1-BR-E-10A *j failure of auxiliary 
steai- drain recel'er pumps ta prevent overflow 

WILSON, J Virginia Electric 4 Power Co 03/01/27 Region 2, 

□ffite of Director 2pp 17029 33? 24 X Fiche 50-200,03/01/2/, 

8302070372 


— 030207040/ Updated LER 01 ~0B2/03/-l on 81 1 23 J , d ur i ng biweekly control 
rod assembly partial mo/ement test PT-6, rod J-9 found 
inoperable Caused by connector pin in lift coil wiring not 
making electrical contact Pm adjusted It rod tested 
WILSON, J L Virginia Electric 4 Power Co 83/01/27 Region 2, 
Office of Director 2pp 17029 354 24 X Fiche 50-280,03/01/27, 

8302070372 


83021 703*5 Forwards LER 93-002/03L -0 • updated LER 82-126/03X-1 

WILSON, J L Virginia Electric 6 Power Co 03/02/08 O'REILLY, J P 
Region 2, Office of Director lp 17187 125 24X 

Fiche SO -280. 83/02/09*9302170365 


— 0302170371 LER S3-002/03L-0 on 6301 1 4 , w/un i t at full power, steam 
generator C level indication LT-1-495 drifted high Caused by 
leak jft transmitter ref log condensate pot root valve 
Repairs ui 1 I be performed during next outage 

WILSON, J L Virginia Electnc h Power Co 03/02/08 Region 2, 
Office or Director 2pp 17107 126 24X Fiche 1 j0-280, 63/02/08, 

0302 1 70365 


—0302170375 Updated LER S2-126/03X-1 on 821223, rod position indication 
for control rod F-4 Indicated erratically 6 fluctuited 
greater than 12 steps Cause unknown Erroneous 3ignal 
suspected of being inside containment Testing underway 
WILSON, J L Virginia Electric 4 Powei Co 83/02/08 Region 2, 
Office of Director 2pp 17107 120 24 < Fiche 50-260,83/02/08, 

03021 /0365 


0302230196 Forwaids LER B2-129/03L-0 

WILSON, JL Virginia Eierlric >- Power Co 03/02/M O'REILLY, J P 
Region 2, Office of Director lp 17245 159 24X 

Fiche 90-200, 83/02/11*8302230196 


— -8302230203 LER 82— 129/03L— O on 021202, performance of Periodic Test a7 
revealed artp reading for panel 1, circuit 23A not within 
acceptance criteria Caused by faulty thermostat Thermostat 
rep lac ed 

WILSON, J L Virginia Electric 6 Power Co 03/02/11 Region * 2 , 
Office of Director 3pp 17?43 160 24X Fiche 50-260, 03/02/1 1, 

0305230196 


V Operator Examinations 


0301310203 Gen&ric Ltr B3-0a to all power reactor 1 1 censees, app 1 i cants 
for OLs, N3S vendors, roac toi vendors *< AE re certificates 
4. revised format for reactor opoiafor 6 secilQt reactor 
operator licenses S\c list end 

EISE’NHJT. D -0 Division of Licensing 83/01/31 Consolidated 

Edison Co of New York, Inc 14pp 17347 177 24X 

Fiche 50-000, 63/01 /3l - 830 13 10203 


Y Dry Cask Independent Spent Tuel Storage Installations 


0302080090 Forwards coser sheets to bo inserted In 021GOS application 
Co amend Licenses t)Pfl~32 h DPR-37, r ep lac i ng safeguards 
contingency plan sections of physical security plan 
STfcWART.W L Virginia Electric t Power Co 03/01/03 
CUNWIN0HAM, E E Division of TueJ Cycle 4 Material Safety 3pp 
17106 143 24X Ficho 50-PBO, 83/01/03, 0302080080 


□CICKEl 30-201 SURRY POWER STATION, UNIT 2 


F Security* medical* emergency 5 fire protection plans 


0302040476 Requests approval of route for planned irradiated fuel 
shipment from facility to Util rac i l i ty, Wea t Jef f erson, DM 
DAKFSF.F L Nuclear Assurance Carp Q2/M/19 Division of 
Safeguards Zpp 17059 297 P4X Fi Che 50-280. B2/M/i9, 0302040476 


0302000000 Forwards cover sheets to be Inserted in 021000 application 
to amend Licenses DPH-32 t y DPR-37* rep lacing safeguards 
contingency plan sections of physical security plan 
8TEWART.W L Virginia Electric 6 Power Co 03/01/03 
CUNNINGHAM, E E Division of Fuel Cycle 6 Material Gafcty 3pp 
17106 142 24X Fiche 50-280,83/01/03*8302080000 


0302030614 Releases public version of revised page to emergency plan 
FELTON. J M Division of Rules and Records 83/01/27 Document 
Management Dranch lp 17013 330 ?4X Fiche 30-200*03/01/27. 

0302030614 
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— 8302030617 Forwards public version of revised P 0 39 to emergency plan 
ST£X*ART. W L Virginia Electric A Power Co 83/01/07 
□ 'REILLYiJ P Region 2, Office of Director 2pp 17013 331 24X 

Fiche 30-280* 83/01 /27r 8302030614 


-'-8302030619 Public version of revised P 0 39 to emergency plan 
t/ILS0N*J Virginia Electric A- Power Co 02/12/16 2pp 
17013 333 24X Fiche 30-200,83/01/27*8302030614 


B3O2D9OO60 Releases public version of corrected change to emergency 

p Ian 

FELTON* J M Division of Rules and Records 83/01/27 Document 

Mana gen 5 e nt Branch Ip 17119 183 24X Fiche S0-2Q0i 03/01 /27i 

18302090068 


— 0302090074 Forwards public version of corrected Change 3 to emergency 

plan 

STEWART. W L Virginia Electric 4 Power Co 83/01/06 

Q'REIL-LY* J P Region 2* Office of Director lp 17119 184 24X 

Fiche 50-280* 83/01/27* 8302090068 


— 8302090078 Public version of corrected Change 5 to emergency plan 

* Virginia Electric JU Power Co 02/12/10 65pp 17(19 185 24X 

Fiche 50-2B0, 83/01/27* 8302090060 


03Q121O34O Generic Ltr 83-04 to all licensees of operating reactors* 
applicants for OL St holders of CPs re regional workshop 
concerning SuppI l, NVREG-Q737, "Requirements for Emergency 
Response Capability " Svt list end 

erSEKHUTtl) 0 Division of Licensing 83/02/01 Consolidated 

Edison Co of Neu York* Inc ilpp 17221 226 24X 

Fiche 30-000*83/02/01,0301210340 


B30203045K3 Requests add! info re requirements for implementation of Rev 
6 to security pian*as result of comments made in Region II 
B21I24 insp rept Rev 6 not approved until review complete 
VARGA* 0 A Operating Reactors Branch 1 83/02/01 STEWART* W L 

Virginia Electric & Power Co 2pp 17107 345 24X 

Fiche- 30-200, 83/02/01* 8302080453 


6302070354 Forwards changes to nudear security personnel training 8* 
qua 1 i f t ca t i on programs Changes withheld (ref 10CFR73 21) 

6TCLART * W L Virginia Electric 6 Power Co 83/02/02 DENTON* H R 
Office of Nuclear Reactor Regulation, Director VAROA* 8 A 
Operating Reactors Branch I Ip 17029 211, 24X 

Fiche 50-000* 03/02/02, 8302070334 


630200578 Ac k receipt of 020120 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Ropte SQ-SBO/SS-SG t< 
50 - 201 / 62-33 

DANCE* H C Division of Project 6 Resident Programs 03/02/07 
STfc.WART*W L Virginia Electric & Power Co lp 17157 013 24X 

Fiche 50-280*03/02/07*8302130370 


— 8302130599 IE Imp Rept* 90-280/82-33 U 50-281/82-33 on 021101-05 
Wuncpmp I i ance noted failure to follow station procedures 
resulting in contaminat ion 6 failure to post radioactive 
mail areas, 

HQSEYrC M Division of Engineering & Radiological Safety Programs 
02/12/13 I Opp 17157 022 24X Fiche 50-200*83/02/07* 

B3O2I5O570 


■8302160260 Forwards proposed changes to security plans Changes withheld 
Cref I0CFR73 21 ) 

STEWART* W L Virginia Electric & Power Co 83/02/10 DENTON* H fl 
Office of Nuclear Reactor Regulation* Director VAROA. 8 A 
Operating Reactor* Branch l lp 17169 237 24X 

Fiche 50-000* 83/02/10. 0302160260 


8302230141 Forward* changes to security personnel training & 
qt/a i 1 f icat ion programs Changes withheld <ref 10CFR73 21} 

STtWARTt W L Virginia Electric 4< Power Co 83/02/16 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip, 17243 293 24X 

F l c h * 50-000, 03 /02/ 1 6, 8302230 1 4 i 


8302250429 Application for amend to Licenses DPR-32 & DPR-37, changing 
T*eh Spec 6 5-3 to add specs for retention of annual audit 
records of emergency p lan* secur i ty plan & implementing 
□ rocs tfur es 

S TEW ART* W L Virginia Electric Power Co 83/02/18 DENTON, H R 
Office of Nuclear Reactor Regulation* Director 2pp. J7296, 357. 
S4X Fiche; 50-200* 83/02/10* 0302250420 


0302250433 Proposed changes Tech Spec 6 9-3* adding specs for retention 

af annual audit records of emergency plan* security plan & 
implementing procedure* 

* Virginia Electric & Power Co 03/02/18 4pp 17296 339, 24X 

F ich e 30-200* 83/02/10* 8302250428. 


J Insurance K indenntty i n i-or ia t i on 


8302010193 Forwards Endorsement* 52 l 53 to 11AELU Policies MF-57 It 96* 
respectively & Endorsements 69 4 41 to f£LI A Policies NF-186 
& 240. r e spec t j ve l y 

L0V1N0 L J Marsh 6 McLennan. Inc . tl 4 M Nuclear Consultants. Inc 
Div 83/01/24 DJNITZ, I Antitrust U Economic analysis Branch 
lUt i 1 1 ty Finance) 9pp 16974 025 24X Fiche 50-000.83/01/24, 

0302010193 


03O215CO5O Forwards Endorsements 1,2 %> 3 to MAELV Ceitificafces M-70* 
28, 63 & 37 i NEL1A Certificates N-70. 23* 63 & 27 
PAINTER, D Virginia Electric 6Pcuer Co 03/02/09 DINITZ, I 
Antitrust & Ecotionic analysis Branch (Utility Finance) 76pp 
17146 065 24X Fiche 50-000, B3/02/09* 8302 1 50050 


P Operating license stage documents te correspondence 


8302030100 Addl response to FOIA request for records re steam 
generator* !* steam turbines Forwards documents listed under 
Category A or App E Category B documents available in PDR 
FEl TOM, J 11 Division of Rules and Record* 02/12/17 LONO, 0 J 
Winthrop. Stimton, Putnam S- Roberts 5pp 17105 069 24X 

Fiche 50 000,32/12/17.8302080100 


— 8302033132 Trip rept of 7 702i7 visit to Wes tinghouse, Tampa Div re 
steam generator strain calculations for dented tubes 6 
cracked suppo-rt plate* t steam generator tube leaks at 
facility List of attendees \ meeting agenda end 
STUART* fl Engineering Branch (Pre 791030) 77/02/10 

EfBENHUT, D G Division of Operating Reactor* 6pp 17105 151 
24 < Fiche 50-000,82/12/17*6302030100 


8302070076 Partial response to FOIA request for 22 categories of 
document® Forwards documents listed in App A Documents !2* 

13* 16. 10, 19,27 tt 23 available in FDR App B document* 
completely withheld (ref FOIA Exemption 5) 

FELTON, J M Division of Rules and Records 02/12/21 SHOLLV* 8 
Union of Concerned Scientists 6pp 17063 005 24X 

Fiche 50-281,02/13/21,6302070076 


—030^070148 Responds to Commissioner Ahearne request* during 810529 
briefing on SEC Y-8 1-240, draft NUflEG-0771 0772 re accident 
source term assumptions Coments mill be sought from outside 
NflC Detailed analysis end 

BIRCHS* W J Office of the Executive Director for Operations 
01/06/29 CHJLK, 8 J Office of the Secretary of the Commission 
ilpp 17064 145 24 X Fiche 50-000*62/12/21*6302070076 


0302170019 Forwards documentation supporting justif ication for 
continued operation or operating reactors in response to 
question* raised at 630106 meeting re environ qualification 
of electrical equipment 

B tSEUHUT, D 0 Division of Licensing 83/01 /IB DENTON. H R Office 
of Nuclear ReactOT Regulation* Director 7pp 17J96 091 24X 

Fiche 50-000*03/01/10*8302170019 


— 8302170096- Package af six comments indicating adequate or inadequate 
justification for continued operation re environ 
qualification of electrical equipment 

HANNON, J N NRC - No Detailed Affiliation Given 82/01/27 
VAROA* S NRC - No Detailed Affiliation Given lOpp 17196 525 
24X F|che 50 000*63/01/18,0302170019 


— 8302170129 Forwards tabulation «f Qr-oup 2 3 plants showing dates by 

which technical evaluation repfrs are expected to be 
completed Request* jus ti f icat 1 on for continued operation of 
each group by 021003 4 IS.re*pective£y 

EISENHUT, D 0 Division of Licensing 02/09/24 C11RAGLIA* F 
Assistant Director for Safety Assessment 4pp 17196 26 5 24X 

Fiche, 50-000* 03/01/18. 03021 700 1? 


— 8302170270 Concludes that continued operation until completion of 
licensee environ qual i f icetion program will not present 
undue risk to public health 6 safety 

NEIGHBORS, j D operating Reacto-r* Drench 1 B2/1O/20 

ElSENHUTfD 0 Division of Licensing 2p p 17197 092, 24X 

Fiche 30-000* 83/01 /10, 8302170019 


0302070267 Advises that completion of SLW Owners Group test plan re 
selsftlc fy environ qual if 1 cati on of acoustical monitoring »y» 
*chndul a d for 030731, per util 01 1209 Rev 2 response to 
NURE0-0737, Item II D 3 Item will be updated in Rev 4 
STEWART, 14 L Virginia Electric * Fewer Co 03/01/28 DENTON.H R 
Office of Nuclear Reactor Regulation* Director EISENHUT*D Q 
Division of Licensing lp 17032,144 24X Fiche 50-280*03/01/20* 

0302070267 



100 


DOCKETED ITEMS 


8302080295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for CL & holders of CP for C-£ PWRs re review of 
C-£ Owners Group emergency procedures guideline program Svc 
1 1st encl a 4 _ 

EI5ENKUT, D G Division of Licensing 83/02/08 Consol ldatetf 

Edison Co of New York, Inc llpp 17290 247 24X 

Fiche 30-000, 83/02/08, 03O2OHO295 


9302080304 Generic Ltr 93-11 to all operating reactor licensees re 
licensee qua l if i cation for performing safety analysis in 
support of licensing actions Ability to use cade tturst be 
demonstrated by vendor or licensee Svc list end 
ElSENH'JTiD O Division of Licensing. 83/02/08 Consolidated 
Edison Co of Neu York, Inc 9pp 17234 234 24X 

Ficht 30-000, 03/02/08, 9302080304 


8302180441 Application ta amend Licenses DPR-32 $< DPR-37, de lefcifig 
nonratf iolog ical water quality Tech Specs 4 13,4 14 t* 

6 6 3 d 

STEWART, W L Virginia Electric & Power Co 83/02/ L4 DENTON. M H 
Office of Nuclear Reactor Regulation. Director VARGA, S A 
Operating Reactors Branch 1 2pp 17215 119 24X 

Fiche 30-280, 83/02/14. 83021 0044 I 


— 9302180448 Proposed Tech Spec c hanges, tfelet ing nonrad id o g lea 1 watiar 
quality Tech Specs 4 13.4 14 t 6 6 3 1 

* Virginia Electric £t Power Go 03/02/14 5pp 17215 121 24X 

Fiche 30-290, 03/02 / 1 4 . 0302180 4 4 t 


6302230263 Forwards response to NUREC-0737. Item tl F 1, "Addl Accident 
Monitoring Instrumentation, w per 830113 ltr Info details 
accuracies 6 time responses of containment post-accident 
monitoring equipment 

STEWART, W L Virginia Electric it Power Co 83/02/19 DENTON, H R 
Office of Nuclear Reactor Regulation. Director EtSENHUT, D G 
Division of Licensing lOpp 17292 114 24X Fiche 50-280. 83/02/ IB, 

8302250265 


8302230428 Application for amend to Licenses DPR-32 * DPR-37, chang i ng 
Tech Spec 6 5-3 to add specs for retention of annual audit 
records of emergency plan. s ecur 1 ty plan fe implementing 
procedures 

STEWART, W L Virginia Electric «. Pouer Co 83/02/18 DENTON. H R 
Office of Nuclear Reactor Regulation, Director VARGA, S A 
Operating Reactors Branch 1 2pp 17296 357 24X 

Fiche 50-280.03/02/18,8302250428 


— 9302250435 Proposed changes to Tech Spec 6 5-3, adding specs for 
retention of annual audit records of emergency p 1 an, secur i ty 
plan 6 implementing procedures 

* Virginia Electric 8- Power Co 83/02/18 4pp 17296 359 24X 

Fiche 50-2B0, 83/02/18, 0302250-128 


0212060361 IE Info Notice 83-03 "Calibr of Liquid Level Instruments " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Past 830103) 03/01/2S Consolidated Edison Co of Mew 

York, Inc ItOpp 3 7074 095 24< Fiche 50-000, 83/01 /2B, 82i 206036 1 


0302090448 Forwards response to IE Bulletin 82-04, "Deficiencies in 
Primary Containment Electrical Penetration Assemblies " 

Bunker-Ramo electrical penetrations using hard epoxy module 
design not ut l Eired 

STEWART, W L Virginia Electric f Power Co 93/02/04 O'REILLY. J P 
Region 2, Office of Director 3pp 17066 243 24X 

Fiche 50-000, 93/02/04, 8302090448 


B3Q217023B Forwards corrected FR notice re granting of relief from AS ML 
Code Section x.1 inservlce insp requirements Notice corrects 
expiration date 

VARGA. S A Operating Reactors Branch 1 03/02/04 STEWART, W L 

Virginia Electric Poysn Co 2pp 17195 357 24X 

Fiche 50-000, 93/02/04, 8302170238 


— 0302170243 Correction fco notice of granting of relief from ASHE Code 
Section XI inservlce tnsp requirements Expiration date 
correc ted 

VARGA. S A Operating Reactors Branch 1 83/02/04 lp 

1 7195 359 24X Fiche 50-000,83/02/04,9302170238 


B30213057B Ack receipt of 820120 ltr informing NRC of steps taken to 
coi rect violations noted it» IC Insp Repts 50-2QQ/82-33 U 
50-281/02-33 

DANCE. H C Division of Project & Resident Programs 03/02/07 
STlWART.W L Virginia Electric 6 Power Co lp 17157 013 24X 

Fiche 30-200. 83/02/07, 03021 50578 


—0303150585 Responds to NRC 021221 ltr re violations noted in IE Insp 
Repts 50-580/82-33 b 50-281/82-33 Corrective actions missing 
pipe caps from HX drain lines replaced 2, checked for further 
leakage 4. area posted w/required signs 
STEWART.WL Virginia Electric K Power Co 83/01/20 
O'REILLY, J p Region 2, Office of Director 4pp 17137 014 2\K 

Fiche 50-580,03/02/07,8302150378 


—830213059? Forwards IE Insp Repts 90-200/02-33 V 50-201/02-33 an 
821101-05 t notice of violation 

DANCE, H C Division of Project 4- Resident Programs 02/12/21 
STEWART, W L Virginia Electric 6 Power Co 2pp 17157 018 24X 

Fiche 50-280, 93/02/07, 0302150570 


— 93021 SO 5 92 Notice of xiolation from insp on 021101-05 

* Division of Project 4. Resident Programs 82/12/21 2pp 
17157 020 24 X Fiche 50-200,83/02/07,8302150570 


8302230344 informs that util will d eterm i ne, u i t h in 30-day period 
follouing 030222, uhather to request hearing re orders 
imposing EP requirements 

CHR I3TMAM, J N Hunton Ct Williams 83/02/22 EISENHJT , D 0 

Division of Licensing lp 17291 071 24X Fiche 50-000,83/02/22, 

0302230344 


0302280000 Informs that proprietary protection still required for 
pages in SER for environ qualification of safety-related 
electrical equipment transmitted In NRC 830126 ltr 
Justification will be provided by 830408 

BTEWART, W L Virginia Electric U Power Co 83/02/22 DENTON, H R 
Office of Nuclear Reactor Regulation. Director VARGA, 3 A 
Operating Reactors Branch 1 lp 17307 189 24X 

Fiche, 50-200. 93/02/22, 8302280080 


0302280802 Forwards justification for continued operation for equipment 
in NRC Category II B (technical evaluation rapt), 

Justification for equipment in Categories I B k 1J A will be 
provided by 030309. 

STEWART, W L Virginia Electric * Power Co 83/02/23 DENTON, H R 
Office of Nuclear Reactor Regulation. Director VARGA, S A 
Operating Reactors Branch 1 3pp 17306*072 24X 

F i c h #: 50-280, 83/02/23, 830 2280202 


Q, Inspection reports, IE Bulletins & correspondence 


0212060350 IE Info Notice 83-01, "Ray Hiller. Inc 11 Svc list »ncl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/01/26 Consolidated Edison Co of New 

York, Inc H8pp 17023 160 24X Richer 50-000, 83/01/26. 0212060350 


0212060360 IE Info Notice 83-02, "Llmi torque H08C, HiBC, H2BC 4 H3BC 
Overheads 11 Eve list end 

JORDAN. E t, Division of Emergency Preparedness fc Engineering 
Response (Post 930103) 83/0I/2B Consolidated Edison Co of New 

York, Inc 109pp 17144 001 24X Fiche 50-000, 83/0 1 /28, 821 2060360 


—030*150599 IE Insp Repts 50-280/92-33 6 50-281/82-33 on 821101-05 
Muncomp l lan ce noted fai lure to follow station procedures 
resulting In contaninafc ion & Failure to post radioactive 
mati areas 

HOSEY.C 11 . DECS, 0 T , BARR, K P Division of Engineering 4 
Radiological Safety ProgTani 02/12/13 10pp 17157 022 24X 

Fiche 50-280. 03/02/07, 8302150570 


8212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units “ 
0 vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) B3/02/IB Consolidated Edison Co of New 

York, Inc HOpp 37347 191 24X Fiche 50-000,83/02/10,0212060363 


8212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Lou Level fladuaste - 10CFR20 302 " Svc list end 
JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co of New 

York, Inc 1 I ] pp 17347 058 24X Fiche 50-000,83/02/24,0212060365 


B212D6Q366 IE Info Notice 83-06, "Noni dentica 1 Replacement Parts 11 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 63/02/24 Consolidated Edison Co of New 

York. Inc 1 12pp 17361 148 24X Fiche 50-000, 83/02/24, 8212060366 


S Reportable occurrences, LERs 4 related correspondence 


8302140062 Forwards LER 83-O0I/O3L 0 4 updated LERs 81-052/03X-1 4 
81-074/03X-1 

W1LSDM.J L Virginia Electric l Power Co 03/01/31 0'REILLY,JP 
Region 2, Off ice of Director Ip 17140 191 24X 

Fiche 30-281 . 83/0 1 /31 „ 8302 1 40062 
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— 0302140066 LER 83-001 /03L-0 on 8301 10, amp readings for heat tracing 
pinel Sj circuit 13B,fell below acceptance criteria Caused by 
excessive heat Defective heat tracing replaced it tested 
Design change prepared 

WILSCN, J L Virginia Electric 5« Power Co 03/01/31 Region 2, 
Office of Director 2pp 17140 192 24X Fiche 50-201,03/01/31, 

8302140062 


— 0302140067 Updated LER 81-052/03X-1 on 010815. valve MGV-SW-202A failed 
to close due to grounded motor Grounding caused by flooding 
In sump Motor replaced 

WILSGM. «J L Virginia Electric it Power Co 83/01/31 Region 2. 

Office of Director 3pp 17140 194 24X Fiche 50-281,83/01/31. 

8302 l 40062 


--0302140072 Updated LER 81-074/03X-1 on 01 1 1 20, h ighar than normal 
activity detected in storm drain sys Caused by leaks from 
stripper feed steam heater due to failure of heater drain 
receiver U pumps to prevent overflow Tubes plugged 
WILSON, J L Virginia Electric & Power Co 03/01/31 Region 2, 
Office of Director 3pp 17140 197 24X Fiche 50-201,03/01/31, 

8302140062 


V Operator Examinations 


€301310203 Generic Ltr 03-06 to all power reactor 1 iconsees. app lie amts 
for OLs.NSS vendor sr reac tor vendors it AE re certificates 
6 revised format for reactor operator U senior reactor 
operator licenses, Svc list end 

EIEEWHJT . D G Division of Licensing 03/01/31 Consolidated 

Edison Co of New York. Inc 14pp 17347 177 24X 

Fich* 50-000. 03/01/31, 8301310203 


Y Dry Cask Independent Spent Fuel Storage Installations 


S3 02000 03 0 Forwards cover sheets to be inserted in B2100B application 
to amend Licenses DPR-32 U DPR-37, rep lacing safeguards 
contingency plan sections of physical security plan 
BTLWART.W L Virginia Electric 4 Power Co 03/01/03 
CUNNINGHAM, E E Division of Fuel Cycle 1 Material Safety 3pp 
17106 142 24X Fiche 50-200.83/01/03,0302000000 


DOCKET 50-202 PRAIRJE ISLAND NUCLEAR STATION, UNIT 1 


F* Security, medical, emergency b fire protection plans 


8302030012 Releases public version of revised emergency plan 
Implementing procedures 

FELTON. J n Division of Rules and Records 03/01/26 Document 
Management Drench lp 17041 094 24X Fiche 90-000,03/01/26, 

030203001 2 


— 8302030018 Forwards public version of revised emergency plan 
imp lamenting procedures, i nc luding Procedures EPIP 1 1 5 re 
startup operation of emergency offsite facility & EPIP 1 1 6 
r* emergency organization shift turnover 

NARINE C Northern States Power Co 83/01/20 Region 3, Office 

Of Director lp 17041 095 24X Fiche 50-000,03/01/26, 

0302030012 


-03O2O3OQ23 Public version of revised emergency plan implementing 
procedures, including Procedures EPIP 1 1 5 re startup 
operation of emergency offsite facility & EPIP I 1 6 re 
emergency organization shift turnover 

HUDSON , 0 i WARD, E Northern States Power Co 83/01/20, 46pp 
17041 076 24 X Fiche 30-000,83/01/26,0302030012 


&3O1210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for OL & holders of CPs re regional workshop 
■concerning Suppl 1, NUREG-0737, "Requirements for Emergency 
Response Capability " Svc list end 

ErSEMTIUTiD. 0 Division of Licensing 83/02/01 Consolidated 

Edison Co of New York* Inc Upp 17221 226 24X 

Flcft*: 50-000, 83/02/01 , 030 1210340 


3302100197 Forwards exemption from 10CFR50,App R requirement to 
install fixed fire suppression sys in control room 
CLARK, R A Operating Reactors Branch 3 83/02/02 MUSOLF, D M 

Northern States Power Co 3pp 17134 130 24X 

Fiehe 50-282, 03/02/02, 03021 00197 


— 0302 100200 Exemption from I0CFR50, App R requirement to install fixed 
fire suppression sys in control room 

EIS£MHIH,D G Division of Licensing 03/02/02 Northern States 
Power Co. 4pp 17134 133 24X Fi che 50-202, 03/02/02, 8302100197 


J Insurance 4 Indemnity information 


0302190548 Forwards Endorsements 64,53 4 46 to NELIA Policies NF-174, 
HF-197 & KAFCU Policies MF-51 4 MF-68, r e spe c t ive i y 
Endorsements 1 , 2 it 3 to Certificates N- 1 7, M-17, N-36, M-36, 

N-37 b M-37 also end 

JOHNSON, R 0 Northern States PowBr Co 83/02/07 DINITZ, I 
Antitrust U Economic analysis Branch {Utility Finance) 59pp 
17156 152 24X Fiche 50-000,03/02/0 7,8302150948 


B302150628 Requests review of govt indemnity agreements for Licenses 
DPR-42, DPR-60 &. DPR-22 re refund due for unexpired term 
JOHNSON. R G Northern States Power Co 83/02/07 DINITZ, I 
Antitrust 4. Economic analysis Branch CUtiiity Finance) lp 
17191 306 24< Fiche 50-000,83/02/07,8302150628 


P Operating license stage documents h correspondence 


0302080100 Add 1 response to FOIA request for records re steam 
generators 6 steam turbines Forwards documents listed under 
Category A of App E Category B documents available in PDR 
FELTON, J M Division of Rules and Records B2/I2/17 LONG, D J 
Winthrop, Stimson, Putnam b Roberts 3pp 17103 069 24X 

Fiche 50- OOD, 02/12/17,8302000100 


— 8302080109 Summary of 741 1 35 mee t i ng w/util re steam generator tube 
corrosion Agenda, list of attendees t vlewgraphs end 
KIHTNER.L L Atomic Energy Commission, Directorate of Licensing 
74/12/05 Atomic Energy Commission, Directorate of Licensing 

I9pp 17105 074 24 X Fiche 50-000,62/12/17,0302000100 


0302170019 Forwards documentation supporting justification for 
continued operation of operating reactors in response to 
questions raised at 630106 meeting re environ qualification 
of electrical equipment 

EISEL p HUT, D 0 Division of Licensing S3/0i/16 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp 17196 091 24X 

Fiche SO-OOO, 03 / 01 /iB, 0302170019 


— 8302170123 Package of four comments indicating adequate or inadequate 
justification for interim operation re environ qual i Meat i on 
of electrical equipment 

PADOVAN.fi L NRC - No Detailed Aft illation Given 02/01/27 
NRC - No Detailed Affiliation Given lOpp 17196 255 24X 

Fiche SO 000,03/01/10,8302170019 


— B30P170I29 Foruards tabulation of Group 2 L 3 plants showing dates by 
which technical evaluation repts are expected to be 
completed Requests justification for continued operation of 
each group by 621008 U 1 5, reg p ec 1 1 ve 1 y 

ElfiENHUT, D G Division of Licensing 82/09/24 MIRAGLIA. F 
Assistant Director for Safety Assessment 4pp 17196 265 24X 

Fiche 90 000, 83/01/10, 83021700 19 


— 0302170293 Concludes that based on licensee 820127 submltta 1 , continued 
operation until completion of environ qualification program 
will not present undue risk to public health A safety 
DIIANNI.D C Operating Reactors Branch 3 02/10/23 

EIEENHUTi D O Division of Licensing 5pp 17197 082 24X 

Fiche 30 000, B3/O1/10, 8302170019 


0302020231 Forwards corrected Tech Spec Table 4 1-2A re ABME Code Class 
1,2 i 3 pump b valva Insarvlce Insp Program implementation, 
incorrectly issued u/830104 Amends 60 b 54 to Licenses 
DPR-42 i DPR-60, respectively 

DltANNT, D C Operating Reactors Branch 3 03/01/25 MUSOLF, D, M 

No. them States Power Co 2pp 16979 190 24X 

Fiche 50-262, 83/0 1 /25, 030202023 1 


—0302020239 Corrected Tech Spec Table 4 1-2A re ABME Code Class 1,2 h 3 
pump 4 valve Inservice Insp Program implementation. 

Incorrectly issued y/830104 Amends 60 6 94 to Licenses 
DPR-42 b DPR-60, respectively 

a Operating Reactors Branch 3 03/01/29 lp 16999 192 24X 

Fiche SO-232, 63/01/25, 0302020231 


8302100189 Notification of 030211 meeting w/util in Bethesda.MD to 
resolve open items appearing in Amends 60 & 54 re inservice 
testing program for pumps it valves 

D t IANNI , D G Operating Reactors Branch 3 03/01/20, CLARK, R A 

Operating Reactors Branch 3 I3pp 17134. 164 24X 

Fiche 30-282,33/01/20,3302100105 


— 030^100169 Forwards Mechanical Engineering Branch positions on relief 
requests that remain under review in 820104 6ER 
KNIGHT, -J P Assistant Director for Core b Plant Systems 
03/01/21 LAINAS, 0 G Assistant Director for Operating Reactors 
6pp I7I3'I 177 24X Fiche 50-232, 03/01/20,8302100105 
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33020801*14 Forward* suppl to B30I28 info 
evaluation methods topical rept re use 
to determine bounds tor locked rotor i 
ar>al ys i s 

MUSOLF, 0 K Northern States Pou?r Co 
Nuclear Reactor Regulation. Director 
Fiche 30-202,33/01/31.8302060144 


for review of safety 
of CODRA-IIl/KIT 
slou rod withdrawal 

83/01/31 Office of 

3pp 170S8 157 24 X 


030 2 1 60 34 3 Fqtui ard* Amends 61 b 55 to Licenses DPR-42 b OPF-60, 
respectively, safety esaluation 6 notice of issuance L 
ava liability Amend revisas Tech Specs re steam generator 
tube surveillance b steam eic lus I o-n/aui J UaTy feedwater sys 
DIIANNI-D C Operating Reactors Branch 3 33/02/02 MUSOLF, D 

Northern States Payer Co 3pp 17160 343 24X 

F i c N e 50-2B2 , S3 '02/02, 0302160043 


M 


— 8302160052 Amends 61 A 55 to Licenses DPR-42 b bPR-40, resp e ct ive ly , 
revising Tech Specs re steam generator tube surveillance, 
steam exclusion sys b, auxiliary feedwater sys reporting 
requirements b acfnjn i s tra 1 1 ve controls 

CtARKrR A Operating Reactors Branch 3 03/02/02 27pp 

17160 346 24X Fiche 50-282.63/02/02,3302160043 


— 8302160057 Safety evaluation supporting Amends 61 b 55 to Licenses 
DPR-42 & DPR-60, respectively 

* Office of NucJeaT Reactor Regulation, Director 03/02/0* 

I4pp 17161 013 2 4X Fiche 50-282.63/02/02,0302160043 


— 8303160061 Notice of issuance b availability of Amends 61 b 55 to 
Licenses DPR-42 b DPR -60. re sp ec t i ve 1 y 

CLARK, R A Operating Reactors Branch 3 03/02/02 2pp 

17161 027 24X Fiche 50-282,83/02/02,0302160043 


0 Inspection reports, IE Bulletins b correspondence 


93020 >1 0039 Add 1 response to FOIA request for 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning GA deficiency 
Forwards App A documents Document 31 available in PDR 
FELTON, J K Division of Rules and Records 02/12/30 HIATT, S L 

Ohio C f 1 1 re n s for Responsible Energy 3pp 17045 144 24X 

Fiche 50-000, 82/12/30, 0302040039 


- -83020 40332 Forwards 1901 comparison data for operating & const plants, 
consisting of total numbers of none ompi lance items, repts 
issued, insp hours , save r ity levels, points b hours per rept & 
item 

SU-CHARSKIiL Region 3, Office of Director 82/07/08 

KEPPLER.J Q Region 3, Office of Director I3pp 17045 201 24X 

Fiche 50'000. 82/12/30, B302040039 


6302010567 Forward* IE Insp Repts 50-202/02-24 b 50-306/02-24 on 
021201-31 No none onp 1 Lane e noted 

STREETER, J F Division of Project b Resident Programs 03/01/19. 
LARSCN, C E Northern States Power Co 2pp 16977 077 24X 

Fiche 50-202,03/01/19,6302010567 


— 8302010581 IE Insp Repts 30-292/02-24 b 30-306/82-24 on 021201-31 No 
none ompl Ian ce noted Major areas inspected followup of IE 
bulletins, safety verification, maint, surveil lance, refuel ing 
act ivi ties ■ reac tor trip & offsite review committee 
FEIERABENU, C D , WILLIAMS, D L , REVE3, L Division of Project & 
Resident Programs 03/01/10 9pp 16977 079 24X 

Fiche 50-282, 83/01 / 19, 83020 1 0567 


0302090415 Forwards XN-HF-79-4?(P ), fiev 1, "Ref l ex/UPI Analytical Model 
to Calculate Reflood Fates for PUR* W/Upper Plenum 
Injection, per JJRC 621104 request Affidavit end Rept 
withheld (ref I0CFR2 7901 

MUSOLF, D Northern States Power Co 63/02/03 Office of Nuclear 
Reactor Regulation. Director 4pp 17066 099 24X 

Fiche 50-202, 03/02/03. 8302090415 


0302020231 Forwards corrected Tech Spec Table 4 1-2A re A9ME Code Class 
1,2 6 3 pump b valve Inservite Insp Program Imp 1 amentat i on, 
incorrectly issued u/830104 Amends 60 h 54 to Licenses 
DFR-42 4, DPR— 60, respectively. 

D 1 1 ANN I , D C Operating Reactors Branch 3 03/01/25 MUSOLF, D M 

Northern States Pauer Co 2p p 16977 190 24X 

Fiche 50-202,03/01/25,8302020231 


G302I50731 Notification of 030223 meeting w/util b Mastinghouse in 
Oethes da, MD to discuss fuel assembly failure in spent fuel 
pool Agenda encl 

D f IANNE > D C Operating Reactors Branch 3 03/02/07 CLARK, R A 

Operattng Reactors Branch 3 3pp 17160 104 24X 

Fiche 50-282. 03/02/07,9302150731 


G302060295 Generic Ltr 63-09 to all operating reactor licensees, 
applicants for DL * holders of CP for C-E PWRs re review of 
C-E Owners Oioup emergency procedures guideline program Svc 
list end 

EI5ENHJT, D O Division of Licensing 63/02/08 Consolidated 

Edison Co of New Vorl, Inc Upp 1729Q 247 24X 

Fiche SO-OCO. 03/02/00,9302090295 


6302005304 Generic Ltr 83-It to all operating reactor licensees re 
licensee qua l i f 1 cat lo n for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list en-cl 

ElSEFhUT.DQ Division of Licensing 03/02/00 Consolidated 
Edison Co of New York, Inc 7pp 17234,234 24X 

Fiche 50-000,03/02/00,8302060304 


— 630202023? Corrected Tech Spec Table 4 1-BA re A0ME Code Class 1,2 & 3 
pump b valve Inservice Insp Program imp lementat ion. 
incorrectly issued w/830104 Amends 60 b 54 to Licenses 
DPR-42 b 0PR-6O, respectively 

* Operating Reactors Branch 3 83/01/25 ip 16999' 172 24X 

Fiche 30-282, 03/01/25, 8302020231 


0212060350 IE Info Notice 03-01. “Ray Millar, Inc " Svc list encl 
JORDAN, E L, Division of Emergency Preparedness & Engineering 
Response (Post 0301031 03/01/26 Consolidated Edison Co of New 

York, Inc 1 IBpp 17023 160 24X F i c he 30-000, 83/01 /26, 921 2060350 


0212060360 IE Info Notice 03-02, "Limi torque HOBC, H10C, H2BC b HSBC 
Oearhead* " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/01/20 Consolidated Edison Co of New 

York, Inc 109pp 17144 001 24X Fiche 50-000,03/01/20.8212060360 


021206036 1 IE Info Notice 03-03, "Caiibr of Liquid Level Instruments " 
Svc list «nc I 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/01/28 Consolidated Edison Co of New 

York, Inc llOpp 17074 093 24X Fiche 50-000, 03/01/28, 02t 2060361 


8302090005 Generic Ltr 83-10D to all licensees w/Uesting h oust designed 
NSSS (except Yankee Atomic Electric Col ti resolution of 
TWI Action Item II K 3 5, "'Automatic Trip of Reactor Coolant 
Pump* * Svc list encl 

EISENH’JT, DO Division of Licensing 83/02/08 Southern 
California Edison Co 31pp, 17270 262 24X Fiche 50-000, 03/02/08, 

8302090083 


8302030303 Advises of 630207 open forum in Chicago, IL re recent rev to 
100R30 94 b 50 55 IE will conduct formal presentation 
followed by question b answer session Requests that 
pa r tic i pat C on be limited to three people, 

SPES9ARD, R L Division of Engineering 03/01/28 Commonwealth 
Edison Co 2 p p 17000 187 24X Rich* 50-000,83/01/20,0302030303 


8302240334 Forwards corrected Tech Epee b Tech Spec pages omitted from 
Amende 61 6 55 to Licenses DPR-42 b DFR-60, respectively. 

Issued B30202 Amends revise Tech Spec* re steam generator 
tube surveillance b steam exclusion sys. 

D 1 1 ANN 1 , D C Operating Reactor* Branch 3 83/02/15 MUSOLF, D K 

Northern States Pqu«t Co 2pp 17270, 173 24X 

F i c he - 50-262, 83/02/ 15, 03022 4033 4 


— 0302240337 Corrected Tech Specs b Tech Spec page* omitted from Amends 
61 *. 55 to Litenses DPR-42 M DPR-AOi respt ctive ly Amends 
revise Tech Specs re steam generator tube surveillance fe 

* bean exclutiort sys. 

* Office of NucleaT Reactor Regulation, Director 03/02/15 6pp 

17270 175 24/ Fiche 50-282,03/02/15,8302240334 


0302230427 Responds to Action Item 4 of IE Bulletin 82-02, "Degradation 
of Threaded Fasteners in RCPB of PWR '* Exam of closure 
connection* revealed no degradation 

LARSON, C E Northern States Power Co 83/02/15. KEPPLER, J 0 
Region 3, Office of Director. 2pp 17246.124 24X 

Fiche. 50-262, 03/02/15, 8302230427 


0302230681 Ack receipt of B30120 ltr informing NRC of steps taken tD 
correct violations noted in IE Insp Repts 50-282/02-20 b 
50-306/82-20 

8TREETER , J F Division of Project b Resident Programs 03/02/17 
LARSON. C E Northern States Power Co. Ip 17257 332, 24X 

Fiche 50-202, 93/02/17,0302230691. 


— 8302230686 Respond* to NRC 021227 ltr re violations noted in IE Insp 
Repts 50-282/82-20 b 30-306/02-20 Corrective actions cap on 
transmitter sensing line removed, 1 ines labeled b warning 
signs placed 

LARSON, C E. Northern States Power Co 03/01/20 STREETER, J. F. 
Di/iiior> of Project b Re*id*nt Programs 2pp 1725 7 333 24X 

Fiche- 50-202, 83/02/17, 8302230681 
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E'5l20£i03'i»3 IE Info Notice 32-04, "Failure of Elma Power Supply Units " 
S/c lilt encl 

JORDAN, E L Division of Emergency Preparedness &» Engineering 
Resporse (Pos«- 830103) 83/02/18 Consolidated Edison Co of Now 

York. Inc UOpp 17347 191 34 * Fiche 90-000,83/02/16,8212060343 


6212060365 IE Into Notice 83-05, "Obtaining Approval for Disposing of 
Very Lao Le\el Radcras^e - 10CFR20 302 " Svc list end 
•JQP\DAV, £ L Division a *■ Emergency Preparedness S< Engineering 
Hasponsfl (Post 830103) 93/02/24 Consolidated Edison Co of New 

York, Inc lllpp 17347 058 24< Fiche 50-000,83/02/24,82120*0363 


E2 120 6034 6 IE Info Notice 63-06, "Nonid enti ca 1 Replacement Parts M 
Svc list end 

JG9DA? 1 , E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 83/02/24 Consolidated Edison Co of Nam 

Varl. Inc l!2pp 173*1 J 40 24X Fiche 50-000,93/02/24,8212060366 


S Reportable -occurrences, LERs & related correspondence 


&3Q20"H)367 PND- I ! I -83- 0Q7A on 830129, plant shut down to evaluate Ec 
repair 14 eracV indications found in boric acid line Repair 
procedures being evaluated Resident inspectors monitoring 
activities 

JACK I IN I , DANIELSON, D , STREETER, J Region 3, Office of Director 
83/01/31 Ip 17016 270 24< Fiche 50-282,83/01/31,0302040367 


V Operator Ena mina tiona 


0301310203 Generic Ltr 03-06 to all pouter reactor 1 i c ense us, a-p p 1 i c ants 
for CLs, NS5 vendors, reactoi vendors & AE re certificates 
fe revised format for reactor operator L senior reactor 
operator licenses Svc list end 

EISEhVi'JT, D G Division of Licensing 83/01/31 Consolidated 

Edison Co of New Var 1, Inc Hpp 17347 177 24X 

Fiche 50-000, 03/01 /3l . 6301 310203 


DC-CtvET 50-205 FORT CALHGUN STATION, UNIT 1 


F Security, radical, emergency t fire protection plans 


B302230575 Discusses schedule for activation of permanent emergency 
operations facility Plant outage due to turbine problems 
delaying completion or training required to operate 
Facility Task ui 1 1 be completed by 630201 

■v/CMESilJ C Draha Public Power District 03/01/07 SE IDLE, H C 

Division of Resident, Reactot Project 4. Eng ineer i ng Programs ip 
17236 249 24X Fiche 50-285,03/01/07.8302230975 


B3O2S7&016 Forwards IE Emergency Preparedness Appraisal Followup Rept 
5-0 -205/82- 2 7 on 621103-12 * notice of violation 

SEIDLE, W C Region 4, Office of Director 03/01/24 JONES. W C 
O^aha Public Power District 3pp 171B1 304 24X 

Fiche 50-205, 53/01/24, 0302170346 


— 03-02170054 Notice of siolation from insp on 821108-12 

* Region 4, Ofrice of Director 03/01/24 lp 17101 307 24X 

Fiche 50-28 9,03/01/24,830217004* 


030^170061 IE Emergency Preparedness Appraisal Followup Rept 
50-299/62-27 on 821109-12 Noncompliance noted inadequate 
inventory of emergency plan supplies h equipment 

JOHNSON, H D , MONTGOMERY, J L . HACKNEY, C A Region 4, Office of 
Director 63/01/17 45pp 17181 308 24XTiche 50-285,83/01/24, 
8302 1 70046 


B3020&C007 Releasee public version of rev to radiological emergency 
response plan 

FELTON, J M Division of Rules and Records 83/01/27 Document 

Management branch lp 17106 166 24X Fiche 50-285, 63/01 /27, 

0 302030007 


— 030209001 0 Forwards public version of Rev 5 to radiological emergency 
response plan Receipt form end 

-* 0-iaha Public Power District 03/01/19 DENTON, H R NRC - No 
Detailed Affiliation Given 2pp 17106 167 24X 

Fiche 50-28 3,03/01/27,8302080007 


— 0302080013 Public version of Rev 5 to radiological emergency response 
P 34n 

■* Onaha Public Power District S2/12/I5 56pp 17106 169 24X 

Fiche 50-20 Sr 03/01/27, B302080007 


0302230340 Forwards 3ALP Rept 50-205/02-31 for Jul 1901 - Aug 1982 
COLLINS, J T Region 4, Office of Director 83/01/27 JONES, W C 
Omaha Public Power District 2pp 17248 272 24X 

Flch« 50-265, 63/01/27, 9302230340 


— 03 02230342 Torwards 9ALP Rept 50-285/82-31 for Jul J90I - Aug 1902 
Coirrents due by 821230 

SEFDLE, W C Division of Resident, Reactor Project U Engineering 
Programs 62/12/02 JONES, W C Omaha Public Power District 
2|>p 17240 274 24X Fiche 50-205, 03/01/27, 0302230340 


9302230349 Forwards response to SALP Rept 50-285/02-31 for Ju£ 19G1 - 
Aug 1932 Fire brigade increased to one drill for each shift 
per quarter, a s of 020701 

J0F6-8, W C Omaha Public Power District 02/12/30 SEIDLE, W C 
Division of Resident, Reactor Project it Engineering Program* 7pp 
£7248 304 24X Fiche 50-289, Q3/0J /2 7, 03022 G0340 


0301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants tor QL h hqldQTs of CPs re regional workshop 
concerning Suppl 1 . NUREG-0737, "ftequ 1 rumen t s for Emergency 
Response Capability " Svc list end 

EISEHHUT, D O Division of Licensing 83/02/01 Consolidated 

Edison Co of Now York, Inc llpp 17221 226 24X 

Fiche 50-000.83/02/01,0301210340 


0302000271 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J H Division of Rules and Records 03/02/02 Document 

Management Branch lp 17J 07 266 24X Fiche 90-283,03/02/02, 

03020-0027 l 


— 0302080273 Forwards public version 0 # revised emergency plan 
implementing proc edures , inc 1 ud i ng Procedures EPIP-OSC-8 re 
nodical assistance K EPIP-TSC-I re activation of technical 
support cfcr Receipt form encl 

JONES, N C Omaha Public Power District 03/01/29 COLLINS, J T 
Region 4, Office of Director 2pp [7107 269 24X 

Fiche 50-205, 03/02/02, 830200027 l 


’830^080279 Public version of revised emergency plan Implementing 
procedures, including Procedures EPIP-03C-8 re medical 
assistance & EPJP-TSC-1 re activation of technical support 
c tr 

* O/iaha Public Power District 03/01/07 23 pp 17107 271 24X 

Fiche 30-285, 83/02/02, 0302080271 


8302150037 Ac k receipt af G21209 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-205/02-23 
BE 1 OLE, W C Division of Resident, Reactor Project & Engineering 
Programs S3/02/07 JONES, U C Omaha Public Power District 2pp 
i 7 1 46 327 2<?X Fiche 50-205,83/02/07,83021 90007 


— 0302130093 Responds to NRC 0211OB ltr ro violations noted in IE Imp 
Rept 99-209/82-23 Corrective actions Health Phytic* 

Procedures HP -9, HP- 9, HP- 1 S l EPJP-EOF-3 will bo reviewed L 
revised or new procedures will be established. 

JQUbS, W C Omaha Public Power District 02/12/08 SCIDLE.W C 
Division of Resident, Reactor Project & Engineering Program*, 7pn 
17846 329 24/ Fiche 30-205, 03/02/07, 0302130007 


8302170544 Releases public version of NRC notification of meeting 
w/FEIIA l States of ME, KS, IA L MO in Kansa* City, M3 
FELTON, J M Division of Rules and Record* 03/02/15 Document 

Management Dranch ip 17197 120 24X Fiche 50-205,83/02/15, 

0302 1 7054 4 


8302170548 Forwards public version of notification of 030210 meeting 
w/FEMA, util* Sc States pf ME, KS, IA L MO in Kansas City, MO 
to discuss potential generic problem* involving emergency 
preparedness activities Agenda sne 1 

SEIDLE, W C Division of Resident, Reactor Project fc Engineering 
Programs 83/01/26 JONES, N C Omaha Public Power District 
3pp 17197 129 24X Fiche 50-285,03/02/15,0302170544 


8302220053 Releases public version of change* to radiological 
emergency response plan 

TEL TON, J ,M Division of Rule* and Records, 83/02/15, Document 
Manag e/nen t Dranch ip 17234 042 24X rich* 50-205, 03/02/15, 

8302220053 


— 8302220057 Forward* public version of change* tq radiological emergency 
response plan W/o encl 

JONES, W C Omaha Public Power District 83/01/20 C0LLIM9, J T 
Region A, Office of D'lrecto-r Ip 17234 043 24X 

Fiche. 50-20 5, 63/02/15, 0302220053 


P Operating license stage document* & correspondence 


0302010030 Review* util 811231 U 821217 rsspanm to NUflEO-0737, item 
H K 3 23 re lo»s of ac power to reactor coolant pump seals 
Integrity rtaint during loa* of offsite power event 
adequately de mon* t r ated . t her e f or e response acceptable 
CLARK, ft A Operating Reactor* Dranch 3 93/01/17 JONES, If C. 

Omaha Public Power District 2pp 16990 356 24X 

Fiche 50-235,63/01/17,8302010030 


104 


DOCKETED ITEMS 


G302010062 Informs that objectives of audit of procedures 2c training 
addressing pr easor 1 zed thermal shock met No further action 
t* audit required 

CLARK, R A Operating Reactors Branch 3 03/01/19 JONH'S. W C 

Omaha Public Power District 2pp 16995 075 24JC 
Fiehe 50-205, 93/01/19. £302010062 


0302010710 Summary of 830113 meeting u/util 6 C-E in Be the s do, HD re 
util present status & plans concerning pressurised thermal 
shock 

TOUR ION V, E 0 Operating Reactors Branch 3 83/01/19 Operating 

Reactors Branch 3 23pp J4909 251 24X Fiche 50-285.63/01/19. 

8302010710 


8302010415 Forwards Rev 1 to "Spent Fuel Storage Rack Mods" 4 responses 
to request* for add! info Mods consist of elimination of 
BorafU* & change in rack structural design 

JONES. WC Omaha Public Power District B3/01/21 CLARK, ft A 
Operating Reactors Branch 3 lp 16900 067 24X 

Fiche 50-285. 63/01/21.63020106-15 


— B3020J0621 Rev 1 to "Spent Fuel Storage Rack Mods w 

JONES, u C. Omaha Public Power District 83/01/21 I55pp 
16900 060 Fiche 50-285, 03/01 /2l, 0302010615 


030201056-9 Forwards util plan for resolution of pressuriied thermal 
shock issue Planned fluence reduction measure assures that 
present radiographic test screening criteria for plate* & 
axial welds will not be erceerfed for 14 sirs 

•JONES# W C Omaha Public Power District 83/01/26 CLARK. R A 
Operating Reactors Branch 3 l 5pp 16979,176 24X 

Fiche 50-285. 03/01/26. 03O2OIO56B 


8302 100296 Application ta amend OL revising App J Tech Spec* to 
incorporate Type C testing of penetration M-44 i< calculate 
max allowable leakage rate using 0 S'A by weight of 
containment atmosphere per 24 h at 60 psig 

JOflES.N C Omaha Public Power District 03/01/26 CLARK. R A 
Operating Reactors Branch 3 2pp 17111 342 24X 

Fich* 30-205.83/01/26,0302100294 


— 0302100301 Proposed Tech Spec rev incorporating Type C testing of 
penetration M-44 * calculating max allowable leakage rate 
using O 2 V. by weight flt containment atmosphere per 24 H 
at 60 psig 

a Omaha Public Power District 03/01/26 25pp 17111 344 24X 

Fiche 30-235, B3/01/26. 8302100296 


9302070121 Forwards draft SER on NUftEO-0737. Item II 8 3, "Post-Accident 
Sampling Sys, " Addl info requested, in order to complete 
review, wi th In 60 day* of draft SER receipt 

CLARK, R. A Operating Reactors Branch 3 03/OJ/31 JONES, W C 

Omaha Public Power District I02pp J7065 191 24X 

Fiche 50 ”205. 03/01/3 1 . 030207012 L 


93020301 9B Ad\ises of typographical error re exclusion area boundary 
thyroid dose in Section 14.14 4(7) of updated FEAR provided 
by 020722 1 tr. Di screpanc i e s on Figures 2 10-2 & 2 10-3 
thyroid dose till! be corrected during 1903 annual update 
JONES' W C Omaha Public Power District 83/01/31 CLARK, ft A 
Operating Reactor* Branch 3 Ip 17059 007 24X 

Fiche 50-205, 03/01/31 . 03020901 SB 


8302100022 Forwards request for add! Info re Cycle 0 reload 
app 1 £ cati on, needed to complete review of 021122 request 
CLARK. R. A Operating Reactors Branch 3 83/02/01 JONES, W C 

Omaha Public Power District 4pp 17133 167 24* 

Fiche. 50-205, 63 / 02/0 1 , 9302 1 00022 


0302 lOOt 93 Forwards request for add! info needed to review util B2U17 
request r* In-core detector string operability Response* 
requested within 30 days of receipt of ltr 

CLARK, R A Operating Reactors Branch 3 93/02/02 JONES, W C 

Omaha Public Power District 3pp 17134 155. 24X 

Fiche 50-293. 93/02/02,9302100193 


8302140194 Notification of 830217 meeting u/util in Sethesda.MD to 
discuss technical aspect* of Cycle 0 reload application 
under review 

TQiraiONVrE 0 Operating Reactors Branch 3 03/02/02 CLARK, R A 

Operating Reactor* Branch 3- 2pp, 17145.320 Z4X 
Fiche 30-20 3. 03/02/02. 0302140194 


B302170439 Requests subml ttal.ui thin 60 day », deecri b ing flux reduction 
.measure* initiated & addl measures being considered per 
pressuriied thermal shock studies. 

CLARK, R A- Operating Reactor* Branch 3 03/02/02 JONEB, W C 

Omaha Public Power District 3pp. 17205.137 24X 

Fiche 50-203,03/02/02.6302170439 


8302150187 Application tor amend to License DPR-40, changi ng Tech Spun 
re iodine spiking to replace section in 801114 application 
JONES, W C Omaha Public Power District 03/02/03 CLARK, H A 
Operating Reactors Branch 3 lp 17147 100 24X 

Fiche 50-205,83/02/03,8302150107 


— 83021 5019 i Revised proposed changes to Tech Specs lowering operating 
11-^it for radioactive iodine in RCS to 1 0 uCi/gm 
* Onaha Public Power District 83/02/03 1 5p p 17147 16 1 24* 

Fiche 50-285, 03/02/03, 8302150187 


9302150660 Forwards list of pages containing proprietary info in 
Franklin Research Ctr technical evaluation rept re 
electrical equipment qual i f icat ion, per NRC 830111 request 
Justification for withholding info provided Affidavit end 
JONES, (4 C Omaha Public Power District 83/02/04 CLARK* R A 
Operating Reactors Branch 3 3pp 17150 351 24X 

Fiche 50-283,83/02/0 4,0302150660 


8302130695 Requests withdrawal of B21221 application to amend Liters* 
PPR-40, de f in i ng ma» thermal power level NRC i n ter preta t i o n 
af average power level consistent w/util anend application 
Intent Facility within limits 

JONES., W C Dnah* Public Power District 03/02/04 CLARK, R A 
Operating Reactors Branch 3 lp 17130 357 24X 

Fiche 50-285,83/02/04,8302150695 


03O2HHO295 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for OL fc holder* of CP for C-E PWRs re review of 
C-E Owners Qi aup emergency procedures guideline program Svc 
list encl 

EISENhOT.D O D i /is i on of Licensing 83/02/08 Consolidated 

Edison Co of New Vork, Inc llpp 17290 247 34X 

Fiche 50-000, 03/02/09, 8302090295 


B3O208O3O4 Generic Ltr 83-tl to all operating reactor licensees re 
licensee qua 1 i f jcation for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by lendor or licensee Qvc list end 

E 1 5ENHJT , D 0 Division of Licensing 83/02/00 Consolidated 
Edison Co of New Vork, Inc 9pp 17234 234 24X 

Fir he 50-000. 83/02/03, 0302060304 


0302090072 Generic Ltr B3-10B to all licensees w/C-E designed NSS5 
re resolution of Till Action Item 1 1 K 3 5, "Automatic Trip 
of Reactor Coolant Pumps *' Svc list end 

EIS-ENHJT. D- 0 Division of Licensing 83/02/09 Consumer* Paver 

Co 32pp 17290 183 24X Fi c h e 50-000, 03 /O2/O0, 0302090072 


8302230576 Forward* justification for continued operation in response 
to 830111 ltr transmitting SER h technical evaluation 
rept re environ, qua 1 1 f »ca t ion of electrical equipment 
JONES, u c cirraha Public Power District 83/02/16 CLARK- R A 
Operating Reactors Branch 3 4pp 17257 076 24X 

Fiche 90-2B5, 83/02/16,8302230576 


0 Inspection reports, IE Bulletins & correspondence 


83022?Q221 Responds to IE Bulletin 82-04, "Deficiencies in Primary 
Containment Electrical Penetration Assemblies " No 
Bunk er-Ramo penetration assemblies installed or planned 
for vie at fac I II ty 

JONES, « C Omaha Public Power District 03/01/12 COLLINS, J T 
Region 4. Office of Director 2pp 17233 132 24X 

Fiche 50-205,83/01/12,8302220221 


8302070509 Forward* IE Insp Rept 50-205/82-32 on 821201-31 No 
none onp l iar c e noted 

SEIflLET,W C Division of Resident, Reactor Project 6 Engineering 
Programs 93/01/20 JONES. N C Omaha Public PooieT District 2pp 
£7034 254 24/ Fiche 50-285,03/01/20,0302070589 


--8302070600 IE Insp Rept 50-285/02-32 on 821201-31 No noncomp liance 
noted Major area* Inspected plant conditions during 
long-terr*' shutdown, survei 1 lance tes ti ng, maint. f ol lowvp oA 
previously identified items A. NURE0-0737 items, 

VAN DELL, L A , JOHNSON, W D Division of Resident, Reactor Project I, 
Engineering Programs 03/01/18 8pp 17034*256 24X 

Fiche 50-285.83/01/20,830207058? 


6302170046 Forwards IE Emergency Preparedness Appraisal Followup R«pt 
50-285/02-27 on 821108-12 & notice of violation 

SEIDLE.N C Region 4, Office of Director 83/01/24 JONES, W C 
Omaha Public Power District 3pp 17181 304 24X 

Fiche 50-283, 83/01/24, 8302170046 


— 8302170054 Notice of violation from insp on 021108-12 

a Region 4. Office of Director 03/01/24 lp 17IBI 307 24* 

Fiche 50-28 5, 83/01/24, 8302170046. 
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— 0302170061 IE Emergency Preparedness Appraisal Follouup Rept 
50-235/82-27 on B21 103- 12 Noncomp 1 1 ance noted inadequate 
Inventory of emergency plan supplies l> equipment 
JOHNSON , [i D . I rONTGQMErt Y, J L , HACKNEV. C A Region 4, Office of 
Director 02/01/17 45pp 17191 308 24X Fi c h e 50-205. 03/01 /24, 

G392170O46 


8212G60359 IE Info Notice 83-01, “Ray Killer, Inc " Svc list end 
JORDAN, E L Division or Emergency preparedness Engineering 
Response CPos t 030103) 03/01/26 Consolidated Edison Co of New 

York . Inc llBpp 17023 160 24X Fiche 50-000,83/01/26,0212060350 


8302230340 Forwards SALP Rept 50-285/02-31 for Jul 1981 - Aug 1982 
COuLlNS, J T Region 4, Office of Director 83/01/27 JONES, W C 
Omaha Public Power District 2pp 17248 272 24X 

Fiche 50-285, 03/01/27,6302230340 


— 0302230342 Forwards SALP Rept 50-209/62-31 for Jul 1901 - Aug 1902 
Con-nent-s due by 821230 

SETOSE, W C Division of Resident, Reactor Project L Engineering 
Program* 02/12/02 JONES, W C Omaha Public Power District 
2pp 17249 274 24X Ficho 50-205,03/01/27,0302230340 


— 0302230346 SAU 3 Rept 50-285/02-31 for Jul 1901 - Aug 1902 Overall 
safety performance satisfactory 

JOHNSON. W D , SEIDLE, W C Division of Resident, Reactor Project & 
Engineering Programs 82/12/02 2Bpp 17248 276 24X 

Fiche 50-23 5, 83/01/27, 3302230340 


0302230349 Forwards response to SALP Rept 90-203/82-31 for Jul 1981 - 
Aug 1932 Fire brigade increased to ono drill for each shift 
per quarter, as of 820701 

JONES, (J C Omaha Public Power District 02/12/30 SEIDLE, W C 
Division of Resident, Reactor Project l Engineering Programs 7pp 
17248 304 24X Fiche 50-285,83/01/27,8302280340 


G2 12060360 IE Info Notice 03-02, "Limi torque HOBC, HI DC, JH20C & H3BC 
Gearheads h Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response <Pust 030103) Q3/0i/28 Consolidated Edison Co of New 

York, Inc 109pp 17141 OOt 24X Fiche 50-000,03/01/28,0212060360 


02 i 2060361 IE Info Notice 83-03, "CaUbr of Liquid Level Instruments “ 
SVC list end 

JORDAN, £ -L Division of Emergency Preparedness S, Engineering 
iRaspo.nse (Post 830103) 83/01/28 Consolidated Edison Co of New 

Vor L , Inc L lOpp 17074 099 24X Fiche 30-000,03/01/28,6212060361 


G3 02070408 Provides results of confirmatory measurements on effluent 
rad i.4sto samples collected during IE insp in Oct 1982, but 
not reported in IF Insp Rept 50-2S9/82-2J Doc umen ta 1 1 on will 
appear in neat confirmatory mee s uTements insp rept 
SEIDLE, W C Division of Resident, Reactor Project t> Engineering 
Programs 83/01/31 JONES, U C Omaha Public Power District 2pp 
17029 256 24 X Fiche 50-285, 83/01 /31 « 83020 7040B 


S3Q2O9O303 Advises that response to IB Bulletin 80-11 & 030107 request 
for ad d 1 info re design criteria of masonry walls will be 
submitted by 030415 

JONES, W C Omaha Public Power District 03/02/04 CLARK, R A 
Operating Reactors Branch 3 lp l707i 086 24X 

Fiche 50-28 5, 03/02/04 . 0302090383 


6302150037 Ac k receipt of 821208 Itr informing NRC of steps taken to 
coriect violations noted in IE Insp Rept 50-205/82-23 
SEIDLE, W C Division of Resident, Reactor Project V Engineering 
Programs 03/02/07 JONES, WC Omaha Public Power District 2pp 
17146 327 24/ Fiche 50-205, 03/02/07, 83021 500B7 


— 6302190095 Responds to NRC 021108 ltr re violations noted in IE Insp 
Rept 30-285/02-23 Corrective actions Health Physics 
Procedures HP-5, HP-9, HP-15 fc EPIP-EOF-3 will be reviewed & 
revised or new procedures will be established 

JONES, U C Omaha Public Power District 02/12/00 SEIDLE, W C 
Division of Resident, Reactor Project t Engineering Programs 7pp 
17146 329 24 < Fiche 50 - 285 , 83/02/07, B3021 50087 


0302230591 Notifies that program instituted to provide insp rept of 
vendors used at facilities Program assures notification of 
insp results Sample ticket used to flag significant problems 
end Ack -or receipt of rept requested on end ticket 
CQLLlh'S-'J T Region 4, Office of Director 83/02/16 JONES, W. C 
□ mafia Public Power District 3pp 17256 119 24X 

Fiche 30-285,83/02/16,8302230591 


0212060363 IE Info Notice 83-04, "Failure of Elma Power 8upply Units " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 03/02/18 Consolidated Edison Co of New 

Vork, Inc 1 lOpp 17347 191 24X Fiche 30-000,03/08/10,0212060363 


0212060365 IE info Notice 83-05, “Obtaining Approval for Disposing of 
Very Low Level Raduaste - 10CFR20 302. " Svc list end 
JORDAN, E L Division of Emergency Preparedness S’ Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of Nbw 

York, Inc 1 1 1 p p 17347 050 24X Fiche S 0-000, 03/02/24, 021 2060369 


8212060366 IE Info Notice 03-06, "Non i d e nfcic a 1 Replacement Parts 11 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 03/02/24 Consolidated Edison Co of Now 

York, Inc U2pp 17361 140 24 X Fiche 50-000,83/02/24,0212060366 


R Periodic operating reports A, related correspondence 


8302220164 Forwards monthly operating rept for Jan 1983 

JONES, W C Omaha Public Power District 03/02/10 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement Ip 
17233 162 24X Fiche 30-285,83/02/10,8302220164. 


— 0302220160 Monthly operating rept For Jan 1983 

MATTHEWS, T P , OATES- W 0 Omaha Public power District 83/02/04 
Spp 17233 163 24 K Fiche 50-285,83/02/10,0302220164 


5 Reportable occurronces, LERt & related correspondence 


0302160258 Ph’Q- 1 V-82-045A estimates indicate 4 to 5 uks needed for 
turbine repairs Refueling will commence immediately instead 
of on B301Q4 

JOHNSON, W D , YANDELL, L A Region 4, Office of Director 02/12/07 
lp 17170 230 24X Ficho 50-205,02/12/07.8302160250 


8302280378 Forwards LER 03-00 1/03L-0 

JONES. W C Omaha Public Power District B3/O2/10 SEIDLE, W C 
Division of Resident, Reactor Project & Engineering Programs ip 
17309 240 24X Ficho 50-205,03/02/18,0302200370 


— B3022B0383 LER 83-Q01/03L-0 on 9301 19, d ur ln$ refueling outag e , se tppint 
for one pressuriior code safety relief valve found beyond 
Tech Specs Caused by instrument drift Valve readjusted 
ABELrS L Omaha Public Power District 83/02/19 Region 4, 
Office of Director 4pp 17309 241 24X Ficho 50-2B5, B3/02/ 18, 

8302280370 


V Operator Esaminations 


0301310203 Generic Ltr 03-06 to all power reactor 1 icensees, app licants 
for CLs,NSS vendor », reactor vendors U AE re certificates 
& revised format for reactor operator 8, senior reactor 
opeiator licenses Svc list end 

erSENHUT.D O Division of Licensing 63/01/31 Consolidated 
Edison Co of New York, Inc I4pp 17347 i77 24X 

Fiche 50-000, 03/01/31,9301310203 


DOCKET 50-206 INDIAN POINT STATION, UNIT 3 


F Security, medical, emergency Si fire protection plans 


0302070341 Forwards IE It>«p Rept 50-286/82-25 on 021216-030119 & notice 
of violation 

Q TAROSTECKI , R Division of Project «c Resident Programs B3/01/34, 
ARONS, J C Power Authority of the State of New York 2pp 
17029 310 24X Fiche 50-206,03/01/24,8302070341 


—8302070345 Notice of violation from insp on 021216-B3OU9 

Division of Project S. Resident Programs 03/01/24 ip 
17029 312 24 X Ftche 50-286,03/01/24,8302070341 


— 0302070340 IE Insp Rept 50-286/02-25 on 821216-030115 Noncamp 1 lane* 
noted fire protection sys inoperable fc failure to maintain 
< transient log l detail* 

KENNY, T J , KISTER, H Division of Project U Resident Program* 
83/01/19 9pp 17029 313 24X Fiche 50-286,83/01/24,8302070341 


0302030424 Responds ta 821202 request for Info re emergency operations 
facility U alternate emergency operations facility (AEOF), 

Interim AEOF located approx 16 miles fro^ti facility 
BAYNE, J P Power Authority of the Etate of New York. 03/01/26. 

\/ARGA,3 A Operating Reactors Branch l. 2pp 17005 144 24X 

Fiche, 50-266, 83/01/26*8302030424 


8302080431 Board Notification 03-7 forwards testimony re emergency 
planning 4t accident consequences W/o en«l 

ei8EWHUr,D O Division of Licensing. 83/01/26 PALLADINO, N J. , 
OIL INSKY, V , AHEARNEr J F Commissioners Spp 17074.310 24X 
Fiche 50-247,83/01/26,8302050431 
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0301210340 Generic L tr B3-04 to all licensees of operating reae tors, 
applicants for CL L holder* of CPs re regional workshop 
concerning SuppJ i , NJREG-G737, “Requirement* for Emergency 
Response Capability " Svc list end 

EIBENKQT, D 0 Division of Licensing 03/02/01 Consolidate!} 
Edison Co of New Y ork, Inc Mpp 17221 226 24X 

F i che 50-000, 83/02/01 , 6301210340 


B302I60065 Apprises MRC of current status of pre-ei ercise activities 
associated u/83030? exercise 

THOMAS, L M Federal Emergency Management Agency 03/02/07 
DIRCKS.W J Office of the Executive Director for Operations 3pp 
17160 333 24X Fiche 30-247.63/02/07,0302160065 


0302230541 Forwards IE Safeguards Insp Rept 50-286/02-24 an 
921213-17 6 notice of violation Notice of violation withheld 
< r of 10CFR73 21) 

MARTIN, T T Division of Engineering fc Technical Programs 83/02/C0 
BRDNSi J C Power Authority of the State of New York 2pp 
17256 257 24X Fiche 50-286,63/02/00,0302230541 


— 0309230549 IE Safeguards Insp Rept 50-286/&2-24 on 821213-17 
Noncompliance n-oted failure to maintain documentation of 
personnel background screening Safeguards info deleted 
(ref 10CFR73 211 

MCKE0KN, L M , BA I LEV. R J , CODY. A T Region J, Office of Director 
03/02/00 4pp 17256 259 24X Fiche 50-206, B3/02/0 8, 030223054 1 


0302230445 Responds to NRC 030113 Itr re Interim fire protection 
measures for facility Installation of equipment to provide 
permanent alternate power supply to listed pumps will be 
completed by end of current refueling outage 

BAYNE, J P Power Authority of the State of New York B3/02/16 
VARGA, S A Operating Reactors Branch 1 Up? 17246 073 24X 
Fiche 5 0-206. 93/02/16, 030223044 3 


G Adjudicatory correspondence 


B3 02010604 Response to ASLB S30107 Memorandum *c Order reformulating 
contentions under Commission Questions 3 & 4 Requests 
reconsideration of Order to reinstate Contentions 3 2,4 5 k 
4 6 Certificate of Svc end 

HOLT, J Public Interest Research Group, New York 93/01/24 
Atonic Safety and Licensing Board Panel 9pj> 16970 172 24X 

Fiche 50-247.03/01/24,8302010604 


0302010517 Requests proposals for fair Id efficient method for 
presenting in tervenor, NRC Ac licensee testimony on Commission 
Questions 3*4 within 3-wk period Proposals must be 
received by 030207 Svc list end 

GLEASON, J Atomic Safety and Licensing Board Pane 1 03/01/20 

HOLT, J Public Interest Research Group, Neu York BLUM.J M Union 
of Concerned Scientist* MAIKISH, C J Port Authority of New York fe 
Haw Jersey 4p p 16977294 24X Fiche 50-247, 03/01/20, 6302010517 


0302020345 Advises that Amend l to Prob a b i l i s t 1 C Safety Study sent to 
NRC Two copies will be transmitted to ASLB Copy to be sent 
directly t« Judge Hill Related correspondence 

BRANDENBURG, 0 , COLARULLl, P F Power Authority of the State of New 
Yoi k. COLARULLl, P F Morgan Associates 03/01/28 GLEA'SOM, J P , 
SNONiF a/ , PARIS, O H Atomic Safety and Licensing Board Panel lp 
16993 347 24/ Fiche 50-247,63/01/20,9302020345 


0302020254 Proposed schedule for Question 1 testimony Testimony 3hould 
be organized by substantive issues & ASLB questions Careful 
monitoring of length of c ro*»-* xamfcna ti on for each panel 
needed to ensure meeting schedule Certificate of Svc end 
BRANDENBURG- B Consolidated Edison Co of New York, Inc 
COLARULLl , P F Power Authority of the State of Neu York 
COLARULLl ,P F Morgan Associates 03/01/31 9pp 16994 273 24* 

Fiche: 50-247, 03/01/3 1 r 0302020254 


6302030164 Motion for expedited order compelling production of 
document* relied on fry C Ferrow in testimony for Friends of 
the Earth/NY City Audubon Sac on Commission Question 1 
BRANDENBURG, 0 Consolidated Edison Co of New York, Inc 
COLARULLl, P F Power Authority of the State of New York 
COLARULLl, P F Morgan Associate* 03/02/01. Atomic Safety and 
Licensing Board Panel 2pf 17002 010 24X Fiche 50-247, 93/02/OJ , 

0302030164 


— 0302030175 Memorandum, supporting licensee motion for expedited order 
compelling production of documents relied on by C Perrow in 
testimony Licensees entitled to any notes & draft manuscript 
chapters Certificate of 3vc end 

BRANOENBURO , 3 Consolidated Edison Co of New York, Inc. 

COLARULLl, P F Power Authority of the State of New York 
COLARUlLIjP F Morgan Associates 83/02/01 Atomic 8afaty and 
Licensing Board Panel I9pp 17002 012 24X 

Fiche' 50-247, 03/02/01, 0302030164 


3302070496 Order rescinding ASLB 830121 order appointing EE Hill as 
special assistant to ASLB per 10CFR2 722(a)(1) 

GLFASC'N, J P Atomic Safety and Licensing Board Panel 93/02/02 
ip 17036 316 24< Fiche 50-247,83/ 02/02 , 0302070496 


--3302070508 Nat ice of withdrawal of appearance in proceeding due to 
possible conflicts of lnteiest 

HILL, E E Atomic Safety and Licensing Board Panel 03/02/02 Ip 
17036 317 24* Fiche 50-247,83/02/02,0302070496 


0302070527 Order declining review af Director's Decision DD-B2-12 which 
denied DCS 020004 petition fur immediate shutdown due to 
amstgency preparedness deficiencies C ommi s s s i oner Decision 
CLI-82-38 represents Conmission views on issue 

CHILK, S J Oft ice or the Secretary of the Commission 03/02/02 
Office of Nuclear Reactor Regulation, Director 2pp 17035 254 
24/ Fiche 50-247,83/02/02,8302070527 


0302070359 Forwards Amend 1 to probabilistic safety study Weatharwa* 
correlating copy of Amend 1 forwarded separately Requests 
info Te photocopy fng study in violation of end agreement 
Ufa amend Related correspondence 

BRANDENBURG, & Consolidated Edison Co of New York, Inc 

CQLARUlLI,P F P puer Authority of the State of New York 

COLARUuLI , P F Morgan Associates 83/02/02 BLUM, J M Neu York 
Univ 3pp 17035212 24X Fiche 50-247,03/02/02,0302070559 


0302080003 Proposal for receiving evidence on Commission Question* 3 t, 
4, in response to ASLB 830128 nallgram Licensee witnesses 
should be scheduled early fntervenora should be required to 
designate rep resenfcative witnesses Certificate of Svc end 
HASSELL , 0 F Hoaring Branch 1 03/02/04 6pp 17050 312 24X 

Tiche 90-247, 03/02/04,0302080003 


B302G30225 Responds to 830120 request for hearing schedule Total time 
for crosi-examinati on of State of NY witnesses should be 
1 ir.itad *-a 6 5 h 

FEtNBERG, J D New York, State of, Energy Office 03/02/04 
GLEASON, J P , PARIS, 0 T , SHON, F J Atomic Safety and Licensing 
Board Panel 2pp 17057 260 24 < Fiche 50-247,93/02/04,8302080225 


0302090234 Memorandum 6 order formulating final contentions on 
Commission Question* 364 

GLEASON, J P , RARIS, O H , SHON, F J Atomic Safety and Licensing 
Board Panel 83/02/07 27pp 17070 176 24X Fiche 50-247, 

83/ 02/07, 8302090234 


0302090244 Menu rand urn V order granting NY City Council 030114 request 
that council witnesses be scheduled during uk of 030301 in 
NY City 

GLEASON, J P Atomic Safety and Licensing Board Panel 83/02/07 

New York, NY 2pp 1707 0 249 24X Fiche 90-247,83/02/07,930 2090244 


93020?0<I49 Responds to request for documents SC Shelly inspected & 
copied at MRC ofcs on B21214 Cost of copying documents 
g iven 

MOORE, J E Hearing Dranch l 83/02/07 COLARULLl, P F Morgan 
Associates ip 17066 286 24/ n che 50-247, B3/02/07, 9302090449 


9302090454 Advises of charges for copying documents re SC BhoJIy 
request for documents 

MOORE, J E Hearing Branch 1 83/02/07 WEISS, E R Harmon It Weiss 

Ip 17066 242 24 < Fiche 50-247,93/02/07,8302090454 


0302160271 Motion for order striking parts of JF Meyer L W Trevor 
testimony re use of glow p lugs, passive heat removal S core 
retention sys Raising such features after completion of 
Question 2 record prejudices utils Certificate of Svc end 
BRANDENBURG, B Con sa 1 i da ted Edison Co of New York, Inc MOHGAN, C 
Pou-er Authority of the State of New York MORGAN, C Morgan 

Associates 83/02/07 Atomic Safety and Licensing Board Panel 
9pp 17167 295 24 < Fiche 50-247,83/02/07,0302160271 


B3Q2160324 Motion for order establishing schedule for witnesses under 
Comiission Questions 3 l> 4, limiting scope of testimony to be 
presented by NY City Council re ingestion emergency planning 
rone ll/Cer t if i cate of Svc 

MORGAN, C Power Authority of the State of New York MORGAN, C 
Moigan Associate* 03/02/07 Atomic Safety and Licensing Board 
Panel I2pp 17166 228 24X Fiche 50-247, B3/02/07, 03OJ21 60324 


8302160366 Proposal far fair L efficient method for receiving evidence 
on Commission Questions 3 M, in response to ASLB 830129 
mai J gram 

POSNER, P Parent* Concerned About Indian Point HQLT,J Public 
Interest Research Group, Now York 83/02/07 lOpp 17J66 186 24X 

Fiche 50-247,93/02/07,8302160366 


0302160367 Proposal for scheduling remaining testimony on Commission 
Questions 3 U 4, par ASLB 830120 mailgram Certificate of Svc 
enc ) 

BRANDENBURG, B Consolidated Edison Co of New York, Inc 03/02/07 
1 6pp 1716s 129 24< Fiche 50-247,83/02/07,0302160367 
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fij-021^0399 Motion tq nqrfify schedule of ASLfl hearings on Commission 
{Juestio-n 1 Proposed nods would change order of consequence 
analysts testimony fc intervenor testimony on PRA theory fc 
nethsdology Certificate of Svc end 

BRANDENBURG, B Consolidated Edison Co of New York. Inc 
COLAR^ULI.P F Power Authority of the State of New York 
C0LARU—L I. P F Morgan Associates 83/02/07 GLEASON. J P , 

BhGifc F J ■> PARIS. □ H Atomic Safety and Licensing Board Panel 0pp 
37161 263 24 X Ft che 50-247.03/02/07.8302160399 


H,.G2160336 Response in opposition to licensee 030201 motion to compel 
production or unpublished fc unrevised manuscripts of witness 
C Perrou Documents of proprietary nature Publication against 
public interest 

HARTZMAN, R M Friends of the Earth HARTZMAN, R M Audubon Society 
83/02/08 Atomic Safety and Licensing Board Panel ip 

17170 224 24X Fiche 50-247.83/02/08.0302160306 


— 8302160311 Memorandum in opposition to licensee 030201 motion to compel 
production of documents of witness C Perrow Matls consist of 
unrevised rough drafts of work in progress fc are not yet 
ready for disclosure Info of proprietary nature 
HARTZMAM.R M Friends of the Earth 83/02/08 Atomic Safety 
and Licensing Board Panel 4pp 17170 225 24X 

Fiche SO-24 7. 03/02/08.8302160306 


— 030216031 B Arfiriration in opposition to licensee 830201 motion for 
expedited order compelling production of witness C Perrow 
documents No portion of witness testimony draws upon draft 
manuscript info 

HARTZKAN, R H Friends of the Earth 83/02/00 2pp 17170 229 
24 < Fiche 50—247. 03/02/ OB# 8302160306 


3302160334 Response in opposition to UC8/NY P IRQ 030124 motion for 
certification of two questions re proposed contentions 
Questions proposed for certif icati on do not present major 
questions of policy Certificate of Svc end 

BflANDENHUHO. B Consolidated Edison Co of New York. Inc MORGAN, C 
pQier Authority of the State of New York MORGAN. C Morgan 
Associates 03/02/08 Atomic Safety and Licensing Board Panel 

I4pp 17164 180 24/ Fiche 50-247.83/02/08,8302160304 


0302160276 Motion to strike DN Pisello.RG Piccioni.HJ Geiger fc VW Bidol 
profiled testimony under Commission Question 1 & renewed 
/notion to strike B Palonik fc J Beyea testimony under 
CoptiI s* i on Questions 3 fc 4 Certificate of Svc enc 1 
0 R ANBENDURO, a Consolidated Edison Co of New York. Inc 
C OLARLi-L I r F F Power Authority of the State of New York 
CGLAKU'-H i P F Morgan Associates 83/02/09 Atomic Safety and 

licensing Board Panel 1 Ipp 17169 164 24X Fiche 50-247, B3/03/09, 

0 302160278 


S3 0 Si 603 7 2 Opposition to UCS/NY P IRQ 830207 motion to strike 
testimony or 3 Cohen Allegation that Cohen testimony is 
subjectise unfounded Certificate of Svc enc l Related 
< orrespondenc e 

BFANDENBURG. 8 Consolidated Edison Co of New York, Inc 
COLAROLLI , P F Power Authority of the Btate of New York 

COLAROLLI.P F Morgan Associates 83/02/09 GLEASON* J P . 

SMCN.F J , PARIS, 0 H Atomic Safety and Licensing Board Panel 4pp 
17161 149 24X Fiche 50-247,03/02/09,8302160372 


&3O216033S Opposition to UCS/NY P IRQ motion to strike RL DuPont 
testirony on Commission Question i Testimony addresses 
issues raised in testimony of other w i tnes s es, no fc 
P *ych o 1 09 ica 1 stress issues Certificate of Svc end 
CCLARULLf . P F Power Authority of the State of New York 
COLARUlLT, P F Morgan Associates 83/02/09 Atomic Safety and 
Licensing Board Panel 8pp 17164 193 24X Fiche 50-247,83/02/09, 

0 302160385 


0302(70079 Forward* F6MA 830207 1 tr to NRC advising of current status 
or pre-e x ere i se activities for 830209 scheduled emergency 
planning erercise 

HASSELL, D F Hearing Branch 1 03/02/16 OLEABON, J P . SH0N< F. J , 

PARIS, O H Atomic Safety and Licensing Board Panel Ip 17103 015 
24 X Fiche 50 -247, 83/02/1 6, 0302 1 700 79 


0302220393 Mailgrarv order appointing OA Laurenson as alternate ASLQ 
mevtier to- make recommendations to ASLB re fair fc efficient 
r»«fthod for receiving evidence on Commission Questions 3 fc 4 
0LSA5DN. J P r PARIS, 0 H , SHON. F J Atomic Safety and Licensing 
Board - Panel Q3/02/17 Docketing fc Services Branch 2pp 

17232 029 24 X Fiche 50-247, 83/02/17, 8302220393 


0303220343 Kail gram order scheduling 830228 conference in New York, NY 
re procedures for fair fc efficient method for receiving 
a-vidence on Commission Questions 3 fc 4 

LAURENSON, J A Atomic Safety and Licensing Board Panel 83/02/10 
Docketing fc Services Branch 2pp 17232 141 24X 

Ficbe 30- 247, 83/02/10*8302220345 


9302730352 Provides list of intended witnesses for S3Q3Q1 hearing 
KAPLAN, C National Emergency Civil Li b ert i e s Coromi t t *e 83/02/10 
GLEASON. J P . 6H0N. F J . PARIS, 0 H Atomic Safety and Licensing 
Board Panel 2pp 17237 080 24X Fiche 50-247.83/02/18,8302230952 


— 8302230561 Application for issuance of subpoena directing RF Littlejohn 
to appear before ASL& during wk of 830228 to testify re 
NY City planning fc preparedness for radiological emergency 
KAPLAN. C National Emergency Civil Liberties Committee 03/02/17 
Atomic Safety and Licensing Board Panel 2pp 17257 002 24X 

Fiche 50-24 7,03/02/18.9302230552 


— 8302230564 Application for issuance of subpoena directing fl Ward to 
testify before ASLB at proceeding. 

KAPLAN, C National Emergency Civil Liberties Committee 83/02/17 
Atomic Safety and Licensing Board Panel Ip 17257 084 24X 

Fiche 50- 24 7,03 / 02/10,8302230552 


— 8302230S72 Response in opposition to licensee 830207 motions objecting 
to NY City Council member testimony re Commission Questions 
3 fc 4 Licensees fall to make specific objections to specific 
proffered witnesses Certificate of Svc end 

KAPLAN, C National Emergency Civil Liberties Committee 83/02/18 
Atomic Safety and Licensing Bo^rd Panel iOpp I7257'0Q9 24X 

Fiche 30-247, 03/02/10, 8302230552 


8302280275 Forwards list of documents relied upon by JF Meyer fc 
NT Pratt in preparing direct testimony on mitigation 
strategy for Commission Question 1 

HASSELL, D F Hearing Branch 1 03/02/10 BLUM, J M Neiu York Univ 

COLARULUI.P F Morgan Associates BRANOEhlHERG, 0 Consolt d aterf 
Edison Co of Meu York, Inc 3pp 17313.023 24X 

Fiche 50-247, 03/02/18,0302200275 


0302200163 Objection to NRC 830204 proposal for receiving evidence on 
Commission Question* 3 fc 4 Opposes proposal to limit time of 
NRC witness Urbanik Certificate of Svc end. 

FLECSHtR, Z S West Branch Conservation Association 83/02/19 3pp 
(7303 319 24X Fiche 50-247,03/02/19,8302280163 


8302200277 Motion to reinstate portion of Contention 3 2 re util 
worksr* F Fischer will testify on issue Prof qualifications 
one 1 

FLEISH8R. Z S Nest Branch Conservation Association 83/02/19 
Atonic Safety and Licensing Board Panel 3pp 17313 001 24X 

Fiche 50-247, 83/02/19, 8302200277 


3302240309 Supp 1 to NY City Council 030218 opposition to licensee 
motions re Council nenber witnesses under Commission 
Questions 3 fc 4 Evidence re existing capability to implement 
relocation strategy should be heard tJ/Certi f i cate of Svc 
KAPLAN, C, New York. NY 83/02/22 Atomic Safety and Licensing 
Board Panel 3pp 17271 329 24X Fiche 50-247,83/02/22,0302240309 


8302240314 Motion to- permit entry upon land controlled by licensees fc 
to allow observance of 930309 emergency planning exercise 
from both Units 2 fc 3 control rooms fc Prom near-site 
emergency operations facility 

HOLT, J Public Interest Research Group, New York 03/02/22 
Consolidated Edison Co of New York, Inc 3pp 17271 360 24X 

Fiche 50-247. 83/02/22. 8302240314 


0302230372 Motion for preservation fc production of certain documents 
re 830309 emergency exercise Record essential to give 
accurate picture of any exercise evaluation results 
KQLT, J Public Interest Research Group, New York 03/02/22 
Atomic Safety and Licensing Board Panel 3pp 17297 040 24X 

Fiche 50-247,63/02/22.8302250372 


— 8302250379 Urges reconsideration of decision not to hold any limited 
appearance hearings in NY City during wk of 030301-01 People 
should be heard 

HOLT, J Public Interest Research Group, New York 83/02/21. 
GLEASON, \f P , PAR 13,0 H , 6HQN, F J, Atonic Safety and Licensing 
Board Panel lp, 1729 7 051 24X Fiche 50-247,83/02/22, 

0302250372 


— 6302250383 Motion to- permit entry on license® controlled land to 
observe 830309 emergency planning exercise from control 
roams fc near-site emergency operations facility 
HOLT, J Public Interest Research Group, New York B3/02/22 
Power Authority of the State of New York 3pp 17297 032. 24X 

Fiche. 50-24 7, 83/02/22, 8302250372 


0302280270 Forwards exhibits sponsored by NY State witnesses on 
emergency planning 

FEINDERG, J D New York, State of, Energy Office, 83/02/22 
QLE4S0M, J p , SH0M,F J r PARIS. 0 H Atomic Safety and Licensing 
Board Panel 18pp 17311 296 24X Fiche 30-247,63/02/22, 

8302230270 
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3 mp^nS 7 , 0 r. <l ' , '»t“ r,,> ? ,il !: , .’ v ' I »* t to ”flect chan<i< of lau cl.rk, 

OLGASO.V, J ^ 8af ety and Llceminj Board Panel B3/02/23 

lp 17306 057 24 X Fiche 50-2 47.33/02/211.6302260157 

General correspondaiUB 

3O2P4Q066 FOI A request for akk prior h partial prior drafts !< memo 
of* probabilistic safety study 

BLUM* J M Union of Concerned Scientists 02/12/20 FELTON, J 
Division of* Rules and Records lp 17233 001 24X 

riche 30-286. 02/ 1 2/28, 83Q224Q066 


insurance 6 indemnity information 


8302170019 Forwards documentation supporting justification fur 
continued operation of operating reactors in response to 
questions raised at 030106 meeting re environ qua 1 1 f 1 ca 1 1 on 
of electrical equipment 

EISENHVT, D G Division o+ Licensing 03/01/10 DENTON, H R Office 
or Nuclear Reactor Regulation, Director 7pp 17196 091 24X 

Fiche 50-000r 83/01 /IB. 0302170019 


— B302t70C96 Package of six co/r-ients indicating adequate or inadequate 
justification for continued operation re environ 
qualification of electrical equipment 

HAMMJN* J M , THOttAi J NRC - No Detailed Affiliation Given 
62/01/27 VARGA, S NRC - No Detailed Affiliation Given lOpp 
17196 225 24X Fiche 50-000, 83/01 / 1 B, B3021 7001 9 


Awards NELIA Certificate N-7 U MAELU Certificate M-7 
DEFQ,F, H Pa user Authority of the State of Neu York 83/02/09 
8ALTZNAN, J Antitrust & Economic analysis Branch (Utility Finance! 

19pp 17136 001 24 X Fiche 1 50-206, 83/02/09, S3 02150586 


Operating license stage documents it correspondence 


— 8302170129 Forwards tabulation of Group 2 & 3 plants showing dates by 
which technical evaluation repts are expected to be 
completed Requests justification for continued operation of 
each group by 821009 h 1 5, re s p ec t i ve 1 y 

EtSENHUr.D 0 Division of Licensing 82/07/24 MIRAGL1A, F 
Assistant Director tor Safety Assessment 4pp 17176 265 24X 

Fiche 50-000, 03/OI/IQ, 8302170019 


102240073 Partial response to TOIA request for all prior fc partial 
prior draft* & (nemos of pr oba b 1 1 i s 1 1 c safety study Forwards 
documents listed in app Search for addl records in progress 
FELTON, J M Division af Rules and Records 83/01/13 BLUM, J M 
Union of Concerned Scientists 2pp 17283 002 24X 

riche 1 50-000, 53/01 /13, G302240073 


‘83021 70255 Concludes that licensee jus t i f i C a t i on for continued 
operation until completion of environ qualification program 
acceptable based on review 

THOflA, J Operating Reactors Branch 1 82/ 10/28 EISENHUT, D Q 

Division of Licensing 4pp 17197 044 24X Fiche 50-000, 

83/01/IB, 8302170019 


-83022400S2 ■"Accumulator Sy*,“ revised draft chapter for PRA 

* Pickard, Lowe & Garrick, Inc 01/01/06 14pp 172B5 004 24X 

Fiche 30-030,03/01/13,0302240073 


■830^240089 “Reactor Protection Sys, " revised draft chapter for PRA 
* Pickard, Lows it Garrick, Inc 01/01/06 27pp 17283 018 24X 

Fiche 30-000,03/01/13.5302240073 


B3QP24<H00 Rev 1 to "Reactor Protection Q-y s , " draft chapter to PRA 
* Pickard. Lowe it Oarrickr Inc 01/04/10 29pp 17205 046 24X 

rich® 30 000, 83/01/13, B302240073 


■11302240105 Rev 1 to "Bvc Mater 8yi, " draft chapter to PRA 


* Pickard, Lowe 6 Garrick. Inc 
TiChe 30-000,03/01/13, 0302240073 

01/04/10 

66pp 

17205 

075 

24X 

■8302240109 Rev 1 to "Auxiliary Feed water Sys, 

" draft 

chap ter 

to 

PRA 

* Pickard. Loud- 6 Carrlck, Inc 
Fiche 30 000, 03/01 / 13. 0302240073 

Bl/04/17 

66p p 

17235 

141 

24/ 


&302P40188 Addl response to FOlA request for all prior draft it partial 
drafts of probabilistic safety study i> all memos pertaining 
to drafts Documents available in PDR w/excepfcion of Israel 
to Hicknan 801109 Iti 

FELTON, J M Division of Rules and Records 83/01/20 BLUM, J M 
Union of Concerned Scientists lp 17208 302 24X 

Fiche 50-206,03/01/20,0302240100 


8302030323 Discusses proprietary info status of Franklin Research Ctr 
Technical Evaluation Rept, "Environ Qua 1 i f 1 cation of 
Safety-Related Electrical Equipment " Specific rationale & 
justification for proprietary status forthcoming 
BAYNE, J P Power Authority of the State of New York 83/01/2R 

VARGA, S A Operating Reactors Branch 1 2pp 17001 276 24X 

Fiche 50-286, 83/01/28, 3302030323 


0302170306 Not i f £ ca t ion of contract execution "Indian Point Testimony 
of External Events," awarded to Future Resources Assoc, Inc * 

HOPPER, A M Admini strati ve Contracts Branch FIN H-0641 03/02/02 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
SULLIVAN, E NRC - No Detailed Affiliation Given lp 17207 326 
24X Fiche 50-247.93/02/02,8302170306 


■0302240113 Rev 1 to "Containment Epray Sys» " draft chapter to PRA 
* Pickard, Lowe L Garrick. Inc 81/04/17 43pp 17233 20? 24K 

Fiche 30^000, 93/01/13,8302240073 


■0302240131 Rev 1 to '"Component Cooling Sys, " draft chapter to PRA 
* Pickard, Lome «r Garrick, Inc, 81/04/17 4Bpp 17203 292 24* 

Fiche 30-000,93/01/13,0302240073 


■0302240130 flev 1 to “Safeguards Actuation By* (Safety Injection & 
Containment Spray Acfcua fci on i , " draft chapter to PRA 
+ Pickard, Loue U Garrick, Inc 81/04/17 65pp 17203 300 24X 

Fiche 50 - 000 , 03/01/13,8302240073 


■8302240144 Rev 1 to “Containment Fan Cooling ICF) Bys." draft chapter 
to PRA 

* Pickard, Lowe U Garrick, Inc. 01/04/17 26pp 17296 004 24X 

Fiche 50-000,03/01/13,8302240073 


■0302240130 Rev I to 'Recirculation By*," draft chapter to PRA 
# Pickard, Lowe it Garrick. Inc 81/04/17, 117pp 17206 033 

24X Fiche* 30-000,83/01/13.0302240073 


— B302I70310 Contract "Indian Point Testimony of External Events," 
awarded to Future Rbidutcos Assoc, Inc 

SUDN I TZ, R J Future Resources Associates, Inc REBELLQ, J E 
Division of Contracts FIN B-8641 03/02/02 5pp 17207 327 

24 < Fiche 50-24 7 , 83/02/02, B3021 70306 


83O2OBO210 Forwards responses to 821223 request for addl info re 
masonry wall design Tornado loads not considered in wall 
analysis Composite action not assumed in analysis to qualify 
multi ugthe block walls 

BA/NE.J P Power Authority of the State of New York 03/02/04 
VARQAr S A Operating Reactors Branch 1 5pp 17057 269 24X 
riche 50-206,83/02/04,6302000210 


8302 1 50349 Provides update of containment bldg seismic capacity, 
including seismic reanalysis of Unit 2 containment bldg 
fragilities RuanaJysis results Indicate possibility of 
containment failure duo to seismic event eliminated 
BAi'NE, J P Power Authority of the State of New York O'TOOLE, J I) 
Consolidated Edison Co of New York, Inc 0 3/02/04 VARGA, S A 
Operating Reactors Branch 1 9pp 17157 246 24X 

Fiche 50-247, 8 3/02/04, 6302150349 


8302240194 Rev 1 to "Low Pressure Injection Sys, " draft chapter to PRA 
# PjU karri, Lowe it Garrick, Inc, 811/04/17 37pp 17206 150 24X 

Fiche 50-000, 03/01/13, 0302240073 


1302240167 Rev 1 to " Accumu lator Sys, " draft chapter to PRA 

a Pickard, Low* it Garrick, Inc 01/04/17 14pp 17206 187 24X 

FlCh* S 0- 00 0, 03/0 1/13* 8302240073 


302240173 flev 1 to "Electric Power 9y«, " draft chapter to PRA 
s Pickard. Lowe & Garrick. Inc 81/04/17 226 pp 17206 201, 

2*|X Fiche: 50-000, 03/01/13, 9303240073, 


0302190421 Forwards "Sy* Interaction Study of Auxiliary Feedwater Eys, 
Indian Point 3, ,f in response to NRC 821202 ltr Schedule for 
seismic qualification of auxiliary feedwater sys end 
DAYNE, J P Power Authority of the 8tate of New York 83/02/07 

VARC A, S A Operating Reactors Branch 1 7pp 17140 059 24X 

Fiche 50-286, 83 /02/ 07, 93 02 1 3042 1 


— 3302150424 'Sys Interaction Study of Auxiliary Feedwater Sys, Indian 
Point 3 " 

* Pickard, Lowe h Garrick, Inc 83/01/31 32pp 17140 066 24X 

Fiche 50-236,83/02/07,9302150421 


0302150740 Request* more definitive cause it evaluation of Tech Spec 
amend request for surveillance of girth welds Response 
requested within 30 days 

VARGA, S A Operating Reactors Branch 1 03/02/07 SINCLAIR.L W 

Power Authority of the State of New York 2pp 17160,092 24X 

Fiche 50-206,83/02/07,8302190740 
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€302170436 Noti+ies that re-evaluations of small-break LOCA i< non-LQCA 
transient? h accidents required in order to complete review 
o-l 830113 request for license amend Sub-nltta! requested 
within 2 uis 

VARGA. S A Operating Reactors Branch 1 03/02/07 SINCLAIR L N 

Pe„ar Authority of the State of New York 2pp 17209 142 24X 

F iclte 30-286, 03/02/07- 83021 70436 


3302000299 Generic Lfcr 83-09 to all operating reactor licensees, 
applicants for QL U holders of CP for C-E PWRs re review of 
C-“E Otfnars Gi oup emergency procedures guideline program Svc 
list end 

EJSENHUT, D G Division of Licensing 83/02/08 Consolidated 
Edison Co or New York- Inc 1 ipp 17290 247 24X 

F l c h 9 3 0-000, 03/02/00 , 0302080295 


0302070341 Forwards IE Insp Rept 50-206/02-25 on 021216-830115 if notice 
of violation 

STARQ5TECKI, R Division of Project U Resident Programs 83/01/24 
BRONSp J C Power Authority of the State of New York 2pp 
17027 310 24X Fiche 50-286, 03/01/24, 0302070341 


—8302070345 Notice of siolation from insp on 821216-0301 19 
* Division of Project & Resident Programs 03/01/24 ip 
17029 312 24X Fiche 50-206. 83/01 /24, B30207034 1 


— B302070346 IE Insp Rept 30-206/62-25 on 021216-030115 Noncompliance 
noted fire protection sys inoperable i< failure to maintain 
transient log t details 

KENNY, T J , KISTER, H Division of Project & Resident Programs 
03/01/19 ?pp 17029 313 24X Fiche 30-286,63/01/34,8302070341 


S3020B0304 Generic Ltr 83-11 to a 1 1 operating reactor licensees re 
licensee qual i f xcat Ion for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end 
E1SE«HUT,I> G Division of Licensing 83/02/0 8 Consolidated 

Edison Co of New York, Inc 9pp 17234 234 24X 

Fiche 50-000.03/02/08,8302000304 


6302090005 Generic Ltr 83-10D to all licensees w/We s tlnghouse designed 
MS 59 (except Yankee Atomic Electric Co) re resolution of 
Tiff Action Item II K 3 9. "Automatic Trip of Reactor Coolant 
Pu^ps 11 Svc list end 

CISENUJT., D 0 Division of Licensing 83/02/08 Southern 
California Edison Co 31 pp 17290 262 24X Fiche 30-000,63/02/08, 

6302090085 


6302240204 Forwards request for addl Info re demonstration of 
operability of containment purge & vent valves against 
accident containment pressures Response expected by 830501 
VARGA, 8 A Operating Reactors Branch 1 83/02/08 SINCLAIR, L W 

Pogue r Authority of the State of New York 4pp 17280 243 24X 

Fiche 30-286, 83/02/08, 8302240204 


B3021B0108 Forwards addl info re degraded grid protection for Class IE 
pabier sys, per NRC 820929 ltr 

BAYNE r J p- Power Authority of the State of New York 83/02/10 
VARGA. S A Operating Reactors Branch 1 7pp 17216 193 24X 
FiChe 50-206,03/02/10,8302180100 


£3302240183 Requests info obtained in 020922 telcon re masonry wall 
design be formally provided 

V A RIG A, 8 A Operating Reactors Branch 1 83/02/tt SINCLAIR, L W 

Power Authority of the State of New York 3pp, 17288,255 24X 

Fiche 50-206,83/02/11,8302240183 


S3 02230202 Suppls previously submitted info re NUREQ-0737, Item* 

I A I 3 1,1 A 13 2, II B 2, II D 12, II F 1 MI F M k 
III D 3 4 

BAYNE, J P Power Authority of the State of New York 03/02/15 
E JSEMHlJT , D Q Division of Licensing 6pp, 17242 326 24X 

Fiche 50-206, 83/02/13, 8302230282 


6302230402 Comments on draft value impact analysis re proposed steam 
generator generic requirements Cost of condenser retubing# 
condensate polisher installation 4: copper bearing component 
replacement in feedtrain must be considered 

BAYNE, J P Power Authority of the State of New York 83/02/13 
E ISEM'-fUT. D O Division of Licensing 2pp 17257 071 24X 

Fiche 30-000, 03/02/13, 0302230482 


q, Inspection reports, IE Bulletins & correspondence 


0212060353 IE Info Notice 83-01, "Ray Millar, Inc '* Svc list one I 
JORDAN, E L Division of Emergency Preparedness l« Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of New 

York, Inc I18pp 17023 160 24X Fiche 50-000,83/01/36,0212060350 


8212060360 IE Tnfo Notice 03-02, "Limitorque HOBC, H1BC, H2&C & H3BC 
Qaarheatfs " Svc list ent I 

JOR DAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103? 03/Q1/2B Conso 1 i dated Etflion Co of New 

York, Inc 109pp 17144 001 24X Fiche 50-000,83/01/28.9212060360 


0212060361 IE Info Notice 83-03, "Caiibr of Liquid Level Instruments « 
Svc list end 

JORDAN, E L Division of Emergency Preparedness u Engineering 
Response (Post 830103) 83/01/28 Consolidated Edison Co of New 

York, Inc itOpp 17074 095. 24X Fiche 50-000,83/01/20.0212060361 


8302040243 Requests escorted visitor access 
site on 830210 Escort will be T Kenny , NRC 
inspector 

VARGA, S A Operating Reactors Branch 1 
Power Authority of the State of New York 
Fiche 30-286,83/01/31,8302040243 


for RJ Dudnitz to visit 
resident 

93/01/31 SINCLAIR, L W 
2p p 17042 331 24X 


8302230541 Forwards IE Safeguards Insp Rept 50-206/82-24 on 
821213-17 & notice of violation Notice of violation withheld 
(ref 10CFR73 21 > 

MARTIN, T T Division of Engineering & Technical Programs 83/02/00 
8R0NS, J C Power Authority of the State of New Yorfi 2pp + 

17256 257 24/ Fiche 50-206,03/02/08,0302 2 30541 


—0302230549 IE Safeguards Insp Rept 50-286/82-24 on 821213-17 
Noncompliance noted failure to maintain documentation of 
personnel background screening Safeguards info deleted 
(ref 10CFR73 21) 

NCKEOWN, L N , DAILEY, R J , OQDY, A T, Region 1, Office of Director 
03/02/08 4p p 17256 259 2 4X Fiche 50-206,03/02/08,0302230541 


0212060363 IE Info Notice 03-04, '’Failure of Elma Power Supply Units « 
Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response CPost 930103) 93/02/10 Consolidated Edison Co of New 

York, Inc llOpp 17347 191 24X F i che; 50-000, B3/O2/10, 0212060363 


82120603*5 IE Info Notice 83-05, '‘Obtaining Approval for Disposing of 
Very Low Level Radwaste - tOCFRSO 302 n Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response fPost 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc I 1 1 p p 17347 050 24X Fi che. 50-000, 03/02/24, 0312060365 


B 302030594 Forwards IE Insp Rept 50-206/92-26 on 821220-22 No 
noncosnp | lane « noted 

MARTIN, T T Division of Engineering & Technical Programs. 83/01/21 
DRONS, J. C. Power Authority of the State of New York 2pp 
17007 336 24/ Flch« 50-286,83/01/21,9302030504 


821 2060366 IE Info Notice 83-06. ‘‘Noni dontCca 1 Replacement Parts '* 

8vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co. of New 

York, Inc 1 12 P p 17361 148 24X Fiche 50-000,83/02/24,8212060366 


— 0302030591 IE Insp Rapt 50-206/82-26 on 021220-22. No noncompl ianca 
noted. Major areas inspec ted: s tatus of failure analysis k 
repair procedure for cracked upper shell to transition cone 
closure weld on four steam generators. 

oev.VOLDS, 6 D , DURR, J Division of Engineering Technical 
Programs 03/01/19 6pp 17007 358 24X Fiche SO-206, 03/01/21, 

8302030504 


©30-2030084 Responds tq Item 5a df IE Bulletin 02-04, "Deficiencies in 
Primary Containment Electrical Penetration Assemblies." 

Electrical penetrations supplied by Bunker-Ramo Co have not 
been nor will be installed 

QROMSi-J C Power Authority of the State of New York 83/01/24. 
HAYNES, R C. Region 1, Office of Director. Ip 17002.225 24X 

Fiche 30-206# 03/01/34, 8302030084 


T Hearing transcripts on non-ant l trust matters 


0302020424 Unofficial transcript df Commission 830127 affirmation/ 
discussion i< vote in Wash ington , DC to BECY-82-490A Pp 1-3 
a Commissioners, 83/01/27 5pp 16979 311 24X 

Fiche’ 30-247# 03/01/37, B30Z020434 


8302010530 Forwards set of tables completing *PP to licensee testimony 
of WR Stratton, WA Rodger it TE Potter on Commission Question 
1 , 

BRANDENBURG, 8 Consolidated Edison Co of New York, Inc 
GOLARULLI# P F Power Authority of the State of New York 
COLARULLI.P F. Morgan Associates 83/01/20 OLEABDN, J P Atomic 
Safety and Licensing Board Panel Ip. 16977 125 S4X 
Fiche: 30-347, 83/01/30, 8302010530 
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-930:7010536 Set of tab las completing 
Stratton, WA Rodger U TE Potter on 
* Consolidated Edison Co or Meu 
the State of Neu York 03/01/28 
Fiche S 0-24 7, 83/01/28. 03020 10 530 


app to licensee testimony of MR 
Commission Question 1 
York, Inc * Power Authority of 
6pp 16977 126 24X 


0302150705 Tr anscT 1 pt of 630210 hearing in White Plains. NY Pp 7, 479- 
7.709 Supporting doc orientation end 

* Atomic Safety and Licensing Board Panel 83/02/10 355pp 

17152 021 24X Fiche 50' 247. 63/02/ 1 0, 8302 J 50705 


3302030165 Testimony of DU Pisello fc RG Piccioni Several passible 
scenarios Illustrating implications of long-term environ 
contamination foilouing serious reactor accident presented 
Pro qualifications end 

PISELLO, D M , PlCCIONr.R Q Ft lends of the Earth PISELLO, D M New 

York City Audubon Society S3/01/3J 29pp 17008 050 24X 

Fiche 90-247. 83/01/31 » 830203016 5 


0302170277 Forwards errata tD licensee testimony of TE Potter on ABLD 
Question 1 3 

BRANDEWBUflO. D Consolidated Edison Co of Now York. Inc 

CGLAR*/i_LI# P F Power Authority of the State of New York 

COLARVlLI.P F .Morgan Associates 83/02/10 GLEASON. J P , 

SHG4.F J , PARIS. 0 H Atomic Safety and Licensing Board Panel ip 
17170 215 24X Fiche 50-247,83/02/10.8302170277 


3-302030134 Testimony of C Perroui Nuclear poorer plant production ays 
cha rac ter isti c* force inevitable conclusion that serious 
accidents will occur which design engineers could not 
anticipate & which operators cannot avoid 

PERRON. C Friends of the Earth PER ROW. C New York City Audubon 

Society PER.RCW, C. Yale Unlv 03/01/31 I5pp 17002 104 24X 

Fiche 50-a47. 03/01/31. 830 2030184 


3302030199 Testimony of HJ OeigeT U VU Side! Formulating adequate 
medical care response to major radiological release 
Impossible since scenario tonsequences variable Prof 
qya 1 if i cat! on % end 

GEIGER, H J t SI DEL, V W Friends of the EaTth GEIGER. N J New York 
City Audubon Society 83/01/31 S4pp 17004 233 24X 

Fiche 90-247,03/01/31.8302030199 


9302030210 Testimony of I Levi that methodology in probabilistic safety 
study for raking probabi 1 istic assessment* inadequate to 
justify reposing confidence in Study assessments Prof 
qualifications end 

LEVI, I Friends of tha Earth LEVI.T New York City Audubon 
Society, 83/01/31 S3pp 17001 107 24X Fiche 50-247,03/01/3 1, 

0302030210 


3302030539 Forwards corrected pages bo 830126 direct testimony of 
JF Meyer L (I T Pratt re Question 1 concerning risk reduction 
values for filtered vented containment syt L separate 
containment vent vol 

MOORE, J E Hearing Branch 1 83/02/02 GLEASON. J P , PARIS,!] H , 
SHCN. F J Atomic Safety and Licensing Board Panel !p 17007 155 
34 X Fiche 50-247.03/02/02,9302030939 


— -0303170200 Et rata to licensee testimony of TE Potter on AfiLQ Question 

1 3 

POTTER. T E Consolidated Edison Co of New York, Inc POTTER. T F 
Power Authority of the State of New York 03/02/10 2pp 
17170 216 24 X Fiche 90-247,83/02/10,0302170277 


0302130274 Transcript of 830211 hearing in White Plains, NY Pp 7,710- 
7,090 Supporting documentation end 

* Atomic Safety and Licensing Board Rand 83/02/11 261pp 

17149 001 24X Fiche 50-247.83/02/11,0302150294 


03021 70260 Forwards errata to licensee testimony of WR Stratton, 

WA Rodger L TE Potter re Question 1 

BRANDENBURG. B Consolidated Edison Co of New York, Inc 
COLARULLI.P F Power Authority of the State of New York 

COLARULLI.P F Morgan Associates 83/02/14 GLEASON, J P , 

QHCV, F J , PARIS. O H Atomic Safety and Licensing Board Panel £p 
17107 092 24X Fiche 50-247.83/02/14,0302170260 


— B3O217O260 Errata to licensee testimony of WR Stratton. WA Rodger & TE 
Potter re Question 1 

STRATTON, W R , RODGER, W A , POTTER, T E Consolidated Edison Co of 
Mew York, Inc 93/02/14 Ip 17187 093 24X 

Fiche 50-247,83/02/14.0302170260 


0302170203 Forwards errata to util testimony of RL DuPont on Commission 
Question 1 

COLARULLI.P F P-owor Authority of the State of New York 
COLARUj.LI.P F Morgan Associates 83/02/14 GLEASON, J P , 

BROW, F V . PARIS. O H Atomic Safety and Licensing Board Panel Ip 
17183 140 2 4 X Fiche 50-247,63/02/14,8302170203 


-0302030546 Corrected testimony of JF Meyer U WT Pratt on Commission 
Question I re risk reduction values for filtered vented 
containment sys $ separate containment vent vol 
MEYER, J F , PRATT, W T URC - No Detailed Affiliation Given 
03/02/02 4pp 17007 156 24X Fi c he 50-247,83/02/02,030203053? 


302090224 Forwards errata to licensee testimony on Commission 
Question ir Content 1 on 1 1 U ASLB Question 1 1 
BRANDENBURG, B Consolidated Edison Cq of New York, Inc 
CGLARl/LLIiP F Pousr Authority of the State of New York 
COLARULL r i P.F Morgan Associates 03/02/06 GLEASON. J P , 

SHOW, F J , PARIS, 0 K Atomic Safety and Licensing Board Pane 1 lp 
17070 2 76 2 4X Fiche 50-247, 03/02/06, 0302090224 


— 0302090230 ETrafca to licensee testimony on Commission Question i. 
Contention 1 i t ASLB Question 1 I. 

* Consolidated Edison Co of New York, Inc a Power Authority af 
the State of New York 83/02/06 3pp 17070 277 24X 

Fiche 50-24 7, 83/02/06, B302090224 


B302090272 Testimony of SC Sholly re Commission Question 1 U ABLD 
Question i 1 o-n consequences of accidents at plants 
Consequence Model CRACIT & application to calculation of 
consequences of accidents discussed. W/prof qualifications 
8K0LLY.S C Union of Concerned Scientist* SHOLLY, S C Public 
Interest Research Group, New York 63/02/07 46pp 17070 048 24X 

Fiche 9 0 -247, 03/02/ 07, 0302090272 


-B302090279 Testimony of RK. Weatherman on probabilistic safety study 
Substantial controversy surround* completeness *, accuracy of 
study Questions remain re sophisticated procedures used in 
r apt. Certif 1 cate of Svc encl 

WEATHER WAX. R K Union of Concerned Scientists WEATHER WAX . R K 

Public Interest Research Group, New York 93/02/07 24pp 
17070 094 24X Fiche 50-24 7. 83/02/07. 0302090272 


00215 Transcript of 030206 hearing in White Plain*, NY Pp 6,941- 
61 Supporting docunenta tion end. 

ktomic Safety and Licensing Board Panel 03/02/00 4l9pp 
5 130 24X Fiche 50-247, 03/02/06, 03021 00215 


1077 Transcript of 830209 hearing In White Plain*. NY Pp 7 j 162- 
i Supporting documentation encl 

omic Safety and Licensing Board Panel 83/02/09 370pp. 

172 34X Fiche 30-247,03/02/09, 0302140077. 


— 0302170207 Errata to util testimony of RL DuPont on Commisssion 
Question 1 

DUPONT, ft L Power Authority of the State of New York 03/02/14 
lp 17185 149 24 < Fiche 50-247,03/02/14,0302170203 


0302180331 Supplemental testimony of P Helbraun re ability of 
preschools to transport staff £ children to designated 
areas Evacuation plan does not deal w/problem Related 
correspondenc e 

HELBRAUN, P Rockland Citizens for Safe Energy 83/02/14 2pp 
17207 180 24X Fiche 50-24 7,03/02/14,0302100301 


* — 0302100384 Supplemental testimony of A Gromack re recreational programs 
within 10-mile emergency planning lone Certificate of Svc 
encl Related c orr espon d ence 

GROMACK, A Rockland Citizens for Safe Energy 03/02/14 6pp 
17209 132 24 X Fiche 50-247,03/02/14,0302180381 


3302170197 Transcript of B30219 hearing in White Plains, NY Pp 7,099- 
0,172 Supporting docunentat ion end 

* Atomic Safety and Licensing Board Panel 03/02/15 327pp 

17180 316 24X Fiche 50-247,63/02/15,0302170157 


6302180240 Transcript of 830216 hearing in White Plains, NY Pp 8,173- 
0,461 Supporting documentation encl 

» Atomic Safety and Licensing Board Panel 03/02/16 5l2pp 
17212 102 24 X Fiche 50-247,03/02/16,0302100240 


8302220241 Transcript af 830217 hearing in White Plains, NY Pp 0,462- 
0,668 Supporting documentation encl 

* Atomic Safety and Licensing Board Panel 03/02/17 965pp 

17230 159 24X Fiche 50-247,63/02/17,9302220241 


0302230471 Forwards supplemental testimony of NY State witnesses on 
Commission Questions 3 4 «l r« emergency planning Related 
c or re l p on doner 

FEINBERG.U 0 New York, State of 03/02/18 GLEASON, J P , 

PAR IS, 0 H , SH0.Y, F -J Atomic Safety and Licensing Board Panel ip 
17246 Oai 24X Fiche 50-247,03/02/10,0302230471 


— 0302230477 Testimony of OB Davidoff LB Czech on Commission Questions 
3 M re emergency planning Related correspondence 
DAVIDDFFrD 0 , CZECH, L II New York, State of 03/02/21 14pp 
17246 032 24 X Fi c he. 50-247, 83/02/10, 0302230471 
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S302230693 Transcript or 830218 hearing in White Plains, NY Pp 0,609- 
£j . <22 Supporting doc unen ta 1 1 on end 

1 Atomic Sat e t y and Licensing Board Panel 03/02/10 30Op p 
J 7253 22! 24< Fiche 50-247, S3 /02/ 1 Q> 3302230603 


@302560377 Foru.* r ds NRC h FEMA supplemental testimony on Commission 
Questions 3 & <1 Certificate or Svc enc 1 

HA5SELL,D F Hearing Branch 1 03/02/ 18 Atomic Safety and 

Usaning Board Panel 5pp 17309 251 24X Fiche 30-347,93/02/101 

03025,33377 


— 0302230416 Testimony of JF flodcn ro inadequacy of procedures re 
Westchester portion of 10~mlle evacuation a re 4 U personnel 
use Hoads cannot handle traffic Parents will not cooperate 
u/evacuaUnn of children 

RODEN, J F* Parents Concerned About Indian Point 83/02/17 Spp 
17297 091 24 X Fiche 50-247.93/02/22,9302330372 


— 0302250419 Testimony of A Cormican re evacuation of school children 
Evacuation plan should be rejected 

CORMICAM. A Parents Concerned About Indian Point 83/02/17 6pp 
17297 096 247 Ficho 50-247 , 93/02/22, 83022303/2 


— &3O32-EO3S0 Supplemental testimony of JR Sears re Commission Question 3 
Open items do not change conclusion that emergency plans 6 
procedure* t'orn adequate basis for onsite preparedness 
SEARS, J R EP Licensing Branch 83/02/18 4pp 17309 256 24X 

Fiche 50-24 7, 03/02/10, 8302200377 


— 0302230304 Forwards FEKA supplemental testimony on Commission 
Questions 3 it 4 

GLASSES II Federal Emergency Manag emsat Agency 03/02/14 
HASSELL. D F Hearing Branch 2 lp 17309 560 24 X 

Fi c he 50-247, 03/02/10,0302280377 


— 8302230390 Supplemental testimony of P McIntire.R Kouneski & JH teller 
ra Commission Questions 3 i <1 Transmits rept on status of 
plan revs, equ 1 pnent purchases A training re significant 
deficiencies in five planning stds identified in Jul 1982 
MCJMriRE,P , fcOWIE9KI,R , KELLER, J H Federal Emergency Management 
Ajency 83/02/14 39pp 17309261 24X Fiche 30-247,83/02/18, 

STJ032S0377 


8302240320 Supplemental testimony of LA Cohen, CW Jackson, G Llebler it 
WA Marti re onsite emergency planning Discusses recent 
enhancement* to a I er t /no t i f i ca t i on it backup communication 
sy* Certificate of Svc end Related correspondence 

C*JN£N» L A , JACKSON, C W , LIEBLER, 0 Consolidated Edison Co of New 
Vo rt , Inc 83/02/22 9pp 17274 001 24X Fiche 50-247, 83/02/22, 

0 30^240320 


— 8302250425 Testimony of J Murphy Present emergency planning seriously 
deficient because plan does not prepare for exposure levels 
exceeding 100 r«m» or for intornal contamination Certificate 
of Svc end 

MURPHY, J Union of Concerned Scientists MURPHY, J Public 
Interest Research Oroup, New York 03/02/21 93pp 17297.102 
24 < Fiche 50-247,03/02/22,0302230372 


0302200168 Supplemental testimony of MB Della Rocca.DE Poduial it 
PL Rosenblatt re emergency planning Relationship of plan to 
existing procedure* 6 fac 1 1 it 1 ea, communlcot ion w/ufficial* & 
evacuation routes discussed W/C or t i f J c ate of Ovc 

DELLA RdCCA, M , PODtfAL. fl E , ROSENBLATT, P L Consolidated Edison Co 
of New YoHr, Inc 83/02/22 24pj) 17306 000 24X 

Fiche 50-24 7, 03/02/22. 0302200160 


8302250235 Forwards corrected 030125 testimony 
6, 531-53 !< 6, DS9 

LEVINE, J J Morgan Assoc iatos 1XVINE , J J 
State of Neu York 03/02/23 GLEASON, J P ■ 
Atomic Safoty- and Licensing Hoard Pane] Ip 
Fiche 50-247, 83/02/23, 030225023 3 


of HI! Spa tar o, Pp 

Power Authority of the 
GHON, F J , PARRIS. O M 
17292 342 24X 


— 8302250240 Corrected 030125 testimony Of WH SpataroePp 6,531-53 it 
6, 559 

SFATARO. W H Power Authority of the State of Now York 03/02/23 
4pp 17292 343 24X Ticho 50-247,83/02/23,0302230235 


8302250372 Motion for preservation b production of certain documents 
re 830309 emergency exercise Record essential to give 
accurate picture of any ererciic evaluation results. 

HCLT, J Public Interest Research Group, New York 83/02/22 
Atomic Safety and Licensing Board Panel 3pp 17297 048 24X 

Fiche 50-247, 83/02/22, 8302250372 


— 83022503^7 Forwards R Soasonwein testimony on Commission Question 3 re 
a-margercyi p lanri i ng 

DflODSKY.ft L Hew York, State of 03/02/21 QLEA6DN. J P , 

PARIS, O H , SHCN, F J Atomic Safety and Licensing Board Panel 
lp 17297 055 24 < Fiche 50-247,83/02/22,0302250372 


— 8302250392 Testimony of R Seasonwem on Commission Question 3 re 
emergency planning Large portion of population will comply 
if ordered to stay in homes during emergency Chaos could 
prevail if evacuation ordered 

SEASONHeril, H NeuVorJc, State of 83/02/21 24pp 17297 056 
24< Fiche 50-247,03/02/22,0302250372 


— 830^250396 Supplemental testimony of SW Anderson re consideration* for 
planning evacuation of handicapped persons Accessible bus 
survey end 

ANDERSON, S W Union of Concerned Scientists ANDER80N, S W 
Public Interest Research Group, New York ANDERSON. S W 

ties tches *‘er Peoples Action Coal i tio rw Inc 83/02/21 10pp 

17297 074 24X Fiche 90-247,83/02/22,8302230372 


— 8302250399 Testimony of C Await re evacuation of mentally retarded 
patients in homes Neither ofc or homes contacted re 
emergency planning for nuclear accident 

AWALV, C Parents Concerned About Indian Point AWALT, C 
Westchester Peoples Action Coal i tion, Inc 83/02/10 2pp 
17297 034 24 X Fiche 50-247,83/02/22,0302250372 


— 0302250405 Supplemental testimony of KT Erikson re emergency studio* 
Emergency plans inadequate unless number of people who u/ill 
overreact ft number of emergency personnel who will not r®p t 
to duty are taken into account 

EW1KSON, K T Parents Concerned About Indian Point ERZKSON, K T. 
Union of Concerned Scientists ERTKSON, K T Public Interest 
R* f eaTch Group, Neu York 03/02/21 4pp 17297 086. 24X 

Fiche 30-24 7, 83/02/22, 0302250372 


— 83O22SQ4J0 Testimony of S Hall Transport Workers Union has not been 
Involved in any evacuation plan 

HALL, 8 Parents Concerned About Indian Point HALL, S Union of 
Concerned Scientists HALL, S Public Interest Research Group, New 

York 83/02/17 lp 17297 090 34 X Fiche 50-247,03/02/22, 

0302250372 


0302280093 Transripfc of 030224 telephone conference in Wash ing ton, DC 
Pp 8, 023-0. 030 

* Atomic Safety and Licensing Board Panel 03/02/24 39pp 
17307 130 24X Fiche 90-24 7,03/02/24,0302200093 


0302200249 Transcript of 830224 telephone conference in Wa whing ton, DC 
Pp 0, 923-8, 9SB 

* Atomic Safety and Licensing Board Panel 03/02/24 36pp 
17304 276 2 4X Fiche 50-247,83/02/24,(1302200249 


U Congress iona 1 /Exec utive Corr espondon c e 


0302020583 Comments on NUREG-0000 re NRC policy statement on safety 
goal* Commission should explain basis for CLI-63-3B 
assumption that plant poses no undue risk to public health & 
safety even though plant does not meet safety goal 
OT UNGER, R L House of Rep 83/01/19 PALLADrNO, N J 
Commissioners 2p p 16993 318 24X Fiche 50-306,83/01/19, 

030 50 2 0203 


V Operator Eremina! 1 ons 


8301310203 Generic Ltr 83-06 to all power reactor 1 1« enices, app llcants 
for OLs , MSB vendors, raac tor vendors 4, AE re certificates 
it revised format for reactor operator 6 senior roactor 
operator licenses 8vc list end 

EISEWHUT. D O Division of Licensing 83/01/31 Consolidated 

Edison Co -of Now York, Inc I4pp 17347 177 24X 

Fiche SO'OOO, 83/01/31, 030(310203 


DOCKET 50-207 OCONEE NUCLEAR STATION, UNIT 3 


F Security, nodical, emergency it fire protection plans 


82I01P0650 Releases public version of rev to emergency plan manual 
FELTON, J M Division of Rules and Records 02/09/23 Document 

Management Branch lp 19604 339 24X Fiche 30-269,02/09/23, 

0210120650 


— 0210120652 Forward* public version of Revision 3 to emergency plan 
manna l 

TUCKER, H 0 , Duke Power Co 82/09/14 0 'REILLY, J P Region 2, 
Office of Director lp 13604’ 340 24X Fiche 30-269,02/09/23, 
8210120630 
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— 8210120656 Public version of revised emergency plan inp lenient ing 
praeetfures, Including Procedures PT/0/B/2000/04 re 
establishment & insp of technical support etr & 

CP/3 / A/2002 /05 re post-accident caustic injection into LPJS 
* Duke Pouer Co 62/09/30 SSpp 15684 341 24X 

Fiche 50-269,63/09/23,6210120650 


— B21 0120656 Public version of Rev 5 to emergency plan 

SMITH, J E Duke Power Co 02/09/01 162pp 15685 066 24X 

Fiche 50-269,62/09/23,8210120650 


0302040497 Releases public version of rev tq emergency plan 6 
emergency plan implementing procedures 

FELTON., J M Division of Rules and Records 83/01/29 Document 

ManagsiTient Branch Ip 17046 296 24X Fiche 50-269, 03/01/23, 

6302040497 


— 6302040504 Forwards public version of Rev 7 to emergency plan It Rev 11 
to emergency plan implementing procedures Receipt forms 
end 

TUCKER, H B , MCINTOSH, J T Dole fewer Co 83/01/07 
O'REJLLV.J P Region 2, Office of Director GLOVER. R M Office 
of Nuclear Reactor Regulation, Director 3pp. 17046 299 24X 

Fiche 50-269,83/01/26,9302040497 


— B302046506 Public version of Rev 7 6 d emergency plan 

SMITH, J E Duke Power Co 92/12/14 16pp 17046302 24X 

Fiche 30-26 9,83/01/20,0302040497 


— 8302040511 Public version of revised emergency plan implementing 
procedures. including Procedure AP/O/B/ 1000/07 re offsite 
dose calculations by control room personnel or emergency 
coordinator during LOCA 

CAMPBELL, J , EDWARDS. N Duke Power Co 82/12/09 46pp 
17046 322 24 X Ft che. 50-269, 83/01 /2B, 0302040497 


8301910340 Generic Ltr 83-04 to all licensees of operating reactorfl, 
applicants for GL It holders of CPs re regional workshop 
concerning Suppl i< NUREC-Q737. "Requi remen t s For Emergency 
Response Capability " Svc list end 

EI8ENHUT, 0 0 Division of Licensing 83/02/01 Consolidated 

Edison Co of New York. Inc t ipp 17221 226 24X 

Fiche 30-000. 03/02/01,8301210340 


B302220032 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records. 83/02/14 Document 

Management Branch ip 17233 324 24X F i che- 90-269, 83/02/ 1 4, 

6302220052 


—8302220055 Forwards public version of Rev 63-1 to emergency plan 
implementing, procedures, includ ing Procedure CP /0/B/2003/02 
re estimate of failed fuel based on 1-131 concentration 
Receipt form end 

TUCKER, H B Duke Pouer Co 03/01/27 O'REILLY, JP Region 2, 
Office of Director 2pp 17233 323 24X Fiche 50-269,63/02/14. 

0302220052 


— 8309220099 Public version of Rev 03-1 to emergency plan implementing 
procedures, including Procedure CP/0/B/2003/02 re estimate 
af failed fuel based on 1-131 concentration 
CdY.S A Duke Power Co 83/01/10 72pp 17233 327. 24X 

Fiche 50-269,03/02/14.8302220052 


J. Insurance 6 indemnity information 


8302090413 Requests reimbursement of pro rata portion of indemnity 
fees paid due to termination of NRC indemnification under 
Pr ice-Andarso n Act on 621115 

HOUSE. D R Duke Power Co 83/02/04 SALTZMAN.J Antitrust it 
Economic analysis Branch (Utility Finance). Ip 17070-362 24X 

Fiche. 90-000, 93/02/04,8308090413 


P Operating license stage documents 6 core* % pondenc » 


0302170019 Forwards documentation supporting justification for 
continued operation of operating reactors In response to 
questions raised at 0301-06 meeting re environ qua 1 i f icati on 
of electrical equipment 

£ 1 8EMHU T, D 0 Division of Licensing. B3/01/EB DENTON, H R Office 

of Nuclear Reactor Regulation. Director 7pp 17196 091 24X 

Fiche. 50-000, 03/01/16, 8302170019 


— B3-02 1 700-09 Provides justification for interim operation pending 
resolution of equipment qua! i f icati on program 
WAGNER, P. Operating Reactors Branch 4 92/03/03 NOVAK, T. 

Assistant Director far Operating Reactors 2pp 17196 223 24X 

Fiche ’ 50-000, 03/0 1/tS, 6 30217001 9. 


V 


i !!’ 



— 6302170129 Forwards tabulation or Group 2 ** 3 plants showing dates by 
which technical evaluation repts are expected to be 
ranp leied Requests justification for continued operation of 
each group by 821036 K 1 5, respec fc i vely 

EISENHUT.D 0 Division of Licensing 62/09/24 MlRAGLlA, F 
Assistant Director Fot Safety Assessment 4pp 17196 265 24X 

Fiche 50 000,83/01/19.0302170019 


— S302170240 Concludes that based on licensee 820225 submi t ta 1 , c ontinuod 
operation until completion of environ qualification program 
will not present undue risk to public health & safety 
WAGVER,P C Operating Reactors Branch 4 82/J0/2B El SEN HUT, D Q 

Division or Licensing Ip 17197 04J 24X Fiche 50-000, 

63/01/IB, 63021^0019 


6302010490 Forwards final evaluation of pressurlier safety t< relief 
valve piping sys, per MUREG-0737, I tern II D 1 Mods to reduce 
piping sys stresses below FSAR spec will be performed during 
next refueling outage Plant safety not affected 
TUCKER, H B Duke Pouei Co 03/01/21 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STQLZ,J F Operating Reactors 
Branch 4 3pp 16931 074 24/ Fiche 50-269,83/01/21,6302010490 


830-2QJ0931 Forwards "Oconee 3, Cycle 7 Startup Testing Rept " 

TUCKER, H B Duke Power Co 83/01/24 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ST0L2, J F Operating Reactors 
Branch 4 ip 16977 196 24X Ficho 50-287,83/01/24,8302010531 


— 9302010537 Oconee 3, Cycle 7 Startup Testing Repfc," consisting of rern 
power physics testing A power escalation testing 
PRESNELL.O M . COLLIER, J U Duke Power Co 03/01/24 26pp 
16977 197 24 X Fiche 50-207,83/01/24,8302010531 


6302100257 Forwards confirmatory study on applicability of pressuriied 
thermal shock screening crlteiia to DMJ plants, for use as 
starting point for add! detailed technical discussions 
botueen NRC 4- Bill Owners Group represontati ves 

LAINA9, 0 C Assistant Director for Operating Reactors 83/0I/3J 
WALIACE.E Babcock h Wilcox Operating Plants Burners Group 
WAU ACE, E General Public Utilities - GPU Service Corp 6pp 
17134 100 24X Fiche 50-000,63/01/31,0302100237 


8302220467 “Adequacy of Station Electric Distribution Sys Voltages, 
Oconee Nuclear S ta fc io n, Un l ts t , 2 */ 3," informal rept 
UDY, A C EQltQ, Inc FIN A-6429 8302220467 83/01/31 EMAMI.H 

Division of Systems Integration (post 811005) I3pp 17239 35B 
24X Fiche 50- 287, 83/0 1 /31 , 8302220467 


0302070504 Confirms info provided to NRC at 830114 meeting re flux 
reduction programs associated u/pressurwed thermal shock 
Units predicted to exceed NRC screening criteria through 
o p ora t i ng life 

TUCKER, H B Duke Fewer Co 83/02/03 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STQLZ.JF Operating Reactors 
Branch 4 14 pp 17036 347 24X Fiche 50-269,83/02/03,8302070504 


8302140169 Discusses oncE response to util 020525 submittal re 
proposed water inventory monitoring sys, based on 
considerations behind Dec 1982 orders on instrumentat ion to 
dated inadequate core cooling (NUREG-Q737, I tom II F 2) 
DIRCKSiU J Office -of the Executive Director for Operations 
63/02/07 AH EARNS, J F Commissioners lp 17144 160 24 X 

Fiche 50-269,83/02/07,8302140166 


— 8302540173 Responds to conversation w/Commi ss i oner Ahearn? re status of 
review of 620329 submittal on instrumentation to detect 
inadequate core cooling (Item II F 2> It relationship u/Dec 
1982 order Sys does not meet requirements 

STDL?, J F Operating Reactors Branch 4 83/02/01 TUCKER, H B 

Duke Power Co 3pp 17221 219 24X Fiche 90-269,83/02/07, 

6302140160 


— 8209240433 Forwards questions arising during review of util submittaJ 
describing proposed water inventory monitoring sy* Generic 
review incomplete due to apparent reluctance on part of util 
to supply info Sys unsatisfactory 

ANDERSON, R L Oak Ridge National Laboratory 62/09/15 HUANG. T 
Core Perfor mance Branch 4pp 17144 164 24X 

Fiche 50-269,63/02/07.0302140166 


— 0302140174 Discusses response to util 020529 submittal re proposed 
water inventory monitoring sys It relationship to Dec 1962 
order on in strumentation to detect inadequate core cooling 
Response should bo expedited 

AHEARNE, J Commissioners 03/01/20 DIRCKS.W J Office of the 
Executive Director for Operations lp 17144 169 24X 

Fiche 50-26 9, 83/02/07, 6302140168 


DOCKETED ITEMS 


113 


B1O2O0O295 Generic Ltr 03-09 to all operating reactor licensees, 
applicant* r'ar OL & holders of CP for C-E PURs re review of 
C-E Cjtver-s G< oup emergency procedures guideline program Sve 
list e n c 1 

EISEMHJT,D G Division of Licensing 83/02/00 Consolidated 
Eil i sot; Co of Neu York, Inc t Ipp 17290 247 24X 

F* che 50-OCO. 83/02/00, 83G2QS029S 


03QEGSO3O4 Generic Ltr 03-11 to all operating reactor licensees; re 
l (ceni.ee qualification for performing safety analysis In 
support of licensing actions Ability to use code must be 
a b non s t rated by vendor or licensee Svc list encl 

El SENNUT, 0 G Division of Licensing 03/02/08 Consolidated 

Editor. Co- or Neu York, Inc 9pp 17234 234 24X 

Fidie 50-000, 83/02/03,0302080304 


& 3 02090-09,0 Generic Ltr B3-10F to all licensees w/B6W designed N&SS 
Ceacept TMI ) re resolution of TMt Action Item II K 3 5, 

“Automatic Trip of Reactor Coolant Pumps " Svc list encl 
EI-SERnJT, D 0 Division of Licensing 03/02/08 Duke Power Co 
33 pp l 7290 291 24 < Fiche 50-000,03/02/00,0302090090 


B3O2IGO40O Application to amend Licenses OPR-30. DPR-47 k DPR-55, 
revising radiological effluent Tech Specs to incorporate 
design mods Mods reduce environ impact of effluent releases 
ALA.RA per App I. 1 0CFR20 requirements 

TUCKER, H fl Duke Power Co 03/02/09 DENTON, H R Office of 
Nuclear Reactor Regulation, Director BT0LZ,JF Operating Reactors 
Branch 4 7p p 17214 009 24X Fiche 50-269,03/02/09.0302100400 


— 83OPIBO404 Proposed Tech Specs re radiological effluent controls 
TUCKER. H 0 Duke Power Co 03/02/09 67pp 17214 016 24X 

Fiche 50-26 9, 03/02/09, 0302100400 


03021*0236 Application for amend to Licenses DPR-38, DPR-47 b DPR-35. 
alloying use of RCS inservice leak 6 hydrostatic test 
heatup l cooldown limitations during performance of leak 
tests ot connected sys 

TUCKER, H 0 Duke Power Co 03/02/10 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J F Operating Reactor* 
Branch 4 Ip 17L70 121 24X Fiche 50-269,03/02/10,0302160236 


--B3O2160242 Proposed Tech Spec* allowing use of RCS inservice leak & 
■hydrostatic test heatup b. cooldown limitations during 
performance of leak tests of connected ays when RCS 
p ressure / fcenp limits controlling 

a Power Co 03/02/10 10pp 17 170 124 24X 

Fiche 50-269, 83/02/10, 0302160236 


050 2^:50 102 Notification of 830223 meeting w/B bVl regulatory response 
group in 0 ethesda,ND to discuss small break LOCA procedures 
& cmainfc or proper steam generator water level 

VAV VLlET.J Operating Reactors Branch 4 03/02/17 STOLZ, J 

Operating Reactors Branch 4 3pp 17303 09B 24X 

Fiche 90-000,63/02/17,0302250102 


&3 02-2 5 03-91 Forwards Amend 19 to Duke Powei nuclear guides Amend 20 
will be forwarded in Apr 1983 

■ELLIOTT, 0 L i RQL'LANU, 0 B Duke Power Co 03/02/10 OlflKEL.R 

OFFice of Nuclear Reactor Regulation, Director 2pp 17296 215 

34X Fiche 50-000, 83/02/10, 0302250391 


— O3D22S0424 Rev 1A to Nuclear Guide 1 143, "Design Guidance for Radu/aste 
Kjt 6y* , Str uc fcur es b Components Installed in 
Light- Wa ter-Coo 1 e d Nuclear Power Plants " 

MILLER. -R E . SNOW, A L Duke Power Co B3/0I/06 1 4p p 

17296 S97 24 X Fiche 50-000,83/02/10,6302250391. 


— 0392250436 Rev 1 to Nuclear Guide 1 147, "Inaervice Insp Code Casa 
Ac ceptabi li ty, ASME Section <l,Div 1 " 

DALTON, D If Duke Power Co 83/01/06 7pp 17296 311 24X 

Fiche 50-000, 03/02/10,0302250391 


G3Q3240062 Notifies that decision to reaffirm or withdraw request for 
hearing re order imposing environ qua 1 i f ica ti on requirements 
ui i g be r>ade within 30 days following review of 830222 final 

rule 

CARR* A V Duke Power Co 63/02/21 EI8ENHUT, D 0 NRC - No 
Uet-aited Affiliation Given Ip 17275 020 24X 

Fiche 5 0-26 9 , 03 /02/2 1 , 8302240062 


830221BO325 Application for amend to Licenses DPR-38, DPR-47 b DPR-5S 
T-evising Tech Specs re reactor vessel surveillance capsule 
with^raual schedule Class III b I Pees encl 

TUCKER* H D Duke Power Co 03/02/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J F Operating Reactors 
Branch 4 3p p 17300 067 24X Fiche 50-269,03/02/23x8302200325 


— 3302280327 Propoeed Tech Spec changing reactor vessel surveillance 
capsule withdrawal schedule 

a Duke Power Co 03/02/23 2pp 17300 070 24X 

Fiche 50-269,03/02/23,9302200325 


8302250371 Supplemental application for amend to Licenses DPR-38, DPR-47 
b DFR-55, revi s 1 n g Tech Specs to provide curves based on 
rnatla properties previously provided & revised set of 
operator guidance 

TUCKER, H El Duke Power Co 83/02/24 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3p p 17297 193 24X 

Fiche 50-269 , 83/ 02/24 , 830 22503 7 1 


— 0302250375 Proposed Tech Specs providing curves based on matl s 
properties previously provided b revised set of operator 
guidance 

* Duke Power Co 03/02/24 I4pp 17297 190 24X 

Fiche 50-2*9, 83/02/24, 8302250371 


D Inspection reports, IE Bulletins 6 correspondence 


0302150327 Responds to IE Bulletin 02-04 re Bunker-Ramo electrical 
penetrations Electrical penetrations at facilities mfg by 
Viking Corp No Bu n k er-Ramo penetrations Installed 
TUCKER. H 0 Duke Power Co 03/01/12 □ 'REILLY, J P Region 2, 

Office of Director Ip 17149 174 24X Fiche 50-269, 83/01 / IS, 

B302 130327 


8302160014 Summary of 930120 meeting <u/ ut i 1 « , Be c h te 1, Fran k 1 in Research 
Ctr-iVRS b Compute c h, Engineering Svc* re IE Bulletin 80-11. 

"Masonry Wall Design " Addl testing not warranted 

TRAKKELL, C M Operating Reactors Branch 3 83/01/25 Operating 

Reactors Branch 3 29pp 17171 227 24X Fiche 50-000,03/01/25, 

8302160014 


8212060359 IE Info Nofcic* 03-01, "Ray Miller, Inc " Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B30I03J 93/01/26 Consolidated Edison Co of New 

York, Inc 1 19pp 17023 J60 24 X Fiche* 50-000, 03/01/26, 021 206035^ 


P302 1 50 165 Forwards IE Insp Repto 30-269/03-02, 30-270/03-02 b 
30-287/93-02 on 830104-06 No none amp 1 i ance noted 
DANCE, H C Division of Project b Resident Programs 03/01/27 
TUCKER, H U Duke Power Co 2pp 17147 220 24X 

Fiche 90-269,03/01/27,8302150163 


—03021 501 7 1 IE Insp Repts 50-269/03-02* 50-270/03-02 !< 50-207/03-02 on 
830104-06 No none emp 1 i a nee noted Majo-r areas inspected 
Licensee action on previous unresolved i terns* Inspector 
followup items & LEfts 

ECONOMOS, N , BLAKE, J J Division of Project b Resident Programs 
03/01/25 7pp 171 47 230 24X Fiche 50-269,63/01/27,0302130163 


0212060360 IE Info Notice 03-02, "Limi torque HODC. HlBC, H2DC t H3BC 
Gearheads " Svc list encl 

JORDAN, E L Division or Emergency Preparedness & Engineering 
Response (Post 03O1O3> 83/01/20 Consolidated Edison Co of New 

York. Inc tO?pp 17144 001 24X Fiche 50-000,03/01/29,0212060360 


0212060361 IE Info Notice 03-03, "Calibr of Liquid Level Instruments " 
fi vc list one L 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response iPost 03O1O3> 83/01/20 Const; 1 1 da ted Edison Co of Nbui 

York. Inc liopp 17074 093 24X Fiche 30-000,83/01/20,6212060361 


0302190608 Forwards IE Enforcement Meeting Repfcs 50-269/03-03, 
30-270/03-05 Si 50-207/53-05 on 830107 

O'REILLY, J.P Region 2. Office of Director 83/01/31 TUCKER. H, B. 
Duke Pauer Cd Ip |7I51 308 24X Fiche 30-269, 03/01 /31« 

8302190608 


— 0302150619 IE Enforcement Meeting Kept* 50-269/03-05,50-270/03-09 4< 
50-207/03 05 an 030107 Major areas d i sc us serf. correct! vs 
actions re licensee finding two manual containment 
isolation Instrument air valves open Prom 021206-12 
LFWIS.R C Division of Project b Resident Program* 03/01/27 
2pp 17151 309 24X Fiche 50-269,03/01/31,0302130600, 


0302220410 Forwards "B&W 177 Fuel Asiembly Owner* Group Safe End Task 
Force Rapt cn Generic Investigation of HPI/MU Noule 
Component Crocking " Recommended in*»rvice insp program 
implemented at Units 2 b 3 w/augmented program For Unit 1 
TUCKER, H B Duke Power Co 03/02/13 DEN TON, H R Qfflc* of 
Nuclear Reactor Regulation, Director STOLZ, J. F Operating Reactors 
Branch 4 2pp 17232 229 24X Fiche 50-269, 83/02/15, B30222 04 IP 


0302250398 Forward* add! Info re 821004 requ**t for relief from 
hydi astatic inservice in*p requ lrejnents of Bection XI of 
ASHF Boiler b Presiure Veisel Code 

TUCKER. H B Duke Power Cp 83/02/17. DENTONiH R, Office of 
Nuclear Reactor Regulation, Director. 8TPLZ, J.F Operating Reactors 
Branch 4 13pp 17296 197 24X Fi che. SO- 269. 83/02/17. 6302250398 
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8312060363 IE Info Notice 83-04, "Failur* of Elma .Power Supply Units " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness A Engineering 
Response iPost 830103) 03/02/18 Conso J idatetf Edison Co of New 

York, Inc llOpp 17347 191 24X F l che 50-000, 03/02/ 18, 821 9060363 


0212060365 IE Info Notice 03-05, "Obtaining Approval for Disposing of 
Very Lou Level Radwaste - I0CFR2O 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response <Po*t 830103) 83/02/24 C onso 1 i dated Edison Co of New 

York. Inc Ulpp 17-347 050 24X Fiche 50-000,63/02/24,8212060365 


8212060366 IE Info Notice 03-06. "Nonidentical Replacement Part? " 

B vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of Neu 

York, Inc 1 ispp 17361 148 24* Fiche 50-000, 03/02/24, 92 1 20 60366 


R Periodic operating reports A related correspondence 


33021803^4 Forward* monthly operating repts for Jan 1903 

TUCKER. H B Duke Power Co 83/02/15 Director's Office, Office 

of Inspection and Enforcement lp. 17209 320 24X 

Fiche- 50-269. 93/02/ 1 3, 0302180374 


— 0302180377 Monthly operating repts for Jan 1983 

REAVIS, J A Duke Power Co 83/02/15 J 6pp 17209 321. 24X 

Fiche, 30-269, 03/02/ 13. 8302180374 


8 Reportable occurrences, LERs A related correspondence 


8302030499 Part 21 rept re determination that post-LOCA hydrogen 
recomblner is likely to malfunction following exposure 
to elevated tamp, high humidity environ Rep J a cemen t part 
identification will be provided to operators by 830210 
EMPEY, D C Rockwell International Corp 02/12/17, COLLINS, J 
Region 4, Office of Director 4pp 17006- I2B 24X 
Fiche 50-000, 02/12/17, 03020-30495 


V Operator Eraminations 


830-1310203 Generic Ltr 83-06 to- ail power reactor 1 ic ensees , app 1 icants 
for 0L*,NS3 vendors, reactor vendoT* A AE re certificates 
A revised format for reactor operator A senior reactor 
operator licenses Svc list end 

E tSENHUT, D G Division of Licensing 03/01/31 Conso 1 i da t etf 

Edison Co of Neu York, Inc I4pp 17347 177 24 X 

Fiche 30-000,03/01/31.8301310203 


8302240068 Responds to Generic Ltr 03-01 Operator licensing exam 
schedules listed 

TUCKER, H B Duke Fower Cu 03/02/21 EI3ENHUT, D <? Division of 
Licensing 2pp 17201 041 24X Fiche 5-0-000, 03/02/21 , 03O224OO6B 


DOCKET 50-288 REED C0LLEOE RESEARCH REACTOR 


F Security, medfcai. emergency A fire protection plans 


302070164 Releases public version of emergency plan 
FELTON. J 11 Division of Rules and Records 03/01/31, Document 
Management Or anch Ip 17100 132 24JC Fiche 50-288,03/01/31. 
8302070164 


—0302070170 Forwards public version of emergency plan 

KAY, M A Reed College 83/0 i/i I THOMAS, C 0 NRC - No Detailed 

Affiliation Given lp. 17108 133 24X Fiche 50-288,83/01/31. 

H 302070 164. 


— 8302070177 Public version of emergency plan 

a Reed College, 02/11/01 30pp 17108 134. 24X 

Fiche- 50-288, 93/0 1 /31 . 0302070 1 6 4 


0301210340 Oeneric Ltr 83-04 to- all licensees of operating reactors, 
applicants for OL A holders qf CPs re regional workshop 
concerning Suppi 1, NURE0-0737, "R«4.ul rements for Emergency 
Response Capability " Svc list end 

EISENHUT, D G Division of Licensing 03/02/01 Consolidated 
Edison Co of Neu York, Inc llpp 17221 226 24X 

Fiche- 50-000, 03/02/01, 8301210340 


DOCKET 50-209 THREE M ILF ISLAND NUCLEAR STATION, UNIT 1 


F Security, medical, energency A fire protection plans 


0302040177 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 03/01/31 Document 

Management Branch lp 17043 095 24X Fi che 50-289, 03/01/3 1, 

0302040177 


— 8302040191 Forwards public version of revised Emergency Plan 
Implementing Procedures 1004 2, "Alert" A 1004 31, "Airborne 
Ra d i oa c ti vi ty Sampling b Analysis " Receipt form enc 1 
NASH, D General Public Utilities - GPU Service Corp 83/01/12 
DENTON, H R Office of Nuclear Reactor Regulation, Director tp 
17043 096 24V Fiche 50-289,83/01/31,0302040177 


--B30204019B Public version of revised Emergency Plan Implementing 
Procedures 1004 2, “Alert" & 1004 31, "Airborne 
Rad i cat ti vt ty Sampling 6 Analysis " 

* General Public Utilities - GPU Service Corp 83/01/03 I4pp 
17043 097 24 X Fiche 50-209,83/01/31,0302040177 


B3O209O445 Releases public version of updated licensee info re status 
of util negotiations u/5tate of PA to establish schedule 
foe* 1903 annual exercise 

FELTCN, J K Division of Rules and Records 03/01/31 Document 

Management Branch tp 17103 348 24X Fiche 50-289,03/01/31, 

0302090445 


— 0302090452 Submits public version of updated info re status of util 
rtegotations u/Sfcate of PA to establish schedule for 1903 
annual exercise A appropriate level of participation by 
risk counties 

HUKIL.L.H 0 General Public Utilities - GPU Service Corp 
82/12/30 8T0LZ.J F Operating Reactors Branch 4 Ip 
17103 349 24 X Fiche 50-2B9, B3/01 /31 , 8302090445 


B3012t0340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL 5< holders of CPs re regional workshop 
concerning Suppi 1 . NUrtEG-0737. "Requirements for Emergency 
Response Capability 1 Svc list end 

EISENHUT , D G Division of Licensing 03/02/31 Consolidated 

Edison Co or Neu York. Inc llpp 17221 226 24X 

Fiche 50“ 000, 03/02/01 . 0301210340 


3302080175 Requests meeting w/NRC to clarify plant features re areas 
where App S to 10CFR50 exemption requests have been denied 
HUKILL.H D General Public Utilities - GPU Service Corp 03/02/02 

STOLZ, JF Operating Reactors Branch 4 lp 17058 339 24X 

Fiche 30-289,63/02/02.6302080175 


B3020B03B2 Releases public version of revised administrative procedure 
FELTON. J M Division of Rules and Records 03/02/02 Document 
Management Branch lp 17107 001 24X Fiche 50-289,03/02/02, 

0302080382 


--0302080305 Public version of Rev 5 to Administrative Procedure 1053, 
"Emergency Equipment Readiness " 

NELSON, M A , TOOLE, R , HUXILL, H D General Public Utilities - GPU 
Service Corp 83/01/17 41pp 17107 002 24X 

Fiche 50-209, 03/02/02, 0302080302 


8302090019 Release? public version of temporary change nqtice for rev 
to emergency plan implementing procedure 

FELTON, J Ji Division of Rules and Records 83/02/03 Document 
Management Branch Ip 17119 154 24X Fiche 50-289,83/02/03, 

0302090019 


— 0302090022 Public version of Temporary Change Notice 1-83-0007 for Rev 
5 to Emergency Plan Implementing Procedure 1004 8, 

"Callout of Onsite lr Offsite Duty Roster Personnel " 

NELSON, M A , ROSS. If J General Public Utilities - OPU Service 
Corp 83/01/26 4pp 17119 155 24X Fiche 50-209,83/02/03, 
8302090019 


0302250201 Foruards EE Insp Kept 50-289/03-01 on 030104-31 No 
n oncomp l i ant e noted 

STAROSTECKI.R Division of Project & Resident Programs 83/02/10 
HUKILL. H D General Public Utilities - GPU Service Corp 2pp 
17291 339 24* Fiche 50-209.83/02/10,8302250201 


— 8302250298 IE Insp Rapt 50-209/83-01 on 830104-31 No none omp I lance 
noted Major areas inspected licensee action on previous insp 
fi ridings, plant op erations ■ tnc lud ing steam generator repairs, 

RCS pressure control testing restart mods 

CONTE, R , HAYERKAMP.D , THOhtUS, L Division of Project fc Resident 
Programs 03/02/09 I2pp 17291 337 24X Fiche 50-209,03/02/10. 

0302250281 
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Releases public version of revised emergency plan 
J np L g p>ent t n g procedures 

FELTON,./ M Division of Rules and Records 83/02/M Document 
Ma-iajement Stanch ip 17223 087 24 X Fiche 50-209,83/02/14, 

0 3021 00018 


— ©302180035 Public version of Rev 2 to Emergency Plan Implementing 
Procedure 1004 5. Communication 1 Recordkeeping" U Rev 3 to 
1004 2Q« "P ers or>ne 1/Ueh t c le Monitoring 1 Decontamination " 

♦ General Public Utilities - CPU Service Corp 03/01/24 29pp 
J7223 088 24 X Fiche 50-289,83/02/14,0302100018 


BS0224G164 Informs that changes acceptable per 021130 ltr re Rev It to 
modified amended physical security plan Changes consistent 
u/provhiens of 10CFR50 54(p) Effectiveness of plan not 
d etreaied 

5TQ?,,Z. J Operating Reactois Branch 4 03/02/16 HUKILL, K D 

General Public Utilities - GPU Service Corp 3pp 17200 270 24X 

Fiche 50-259,83/02/16.8302240164 


<S Ad judicatory correspondence 


B30131O336 Order extending time until 030202 for Commission to act to 
review ALAB-697 

J Office of the Secretary of the Commission 03/01/26 
CdTTiiSS loners lp 16963 094 24 < riche 50-289,03/01/26, 

03*1310336 


83020 SOSO 7 Forwards DAW Owners Group 030113 ltr to NRC re integral qyg 
tasting Ltr updates info pre\iously provided 
E7A4T03, T A Shaw, Pittman, Potts b Trowbridge BAXTER, T A 
Metropolitan Edison Ca 63/01/27 EDLES, G J , BUCK, J H , 

GOTCMV, R L Atomic Safety and Licensing Appeal Panel 6pp 
169 79 |93 24 < Fiche 50-209,83/01/27,0302010507 


8302*10510 Order extending time until 030202 for Commission to act to 
review ALAH-705 

CHIL.K. S J- Qetice of the Secretary of the Commission 03/01/27 
C«-.T»is* loners Ip 16970 067 24/ Fiche 50-209,03/01/27. 

8303010510 


&302020350 F&rgards conclusions from independent investigation of Ltr 
Designated Individual YU certification in 1979 Entire rept 
provided to IE 

TFCUBfllDOE.O F Shaw, Pittman, Potts X Trowbridge TROWBRIDGE, Q F 
«»tropoli tan Edison Co 83/01/31 EDLES, G J , BUCK, J H , KOHL, C N 
Ato.nic Safety and Licensing Appeal Panel 13pp 16994 OGO 24X 
Fiche 50-289,03/01/31,8302020350 


J302070330 Order extending time until 830216 far Commission to act to 
Tvvlevi ALAB-7O0 

CHILK, S J Office or the Secretary of the Commission 03/02/02 
Co.-'-ilsiioners lp 17034 112 24 < Tiche 50-289,03/02/02, 

9302 0 70550 


3302070587 Motion for order directing util k NRC to present witnesses 
In reopened proceeding far UCS deposition prior to 830216 
UCS should be given minimal opportunity for discovery 
Certificate of Svc end 

WEISS. E R Union, of Concerned Scientists WEISS, E R Harmon & 

83/02/02 Atomic Safety and Licensing Appeal Panel 5pp 

17035 027 24< Tiche 50-289,03/02/02,8302070507 


1302070484 Responds to question re use of depositions of util t* NRC 
witnesses Depositions may result in filing of direct 
testimony Certificate of 8vc end 

WEISS. E R Harmon h Weis* WEISS, E R Union of Concerned 
Scientists 83/02/03 EDLES, G , GOTCHY, R L , BUCK, J H Atomic 
Safety and Licensing Appeal Panel 4pp 17036 033 24X 

Fiche: 30-209. 83/02/03, 8302070404 


1302070544 Ads'i sea that time for Commission to review ALAB-697 
pipired Commission declined review Decision became final 
agency action on 330202 

CHILKjS J Office of the Secretary of the Commission 03/02/03 
Metropolitan Edison Co Ip 17030 362 24X Fiche 30-269, 03/02/03, 

830207054 4 


302030X70 Response in opposition to UCS 030202 motion for order 
-directing disco-very against NRC 4- licensee Need for 
discovery not demonstrated Certificate of Svc end 
PAKTGFI» T A Metropolitan Edison Co BAXTER, T, A Shaw, Pittman, 
Pott* 6- Trowbridge 03/02/04, Atomic Safety and Licensing Appeal 
Pan* I 8pp 17050 325 24 < Fiche 50-289,03/02/04,8302000178 


302090458 Answer opposing UCS 830202 motion for order directing NRC & 
J tetntee to make witnesses available for depositions before 
030216 Request not justified Granting request would 
l-nter-fer* w/p repsr at ion of testimony W/Cerfc i f icato of Svc 
CUTCHIM. J M Hearing Branch 4 83/02/04 Atomic Safety and 

Licensing Appeal Panel 8pp 17066 293 24X Fiche 50-289,03/02/04, 

33020 90450 


B302090253 Order extending time until 830214 for Commission to act to 
review ALAD-703 

CHTLK, S J Office of the Secretary of the Commiss i on 83/02/07 
Conriss loners Ip 17070 248 24/ Fiche 50-2 59, 03/02/07, 

8302090253 


9302090339 Order denying UC3 830202 motion for order diretting NRC & 
util to present witnesses for deposition before B30216 due 
date ror filing testimony Most issues to be addressed in 
reopened hearing cons ideTe-d before, so party positions known 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 03/02/07 
Union of Concerned Scientists 4pp 17069 345 24X 

Fiche 50-269,03/02/07,8302090250 


B3 02 160293 Forwards HD Hut ill 830302 ltr to JF Stull re proposed 
alternative method for ensuring that potential exposures 
from fuel handling accidents conform to current regulatory 
guidelines Fuel handling procedures revised W/svc list 
ZAHLCR.R E Shau, Pittman, Potts 6 Trowbridge ZAHLER, R E 
Metropolitan Edison Co 03/02/00 EDLES, 0 Jr BUCK, J R , 
GOTCHA R L Atomic Safety and Licensing Appeal Panel 5pp 
17170092 24X Fiche 30-259,03/02/08,8302160293 


8302160371 Proposes 830218 or 21 as possible dates for deposition of 
util uitness 

WEISS, E.R Harmon & Wet ss 83/02/09 TROWBRIDGE, 0 F Shaw, 
Pittman. Potts $- Trowbridge ip 17164 14B 24X 

Fiche 50-289. B3/02/09. 0302160371 


0302160317 Forwards BAW-10S54P, "BkU Small Ureal LOCA ECC3 Evaluation 
Modal," to be offered into evidence at upcoming hearing 
BAXTER, T A 3hau, Pittman. Potts b Trowbridge BAXTER, T A 
Metropolitan Edison Co 03/02/10 EDLES, G J , DUCK, J H . 

GQTCHY, R L Atomic Safety and Licensing Appeal Panel 6pp 
17163 198 24-X Ficho 50-2B9, 83/02/ 10, B3021 603 1 7 


— *8302160330 Withdraws proprietary C 1 as s i f i c a t i on, for BAW-10134P, 
"BLW Small Creak LDCA ECC8 Evaluation Model - 
TAYLOR. J H Babcock fc Wilcox Co 03/02/ 10 BERQOREN, J 8 

Standard i ra t i on t* Special Projects Branch Ip 17163 204 24X 

Fiche 50-289, 83/02/10, 0302160317 


— B2U020469 "BMf Small Break LOCA ECCS Evaluation Model " 

SAVA If, N K Babcock h Wilcox Co BAW-I0154P 02/11/30 2S0pp 

17163 205 24X Fiche 30-289, 83/02/ 10, 0302160317 


0302170219 Proposes that UCS review licensee testimony to -be received 
on 830216 before arrangements to depose licensee witness 
ituda, in response to 830209 ltr Svc list end 
BAXTER, T A Shaw, Pittman, Potts tc Trowbridge BAXTER, T A 
Metropolitan Edison Co 03/02/14 WEISS, E R Harmon & Weiss 4pp 
17107 111 24X Fiche 50-289,03/02/14,0302170219 


0302230585 Order extending time until 830210 for Commission to act to 
review ALA0-69S 

CHIlK, S J Office of the Secretary of the Commission 03/02/14 
Commissioners lp 17240 34J 24/ Fiche 50-2B9, 03/02/ 1 4, 

8302230585 


8302170211 Agrees to review licensee testimony to determine whether all 
witnesses need be deposed, per 030214 ltr UCS deposition of 
witnesses set for B30222 

WEISS, E R Harmon b Weiss WETSS, E R Union of Concerned 
Scientists 83/02/13 BAXTER. T Shaw, Pittman, Potts & Trowbridge 
lp 17179 0 86 24 X Fiche 50-289, 03/02/ 1 5 , 03021 7021 1 


0302100321 Forwards EG&O b LASL repfcs requested by A8LAB on 
b ol ler-conden ser or fead b bleed cooling calculation 
referenced in staff testimony on Question 7 U ll-W/o enc 1 
CUTCHEN. J M Hearing Branch 4 83/02/17 EDL&B, G J , OOTCHY, R. L , 

DUCK, J H Atomic Safety and Licensing Appeal Panel 2pp 
17213.345 2 4X Fiche 50-209,83/02/17,8302100321 


0302220397 Order advising parties to file comments by 030304 on util 
030203 ltr outlining proposal to deviate from certain 
guidelines in ASLB 011214 decision 

SHOEMAKER, C J Atomic Safety and Licencing Appeal Panel 03/02/17, 
Metropolitan Edison Go Lp 17232 140 24X Fiche 50-289, 

83/02/17, 8302 220397 


0302220340 Advises that time for Commission to review ALAB-700 expired 
Commission declined review Decision became final agency 
action on 030214 

CMILK, S J Office of the Secretary of the Commission 03/02/18 
Office of the Executive Legal Director lp 17230 036 24X 

FI cha 50—289, 03/02/10. 8302220340. 
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9302230660 Order CLI-93-3, denying UCS 821(04 motion to hold evidentiary 
hearing on alleged sc parte cc rriffiun l c * t i cns between NR-C & 

Comission Comun locations involved issue? outside scope of 
hearing, 

CHILKiS J Office of the Secretary of the Commission 03/02/10 

Union of Concerned Scientists 3pp 17235 171 24X 

Fiche SO -289, 03/02/ 1 8, 9302230660 


6302230274 Request* far subpoenas directing CJ Helteffies & FH Rowsqme to 
testify at 030307 reopened hearing Heltemes t Rawstime are 
NRC staff members who- hold differing opinions on feed 1* 
bleed Issue Certificate of 6 vc end 

WEISS. E R Union of Concerned Scientists WEISS# E R Harmon & 

Waist 63/02/23 Atonic Safety and Licensing Appeal Panel 29pp 
17291 179 SAX. Fi che 50-239,63/02/23,0302250274 


9302230310 Forwards util 030120 1 tr to NRC re SER it environ 
qualification Info relates to Board Notification 02-133, 

"EnvlroM Qualification of Safety-Rela ted Electrical 
Equipment " Svc I>st end 

BAXTERi T. A 0haw, Pittman, Potts L Trowbridge BAXTER, T A 
Metropolitan Edison Co 93/02/23 Docketing it Services Branch 

3pp 17291 009 24 < Fiche 50-269, 83/02/23, 930225031 0 


0302290251 Answer opposing UCS 830223 request for subpoenas requiring 
attendance 6 testimony of C-J Haltemrs h FH flowscme of NRC 
No exceptional circumstances shown No significant difference 
In NRC witness views or st. 

CUTCHIU, JH Hearing Branch 4 83/02/25 Atomic Safety and 

Licensing Appeal Panel 6pp 17304 239 24X Fiche 50-289,53/02/23, 

030^280231 


— 8302280253 Affidavit of FH Rowiome explaining why B2Q129 memo on feed !r 
bleed issue for C-E applicants has no bearing on safety of 
TMt-1 operations Memo does not address design adequacy or 
Hearsing basis 

ROWSOMEiF,H Assistant Dirac t°r for Technology Review 83/02/25 
3pp 17304 265. 24< Fiche 30-287, 93/02/23. 030228025 1 


* — 93022 B0258 Affidavit of HL Ornstein re MRC position on feed it bleed 
Issue Ofc for Analysis It Evaluation of Operational Data 
position is that plant operation can L should continue 
v/concurren t efforts at testing Certificate of Svc end 
ORNBTEINi H L Director's Office 33/02/24 6pp 1 73Q4 260 24X 

Fiche 30-239,83/02/25,0302290251 


P Operating license stag* documents & corres pondence 


0302020427 Partial response to FOIA request far documents written 
during or since June 19P2 re causes or repair of steam 
generator problems at facility Forwards App A documents 
Ad d 1 documents available in LPDR 

FELTON. J.W Division of Rules and Records 02/11/30 D0R0SH0W, J 
Three Mile Island Alert 2pp 17012 040 24X Fiche 30-299, 

02/ 1 1 /30, 8302020427 


— 9207140131 Summary of 620615 meeting w/ufcll U Franklin Research Ctr in 
FaTSlpany,Hj t « steam generator tube/tubesheet repair 
RA JAN, J R Mechanical Engineering Branch 92/06/10 BOSNAK, R J 

Mechanical Engineering Branch ?pp 17012 053 24X 

Fiche 50-239,82/11/30,0302020427 


“"■0309020430 'Degradation of Steam Generator Tubes at TMI-1 " 

JACOBS, R Operating Reactors Branch 4 MCCRACKEN, C Chemical 
Engineering Branch 92/1 i/30 2pp 17012 051 24X 

Fiche 50-299,82/11/30,9302020427 


— 9302020439 Discusses small break LOCA by steam generator tube rupture 
at f *e i 1 1 t y , Mor a tubes may be plugged than originally 
planned Info re simultaneous tube break in both steam 
generators requested Summary of 820920 meeting end 
SHENMON, P ACRS - Advisory Committee on Reactor Safeguards 
02/09/19 FRALEY, R ACR8 - Advisory Committee on Reactor 
Safeguard* 4pp 17012 071 24* Fiche 50-209,32/11/30, 

8302020437 


-03 020304 44 Forwards Itr from P Shewmon to R Fraley r# small break LOCA 
by steam generator tube rupture W/o end Extract from 
Commission 821006 briefing on certification status 
concerning overall plant status/schedule end 
MAJOR, A, ACRS - Advisory Committee on Reactor Safeguards. 

62/09/30 MOELLER, 0 ACRS - Advisory Committee on Reactor 
Safeguards, 2pp. 17012 075 24X Fi che: 50-289, 92/11/30, 

B302020427 


107-0146 Add! response to FQCA request for five categories of 
cuimrnts. Forwards document* listed in App A App B documents 
thJield { ref F0TA Exemption 51. Info fe rtem 4 available in 
I.No documents re Item 5 located 

TON, J.M Division op Rule* and Records 02/13/02 HIATT, 9 

o Citiieni for Responsible Energy 4pp 17065 325 24X 

He. 50-000, 83/12/02, 9302070146 


— 8302070 1 53 Excerpts tram A&LB 820308,0419.0614,28 V 0726 meetings re 
effects at proposed restart on psychological health of 
residents in surrounding car-nun) 1 1 e s Article from Hind & 

Medicine, Vo] 8»Nunbor 3, dtd Apr 1931 end 

* IRC - No Detailed Affiliation Given 82/12/02 NRC - No 
Detailed Affiliation Given lipp 17065 330 24V 

Fiche 50 000,32/12/02,8302070146 


9302010556 Application tor an^nd to License DPR-50, c ons l s 1 1 ng of Tech 
Spec Change Request 120 re engineered safeguards protection 
ays actuation setpoints Certificate of Svc end 

HOKILL.H D General Public Utilities - GPU Service Corp 03/01/21 
ST0L2, J F Operating Reactors Branch 4 4pp 16977 117 24X 

Fiche 50-269,83/01/21,6302010556 


--9302-010562 Tech Spec Change Request 120 re engineered safeguards 
protection *y* actuation setpoints 

# General Public Utilities - GPU Service Corp 03/01/21 2pp 
16977 121 24X Fiche 50-289,83/01/21,8302010356 


0302010507 Forwards 844-1 Owners Group 030113 itr to NRC re integral sys 
tasting Ltr updates int-o previously provided 
BAXTER, T A Shau, Pittcran, Potts A Trowbridge BAXTER, T A 
Metropolitan Edison Co 83/01/27 EDLES, 0 J , BUCK, J H , 

GQTCHV, R L Atomic Safety and Licensing Appeal Panel 6pp 
16979 193 24X Fiche 50-289,83/01/27,0302010507 


0302010407 Reaffirms util position that facility can be operated safely 
during resolution of environ qua 1 i f i c a t i on deficiencies as 
described in 010321 SER All IE equipment in harsh environ it 
required for safe shutdown qualified 

Hl/KILL, -H D General Public Utilities - GPU Service Corp 63/01/20 

STOlZ.J F Operating Reactors Branch 4 lp 16981 319 24X 

Fiche 50-289, 83/01/58,3302010407 


0302090037 Forwards request for arfdl info re Rev i to licensee Topical 
Rept 000 on plant safety subsequent to recovery from 
on c e-thr-oug b stean generator corrosion problems fleeting 
should be scheduled to resolve desul f uri rat i on issue 
BENAROYApV Chemical Engineering Branch 03/01/28 STQLZ, J 
Operating Reactors Branch 4 5pp 17108 351 24X 

Fiche 50-289,63/01/28,6302090037 


— -030 107031 I Requests add 1 Info re util recommissioning activities on 
once-through steam generators for review of Topical Rept 
006, Rev 1, "Assess -non t of TMI-1 Plant Safety for Return fro 
Svc After Steam Generator Repair * 

MACDONALD, D D Affiliation Unknown 03/01/03 BENAROYA, V 
Chemical Engineering Branch 7pp 17108 356 24X 

Fic h » 50-299, 83/0 1 /23, 9302090037 


8302040390 Forward* “Overview of Progress in TMI-1 Tube Cleaning 
Experiment ' 

GftEENAWA/, H R General Public Utilities - GPU Service Corp 
83/01/31 MCCRACKEN, C NRC - No Detailed Affiliation Given lp 
17018 001 2- IX Fiche 30-289,63/01/31,0302040390 


--030^040393 "Overview of Progress in TMI-1 Tube Cleaning Experiment 11 
BARNES, R H , WEMSKY, A K , LATHOUSE, J Battel In Memorial Institute, 
Colunbus Laboratories 03/01/31 75pp 17018 002 24X 

Fiche 30-209, 83/01/31, 8302040390 


8302070410 Forward* Tech Spec Change Request 122 amending App A to 
License DPR-50 

HUKILL, H D General Public Utilities - GPU Service Corp 83/01/31 

STOLZ, J F Operating Reactors Branch 4 lp 17036 252 S4X 

Fiche 50-20?, 03/01/31,8302070448 


— 0302070452 Tech Spec Change Request 122 adding Section 6 S li Item j re 
unit shift manning requirement procedures & changing 
Section 6 5 3 1, Items e l f re OA audits 
HUKfLLrH 0 General Public Utilities - GPU Service Corp 
63/01/31 App 17036 253 24X Fiche 50-289,83/01/31,0302070440 


— 8302070455 Proposed Tech Spec Sections 6 5 3 1 re QA audits ft 6 B 1 ro 
Unit shift manning requirement procedures 

» General Public Utilities - GPU Service Corp 03/01/31 2pp 
17036 257 24 X Fiche 50-289,83/01/31.0302070449 


8302100257 Forwards confirmatory study on applicability of pressuriied 
thermal shock screening criteria to BLW plants, for use as 
starting point for addl detailed technical discussions 
between NRC L B^W Owners Group representati ves 

LAINAS, G C Assistant Director for Operating Reactors 83/01/31 
WALLACE, £ Babcock b Wilcox Operating Plants Owners Group 6pp 
17134 100 24X Fiche 50-000,83/01/31,8302100257 
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S30224C939 Forward* finding* of independent investigation of operator 
q> aJ ifi c a t 1 on s from Names, employee numbers, social 

s i c u r j tij numbers t* reactor operator /senior reactor operator 
license numbers delated 

ARLQLD.R C General Public Utilities - GPU Service Corp 93/01/31 

CEYOUO. R C Office of Interna tional Programs. Director 1. 1 16pp 

I72SI 043 34 < F i che 50-289.83/01/31,9302240039 


63*0203 04 41 Board No 1 1 f i ca 1 1 on 93-08 forwards info re allegation 
concerning util which appears to have nexus to issue of mgt 
ca«-$«*ency i/or cheating issue in restart proceeding 
Investigation underway 

EISELWJT . D C Division of Licensing 93/02/01 PALLADINO* H * 
GlE_rN5 v /-V. AKEARNE. J F Commissioners 4pp 17071 107 24X 

f ithu 30-289. 9 3/02 /0 1 . 930208044 1 


£■>32020195 Requests relief from A8LB 811214 decision requiring upgrade 
of fuel handling bldg ventilation sys to include new ESF 
filter sy* prior to first lefuoling outage Present sys 
adequate Assumption £ key parameters end 

H'JkXLLpM D General Pub 1 i c Utilities - GPU Service Corp 03/02/02 
STDLZ. ■/ F Operating Reactors Branch 4 3pp 17050 138 24X 

Fich* 30-209. 83/02/02. 9302080195 


0302090341 Forwards Tech Spec Change Request 123 to License DPR-50, 
allevfng greater flexibility in steam generator tube repair 
a# tfccds 

KW ILL, H D General Public Utilities ~ GPU Service Corp 03/02/02 

STOU.J F Operating Reactors Branch 4 ip 17067 153 24X 

Fir he 50-2S9, 83/02/02,9302090341 


— S3-;*'ah3903 , 5I Tech Spec Change Request 123 to License DPR-so, chang inq Trch 
S_pec + re steam generator tube repair methods 
H'JKfLL. H E) General Public Utilities - GPU Service Corp 
83/02/02 2pp 17067 136 24X Fiche 30~2B7, 83/02/02. 8302090341 


— 0303090363 Proposed Tech Specs, a 1 lowing greater flexibility in steam 
generator tube repair methods 

* General Public Utilities - GPU Service Corp 83/02/02 3pp 
17067 150 24X Fiche 50-289,03/02/02,0302090341 

11*02100108 Lists Info to be included in Util submittal re prossnt 
status K program schedule for flu* reduction per 030114 
discuss ions 

STOl I . J F Operating Reactors Branch 4 83/02/02 HUKILL, H D 

General! Public Utilities - GPU Service Corp 6pp 17134 138 24X 

Fiche 5 0-289, 03/02/02, 0302100189 


302030300 Forwards summary status rept Far items requiring NRC 
certification prior to restart as result of NRC order 8t 
790S09 notice of hearing 

ARMH-C.R C General Public Utilities - GPU Service Corp 93/02/03 
OJENTON .H R Office of Nuclear Reactor Regulation, Director 3pp 

17056 134 24X Ficho 30-289, 93/02/03, 0302080300 


302X00232 Forwards application to amend License DPR-90, incorpo rating 
Tech Spec Change Request 121 to allow higher limits of 
hydrogen or oxygen as long as gases kept below lower 

f la-n^ab i J i tg Unit* 

*H>k|4.L<M D General Public Utilities - GPU Service Corp 03/02/03 
STCLJ- J Operating Reactors Branch 4 2pp 17114 114 24X 

F letke 50-259 , 63/02/03,8302100232 


►B3021C0237 Application to amend License DPR -30, incorporating Tech Bprt 
Change Request 121 to allow higher limits of hydrogen or 
tfsvSJ* 1 '* a* Kong as gases kept below flammability limits 
H"J!K ILL i FI D General Public Utilities - OPU Service Corp 
63/02/03 Ip 17114 116 24X Fiche 30-209,83/02/03.0302100232 


8302103240 Tech Spec Change Request 121. allowing of higher limits 

of hydrogen or oxygen as long as gases kept below lower 
ita^dbll ity limits 

m General Public Utilities — CPU Service Corp 83/02/03 5pp 
17114 U7 24X Fiche 50-299,83/02/03,0302100232 


02090402 Forwards responses to items discussed at 030107 meeting ui/ 
NRC 6= LLL ro unresolved issues resulting from technical 
*k,jl r jat|on rept on responses to issues raised in Generic Ltr 
01-14 

HL*,JLL.HT D Genera*! Public Utilities - GPU Service Corp 03/02/04 
STQ£_2*i/ F Operating Reactors Branch 4 9pp 17067 119 24X 

Fictifl 50-289, 93/02/04, 8302090402 


02J7DIO5 Forwards request for addl info re Topical Rept 009, Rev 1» 
'A**#**r«ent of TMI-t Plant Safety for Return to Svc After 
Generator Repair." submitted u/licen<«e 021210 ltr 
STOL 2* -J F Operating Reactors Branch 4 03/02/07 HUKJLL, H D 

Jtntrdl Public Utilities - GPU Service Corp 9pp 17191 089 24X 

riche 50-289,03/02/07.8302170105 


— 8302170111 Forwards request for ref* listed in Topical Rept 000, 
Rev l,per NRC &21220 ltr Refs necessary for preparation 
of technical evaluation rept 

SHOOK, T Franklin Inst itufte/Frank 1 in Research Center 
NRC 03-01—130 83/01/07 RAUAN.U , MCCRACKEN. C NRC - Ma 

Detailed Affiliation Given 2pp 17191 098 24X 

Fiche 50-239, 03/02/07. 8302170105 


0302030295 Generic Ltr 03-09 to a 1 1 operating reactor licensees, 
applicants for OL U holders of CP for C-E PWRs re review of 
C-E Cunsrs Group emergency procedures guideline program Svc 
list «ncl 

ErSENHUT. 0 G Division of Licensing 03/02/08 Consolidated 
Edison Co of lieu Yorl, Tnc llpp 17290 247 24X 

Fiche 50-000, 03/02/09, 8302080295 


Q302030304 Generic Ltr 03-L1 to all operating reactor licensees re 
licensee qualification for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end 

E1SENHUT.D G Division of Licensing 83/02/00 Cans o 1 i da ted 
Edison Co of New York, Inc 9PP 17234' 234 24X 

Fiche 50-000,03/02/88,0302080304 


0302190052 Forwards remittance for Tech Spec Change Request 123 dtd 
S3 0202 

HUK1LL, H D General Public Utilities - GPU Service Corp 03/02/09 

STOLZ. J F Operating Reactors Branch 4 Ip 17147 04B 24X 

Fiche 50-289,03/02/09,0302190052 


6302 1 5065 1 Forwards responses to NRC 920708 Sc 1007 Itrs addressing 
open item* from NUREG-0680 *< NUREG-0737, I tern til B 3 re 
post-accident sampling «ys 

HUKILL. W D General Public Utilities - GPU Service Corp 03/02/09 

BTOLZ, J F Operating Reactors Branch 4 16pp 17151 024 24X 

Fiche 50-209,03/02/09.9302150651 


0302170404 Notification of B30224 meeting u/util & OR ML in pethesda.MD 
to discuss inadequate core cooling instrumentation 
VAN VLIET, J Operating Reactor* Branch 4 83/02/14 STOLZ, J 

Operating Reactors Dranch 4 2pp 17195 253 24X 

Flch* 50-269,83/02/14,8302170404 


8302250102 Notification of B30233 meeting w/B&U regulatory response 
group in Betheida.MD to discuss small break LCJCA procedures 
& maint of proper steam generator water level. 

VAN VlIET , J Operating Reactor* Branch 4 03/02/17 9TCLZ, J 

Operating Reactor* Branch 4 3p p 17303 090 24X 

Fi ch * 50-000, B3/02/17, 03022501 02 


8302230175 Discusses unava i lab 1 J 1 ty of safety -grad e, selsml cal ly 
qualified digital indicators required by restart rept, 

Section 2116 4.3 Redundancy provided by computing 
saturation margin For each loop 

HUH ILL* H D General Public Utilities - OPU Service Corp 03/02/10 

BTOLZ. J F Division of Licencing 2pp 17245 164 24X 

Fiche 50-209, 03/02/ 1 8, 03022301 75 


B3O220O224 Advise* that 630131 1 fcr inadvertently referred to recipient 
as participant in 830210 meeting to evaluate chemical 
cleaning of steam generators Ltr should have been sent for 
info only 

WE 1 MORE, J 0 General Public Utilities - GPU Service Corp 03/02/22 
MCCRACKEN. C Chemical Engineering Branch. Ip 17304357 24X 

Fiche 50-209, 03 / 02 / 22 , 030 2280224. 


G Inspection reports, fE Bulletins h CDrresp undent® 


8302030417 Forwards IE Insp Rept 50-209/02-26 on 821II2-123J No 
noncompliance noted 

MAR TIN, T T Division of Engineering & Technical Programs 83/01/21 

HUKTLL, H D General Pub 1 1 c Utilities - GPU Service Corp 2pp 

17005 124 24* Fiche 50-209, 83/01/21. 8302030417 


— 0302030429 IE Jnsp Rept 50-299/02-26 on 021112-1231 No noncompliance 
noted Major areas inspected action on previous insp 
f indings, s t earn generator tube kinetic expansion performance 
& restart p reopera t iooa I t startup testing 

NICHOLAS, H. , CONTE, R » GRAY, E Division of Engineering Technical 
Programs 03/01/19 ISpp 17005 126 24X Fic he 50-209, 83/01/21. 

8302030417 


8302070331 Forwards IE Insp Rept 50-269/82-20 o-n 821206-030104 No 
nonconpl iance noted! 

8TAROSTECKI,R Division of Project tr Resident Programs 03/01/24. 
HUhILLr H 0 General Public Utilities - GPU Service Corp 2pp 
17030 356 24X Fiche 50-289,83/01/24,8302070331 
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— 03020-70335 IE Insp Rept 90-389/02-26 an S21 206-B30104 No none amp 1 lance 
noted Major areas inspected action on previous insp 
finding s, p lant operat ions . me luding stean generator repairs 
4 LEfis 

C0NIE, R i YOUNG* F . KEIMJG, R Region 1* Office of Director 
83/01/21 5pp 17030 358 24X Fiche 50-289*83/01/24*8302070331 


8212060358 IE Info Notice 83-01. “Ray Miller. Inc M Svc list end 
JORDAN* E L Division of Emergency Preparedness 4 Engineering 
Response (Post 8301031 03/01/26 Consolidated Edison Co of New 

York* Ire lJBpp 17023 160 24X Fiche 50-000*83/01/26,8212060353 


6212060360 IE Info Notice 83-02* "Limiter que HO0C, H 1 DC, H2BC 4 H3AC 
Gaarheads u Svc list and 

JORDAN* E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/01/28 Consolidated Edison Co of New 

York* Inc 1 09p p 17144 001 24X F lehe. 50-000. 63/01/20, 821 2060360 

6^12060361 IE Info Notice 83-03, "Calih-r of Liquid Level Instruments " 
Svc list end 

JORDAN, E. L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/01/28 Consolidated Edison Co of New 

York* Inc ilOpp 17074 095 24X Fiche 50-000. 83/01 /2Q* 021 206036 1 


8302150590 Ac Ir receipt of 030120 I tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-289/02-21 
BTAR03TECKI* R Division of Project 4 Resident Programs. 03/02/07 
HUK1LL, H 0 General Public Utilities - GPU Service Corp 2p p 
17156 113 24 < Fiche 50-209*83/02/07*0 302150590 


— B302150603 Respond* to NRC 021209 tfcr re violations noted in IE Insp 
Rapt 50-239/82-21 Corrective actions safety evaluation for 
safety valve position indications revised to include new 
scope of work 

Hk/KfLL* Jf D General Public Utilities - GPU Service Corp 
83/01/20 HAYNES. R C Region 1, Office of Director 2pp 
17196 115 24 ( Fiche 50-269* 83/02/07* S3021 50590 


B3 02150634 Forwards response to NRC 821210 request for add) info re 
Items 4 4 5 of IE Bulletin 31-03 concerning flaw blockage of 
cooling water to safety sys components by corblcula 6 
mytilua sp No immediate preventive action required 

HUKILL.H 0 General Public Utilities - GPU Service Corp 83/02/07 
JORDAN, E L Division of Engineering 4 Ovality Assurance (Pre 
830103) 4pp 17151 329 24* FlChe 50-289, &3/02/07, B302150634 


63022^0495 Board Motif ica felon 83-09 provides results of annual SALP 
re licensee mgt capah i I i ty» f o r use in restart hearing 
EI6EKHUT.D O Division of Licensing 83/02/07 PAL LADING* M . 
GILTHSKY. V * AHFARNE. J F Coir.n is s i nneT s 6pp 17236 333 24X 

Fiche 50-209, 03/02/07,3302220495 


8302160270 Forwards revised Table 5 Part 0 (2) on Page 5-2 covering 
enforcement data Soma data inadvertently omitted from SALP 
input sent by 820I2Q Itr 

STAR03TECK1 1 R Division of Project S. Resident Programs 83/02/09 
ARNOLD, R General Public Utilities - GPU Service Corp ip 
17169 235 24X Fiche 50-289* S3/02/09* 83021 60270 


— 9303 160273 Corrected Page 5-2 of SALP rept for Qct 1901 - Bep t 1982 
* Region 1, Office of Director 02/U/22 lp 17169 236 24X 

Fiche, 50-239* 83/02/09 .03021 40270 


63O21B0176 Ack receipt of 830113 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Rept 50-289/82-12 
MARTIN* T T Division of Engineering tt Technical Programs 83/02/10 

HUK1LL.H D General Public Utilities ~ GPU Service Corp 3pp 

17216 004 24K Fiche 50-209. 03/02/1 0* 33021 00 1 76 


— 9302180182 Respond* to 821223 meeting u/NRC re violations noted in it* 
Insp Rept 50-289/02-12 Corrective actions util will ensure 
submittals consistent u/NRC guidance k will evaluate 
scenario to ensure adequate coverage of activities 
HUXILLr H D General Public Utilities - GPU Service Corp 
83/01/13 HAYNES* R C Region 1, Office of Director 9pp 
17216 006 24 X FicM 50-289*03/02/10.8302180176 


8302250201 Forward* IE Insp Rept 50-239/83-01 on 830104-31 No 
noncomp I lance noted 

aiAROBTECKI* R Division of Project U Resident Programs 03/02/10 
KUMLLrH D General Public Utilities - GPU Service Corp 2p p 
17291:335 24X Fi che 50-289. 83/02/10* 8302250281 


—0302250200 IE Insp Rept 50-2S9/B3-01 on 830104-31 No ndneomp i iance 
noted Me jot area* imp acted: 1 icefltee action ©n previous imp 
f Ind i ng*> p 1 ant op erat ions. inc lud Ing steam generator repairs* 

RCS pressure control testing Ac restart mods 

CONTE, R, » HAVERKAHP.D , THONi/Q* L Division of Project b Resident 
Programs 03/03/09 12pp 1 729 1 337 24X Fi c he • 50-209, 63/02/ 1 0, 

8302250201 


0212G6O343 IE Inro Mr* ice 07-04, "Failure of Elma Powei Supply Unitfe ” 
Svc list one 1 

JORDAN* E L Division ot- Emergency Pipparedness 6 Engineering 
Response (Post 037103' 83/02/1S Consolidated Edison Co of New 

York* Inc llOpp 17347 jgj 2 TX Fiche 50-000*03/02/18,0212060363 


B212060365 IE info Notice 03-05, Obtaining Approval for Disposing of 
Vary Lou Lewi fiadwa-he - 10CFR2Q 302 " Svc list encl 
JORDAN. E L Division of Emergency Preparedness A* Engineering 
Response (Post 030103) B3/02/?4 Consolidated Edison Co of New 

Yoi k, Inc lilpp J7347 050 24/ Fiche 50-000,93/02/24,8212060365 


8212060366 IE Info Notice 03-06, "Nom dentica l Replacement Parts “ 

Svc list encl 

JORDAN E L Division or Emergency Pieparedness & Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York. Inc ll2pp 17361 143 24< Fiche 50-000,83/02/24,8212060366 


FI Periodic operating reports \ related correspondence 


8302230156 Forwards monthly operating rept far Jan 1983 

HUKILL. H D General Public Utilities - GPU Service Corp 83/02/15 
MCDONA' D* W C Division of Data Automation 6 Management Information 
Ip 1 7243 255 24< Fiche 50-289,03/02/15*8302230156 


- -03022301 5& Monthly operating rept for Jan 1983 

EttYrH.C W General Public Utilities - GPU Service Corp 03/02/15 
I2pp 17243 256 < Fiche 50-239,03/02/15,8302230136 


Q Reportable occurrences, LFRs A related correspondence 


030203054 1 Forwards LER B2-016/03L-0 

HUKILL, H D General Public Utilities - GPU Service Corp 83/01/21 

HAYNES* R C Region t, Office of Diiectop lp 17006 226 24X 

Fiche 30-269. 83/0 1 /21 , £3020305*. 1 


--B302030549 LER 02-O16/O3L-O on 021222, dur ing cold shutdown* fi re barrier 
penetration seal 4B? identified as having unacceptable void 
under cable tray support angle Temporary damming matl 
installed an both sides of seal 

SfEPHCh'SC 'll C J General Public Utilities - GPU Service Corp 
33/01 ^21 Region 1, Office of Duector 3pp 17006 227 24X 

Fiche 50-Z39* 93/01/21. 8302030541 


0302090170 Forwards LER 63-001/031-0 

HUKIIL.H D General Public Utilities - GPU Service Corp 83/02/01 

HAYNES, R C Region l, Office of Director Ip 17070 001 24X 

Fsche 50-209,80/02/01*0302090170 


— 930^090175 LER 03-00 t /03L-0 on G301 01 < dur i n g reactor bldg p ur g e . station 
radiation momtoi NM-A9* iodine channe 1, f a i 1 ed Caused by 
single channel analyzer circuit board failure Circuit board 
replaced A quarterly calihr performed 

STEPHENSON. C J General Public Utilities - GPU Service Corp 
83/02/01 Region 1, Office of Director 3pp 17070 002 24k 

Fiche 50-289,93/02/01*8302090170 


B3021 B026Q Telecopy of RQ 83-003 on 83021 0, in i t lal disassembly ?< insp 
of PC7V RC-RU2 revealed pilot valve piston \ spring corroded 
in full op*»n position Failure analysis initiated to 
determine cause A- corrective actions 

D'TOCLE.K J General Public Utilities - GPU Service Corp 83/02/11 

HAYNES, R C Region t. Office of Director !p 17215 244 24X 

Fiche 50-289*03/02/11*8302180260 


8302230225 Telecopy RO 83-003 on 830210, dur ing insp of PORV RC-RV2* 
corrosion identified in Inconel h austenitic steel parts 
Pilot valve piston !< spring also found corroded Cause under 
■analysis 

TQQ_E*fi J General Public Utilities - GPU Service Corp B3/02/U 
NA/NE9, R C Region I. Office of Director tp 17244 362 24X 

Fiche 50-259*03/02/11,0302230225 


T Hearing transcripts on non-ant i trust matters 


B302010104 FOI A request for transcripts of lawsuit between General 
Public Util* K Bill in Federal District Cour t* Southern 
District 3 f NY 

UEfSS.E R Union of Concerned Scientists 82/11/22 FELTON, J 
Division of Rules and Records lp 17061 071 24X 

Fiche 50-209*82/11/22,0303010104 


B302160098 Notification of ccntiact e x eeut i on * Mod 2 to 'Transcription 
of TMI Tapes “ Contractor NR Gross J. Co* Inc 

3KITH.P A Division of Contracts NRC-1 0-79-400 82/12/20 

8PRTNG£fi*M Office of Administration HCVEAGH* H NRC - No Detailed 

Affiliation Given lp 17160 262 24X Fiche 50-209*02/12/20* 

0302160093 
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-~8 3D21601 04 Kod 2, d e ob 1 1 g a 1 1 ng fund?; to "Ti anscr l p tion of TMI Tapes 
• Me a 1 fi Grass L Co > Inc SMITH, P A Division of Contracts 
r *C-l0-79-4C0 e^/lT^O lp I7I&0 263 24X 

Flche 50-239.02/12/20,8302160090 


&>020l0ll2 Responds to FQfA request for transcripts of lawsuit between 
<?*■ i*ral Public Utils h BtW in Federal District Court, 

Southern Distnc* ot’ NY Listed transcripts available in FDR 
for Mewing only 

FELTON. J h Division of Rules and Records 82/12/21 WEISS, E R 
Hirnan t Weiss 3pf 17061 072 24 < Flche 50-289,92/12/21* 

83020101 12 


— 9302010119 Transcript of lawsuit between General Public Utils !< ff&W in 
Federal District Cour t, Southern District of NY, Vol J 
Pp 1-109 Transcript available in PDR for viewing only 
* r *C - No Detailed Affiliation Given 02/11/01 189pp 

1 7013 035 24X Fiche 50-289,82/12/21,9302010112 


— E0020I0123 Transcript of lawsuit between General Public Utils h HfeW in 
Federal District C our t, South® rn District of NY.Voi 2 
Pp 190-361 Transcript available in PDR for viewing only 
* IMC - No Detailed Affiliation Given 02/11/02 I72pp 
17013 035 24X Fiche 50-269,02/12/21,8302010112 


-aj<>2010129 Transcript of lawsuit between General Public Utils ft B&W in 
Federal District C our t , South e rn District of NY, Vol 3 
Pp 362-537 Transcript available in PDR for viewing only 
+ :»HC - Ma Detailed Affiliation Given 82/11/03 176pp 

J 7013 095 24X Fiche 30-289, 82/12/21, 03020101 1? 


— -E2Q3O10135 Transcript of lawsuit between General Public Utils & DS<W in 
Federal District Cour t, Southern District of NY, Vol 4 
Pp 530-712 Transcript; available in PDR for viewing only 
* f Rt - No Detailed Affiliation Given 02/(1/04 175pp 

17013 035 24 X Fiche 50-259.82/12/21,9302010112 


~-B3v20T 0142 Transcript of lawsuit between General Public Utils ft BMJ in 
Federal District Cour t , South e rn District of NY, Vol 5 
Fp 713-833 Transcript available in PDR for viewing only 
-» N4C - No Detailed Affiliation Given 02/11/05 HBpp 
17013 085 24/ Firhe 50-289,82/12/21,8302010112 


— G3C2tii0i4S Transcript of lawsuit between General Public Utils & JlftW in 
Federal District Cour t , Southern Distiict of NY.Voi 6 
Fp 031-1,030 Transcript available in PDR for viewing only 
■» I.RC - No Detailed Affiliation Given 82/11/09 20Dpp 
17013 083 24* Flche 50-289,02/12/21,0302010112 


--0 302010153 Transcript of lawsuit between General Public Utils ft DAW in 
Federal District Cour t , Southern Distiict of NY, Vol 7 
Fp 1,031-1, 130 Transcript available in PDR for viewing only 
* E'-wC - No Detailed Affiliation Given 82/11/10 lOOpp 
17013 085 24 X Flche 50-289, 02/ J ?/ 2 1 , G3020 101 12 


--930301 01 56 Transcript of lawsuit between General Public Utils & fl&W l n- 
Federal District C our t , South ern District of NY, Vol 8 
Pp 1 > 1 3 £ -1 , 235 Transci ipt available in PDR for viewing only 
-* - No Detailed Affiliation Given 82/11/11 105pp 

17013 095 24/ Fiche 50-289,02/12/21.0302010112 


— 030^010161 Transcript of lawsuit between General Public Utils & O&W in 
Federal District Cour t, South ern District of NY, Vol 9 
Pp 1,535-1,337 Transcript available in PDR for viewing only 
-* NSC - Nj Detailed Affiliation Given 02/11/12 102pp 

17013 035 24/ Fiche 50-289,82/12/21,8302010112 


— 03O2O1O166- Transcript of lawsuit between General Public Utils & B&W in 
Federal District Cour t, Southern District of NYrVol 10 
Fp 1.339-1,534 Transcript available in PDR for viewing only 
-* r 4C - No Detailed Affiliation Given 02/11/15 l?7pp 
17013 085 24 X Fiche 50-289,82/12/21,8302010112 


— 030^010170 Transcript of lawsuit between General Public Utils & U!<W in 
Federal District Cour t, Southern District of NY, Vol 11 
Pp 1,535-1, 715 Transcript available in PDR for viewing only 
* t'KC - No Detailed Affiliation Given 82/11/16 !01pp 

17013 085 24X Fiche 30-209,82/12/21,0302010112 


— S3OP010177 Transcript of lawsuit between General Public Utils & BftW in 
Federal District Cour t, Southern District of NY.Voi 12 
Pp 1,716-1,875 Transcript available in PDR for viewing only 
-* FHC - Nq Detailed Affiliation Given 82/11/17 160pp 

17013 005 24X Ficha 50-209,02/12/21,0302010112 


— B3O201O1S3 Transcript of lawsuit between General Public Utils t< BftW in 
Federal District Cour t , Southern District of NY.Voi 13 
Pp 1*876-2,039 Transcript available in PDR for viewing only 
hRC - N,» Detailed Affiliation Given 02/11/10 164pp 

17013 085 24 T Fiche 30-289. 82/12/21 . 83020 101 12 


— 3302010202 Transcript of lawsuit between General Public Utils & DftW in 
Federal District Cour t , So u fchern District of NY, Vol 14 
Pp 2 , 040 - 2 , 137 Transcript available in PDR for viewing only 
* f RC - No DetalLed Affiliation Given 02/11/19 9Bpp 
17-013 0B5 24X Fiche 50-209,82/12/21,0302010112 


— 830201 0210 Transcript of lawsuit between General Public Utils & D&W in 
Federal District Caur fc. Southern District of NY, Vo 1 15 
Pp 2,138-2,311 Transcript available in PDR for viewing only 
* N4C - No Detailed Af ff 1 1 1 at ion Gi ven 92/11/22 I74pp 
1700 OS5 24X Fiche 50-239,82/12/21,8302010112 


— 030201 02 S 6 Transcript of lawsuit between General Public Utili & B&W in 
Federal District Cour t. Southern District of NY, Vol 16 
Pp 2, 312-2, 574 Transcript available in PDR for viewing only 
* F*C - No Detailed Affiliation Given 82/11/23 263pp 

17013 035 24 X Flche 50-289,62/12/21.8302010112 


— 83020 1 022 1 Transcript of lawsuit between General Public Utils ft EftW in 
Federal District Cour t. South ern District of NY, Vo 1 17 
Pp 2,575-2,690 Transcript available in PDR for viewing only 
* PRC - No Detailed Affiliation Given. 92/11/24 106pp. 

17013 035 24< Fiche 50-289, 82/12/21 , 0302010! 12 


— 0302010226 Transcript of lawsuit between General Public Utils & BftW in 
Federal District Cour fc, Southern District of NY.Voi 18. 

Pp 2,601-2, 030 Transcript available in PDR for viewing only 
* LrtC - Nd Detailed Affiliation Given 62/11/29 ISOpp 
17013 095 24 X Fiche 50-289,92/12/21,0302010112 


— 030^010232 Transcript of lawsuit between General Public Util* ft BftW in 
Federal District Cour fc, Southern District of NY, Vol 19 
Pp 2,931-2,923 Transcript available in PDR for viewing only 
* PRC - No Detailed Affiliation Given B2/U/30 93pp 
17013 035 24X Ficho 50-269, 82/12/21,0302010112 


— 8302010230 Transcript of lawsuit between General Public Utils ft BfcW In 
Federal District Court, South ern District of NY, Vo 1 20 
Pp 2,924-3,040 Transcript available in POR for viewing only 
* PRC -No Detailed Affiliation Given 62/12/01 H7pp 
17013 085 24 X Fiche 50-269,82/12/21,8302010112 


— 83020 1024 1 Transcript of lawsuit between General Public Utils ft B&W in 
Federal District Court, Southern District of NY, Vo I 2! 

Fp 3,041-3,215 Transcript available in PDR for viewing only 
* f RC - Wo Detailed Affiliation Given 02/12/02. I75pp 
17013 035 2 hA Fiche 50-289,02/12/21,8302010112 


-B302010256 Transcript of lawsuit between General Public Utils & BftW in 
Federal District Court. Southern District of NY, Vol 22 
Pp 3, 2£6* Si 377 Transcript available in PDR for viewing only 
* fRC - Wo Detailed Affiliation Given 02/12/06 I62pp 
17013095 24< Fiche 50-209,02/12/21,8302010112 


- -8302010262 Transcript of lawsuit between General Public Utils & DftW in 
Federal Distiict Court. Southern District off NY, Vo 1 23 
Pp 3,378-3, 339 Transcript available in PDR for viewing only 
* r HC - Wo Detailed Affiliation Given 82/13/07 182pp 

17013 095 24X Fiche 30-269,82/12/21,8302010112 


-8303010268 Transcript of lawsuit between General Public UtiH ft QS»W In 
Federal District Court. South ern District of NY, Vo 1 24 
Pp 3, 560-3, 733 Transcript available in PDR for viewing only 
* IMKC - Wo Detailed Affiliation Given 82/12/08 174pp 

17013 035 24X Fiche 30-209,82/12/21,0302010112 


— 8302010273 Transcript of lawsuit between General Public UtiJt & D&W In 
Federal District Court. Southern District of NY, Vol 25 
Pp 3* 734-3,906 Transcript available in PDR for viewing only 
■* NHC - No Detailed Affiliation Given. 82/12/09 173pp 

17013 085 24 X Fiche 50-209,82/12/21.0302010112 


— B3020I0278 Transcript of lawsuit between General Public Utils & B&W in 
Federal District Court* South ern District of NY.Voi 26 
Pp 3,907-3,989 Transcript available in PDR for viewing only 
a NRC - Wo Detailed Affiliation Given 82/12/10 83pp 
17013 085 24X Fiche 50-289,82/12/21,8302010112 


--830P0I02S2 Transcript of lawsuit between General Public Utils h a&W in 
Federal District Court* Southern District of NY, Vo 1 27 
Pp 3*990-4, 178 Transcript available in PDR for viewing only 
a h«c “ Wo Detailed Affiliation Given 92/12/13 189pp. 

17013 085 24 X Fiche 30-289,82/12/21,0302010112 


— 8302010504 Transcript of lawsuit between General Public Utils ft HftW In 
Federal District Cour t# South ern District of NY.Voi 20 
Pp 4* 1 79-4, 300 Transcript available in PDR for viewing only 
a NKC - No Detailed Affiliation. Given B2/12/i4 fflOpp 
17013 085 24/ Fiche 30-289,82/12/21,8302010112 
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0302010209 Transcript 0 t lawsuit betwetn General Public Utils fc DLW in 
!i I r 2i«J )l, * Picfr Court. Southern District of «Y, Val 2? 

-» P ,.or 554 Transcript available in PDR for viewing only 

T-.*i,y2 Defca|1 ® tf ATfjJiatiOn Given 82/12/15 166pp 

17013 085 24X Fiche 50-209, 02/12/21 . 93020101 12 


— 0302220371 Testimony of PC Janes re ALAB-700, Issues 4 - 7 on EfCS 
evaluations l boiler-condenser cooling Analyses demons trate 
adequacy of boiler-conJenser cooling mode to remove decay 
heat Prof qualifications encl 

j9k€S,R C l-Jetrop all tan Edison Co 83/02/16 27pp 17233 050 
24 < Fichu 50-23?, 63/02/ 16, 0302220347 


0302010291 Transcript of lawsuit between General Public Utils U B&U in 
Federal District Cour fc, Southern District of NY. Vol 30 
Pf> rl! 35 ^' 746 Transcript available in PDR for viewing only 
T--. C *“ Mo De ^*i 1 ed Affiliation Given 92/12/16 192pp 

17013 095 24X Ft che 90-289.82/12/21,8302010112 


□ 302010295 Transcript of lawsuit between General Public Utils & B/«W in 
Federal District Cour t* Southern Di a trie t ofNY.Vol 31 
Pp Hr 747-4. 913 Transcript available tn PDR for viewing only 
* ~ No detailed Affiliation Given 82/12/17 I67pp 

17013 035 24X Ficfie 30-209. 82/12/21, B30201QJ i2 


1302010299 Transcript of lawsuit between General Public Utils & B&W in 
Federal District Court* Southern District of N/»Vol 32 
Pp 4* 914-Si 103 Transcript available in POP for viewing only 
* MRC - No Detailed Affiliation Given 82/12/20 I99pp 
1701 3 035 24X Fiche 30-289, 82/12/23 1 33020101 12 


1302010302 Transcript of lawsuit between General Public Utils 6 DS.W tr» 
Federal District Cour tr South orn District of NY, Vo E 33 
Pp 3, 103-5. 279 Transcript available in PDR for viewing only 
* FHtC - No Detailed Affiliation Given 82/12/21 J77pp 
17013 083 24X Fiche 30-289. 82/ 1 2/21 . 83030101 1 2 


302010303 Transcript of lawsuit between General Public Utils & EU,U m 
Federal District Court, Southern District of NY.Vol 34 
Pp 3,2(30-5,446 Transcript available In PDR for viewing only 
* NflC - No Detailed Affiliation Given 32/12/22 167pp 

17013 035 e4X Fiche 50-299,02/12/21,3302010112 


— 8302520375 Testimony of OR Capodanno 6 RJ Chisholm re ALAB-708, Issue B 
ou safety-g rade status of emergency feedwater sya Status of 
safety-gr a-d e c 1 ass i f tea t j on of sys unchanged from previous 
submittal to AS LB >* A6LAB Prof qualifications end 
C APOD ANNO* G R . CHISHOLM, R J Metropolitan Edison Co 03/02/16 
10pp 17233 077 24X Fiche 50-289,83/02/16,8302220247 


— 8302250391 Testimony of RC Junes ♦* LC Lanese re ALA3-7O0, Is* u e 9 on 
reliance on feed 6 -bleed cooling Prof qua 1 1 f 1 ca 1 1 ons encl 
JONES , n C . LAtESE^L C Metropolitan Edison Co 03/02/16 lOpp 

17233 CS7 24X Fiche 50-28°, 03/02/ J 6, 0302220347 


— 03O222O3B7 Me, nor and urn of law re ALAB-700, I s sue 9 on reliance on Peed 6 
bleed cooling Reviews l explains testimony Z> position on 
feed l bleed 

BA<TER,T A Metropolitan Edison Co BAXTER,! A Shaw, Pittman, 
Potts * Trowbridge 03/02/16 4pp 17233 097 24Y 

Fiche 50-289, 03/02/16,8302220347 


V Operator Examinations 


0301310203 Generic Ltr 83*06 to all power Teactor 1 icensees, app 1 icants 
for OLs.NSS vendors* reac tor vendors i AE re certificates 
& revised format for reactor operator 8. senior reactor 
operate?- licenses Svc list end 

EISENHUT, D 0 Division of Licensing 83/01/31 Consolidated 

Edison Co of l-ieu YorV, Inc 14pp 17347 177 24X 

Fiche 50-000*03/01/31,8301310203 


2020041 Transcript of ACRS combined Subconrfti ttees on Metal 
amponants 1 TMI-1 833120 meeting tn Wash tng ton, DC Pp 1-294 
importing documentation encl 

AC-RQ - Advisory Committee on Reactor Safeguards 83/01/23 
tlpp 16992 232 24/ Fiche 50-209. 83/01/20. 0302020041 


2170033 Transmittal of K/WC supplemental testimony on issues 

r»nt I f led by A0LAU 

ITCffltfi J H Hearing Branch 4 83/02/16 Ip I71B2 321 24X 

Ch* 50-209* 03/02/16. 8302170083 


102170037 Testimony of BH Shercm 6 WU Jensen in response to ASLAB 
Quest lens 2,4*5*6,7*9*10 L |1 Results of RELAP 5 computer 
cod*? analysts demonstrate feed & bleed method will 
successfully provide core cooling 

SHFRtfN, B 14 , JEM3EM,W L Reactor Systems Branch 03/02/16 50pp 
17102 322 24X Fiche 30-589,03/02/16,63 02170033 


02170090 Testimony of JS (derm Eel in response bo ASLAB Question 8 re 
Inconsistencies 6 confusion in safe fc^jrade status gf 
components i i> emergency feedwater sys Components which will 
not fro *af e ty- grade at restart listed W/C cr fe 1 f tea t* of Svc 
WERHirUJ g Auxiliary Systems Branch 03/02/16 6pp 
17193 009 24X Fiche 30-289,03/02/16,8302170083 


0302240039 Forwards findings of independent investigation of operator 
qualifications tron 1979-82 Names, emp loys* numbers, soc i a 1 
security numbers 6 reactor apera^or/senior reactor operator 
license nunbers delated 

ArN 3 LD.fi c General Public Utilities - GPU Service Corp 03/01/31 

DEY0U,\'G.fi C Ofrice of International Programs, Director I*ll6pp 

17581 043 24 C Fjche 50-289. 03/01/31 , 83022 40039 


0302090407 Forwards Procedure 6 2 10- ADM- 2550 01, "Control of 
Unsts I 6 2. ■ Rev O, in response to ASLB 020727 partial 
initial decision requiring procedure far routine sampling 
reviej of exam .answers for evidence of cheating 
HU>* ILL, H D General Public Utilities - GPU Service Corp 
STCL2, J F Operating Reactors Branch 4 ip 17071 076 
Fiche 50-289, 03/02/07, 8302090407 


Eiams for 
U 

93/05/07 

24X 


— 3302090410 Procedure 6210-ADH-2 550 01* "Control of Exams for Unite 1 *c 
2, ‘ Rev 0 

a General Public Utilities - GPU Service Corp 83/02/07 App 
17071 077 24/ Fiche 50-289,83/02/07.8302090407 


COCKE! 50-290 PROOF TEST FACILITY 

F Security, nedtc^l, erergency 6 fire protection plans 


2P0347 Forwards direct testimony on Issues l - 9 of ASLAB 021220 

Woranrfum 6 Order ALA3-708 Certificate of Svc end 

XTER, T A Shaw, Pittman, Potts t Trowbridge GAXTEfi, T A 

br opol i tan Edison Co DO/02/16 EDLES, G J * BUCK.JH . 

TCHYr fl L Atomic Safety and Licensing Appeal Panel 6pp 

233 020 24X Fiche 50-289.03/02/16.6302220347 


0302140376 Forwards ravs to physical security plan Rev* withheld 
<r*f IOCFR73 21 1 

HILIS.LM Tennessee Valley Authority 03/02/04 DENTON, H Jl 
Office af Nuclear Reactor Regulation, Director Jp 17I4I 21? 24X 

Fiche SO-259, 03/02/04.6302140076 


J2220339 Testimony of Gfl Capodanno an ALAD-70B, Issue 1 re hot log 
ligh point vent slsing Vents sited so sys failure would not 
anstltute LOCA Prof qual i f ic« ft ions end 
■APOOANNOr G R Metropolitan Edison Co 03/02/16 6pp 
723 3 ' 026 24 1< Ftche 50-289.03/02/16,0302220347 


*2220362 Testimony of RC Jona* LC Lanes* re ALAB-70B* Issue 2 on use 
f hot lag vent* in promoting natural circulation Vents will 
e ustf d under inadequate core cooling conditions Prof 
ua U f i cat i oi»s encl 

ONES, ft C * LANE BE. L C Metropolitan Ed i son Co 93/02/16 1 1 pp 

7233 033 24 X Fie be* 50-289, 83/02/ 16, 0302220347 


2220365 Testimony of FF Manganaro re ALAfi-700, Issue 3 on hot leg 
ent instal lati on status Earliest date for mod completion 
stlmated at 030531 Prof qualifications end 
ANGANARO, F F Metropolitan Edison Co 03/02/16 6pp 
7233 044 24/ Fiche 90-2S9, 03/02/16* 0302220347 


DOCKET 90-293 PILGRIM fJJCLEAR PGWER STATION, UNIT I 


F Security, rcedical* energency 4. fire protection plans 


8302100310 AcV receipt of S20519 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-293/82-02 & 

50-293/82-03 

MAR TIM, T T Division of Engineering $ Technical Programs B3/QI/27 
HARRINGTON. V 0 Boston Edison Co 3pp 17116 329 24X 

Fiche 50-293. 03/01 /27, 8302100310 


— B3021C0342 Responds to NRC 020429 ltr re violations noted in IE Insp 
Kept* 50-293/B2-02 6 50-293/82-03 Corrective actions 
Gould Brush recorder recalibr Safeguards info deleted 
I ref J0CFR73 2J) 

HARRINGTON* W D Boston Edison Co 82/05/19 MARTIN* T T. 

Division of Engineering */ Technical Programs 7pp 17I16~332 

24 < Fiche 50-293,83/01/27,0302100310 



DOCKETED ITEMS 


1-21 


e3Q22«20i70 Forwards Rev 2 or' safeguards contingency plan Rev withheld 
<r*f I0CFR73 21) 

HARRINGTON. U D Boston Edison Co 83/01/20 Office of Nuclear 
fleattor Regulation, Director lp 1 7 233 134 24X 

Fiche 30-293,83/01/23,6302220170 


3302150350 Advises that loss of copy of physical security plan on 
820505 constitutes violation Notice of violation forwarded 
hi cl\il penalty imposed Response within 30 days TBquired 
ffARTlNf, T T Division of Engineering t, Technical Programs G-3/Q1/31 
HARRINGTON * U D Boston Edison Co 2pp 17135 223 24X 

Fiche 30-293, 03/01/31, 6302150350 


— 0302150358 Notice of wolation rrom internal audit on 820505 
None o, Tip 1 lance noted site security plan missing from 
secondary aUrr station i not yet located 

* Region (. Office of Director 83/01/31 lp 17155 225 24X 

F i c h a 50-293, 83/01/31 , 83021 50350 


8"3 , G5l7C068 Denies 620625 request for exemption from requirements of 
10CF450 4 B & Section III G of App ft to 10CFR50 If extension 
necessary after details or conf i gui at i on & completion 
schedules are known, request for exemption should he filed 
EriS€NHJT,0 0 Division of Licensing 83/01/31 MORISI.A V Boston 
Edison Co 3 p p 17191 072 24X Fiche 50-293,03/01/31,0302170066 


6301^103'JO Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for QL 6 holders of CPs i« regional workshop 
c a iicerni ng Suppl 1, NU4EG-0737, “Requirements for Emergency 
Response Capability ‘ Svc list enci 

FT SEN TJTj D C Division of Licensing 03/02/01 Consolidated 

Editor Co of Neu York, Inc 1 Ipp 17221 226 24X 

Ficha 50-000,63/02/01,0301210340 


6302030366 Requests Class III fee be remitted re util 821215 
application resulting In Amend 66 to License DPR-33, chang ing 
Tech Specs on penetration fire barrier 

PIG-OS, ft M License Fee Management Branch 83/02/01 MGRIS1.A V 
Boston Edison Co lp 17107 144 24X Fiche 50-293,03/02/01, 

B3G2090366 


&302MC090 Responds to NRC G3Q107 1 tr re violations noted in IE Insp 
Repfc 50-293/62-29 Corrective actions withheld 
Ire# 10CFR73 21 > 

HAFRJNOTGN, N D Boston Edison Co 03/02/04 5TAR0STECK I, R 

Division of Pio/eet *a Resident Programs lp 17141 213 24 X 

Fich* 50-299,63/02/04,0302140090 


H General correspondence 


5302090561 FOMA request tor four catagorses of documents re facility 
0HOru£LL. J Massachusetts, Commonwealth of, 02/11/09 Office of 

Adrlnis trail on 2pp 17131 311 24X Fiche 50-293,02/11/00, 

3302090561 


J Insurance it indemnity information 


J302170361 Forwards sunmans ? complaint re HA Caputo, et al vs Boston 
Editon Co Investigation commenced Into requested from util 
r.» 003225 Incident at facility l resulting radiation 
up osuires 

HARVARD, J E American Nuclear Insurers 03/02/00 9ALTZHAN, J 
Auntant Director far State i Licensee Relations ilpp 17103 327 
3*X Fiche 50-293, 83/02/08, 8302 1 7036 1 


B3Q217Q319 Forwards documentation supporting justification for 
continued operation or operating reactors in response to 
questions raised at B30I06 meeting Te environ qualification 
of electrical equipment 


EIS£NhUT,D C Division of Licensing 83/01/10 
of Nuclear Reactor Regulation, Director ?pp 
Fiche 50-000,83/01/18,8302170019 


DENTOM, H R 
17196 091 24X 


Office 


8203180248 Informs that util 820208 submittal re environ qualification 
of electric equipment is responsive to deficiencies 
ideitified h. provides technically sound bases for 
justification for continued operation 


EGGLESTON, K T Operating Reactors Branch 2 
Assistant Director for Operating Reactors 
Fiche 50-000, 03/01/10, 9302170019 


02/02/26 NOVAK, T M 
4pp 17196 320 24X 


— B3021701S9 Forwards tabulation of Group 2 t, 3 plants showing dates by 
which technical evaluation repts are expected to be 
completed Requests jus t i f ic a t i on for continued operation of 
each group by 821000 t 15. re s p e c 1 1 ve 1 y 

ElBENHOr, DO Division of Licensing 02/09/24 MIRAGLIAi F 
Assistant Director for Safety Assessment 4pp 17196 265 24X 

Fiche 50-000,03/01/18,0302170019 


-6302170176 Concludes that based on re v 1 ew, c ontinued operation until 
completion of licensee environ qualification program will 
not present undue risk to public health tt safety 
ECCLEBTDNrK T Operating Reactors Branch 2 82/10/28 

EI5ENHVI, D G Division of Licensing 3pp 17196 326 24X 

Fiche 50-000, ©3/01 /IB, 6302170019. 


0302030589 Notifies that addl time required to complete NUREG-0737i 
Item 110 3, "Post-Accident Sampling, " due to design mods, 
utilisation of newly selected const contractor & integrated 
scheduling constraints Item will be completed by 040601 
DALI EilTINE, J Boston Edison Co 03/01/28 VASBALLQ, D, D Operating 
Reactors Branch 2 lp 17001 261. 24X Fiche 50-293,83/01/28, 

0302030259 


0302000366 Requests Class III fee to r^'seted re util 021213 
application resulting in Amend 66 to License DPR-35, c hang lug 
Tech Epees on penetration fire barrier 

DIGGS, R M License Fee Management Branch 03/02/01 MQRI8J , A V 
Boston Edison Co lp 171 07 144 24X Fiche 50-293,83/02/01, 

8302000366 


3302030039 Generic Ltr 03 08 to ail Mark I containment licensees re 
mod of vacuum breakers on Mark I containment Requests 
commitment to submit results of plant-unique calculations 
which formed bases for -mod Svc list end 

EISEU-iJT, D 0 Division of Licensing B3/0S/02 Genera! Public 
Utilities - CPU Service Corp Spp 17074 066 24X 

riche 50-000, 83/02/02, 0302030039 


0302160115 Notification 83-10 of 830214 mgt meeting ui/util in Plymouth, 
HA to discuss plant operations it to tour site. 

ELSAS SER, T Division of Project Sr Resident Programs 03/02/03 
Division of Project 6 Resident Programs lp 17160 255 24X 

Fiche 30-293, 03/02/ 03, 8302160 1 I 5 


S302r,S0160 Provides justification for noncomp 1 lance w/NUREG-0737, Item 
It K 3 22, ‘Automatic Switchover of RCIC Sy c ■ Addition of 
auto switchover unnecessary Existing procedural adequate 
HARR INOTON, N D Boston Edison Co 83/02/04 VASSALLD, D D 
Operating Reactors Branch 2 2pp 17056 339 24X 

Fiche 30-293,03/02/04,8302000160 


Op crating license stage documents t correspondence 


1302070590 Responds to FGIA request for four categories of documents 
r* facility Forw-ards documents listed in app Documents also 
available in PDR 

FEL.T-CU, J H Division of Rules and Records 03/01/11 SHOTWELL, J 
l-Tassac huset ts , Commonwealth of, 2pp 17131 31^ ^4X 

p.rhe 50-293 ,63/01/11, 8302090590 


-B J 1 22206 93 Informs of IE study re P-32 it Fe-55 levels in aquatic 
environ Detectable concentration of Fe-35 found in one 
mussel Recommends program be discontinued Analysis should be 
performed as state program List of releases end 
MOTTAH. J J Region t, Ph 1 la d e 1 ph *a , Office of the Director 

<81/03/01) BI/10/22 COHEN, L K Reactor Radiological Safety 

Section 9pp. 17131 316 24X Fiche 30-293, 83/01/1 1, 03020 90590 


-8302090594 Revises 81102-3 memo re Fe-55 it P-32 in marine pathway Sample 
containing Fe-53 taken f i om Sampling Bite 15 on 000111 
fieswlt not related to LER re 6001 10 mussel sample 
KOTTAh',^ J Division of Emergency Preparedness & Operational 
Swppport B1/1G/26 COHEN,! K Radiological Safety Branch ip 
17(31 315 24 < Fiche 50-293,03/01/11,6302090590 


B302090195 Forwards fee for two Class II proposed Tech Spec changes 
contained in 630114 ltr 

HARRINGTON, <J D Go stun Edison Co 83/02/04 VASSAL LO , D 8 
Operating Reactors Branch 2 Ip 17050 350 24X 

Fiche 50-293,03/02/04,8302000192 


0302080295 Generic LfcT 03-09 to all operating reactor licensees, 
applicants for OL i< holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

EISENHUTrDO Division of Licensing 03/02/03 Consolidated 
Edison Co of New York, Inc llpp. J7S90 247 24X 

Fiche 50-000,03/02/03,8302080295 


0302030301 Generic Ltr 03-05 to BWR licensees of operating reactors 
(except LAC8WRI, applicants for QL & holders of CP re SER of 
"Emergency Procedure Guide! Ires , Rev 2, NEDO-24934* June 

1962 Guidelines acceptable Svc list end 

EISEffHUT. D 0 Division of Licensing 83/02/03 Commonwealth 
Edison Co 6pp 17234 245 24* Fiche 50-000,33/02/03,0302080301 
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B302080304 0«fie- r j C 03-11 to all operating reactor licensees Te 
licensee qualification for performing safety analysis in 
support of licensing action* Ability to use coda must be 
demonstrated by vendor or licensee Svc list encl 
EISENJfJTiD 0 Di/ition of Licensing 03/02/00 Consolidated 
Edison Co of New York, Inc 9 pp 17334 334 24X 

Fiche SO- GOO. 03/02/09, 6302080304 


8302230190 Submits addl Info re container nt puTge L vent isolation 
valves* per INC 820730 request Jet 4< debris deflectors not 
installed in torus penetrations since objects are 
individually anchored 

HARRINGTON, IV J> Boston Edison Co 03702/13 VAS5ALLQ. D D 
Operating Reactors Branch 3 5pp 17345 093 24X 

Ftche, 30-293, G3/02/ 1 3, 8308230 J 90. 


0302250098 Responds to 021230 Itr re review of NUREG- 0737, Item I C 6, 
"Outdance in aHSI/ANSD 3 2-1932 ■* Plan developed tP modify 
policy considering ALARA Corrective action will be submitted 
by 030913 Belay due impact of changes 

HARR I WOTON, U D Boston Edison Co 83/02/ 15 VASSALLO, » B 
Operating Reactors Branch 2 Ip 17293 340 24K 

Ficha 50-893. 03/02/ 1 5. 63022500 58 


0302290423 Advises that utii reviewing 10CFR5Q 49 re enviTon 
qualification of safety-related electrical equipment Sc will 
advise by 033324 whether to reaffirm or withdraw Truest for 
hearing 

0A0, R K Ropes & Gray 83/02732 EISENHUT, D,0 Division of 
Licensing Ip 17^93 234 24X Fiche 50-293.09/02/22,0302250423 


0 Inspection reports* IE Bulletins & correspondence 


8212060358 IE Info Notice 03-01, "Ray Miller, Ire '• Svc list enc 1 
JQflDAMrE L Division of Emergency Preparedness !< Engineering 
Response iPost 030103) 83/01/26, Consolidated Edison Co of Weu 

Vorfc. Inc Il9pp 17023 160 24/ Fiche 50-000, 03 / 01 / 26, 021 2040353 


8302100318 Act receipt of 620519 ltr informing NRC of steps taken to 
cqrTscfc violations noted in IE Insp ftepts 50-293/02-02 6 
30-293/82-03 

MARTIN. T T Division of Engineering & Technical Programs 03/01/27 
HARR INGTCII, H D Boston Edison C« 3pp 17116 329 34X 

FJche 30-293,83/01/27*8303100310 


8302100342 Responds to NRC 830429 Itr re violations noted m IE Insp 
Repts 30 -293/8Z-0S 4 50-293/ 02' £J3 Corrective actions 
Gould Brush recorder Tecalibr Safeguards info deleted 
cr*f 10CFR73 an 

HARRINGTON, U D Boston Edj#on Co 82/05/19 MARTIN. T T 

Division or Engineering L Technical Programs 7pp 17116 332 

24Y ficha 38-293, 83701/27,8302100310 


B21 2060360 IE Info Notice 03-03, “Limi torque HOBC, H 1DC, HSBC L H3BC 
Oearheads -« Svc lilt end 

JORDAN.E L Division of Emergency Preparedness 4 Engineering 
Response fPost 030103) 83/01/2B ConsoHdatod Edison Co of New 

York:. Inc I09pp 1 7144 OOt 24X Fiche 50-000,83/01/20,0212060360 


G21 2060361 IE Info Notice 63-03, ,f Calibr of Liquid Level Instruments w 
By-q list encl 

JOR&AN.E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co, of New 

York, Inc 1 lOpp 17074:095, 24* Fiche 50-000,03/01/20,9212060361 


0302140090 Responds to NRC 830107 Itr re violations noted »n IE Insp 
Rapt 50-293/92-29 Corrective actions withheld 
Cref 10CFR73 31) 

WARRINGTON, W D Boston Edison Co 83/02/04 STAR09TELKI.R 

Division of Project * Resident Programs Jp 17141 213 24X 

Fiche 30-293,03/02/04.0302140090 


1302230254 Forward* IE Insp Rept 30-893/03-03 on 021221-630134 No 
nonconp 1 lance noted 

S TAROS TECH I. R Division of Project & Resident Programs 03/02/0? 

HARRINGTON, W D, Boston Edison Co 2 pp J 7243 001 24 lf 
Ficha: 30-393, 03/02/07, B30 223023 4 


—0302230 25? IE Insp Rept 50-293/02-32 on 821221-030124 No noncompliance 
noted . Major eras* Inspec ted, followup on previous findings, 
operational safety veri f lcat j«n. fol kouup of events & review 
of surveillance & naint activities 

JOHNSON, J » EICHENWOLZ.H , EL SASSER * T Division of Project & 
Resident Programs. 03/02/04 18pp 17245 003 24X 

Fiche 50-293, 83/02 /<?7, 800223025 4 


Q302I7D408 Notification of 030224 significant licensee meeting w/util 
in King of Prwtiia.P A to discuss licensee response to NRC 
order 

EL 8 ASSER, T, Region 1 . Offic B of Director 83/02/09 Region I, 
Office of Director Ifi 17195*245, 24X Fiche 1 50-293, 03/02/ 0?, 

0302170400 


0302230642 Provides addl response to IE Bulletin 80-11 re two Tei-j*.,' 
in 02092? ItTifollouIng tour on 820616 & 17 to observe bloc* 
walls Engineering assessment of il walls indicates no 
localiied wall failures due to jet impmgpnent 
HARRINGTON, N D Boston Edison Co 03/02/15 VASSAL 0, D B 
Operating Reactors Branch 2 2pp 17255 105 24X 

Fie he 50-293. 03/02/15,83022306 42 


62 12 060363 IE Info Notice 03-04, "Failure of Fima Power Supply Ur, 1 1 i 
Svt Wst and 

JOflOA’^E L Division of Emergency Preparedness h Engineering 
Response (Post 030103) 93/02/18 Consolidated Edison Co of r 

Y«fk, Inc tlOpp 17347 I9| 24X Fiche 50-000, 03/02/10, 821 EC tZ - 


0212060365 IE Info Notice 03-05, “Obtaining Approval for Disposing c * 
Very Low Le\eS Radoas f e - J0CFH20 302 “ Svc list one l 
JORDAN, E L Division of Emergency Preparedness i. Engineering 
Response (Post 930103) 03/02/24 Consolidated Edison Co nf 

York, Inc Ulpp 17347 058 24* Fi Che 50-000, 03/02/24. 8212CO; 


B212O603E6 IE Info Notice 03-06, "Nomdentica 1 Replacement Parts 
Svc list end 

JORDAN, E L Division or Emergency Preparedness 8» Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of *•« 

Tori* Inc Il2pp 17361 140 24 y Fiche 50-000, 83/02/24, 921 2C At- 


R Periodic operating reports is related -correspondence 


6302090590 Responds to FOIA request for four categories of documents 
ra facility Forwards documents listed in app Documents also 
available In PDR 

FELTON, J M Division of Rules and Records 03/01/1 I &H0TUELL, -F 
Massachusetts , Commonwealth of, 2pp 17131 313 -24X 

Ftche 50-293. 83701/11.8302090590 


— 6302090605 ’Environ Radiation Monitoring Pi ogram Dosimeter Placpme- 
ColUttion Bata Q0Q402-Q4 “ 

VERER'Vtf E, CHrN.P , SNI0RARD, Q Boston Edison Co 00/04/10 Gpp 
J 7131 223 24X Fiche 50-293,83/01/11,0302090590 


— 830209060? ’Environ Radiation Monitoring Program Dosimeter Placer" 1 * 
Collection Data Eh eat, S00929-30 " 

SL030DIEN, M . CHIN , P Boston Edison Co 80/10/02 4pp 
17131 333 24/ Fiche 50-293.83/01/11,8302090390 


* — 8302093617 “Environ Radiation Monitoring Program Dosimeter Place*,* 1 ' 
Collection Data Sheet, 000630 " 

CHIN. P . S!VJBBARD,0 Boston Edison Co 00/07/14 4pp 
17131 337 24X Fiche 50-293, 83/01 / i J , 8302090590 


B Reportable occurrence*, LERs ^ related correspondence 


8302010335 LER 81-002/01 X-0 on 630 1 16, wh i le clearing off-narmal alar,’,, 
for flow comparators, average power range monitor flue scram 
trip settings found in nonconservati ve direction Caused by 
drifting proportional amplifiers Settings checked daily 
HHITN^Y, 0 0 Boston Edison Co 03/01/17 HAYNES, R C Region 1 
Office of Director lp 16973 022 24X Fiche 50-293,83/01/17. 

0302010335 


B3O21OO330 Forwards LER 83-OO1/03L-O 

MATHIS, C J Boston Edison Co 83/01/27 HAYNES, R C Region l 
Of fit* of Director Ip 17U1 2B1 24X Fiche 50-393,83/01/27 

03O21CO358 


— 630^100375 LER B3-001/03L-0 on B30105, i nboard rpactor water sample 
isolation valve AO-220-44 did not close Cause will be 
In'-es t i gate tf during next outage 

WHITNEY, 0 Q Boston Edison Co 83/01/27 Region 1* Office 
Director Ip 17111202 24X Fiche 50-293, 03/01/27, 83021 0018 j 


0302070*164 Foruards LER 63-002/01 T-0 

HATH 1 8. C J aqvton Ed i son Co 83/01/28 HAYNES, R C Region I 
Office of Director ip 17037 077 24X Fiche 50-293,83/01/23. 
0302070464 


— B302070467 LER 83-002/OIT-0 on 8301 16. flow ref off-nOTmal aUrs 
r»c*tv«d Avsvag* pqu'ar range monitor flu* scram trip 
settings arfected Cause under investigation Flow inputs 
nonitoretf 6 amplifier b recaltbr 

WHITNEY, O 0 Boston Edison Co 83/01/28 Region I. Office u> 
Director Ip 17037 078 24X Fiche. 30-293, 03/01/28. 03020 704 « 4 


03O222O39J Forwards LER 83-004/03L-0 

MATHIS. C J Boston Edison Co 03/02/10 HAYNES, R, C. Reymn I 
Office of Director lp 17332 190 24X Fiche 50-293.03/02/10, 
H30222039J 
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— B30222.d395 LER 83-004 /03L-0 on 8 i01 1 7 . r eac t or pressure sys <RP9> 
breaker 3 ACB 1A overheated causing RPS A to trip h 
initiating half scram to reactor Caused by high internal 
resistance Breaker replaced 

Cfc'irWEi'. C 0 Boston Edison Co 83/02/ 10 Region 1, Office of 

Director Ip 17232 151 24X Fi c h e 50-293, 83/02/ 10, 0302220391 


B302?20348- Fcruards LCR B3-003/03L-0 

HATHlS-C J Boston Edison Co 83/02/11 HAYNES. R C Region li 
Office of Director lp 1 7 P32 014 24X Fiche 90-293,83/02/11, 

63*2220343 


'—■63022 203 &1 LER 03-QO3/03L-O on 8301 1 3, d ur i n g surveillance test, reactor 
bjater cleanup sys high r 1 p«j isolation DPJS-1243 found out of 
calibr Caused by loose switch plant locking screw which 
alloyed setpoint to drift Setpoint recalibr 

frSrfITHEY, Q O Boston Edison Co 03/02/11 Region 1, Office of 

Dirac tor lp 17232 015 24X Pic he 50-293, 63/02/ i 1 , 8302220340 


6302030326 Releases public version of revised emergency plan 
imp lemunting procedure 

FELTON, J fi Division of Rules and Records 83/01/27 Document 
Management Branch lp I70I3 343 24X Fiche 90-295,83/01/27, 

8302030226 


--9302030238 Forwards public version of Rev 10 tp Emergency Plan 
Implementing Procedure ERIP 320-1, "Activation of Generating 
Station Emergency Plan Station Group M 

PLhM.G Commonwealth Edison Co 83/01/05 DENTON, H R NRC “No 
Detailed Affiliation Given Ip 17013 344 24X 

Flche 50-295,83/01/27,0302030226 


— 030^030245 Public version of Rev 10 to Emergency Plan Implementing 
Procedure EPTP 330-1, "Activation of Generating Station 
Emergency Plan Station Group " 

» Commonuaal th Edison Co 02/12/20 6 p p 17013 34 9 24X 

Flche 50-295,83/01/27,3302030226 


V Operator Examinations 


6301310203 Generic Lfcr 03-06 to all power reactor 1 icensees, app 1 icants 
for QLs.lSS vendors, reac tor vendors 4 AE re certificates 
tr rwiicd forpTafc for reactor operator 6 senior reactor 
operator licenses Svc list dne 1 

E lSEr.MDT, D G 0 1 vision of Licensing 83/01/31 Consolidated 

E-Ji* 5 n Co of lieu York, Inc I4pp 17347 177 24X 

Flche 30-000. 63/01/31,0301310203 


DOC KE I 50-294 II I CHI GAN STATE UN IV RESEARCH REACTOR 


V Operator Examinations 


8302^250175 Requests licensing exams be administered to MW Mitchell & 

II HSJtiiirann Erans should be conducted during ulr of 
630320 or 26 

WtLttJf'aON, 33 U Michigan State Umv 03/02/18 Office of Nuclear 
Heactor Regulation, Directoi lp 17293 061 24X 

Fiche 50-294- 83/02/18,0302250175 


--630^250177 Requests exam for senior reactor operator license 

Ml TCHELL. If Michigan State Umv 03/02/18 Office of Nuclear 
Reactor Regulation, Directoi lp 17293 062 24Y 

FUhc 50-294, 83/02/ 10, 0302250 175 


9302030622 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M Division of RuIbs and Records 83/01/27 Document 
Management Branch lp 17013 0B7 24X Fichs 50-295,03/01/2 7, 

8302030622 


— 9302030624 Forwards public version of Rev 1 to Emergency Plan 
Implementing Procedure £PIP 510-2, "Generating Station 
Emergency Plan Training Requirement* for Rad/Chem 
Technician* " 

PL Ilf*, G Commonwealth Edison Co 82/12/23 DENTON, H fl NRC - No 
Detailed Affiliation Given lp 17013 080 24X 

Fi che 50-29 5, 83/0 1 / 27, 83 02030 622 


— 8382030626 Public version of Rev I to Emergency Plan Implementing 
Procedure EPIP 510-2, "Generating Station Emergency Plan 
Training Requirements for Rad/Chem Technicians '* Revised 
index end 

WILLIAMS, S' S CoiTmonwea 1 th Edison Co 82/12/21 7pp 17013' 00? 
24/ Fiche 50-295,93/01/27,0302030622 


03O2O4OO33 Releases public version of revised emergency plan 
i nplement ing procedures 

FELTON, J 11 Division of Rules and Records 03/01/27 Document 
Management Branch Ip 17043 230 24X Fiche 90-000,03/01/27. 

8302040033 


--63O22J5O180 Requests exam for reactor operator license 

ItElNZMANN. M Michigan State Univ 03/02/18 Office of Nuclear 
F^actor Regulation, Director lp 17293 063 24< 

Fiche 50-294,83/02/10-8302250179 


— 0302040037 Forwards public version of revised Emergency Plan 
Imp 1 ement ing Procedures ED-29 re meteorological mflint 
programs l ED-25 re computer codes for access to 0DCS 
programs 

PAJDWSK3 ,J E Cotfnonuealth Edison Co 83/01/07 DENTCN, H R NRC 
- No Detailed Affiliation Given Ip, 1 7043 231 24X 

Fiche 50 000, 93/0 1 /27, 8302040033 


KrZAFiT 50-295 ZION MJCLFAR POWER STATION, UNIT 1 


F, Security, , -radical, emergency V fire protection plans 


0210150452 Forwards reviews of procedures proposed by utils in 
eeiera-ency plans to consider meteorological conditions ft 
Fac i I i t !«*' i n response to Task Order 1 of interagency 
a 9 re enan t 

UA*J DEfl MOVLU Com-ierce, Dept of, Natl Oceanographic it Atmospheric 
Administration NRC 03-01-099 8?/ 1 0/08 SP1CKLER, I Office Of 

Nuclear Reactor Regulation, Director Ip 16951 303 24 X 

Ficha 50-000, 82/10/03,8210150452 


--63O127G044 ■Evaluation of Pioccdures Proposed by Commonwealth Edison Co 
in Emergency Plans to Consider Meteoroid# leal Conditions in 
Zion Plant Coastal Environ f 

VA?4 DER HOVEN Correrco, Dept of, Natl Oceanographic & 

Atmospheric Administration NRC-O3-8I-099 82/10/00 Office of 

.Nuclear fteactor Regulation, Director 3pp 16951 307 24X 

Fiche SO OOQ, 02/10/00, 62101 50452 


*JQ203iH CJ7 Releases public version of revised emergency plan 
If * p lanent ing procedure 

fELTO‘1, J M Division of Rules and Record* 83/01/26 Document 
Management Branch lp 17023 313 24 X Fiche 50-295,03/01/26, 

a 502030 1 37 


-630203-0139 Forwards public varsion of Rev 9 to Emergency Plan 
T^p lamenting procedure EPIP 700-1, "Emergency Phone List " 
FLliRrG Commonwealth Edison Co 03/01/17 DENTON, H R 
Detailed Affiliation Given lp 17023 314 24X 

Fiche 50-2? 5 , 83/0 1 / 26 , 8302030 1 37 


NRC - No 


-B3OEO30143 Public version of Rev 9 to Emergency Plan Implementing 
Procedure EPTP 700-1, "Emergency Phone List " Revised 

•» Cornonue a 1 th Edison Co 03/01/14 9pp 17023 315 24X 

Fiche $0- 29 5 , 03/0 1 /26, 8302Q30 137 


— 0302040040 Public varsion of revised Emergency Plan Implementing 
Procedures ED-£? re meteorological iraint programs L ED-25 
re computer code* for access to ODCS programs Revised 
index encl 

LITER&KI.L A Cormonuealth Edison Co 83/01/06 llpp 
17043 232 24 X Fiche 50-000,03/01/27,9302040033 


8301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for OL & ho-ldor* of CP* re regional workshop 
concerning Suppl 1 , NUREG-G737, “Requirements for emergency 
Response Capability " Svc list encl 

EISENHUTjD O Division of Licensing B3/02/Q1 Consolidated 
Edison Co of Meu York, Inc llpp 17221 226 24X 

T t c h e 50- 000, 93/02/0 1 r 830 1 3 i 0340 


0302080316 Responds to 82120? ltr re incident response plan 6 820917 
training session No new requirements requested for emergency 
response facility Minor changes suggested as result of 
meeting e* ere i *e. NVJREG- 0696 & SECY-B2-I t 10 guidelines valid 
KfPRLERr J 0 Region 3 j Office of Director 83/02/04 REED, C, 

C oiTi ( T,or jpa 1 th Edison Co. 4pp 17056 290 24X Fiche' 50-000, 83/02/04, 

8302080316 


— 0309080322 Object* to 820917 meeting request* to modify emergency 
response facilities Bequests c onfcrad ictor y to NRC directive 
for simplification 

REED, C Commonwealth Edison Co 82/12/09 KEPPLER, J 0 Region 
3, Office of Director 3pp 17056 294 24X Fiche 50-000, 

83/02/04, 9302080316 


03O2I8OIO2 Release* public version of revised corporate command ctr 
generating station emergency plan Implementing procedure 
F EL TQM. J IL Division of Rule* and Records 63/02/15. Document 
Matiag »m ent Branch lp 17223’ 218 24X Fi che* 90-000, 83/02/1 3, 

8302180102 
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— B302I80126 Forwards public version of Rev 2 to Corporate Command Ctr 
Generating Station Emergency Plan Implementing Procedure 
EQF-2, "Technical Support Manager " 

MOORE, ft 0 Cor.-ionuiealtb Edison Co 03/01/03 DENTON, H R NRC - 

No Detailed Affiliation Given Ip 17223 219 24/ 

Flche 50-030,83/02/15,8302180102 


■0302 180 1 56 Public version of Rev 2 to Corporate Command Ctr Generating 
Station Emergency Plan Implementing Procedure EOF-2, 

"Technical Support Manager " 

NELLIS, C A Commonwealth Edison Co 83/02/02 68pp 17223 220 
24 X Fiche 30 -QOO, 03/02/1 5,8302180102 


3302130510' Releases public version of revised emergency plan 
implementing procedure 

FELTON, J K Division of Rules and Records 83/02/15 Document 
Management Branch Ip 17221 249 24X Fi che. 50-295, 83/02/ 1 5, 

93021 SOS 1 3 


-“0302180520 Forwards public version of Rev 2 to Emergency Plan 
inplemanting Procedure EPIP 410-1. "Onsite Support Ctr " 

Receipt form end 

FLIKdC Commonwealth Edison Co 83/01/21 DENTON, H R NRC - No 
Detailed Affiliation Given 3pp 17221 250 24X 

Fiche 30-295,83/02/15.0302180510 


--0302180341 Public version of Rev 2 to Emergency Plan Imp 1 e«en ting 
Procedure EPIP 410-lr “Onsite Support Ctr " Revised lode* 
anc 1 

* Comm onus a 1th Edison Co 82/01/21 4p p 17221 253 24 X 

Fiche* 50-295, 03/02/ 15, 0202100510 


8302230349 Advises that R Lictus will contact util for site visits to 
review proposed emergency notification sys & health physics 
network locations at technical support ctrs it emergency 
operating f ac i 1 1 t l es > p er util 830129 request 

PAPERIELL0, C J. Division of Emergency Preparedness L Opei ati OT>a 1 
■Support 83/02/18 REED.C Commonwealth Edison Co 2pp 
17291 072 24X Fiche 50-000, S3/02/I8 r B3022S0349 


— 8302250361 Requests approval 6 acquisition of necessary equipment to 
activate proposed locations, for emergency nctti f lea ti on sys R 
health physics network phones within technical support ctrs 
L emergency operating Facilities Lists of locations end 
SWARTZ, E D Commonwealth Edison Co 83/01/20 KEPPLER. J G 
Region 3, Office of Director 4pp 1729 1 074 24X 

Fiche 50-030, 83/02/ 1*, 0302250349 


P Operating license stage documents L ^-orreg p ondence 


0302240073 Partial response to FOIA request for all prior It partial 
prior drafts it memos of probabilistic safety study. Forwards 
documents listed in app Search for add! records in progress 
FELTON, J M Division of Rules and Records 93/01/13 BLUM, J ft 
Union of Concerned Scientists 2pp 17285:002 24< 

Fiche 50-000, 03/01/13,0302240073 


— 8302240002 ‘Accumulator Sys," revised draft chapter for PRA 

* Pickard, Lowe it Garrick, Inc 91/01/06 14pp 17205 004 24X 

Fiche 50-000. 83/01/13, 8302240073 


— 6302240009 ‘Reactor Protection Sys, 11 revised draft chapter for PRA 

* Pickard, Lowe it Oarrick, Inc 01/01/06 27pp 17285 019 24X 

Fiche 50 000,83/01/13,8302240073 


8302090135 Forward* Containment Sys Branch SER of util 000500 it 020923 
analyses of main stean line treat ^/continued feedwater 
addition, Ana 1 yses acceptable 

VAROA.S A Operating Reactors Branch 1 03/01/26 DELGE0ROE.L 0 

Co-r monwealth Edison Co 2pp 17119 326 24X Fiche 50-295,93/01/26, 

9302090 1 35 


— B302090 142 Containment Sys Branch SER supporting util 800508 & 820923 
analyses of main steam line break u/conttnii«d feedwater 
addition 

» Containment Systems Branch 63/01/26 7pp 17119 320 24X 

Fiche 50-29 5,83/01/26,8302090135 


—0212200070 'PUR Main Steam Line Break U/Continued Feedwater Addition 
(0-69), Zion Station Units 1 k 2, " technical evaluation rapt 
V0S3URY, F. W Franklin Insti t ute/Franlrl in Research Center- 
NRC-03 -01-130 TER-C5506-144 02/12/15 HEARN. P NRC - No 

Detailed Affiliation Given. 24pp 17119:335 24X 

Fiche 80-295, 83/0 1 /26. 8302090 1 35. 


83020904B3 Forwards safety evaluation on post-accident sampling sys 
Plant meet* five of U criteria in NJREO-0737, Item II. B 3 
Deficiencies listed 

VARGA, 6. A Operating Reactors Branch I. 83/01/27 DELGEOROE, L. 0 
Comonwealth Edison Co 22pp I71O0 203 24 X Fiche 50-295-' 

93/01/27, 8302070403 


0302080336 Notification of 930220 meeting w/utll in Bethesda, MD to 
discuss fuel my t program for upcoming reload 

NORRIS. U A Operating Reactors Branch 1 03/02/02 VARGA, S A 

Operating Reactors Branch 1 2pp 17107 360 24X 

Fiche 50-295, 93/02/02, 8302080306 


0302280064 FoTWaids safety evaluation of util commitments to correct 
human engineering deficiencies Submittal inconsistent w/util 
ve«bal proposals Three deficiencies described Response due 
in 30 days 

VARGA, 5 A Operating Reactors Branch 1 83/02/04 DELGEGRGE. L G 

Co^ -ion wealth Edison Co 2pp 17314 204 24X Fiche 50-295, 83/02/04, 

830223005*1 


—-8302200069 Sa fety evaluation re util commitments to correct human 
engineering deficiencies Cor-nitments inconsistent w/util 
verbal proposals 

a Orfice of Nuclear Reactor Regulation, Director 03/02/04 6pp> 
17314 286 24 < Fiche 50-295,03/02/04,0302200064 


0302090457 Resubmits 830105 1 tr re final rept on results of c on tainmc n,t 
purge valve operability 

LENTlIh-, F 0 Commonwealth Edison Co 03/02/07 DENTDN, II R Office 
of Nuclear Reactor Regulation, Director lp 17066 144 24 X 

Fiche 50-295,03/02/07,6302090457 


— B3O2O90464 Forwards Analysis of 42-inch RIAS Class 75 Butterfly 
Valves," final rspt.Vo! 1 Valve structural elements have 
sufficient stress margins to withstand loads imposed while 
valve closes from fully open position 

LENTIWE, F G Comnonwea 1 th Edison Co Q3/01/05 DENTON. H ft 
Office of Nuclear Reactor Regulation, Director 3pp 17066 143 
24< Fiche 50-295, 03/02/07,8302090457 


830208029S Generic Ltr 83-09 to all operating reactor licensees, 
applicants for GL l> holders of CP ror C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Bvc 
list end 

EISEN'-iUT, D G Division of Licensing 83/02/00 Consolidated 

Edison Co of Neu York. Inc llpp 17290 247 24X 

Fiche 50-000, 03/02/03, B3020S0293 


B302C30304 Generic Ltr 63-1 1. to all operating reactor licensees re 
licensee qualification ror performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end 

ElSEN'iVT, D G Division of Licensing 03/02/08 Consolidated 
Edison Co of New York. Inc 9pp 17234 234 24X 

Fiche 50-000, 03/02/03, 030-2090304 


0302090335 Generic Ltr S3-10D tD all licensees w/Ues t i ng h ouse designed 
NESS (except Yankee Atomic Electric Co) re resolution of 
TMI Action Item II K 3 5, "Automatic Trip of Reactor Coolant 
Pumps " Sic list enc 1 

EIS£<^i J JT*D G Division of Licensing 83/02/00 Southern 

California Edison Co 3tpp 17290 262 24X Fiche 50-000,03/02/00. 

B3020700S5 ' 


G30224O228 Forwards request For addl info re NUREG-0737, I terns 1 1 F 1 4, 
"Containment Pressure Monitors," 1 1 F 1 3, "Containment 
Water Level Monitor' 6 II F, 1 6, "Containment Hydrogen 
Monitor " Info expected within 30 days of ltr receipt 
VARGA, 5 A Operating Reactors Branch 1 03/02/00 DELGEORGE, L 0 

Commonweal H Edison Co 7pp 17209 190 24X Fiche 50-293,83/02/00, 

83022*0228 


8302100417 Application to amend Licenses DPR-39 kc DPR-40. de let i ng all 
nonrad I olog i cal water qua 1 1 ty specs from Ap p B Tech Specs 
LCNTinr.F.G Cor^oiweal tb Edison Co 03/02/10 DENTON, W R Officr 
of Nuclear Reactor Regulation, Director 2pp I72I5 126 24X 

Fiche 50-295, 93/02/10, 030218041 7 


Q302330159 Requests withholding of mail provided to NRC k consultants 
for preparation of technical evaluation rep ts re environ 
qual i f i cat ion of electrical equipment Status of manufacturer 
reviews will be submitted by 830515 

LENTif'^'F 0 Commonwealth Edison Co 03/02/17 DENTON, H ft Office 
of Nuclear Reactor Regulation, Director lp 17245 043 24X 

Fiche 50-295, 03/02/17,8302230159 


0302280400 Forwards "Residual Strength of Inconel 600 Tubes 
W/Long i tudma l Discontinuities " 

LENTlh't, F 0 Coftflonuealth Edison Co 03/02/10 DENTON, H R Office 
af Nuclear Reactor Regulation. Director 2pp 17309 346 24/ 

Fiche 50-295, 83/02/ 1 0, 8302280400 


— 0302200404 "Residual Strength of Inconel 600 Tubes W/Long i tud i na 1 
Discontinuities " 

BEGLEY. J A We s t mg h oui e Electric Corp 02/12/31 41pp 
17309 350 24 X Fiche 50-295,83/02/10,0302200400 
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3302230152 Advises that re/ieti) of 630131 final rule on environ 
qualification of safety-related electrical equipment 
Incomplete Determination whether to reaffirm or withdraw 
hearing request ui 1 1 be provided by 830324 

STEPTGE, P P Isham, Lincoln i. Deale 03/02/23 EISENHUT < D 0 

Duision of Licensing Ip 17306 076 24 X Fiche 50^000. B3/ 02/ 23« 

03O22SOI 52 


□ Inspection reports, IE Bulletins & correspondence 


830-2040039 Atfdl response to FOtA request for 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning GA deficiency 
Forward's App A documents Document 31 available in PDR 
FELTCtfr J M Division of Pules and Records 82/12/30 HIATTiS L 

<Jhso Cl t liens for Responsible Energy 3pp 17045 144 24X 

Fiche 50-000, 82/12/30, 8302040039 


— 0302040032 Forwards 1981 comparison data for operating it const plants, 
consisting of total numbers of noncompliance i terns, re p ts 
issued, inap hours, sever i ty levels, paints & hours per rept t< 
i t sn 

SUCHAfl SK I , L Region 3, Office of Director 02/07/08 

KEPFLER, J Q Region 3, Office of Director 13pp 17045 201 24X 

Fiche 50-000,02/12/30,0302040039 


B302150432 Forwards IE Inep Repts 50-29 5/02-30 it 30-304/02-27 on 
821206-13 4t notice of violation Differing insp dates noted 
throughout package 

HIND, J A Division of Emergency Preparedness It Operational Support 

03/01/17 REED, C Comronwea 1 th Edison Co 3pp 17138 226 24X 

Fiche 90-295,03/01/17,0302130432 


— 3302150437 Notice of violation from insp on 021206-16 

HIND, J A Division of Emergency Preparedness it Operational 
Support 03/01/12 lp 17150 229 24X Fiche 50-295,83/01/17, 

0302150432 


— 83071 S045O I£ Insp Repts 50-295/02-30 it 50-304/02-27 on 02L2O6-16 
r/onconpliaivcr noted railure to have approved procedure for 
EflAtt determination required by Tech Spec 6 2 A 7 
ROZAK. S , NICH0LSON, N A , 0ESTMANN* M J Division of Emergency 
Preparedness t> Operational Support 03/Oi/lO 0pp 17150 230 
24 ( Ft Che 50-295,83/01/17,0302150432 


0302010623 Ac k receipt or 821202 Itr informing NRC of steps taken to 
con oct violations noted in IE Insp Repts 50-293/81-32 E, 

50-304/SI -30 Summary of 830112 meeting re clarification of 
1 icons a e ac t i on enc 1 

KEFPLEft, J Q Region 3, Office of Director 03/01/24 REED, C 
C»J,Tbcmuea Ith Edison Co Spp 16900 292 24X Fiche 30-293,03/01/24, 

0302010620 


— 830201C629 Responds to NRC 821102 Itr re violations noted In IE Insp 
Repts 50-595/01-32 6 50-304/01-30 Corrective actions 
Ajaieness Day Program revised, drug policy meetings initiated 
l presentation on harmful effects of drugs given 

REED C Commonwealth Edison Co 82/12/02 KEPPLER, J 0 Region 
□, Office of Director 26pp 16980 297 24X 

Fiche 50-29 5,83/01/24,8302010620 


0212^60359 IE Info Notice 83-01, "Ray Miller, Inc " 8vc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/01/26 Consolidated Edison Co of Now 

VoTfc, Inc I lfipp 17023 160 24 < Fiche 50-000, 03/01/36, 8212060350 


0212040360 IE Info Notice 03-02, "Limitorque WOBC, HI DC, H2DC L H3BC 
Gearhead# " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/28 Consolidated Edison Co of New 

Yor*. Inc I09pp 17144 001 24X Fiche 50-000,83/01/28,0212060360 

0312060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments " 
Cvc list er>q I 

■JORDAN, E L Division of Emergency Preparedness & Engineering 
Response CPosfc 030103) 03/01/23 Consolidated Edison Co of New 

York, Inc ilOpp 17074 095 24X Fiche 50-000,83/01/28,8212060361 


8302030303 Advises of 030207 open forum in Chicago, IL re recent rev to 
10CFR50 54 it 50 55 IE will conduct formal presentation 
followed by question V answer session Requests that 
participation be limited to three people 

SPESSAR-D'R L Division of Engineering 03/01/20 Commonwealth 
Edison Co 2pp 1 7008 187 24X Fiche 50-000,03/01/20,8302030303 


8302150528 Requests delay until 030328 to respond to NRC request for 
*uppl eirdnta I info re Refs (a), (b), <d (e) of IE Bulletin 
at-03. "'Flou Blockage of Cooling Water to Safety-Related Sy* 
Components b-y Asiatic Clams & Mussels ,r 

SUART2.E D Commonwealth Edison Co. 63/02/08 DENTON, H R Office 
■of - Nuclu-ar Reactor Regulation, Director 2pp 17156 215 24X 

Fie ha 50-000,03/02/08,8302130520 


0212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units." 
Svc list end 

JORDAN# E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 B3/O2/10 Consolidated Edison Co of New 

York, Inc IlOpp 17347 191 24 )(Fichm 50-000, 83/02/ 1 8, 821 2060363 


6212060365 IE Info Notice 83-05, “Obtaining Approval for Disposing of 
Very Low Level Radwaate - I0CFR2O 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc lllpp 17347 050 24X Fiche S 0-000, 93/02/24, B2i 2060363 


0212060366 IE rnfe Notice 83-06,, "Non! d enfci ca 1 Replacement part# 11 
Svc lilt enc 1 

JORDAN, E L Division of Emergency Preparedness 8« Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of New 

York. Inc 1 12pp 17361 146 24X F iche 50-000. 03/02/24, 021 2060366 


fl Periodic operating reports & related correspondence 


03021 7013*7 Forwards monthly operating repts for Jan 1903 

GRAES6ER, K L Commonwealth Edison Co 83/02/09. Director*# 
Office, Office of Inspection and Enforcement. Ip 17180.304 24X 

Fiche 50-295,63/02/09,6302170159 


— 0302170163 Monthly operating repts for Jan 1983 

AUSTIN, £ Commonwealth Edison Co B3/-02/09 1 1 p p 17180 305 

24 X Ficha 50-295,83/02/09,8302170159 


B Reportable occurrence#, LERs it related correspondence 


0302030495 Part 21 rept re determination that po*t-LOCA hydrogen 
recombiner is likely to malfunction following exposure 
to elevated te/np.high humidity environ Replacement part 
t dent i f f ca tion will be provided to operator® by 830218. 

EMPEY, D C Rockwell International Corp 02/12/17 COLLINS, J 
Region 4, Office of Director 4pp 17006 £2B 24X 

Fiche 50-000,62/12/17,8302030495 


8302010173 Foruartfs LER 02-O51/O3L-O 

GRAE6SER# K L Conmonuea 1 th Ed i son Co 83/01/25 KEPPLER, J 0 
Region 3# Office of Director Ip 16974.02 0 24X 

Fiche 50-295,03/01/25,9302010173 


— B3O2O1O10S LER 82-031 /03L-0 on 621223, steam generator 1A steam flow 
channel IF-5I2 ab-served to be reading low w/respert to 
redundant steam flow channel 1F-513 Caused by sensing lint 
plugging on transmitter 1FT-5 12 Sensing line cleared, 

CAN f if ELL, P F Commonwealth Edison Co 8 3/01/25 Region 3, 

Office of Director Ip 16974 021 24X Fiche 50-295.83/01/23, 

0302010173 


0302100152 FoTwards LER B3-002/OIT-0 

GRAESSERrK L Commonwealth Edison Co 93/02/10 KEPPLER, J 0 
Region 3, Office of Director ip 17216 219 24X 

Fiche: 50-295, 83/02/10,6302100152 


— 8302180139 LER B3-002/OIT-0 on Q3013I , d ie se 1 generator O failed to 
accept load greater than 504 during operability check for 
taking RHR 2A out of svc Caused by seized up Co oper-Bes semer 
turbocharger ET-I8EK9V Turbocharger replaced 

FANNING, G Commonwealth Edl#on Co 93/02/10- Region 3, Office 
of Director 2pp 1 721-6 220 24X Fiche 30-295,83/02/10, 

63021601 52 


0302250167 Forwards LER 03-OO1/O3L-O 

GRAE65ER, K L Commonwealth Edison Co 83/02/17 KEPPLER, J 0 
Region 3, Office of Director, lp 17293 036 24X 

Fiche 50-295, 83/02/17# 0302250187 


— 6302250190 LER 83-001/03L-0 on 030123, con t» inment purge exhaust stack 
monitor 1RTPR09A failed to- respond to check source or to 
manual bug Caused by stuck meter movement. Movement replaced 
4 pc board contacts cleaned 

WILLIAMS,'/ S Common we a l th Edison Co 63/02/17 Region 3, 
Office of Director lp 17293 037 24X Fiche 30-295,83/02/17, 

0302230167 


0302200470 Forwards LER 83-004/03L-Q 

GRAESSER, K L Cormonue ai th Edison Co, 83/02/16 KEPPLERiJ 0 

Region 3# Office of Director lp 17309 230. 24 X 

Fiche: 50-295, 83/02/tQ, 6302200470 


— 0302260476 LER B3-O04/O3L-O on 830121, during routine calibr/ 
containment ventilation gas monitor IRE-0012 found reading 
low Caused by electronic instrument drift Radiation monitor 
reca l ib r 

WILL r Aiia, V 8 Commonwealth Edison Co 03/02/18 Region 3, 
Office of Director lp 17309 231 24X Fiche: 90-295, 83/02/10, 

8302280470 
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8302PB0529 Forward* updated LER 02-O4O/99X-2 

GRAESSER.KL Com^onwea 1th Edison Co 93/03/18 KEPPLER. J 0 
Region 3/ Of rice of Director Ip 17309 023 24X 

Fiche 50-295.83/02/10.8302280529 


— 0302280536 Updated LER &2-040/99X-2 on 621025. DA fire pump taker; out 
of svt Seven day* later purip still inoperable Caused by 
redundancy via svc water booster pumps Pump repaired 
MVKIEL. A Commonwealth Edison Co 03/02/18 Region 3. Office 
Of Director lp 17309 024 24X Fiche 50-295. 03/02/ IB. 

03022 00329. 


0302280473 Forwards IER 83-005/0 3L-0 

QRAESSEft, K L. Coirmonwea 1 fch Edison Co 63/02/23 KEPPLER. J G 
Region 3. Office of Director ip 17300 063 24X 

F i c he 30-293. 83/02/23, 0302280 4 73 


— 6302280 4 00 LER B3-005/03L-0 on 830124. rad monitor 1R7-PR-2& (air 
ejacfor particulate) failed 1 au Caused by flooding of 
detector pig Personnel instructed to check moisture traps 
more frequently after startups 

JAKUSATTIS, T C- Commonweal th Edison Co 03/02/23 Region 3. 
Office of Director lp 1730B 064 24X FUhe 50-295,03/02/23. 

8302280473 


V Operator Examinati ons 


0301310203 Generic Ltr 83-06 to alt power reactor 1 i cens e *s, applicants 
for DLs. N5S vindarii reactor vendors L AE re certificates 
& revised format for reactor operator fe senior reactor 
operator licenses Svc list end 

EISENH'JT, D 0 Division of Licensing B3/01/31. Consolidated 
Edison Co of Neu York, Inc 14pp. 17347 1 77. 24X 

Fiche 50-000*83/01/31,0301310203 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION. l/NIT 3 


F Security, medical, emergency & fire protection plans 


B302030057 Releases public version of revised radiological emergency 
notification directory 

FELTON. J H Division of Rotes and Records 83/01/28. Document 
Management Branch lp 17026 344 24X Flche 50-239.83/01/20, 

□302030057 


--9302030062 Forwards public version of Rev B to radiological emergency 
notification directory 

MILLS. L J( Tennessee Valley Authority 03/01/06 DENTON. H R 
Office of Nuclear Reactor Regulation, Director. 5pp 17026 345 
24 ( FI che. 30-259, 83/01/28, 8302030057 


--830PD30065 Public version of Rev 8 to radiological emergency 
notification directory. 

* Tennessee Valley Authority 02/12/16 15pp 17026 351 24X 

Flche* 50-259, 03/01/20, 83020300 57 


0302030627 Releases public version of revised radiological emergency 
notification directory 

FELTON, J.M Division of Rules and Records B3/01/31 Document 
Management Branch ip 17013.320, 24X Fiche 50-259,63/01/31, 

0302030627 


— 8302 030 620 Forwards public version of Rev 9 to ra-d i ni og it al emergency 
notification directory 

MILLS, L M Tennessee Valley Authority 03/01/11 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. lp 17013 321 
24 X Fich*' 50-239, 83/01/31,8302030627 


--6302030629 Public version of Rev 9 to radiological emergency 
notification directory 

SLIDER. E K Tennessee Valley Authority 33/01/06 5pp 
17013.322 24X Fiche 50-259,83/01/31,8302030627. 


8 301? 1-0340 Centric Ltr 83-04 to all licensees of operating reactors, 
applicants for OL tt holders of CPs re regional workshop 
concerning fiuppl 1, NVREG-0737, "Requirement* for Emergency 
Response Capability h Svc list and 

EIBENHUTrD 0 Division of Licensing 83/02/01 Consolidated 
Edison Co. of Neu York, Inc Upp. 17221’ 226 34 X 

Fiche 30-000, 83/02/0 1 , 830 1 2 1 0340. 


8302100530 Application for amend to Licenses DPR-33, DPR-52 & DPR-68, 
changing Tech Specs to add requirement to audit safeguards 
contingency plan at least once every 12 months per Generic 
Ltr 03-23. 

MIUSjL K. Tennessee Valley Authority 03/02/01. DENTON i H, R 
Office of Nuclear Reactor Regulation, Director 2pp 17116 314 
24X Ficha 30-259.03/02/01,8302100330 


— 03O21CO332 Proposed Tech Specs requiring audit of safeguards 
contingency plan at least once every 12 months 

* Tennessee Valley Authority 83/02/01 4pp 17116 316 24X 

Fiche 50-259, 83/02/0 1 , 83021 00330 


0302170525 Grants ei eruption from 10CFR50 4B & App R to 10CFR50 
requirements re fire protec ti on, per 830626 request 

VASSALLO, D 0 Operating Reactors Branch 2 83/02/04 PARR I S, H G 

Tennessee Valley Authority 2pp 17195 360 24X 

Fir he 50-259,83/02/04,8302170225 


— B3021 70229 Esenption from 10CFR50 40 t App R to 10CFR50 requ i rem-e-n ts r 
fire protection 

EISENNJT, D 0 Division of Licensing 83/02/04 Tennessee 

Valley Authority 7gp 17195 362 24X Fiche 50-259,03/02/04, 

8302 170225 


S30213Q325 Forwards IE Safeguards Insp Repts 50-299/83-01,50-260/03-01 
6 50-296/03 01 on 830103-07 No noncompliance noted 
VERRELL I , D Division of Project & Resident Programs 03/02/07 
PARRIS, H O Tennessee Valley Authority 2pp 17157 167 24X 

Fiche 50-259,63/02/07,6302150325 


— 8302150346 IE Safeguards Insp Repts 50-259/03-01,50-260/03-01 b 
50-296/83 Oi cjn 833103-07 No noncompliance noted Major areas 
inspected security plan 4. Implementing procedures 6 security 
program audit Detail* withheld (ref 10CFR732I) 

MOORE, D E Division of Emergency Preparedness t Materials Safety 
63/02/03 Jp 17137 169 24X Fiche 50-259,03/02/07,8302133323 


P Operating license stage document* U e orr e s p ondenc e 


8302010614 Forwards i t en-by -i tem description of responses to NRC 8210-20 
conference colt request for info re compliance w/NUREG-0612, 

Section 3 1, ’’General Provisions for Load Handling," 
requ irenents 

RAMMER. D S Tennessee Valley Authority 83/01/25 VASSALLO, D 0 
Operating Reactor* Branch 2 4pp 16980 273 24X 

Fiche 50-239,03/01/23,8302010614 


83020/0037 Forwards safety evaluation re NRC review of util response to 
NUREG- 0737, Item II K 3 25, "Effect of Loss of AC Power on 
Pump Seal* rt Util endorsement of BUR Owners Group position 
considered acceptable 6 matter resolved 

VASSALLO, D 8 Operating Reactors Branch 2 83/01/25 PARRIS, H G 

Tennessee Valley Authority 2p p 17065 293 24X 

Fichu 50-239, 83/01/23, B3G2O7OO07 


--B302070107 Safety evaluation re BUR Owners Group generic response to 
NUREG-0737, Item II K 3 25. "Effect of Loss of AC Power on 
Pump Seals « No mods to se*l cooling for rec ire u 1 at i on 
pumps required 

HODGES, U Operating Reactors Branch 2 02/12/01 5pp 

17065 295 24 A F i ch e. 50-259. 83/0 1 / 25, 0302070087 


B30210D330 Application for amend to Licenses DPR- 33, DPR-52 h DPSI-6B. 
changing Tech Specs to add requirement to audit safeguards 
contingency plan at least once every 12 months per Generic 
Ltr 02-23 

MIL! S, L M Tennessee Valley Authority 03/02/01 DENTON, H H 
Office of Nuclear Reactor Regulation, Direc tor 2pp 17116 314 
24X Fich# 50-259, 03/02/01, 8302 100330 


— 8302100332 Proposed Tech Specs requiring audit of safeguards 
contingency plan at least once every 12 months 

# Tennessee Valley Authority 03/02/01 4pp 17116316 24X 

Fiche 50-259,83/02/01. 8302100330 


0302170498 Req ue«t* schedule fur completing TKI Action Items ILF i 1 
II F. I 2 per Generic Ltrs 82-09 * 02-10 Justification for 
delay in installing monitors required 

VASSALLO, D S Operating Reactors Branch 2 03/02/01 PARRIS, H G 

Tennessee Valley Authority 3pp 17203 191 24X 

Fich* 50-259,83/02/01,8302170480 


8302030089 Generic Lbr 93-08 to all Mark I containment licensees re 
mod of vacuum breakers on Mark I containment Requests 
commitment to submit results of plant-unique calculations 
which formed bases for mod Svc list end 

E t SENS AIT, D. 0 Division of Licensing 03/02/02 General Public 

Utilities - GPU Service Corp 5pp, 17074 006 24X 

Flche 50-000, 83/02/02, 8302030099 


B302080295 Generic Ltr B3-09 to all operating reactor licensees, 
applicants for QL * holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end, 

EISOffWT.DO Division of Licensing, 83/02/00 Consolidated 
Edison Co of Neu York, Inc tlpp 17290 247 24X 

Fiche 50-000, 83/02/08, 8302080295 
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0JO2OSO3OJ Generic Ltr 03-05 to BWR licensees of operating reactors 
Isicept LACBWR), app Ucants for OL fi. holders of CP re SER of 
"Emergency Procedure Gu i d e 1 i nes . Re / 2." NEDO-24934. Juhb 
1992 Guidelines acceptable Svc list end 

EISE/'H'JT.r D 0 Division of Licensing 03/02/00 CommonuJea 1 th 

E4IS0H Co 6pp 17234 245 24X Fiche 50-000.83/02/08,0302000301 


03020(30304 Generic Ltr 83-11 to all operating reactor licensees re 
licensee qualification for performing safety analysis in 
support or licensing actions Ability to use code must be 
d enonstrated by vendor or licensee Svc list end 
dSEtMVT. O 0 Division of Licensing 83/02/00 Consolidated 
ETdlson Co of New York. Inc 9pp 17234 234 24X 

Flche 50-000. 03/02/08,8302080304 


6392230411 Application rar amend to Licenses DPR-33, DPR-52 U DPR-60, 
deleting environ reporting requirement 

MILLS. L M Tennessee Valley Authority 83/02/11 DENTON, H R 
Qtlxi* of Nuclear Reactor Regulation. Director 2pp 17247 21S 
24X Fiche 50-259,83/02/11.0302230411 


— 93-02230414 Proposed Tech Specs deleting environ reporting requirements 
-* Tennessee Valley Authority 03/02/11 31pp 17247 220 24X 

Fiche 50-259,83/02/11, 8302230411 


63022301 *t3 Forward* revised Figure 0 4-la of FSAR for insertion 
ETristlng Figure 8 4-la contains safeguards Info L should be 
•d astroy td 

HILLS, L K Tennessee Valley Authority 83/02/17 DENTON. H R 
■Office of Nuclear Reactor Regulation, Director 2pp 17243 217 
24X Fiche 50-259.83/02/17,8302230143 


S 3 >7 2210692 Responds to 830111 request to identify proprietary info in 
technical evaluation repts on environ quol i f ication of 
electrical equipment Investigation still underway Partial 
list of proprietary info end 

KILLS# M Tennessee Valley Authority 83/02/17 VA3SALLP, D B 
Operating Reactors Branch 2 5pp 17248 328 24X 

Flch« 50-259. 03/02/ 1 7. 8302230682 


O Inspection reports, IE Bulletins fit correspondence 


6302190021 Forwards IE Insp Repts 50-259/02-40,50-260/82-40 fi, 
30-296/82-40 on 021122-24 fi< 30-1203 No noncompliance noted 
VERRELLI«D n Division of Project 6 Resident Program* 03/01/09 
PARRIS, H G Tennessee Valley Authority 2pp 17140,040 24X 

Fich* 90-259, 03/01/05. 8302150021 


0302150024 IE Insp Repts 50-259/82-40,50-260/02-40 fit 50-296/82-40 an 

621122-24 fit 30-1203 Na noncomp lianc e noted Major areas 
Inspected IE Bulletin 82-03, Rev 1, observe tlon of inservice 
6 actvittes 6 review of procedures 
COLEY, J L , BLAKE. J J Division of Project fit Resident Programs 
02/12/30 7pp 17140 042 24X Fiche 50-259, 83/01 /05, 8302 1 90021 


83DJ L80127 Forwards info requested in NRC 821115 Itr re IE Bulletin 
BO-06- “ESF Reset Controls " 

■HILLSj-L M Tennessee Valley Authority 03/01/13 VA59ALL0, D B 
Operating Reactors Branch 2 3pp 16832 1 18 24X 

Fiche 50-259.03/01/13,0301180127 


&3-321 50065 Updates 021209 response to IE Bulletin 82-03, "Stress 
Corramn Cracking in Thick Wall, Largo Diameter 8tainles* 

Rec 1 PCI) latian Syi Piping BWft Plant's " 

Mfi_iS,L W Tennessee Valley Authority Q3/01/J4 O'REILLY, J P 
flexion 2, Office of Director 9pp 17145 394 24X 

F uhi 50*259,63/01/14,0302150065 


B3O2150&71 Ac k receipt of 830111 Itr informing NRC of steps taken to 
co, reel violations noted in IE Insp Repts 50-259/92-39, 

SO -260/82-39 (a 50-296/02-39 

LEWISj-R C Division of Project L Resident Programs 83/01/19. 
FARRIS. H Q Tennessee Valley Authority lp 17151 336 24X 

Fits* 30-239, 83/01/19, 8302150671 


030^150631 Respond* to NRC 021217 Itr re violations noted in IE Insp 

f3*pt$ 50-259/82-39,50-260/82-39 L 50-296/82-39 Corrective 
actions observation 6 updating of radwaste packaging L 
skipping program will be continued, 

£i[LL9,L II Tennessee Valley Authority 03/01/11 O'REILLY, P 
Region 2# Office of Director 3pp. 17151.337 24X 

Fie ha 50-257, 83/01/19, 8302150671 


— 83021 50678 Forwards IE Insp Repts 30-259/02-39,50-260/02-39 fc 
50-296/82-39 on 021023-26 Enforcement action addresssd in 
JP O'Reilly 021217 Itr 

VERRELLI. D M Division of Project 4: Resi dent Programs 82/12/17. 
FARRISrH Q Tennessee Valley Authority 2pp. 17131:344. 24X 

Fiche 50-239,03/01/19,8302130671 


—8302130710 IE Insp Repts 90-299/82-39,50-260/02-39 6 50-296/02-39 on 
021025-26 Ncnconp liance noted failure to- ascertain that 
closure devices of eight 59-gallon drums free from defects 
COLLINS?. T R , BARR, K P Division of Engineering fit Radiological 
Safety Programs 82/10/39 5pp 17131 346 24X 

Fiche 50-299, 93/01/19,8302150671 


8302150610 Responds to IE Bulletin 82-04, '‘Deficiencies in Primary 
Containment Electrical Penetration Assemblies" & NRC 
021203 Itr tiunkei — Rano Co electrical penetration assemblies 
not in use at facilities 

MILLS. L M Tennessee Valley Authority 03/01/24 O'REILLY, J P 
Region 2, Office of Director lp 17133*309 24X 

Fiche 50-000,83/01/24,8302150610 


0212-060359 IE Info Notice 03-01, "Ray Miller, Inc " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of New 

York, I rvc 1 lSpp 17023 1 60 24X Fiche 50-000,03/01/26.6212060338 


0212060360 IE Info Notice 03-02. "Limi torque HOflC. H1DC, H2flC fit H3BC 
Qtarheads ” Eve list end 

JORDAN, E L Division of Emergency Preparedness fit Engineering 
Response (Post 930103) 03/01/20 Consolidated Edison Co of Nay 

York. Inc lOVpp 17144 001 24X Fiche 50-000,93/01/20,8212060360 


8212060361 IE Info Notice 03-03, "Calibr of Liquid Level Instrument# " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness fit Engineering 
Response (Post; 830103) 03/01/20 Can s o J i da ted Edison Co of New 

York, Inc I 10pp 17074 095 24X Fiche 50-000,03/01/29.8212060361 


0302100160 Forwards Franklin Research Ctr request foT addl info on utjl* 
Tssponse to IE Bulletin BO-U re masonry wall design 
Response requested within 43 days 

VAS0ALLO, 0 D Operating Reactors Branch 2 03/01/20 PARRI0, H 0 

Tennessee Valley Authority 5pp 17134 265 24X 

Fiche 30-259,83/01/20,8302100160 


0302190309 Ack receipt of 821124 fit 030110 Ur s informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-259/02-33, 50-260/02-33 * 50-296/02-33 Interpretation of 
ASMS 1WP-6210 requirements will be provided 

LEWIS, R C Division of Project fit Resident Programs 03/01/20 
PARhrf0,H 0 Tennessee Valley Authority lp 17140 222 24X 

Tiche 50-259,83/01/20,8302130309 


— 0302150317 Responds to NRC 021021 Itr r* violation* noted in IE Insp 
Repts 50-259/82-33, 50-260/82-33 h 50-296/82-33 Corrective 
actions listing reflecting status of pump fit valve test 
program util be maintained in central location fit updated 
MILLS, LM TennessQo ValLoy Authority 03/01/10 O'REILLY, J P 
Region 2- Office of Director 3p p 17 1 40 223 24X 

Fiche 50-299.03/01/29, 0302150309 


--B3021S0326 Responds to NRC 821021 Itr re violation* noted in IE Insp 
Repts 50-259/62-33. 30-260/02-33 6 50-296/82-33 Corrective 
actions all NDE procedures reviewed for compliant* w/ 
applicable ABttE Cods specs 

MILLS, L M Tennessee Valley Authority 82/11/24 O'REILLY, J P 
Raglan 2, Office of Director 6pp 17I4B 226 24X 

Fiche" 50-259, 03/01/29, 8302150309 


— 9302130331 Forwards IE Insp Repts 50- 2 59/82 -33. 30-260/02-33 6 
30-296/82-33 on 020920-1001 5, notice of violation 
LFUIS, R C Division of project it Resident Program* 82/10/21, 
PARRra, 9 G Tennes*-** Valley Authority. 2pp 17148' 232. 24X 

Fiche" 30-259, 03/01/28, 0302130309 


—8302150336 Notice of violation from insp on 020720-1001 

* Division of Project U Resident Proyrami 92/10/21 2pp 
17140 234 a4X Fiche 50-237,83/01/20,830 2150309 


—8302150342 IE Insp Rapt* 50-259/98-33, 50-260/82-33 fi< 50-276/B2-33 on 
820928-1001 Nonconpl iance noted inadequate NDE procedure* U 
failure to maintain summary status lists U inert*** test 
frequency . 

GIRARD, E K , BLAKE, J J Division of Engineering S< Radiological 
Safety Programs 82/10/15 8pp 17140: 236 Z4X 
Fiche 50-239, 83/01 /28» 8302150309 


8302130329 Forward* IE Safeguard* Imp Rspts 30-259/83-01.80-260/03-01 
St 30-276/83 01 an 830103-07 No noncompliance noted 
YERRELL I , D Divi*ian of Project fir Resident Program* 03/02/07. 
PARRIS, H 0 Tennessee Valley Authority 2p p 17137,167. 24X 

Fiche. 50-259. B3/02/07, 03021 90323 
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— 0302130346 IE Safeguards ln*p Repts 50-259/B3-01, 50-260/03-01 U 
30-S96/83-0- 1 on 630103-07 No noocamp 1 lance noted Major -areas 
inspected security plan 6 Implementing procedures i. security 
program audit Details withheld (ref 5 S0CFR73 21> 

MOORE. 0 E . STANSBERRY. W U , MCCJIRE, D R Division of Emergency 
Preparedness 4, Materials Safety 83702/03 ip 17157 169 24X 

Fiche 90-25 9,63/02/07,8302150325 


8302170305 Forwards draft input for SALP evaluation for CY82 Evaluation 
based on experience u/ 1 1 c ensee, uti 1 4 input solicited from 
staff Review 4 comments requested 

CLARK. D Operating Reactors Branch 2 B3/02/10 EISENHUT,D G 

Division of Licensing &PEIS, T , MATTSDN, ft J Division of Systems 
Integration (post 811005) 7pp 17197 088 24X 

Fie ha 30-259, 03/02/1 0, 6302170 3 05 


8302230344 Forwards 030131 response to IE Insp Repts 50-259/02-39, 
50-260/02-39 U 50-296/62-39 t proposed imposition of civil 
penalties Response inadvertently sent to Region ri 
MILLS, L M Tennessee Valley Authority 63/02/10 DEYOUNG* R C 
Director's Office. Office of Inspection and Enforcement Ip 
17247 Oil 2 4X Fiche 50-259,03/02/10,8332230344 


8212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units ,J 
Svc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/02/18 Consolidated Edison Co of Netu 

York. Inc HOpp 17347 191. 24X Fiche 50-000, 03/02/16. 82 1 2060363 


021 2060365 IE Info NoMco 83-05. "Obtaining Approval for Dispo*ing of 
Very Law Leva! Radwasta - 1OCFR20 302 u Svc list end 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of New 

York, Inc 1 1 1 pp 17347 058 24X Fi che 50-000, 03/02/24, 02 1 2060365 


8212060366 IE Info Notice 03-06. "Nani d entica 1 Replacement Parts " 

Svl list end 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 83/02/24 Consolidated Edison Co of New 

York, Inc 1 I2pp 17361 148 24X Fiche 50-000, 03/02/24, 82 1 20603A6 


8 Reportable occurrences, LERs t related correspondence 


B3020705B1 PRO- 11-83-002 on 0301 16, during cold shutdown for maint, 
licensee placed Pump 0 ti HX on RHR in svc 6 removed HX D k 
pump after routine RHR svc water sample indicated high 
activity Total of 15 nC£ released 

CANTRELL, F S , VERRELf 1 , D M Region 2, Office of Director 
03/01/17 2pp 17035 207 24X Fiche 50-296,83/01/17,8302070501 


0302010 1 4 1 Foruards LER 93-005/03L-0 

GREEN, H J Tennessee Valley Authority 03/01/20 O'ftErLLV. J P 
Regien 2, Office of Director lp 16777 024 24X 

Fiche 30-296,83/01/20,8302010141 


—8303010167 LER 83-005/03L-0 on 821222. while performing monthly 
vibration tests on 490-vo 1 t reactor motor operator valve 
board motor generator sets, high vibration readings detected 
on 3 DA set coupling Caused by excessive seel removal 
» Tennessee Valley Authority 03/01/20 Region 2. Office of 
Director 2pp 16977 025 24X Fiche 50-276, 83/01 /20, 9302010141 


8302010270 Foruards LER 82-067 /03L-0 

GREEN, H J Tennessee Valley Authority 83/01/21 O'REILLY. J P 
Region 2, Office of Director lp 16977 017 24X 

FI che 50-296, 83/0 1 /'Si . 83020 10270 


— B302010283 LER 82-067/03L-D on 82 1225* c oup 1 ing unit on diesel generator 
C lube oil pump found broken Caused by deterioration of 
coupling spider due to no-rmal svc Pump mfg by Viking 6 
coupling by Love-joy Coupling replaced 

PORTER, MR Tennessee Valley Authority 83/01/20 Region 2, 
Office of Director 2pp 16977 016. 24X Fiche 50-296,63/01/21, 

8302010270 


0302030516 Forwards LER 83-O60/O3L-O 

GREFN, H J Tennessee Valley Authority. 03/01/28 O'REILLY, J P 
Region 2, Office of Director lp 17007 295 24X 

Fiche 50-296, 83/0 1/20, 8302030 5 1 8 


— 0303030527 LER 02- 068/03 L-0. on 821229, uhi 1 e performing Surveillance 
Insp 4 2 B-69 (reactor high p restore ), pressure switch had 
as-found 1125 9 psig setpoint Caused by pressure switch 
calibr drift Static-O-r ing model pressure switch recalibr 
IRBY. 8 J Tennessee Valley Authority 93/01/26. Region 2. 
Office of Director 3pp 17007 296 24X Fiche 50-296.63/01/20, 

8302030518 


0302140037 Forwards updated LER &2-0SS/Q3X-1 

GREEN, H J Tennessee Valley Authority 83/01/31 O'REILLY, VP, 
Region 2, Office of Director lp 17140.177. 24X 

Fiche 50-296, 03/0 1/31, 0302 1 4003 7 


--6302140040 Updated LER S2-O55/03X-1 on 82 1 1 24, pr e s s ur 6 switch PS-3-2Q4D 
foLnd u/setpoint of 1,125 9 psig Caused by calibr drift 
Static O-nng Model 9N- AA13-X9-TT pressure switch recalibr 
IRBY, 3 J Tennessee Valley Authority Q3/0J/31 Region 2, 

Office of Director 2p p 17140 178 24X Fiche 50-296,83/01/31, 

5302J 40037 


8302140017 Forward « LER 83-Q01/03L-Q 

QflEFN, H J Tennessee Valley Authority 03/02/03 O'REILLY. J F 
Region 2, Otfice of Director Ip 17141 194 24X 

Flch* 50-296, 83/02/03, 0302140017 


— 0302140021 LER 83-001/03L-Q on 030107, dur in g surveillance testing 
dryweli containment spray isolation valve 3-FCV-74-74 failed 
to operate Caused by fractured worm shaft clutch gear due to 
impact load New clutch gear installed 

PORTER, M R Tennessee Valley Authority 83/02/03 Region 2, 
Office or Director 2pp 17141 195 24X Fiche 50-296,63/02/03, 

Q302 140017 


8302150167 Telecopy RQ on 030207, reactor low water level switches 
found out or tolerance Caused by instrument drift Switches 
recal ibr, test ed i- returned to svc Switches will be replaced 
w/ar,alog tran smi 1 1 er /tr i p unit sys at later date 
JONES'O T Tennessee Valley Authority 03/02/08 Region 2, 
Office of Director tp 17147 219 24X Fiche 50-296,03/02/08. 

83021 50 J 67 


9302170142 Forwards LER B3-002/03L-0 

GREEN. H J Tennessee Valley Authority 03/02/10 O'REILLY, J P 
Region 2, Office of Director lp 17160 172 24X 

Fiche 50-296, 83/02/10,83021 70142 


—8307170143 LER 83-002/03L-0 on B30112, primary purge sys failed to 
achieve required flow rate of greatei than 1051 of design 
Caused by filter internals clogged w/sand dust from 
sandblasting Neu filters installed 

MCPHERSON, 3 R Tennessee Valley Authority Q3/02/10 Region 2, 
Office or Director 2pp 17100 173 24X Fiche 50-296,03/02/10, 

03021 701 42 


6302230616 Forwards LER 83-OO4/O3L-0 

GREf-W.H J Tennessee Valley Authority 83/02/15 O'REILLY. J P 
Region 2. Of rice or Director ip 17253 236 24X 

Fiche 30-296,03/02/13.8302230618 


—8302230628 LER 83-004/03L-Q on 830116, while in maint outage,RHR 3D HX 
leaked reactor coolant in RHR svc water Investigation 
revealed (2 ducted tubes in HX.w/one tube leaking Cause 
under investigation 

WI!‘0O,M D Tennessee Valley Authority 03/02/15 Region 3, 
Office of Director I2pp 17255 237 24X Fiche 50-296,03/02/13. 

0302230618 


8302280339 Forwards LER 83-008/01 T-0 

GRERJ, H J Tennessee Valley Authority 83/02/10 O'REILLY, JP 
Region 2, Office pf Director lp 17312 351 24X 

Fiche 50-296, 33/02/16, 8302280338 


—6302280340 LER 63-009/01 T-0 on 030207, while performing 31 4 1 A-7, 
reactor protection sys water level switches 3-LI8-3-203 B 4 
D switch 1 found out or tolerance Caused by setpoint drift 
Barton Model 280 suitches recalibr 6 functionally tested 
IRBh , & J Tennessee Valley Authority 83/02/10 Region 2. 
Office of Director 3pp 17312 352 24X Fiche 50-296, 03/02/ 1 B, 

0302280333 


V Operator Eiani na fc ions 


8301310203 Qenerjc Ltr 83-06 to all power reactor 1 icensees, app 1 leant* 
for GLs,N3S v« ndor *. rea c tor vendors 4> AE re certificates 
& revised format for reactor operator 4 senior reactor 
operator licenses Svc list enc 1 

EISENHJT. DO Division of Licensing 83/01/31 Consolidated 
Edison Co or Meu York, Inc I4pp 17347 177 24X 

Fiche' 50" 000, 63/0 1 /31 . 0301310203 


X Oolite Storage of Law Level Haste 


3302090205 Forwards License 01-21075-01 h notice of issuance License 
aufchoriies 5-yr tern to ree eive, possess, store 4 transfer low 
level radwasfce at onsite storage f ac i 11 ty 

ROifS Ei L C Advanced Fuel $ Spent Fuel Licensing Branch 03/01/27 

PARRISH 0 Tennessee Valley Authority 2pp 17132 060 24X 

Fiche - 30-259, 63/01/27, 8302070205 


“■-6302090213 License 01-21075-01 for TVA, authorizing 5-yr term for 
receipt, possession, storage L transfer of low level raduaste 
at onsite storage facility 

ROUSErL C Advanced Fuel 4 Spent Fuel Licensing Branch, 83/01/27 
3pp 17132 070 24 X Fiche 30-239,03/01/27,0302090205 
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— 8302G90222 Notice or issuance of License 01-21075-01 It negative 
declaration for onsite storage of l t>w level raduaste 
ROUSE, 1_ C Advanced Fuel K. Spent Fuel Licensing Branch 03/01/27 
3 (>p I7J32 073 24/ riche 50-259,03/01 /27,6302090205 


63022P0035 Interns that FR notic e, pub 1 l shed 030203, re issuance of matls 
license 6 negative declaration for onsite storage of loin 
level radtraste, contained typographical error Dockets should 
be 30-19102,50-259,260 ft 296 

RGU3EVL C Advanced Fuel l Spent Fuel Licensing Branch 03/02/00 
FARRIS. H 0 Tennessee Valley Authority 2pp 17227 346 24X 

Fich« 50-259, 83/02/00, 0302220035 


KTCHET 50-297 NORTH CAROLINA STATE UNIV PULSTAR REACTOR 


'3 Inspection reports, IE Bulletins & correspondence 


B 30215 CG 68 Act receipt of 030113 t 26 1 fcrs informing NRC of steps taken 
to correct violations noted irt IE Insp Repts 50-111/82-02 i< 
g-D- 297/82- 01 Practices re stack monitor calibr l< monthly 
radionuclide analysis or reactor water meet Tech Specs 
/Eft R ELL I, D 11 Division of Project t* Resident Programs 63/02/00 

C<X (rf-RELL, R O North Carolina State Univ lp 17147 001 24X 

Fiche SO- H 1 . 83 / 02/09, 83021 50066 


— 8302130075 Responds to NRC 820421 l tr re violations noted in IE Insp 
Repts 30-111/02-02 * 50-297/62-01 Justi f i cat! on that 
present procedure re stack monitor sys providos capability 
of early detection of fuel clod failure submitted 
COCKRELL, R 0 North Carolina State Univ 03/01/26 JULIAN, C 
Region 2, Office of Director 2pp 17147 002 24X 

FUhe 50-11 1.03/02/08,8302150068 


— 0303-150052 Responds to NRC 030421 ltr re violation noted in IE Insp 
Rapt* 50-111/82-02 * 50-297/B2-02 Justi f i cati on for 
continued use of present stack gas monitor sys procedures 
provided 

C UCKRELL, R 0 North Carolina State Univ 03/01/13 JULIAN, C 
Region 2. Office or Director 3pp 17147 004 24X 

Fiche 50-11 1,83/02/00,0302150066 


DGCKEI 50-298 COOPER NUCLEAR STATION 


F Security, nodical, emergency It fire protection plans 


63412090543 Forwards copy of proposed route to be used for transport of 
spent -reactor ruel to GE Morris facility in State of IL, per 
S21L30 ltr Proposed route meets 10CFR73 37 Info should be 
Incorporated in shipment plan Safeguards info deleted 

S Material Transfer Safeguards Licensing Branch 03/01/14 
p I LAN T i J II Nebraska Public Power District 6pp 17106 263 34X 

Fiche 50-298,03/01/14,8302000043 


6302090091 Releases public version of licensee info re release of 
Ttvistd emergency planning info booklet 

FELTON, J M Division of Rules and Records 83/01/31 Document 

runagenent Branch lp 17119 297 24X Fiche 50-290,03/01/31, 

6302090091 


— 8302090097 Submits public version of info that revised emergency 
planning info booklet dfcd Nov 1982 u/i 1 1 be issued shortly 
LESSOR, L Nebraska Public Power District 82/12/00 NRC - No 
detailed Affiliation Given lp 17119 290 24X 

Fiche 50-296.83/01/31,8302090091 


8301210340 Generic Ltr 03-04 to aU licensees of operating reactors, 
applicants for OL 4- holders of CPs re regional workshop 
circarnlng Supp 1 1 . NURE0-0737, "Requi rement * for Emergency 
Response Capability 6vc list end 

EISENHUTjD 0 Division of Licensing 03/02/01 Consolidated 

Edison Co of N«u York* Inc lipp 17221 226 24X 

Fiche 30-000,83/02/01,0301210340 


830 20 9G 4 05 Release* public version of revised emergency plan 
i-mp lamenting procedures 

FCL TON,- J W Division of Rules and Records 03/02/02 Document 
Hama? fine-nt Branch lp 17074 360 24X Fi che f 50-290, ©3/02/02, 

0302000405 


— 93020-00408 Forwards public version of Rev 2 to Emergency Plan 
I-np. | ement ing Procedures 5 7 i 1 I 3 7 22 W/o endl 
PILANT, J If Nebraska Public Power District, 03/01/06 
COLLINS. 0 T Region 4, Office of Director lp 17074 361 24X 

Fiche 90-290,83/02/02,0302080405 


8302100055 Releases public version of revised emergency plan 
f dp I i ng procedures 

FEi TO*l, J M Division of Rules and Records 83/02/14 Document 
»nt Branch lp 17227 039 24X Fiche 50-298,03/02/14, 

9302160055 


— 83 021 GO 061 Forwards public version of revised Emergency Plan 
Implementing Procedures 5 7 2, 5 7 4, 5 7 5, $ 7 23, 5 7.24 8, 

5 7 26 N/o end 

PTLANT, J II Nebraska Public Power District 03/01/26 

COLLINS, J T Region 4, Office of Director lp 17227 040 24X 

Fiche 50-29 0,83/02/14, 0302100055 


D302220061 Releases public version of notification of 830210 meeting 
FELTON, J M Division of Rules and Records 03/02/13 Document 
Management Branch lp 17234 046 24X Fiche S0-29B, 03/02/1 5, 

B3 02 22 006 1 


— 0302220066 Submits public version of notification of 030210 meeting 
w/FEMA ty States of NE, KB, TA 8< HO in Kansas City,MQ to 
discuss potential generic problem* re emergency preparedness 
activities at or near nuclear power stations Agenda end. 

MADSEN. 0 L Division of Resident, Reactor Project & Engineering 
Programs 83/01/26 PILANT, J M Nebraska Public Power District 
3pp 17234 047, 24X Fiche 50-298, 83/02/ J5j 0302220061 


K Utility Final Safety Analysis Report iFSAR) & amends 


0302280101 ApP B to Cooper updated FSAR, "Tech Spec* " 

« Nebraska Public Power District 03/01/19 lp, 17329 018 B4X 
Fiche 50-290, 62/01/19, B3022801 01 


8302260046 Forwards updated FSAR for Cooper Nuclear Station 
PILANT, J M Nebraska Public Power District 83/01/19, 

VASSALLQ, D & Operating Reactor* Branch 2 2pp, 17323:001 24X 

Fiche 50-299, 83/01/19, 83022B0046 


— 0302300048 Updated FSAR for Cooper Nuclear Station 

* Nebraska Public Power District 83/01/19 97pp 17323 003 
24, < Fiche 50-290,83/01/19,9302280046 


0302280050 Chapter 1 to Cooper up (fated FSAR, ■" I ntro d uc t i on fc 
Surma ry ■“ 

# Nebraska Public Pcurer District 03/01/19 I21pp 17323 100 
24X Fiche 50-298,83/01/19,3302200050 


0302280054 Chapter 2 to -Cooper updated FSAR , "Station Site & 
Environs " 

* Nebraska Public Power District 83/01/19 i39pp 17323 221 
24X Fiche 50-296. 83/01/19,8302280034 


0302280-056 Chapter 3 to Cooper updated FSAR, "Reactor " 

» Nebraska Public Power District 83/01/19 I82pp 17324 020. 
24/ Fiche 50-298. 83/01/19, 0302200056 


0302200050 Chapter 4 to Coope-r updated FSAR, "RCS H Overtile drawing 
er»ct Aperture card available In PDR 

a Nebraska Public Power District 03/01/19. 152pp 17324 202, 

24/ Fiche 50-298,03/01/19,0302200050 


8302200061 Chapter B to Cooper updated FSAR. ‘'Containment." 

a Nebraska Public Power District 83/01/19, 0?pp 17324:334. 24X 

riche 30-290, 03/01/19,8302200061. 


0302260063 Chapter 6 to Cooper updated FSAR, “Core Standby Cooling 
By s 

* Nebraska Public Power District 83/01/19 75pp 17325-083. 24X 

Fiche. 50-293, 03/01/19, 0302280063. 


3302280066 Chapter 7 te Cooper updated FSAR, "Control V 
Ina trunent* t i on " 

* Nebraska PubllcPpwer District 83/01/19 496pp 17325:161. 

24 X Fiche 50-298,83/01/19,6302260060 


8302230070 Chapter B to- Cooper updated F8AR, "Electric Power By«, " 

a Nebraska Public Power District 03/01/19. 91 pp 17326- 297. 24X 

Fiche 30-298,03/01/19,9302280070 


0302200073 Chapter 9 to Cooper updated FSAR, "Radwaste 8ys " 

* Nebraska Public Power District 03/01/19 77pp 17327 ORB 24X 
Fiche* 50-298, 83/01/19, 83022B0073 


8302500075 Chapter 10 to Cooper updated FSAR, "Auxiliary Sys. " 

a Nebraska Public Power District 03/01/19 191pp 17327 105. 

24X Fiche 30-299,93/01/1940302290075 


0302280078 Chapter 11 to Cooper updated FSAR, "Power Conversion tttfs 
* Nebraska Public Power District. 03/01/19 96pp. 17327:206 24X 

Fiche- 50-290, 63/01/19, 9305280070 


B3022B00B3 Chapter 12 to Cooper updated FSAR, "3fcructure* St 
Shielding " 

a Nebraska Public power District 83/01/19 lOtpp 17327' 342 
24X Fiche 50-290,83/01/19,8302280083 
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0302260096 Chapter 13 to Cooper updated - FSAR, “Conduct of Operations M 
+ Nebraska Public Rower District 83/0J/19 I09pp 17320 003 
24X Ft che 50-298, 83/01/(9, 83033 8QOB6 


03O228OO9B Chapter 14 to Cooper updated FSAR, "Station Gaiety 
Analysis n 

* Nebraska Public Pouer District 63/01/19 156pp 1732B 192 

24X Fi the 30-290-03/01/19,0302260000 


0302380092 App A to Cooper updated FSAR - "Pressure Integrity of 
Piping U Equipment Pressure Parts 14 

» Nebrasia Public Power District 03/01/17 35pp 17320 340 24X 

Fiche 50-293, 63/01 / 1 9 , 8302200092 


0302200103 App C to Cooper updated FSAR- "Structural Loading 
Criteria " 

a Nebraska Public Power District 03/01/17 130pp 17329 023 

24X FI che 50-290,83/01/19.6302200103 


8302200104 App D to Cooper updated FSAR, "GA Program for Operation - 
Policy Document " 

* Nebraska Public Power District 03/01/17 74pp 17327 161 24X 

Fiche 30-290-83/01/19.6302260104 


6302260106 App D1 * o Cooprr up-dated FSAR. "Const Phaie QA Program 1 
* Nebraska Public Pou*. Ddtrlct 83/01/19 131 P p 17329 235 

24X Fiche 50-290.63/01/17,8302260106 


8302280110 App E to Cooper updated FSAR. "Elevated Release Point 
t ERP > Release Rate Unit Calc u I a tions. " 

» Nebraska Public PoweT District 03/01/19 &7pp 17330 006 24X 

Fiche 50 -29B, 03/01/19. 8302200 110 


8302290111 App F to Cooper updated FSAR, "CanfOTmance to AEC GDC " 

* Nebraska Public Power District 83/01/19 20pp 17330 071 24X 

Fiche 50-290.03/01/17,6302280111 


8302280115 App 0 to Cooper updated FSAR, "Station Nuclear Safety 
Operational Analysis " 

* Nebraska Public Power District 83/01/19 9Bpp 17330 094 24X 

Fiche 50-298. 63/01/19,8302200115 


B3 022301 l 7 App H to Cooper updated FSAR, "Station Research, 

Development & Further Inf o, Requ i remen ts & Resolutions " 

* Nebraska Public Power District 63/01/17 30pp 17330 192 24X 

Fiche 50-298.63/01/17,0302280117 


6302280119 App J to Cooper updated FSAR. n Inservic* Tnsp Program " 
* Nebraska Public Power District 63/01/17 2l7pp 17330 230 
24X Fiche 30-298,83/01/19.0302280119 


P Operating license stage documents & correspondence 


8302170019 Forwards doc umertta t i on supporting justification for 
continued operation of operating reactors In response to 
questions raised at 830106 meeting re environ qualification 
of electrical equipment 

EIQENHUTrD O Division of Licensing 83/01/10 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp 17190 091 24X 

Fiche: 50-000, 63/01/18,6302170019 


— 6302170123 Package of four comments Indicating adequate or Inadequate 
justi f icati on for interim operation re environ qualification 
of electrical equipment 

PADOVA N, M L NRC - No Detailed Affiliation Given 82/01/27 
NRC - No Detailed Affiliation Given IQpp, 17196-255. 24 X 

Fiche 50-000, 63/01/18, 63021 7D019 


—030217012? Forwards tabulation of Group 2 U 3 plants showing dates by 
which technical evaluation repts are expected to be 
completed Requests justification for continued operation of 
each group by 821008 it 15, re« pec fci ve 1 y 

EISENHVTrP.O Division of Licensing. 82/07/24. HIRAGLIA, F 
Assistant Director for Safety Assessment, 4pp 17196 265 24X 

Fiche. 30-000, 03/01 /IB, 9302170019. 


— 0302170290 Concludes that based on licensee submittal, continued 
operation until completion of environ qualification program 
will not present undue risk to public health b safety 
SIEGEL, B L Operating Reactors Branch 2 82/10/28 EIEENHUT, D 0. 

Division of Licensing. 2pp 17197 060 24X 

Fi i •> • * 50- 000, 83/0 1 / 10, 0 3021 70 01 9 


8302030099 Generic Hr 83-00 to all Hark 2 containment licensees re 
mod of vacuum breakers on Hark I containment Requests 
commitment to submit results of plant-unique calculations 
which formed bases for mod Svc list end. 

EISEfttfVTrD 0 Division of Licensing- 83/02/02, General Public 
Utilities - GPU Service Corp Spp 17074 006 24X 

Fiche 50-000, 83/02/02, 3302030089 


0302030595 Generic Lfcr 03-09 ta all operating reactor licensees, 
applicants ror QL t holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
i ist end 

EISELilJT. D O Division of Licensing 03/02/08 Consolidated 
Edison Co of New York, Inc 1 1 pp 17290 247 24X 

Fiche 50-000, B3/Q2/09, 8302080295 


8302080351 Generic Ltr 83-05 to QWR licensees of operating reactors 
(except LACPWft), applicants for OL i holders of CP re SER of 
"Emergency Procedure Gui d el mes , Rev 2." NED 0-24934, June 
1932 Outdehnes acceptable Svc list end 

EISENHUT, D O Division or Licensing 83/02/08 Commonwea 1 t h 

Edison Co 6pp 17234 2 15 24< Fiche 50-000,83/02/00,8302080301 


8302080304 Generic Lfcr 03-11 to all operating reactor licensees re 
licensee qualification for performing safety analysis in 
support of licensing actions Ability to use codB must be 
d enonst rated by vendor or licensee Svc list end 
ElSENKtJT, DO Division of Licensing 03/02/00 Consolidated 
Edison Co of Neu York, Inc 9pp 17234 2 34 24X 

Fiche 30-000, 03/02/08, 8302080304 


8302170392 Lists applications which have been awaiting fee resolutions 
Fee should be remitted for changes re HAPLHGR limits for 
fuel assemblies {j/erposure values exceeding Tech Specs 
DIGGS, R M License Fee Management Branch 83/02/10 PJLANT, J tf 
Nebraska Public Power District 2pp 17195 345 24/ 

Fiche 50-290,03/02/10,6302170302 


6302250370 Foruartfs "Low -Low Set Relief Logic Sys ic Lower MS IV Water 
Level Trip for Cooper Nuclear Station Unit 1," supplementing 
821217 ltr Approval of design change it Tech Specs requested 
by 030501 Re p t withheld (ref 10CFR2 790) QE affidavit end 
P ILANT, J H Nebraska Public Power District 83/02/15 
VASEALLO, D 0 Operating Reactors Branch 2 4pp 17296 105 24X 

Fiche 50-293,03/02/15,0302230370 


0 Inspection reports, TE Bulletins L c or resp ondenc e 


B3D2070529 Forwards IE Insp fiept 50-290/82-36 on 021206-10, noti ces 
of violation & deviation it IE ngt meeting rept 

MADSEN, 0 L Division off Resident, Reactor Project it Engineering 
Programs 03/01/18 P ILANT, J M Nebraska Public Power District 

2pp 17038 2 97 24 < Fiche 30-290,83/01/18,0302070529 


—0307070533 Notice of delation from insp on 821206-10 

* Division of Resident, Reactor Project & Engineering Programs 
93/01 / f 0 Ip 17039 297 24X Fiche 50-298.03/01/10,8302070527 


— 0302070536 Notice of deviation from insp on 021206-10 

-* Division of Resident, Reactor Project it Engineering Programs 
83/01/10 Ip 17038 300 24X Fiche 50-290, B3/01 / 1 0, 8302070527 


8302070543 IE Insp Rapt 50-298/82-36 on 021206-10 None omp 1 1 an Ce noted 
failure to follow requirements of approved requa l i fi cation 
program h to conduct training as committed IE mg t meeting 
rep t end 

JA0DQN.J P . MCCRORY. 5 L , JOHNSON, W D Division of Resident, 
Reactor Project & Engineering Programs 83/01/11 i3pp 
17030 301 24X Fiche 30-298,03/01/18,0302070529 


8302010-676 Comments on SER it Technical Evaluation Rept for environ 
qua 1 i f i cat 1 on of sa f a ty— re lated electrical equipment exposed 
to harsh env i run*, p e r IE Bulletin 79-01B Continued safe 
operation of facility reasonably assured 
p ILANT, J M Nebraska Public Power District 83/01/24 
VASSALLOrD Q Operating Reactors Branch 2 3pp 16979 199 24X 

Fiche 50-296,83/01/24,8302010676 


0212060358 IE info Notice 63-01. "Ray Hiller, Inc " Svc list end 
■JORDAN, E L Division of Emergency Preparedness * Engineering 
Response IPosfc 630103) 83/01/26 Consolidated Edison Co of New 

York. Inc U6pp 17023 160 24X Fiche 50-000,03/01/26,0212060398 


0212060360 IE Info Notice 93-02, "Limi torque HOBC, H1BC, H2DC it HSBC 
Gtarhead* 11 Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response CPos t 830103) 33/01/28 Consolidated Edison Co of New 

Yoik, Inc 1D9PP 17144 QQi 24/ Fiche 90-000,83/01/20,0212060360 


8212060361 IE Info Notice 63-03, "Calibr of Liquid Level Instruments ft 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co of New 

York, Inc UOpp 17074 0*5 24' Fiche 50-000.03/01/20,8212060361 
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&302Q30329 Act receipt of 030126 ltr providing status of proposed mgt 
appraisal All three proposed firms meet necessary 
independence requirements 

COL l ll'3i J T Region 4, Office of Director 83/01/31 JONES. C R 
Nebraska Public Power District Ip 17001 290 24X 

Ft chi 9 0-298 .03/01/31. B302030329 


— 8302030333 Submits progress rept h requests approval of three firms a» 
Independent . in response to Enforcement Action 82-46 & order 
modifying license 

jOfltS.C R Nebraska Public Power District 03/01/26 

OOLLN*S. J T Region 4. Office of Director 30pp 17001 29* 24X 

riche 50-290, 03/01/31. 8302030329 


830S1501D7 Aclc receipt of 930126 ltr providing status of proposed mgt 
appraisal par IE Insp Rept* 50-298/02-09 8< 50-290/02-11 
Three firms proposed to pursue negotiations meet necessary 
i iri ependence requirements 

COLI INS. J T Region 4, Office of Director 03/02/00 PILANT, JM 
Nebraska Public Power District Ip 17146 149 24X 

Fi che 30-298, 83/02/08, 0302150107 


03O££ 30660 Submits analysis results of confirmatory mea surement a on 
floor drain storage tank sample collected during NRC Oct 
J 9S«f Insp 4 not reported in IE Insp Rept 50-298/02-27 
D isagree'nen $ In strontium results must be resolved 
MADSEN. G L Division of Resident. Reactor Project A Engineering 
Programs 83/02/14 PILANT. J K Nebraska Public Power District 
3pp 17235 051 24 < Fiche 30-298,83/02/14.0302230660 


B302 , ?30373 Notifies that program instituted to provide insp rept* of 
vendors used at facilities Sample ticket used to flag 
« Jgntf i cant problems end Ack of receipt of rept requested 
on ticket 

COLI INS. J T Region 4, Office of Director 03/02/16 PILANT, JH 
Nebraska Public Pouer District 3pp 17255 176 24X 

Fiche 50-298.83/02/16,8302230573 


030-2230339 Ac It receipt of 830121 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Rept 50-298/02-30 
NAPSEM.G L Division of Resident, Reactor Project U Engineering 
Proerans 83/02/17 PILANT, J M Nebraska Public Power District 
tp 17243 332 24 ( Fiche 50-290,83/02/17,9302230309 


— E3O22303I0 Respond* to NRC 021200 ltr re violations noted in IE Insp 
Rapt 50-290/82-30 Corrective actions new computer printout 
tf * v eloped to aid in tracking procedure review Tech Spec 
change will be proposed 

PILANT, J M, Nebraska Public Power District 83/01/21 

MADSEN, 0 L Division of Resident, Reactor Project tt Engineering 

Program* 3pp 17243 333 24X Fiche 90-290, B3/02/ 17, 8302230309 


B3O22-J071B Ac V receipt of 830120 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-298/82-33 
MADSEN, 5 L Division of Resident, Reactor Project St Engineering 
Pr^gran-s 83/02/17 PILANT, J M Nebraska Public Power District 
Ip 17248 342 24 < Fiche 50-298,83/02/17,0302230719 


—8302230724 Responds to NRC 821229 ltr re violations noted in IE Insp 
Reft 50-298/82-33 Corrective actions personnel instructed on 
cem<t method of completing Procedure NPE 10 1 data sheet A 
i»n us® of process computer 

p JCANT, -J M Nebraska Public Power District 83/01/20 

HADSEN, 0 L Division of Resident, Reactor Project 6 Engineering 

Programs 3pp t7248 343 24X Fi ch e 50-298, 03/02/17, 8302230710 


6212060363 IE Info Notice 83-04, "Failure pf Elma Power Supply Units," 
Svt list end 

JORDAN* £ I- Division of Emergency Preparednesi & Engineering 
Response (Post 830103) 83/02/18 Consolidated Edison Co of New 

V<ad* IPC tlOpp 17347 191 24X Fiche* 50-000, 83/02/10, 821 2060363 


8302230376 EN-02-O28A on 830218, order imposing civil monetary penalties 
1 m airount of $112,000 Issued to licensee based on failure 
(a install prompt notification *ys & three matl false 
s t a t on-ant* Reduction of original penalty appropriate 
RCSANOwfl » AVELRAD, J Director's Office, Office of Inspection and 
Enforcement 83/02/18, Ip 17248:091 24X Fiche 50-298,83/02/18, 

3302530376 


0302250303 Ac l receipt of 030207 ltr informing NRC of steps taken to 
ccureet violations noted in IE Insp Rapt 50-290/02-26 
Corrective action* will be reviewed during next Insp 
MADSEIi, 0 L Division of Resident, Reactor Project A Engineering 
.profli-a'R* 03/02/22 PILANT, J M Nebraska Public power District. 
ip J729I 276 24X Fiche 50-298,03/02/22,8302250303 


— 8302250309 Responds to NRC 820928 ltr re violations noted in IE Insp 
Rept 50-290/82-26 Corrective action* essential 2400 4< 7000 
series relays replaced w/Nuclear Grade E relays 
WlLLlAh8, F, E Nebraska Public Power District 83/02/07 
COLLINS, J T Region 4, Office of Director. 2pp 17291:277. 24X 

Fit he 30-2 70, 83/02/22, 8302250303 


8212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Vary Low Level Raduaste - 10CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response <Post 830103) 03/02/24 Consolidated Edison Co. of New 

York, Inc 1 1 Ipp 17347 050 24X Fiche 50-000,03/02/24,8212060365 


8212060366 IE Info Notice 83-06, 4, Nonidenti ca 1 Replacement Parts ,r 
Svc list end 

JORDAN# E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 83/02/24 Consolidated Edison Co. of New 

York. Tnc 1 lZpp 17361 148 24X Fiche 50-000,03/02/24,8212060366 


B Reportable occurrences, LERs it related correspondence 


8302230712 Forwards LER 82-026/03L-0 Detailed evant analysis submitted. 
LESSOR, L C Nebraska Public Power District 83/02/15. COLLINS, J T 
Region 4, Office of Director 2pp 17240.347 24X 

Fiche 30-298, 83/02/13, 8302230712 


■B302230713 LER 82-026/03L-0: on 821222, d 1 ase l generators (alternate 
source of emergency power) not tested to demonstrate 
operability when 69-kV line taken out of svc for repairs 
Cause not stated Operators informed of testing procedures 
Mi RE, K R Nebrasla Public Power District. 83/02/15 Region 4, 

Office of Director Ip 17248 349. 24X Fiche 30-298,83/02/15, 

0302230712 


V Operator Era mirations 


0301310203 Generic Ltr 83-06 to ail power reactor 1 tcensees* app 1 leant* 
for OLs.NSS vender s, reactor vendor* U AE re certificate* 
fc revised format for reactor operator & seniOT reactor 
operator licenses Svc list end 

EESEN’IVT, D 0 Division of Licensing 83/01/31 Consolidated 
Edison Co of New York, Inc 14pp 17347 177 24X 

Fiche 30-000,83/01/31,8301310203 


8302180362 Respond* to Generic Ltr a3-0i re request* for site visits to 
conduct operator licensing exams or instructor certif icatton 
exams (ICE) Program for ICE nut established Schedule for 
site dslts submitted 

PILANT, J M Nebraska Public Power District 83/02/07 
EISENH'JTrD O Division of Licensing 2pp. 17209 360 24X 

Fiche 30-298,83/02/07,8302180362 


DQCKE I 90-30J POINT BEACH NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency 6 fire protection plans 


8301210310 Generic Ltr 83-04 to all licensees of operating reactors* 
applicant* for QL 1< holders of CPs re regional workshop 
concerning 8uppl 1 * NURE0-0737. "Requirement* for Emergency 
Response Capa b i 1 1 ty. 11 Svc List end 

E I SENHUT , D. C Division of Licensing 83/03/01 Conso 1 Ida ted 

Edison Co of N* l) York. Inc llpp 17221 226 24X 

F 1 che r 50*000, 83/02/01, 8301210340 


8302070421 Respond* to NRC 630117 ltr transmitting draft safety 
evaluation denying App R exemption requests* Meeting 
requested to discuss technical accuracy of evaluation prior 
to inception of NRR mg t appeal process Agenda submitted 
FAY, C U Mi scons in Electric Power Co 03/02/07. DENTON, H R. 
Office of Nuclear Reactor Regulation, Director CLARK, R. A 
Operating Reactors Branch 3 2pp 1 7066 247 24X 

Fiche, 30-266, 03/02/07, 8302090421 


0 Adjudicatory correspondence 


6302070506 Initial decision authorising Director of NRR to issue OL 
ameud re repair of steam generator tubes Tubes explosively 
plugged cannot be sleeved or brated joints employed Leak 
1 | mi ts apply 

BLOCH, P 0 , PAXTON, H C , KLINE, J R Atomic Safety and Licensing 
Hoard Panel 83/02/04 41 pp 17037 013 . 24X Fiche 50-266, 

83/02/04* 8302070506 


0362140020 Memorial I**i 830131 telcon resolving open procedural 
question re inadvertent use of proprietary data In 
responding to ASLB At WI Environ Decade exam. 

DAVIS, F X. General Electric Co. 83/02/04. BLOCH, P. 8 Atomic 
Safety and Licensing Board Panel 3pp. 17141 189 24X 

Fiche. 50-266, 03/02/04,0302140020. 


03Q210O127 Exceptions to A8LB 030204 Initial dec i sign. Af f idavi t of 
Mailing ehcl. 

ANDERSON, P, Hi scans in 'i Envi ronmenta 1 Decade. 03/02/14 
Commissioner*. 4pp 17215; 104 24X Fiche 50-266x03/02/14, 

8309180427. 
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DOCKETED ITEMS 


I Ffnanctal Information 


630224013-9 Forward* 1962 financial statement* £< 1993 cash flow 
projection providing guarantee of retrospective premiums 
RErfKEL.JO Wisconsin Electric Power Co 03/02/15 SALTZMAN, J 
Antitrust & Economic analysis Branch {Utility Finance) l4pp 
17280 2 52 24X Ficha 50-266*83/02/15,0302240139 


P Operating license stage documents L correspondence 


8302010595 Discusses need for further delay in determining proprietary 
nature of SEfl re environ qualification of safety-related 
electrical equipment Final determination delayed until 
030201 due to absence of hey personnel 

BLIWSTE IN* 5 Wisconsin Electric Power Co S3/01/26 DENTON* R R 
Office of Nuclear Reactor Regulation* Director CLARK* R A 
Operating Reactors Branch 3 2pp 16970 127 24X 

Fiche 50-266* 83/0 1 / 26* fl 3 02010595 


0302030366 Submits jus t if l cat ion Pot continued operation of equipment 
identified as deficient due to lack of environ 
qua 1 if i cat ion * in response to NRC 821222 request 

BIFR3TE1N, 8 Wisconsin Electric Power Co 03/01/26 DENTON, H R 
Office of Nuclear Reactor Regulation* Director CLARK* R A 
Operating Reactors Branch 3 7pp 17006 126 24X 

Fi che. 30-266. 03/01/26* 0302030566 


8302 1 70013 Forwards request for addl info to complete 

pos t-imp 1 enen fcafcion review of HUREG-Q737. I hems II F i 4* 

1 1. F 1 5 & II F I 6 re containment monitors Response 
requested within 30 days 

CLARK. R A Operating Reactors Branch 3 03/02/02 FAY. C W 

Wisconsin Electric Power Co 10pp 17190 29J 24X 

Fiche 30-266* 83/02/02. B3021700 13 


8302090408 Discusses Cycle 10 reload Refueling shutdown for end of 
Cycle 9 planned to begin late Mar 1903 at burnup of approx 
9*150 MWD/T plus/ninus 500 WD/T Core will consist of 
Wes ti ngh-ouse I4jrf4 optimized design i> 14x14 std design fuel 
FAY* C U Wisconsin Electric Power Co 83/02/03 DENTON* H R 
Office of Nuclear Reactor Regulation. Director CLARK# FI A 
Operating Reactors Branch 3 2pp 17071 074 24X 

Ficha 50-301,83/02/03*8302090408 


8302220044 Informs that review of B0J223 U 621220 responses to 
NUREG- 0737, Item II K 3 23* "Lois of AC Power to Reactor 
Coolant Pump Seals* 1 ' adequately demonstrates integrity of 
reactor coolant pump seals Item resolved 

CLARK* R A Operating Reactors Branch 3 83/02/04 FAY. C W 

Wisconsin Electric Power Co 3pp 17227 333 24X 

Ficha 50-266* 83/02/04 * 9302220044 


8302080295 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for GL it holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

£r8ENHWr*D O Division of Licensing 93/02/03 Consolidated 

Edison Co of New Yurt. Tnc. Upp 17290. 247 24X 

Fich* 50-000,63/02/08.8302080295 


3302080304 Generic Ltr 83-11 td all operating reactor licensees re 
1 icemae qualification for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end 

EISENHUF* D 0 Division of Licensing 63/02/09 Consolidated 

Edison Co of New York. Tnc ?pp- 17234 234 24X 

Fiche 30-000*93/02/08.0302080304 


3302130410 Advises that installation of addl supports for auxiliary 
feedwater sys piping 6 components rescheduled to June 1903. 
due to conflicts u/other plant mods 

FAY, C. W Wisconsin Electric Power Co 03/02/1 1 DENTON. K R 
Office gf Nuclear Reactor Regulation* Director CLARK, R A 
Operating Reactors Branch 3. 2pp. 17157 149 24X 

Ft che 50-266. 83/02/ 1 1 , 83021 504 1 0 


33022*30236 Forwards response to NRC Question Attachments 1-2 
"Evaluation of Overhead Handling Sys W/Respoct to 
NLWEQ-0554” fc i-3 "Seismic Analysis Methodology for Overhead 
Handling Sys. * per NUREG-0612 

FAY* C W„ Wisconsin Electric Power Co 83/02/15 DENTON. H R 
Office of Nuclear Reactor Regulation* Director. CLARK. R A 
Operating Reactors Branch 3 7pp. 17245 029. 24X 

Fiche 30-266. 93/02/ 1 5* 0302230236 


1302280366 Forwards ravised justification for continued operation, 
correcting 930126 submittal in response to NRC G21227 
BEft re environ qual if icat I on of saf ety-rela ted electrical 
equipment, 

FAY. C W. Wisconsin Electric Power Co 83/02/10 DENTON* H R 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactors Branch 3 I2pp 17310.341. 24X 

Fiche 30-266* 83/02/18* 8302290366 


0302250154 Advfses that review underway for final rule 10CFR50 49 re 
environ qualification of safety-related electrical 
equipment t>etermina f ion of request for hearing will be 
decided by 830324 

FAY. C W Wisconsin Electric Power Co 03/02/21 DENTON* H R 
Office of Nuclear Reactor Regulation. Director CISENHUT* D G 
Division of Licensing lp 17306 075 24X Fiche 50-266,03/02/21, 

9302280154 


830-2280156 Submits addl info re NUREG-0737* I tem II B 3* "Post-Accident 
Sampling Sys* '■ in response to NRC 821222 request 
Standardized test matrix will be completed by 830401 
FAY, C W Wisconsin Electric Power Co 03/02/21 DENTON, H it 
Office of Nuclear Reac f BT Regulation, Director CLARK, R A 
Operating Reactors Branch 3 3pp 17306 034 24X 

Fiche 50-266* 83/02/21 . 93022801 56 


8302290310 Forwards 11 Incorporation of Westinghouse Model for Upper 
Plenum Injection In 1951 Evaluation Model WREFLOOD Code " 

FAY* C W Wisconsin Electric Power Co 93/02/22 DENTON# H FI 
Office of Nuclear Reactor Regulation Director CLARK, R A 
Operating Reactors Branch 3 3pp 17311 014 24X 

Fiche 30-266* 93/02/22, 0302200310 


— E3O22S0312 'Incorporation of Westinghouse Model for Upper Plenum 
Injection in 1981 Evaluation Model WREFLOOD Code " 

* IJos tinghouse Electric Corp 83/02/22 53pp 17311 017 24X 

Fiche 50-266*83/02/22,8302290310 


G Inspection reports, IE Bulletins t correspondence 


B302Q4C039 Add! response to FOIA request for 12 categories 0 # documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning GA deficiency 
Forward's App A documents Document 31 available in PDR 
PEL TQM, J M Division of Rules and Records 02/12/30 HIATT, B L 

Ohio Citizens for Responsible Energy 3pp 1704S 144 24X 

riche 50 - 000 . 92/13/30* 8302040039 


— 8302040332 Forwards 1981 comparison data for operating t const plants* 
consisting of total numbers of noncompliance items* repts 
issued, insp hours . s ever i ty levels* paints & hours per rept St 
( ten 

SUCHARSKliL Region- 3, Office of Director 82/07/00 

K^PPLER.JO Region 3* Office of Director I3pp 17045 281 24K 

Fiche 50-000,82/12/30.8302040039 


B3020-10603 Forwards revised Table I to correct typograph i cal error re 
two 10-inch check valve identification numbers in 020811 
response to IE Bulletin 82-02 re degradation of RCPD 
fas teners 

BUR STEIN* S Wisconsin Electric Power Co 03/01/24 KEPPLER * J Q 
Region 3. Office of Director 3pp 16970 13B 24X 

Fiche 50-266,03/01/34,8302010603 


8212060359 IE Info Notice 03-01* "Ray Miller* Inc “ Svc list enc 1 
JORDAN# E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/OJ/26 Consolidated Edison Co of New 

York. Inc U0pf» 17023 160 24X Fiche 30-000*83/01/26*8212060339 


0212060360 IE Info Notice 03-02* "Limitnrque HOBC, Hi BC , H2BC 4 H3BC 
Gearheads “ Svc list encl 

JORDAN* E L Division of Emergency Preparedness 5* Engineering 
Response <Post 830103) 83/01/20 Consolidated Edison Co of New 

York. Inc i07pp 17144 001 24X Fiche 50-000*93/01/20*8212060360 


8212060261 IE Info Notice 83**03, "Celibr of Liquid Level Instruments 11 
Eve list end 

JORDAN# E L Division of Emergency Preparedness 8* Engineering 
Response {post 830103) 83/01/20 Consolidated Edison Co of New 

York, Inc I lOpp 17074 095 24X Fiche 50-000*83/01/20,8212060361 


0302030303 Advises of 830207 open forum in Chicago, IL re recent rev bn 
10CFR50 54 U SO 55 IE will conduct formal presentation 
followed by question h answer session Requests that 
participation be limited to three people 

8PESSARD* R L Division of Engineering 83/01/28 Commonweal tb 
Edison Co 2pp 17003 187 24X Fiche 50-000*03/01/28*8302030303, 


3302090320 Suppls previous responses to IE Bulletin 79-14 re 
conformance of as— built saf ety-related piping sys to 
as-designed seismic analysis i acceptance criteria Next rept 
will be submitted by Apr 1983 

FAY.C W Wisconsin Electric Power Co 83/01/31 KEPPLER* J. Q 
Regio-ri 3, Office of Director 2pp 17056 303 24X 

Ftch* 50-266*83/01/31,8302000320 


8212060363 IE Info Notice 03-04, "Failure of Elma Power Supply l/nits » 
Svc list enc 1 

JORDAN* E L, Division of Emergency Preparedness & Engineering 
Response <Pos t 830103) 83/02/18 Consolidated Edison Co of New 

York, fnc itOpp 17347 191 24X Fiche 50-000*03/02/10,8212-060363 



DOCKETED ITEMS 


i: 


8302220+90 Notifies that Class III fee appropriate for 030119 
application for relief from certain ASME Code Section XI 
reqylTenents re second IQ-yr insp 

DIGQSj R M Ltcetise Fee Management Branch 83/02/18 FAY. C W 
Wisconsin Electric Pouer Co lp 17234 349 24X 

Fiche 30-301,03/03716.9302220490 


6302260515 Ack receipt of 830202 ltr informing NRG of steps taken to 
conect violations noted in IE Insp Ropts 50-266/82-21 b. 
30-301/82-21 

STREETER, J F Pwislon of Project t Resident Programs 03/02/16 
G'JRSTEIN, S Miscansln Electric Pouer CO lp 17309 033 24X 

FI che 30-266,93/02/18.830228054 5 


— 0303200552 Re spends to NRC 030103 ltr re violations noted in IE Insp 
Repts 50-26 ,6/02-21 6 50-301/02-21 Corrective actions ICP 
10 7 porrranent 1 y revised 6 classified as minor procedure & 
precaution .added to RP-JC to warn of effect of fuel temp 
FAY, C W Wisconsin Electric Power Co 83/02/02 KEPPLER, J G 
Region 3, O r f»«e of Director 3pp 17309 034 24< 

Fiche 50-266,03/02/18.8302280545 


6212060365 IE Info Notice 83-03, "Obtaining Approval for Disposing of 
Very Low Level Ratfwaste - 10CFR20 302 " Svc list end 
■JORDAN, E L Division, of Emergency Preparedness Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of Nbuj 

Yait, Inc lllpp 17347 050 24X Fiche 50-000,03/02/24,8212060365 


0212060366 IE TnfP Notice 83-06, "Nonidentical Replacement Parts " 

Svc list ©net 

JORDAN. £ L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of New 

York , Inc lj2pp 17361 140 24X Fiche 50-000,03/02/24,0212060366 


fl Periodic operating reports l related correspondence 


0302 1 701 53 Forwards monthly operating repts for Jan 1983 

FAY. C W Wisconsin Electric Power Co 83/02/09 Office of 

Nuclear Reactor Regulation, Director lp 17180 140 24X 

Fiche 50-266,03/02/09,0302170153 


— 0302170155 Monthly operating repts for Jan 1903 

FAY, C W Wisconsin Electric Power Co 03/02/04 0pp 17100 I4i 
24< Fiche 50-266,03/02/09,8302170133 


V Operator Exann nations 


0301310203 Generic Ltr 83-06 to all power reactor 1 icene bss, ap p 1 1 cant & 
for CLs,N=S vendors, reactor vendors t AE re certificates 
& revised format for reactor operator 4 senior reactor 
operator licenses Svc list end 

e ISSIJUUT, D C Division of Licensing 03/01/31 Consolidated 

Edison Co of Neu York, Inc I4pp 17347 177 24X 

Fiche 5O-0OO, 83/01 /3I. 8301310203 


DOCKET 50-302 C RYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F Security, medical, energency 6 fire protection plans 


0302150609 Forwards IE Safeguards Insp Rept 50-302/82-30 on 
021112 6 29-30 ■& notice of violation Rept details & notice 
of violation withheld (ref 10CFR73 21 > 

LEWIS, R C Division of Project & Resident Programs 02/12/17 
HANCOCK, J A Florida Power Corp 2p p 17151 333 24X 

Fiche 30-302, 02/ 12/ 17. 8302150609 


— -8302 1 5 06 1 4 IE Safeguards Insp Rept 30-302/02-30 on 821112 fc 29-30 
Noire omp 1 i an ce noted failure to conduct adequate search 
Details withhold (ref 10CFR73 21) 

TILLMAN, A * STETKA, T , MCGUIRE, D R Division of Emergency 
Preparedness S Materials Safety 82/12/15 Ip 17151 335 24X 

Fiche 30-30 2,82/12/17,8302150609 


Q302O3O571 Responds to NRC ltr re violations noted in IE Insp Rept 
30—302/82-25 proposed imposition of civil penalty 
Corrective actions procedure controls strengthened ?< 
omp loy ee/cont rac tor awareness h a ightened. Penalty fee end 
HANCOCK, J A Florida Power Corp 83/01/26 DEYOUNGi R C 
Director's Office, Office of Inspection and Enforcement 5pp 
17006 093 24 < Fic ha. 50-308, 83/01/26, 8302030571 


C301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for GL $ holders of CPs re regional workshop 
concerning Suppi 1 , NUREG-0737, "Requirements for Emergency 
Response Capability * 8ve list end 

ElBENHJTrD <3 Division of Licensing 83/02/01 Consolidated 
Edison Co of Neu York, Inc 1 1 p p 17221 226 24 X 

Fiche 50-000.63/02/01,6301210340 


8302150680 Ack receipt of 830126 ltr informing NRC -of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
50-302/82-25 

AXELRAD, J A Enforcement Staff 83/02/07 HANCOCK, J A Florida 
Power Corp lp 17153 043 24X Fiche 30-302, 83/02/07, B302I 50600 


—0307150689 Responds to NRC 021227 ltr re violations noted in IE 
Safeguards Insp Rept 50-302/92-25 Corrective actions mgfc & 
procedural controls strengthened 

HANCOCK, J A Florida Power Corp 83/01/26 DEYOUNQ, R C 
Director's Office, Office of Inspection and Enforcement 2pp 
17153 044 24 X Fiche 50-302,83/02/07,0302150680 


— B3021 50692 Forwards IE Safeguards Insp Rept 50-302/B2-25 on 021001 6 
notice of violation Notice of violation withheld 
<ref 10CFR73 21 > 

LFIJIS, R C Division of Project it Resident Programs 82/12/27. 
HANCOCK, J A Florida Power Corp 2pp 17153 046 24X 

Fiche 50-302, 83/02/07, B3O2IS060O 


— 0302150700 IE Safeguards Insp Rept 30-302/82-23 on 821001 Nunc omp 1 1 anc i 
noted failure to provide compensatory measures for accessed 
vital area door Details withheld (ref 10CFR73 21 K 
PERNWC D , STETKA, T F , MCGUIRE, D R Diviiion of Engineering & 
Radiological Safety Programs 82/10/27 Ip 17153 048, 24X 

Fiche 50-302.83/02/07,8302150680 


8302170115 Forwards exemption froih requirement to install fixed fire 
suppression sys in control room, in response to util 821229 
request 

FAinTlLE. M 0 Operating Reactors Dranch 4 83/02/07 HANCOCK, J A 

Florida Pdudf Corp 2pp I7I91 110 24X Fiche 90-302,83/02/07, 

03021701 15 


— 0302170119 Exemption tront requirement to install fixed fire a upprogsiur 
sy* in control roam 

EISENHUT* 0 0 Division of Licencing 83/02/07 Florida Power 

Corp 3pp 17191 tta 24/ Fiche 30-302, B 3/02/07, B302 1701 15. 


0302170166 Commits to install source range neutron flux monitor as 
part of process monitoring instrumentation at dedicated 
shutdown panel, per 10CFR5O,App R Monitor mill be installed 
tn conjunction u/dedlcated shutdown panel installation 
BAYNARD, P Y Florida Power Corp 83/02/U ST0L7, J F Licensing 
Dranch 2 Ip 17103 147 24X Fiche 30-302.03/02/11,0302170166 


K Utility Final Safety Analysis Report <FBAR> It amends 


0302030416 Forwards Rev 2 to FSAR, including Page 14-106 inadvertently 
omitted from Rev I 

WESTAFER, 0 R Florida Power Corp 83/01/2B DENTON. H R Office of 
Nuclear Reactor Regulation, Director lp 17009 226 24X 

Fiche 30-302,83/01/20,8302030416 


—8303030419 Rev 2 te TSAR 

■* Florida Power Corp B3/01/28 I8pp 17003 227 24X 

Fiche 50-302, 03/01/28, 8302030416 


P Operating license stage documents tk correspondence 


0302020343 Addl response to FQIA request for seven categories of info 
Forwards documents listed In App A Addl comments provided 
Documents also available in PDR Search for addl documents In 
progress 

FELTON, J M Division of Rules and Records 82/12/13 
8CW 1 SSELr D A Maui York, State of 5pp 16999 119 24X 

Fiche 30-000,82/12/13,8302020343 


03020201 50 Forwards Amend 61 to License DPR-72, safety evaluatipn & 
notice of issuance it availability Amend defers certain 
monthly channel functional tests of engineered safeguards 
components 

STOLZ, J T Operating Reactors Branch 4 83/01/24 HANCOCK, J. A. 

Florida Pouer Corp 2pp 16999 248 24X Fiche 50-302,83/01/24, 

8302020150 


— 8302020156 Amend 61 to License DPR-72, deferring certain monthly channel 
functional tests of engineered safeguards components 
QT0LZ. J F Operating Reactors Branch 4 83/01/24 7pp 

16999 250 24 X Fiche 50-302,83/01/24,8302020150 


— 8302020153 Safety evaluation supporting Amend 61 to License PPR-72, 

* Office of Nuclear Reactor Regulation, Director 83/01/24 3pp, 
16979 257 24X Fiche 50-302,83/01/24,8302020150 


— 8302020162 Notice of issuance 4 availability of Amend 61 to License 
DPR— 72 

STOLZ, J F Operating Reactor b Branch 4 93/01/24. 2pp 

16999 260 24X Fiche 50-302,93/01/24,8302020150 





DOCKETED ITEMS 


loao?0|£a Ac. rscCpt o, NRC 881337 Ur r» NUflEO-0737, Items I A 2 1 4 
data mill be determined between util 6 
mc PeT^onnel 

WESTAPER, 9 r Florida Power Carp 
Drench 2 i p 17032 J45 -° rp 


03/01/28 STCR.Z, J F Licensing 
24 jC Fiche 90-302*93/01/23,8302070268 


Poruarjs confirmatory study on applicability of pressurised 
thermal shock screening criteria to OtU p Unit, For use as 
fc ^ f0T ' addl technical discussions 

iA»MA« n rs N ^ C * Bl *W Dwri * r5 Group representatives 

iliJre e C Assistant Director for Operating Reactors 63/01/31 
- Babcock Zc Wilcox Operating Plants Owners Group. 6pp 

17134 100 S4X FUI..:50-000.SO/0173ir8302l00237 

*°r amend t® t-tcens. OPB-78, coni 1 Uln) af T»ch 
t»MC Change Request 107* p 1 ac ing emergency feedwater 
ultrasonic flow indicators tu/ F o s t-acc i dent sampling 
ISSUES"** ln T ° Ch Spec 3336 W/C*rtif it ate of Svc 
MturrtFERaO H Florida Power Corp 03/02/37 DENTON* H R Office of 
*^ R 5S^ tor «®9ulafcion, Director 3pp 1714 7 241 24X 

Fiche 30-303.63/02/07,0302150138 


’830-31 S-0 1-45 Proposed Tech Spec* re emergency feedwater ultrasonic flow 
ind tea tor 

J, Fiorida Power Corp 83/02/07 5 pp 17147 244 24X 

Fiche: 30-302, 83/02 /Q7, 8302150130 


(021401 78 Confirms discussions w/NRC re starting date L ejpectud 
duration for Refuel 4 it establishes schedule for Refuel 5 
Refuel 4 scheduled far 830319 Planned mads require t 6 wls 
Cycle 5 begins approx 930709 

WESTAFER, Q R Florida Power Corp B3/02/07 BTOLZ, J F Licensing 
Branch 4. Ip 17161' 195. 24X Fiche 50-302,03/02/07,8302160178 


021602*3 Advises that proprietary data reviewed in plant technical 
■ valuation rept on environ qual if ication of safety-related 
electrical equipment, U* 1 1 ingh c use equipment I terns 62 U 63 no 
longer proprietary 

WE9TAFER. O.R Florida Power Corp. 83/02/07 STOLI, J, F. Licensing 
Branch 2 lp 17169.239 24X Fich e' 50-302, 83/02/07, 03021*0265 


Q209029S Centric Ltr 93-09 to all operating reactor licensees. 
Applicants for OL U. holders of CP for C-E PWRs re review of 
C-E Owners Oroup emergency procedures guideline program Svc 
list cncl. 

EISENHUT, D 0 Division of Licensing 63/02/08 Consolidated 

Ed I ton Co of Hew York r Inc I 1pp. 17290 247 24X 

F I C h • ' 30-000, 83/02/00. 8302080293 


0200030*} Generic Ltr 93-11 to all operating reactor licensees re 

licenses qual ifica tion for performing safety analysis in 

support of licensing actions Ability to use code must be 

demonstrated by vendor or l icon see. Svc list end 

ElQENHtlT, B. O Division of Licensing B3/02/08 Consolidated 

Edison Co. df New York* Inc ?pp 17234 234 24X 

Fiche- 50-000. 93/02/08. B302Q 803 0 4 


D2090D98 Generic L tT 83-10F to all licensees w/BLW designed NBSS 
(Accept THt 1 re resolution of TMI Action Item II, K 3 S, 
♦'Automatic Trip of Reactor Coolant Pumps " Svc list end 
E lUENHUT, D O Division of Licensing 83/02/08 Duke Power Co 
33pp 17290 291 24* Fiche 50-000.63/02/08,0302090099 


32220490 Requests needed parameters for flow & pressure, as supported 
by F9AR, f or electrical surveillance requirement for 
electrical motor driven pump Tnfo required for correction 
t»f Tech Spec 4 7. 1. 2. emergency feedwater sys 

-ArUTTLE. M 8 Operating Reactors Branch 4 83/02/10 HANCOCK. J A 

Florida Power Corp 3pp 17235 3S9. 24X Fiche 50-302,83/02/10. 

930222049G 


0302220463 Requests written response re util assessment of operability 
of large-dianeter Fratt purge 4- vent valves in light of 
NRC concerns it uti 1 intentions as to whether purge it vent 
valves will remain closed per 3RP 

9TDLZ, J F Operating Reactors Branch 4 63/02/1* HANCOCK. J A 

Floi Ida Power Corp 2pp 17234 361 24X Fiche 50-302, 83/02 / 16. 

0302220463 


6302250102 Notification of 030223 meeting w/B&W regulatory response 
group in Bethesda,hD to discuss small break LOCA procedures 
it matnt of proper steam generator water level 

VAN VLlET. -J Operating Reactors Branch 4 03/02/17 STOLZ. J 

Operating Reactors Branch 4 3pp 17303 09B 24X 

Fiche 50-000, 83/02/t 7. B3022501O2 


6302230208 Responds to NRC 021227 ltr re NUREG-0737, 1 terns I A 2 14, 
“Upgrading of Reactor Operator h Senior Reactor Operator 
Training*' fc II 0 4, "Training for Mitigating Core Damage " 

Table of contents for related repts end 

BAYNARD, P Y Florida Power Corp 03/02/21 STDLZ, J F Operating 
Reactors Branch 4 12pp 17243 196 24X Fiche 50-302,03/02/21, 

0302230200 


Q Inspection reports. IE Bulletins &, correspondence 


8302130609 Forwards IE Safeguards Insp Kept 50-302/82-30 on 
621112 fc 29-30 it notice of violation Rept details it notice 
of violation withheld (ref 10CFR73 21) 

LEWIS- R C Division of Project & Resident Programs 82/12/17 
HANCOCK. J A Florida Power Corp 2pp 17151 333 24X 

Fiche 50-302,02/12/17,8302150609 


— 6302150614 IE Safeguards Insp Rept 50-302/82-30 on 821112 & 29-30 
Moncompliance noted failure to conduct adequate search 
Details withheld (ref IOCFR73 21 > 

TILLHAW, A . STETKArT, MCGUIRE, DR Di Vi sion of Emergency 
Preparedness £< Materials Safety 82/12/15 Jp 17151 335 24X 

Fiche 50-302,82/12/17,0302150609 


0212060358 TE Info Notice 83-01, "Ray Miller, Inc * Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 03/01/26 Consolidated Edi*on Co nf New 

Yoi k, Ire 110pp 17023 1 60 24/ Fiche 50-000,63/01/26,8212060350 


8302030371 Responds to NRC ltr re violations noted in IE Insp Rept 
50-302/62-25 t proposed imposition of civil penalty 
Co* rective actions procedure controls strengthened & 
emp I a yee/contr at tor awareness heightened Penalty fee end 
HANCOCK, J A Florida Power Corp 83/01/26 DEYQUNO, R C 
Director's Office, Office of Inspection and Enforcement 5pp 
17008 093 24 < Fiche 50-302,03/01/26,8302030571 


8312060360 IE Info Notice 03-02, "Limltorque HODC, HI BC. H2BC & H3BC 
Gsarheads " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/01/20 Consolidated Edison Co of New 

York, Inc 109pp 17144 001 24X Fiche 50-000,83/01/20,0212060360 


E212060361 IE tnfo Notice 83-03, "Calibr of Liquid Level Instruments. “ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Past 830103) 03/01/20 Consolidated Edison Co of Now 

York, Inc UOpp 17074 095 24X Fiche 50-000, 83/01 /20, 021 206036 1 


0302150*90 Ac! receipt of 030126 ltr informing NRC of steps taken to 
correct violations noted In IE Safeguards Insp Rept 
50-302/02-25 

AXELRAD, JA Enforcement Staff 03/02/07 HANCOCK, J A Florida 
Power Corp ip. 17153 043 24X Fiche 50-302,03/02/07,03021 50680 


32220215 Informs that licensee will submit info identifying 
ilectrical equipment important to safety & schedule for 
tltfier qualification or replacement by 830520, per NRC 
330111 ltr 

JAYNARD, P Y Florida Power Corp 83/02/li STOLZ.J F. Operating 
reactor* Branch 4 2pp 17233. 149, 24X Fiche- 50-302, 03/02/ 11* 

3302220213. 


>3170370 Provides further c Jar i f ice ti on of util 020309 fc 0716 
'seponsa* to Question 12 b per telcon -request re Item 
T 0. 1. Piping 6 valving routed, or iented ic protected from 
Ipe whip, jet impingement damage. 

lEBTAFERrO ft Florida Power Corp. 03/02/14 STCJLZ, J, F Operating 
leader* Branch 4 lp. 17187. 136. 24 X Ftch* 50-302,03/02/14, 

1302170370 . 


2220360 Notifies that B*W final rept re supplemental ECC 8 
a 1 cru 1 a 1 1 one will not be completed before 030301 Util will 
«vi*w i. submit rept to NRC on or before 030404. 

AYNARDr P Y Florida Power Corp 83/02/15 LAINA 81 0 C. Assistant 
i rector for Safety A* « os sment- Ip I7232’005 24K 

<che. 80-302* 03/02/13, 8302220360. 


— B30P1506S8 Responds to NRC 821227 ltr re violations noted in IE 
Safeguards Insp Rept 30-302/62-25 Corrective action* mg t & 
procedural controls strengthened 

HANCOCK, J A Florida Power Corp 83/01/26 DEYOUNG, R C 
Director's Office. Office of Inspection and Enforcement 2pp 
17153 044 24 X Fiche 50-302,63/02/07,8302150680 


— 8302150692 Forwards IE Safeguards Insp Rept 50-302/02-25 on 821001 & 
notice of violation Notice of violation withheld 
(ref 10CFR73 21 ) 

LEWIS, R C Division of Project it Resident Programs 02/12/27. 
HANCOCK, J A Florida Pcusr Corp 2pp 17153 046 24X 

Fiche 50-302,83/02/07,8302150680 


—0302150700 IE Safeguards Insp Rept 50-302/82-25 on 821001 Non comp 1 lance 
noted' failure to provide compensatory measures for accessed 
vital area door Details withheld (ref 10CFR73 21) 

FERNY. C D . 5TETKA, T F , MC0UIRE,0 R Division of Engineering it 
Radiological Safety Programs 02/10/27 lp, 17153 040 24X 

Fiche 50-302,03/02/07.0302150680 
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0302370407 Ac V receipt of 030126 Jtr submitting payment of $50,000 for 
civil penalties proposed by NRC 021227 Itr 

AXEiRAD. JA Enforcement Staff 83/02/07 HANCOCK. J A Florida 
Poj/st Corp 3pp 17195 246 24X Fiche 50-302,83/02/07.0302170407 


8302150058 Ac k receipt of 820902 6 1001 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-302/82-10 

LEWIS, R C Division or Project 1* Resident Programs 03/02/09 
HANCQ:k, J A Florida Power Corp Ip 17146 336 24X 

Fiche 50-302,03/02/09.8302150030 


— 030^150067 Suppls 020302 response to NRC B206IB ltr re violations noted 
in IE Insp Rept 50-302/02-10 Corrective actions written test 
on compliance u/radiatian 4 standing radiation work permits 
Identified problem as isolated case 

aAVmRD.P Y Florida Power Corp 02/10/01 O'REILLY, J P Region 

2, Office of Director 2pp 17146 337 24X Fiche 50-302, 

83/02/09, 8302 1 50050 


— -83021 50071 Ac k receipt of 020802 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/82-10 
LEWIS, R C Division of Project 6 Resident Programs 82/00/12 
HANCOCK. J A Florida Power Corp ip 17146 339 24X 

Fich e 50-302, 83/02/09. 83021 50058 


— 03021 50076 Responds to NRC 020610 ltr re violations notod in IE Insp 
Rept 50-302/02-10 Corrective actions special class t. written 
test on compliance u/radlation * standing radiation work 
permits 4 general radiation protection practices provided 
iHARDIS.D 0 Florida Power Corp 82/00/02 O'REILLY, J P Region 
2, Office of Director 2pp 17146 340 24X Fiche 30-302, 

83/02/09, 8302150059 


— 8302150085 Forwards IE Insp Rept 50-302/82-10 on 820427-0525 4 notice 
of violation Description of actions taken or planned to 
improve ef f ec ti ven**ss of mgt control sys requested 
LEWIS. R C Division of Project 4 Resident Programs 02/06/18 
HANCOCK, J A Florida Power Corp 2pp 17146 342 24X 

Fiche 50-302,83/02/09,8302150050 


— B3021500S9 Notice of violation from insp on 820427-0525 

* Division of Project i Resident Programs 02/06/18 ip 
17146 344 24 X Fiche 50-302,03/02/09,8302150058 


— 0302150101 IE In*P Rept 50-302/82-10 on 020427-0525 Noncompliance 
noted failure to adhere to clothing requirements of standing 
radiation work permit 

STETKA, T F . SMITH, D W , BROWNLEE, V L Division of Project *« 
Resident Programs 82/06/10 llpp 17146 345 24X 

Ficha 50-302, 03/02/09, 03021 50050 


0212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units " 
Svc list enc 1 

JORDAN, £ L Division of Emergency Preparedness It Engineering 
Response (Post 8301031 03/02/18 Consolidated Edison Co of New 

York, Inc 1 lOpp 17347 191 24X Fiche 50-000,03/02/18,8212060363 


0302230678 Requests relief from Article IWB-2000 of ASliE Code Section 
XI, 1974 edition re volumetric exam of nozzle welds Exam 
a# full penetration welds of nozzles in vessels should be 
deferred until end or 10-yr insp interval 

WESTAFER.G R Florida Power Corp 03/02/21 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 17239 241 24X 

Fiche 90-302,83/02/21,8302230678 


0312060365 IE Info Notice 83-03, “Obtaining Approval for Disposing of 
Very Law Level Radwaste - 10CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co of New 

York, Inc l lipp 17347 058 24X rich* 50-000.83/02/24,0212060363 


G 512060366 IE Info Notice S3- 06. “Non identic a 1 Replacement Parts “ 

Sw list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of New 

York, Inc 1 I2pp 17361 140 24X F i c he 50-000, 83/02/24. 021 2060366 


.R. Periodic operating reports & related correspondence 


0302180327 Forwards monthly operating rept for Jan 1903 

DAYNARDrP Y Florida Power Corp 83/02/15 DEYDUNO, R C 
Director's Office, Office of Inspection and Enforcement lp 
17210 001 24X Fiche 50-302,03/02/15,8302180327 


— — 0302 1 8 0332 Monthly operating rept for Jan 1903 

BCJGART, D, Florid 3 Power Corp B3/02/02 6pp 17210 002 24X 

Fiche 50-302, 03/02/1 5, 0302100327 


8 Reportable occurrences, LERs t* related correspondence 


0302010220 Forwards LEft 02-O76/O3L-O 

DAYNARD. P Y Florida Power Corp 03/01/19 0 'REILLY, J P Region 
2, Office of Director lp 16974 043 24X Fiche 50-302,83/01/19, 
0302010230 


—0302010239 LER 02-Q76/O3L-O on 021220, feedwater ultrasonic flow 
indicator FW-313-FI 8, emergency feedwater train 0 discovered 
inoperable Caused by excessive heat in emergency feedwater 
line Line cooled Indicators will be replaced 

HUGHES, P G Florida Power Corp 03/01/19 Region 2, Office of 
Director 2pp 16974 044 24X Fiche 50-302,03/01/19,8302010220 


0302010574 Foruards LER 03-001/01 T-0 

WESTAFER.GR Florida Power Corp 03/01/20 O'REILLY, JP Region 
2, Office of Director. lp 16977 049 24X Fiche 30-302.83/01/20, 

8302010574 


—0303010578 LER 83-OOI/OlT-O on 030106, safety evaluation for 021213 
failure or control complei radiation monitor RH-A5 revealed 
failure of RM-A5 to alarm In all failure modes constituted 
unreviewed safety question Caused by design inadequacy 
HUONfS^P 0 Florida Power Corp 03/01/20 Region 2, Office of 
Director 2pp 16977 050 24X Fiche 50-302, 03/01/20, 0302010574 


0302030350 Forwards LER 02-O77/O3L-O 

WESTAFER, 0 R Florida Power Corp 03/01/20 O'REILLY, JP Region 
2, Office of Director lp 17005 356 24X Fiche 50-302.03/01/20, 

0302030350 


—8302030353 LER B2-077/03L-0 on 62 1 231 , c ircu i t breaker for DHV-6 found 
de-energized causing Loop D of LPIS to be Inoperable Caused 
by personnel error Maint personnel accidentally tripped 
breaker Qroaker closed upon discovery 

HUGHES, P 0 Florida Power Corp 03/O1/2B Region 2, Office of 
J>i rector 2pp 17003 357 24 X Fiche 30-302,83/01/28,8302030330 


8302280261 Forwards LER 83-002/ 03L-0 

WES TAPER, 0 R Florida Power Corp 03/02/15 O'REILLY, JP Region 
2. Office or Director lp 17312 204 24X Fiche 30-302. 03/02/15, 

0307200261 


—0302280260 LER 83-002/03L-Q on 030116, borated water storage tank level 
recorder BS-65-PR discovered inoperable Caused by loose 
drive cord on printer head Drive drum contacts tightened 
BUFER, J L Florida Power Corp 03/02/15 Region 2, Office of 
Director 2pp 17312 283 24 X Fiche 50-302, 03/02/1 5, Q3022B0261 


S3022B022I Forwards LER Q3-003/03L-0 

WESTAFER.G R Florida Power Corp 03/02/17 O'REILLY, J P Region 
2, Office of Director Ip 17304 350 24X Fiche 50-302.83/03/17, 

83073802211 


— 8302280227 LER 83-003/03L-0 on 8301 10, c onta inment isolation valve 
(1W“4l determined inoperable Cause unknown Valve scheduled 
for repair during next outage of sufficient duration 
HUGHES, P 0 Florida Power Corp 03/03/17 Region 2, Office of 
Director 2pp 17304 359 24X Fiche 50-302,83/02/17,0302280221 


03022 j 0502 Forwards EPA 021220 order changing NPDEQ Permit FL0000159 & 
021720 notice of violation of modified permit Show cause 
order issued by EPA Licensee preparing response 

WESTAFER.G R Florida Power Corp 03/02/21 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 12pp 17245 184 24X 

F £ c h a 50-302, 03/02/2 1 , 8302230S02 


8302280146 Forwards updated status of eight outstanding commitments 
re 000226 transient event Required final callbr & checkout 
of instrumental on added to Refuel IV outage schedule & will 
be completed prior to restart scheduled to begin 030319 
WESTAFER.GR Florida Power Corp 03/03/21 EI8ENHUT, 0- 0 
Division of Licensing 2pp 17306 079 24X Fiche 50-302,03/02/21, 

0302200140 


V Operator Examinations 


8301310203 Generic Ltr B3-06 to all power reactor 1 icensees, app 1 leant* 
for OLs.NSS vondors, react o-r vendor* 4 AE re certificates 
ft revised format for reactor operator & senior reactor 
operator licenses Svc list encl 

EISENHJTj D G Division of Licensing 03/01/3! Consolidated 

Edison Co of New York, Inc 14pp 17347 177 24X 

Fiche 50-000, 03/01/31, 830 13 10203 
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0302160363 Submit* tentative operator licensing schedule through 1905 
in response to 63010! Generic Ltr 83-01 Exams scheduled for 
hot operator licenses or licenses upgraded from reactor 
opetator to senior reactor operator 

WEBTAFER.G R Florida Power Carp 93/02/03 E I SENHU r , D G 

Licensing Branch 2 2pp 17210 103 24X Fiche 50-302 i 03/02/00, 

8302180363 
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F Security, medical, emergency it fire protection plans 


9210150492 Forwards reviews of procedures proposed by utils in 
emergency plans to consider meteorological conditions at 
fac 1 1 f 1 1-es, in response to Task Order 1 of interagency 
agreement 

VAN DER HOVEN Commerce, Dept, of* Natl Oceanographic & Atmospheric 
Administration NRC -03-BI-099 62/10/06 SPICKLER, I OFficeof 

Nuclear Reactor Regulation, Director ip 16951 303 24JC 
Fiche 90-000.92/10/03,9210150492 


— 0301270044 '■'Evaluation of Procedures Proposed by Commonwealth Edison Co 
in Emergency Plans to Consider Metoorol og Jca 1 Conditions in 
Zion Plant Coastal Environ '* 

VAN DER HQV'EN Commerce, Dept of. Natl Oceanographic & 

Atmospheric Administration NRC-03-B1-099 02/10/09 Office of 

Nuclear Reactor Regulation, Director 3pp 16951 307 24X 

Fiche 50-000, 02/10/00. 8 2101 50432 


B3 3203-0 1 37 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J. M Division of Rules and Records 63/31/26 Document 
Management Branch lp 17023*313 24X Fi che 50-295, 83/0 1 /26, 

8302030137 


— 9302030139 Forwards public version of Rev 9 to Emergency Plan 
Implementing Procedure EPIP 700-1, "Emergency Phone List w 
PLltfLrQ C air nortuea 1th Edison Co 83/01/17 DENTON, H R NRC - Nu 

Detailed Affiliation Given Ip 17023 314 24X 

Fiche 50-295.03/01/26,8302030137 


— B302030143 Public version of Rev 9 to Emergency Plan Implementing 
Procedure EPIP 700-1, "Emergency Phone List " Revised 
£nd*» end 

* Commonwealth Edison Co 63/01/14 9p p 17023 315 24X 

Rich* 50-295.63/01/26,0302030137 


6302030226 Releases public version of revised emergency plan 
implementing procedure 

FELTON. J M Division of Rules and Records 83/01/27 Document 
Management Branch lp 17013 343 24X Fiche 90-295. 93/01 /27. 

6302030226 


— B302030236 Forwards public version of Rev 10 to Emergency Plan 
Implement ing Procedure EPIP 320-1, "Activation of Generating 
Station Emergency Plan Station Group " 

PLlMt.G Commonwealth Edison Co 03/01/05 DENTON, H R NRC - Nn 
Detailed Affiliation Given lp 17013344 24X 

Fiche 50-295, 83/01 /27, 8302030226 


— 8302030245 Public version of Rev 10 to Emergency Plan Implementing 
Procedure EPTP 320-1, "Activation of Generating Station 
Emergency Plan Station Group “ 

-» Cor. nun we A lth Edison Co 02/12/20 6pp 17013 345 24X 

Fiche 50-29 5, 63/01/27* 6302030226 


9302030622 Releases public version of revised emergency plan 
imp lernen ting procedure 

FEl TON, M Division of Rules and Records 63/01/27 Document 
Management Branch lp 17013087 24X Fi che. 50-293, 93/01 /27, 

0302030622 


— 8302030624 Forwards public version of Rev 1 to Emergency Plan 
Implementing Procedure EPIP 510-2, ''Generating Station 
Emergency Plan Training Requirement* for Rad/Chem 
Technicians * 

PLlMLr 0 Commonwealth Edison Co 02/1S/23 DENTON, H ft NRC - No 
Detailed Affiliation Given lp 17013 096 24X 

Fiche 50-295, 63/01/27, 8302030622 


—8302030626 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EPIP 510-2, "Generating Station Emergency Plan 
Training Requirements Tot ftad/Chem Technicians." Revised 
inder end 

WILLIAMS, V S, Commonwealth- Ed i ion Co S2/J2/21, 7pp 17013 089 
24/ Fiche 50-295, 93/01/27, 8302030622 


9302040033 Releases public version of revised emergency plan 
implementing procedures 

F ELTON i J M Civilian of Rules and Records 93/01/27 Document 
Management Branch ip 17043-230 24X Fiche 50-000,83/01/27, 

8302040033 


— 9302040037 Forwards public version of revised Emergency Plan 
1,-np 1 ement xng Procedures ED-2? re me team 1 op i ca l maint 
programs £ CD-25 re ccmputei codes for access to ODCB 
progrars 

PAvOriSKI.J E Con nonueal th Edison Co 03/01/07 DENTON, H ft NRC 
— Ns Detailed Affiliation Given lp 17043 231 24X 

Fiche 50 030.83/01/27,0302040033 


— B302040048 Public version of revised Emergency Plan Implementing 
Procedures ED-29 re meteorological maint programs L ED-25 
re computer codes foi access to ODCS programs Revised 
inde> and 

LITEflSK I, L A CofTi'iorw.e a 1 th Edison Co 83/01/06 1 1 p p 

17043 232 24/ Fiche 50-000, 83/01 /27, 9302040033 


6301210340 Generic Ltr 93-04 to all licensees of operating reactors, 
applicants tor CL t holders nf CPs re regional workshop 
concerning Euppl 1 , N-J REG- 0737, ‘Requirements for Emergency 
Response Capability " Svc list end 

E fSENHiJT, D G Division of Licensing 83/02/01 Consolidated 

Edison Co of New York, Inc llpp 17221 226 24X 

Fiche 50-000, 83/02/01 ■ 0301210340 


9302090316 Responds to 021209 1 tT re incident response plan fc 820917 
training session Wo new requirements requested for emergency 
response facility Minor changes suggested as result of 
meeting eiert i se NblREC-0696 £ SECY-82-I11Q guidelines valid 
KEPPLER,J G Region 3, Office of Director 83/02/04 REED, C 
Commonwealth Edison Co 4pp 17056 290 24X Fiche 50-000,93/02/04. 

03020303 1 6 


0302180102 Releases public version of revised corporate command cfcr 
generating station emergency plan implementing procedure 
FELTON, J M Division or Rules and Records 83/02/15 Document 
Management Branch lp 17223 21S 24X Fiche 50-000,93/02/15, 

9302190102 


--8302190126 Forwards public version of Rev 2 to Corporate Command Ctr 
Generating Station Emergency Plan Implementing Procedure 
EGF-2. "Technical Support Manager “ 

MOORE, R D Commonwealth Edison Co 03/01/03 DENTON, H R NH<! - 
No Detailed Affiliation Given lp 17223219 24/ 

Fiche 50 000,03/02/15.0302100102 


— 330^100156 Public version of Rev 2 to Corporate Command Ctr Generating 
Station Emergency Plan Implementing Procedure EGF-2, 

"Technical Support Manager " 

NELLIS, C A Commonweal th Edison Co 03/02/02 69pp 17223 220 
24 < Fiche 50*000, 63/02/ 15, 6302180102 


B302180518 Releases pubLic version of rovisod emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records 03/02/15 Document 
Management Branch lp 17221 249 24/ Fiche 50-295,03/02/15, 

0302550518 


— 8 3021 BO 520 Forwards public version of Rev 2 to Emergency Plan 
fi**p lament ing Procedure EPIP 410-1, "Onsite Support Ctr " 

Receipt torn end 

PLIIV.G Commonweal th Edison Co 63/01/21 DENTON. H R NRC - No 
Detai led Af fil iatson Given 3pp 17221 230 24X 

Fiche 50-29 9, 83/02/ 1 5, 630218051 0 


— 0302190541 Public version of Rev 2 to Emergency Plan Implementing 
Procedure EPIP 410-1, "Onsite Support Ctr " Revised index 

«ncl 

a ConmamjGalfch Edison Co 03/01/21 4pp 17221 253 24X 

Fiche 50-295,93/02/15,0302160518 


8302250349 Advnes that R Licku* will contact util for site visits to 
review proposed emergency notification sys & health physics 
network locations at technical support ctrs U emergency 
operating f ac i 1 i fc l e s, p e r util 030120 request 

PAPER IELLCJ, C J Division of Emergency Preparedness 6 Operational 
Support B3/02/19 REEO.C Commonwealth Edison Co 2pp 
17291 072 24 < Fiche 50-000,03/02/18,8302250349 


— B3Q2250361 Requests approval £ acquisition of necessary equipment to 
activate proposad locations tor emergency notification sys & 
health physics network phones within technical support ctrs 
i emergency operating facilities Lists of locations end 
SWARTZ, E D Common wealth Edison Co 93/01/28 KEPPLEft, J 0 

Region 3, Office of Director 4pp 17291 074 24< 

Fiche 50 000.83/02/18,8302250349 


P Operating license stage documents & correspondence 


0302240073 Partial response to FOIA request for all prior & partial 
prior drafts 4 memos of probabilistic safety study Forwards 
documents listed in app Search for addl records in progress 
FELTON, J M Division of Rules and Records 03/01/13 J3LUM, J M 
Union of Concerned Scientists 2pp 17285 002 24X 

Fiche 50-000, 03/01/13, B302240073 
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— 83022400B2 'Accumulator Sys," revised draft chapter for PRA 

a Pickard, Lour b Garrick* Inc 01/01/06 Mpp 17285 004 24X 

riche 50 000,83/01/13.8302240073 


— 030224008 ? 'Reactor Protection Sys, " revised draft chapter for PRA 

* Pickard, Laue it Garrick, Inc 01/01/06 27pp 17285 010 24X 

Fiche 50-030,83/01/13,8302240073 


9302090135 Forwards Containment Sys Branch SER of util 600508 b 020923 
analytes of main stean line break w/continued feedwater 
addition Analyses acceptable 

VARGA, S A Operating Reactors Branch 1 03/01/26 DELGEOROE, L 0 

C off; -no nuea 1 th Edison Co 2pp 17119 326 24X Fiche 50-295,03/01/26, 

8302090135 


— 8302090142 Containment Sys Branch SER supporting util 800508 & 820923 
analyses of main steam line break u/continued feedwater 
add i fcion 

* Containment Systems Branch 03/01/26 7pp 17119 328 24X 

Fiche 50-295,83/01/26,8302090135 


—9212200070 ‘PUR Main Steam Line Break W/Continued Feedwater Addition 
CB-6?) i Zion Station Units I 1 2, " technical evaluation rept 
VOS BURY, F W Franklin Insti tute/Frankl in Research Center 

NRC - 03-01 - 1 30 TER -C3506-1 44 82/12/15 HEARN, P NRC - No 

Detailed Affiliation Given 24pp 17119 335 24X 

Fi c h e * 50-295, 03/01/26, 0302090 1 35 


8302090483 Forwards safety evaluation on post-accident sampling sys 
Plant meets five of 11 criteria in NUREQ-0737, I tem II B 3 
Deficiencies listed 

VARGA, S A Operating Reactors Branch 1 03/01/27 DELGEOROE, L O 

Commonwealth Edison Co 22pp 17108 203 24X Fiche 50-293, 

03/0 1 /27, 0302090483 


B3020B03-86 Notification of 03022a meeting w/util in BethesdarMD to 
discuss fuel mgt program for upcoming reload 

NORRIS, J A Operating Reactors Branch 1 83/02/02 VARGA, B A 

Operating Reactors Branch 1 2pp 17107 360 24X 

Fiche 30-295,03/02/02,0302000306 


6302200064 Forwards safety evaluation of util commitments to correct 
human engineering deficiencies Submittal Inconsistent w/util 
verbal proposals Three deficiencies described Response due 
in 30 days 

VARGA, S A Operating Reactors Branch 1 83/02/04 DELGEOROE, L 0 

Commonwealth Edison Co 2pp 17314 204 24X Fiche 50-295,03/02/04, 

0302280064 


— B302280069 Safety esaluation re util coirmi t merits to correct human 
engineering deficiencies Commitments inconsistent w/util 
verbal proposals 

a Office of Nuclear Reactor Regulation, Director 03/02/04 6pp 
17314 286 24 < Fiche 50-295,83/02/04,8302280064 


0302090457 Resubmits 030105 Itr re final rept on results of containment 
purge valve operability 

LENFINc, F G Commonwealth Edison Co 03/02/07 DENTON, H R Office 
of Nuclear Reactor Regulation, Director lp 17066 144 24X 

Fiche 30-295, 03/02/07, 8302090457 


— S302090464 Forwards “Analysis of 42-inch R1AB Class 75 Butterfly 
Valves," final reptiVol 1 Valve structural elements have 
sufficient stress margins to withstand loads imposed while 
valve closes from fully open position 

LFNTtNEiF 0 Commonwealth Edison Co 03/01/05 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 17066 145 
24 X Fiche 50-295,83/02/07,8302090457 


0302080295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL b holders of CP for C~£ PWRs re review of 
C-E Owners Group emergency procedures guideline program Bvc 
list end 

EI9ENHUT# D 0 Division of Licensing 83/02/00 Consolidated 

Edison Co of New York, Inc Upp 17290 247 24X 

Fiche 50-000,83/02/08,8302080295 


830 20 SO 304 Generic Ltr 03-11 to all operating reactor licensees re 
licensee qual i f l cation for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Bvc list end 
EISENhUT, D 0 Division of Licensing 03/02/00 Consolidated 

Edison Co of Neu York, Inc 9pp 17234 234 24X 

Fiche 50-000, 83/02/08, 0302060304 


0302090085 Generic Ltr 03-1OD to all licensees w/Westinghouse designed 
NSSS (except Yankee Atomic Electric Co) re resolution of 
TMI Action Item II, K 3 5, "Automatic Trip of Reactor Coolant 
Pumps M Svc list end, 

E I SEN NUT, D G Division of Licensing 83/02/08 Southern 
California Edison Co 31pp 17290 262 24X Fiche 50-000,83/02/00, 

0302090085 


0302240228 Forwards request for addl info re NUREG-0737, Items II F M, 
"Containment Pressure Monitors*" II F I 3, "Containment 
Hater Level Monitor" h 1 1 F 1 A, "Containment Hydrogen 
Monitor " Info expected within 30 days of ltr receipt 
VARGA, S A Operating Reactors Branch 1 03/02/00 DELGEOROE, L 0 

Commonwealth Edison Co ?pp 17200 190 24X Fiche 50-295,03/02/00, 

8302240228 


0302180417 Application to amend Licenses DPR-39 b DPR-48, deleting all 
nonrad Lolog ica 1 water quality specs from App B Tech Specs 
LENTINE, F 0 Commonwealth Edison Co 03/02/10 DENTON, H H Office 
of Nuclear Reactor Regulation, Director 2pp 17215 1 26 24X 

Fiche SO-293. 83/02/10. -9302180417 


0302230 1 59 Requests withholding of matl provided to NRC b consultants 
for preparation of technical evaluation repts re environ 
qualification of electrical equipment Status of manufacturer 
reviews will be submitted by 830515 

LENTINE.F Q Commonwealth Edison Co 83/02/17 DENTON, H R Office 
of Nuclear Reactor Regulation, Director ip 17245 043 24 X 

Fiche 50-295,03/02/17*0302230159 


0302380400 Forwards "Residual Strength of Inconel 600 Tubes 
W/Long 1 tudina 1 Discontinuities " 

LENTINE.F 0 Commonwealth Edison Co 03/02/18 DENTON, H R Office 
of Nuclear Reactor Regulation, Director Spp 17309 346 24X 

Fiche 50-295, 03/02/10, 8302200400 


0302200152 Advises that review of 830121 final rule on environ 
qua! i f i cation of safety-related electrical equipment 
incomplete Determination whether to reaffirm or withdraw 
hearing request will be provided by 030324 

6TEPT0E, P P Ilham, Lincoln * Beale 03/02/23 EIBENHUT, D G 
Division of Licensing lp 17306 076 24X Fiche 50-000,03/02/23^ 

83022Q01 52 


G Inspection reports, IE Bulletins & correspondence 


83D2040039 Addl response to FQ1 A request for 12 categories of documents 
re facilities Personal Info deleted from documents re util/ 
contractor employee allegations concerning OA deficiency 
Forwards App A documents Document 31 available In PDR 
FELTON, J M Division of Rules and Records 02/12/30 HIATT, S L 

Ohio Citirens for Responsible Energy 3pp 17045 144 24X 

Fiche 90-000, 02/12/30. 8302040039 


— 0302040332 Forwards 1981 comparison data for operating b const plants, 
consisting of total numbers of noncompliance items# repts 
issued, insp hours , sever i ty leve Is, p aints b hours per rept b 
i ten 

5UCHARSKI,L Region 3, Office of Director 82/07/09 

KEPPLER, J Q Region 3, Office of Director I3pp 17045 201 24J 

Fiche 50-000,82/12/30, 8302040039 


0302150432 Forwards IE Insp Repts 50-29 5/02-30 b 50-304/02-27 an 
021206-13 b notice of violation Differing insp dates noted 
throughout package 

HIND, J A Division of Emergency Preparedness b Operational Support, 

03/01/17 REED, C Commonwealth Edison Co 3pp 17150 226 24X 

Fiche 50-295,83/01/17.0302150432 


— B302150437 Notice of slolation from insp on 021206-16 

HIND, J A Division of Emergency Preparedness b Operational 
Support 03/01/12 lp 17158 229 24X Fiche 50-295, 63/01/17, 

8302 1 50432 


—8302150450 IE Insp Repts 50-295/82-30 b 50-304/82-27 on 021206-16, 
Noncompliance noted failure to have approved procedure for 
EBAR determination required by Tech Spec 6 2 A 7 
ROZAK, S , NICHOLSON# N A , OEBTMANN, M J Division of Emergency 
Freparednes s b Operational Support 03/01/10 8pp 17159 230 
324< Fiche 50-295,83/01/17,0302150432 


8302010620 Ack receipt of 821202 ltr Informing NRC of steps taker to 
correct violations noted in IE Imp Repts 50-295/01-32 b 
50-304/81-30 Summary of 830112 meeting re c larif icati on of 
1 i c ense e action enc i 

KEPPLER, J 0 Region 3# Office of Director 03/01/24 REED, C. 
Commonwealth Edison Co Spp 169B0 292 24X Fiche 30-293, 03/01/24, 

8302010620 


— 030201062? Responds to NRC 821102 ltr re violations noted in IE Insp 
Repts 30-295/01-32 6 50-304/81-30 Corrective actions 
Awareness Day Program revised, drug policy meeting* Initiated 
ti presentation on harmful effects of drugs given 
REED, C Commonwealth Edison Co 82/12/02 KEPPLER, J 0 Region 
3 1 Office of Director 26p p 1690 0 297 24X 

Fiche 50-295* 03/01/24# 0302010620 


8212060359 IE Info Notice 03-01, "Ray Miller, Inc 11 Svc list end. 
JORDAN. -E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of New 

York. Inc H8pp 17023 160 24X Fiche 50-000# 03/01/26, 821 206035B 
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021 2060360 IE Info Mot Ice 33-02, "Limi torque HOBC, Hi 8C, H2UC t* H3BC 
Gearheads ’* Bvc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 930103) 63/01/20 Consolidated Edison Co of New 

York, Inc 109pp t7 m 001 24X Fiche 50-000,03/01/23,0212060360 


0212060361 IE Info Notice 03-03, "Calibr of Liquid Level Instruments lp 
Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 930I03> 83/01/20 Consolidated Edison Co of New 

York, Inc IlOpp 17074 095 24X Fiche 50-000, 03/01/20, 8212060361 


8302030303 Advises of B30207 open forum in Chicago, IL re recent rev to 
10CFR50 94 6 50 55 IE will conduct formal presentation 
followed by question & answer session Requests that 
participation be United to three people 

6RESSAR0,R L Division of Engineering G3/01/2B Commonuea 1 tb 

Edison Co Spp 17C09 !87 24X Fiche 50-000, 83/01/20, BOO 2030303 


0302150526 Request* del*!/ until 030320 to respond to NRC request for 
supplemental info re Refs (a>, it > , fc ) V <e> of IE Dulletin 
81-03, “Flow Blockage of Cooling Water to Saf e ty -Re Ja ted Sys. 
Components by Asiatic Clams 6 Mussels " 

8WART2.E0 Commonwealth Edison Co 03/02/08 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 17156 215 24X 

Fiche 50-000,83/02/03,8302150528 


0212060363 IE Info Notice 03-04, "Failure of Elma Power Supply Units " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness * Engineering 
Response (Post 030103) S3/02/1B Consolidated Edison Co of New 

Verier Inc UOpp 17347 191 24X Fiche 50-000.93/02/10,0212060363 


0212060365 IE Info Notice 03-05, "Obtaining Approval for Disposing of 
Very Low Level ftariwaste - 10CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 6301031, 63/02/24. Con so 1 1 dated Edison Co of New 

York, Inc llipp 17347 058 24/ Fiche 50-000, 63/02/24, 9212060365 


8212060366 IE Info Notice 83-06. “Non i d er 1 1 c a 1 Replacement Parts ■» 

Svc list *nc 1 _ 

JORDAN, E L Division o# Emergency Preparedness fc Engineering 
Response (Post 830103) 93/02/24 Consolidated Edison Co of New 

York, Tnc. 112pp 17361 148 24X Fiche 50-000,03/02/24.9212060366 


R Periodic operating reports & related corrs sp ondenc p 


B302170159 Forward* monthly operating -rept* for Jan 1903 

ORAESSER, K L Commonwealth Edison Co B3/ 02/09, Director's 
Office, Office of Inspection and Enforcement lp 17100 304 24X 

FI C be 50-295, 03/02/09, 0302170159 


—8302170163 Monthly operating rapts for Jan 19S3 

AUSTIN, 0. Commonwealth Edison Co 03/02/09. Upp 17190 305 
24X Fiche 30-295,83/02/09.9302170159 


3 Reportable occurrences, LEfis 4 related cor resp ondenc e 


3302030493 Part 21 rept re determination that post-LQCA hydrogen 
recombiner i* likely to ma I func tion fallowing exposure 
to elevated temp, high humidity environ Replacement part 
identification will be provided to operators by 030218 
EMP EY, D C Rockuell International Corp 02/12/17 COLLINS, J 

Region 4. Office of Director 4pp 17006*128 24X 

Fiche 30-000, 82/12/17,8302030495 


130204 0349 Forwards LER 83-002/01 T-0 
GRAESBERrK L Conwnonwea 1 th Edison Co 03/01/26 KEPPLER, J 0 
Region 3, Office of Director lp 17019,061 24X 

Fiche, 30-304, 03/01/28, 030 2040349 


-0302040333 LER 03-OO3/O1T-O on 030114, during power operation w/die«el 
feed to bus 249 out of svc, spurious signal tripped & lacked 
all feed* to bus 247 Caused by mechanically jammed contact 
armature on reserve feed overcurrent relay 

KAPLAN, 8 A Comtionwaa 1 th Edison Co #3/01/20 Region 3, Office 

of Director 2pp 1 70 1 9 062 24 X Fiche- 50-304, 83/01 /20. 

0302040349 


302060294 Forwards LER 82-00 1/03 L-Q 
GRAESSERtft L, Commonwealth Edison Co- 03/02/02 KEPPLER, J 0 
Region 3, Office of Director lp 17056 032 24X 

Fiche: 50-304, 03/02/02,0302000204 


-0302000207 LER 03-OO1/O3L-O on 830104, steam generator 2C steam preisure 
lead/frag nodule 2PM-326B found out-of-tfl 1 erance high 
Caused by instrument drift Module recalibr 

CANTWELL,# F. Commonwealth Edison Co 83/02/02 Region 3, 

Office of Oirector, Ip. 17056 033 24X Fiche: 50-304, #3/02/02, 

03020 #0204 


8302230193 Forwards LER 03-003/01 T-0 

GRAESSER, K L Commonwealth Edison Co 03/02/17 KEPPLER, J 0 
Region 8, Office of Director ip 17293 0 0 5 24X 

Fiche 50-304. 83/02/17, 8302250193 


— 0302250197 LER B3-003/01T-0 an 830124, while checking accuracy of 
circulating water tamp recorder 2TR-CW1B, d recovered recorder 
to be inaccurate Caused fay stuck pen % failed RTD Pen 
repaired 6 RTD exchanged w/spare 

STAMMER, F H Commonwealth Edison Co 03/02/17 Region 3. 
Office or Director lp 17293 006 24X Fiche 50-304,03/02/17, 

0305250193 


V Operator Examinations 


0301310203 Generic Ltr 83-06 to ail power reactor 1 i c ens ee s , app 1 icants 
for QLs. MSB vendors . reac tor vendors & AE re certificates 
U revised fprmat for reactor operator b senior reactor 
operator licenses Svc list enci 

EISENHUT. D 0 Division or Licensing 83/01/31 Consolidated 
Edison Co of Neu York. Inc I4pp 17347 177 24X 

Fiche 50-000, 03/01/31, 0301310203 


DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


F Security, medical, emergency l fire protection plans 


8302040297 Forwards IE Insp Rept 50-305/02-23 on 021129-1203,08-10 
-Sc 13 No none o-mp 1 i anc e noted 

PAPERIELLDjC J Division of Emergency Preparedness 6 Operational 
Support 83/01/10 0IE8LER, C W Wisconsin Public Service Corp 
2pp 17019 156 24 < Fiche 50-305,83/01/19,8302040207 


— B302Q403Q3 IE I n sp Rept 50-305/02-23 on 821129-1203,09-10 U 13 No 
npncooplianca noted Major areas inspected review of action 
taken in response to emergency preparedness implementation 
appraisal submitted an 821029 

PAGLIARO, j A , SNELL, W , A<ELSON, W L Division of Emergency 
Preparedness l Operational Support 83/01/17 32pp 17018 15a 

24 < Fiche 50-305,03/01/18,0302040207 


9301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for DL L holders pf CPs re regional workshop 
concerning Su?pJ 1, NUREG-0737, "Requirements for Emergency 
Response Capability ' Svc list end 

ElSENHUT, D 0 Division of Licensing 83/02/01 Consolidated 
Edison Co of Neu York. Inc Up p 17221 226 24X 

Fiche 50-000, 03/02/Ot, 8301210340 


0302100407 Forwards IE Insp Rept 50-305/92-21 during Nov-Pec 1902 U 
notices of violation 6 deviation 

STREETER, JF Division of Project t Resident Programs 83/02/01 
0IE6LER.C U Wisconsin Public Service Corp 2pp 172J4 276 24X 

Fiche 50-305,83/02/01,83021804 0 7 


— 9302190420 IE Insp Rept 50-305/02-21 during Nov-Dec 1982 

Noncompliance noted failure to update svc water sys drawing 
$ maintain flow indication for RMS channel 

NELSON, R L , REYES, L A Division of Project & Resident Programs 
B3/01/24 Bpp 17214 200 24X Fiche 50-305, 83/02/0 i , 8302 1 90407 


8302100194 Accepts changes in Rev 3 to plant security force training U 
q ual i r i cat j on manua 1 , 1 i s ted In 820929 ltr 

VARGA, S A Operating Reactors Branch 1 03/02/04 OIESLER, C W 

Wisconsin Public Service Corp 2pp 17134 137 24X 

Fich* 50-305,03/02/04,8302100194 


P Operating license stage documents & correspondence 


9302020347 Application for Amend 40 to License DPR-43, revi sing Tech 
Spec* Section 6, admin istralive controls, to reflect 
r eorgani lat ion of Nuclear Dept, ef fee tive 820601 
CIESLERiC W Wisconsin Public Service Corp B3/01/13 
GROTENHJI0. J( NRC - No Detailed Affiliation Given lp 16994 093 
24 X Fiche 50-305,83/01/13,8302020347 


— B3 02020352 Proposed Tech Spec changes revising Section 6, admi nisfcra ti vs 
controls to reflect reorganization of Nuclear Dept, 
effective 820601 

* Wisconsin Public Service Corp 93/01/13 19pp 16994 094 
24X Fiche- 50-305, S3/01/13, 8302020347 


8302170019 Forward* documentation supporting ju*ti f icati on for 
continued operation of operating reactor* in response to 
questions raised at 830106 meeting re environ qua 1 i f icati on 
of electrical equipment 

E1SENHUT, D 0 Division of Licensing 83/01/18. DENTON, H R Office 
af Nuclear Reactor Regulation, Director 7pp 17196 091 24X 

Fiche 50-000, ©3/0 1/10,930217001 9 
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— 3302170129 Forwards tabulation of Group 2 It 3 plants showing dates by 
which technical evaluation repts are expected to be 
completed Requests justification for continued operation of 
each group by 821009 & 1 5, respec ti vely 

EISENHUT, D G Division of Licensing 82/09/24 MIRAGLIA, F 
Assistant Director for Safety Assessment 4pp 17196 265 24X 

Fichu 50-000,83/01/19,8302170019 


— 0302170204 Concludes that sufficient info has been provided in 820226 
I tr to justify continued operation pending completion of 
environ qua I i f icati on program 

GROTEWHUIS, (1 Operating Reactors Branch 1 G2/10/28 

ElSENHUT, D G Division of Licensing 3pp 17197 016 24X 

Fiche 50-000,83/01/18,8302170019 


6302030350 Forwards SER re main steam line break w/continued feedwater 
addition Util analysis acceptable 

VARGA, S A Operating Reactors Branch 1 03/01/31 GlESLERiCW 

Wisconsin Public Service Corp 2pp 17107 045 24X 

Fiche 50-305,63/01/31,0302060358 


— 0302080360 Safety evaluation supporting util analysis of PUR main steam 
line break w/continued feedwater addition 

* Containment Systems Branch 03/01/31 7pp 17107 047 24X 

Tiche 50-305,83/01/31,0302080358 


— 8212200091 'PUR Main Steam Line Break W/Continued Feedwater Addition 
(0-69) , Kewa unee Nuclear Power Plant," technical evaluation 
rept 

VOSSURYrF W Franklin Insti tute/Frankl i n Research Center 
H4C-O3-01-13O TER-C5906-14B 02/12/15 HEARN, P NRC - No 

Dotai 1 ed Affiliation Given 25 PP 66500 261 24X 

Fiche 50-305,83/01/31,8302090338 


0302100054 Forwards SER 6 "Review of Licensee Resolution of Outstanding 
Issues from NRC Equipment Environ Qualification SERs 
(F-lt V B-6Q ) i Vo 1 s 1 4-2," technical evaluation rept 
VARGA.S A Operating Reactors Branch 1 03/02/02 0IE6LER, C U 

Wisconsin Public Service Corp 3pp 17224 001 24X 

Fiche 50-305, 03/02/02,0302180054 


— 0302100036 SER on re-evaluation of "Environ Qua l i f i ca t i on of 
Safety-Related Electric Equipment " Deficiencies listed 
* Equipment Ouai i f icat ion Branch 83/01/14 5pp 17224 004 
24 X Fiche 50-305,93/02/02,8302100054 


— 9301100125 "Formal Issue Review of Licensee Resolution of Outstanding 
Issues From NRC Equipment Environ Oualif t cation SERs 
(F-ll t B— 60 ) , Vo 1 a 1 2i " technical evaluation rept 
TOM^N, G J Franklin Insfcitute/Frank 1 in Research Center 
NRC- 03-79-1 18 TER-CS237-S0B 83/01/14 6HEMANSKI , P NRC -No 
Detailed Affiliation Given I,029pp 17224 009 24X 

Fiche 50-305, 03/02/02, 8302180034 


B3O2A0O295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for DL holders of CP for C-E PURs re review of 
C-E Owners Group emergency procedures guideline program Bvc 
list enc 1 

ElSENHUT, D G Division of Licensing 03/02/08 Consolidated 

Edison Co of Neu York, Tnc llpp 17290 247 24X 

Fiche 50-000,83/02/08,8302080295 


03 02080304 Generic Ltr 83-11 to all operating reactor licensees re 
licensee qualification for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end, 

ElSENHUT, D 0 Division of Licensing 83/02/00 Consolidated 
Edison Co of Neu York, Inc ?pp 17234 234 24X 

Fiche' 50-000, 03/02/08, 0302000304 


0302240190 Requests completion of Pratt purge & vent valve operability 
reviews 6 intentions to maintain SRP Section 6 2 4 re 
verification of closed vent* 

VARGA, S A Operating Reactors Branch I 03/02/15 OIESLER, C W 
Wisconsin Public Service Corp 5pp 17280 249, 24X 

Fiche, 50-305, 83/02/15, 9302240190. 


9302230466 Advises that copy of Technical Evaluation Rept CS257-532 
required for preparation of 30-day response to SER, "Environ 
Gual i f ication of Saf ety-Related Electrical Equipment M No 
proprietary info contained in SER 

GfEQLER, C U Wisconsin Public Service Corp 83/02/18 VAROA, B A 
Operating Reactors Branch I 2pp 17246 101 24X 

Fiche- 50-305, 83/02/19, 8302230466 


0302200166 Forwards justification for conservative application of 
Exxon plenum injection ECCSamlysia to Kewaunee reload 
cores partially loaded w/Westinghouse fuel 

OIESLER, C W Wisconsin Public Service Corp 83/02/22 VAROA, B A 
Operating Reactors Branch 1 7pp 17306 QOi 24X 
Fiche: 50-305, 03/02/22, 8302200166 


0 Inspection reports. EE Bulletins L correspondence 


8302040039 Add 1 response to F0IA request for 12 categories of documents 
ro facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning GA deficiency 
Forwards App A documents Document 31 available in PDR 
FELTON, J M Division of Rules and Records 82/12/30 HIATT, 8 L 

□hio Citizens for Responsible Energy 3pp 17049 144 24X 

Tithe 50-000, 82/12/30, 0302040039 


--0302040332 Forwards 1991 comparison data for operating l< const plants, 
consisting of total numbers of noncompliance items, rept* 
issued, insp hours, sever ity levels, points h hours per rept l« 
i ten 

SUCHARSKI, L Region 3. Office of Director 02/07/OB 

KEPPLER, J O Region 3< Office of Director 13pp 17045 281 24X 

Fiche 50-030, 02/12/ 30, 0302040039 


8302040287 Forwards IE Tnsp Rept 50-305/92-23 on 021129-1203,08-10 
& 13 No none o, up 1 lance noted 

PAPER IELL0, C J Division of Emergency Preparedness & Operational 
Support 93/01/10 OIESLER, C W Wisconsin Public Service Corp 
2pp 17018 1 56 24X Ficbe 50-305,63/01/10,0302040297 


—0302040303 IE Insp Rept 50-305/02-23 on 021129-1203,08-10 i 13 No 
noncompliance noted Major areas inspected review of action 
taken in response to emergency preparedness implementation 
appraisal submitted on -021029 

PAGLIARDiJ A , SNELL, U , AXELSON, U L Division of Emergency 
Preparedness fc Operational Support 03/01/17 32pp 17016 139. 

24 X Fichs 50-305,03/01/18,8302040207 


0302040327 Forwards IE Mgt Meeting Rept 50-303/02-24 on 021214 No 
noncompliance noted 

LITTLE, U S Division of Engineering 03/Ol/iS GIECLER.C U 
Wisconsin Public Service Corp 2pp 17019 079 24X 

Fiche 50-305.83/01/18,0302040327 


— 6303040331 IE Mgt Meeting Rept 50-305/82-24 on 021214 No none omp 1 ianc h 
noted Major areas discussed A&ME Section X! inservice 
testing program for pumps L va 1 ves, i nc 1 ud lng proposed Tech 
Spec Amend 25C 6 current inservlce testing program review 
WQHLQ, P R , NELSON, R L , JACK I W, I M Division of Project fc 
Resident Programs 03/01/10 3pp 17019’OBl. 24X 

Fiche' 50-30 5,93/01/10, 0302040327 


0212060353 IE Info Notice 03-01, "Ray Miller, Inc " Bvc list end 
JORDAN, E L Division of Emergency Preparedness J, Engineering 
Response (Post 030103) 63/01/26 Consolidated Edison Co of New 

York# Inc 1 10pp 17023 160 24X Fiche 50-000,03/01/26,8212060358 


0212060360 IE Info Notice 03-02, "Limitorque HOBC, H1BC, H2BC & H3DC 
Qearheads " Bvc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 83/01/28 Consolidated Edison Co of Neu 

York# Inc H>7pp 17144 0D1 24X Fiche 50-000,03/01/20,6212060360 


821 2060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 930103) 83/Oi/20 Consolidated Edison Co of Neu 

York# Inc 1 lOpp 17074 095 24X Fiche 50-000, 93/01/20, 8212060361 


8302030303 Advises of 030207 open forum in Ch icago. IL re recent rev to 
10CFR50 54 6 50 55 IE will conduct formal presentation 
followed by question h answer session Requests that 
participation be limited to three people 

SPE6SARD, R L Division of Engineering 03/01/20 Commonwealth 
Edison Co 2pp 1700S 187 24X Fi che- 50-000# 03/01/20, 0302030303. 


0302040406 Ac k receipt of 030124 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-30S/B2-20. 

PAPERIELLG, C J Division of Emergency Preparedness & Operational 
Support 03/02/01 OIESLER, C W Wisconsin Public Service Corp 
Ip 17017 334 24 X Fiche 50-303,03/02/01,6302040406, 


— B 30204041 1 Responds to NRC 021223 ltr re violations noted In IE Ins 
Rept 50-305/02-20 Corrective actions containers for 
radioactive metis examined to ensure proper labeling 
OIESLER, C W Wisconsin Public Service Corp 03/01/24 
MILLER, J R Division of Emergency Preparedness 6 Operational 
Support 2pp 17017 333 24X Fiche 50-303. 03/02/01, B3020 404 


8302100407 Forwards IE Insp Rept 50-305/02-21 during Nov-Dac 1982 U 
notices of violation & deviation 

STREETER, J F Division of Project h Resident Programs 03/02/01 
GlEBLERrC W Wisconsin Public Service Corp 2pp 17214 276- 24X 

Fiche- 50-305, 63/02/01, 0302100407 


— B30P1804I 1 Notice of s lolation from insp during Nov-Dec J902 
* Division of Project & Resident Programs 63/02/01 ip 
17214 270 24 < Fiche 50-309,83/02/01,0302100407. 
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‘0302100416 No tic e or' deviation from msp during Nov**Dec 1982 
» Diviuon of Project *. Resident Program* 83/02/01 lp 
17214 279 24/ Fiche 50-305,03/02/01,0302180407 


— 0302100420 IE Imp Rept 50-305/82-21 during Nov-Dec 1982 

None appliance noted failure to update sve water sys drawing 
L maintain flow Indication for RMS channel 

NELSON, R L , r£Y£S, L A Division of Project & Resident Programs 
03/01/24 8pp 17214 280 24X Fiche 50-305. 03/02/01, 0302 100407 

3212060363 IE Info Notice 83-04, “Failure of Elma Power Supply Units # » 
Svc list end 

JORDAN. E L Division of Emergency Pr e p ared ness L Engineering 
Response (Poit 030103) 63/02/16 Consolidated Edison Co of New 

York, Inc tlOpf 17347 191 24* F 1 c he 50-000.83/02/10.0212060363 


321206036 5 IE Info Notice 03-05. “Obtaining Approval foT Disposing of 
Very Low Le\el Radwaste - 10CFR20 302 " Svc list end 
JORDAN, E* L Division of Emergency Preparedness tt Engineering 
Response IPost B30103) 03/02/24 Consolidated Edison Cn of New 

York, Inc tllpp 17347 050 24* Fiche 50-000, 03/02/24. 021 2060365 


321206036 6 IE Info Notice 03-06,^ “Nomde ntlca 1 Replacement Parts “ 

S/c list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response- (Post 830103) 03/02/24 Consolidated Edison Co of New 

York. Inc 112pp 17361 143 24X F 1 c he 50-000,03/02/24.0212060366 


l Periodic operating reports L related correspondence 


3302140377 Forwards monthly operating rept foT Jan 1963. 

OIESLERiCW Wisconsin Public Service Corp 83/02/10 Division 

of Data Automation & Management Information lp 17164 173 24-X 

Fiche 30-305.03/02/10,0302160377 


—8302160300 Monthly operating rept tor Jan 1903 

RUITER.G H Wisconsin Public Service Corp 03/02/1 0 4pp 
17164 176 24X Fiche 50-305.83/02/10,0302160377 


i Reportable occurrences, LERs L related correspondence 


1302010343 Forward* LER B2-035/03L- 1. 

GIE6LER, C W Wisconsin Public Service Corp 03/01/24 KEPPLER.J & 
Region 3. Office of Director lp 16973 331 24X 

Fiche 50-305. 03/01/24. 8302010343 


-0302010350 LER B2-O35/03L-1 on 3212 1 6, dor i ng full power operation, 
pinhole leak discovered in suction line from vol control 
tank to charging pumps Caused by vibration* ic pulsations 
in associated piping Leak plugged 

♦ Wisconsin Public Service Corp 03/01/14 Region 3. Office of 

Director Ip 16973 352 24X Fiche 50-303, 03/01/24, 8302010343 


302040340 Forwards LER 82-036/03L-0 

GIESLER, € W Wisconsin Public Service Corp 03/01/27 KEPPLER, j <$ 
Region 3, Office of Director lp 17010 25 2 24X 

Fiche 50-305,03/01/27,8302040340 


0302040347 LER B2-036/03L-0‘ on 021220, dur i n g startup following reactor 
trip. condensate water storage tank level fell below Tech 
Spec limit Caused by normal condensate water usage 
coincident w/deminera 1 i ier regeneration 

BERNWOFT.S L Wisconsin Public Service Corp 03/01/27 Region 
3, Office of Director Ip 17018 253 24X Fiche 50-305,03/01/27, 

0302040340 


302080226 Forwards updated LER 82-030/01 X-l 
G I ESLER , C U Wisconsin Public Service Corp t 83/02/01 KEPPLER.J G 

Region 3. Office of Director. lp 17057 254 24 X 

Fiche 50-305.63/02/01.0302000226 


8302090231 Updated LER 02-O3O/O1X-1 on 821004, Instruments tl on lines 
found capped, rendering containment narrow- & wide-range 
pressure transmitter* & containment vacuum breaker* 
inoperable Caused by personnel error Ceps removed 
SCHROCK.C A Wisconsin Public Service Corp. 03/02/01 Region 

3, Office of Director 5pp. 17057 255 24X Fiche 30-305. 

03/02/01, 0302090226 


02150144 Forwards LER 03-OO1/O3L-O 

JIESLERrC.W Wisconsin Public Service Corp 03/02/04 KEPPLER.J 0 
Region 3. Office of Director lp 17147 251 24X 

i c h e 50-303, B3/02/0 4 . 0302 150144 


— 030^150151 LER B3-001/03L-0 on 030105, during full power operation, 
electrician performing maint pulled fuse to de-energiie 
SV33379 which allowed caustic additive to drain from tank to 
suction of containment spray pumps 

EERNHQFT, S L Wisconsin Public Service Corp 03/02/04 Region 
3, Office of Director 2pp 17147 252 24X Fiche 50-305. 

03/02/04. 03 02150144 


V Operator Examinations 


0302040277 Notifies of administrative error in which senior reactor 
operator license renewal applications for AJ Ruege b RF Zube 
not submitted prior to license expiration on 020722 Licensed 
activities will not be performed until license renewal 
Hl«rZ,D C Wisconsin Public Service Corp 83/01/26 STREETER, J 
Region 3, Office of Director lp 17020 033 24X 

Fiche 50-305,83/01/26,8302040277 


B3Q131O203 Generic Ltr 83-06 to all power reactor 1 i censees, app 1 leant* 
for OLs.LSS vendors, reactor vendors l> AE re certificates 
U revised format for reactor operator L senior reactor 
operator licenses. Svc list end 

EISENHUT. D O Division of Licensing 83/01/31 Consolidated 

Edison Co of Keu York, Inc I4pp 17347 1 77 24X 

Fiche 50-000, 03/01/31,0301310203 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F Security, medical, emergency 4- fire protection plans 


0302030042 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 03/01/26 Document 
Management Branch, lp 17041 094 24X Fiche 50-000,03/01/26. 

0302030012 


— 0302030018 Forwards public version of revised emergency plan 
implementing procedures, including Procedures EPIP 1 1 5 re 
startup operation of emergency offsite facility h EPIP 1 1 6 
re emergency organijation shift turnover 

WARD, E C Northern States Power Co 83/01/20 Region 3# Office 
of Director lp 17041 095 24X Fiche 50-000,03/01/26, 

0302030012. 


— 0302030023 Public version of revised emergency plan implementing 
procedures, including Procedures EPIP 1 1 5 re startup 
operation of emergency offsite facility & EPIP 1 1 6 re 
emergency erganiiation shift turnover 

HUDSON, 0 , WARD, E Northern States Power Co 03/01/20 46pp 
17041 096 24/ Fiche 50-000,03/01/26,8302030012 


8301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for OL V holders of CPs re regional workshop 
concerning Suppl 1 , NUflEG-0737, "Requirements for Emergency 
Response Capability “ Svc list entl 

EISENHUTrD 0 Division of Licensing 83/02/01 Consolidated 

Edison Co of New Yorl, Inc lipp 17221 226 24X 

Fiche 50- 000. 03/02/01 , 8301210340 


0302100197 Forwards exemption from 10CFR50, App R requirement to 
install fixed ftre suppression sys in control room 
CLARK, R A Operating Reactors Branch 3 83/02/02 MUSGLF, D M 

Northern States Power Co 3pp 17134 130 24X 

Fiche 50-232,83/02/02,8302100197 


— 9302100200 Exemption from 10CFR50, App R requirement to install fixed 
fire sup p re *s s i on sys in control room 

EISENHUTrD Q Division of Licensing 03/02/02 Northern States 
Power Co 4pp 17134 133 24X Fiche 50-202,03/02/02,0302100197 


J Insurance t* indemnity information 


0302150540 Forwards Endorsements 64,53 U 46 to NELIA Policies NF-174, 

NF- 197 & MAELU Policies MF-Sl & MF-60, respectively 
Endorsements 1, 2 & 3 to Certificates N-17, M~17, N-36, M-36, 

N-37 6 K-37 also end 

JOHNSON, R G Northern States Power Co 03/02/07 DINITZ, I 

Antitrust 4. Economic analysis Branch (Utility Finance) 59pp 
17156 152 24X Fiche 50-000,83/02/07,03021 50540 

I 

I 

8302150620 Requests review of govt indemnity agreements for Licenses 
D PR-42, DPR -iO 4 DPR-22 re refund due for unexpired term 

JOHNSON, R C Northern States Power Co 03/02/07 DINITZ, I 1 

Antitrust K Economic analysis Branch (Utility Finance) lp 
17151 306 24X Fiche 50-000,63/02/07.8302150620 


DOCKETED ITEMS 
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P Operating license stage documents 4 correspondence 


8302(780100 Addl response to FQIA request for records re 
generators i. steam turbines Forwards documents listed 
Category A of App E Category 8 documents available in 
FELTON, J M Division of Rules and Records 02/12/17 
Winthrop, Stimson, Putnam t Roberts Spp 17109 06? 
FI che 50-000.82/12/17.0302000100 


steam 

under 

PDR 

LONG. D J 
24X 


— 0302080109 Summary of 741125 meeting w/util re steam generator tube 
corrosion Agenda, list of attendees & viewgraphs end 
KIWfNERi L L Atomic Energy Commission. Directorate of Licensing 
74/12/06 Atomic Energy Commission. Directorate of Licensing 

1 9p p 17105 074 24X Fiche 50-000.02/12/17.0302000100 


0302170019 Forwards documentation supporting justification for 
continued operation of operating reactors in response to 
questions raised at 830106 meeting re environ qua 1 i f i ca 1 1 on 
of electrical equipment 

ElSEhHUT. D 0 Division of Licensing 03/01/10 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 7pp 17196 091 24X 

Fiche 50-000.03/01/18.030217001? 


— 0302170123 Package of four cimmenfcs indicating adequate or inadequate 
|ust i f icati on for interim operation re environ qualification 
of electrical equipment 

PADOVAN. H L NRC - No Detailed Affiliation Given 02/01/27 
me - No Detailed Affiliation Given lOp p 17196 255 24X 

Fiche 50-000. 83/01 /IB. 83021 7001 9 


— 8302170129 Forwards tabulation of Group 2 k 3 plants showing dates by 
which technical evaluation repts are expected to be 
completed Requests just i f icat ion for continued operation of 
each group by 021000 & 15. respective! y 

EISENNUT. DG Dt vl S i on o f LI c ens i ng 82/09/24 MIRAGLIA. F 

Assistant Director for Safety Assessment 4pp 17196 265 24X 

Fiche 50-000.03/01/18.8302170019 


— B302170293 Concludes that based on licensee 020127 subm i t ta 1 . c ont i nuod 
operation until completion of environ qualification program 
will not present undue risk to public health & safety 
DIIANNI.D C Operating Reactors Branch 3 82/10/28 

E1SENHUT. D 0 Division of Licensing Spp 17197 082 24X 

Fiche 50-000,83/01/18.8302170019 


8302020231 Forwards corrected Tech Spec Table 4 1-2A re ASME Code Class 
1,2 4 3 pump h valve Inservice Insp Program implementation, 
incorrectly issued w/830104 Amends 60 it 54 to Licenses 
DPR-42 tt DPR ~ 60. respectively 

DIIANNI.D C Operating Reactors Branch 3 03/01/25 MUSOLF.D M 

Northern States Power Co 2pp 16999 190 24X 

Fiche 50-282,83/01/25,0302020231 


• — B 30 202 023? Corrected Tech Spec Table 4 1-2A re ASME Code Class 1,2 h 3 
pump L valve Inservice Insp Program implementation. 

Incorrectly issued w/830104 Amends 60 t 54 to Licenses 
DPR-42 & DPR-60, respectively 

* Operating Reactors Branch 3 83/01/25 lp 16999 192 24X 

Fiche 50-282, 83/01/25, 8302020231 


8302100103 Notification of 830211 meeting w/util in Betbesda.MD to 
resolve open items appearing in Amends 60 4c 54 re lnservice 
testing program for pumps 4< valves 

DFIAN'Il.D C Operating Reactors Branch 3 03/01/28 CLARK, R A 

Operating Reactor* Branch 3 13pp 17134 164 24X 

Fiche 50-282.83/01/20,8302100105 


— 830210018? Forwards Mechanical Engineering Branch positions on relief 
requests that remain under review in 820104 SER 
KNIGHT, J P Assistant Director for Core it Plant Systems 
83/01/21 LAIMAS, G C Assistant Director for Operating Reactors 
6p p 17134 177 24X Fiche 50-292,83/01/28,8302100105 


— 8302160052 Amends 61 & 39 to Licenses DPR-42 & DPR-60, respect iv* 1 y, 
revising Tech Specs re steam generator tube surveillance, 
steam exclusion sys 4c. auxiliary feedwater sy» reporting 
requirements 4 administrative controls 

CLARK, R A Operating Reactors Branch 3 83/02/02 27pp 

17160 348 24X Fiche 50-202,83/02/02,8302160043 


— 8302160057 Safety evaluation supporting Amend* 61 & 55 to License! 
DPR-42 4 DPR-60, rasp actively 

a Office of Nuclear Reactor Regulation, Director 03/02/02 
14pp 17161 013 24X Fiche 50-282,83/02/02,8302160043 


— B302160061 Notice of issuance 4 availability of Amendi 61 4 S3 to 
Licenses DPR-42 4 DPR-60. respective ly 

CLARK, R A Operating Reactors Branch 3 83/02/02 2pp 

17161 027 24 X Fiche 50-202,83/02/02,0302160043 


8302090415 Forwards XN-NF-79-49IP > , Rev 1. "Re f 1 • s/UP I Analytical Model 
to Calculate Reflond Rates for PWR* W/Upper Plenum 
Injection," per NRC 621104 request Affidavit end Rept 
withheld (ref I0CFR2 790) 

MUSOLFj D Northern States Power Co 83/02/03 Office of Nuclear 
Reactor Regulation. Director 4pp 17066 099 24X 

Fiche 30-282. 03/0 2/03 , 8 3020904 1 5 


8302150731 Notification of 830223 meeting w/util 4 Westinghouse In 
B e the sda. MD to discus* fuel assembly failure in spent fuel 
pool Agenda end 

DIIANNI.D C Operating Reactors Branch 3 03/02/07 CLARK, R A 

Operating Reactor* Branch 3 3pp 17160 104 24X 

fiche 30-282. 83/02/07, 8302150731 


8302000295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for QL & holders of CP for C-E PWR* r* review of 
C-E Owners Group emergency procedures guideline program five 
list end 

EfSENHUT, D G Division of Licensing 83/02/09 Consolidated 
Edison Co of New YorJf. Inc llpp 17290 247 24X 

Fiche 30-000. 03/02/08, 8302080295 


0302080304 Generic Ltr 83-11 to all operating reactor licensees re 
licensee qua 1 i f i c« t ion for performing safety analysis in 
support at licensing actions Ability to use code must be 
demonstrated by vendor or licensee Bvc list end 
EISENHUT.D G Division of Licensing 03/02/00 Consolidated 
Edison Co of New York, Inc 9pp 17234 234 24X 

Fiche 50-000,83/02/08.8302030304 


0302090085 Generic Ltr 03-1OD to all licensees w/Was tingh ousi designed 
NSSS (except Yankee Atomic Electric Co) re resolution of 
TMl Action Item II K 3 5. “Automatic Trip of Reactor Coolant 
Pu.-'ps r Svc list enc 1 

EISFNMUT, D G Division of Licensing 83/02/08 Southern 
California Edison Co 31 pp 17290 262 24X Fiche 50-000,03/03/08, 

8302090085 


B302240334 Forward* corrected Tech Spec L Tech Spec pages omitted from 
Amends 61 6 53 to Licenses DPR-42 6 DPR-60, respectively! 
issued 830202 Amends revise Tech Specs re steam generator 
tube surveillance 4 steam exclusion sys 

DIIANNI.D C Operating Reactors Branch 3 03/02/15 MUSOLF.D M 

Northern States Pouer Co 2pp 17290 173 24X 

Fiche 50-262, D3/02/1 5, B302240334 


— 0302240337 Corrected Tech Specs 6 Tech Spec pages omitted from Amends 
61 L 55 to Licenses DPR-42 & DPR-60. rtsp e C tive ly Amends 
revise Tech Specs re steam generator tube surveillance 1 
steam exclusion sy* 

* Office of Nuclear Reactor Regulation, Director 83/02/15, 6pp 
17290 179 24 X Fiche 50-282, 03/02/1 5, B3 02240334 


Q Inspection reports, IE Bulletin* 4, correspondence 


8302080144 Forwards suppl to 930128 info for review of safety 
evaluation methods topical rapt re use of COBRA-1 1 I/MIT 
to determine bounds for locked rotor It slow rod withdrawal 
analysis 

MUSOLF, D M Northern States Power Co 83/01/31 Office of 
Nuclear Reactor Regulation/ Director 3pp 17058 157 24X 

Fiche 50-282.83/01/31,8302000144 


8302040039 Addl response to FQIA request for 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning GA deficiency 
Forwards App A documents Document 31 available in PDR 
FELTON, J M Division of Rules and Record* 82/12/30 HIATT, S L 
□hio Citixens foT Responsible Energy. 3pp 17045 144 24X 

Fiche 30-000, 82/12/30,8302040039. 


0302160043 Forwards Amends 61 tc 55 to License* DPR-42 & DPR-60, 
respectively, safety evaluation 6 notice of issuance & 
availability Amend revises Tech Specs re steam generator 
tube surveillance & steam exc lusion/aux il jary feedwater sys 
DIIANNI.D C Operating Reactor* Branch 3 83/02/02 MUSOLF.D M 

Northern States Power Co 3pp 17160*345 24X 

Fiche 50-282,83/02/02,8302160043 


— 8302040332 Forward* 1991 comparison data for operating & const plants, 
consisting of total numbers of noncompliance itemi,rept* 
issued, insp hours* sever i ty levels, points & hour* per rapt 8, 
i ten 

5UCHAR5K1.L Region 3, Office of Director 82/07/00, 

KEPPLER, J 0 Region 3, Office of Director 13pp 17045*201 24X 

Fiche 50-000,02/12/30,8302040039 
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0302010567 Forwards IE Insp Rept* 50-202/82-24 it 50-306/62-24 on 
821201-31 No nonconp 1 lance noted 

STREETER# J F Division of Project it Resident Programs 83/01/19 

LARSON, C E Northern States Pouer Co 2pp 16977 077 24X 

F i c h e 30-292# 63/0 1 / 1 9. 03 020 1 0 367 


— 8302010581 IE Imp Repts 50-262/82-24 8 . 50-306/02-24 on 821201-31, No 
none omp 1 lance noted Major areas inspected followup of IE 
bulletins# safety verification#mainfc, surveil lance# refueling 
activi ties# reactor trip L offsite review committee 
FEI E« ABEND# C D . WILLIAMS# D L * REYES# L Division of Project 8 c 
Resident Programs 63/01/10 9pp 16977 079 24X 

Fiche 50-232,83/01/19.03020 1 0967 


8302020231 Forwards corrected Tech Spec Table 4 1-2A re ASHE Code Class 
1#2 8 . 3 pump ic valve Inservice Insp Program implementation# 
incorrectly issued w/8301 04 Amend* 60 6 34 to Licenses 
DPR-42 It DPR-60, respectively 

DIIANNI.D C Operating ReactoT* Branch 3 83/01/25 MUSOLF.D M 

Northern States Pouer Co 2pp 16999 190 24X 

Fiche 50-282# 83/Oi / 25 . 830 202023 1 


— 0302020239 Corrected Tech Spec Table 4 1-2A re ASHE Code Class 1#2 h 3 
pump 8 : valve Inservice Insp Program implementation# 
incorrectly issued w/830104 Amends 60 & 54 to Licenses 
DPR-43 6 DPR-60. respectively 

* Operating Reactors Branch 3 03/01/25 Ip 16999,192 24X 

Fiche 30-232# 33/0 1/25# 0 302020 23 1 


0212060338 IE Info Notice 83-01# "Ray Hiller# Inc " Svc list end 
JORDAN. E L Division of Emergency Preparedness t Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of New 

York# Inc ilBpp 17023 160 24X Fiche: 50-000# 83/01/26# 821 2060350 


8212060360 IE Info Notice 03-02, "i. tmi t orque HOQC, Hi BC, H2RC & N3DC 

Oearheads, " Svc list «ncl 

JORDAN# E L Division of Emergency Preparedness A Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co of New 

York, Inc 109pp 17144 001 24X Fiche 50-000,03/01/20,0212060360 


0212060361 IE Info Notice 03-03# "Calibr of Liquid Level Instruments “ 
Svc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of New 

York# Inc UOpp 17074 095 24X Fiche 50-000,83/01/20,8212060361 


0302030303 Advises of 830207 open forum in Chicago, IL re recent rev to 
10CFR30 54 * 30 55 IE will conduct formal presentation 
followed by question & answer session Requests that 
participation 6 e limited to three people 

SPESSARDift L Division of Engineering 83/01/20 Commonwealth 

Edison Co 2pp i 7008 187 24X Fi c he 50-000. B3/OI / 2 S, 8302030303 


8302230427 Responds to Action Item 4 of IE Bulletin 82-02* "Deg radat i on 
of Threaded Fasteners in RCPB of PWR " Exam of closure 
connections revealed no degradation 

LARSON, C t Northern States Power Co 83/02/15 KEPPLEft# J O 
Region 3, Office of Director 2 pp 17246 124 24X 

Fiche 50-262. 83/02/15# 8302230427 


93Q2SJQ661 Ack receipt of 830120 Itr informing WftC of steps taken to 
correct violations noted in IE Tn*p Rept* 30-202/82-20 & 
50-306/82-20 

STREETER, J F Division of Project t Resident Programs 03/02/17 

LARSON, C E Northern States Power Co ip 17257 332 24X 

Fiche 50-2B2, 03/02/17, B30 223068 1 


BOO 2230686 Responds to NRC 821227 Itr re violations noted in IE Insp 
Repts 30-282/82-20 6 30— 306/02-20. C or rec t ive actions cap on 
transmitter sensing line removed, J i nes labeled L warning 
signs placed 

LARSON, C E Northern States Power Co 83/01/20. STREETER, J F 
Division of Project * Resident Programs 2pp 17257:333 24X 

F i c h * - 50-28 2, 83/02/ i 7# 83 0223069 1 


12060363 IE Info Notice 93-04# "Failure of Elffia Power Supply Units " 
Svc list end 

IORDAN# E L Division of Emergency Preparedness U Engineering 
lesponss (Post 830103) 83/02/19 Consolidated Edison Co of New 

'ork# fnc UOpp 17347. 191 24X Fiche* 50-000, 83/02/ 10, 021 2060363. 


’060365 IE Info Notice 03-05, "Obtaining Approval for Disposing of 
ry Low Level Radwaste - 10CFR20 302 11 8 vc list end 
ROAN# E L Division of Emergency Preparedness & Engineering 
iponse (Post 830103) 83/02/24 Consolidated Edison Co of New 

rk. Inc Illpp 17347’ 059 24 < Fiche 50-000,03/02/24,8212060365. 


V Operator Examinations 


0301310203 Generic Ltr 03-06 to all power reactor 1 icensees. app 1 icants 
for OLs.NSS vendors . reactor vendors L AE re certificates 
Sc revised format for reactor operator & senior reactor 
operator licenses Svc list end 

erSENHJT.D C Division of Licensing 83/01/31 Consolidated 

Edison Co or Neu York# Inc 14pp 17347 177 24X 

Fiche 50-000# 83/01/31# 8301310203 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F Security, nodical# emergency i> fire protection plane 


83020/0505 Responds to NRC 011007 ltr re violations noted in IE Health 
Physics Appraisal Rept 50-309/81-0! Corrective actions 
radiological control staff t> training programs expanded to 
provide add 1 technical support training 

RANDA2ZA# J 0 Maine Yankee Atomic Power Co 81/12/14 HAYNES# R C 
Region 1. Ph l lade Iph ia# Office of the Director (81/03/01) I 2 p p 
17037 001 24X Fiche 50-309# 81/12/14. 8302070305 


8302070562 Forwards replacement page for 0301 li 1 tr # c orr ec t i ng 
typographical errors in SALP rept Page should bo substituted 
for original No other changes made 

STARQSTECKI# R Division of Project $« Resident Programs 03/01/21 
RANDAZZA# J 0 Maine Yankee Atomic Power Co lp 17034 J7l 24X 
Fiche 50-309# 83/01/21# 0303070362 


--8302070567 Forwards SALP rept for Aug 1901 - Jul 1902 Operational 
performance acceptable & directed toward safe facility 
opera ti on 

HAYNES, R C Region 1# Office of Director 03/01/11 

RANDAZZA.J 8 flame Yankee Atomic Power Co 3pp 17034 172 24X 

Fiche 50-309, 83/01/21# 8302070563 


— B3020705/2 SALP rept for Aug 1981 - Jul 1902 Overall performance 
acceptab 1 e 

* Region I# Office of Director 02/09/20 30pp 17034 173 24X 

Fiche SO-309# 83/0t/21# B302070562 


— 8302070506 Forwards SALP rept for Aug 1901 - Jul 1902 Meeting scheduled 
for wk or 020927 to discuss plans to improve assess plant 
operations# design change/QA & emergency preparedness W/o 
□nel rept 

STARQSTECKIiR Division of Project & Resident Programs 82/09/24 

RANDAZZA.J D Maine Yankee Atomic Power Co Ip 17034 213 24X 

Fiche 50-309, 83/01 /2i, B302070562 


— 8302070596 Comments on SALP rept for Aug 1901 - Jul 1902 Addl 
corrective measures in areas of plant operations# 
radiological controls# des ign contr o 1/QA. f ire protection# 
emergency p r eparedne ss # secur i ty & safeguards listed 
RANDAZZA.J B Maine Yankee Atomic Power Co 02/10/15 
STAR03TECKI,R Region 1# Office of Director 4pp 17034 214 
24 ( Fiche 50-309,83/01/21,8302070562 


8302010039 Confirms 831022 as date of CY03 emergency exerciso 

MARTIN. T T Division of Engineering & Technical Programs 83/01/27 
RANDAZZA.J fl Maine Yankee Atomic Power Co ip 16974 144 24X 

Fiche 30-309.83/01/27,8302010030 


0302100302 Forwards IE Insp Rept 50-309/82-24 on 821213-14 No 
nonconp 1 lance noted 

MARTIM.T T Division of Engineering i> Technical Programs 83/01/27 
RANDAZZA# J B Maine Yankee Atomic Power Co 2 pp 17116 344 24X 

Fiche 50-309, 83/01/27. 8302100302 


1 — 9302100303 IE Insp Rept 50-309/82-24 on 821213-14 No noncqmp 1 lance 
noted Major areas inspected followup on emergency 
preparedness items from prior insp 

SMITH, R H , CROCKER, -H W Division of Emergency Preparedness it 
Operational Support 83/01/26 5pp 17116 346 24X 

Fiche 30-309# 03/01/27# B3021 00302 


0301210340 Generic Ltr 03-04 to all licensees of operating reactors# 
applicants for OL & holders of CPs re regional workshop 
concerning Suppl 1 , NJHEG-0737# ’'Requi rement* for Emergency 
Response Capability " Svc list end 

EISENHUT , 0 0 Division of Licensing 83/02/01 Consolidated 

Edison Co of Ntu York, Inc llpp 17221 226. 24X 

Fiche 50-000,83/02/01,8301210340 


0302070519 Ack receipt of 821213 & 21 1 trs informing NRC of corrective 
it preventive actions taken in response to Confirmatory 
Action Ltr 82-27 Return to routine measures prescribed by 
security plan acceptable 

STAROaTECtU# R Division of Project it Resident Programs 03/02/02 
RANDAZIA, J.B Maine Yankee Atomic Power Cq 2pp 17036 007 24X 

Fiche 50-309, 03/02/02# 8302070519 
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— 9302070326 Respond! to NRC request for addl info re preliminary review 
of security measures* expansion of long-term review beyond 
security to related areas & unscheduled outages prior to 
long-term review# per Confirmatory Action Ltr 82-27 

GARRITY, J H 11a i n e Yankee Atomic Power Co 82/12/21 HAYNES# R C 

Region 1. Office of Director 2pp 17036 009 24X 

Fiche 50-309,83/02/02*8302070319 


— 0302070535 Provides status of tampering event request* concurrence u/ 
relaiation of add! security measures taken Addl security 
measures instituted after discovery of tampering on 821U6 
listed Safeguards info deleted 

GARRITY, J H Maine Yankee Atomic Power Co 92/12/15 HAYNES* R C 
Region i* Office of Director 3pp 17036 011 24X 

FiCho 50-309,93/02/02*8302070519 


B 302 23 000 7 Advises that App R review of alternative shutdown for 
facility complete pending receipt of steam generator 
analysis 

CLARK, R A Operating Reactors Branch 3 03/02/03 GARRITY* J H 

Maine Yankee Atomic Power Co 3pp 17241 347 24X 

Fiche 30-309*03/02/03,0302230007 


— 8302230009 Exemption from App R of 10CFR30# a 1 low! ng cold shutdown to be 
achieved in period greater than 72 h 

EISENHUT* D O Division of Licensing 83/02/03 Maine Yankee 
Atomic Power Co 3pp 17241 330 E4X Fiche- 50-309. 83/02/03* 
0302230007 


— 8302230011 Safety evaluation re safe shutdown capability of facility 
License exemption request re time to achieve cold shutdown 
accep tab 1 e 

a Office of Nuclear Reactor Regulation# Director 83/02/03 
I2pp 17241 33 J 24X Fiche 50-309,83/02/03*0302230007 


0302230430 Application for amend to License DPR-36, cons isfcing of 
Proposed Change 99 to Tech Sp ec s* revi s i ng frequency far 
performing independent audit of emergency it security plans 
fc implementing procedures every 12 months 

RANDAZZA.J □ Maine Yankee Atomic Power Co 03/02/10 CLARK* R A 
Operating Reactors Branch 3 2pp 17245 237 24X 

Fiche 50-309,03/02/18*8302230430 


— 9302230442 Proposed Change 99 to Tech Spec s * revi * ing frequency foT 
performing independent audit of emergency & security plans 
it implementing procedures every 12 months 

a Maine Yankee Atomic Power Co B3/02/18 lp 17245 259 24X 

Fiche 50-309,93/02/18,0302230430 


0 Adjudicating correspondence 


8302100219 Memorandum 4- order ruling on Sensible ME Power addl specific 
contentions it State of ME contentions Admits Power addl 
Contention 1 i ME addl Contention 6 All other addl 
contentions denied 

LAZGrR H Atomic Safety and Licensing Board Panel 83/02/OB 
Sensible Maine Power. IBpp 171M 035 24X Fiche 50-309*03/02/08, 

8303100219 


830232051 4 Informs that 021020 petition to revoke, suspend or modify OL 
pending demonstration of adequate financial resources to 
continue operation b provide for eventual decommissioning 
denied 

DENTON, H R Office of Nuclear Reactor Regulation* Director 
03/02/14 MURRAY# P L Murray, Plumb it Murray 4pp 17239 327, 

24/ Fiche 50-309*83/02/14*8302220514 


— 8302220317 Director '» QecUion DD-03-3 denying Safe Power for ME 821020 
petition to revoke* susp end or modify DL 

DENTON* H R Office of Nuclear Reactor Regulation* Director 
63/02/14 4 pp 17235 331 24X Fiche 30-309*93/02/14*8302220514 


— 8302220319 Notice of issuance it availability of Director's Decision 
DD-83-3 under 10CFR2 206* deny ing Safe Power for ME# et al 
request to revoke* suspend or modify OL 

DENTON* H R Office of Nuclear Reactor Regulation# Director 
63/02/14 2pp 17235 335 24X Fiche 50-309*03/02/14*0302220914 


0302220029 Notice of JM Gutierrei withdrawal of appearance & RJ Goddard 
notice of appearance in proceeding Certificate of Svc mcl, 

GUTTERREZ* J H , GODDARD, R J Hearing Branch 3, 03/02/19 4pp 

172:33 171 24X Fiche 30-309*93/02/10,0302220029 


8302 2302 5 3 Forwards State of ME first set of Interrogatories it request 
for production of documents Notice of appearance it 
Certificate of Svc end 

STERN# P Maine# State of 03/02/22 Docketing Services Branch 
3pp 17292 183 24/ Fiche 50-309* 93/02/22# 0302250253 


— 6302230257 First set of interrogatories it requests for production of 
documents 

AMRENB, P F , STERN* P Maine, State of 03/02/22 Maine Yankee 
Atomic Pouer Co 82pp 17292 186 24X Fiche 50-309*83/02/22# 

0302250253 


I Financial information 


Q3O2O8O280 Forwards statement of sources of funds for acquisition of 
nuclear fuel L const of electric property for 1992 & 
estimated capital requirements 8# sources for 1903 

CRABTREE, ft A Maine Yankee Atomic Power Co 03/02/03 8ALTZMAW* J 

Antitrust V Economic analysis Branch (Utility Finance) 3pp 

i 71)56 057 2 4X Fiche 50-309,83/02/03*6302000289 


P Operating license stage documents & correspondence 


0302170019 Forwards documentation supporting justification for 
continued operation of operating reactors in response to 
questions raised at 030106 meeting re environ qualification 
of electrical equipment 

EJSENHUTiD O Di vi s 1 on o f Lie eni i ng 83/01/10 DENTON* H R. Office 

of Nuclear Reactor Regulation, Director 7pp 17196 091 24X 

Fiche 30-000# 83/01/16* 83021 7001 9 


— 8203220476 Notifies that sufficient ju*ti f i cat! on for continued 
operation -of facility during ongoing equipment quel if ication 
review has been provided by util 

NELSON, C C Operating Reactor* Branch 3 82/03/11 NOVAK# T, M 

Assistant Director for Operating Reactor* 9pp 17196 348 24X 

Fiche 50-000,83/01/10*6302170019 


— 8302170129 Forwards tabulation of Group 2 It 3 plants showing dates by 
Which technical evaluation repts are expected to be 
completed Requests justification for continued operation of 
each group by 021008 L i 5, r es p ec 1 1 ve 1 y 

SISENHUT* D G Division of Licensing 82/09/24 MIRAGLIA* F 
Assistant Director for Safety Assessment 4pp 17196 265 24X 

Fiche 50-000, 03/01/18, 8302170019 


— 8302170101 Concludes that based on r evi ew* c onti nued operation until 
completion of licensee environ qualification program will 
not present undue risk to public health & safety 
H£ITNER*K L Opera-ting Reactors Branch 3 02/10/20 

EfSENHUT. D 0 Division of Licensing 2pp 17196 346 24X 

Fiche 50-00 0, 03/01/18, -83021 70019 


8302100260 Forward* generic evaluation of radiological consequence* of 
accidents while purging or venting at power (Multi-Plant 
Action Itan B-24>* ap p I icable to plant 

CLARK, R A Operating Reactors Branch 3 83/01/19 GARRITY* J H 

Maine Yankee Atomic Power Co 4pp 17134 096 24X 

FiChe 50-309, 03/01/19*8302100260 


8302010095 Advises that util 821200 response to 020525-27 audit of 
procedures it training for pressuriied thermal shock (PTS> 
reviejed Objectives af PT3 audit met No further action 
required 

CLARK, R A Operating Reactors Branch 3 03/01/25 GARRITY * J H 

Maine Yankee Atomic Power Co 2pp 16790 231, 24X 

Fiche 50-309* 03 / 01 /as# 8302010035 


6302030469 Documents util plant for correcting feedwater ty t problems 
recently encountered Summary of status of implementation 
of major aspects & results available end 

QARR I TN * vL H Maine Yankee Atomic Power Co 93/01/31 LAINAS* 0 C 
Assistant Director for Operating Reactor* Spp 17006 152 24X 

Fiche 30-309,83/01/31*9302030469 


8302100492 Requests addl info re derivation of figures showing 
allowable power level w/inoperable CEA vs boron 
c one antra t i on included in shutdown margin definition 
CLARK* R A Operating Reactor! Branch 3 93/02/02 GARRITY # J H 

Maine Yankee Atomic Power Co 2pp 17143 269 24X 

Fiche 50-309* B 3 / 02 / 02, 0302100492 


9302100496 Requests info discussed at 030121 meeting re pressurized 
thermal shock stud i as* particularly ME Yankee Atomic Co 
program intended to- achieve significant flu* reductions 
CLARK. R A Operating Reactors flranch 3 83/02/02 GARRITY# J H. 

Maine Yankee Atomic Power Co 4pp 17143 269 24X 

Fiche 50-309* 03/02/02*8302100496 


8302080295 Generic Ltr 83-09 to all operating reactor licensees* 
applicants for OL U holders of CP for C-E PURs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

EiSEfWifT* J> Q. Division of Licensing 03/02/08 Consolidated 
Edison Co of New York* Inc llpp 17290 247 24X 

Fiche 50-000*03/02/08*8302080295 
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03O2OBO3O4 Generic Ltr 83-11 to aU operating reactor 
1 ic«nsce qua I (fixation for performing safety analys 
support of 1 t censing actions Ability to use code mu 
demonstrate by vendor or licenses Svc U»t Mil 
EIseWHUT,D O Division of Li c ensing B3/02/09, 
Edison Co of New York. Inc 9pp 17234 234 24X 

riche 30-000. 93/02/08. 03 02080304 


licensees re 
U In 
s t be 

Consolidated 


— 8302070S96 Comments on SALP rapt for Aug 1981 - Jul 1982 Add l 
corrective measures in areas of plant operations, 
radiological controls, des ign contro 1 /QA. f ir e protection, 
emergency p repaf edneas. securi ty 8, safeguards listed 
RANDAZZA, J E Maine Yankee Atomic Power Co 02/10/15 
STAROSTECKT . R Region 1, Office of Director 4pp 17034 214 
24X Fiche 50-309. 83/01 /21 . 8302070562 


0302090072 Centric Ltr 83-10D to all licensees w/C-E designed NS9S 
r* resolution of TMt Action Item 31 K 3 5i “Automatic Trip 
□ f Reactor Coolant Pumps " Bvc list end 

ErSENHUT. D, <5 Division of Licensinj B3/02/08 Consumers Power 
Co 32pp 17290 135 24X Fiche 50-000,03/02/08,8302090072 


8302160014 Su/nary of 830120 meeting w/util 3, Dechte 1 , Frankl in Research 
Ctr.URB & Computed Engineering Svc s re IE Bulletin 80-11. 

"Masonry Wall Design " Ad d 1 testing not warranted 

TRAMMELL, C tf Operating Reactors Branch 3 P3/01/25 Operating 

Reactors Branch 3 25pp 17171 227 24X Fiche 50-000.83/01/25, 

0302160014 


03022? 03 S3 Submit* adtfl info re relationship betwesn COBRA II IC 6 CODRA 
IV thermal ’'by drai/1 lc models. in support of critical heat Flux 
correlation review Use of correlation w/eith»r model using 
DNBR limit developed from COBRA IV justified A _ u „ , 

GARRITY, J H Maine Yankee Atomic Power Co 83/02/16 CLARK.R A 
Operating Reactor. Branch 3 3pp 17232; 145 24X 

Fiche: 5Q-309, 83/02 / 1 6. 03 0 222036 3 


8302230459 Provide* statu* of ventilation stack & main steam line noble 
get monitor*, per Tttl Action Item II. F 1 1 Measures for 
meeting requirement intent by monitoring w/hand held 
survey instruments remain In effect, ._ u n A 

OARRITYi J M Maine Yankee Atomic Power Co 03/02/17. CLARK.R A 

Operating Reactor* Branch 3 2pp 17246' 105 24X 

Fiche 30-309. 83/02/17. 0302230439 


0302230304 8upp 1 2 to Proposed Tech Spec Change 93 for License OPR-36, 
resubmitting changes originally proposed in 020929 itr to 
replace Tech Spec change* proposed in 82IJ10 ltr re Cycle 7 
operation 

RANDAZZA. J B Maine Yankee Atomic Power Co. 03/02/18 CLARK.R A 
Operating Raacfcor* Branch 3 3pp 17243.336 24X 

Fiche* 50-309. 83/02/13, 8302230304 


— 33022303 07 Proposed Tech Spec* re Cycle 7 operation 

* Maine Yankee Atomic Power Co 83/02/18 0PP 17243 339 24X 

FiChQ 50-309, 83/02/ 19< 33022303 04 


0302230430 Application for amend to License DPR-36, consist ing of 
Proposed Change 99 to Tech Specs, revis i ng frequency for 
performing Independent audit of emergency & security plans 
L implementing procedures every 12 month* 

RANDAZZA, J □ Maine Yankee Atomic Power Co 83/02/19 CLARK.R A 
Operating Reactor* Branch 3 2pp 17243 257 24X 

Fiche 30-309, 83 / 02 / IB. 8302230430 


— B30223&442 Proposed Change 99 to Tech Specs* T*vis ing Frequency For 
performing independent audit of emergency & security plans 
& implementing procedures every 12 months. 

* Maine Yankee Atomic Power Co 83/03/ifi £p. 17245.259 24X 

FiCh* 50-309,02/02/18,8302230430 


8212060358 IE Info Notice 83-01, "Ray Miller, Inc " Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/01/26 Consolidated Edison Co of New 

York. Inc 1 I8pp 17023 160 24 < Fiche 50-000,83/01/26.0212060350 


0302100302 Forwards IE Insp Rept 50-309/02-24 on 021213-14 No 
nonconp 1 i anc e noted 

MARTIN* T T Division of Engineering 4. Technical Programs 83/01/27 
RANDAZZA, J„ B Maine Yankee Atonic Power Co 2pp 17116 344 24X 

Fiche 50-309* 03/01/27.8302100302 


— 8302100303 IE Insp Rept 50-309/02-24 on 821213-14, No noncompl iance 
noted Major areas inspected followup on emergency 
pieparedness item* from prior insp 

0M ITH, R H , CROCKER. H W Division of Emergency Preparedness i< 
Operational Support 03/01/26 5p p 17116 346 24X 

Fiche 50-309, 03/01/27, 0302100302 


0212060360 IE Info Notice 03-02, "Limi torque HOBC, HI DC, H2BC k H3BC 
Gearheads " Svc list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Poet 030103) 83/01/20 Consolidated Edison Co of Mew 

York* Inc I07pp 17144 001 24X Fiche 30-000,03/01/28,8212060360 


0212060361 IE Info Notice 03-03, "Calibr of Liquid Level Instrument* M 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response <Post S30103) 83/01/23 Consolidated Edison Co of Mew 

York. Inc 1 lOpp 17074 093 24X Fiche 30-000,83/01/20,6212060361 


□302150463 Forwards IE Insp Rept 50-309/82-26 on 921 129-B30104 & notice 
of violation 

STAR06TECKI, R Division of Project *< Resident Programs 83/01/31 
RAN0AZ2A. J E Maine Yankee Atomic Power Co 2pp 17156 2B2 24X 

Fiche 50-309, 83/01/31,8302150493 


— 0302150487 Notice qf \iolation from insp on 021129-830104 

-* Division of Project * Resident Program* B2/01/31 lf> 
17136 204 24 X Fiche 30-309.83/01/31.9302150403 


0 Inspection reports. IE Bulletins L correspondence 


0302070505 Rtipond* to NRC 811007 ItT ra violations noted in IE Health 
Physics Appraisal Kept 50-309/81-01 Corrective action*' 
radiological control staFf b training program* expanded to 
provide adtfl technical support training 

RANDAZZA. J 9 Maine Yankee Atomic Power Co- 81/12/14 KAYME8, R C 
Region 1, Philadelphia, Office of the Director 101/03/011 <5pp 
17037 001 24X Fiche. 50-309, 01 /12/14, 8302070503 


8302070562 Forward* replacement page For B301 11 1 tr. correct 1 n g 
typographical errors in BALP rept Page lhould be substituted 
For original No other changes made 

8TAR.09TECKI , R Division at Project t- Resident Program* 03/01/21 
RANDAZZA. J J9 Maine Yankee Atomic Power Co Ip. 17034:171, 24X 

F 1 c h « 30-309 .03/01/21, 03 02070562 


—8302070567 Forward* SALF rapt for Aug 1981 - Jul 19B2 Operational 
performance acceptable !< directed toward safe facility 
operation. 

HAYNES, R C Region 1. Office of Director 03/01/11 

RANDAZZA. J. B Maine Yankee Atomic Power Co 3pp 17034 172 24X 

Fiche 50-30 9,83/01/21.0302070362, 


—0302070572 SALP rdpfc For Aug 1931 - Jul 1982. Overall performance 
acceptable 

# Region 1. Office of Director 82/09/20 30pp. 17034 175 JZ4X 

Fiche 50-309,83/01/21.6302070 362 


—0302070386 Forward* SALP rept For Aug £981 - Jul 1982. Meeting scheduled 
for uk of 820927 to discuss plans to- Improve & assei* plant 
operatl ons. design change/OA b emergency preparedness W/o 
end rept 

S TAROS TEC Kl , R Division of Project i< Resident Programs, 02/09/24. 

RANDAZZA, J B Maine Yankee Atomic Power Co lp 17034 213 24X 

Fiche 5 0-309, 83/01/21, 0302070562 


— 83031 50495 IE Insp Rapt 30-309/02-26 on 821129-030104 None omp i i anc 0 
noted failure to carry radiation dose rate meter in high 
radiation area 

SWETLAMD, P , WIO0INS.J , GALLO, R Division of Project fc Resident 
Programs 83/01/19 14pp I71S6 283 24X Fiche 50-309.63/01/31 

9302150403 


B3O2l0O2d)3 Forward* IE Insp Rept 50-309/02-13 on 020909-12 No 
nonco.^p 1 i antfl noted 

MARTIN. T T Division of Engineering $< Technical Programs 83/02/03 
RANDAZZA, J E Maine Yankee Atomic Power Co 2 pp 17211 252 24X 

Fiche 50-309, 83/02/03,8302180293 


— 8302100299 IE Insp Rept 50-309/82-13 on 920009-12 No noncomp 1 1 ance 
noted Major areas inspected followup on response to IE 
Health Physics Appraisal Rept 30-309/81-01, GA-OC program re 
radwaste shipments h respiratory protection 

COLLINS. D J , WHITE. J R , 5HAN0AKY, M M Division of Engineering b 
Technical Programs 03/01/31 1 1 p p 17211 234, 24X 

Fiche 50-30 9,83/02/03,0302100203 


0302100416 Ack receipt of 830103 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-309/02-16 
8TAR03TECKI, R Division of Project fc Resident programs 03/02/04 
RANDAZZA.J S Maine Yankee Atomic Power Co ip 17112 199 24X 

Fiche 50-3 09. 63/02/04,03021004 1 6 


— 0302100421 Responds to NRC 021202 ltr re violations noted In IE Insp 
Rept 50-309/82-16 Corrective actions plant site procedure 
control sys revised 

GARRITY.J M. Maine Yankee Atomic Power Co 83/01/03 HAYNES. « C 
Raglan 1, OFFico of Director 2pp 17112*100. 24X 

Fiche 50-309,83/02/04,8302100416 
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Q30225029S Forwards TE Insp Rept 30-309/82-27 on 021129-1207 Wo 
nonco r-pli an ca noted 

STAROSTECKI , R Division of Project it Resident Programs 33/02/10 
RANOA.ZZA, J B Maine Yankee Atomic Power Co 2pp 171293 ISO 24X 
Fiche 50-309.83/02/10,8302250293 


— S302250300 IE Insp Rept 50-309/02-27 on 021 129-1207 No nonconipHancfl 
noted Major areas inspected review of allegations of 
improper ma int L radiation protection practices 

SHETLAND. P , GALLO, R Division of Project & Resident Programs 
83/01/24 4pp 17295 152 24X Fiche 30-309,83/02/10,8302 290295. 


8212060363 IE Info Notice 83-04, "Failure of Elraa Power Supply Units *’ 
Svc list end 

■J OR DAM. E L Division of Emergency Preparedness It Engineering 

Response IPost 030103) 83/02/18 Consolidated Edison Co. of Now 

York, Inc 1 10pp 17347 191 24X Fiche 30 - 000 , 83 / 02/104 8212060363 


0212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Verif Low Lesel Radwaste - i0CFR20 302 " Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc lltpp 17347 Q5B 24X Fiche 50-000,83/02/24,9212060365 


8212060366 IE Info Notice 83-06, "Nonidentical Replacement Parts, 

Svc list end 

JORDAN. E L. Division of Emergency Preparedness It Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co. of New 

York, Inc 1 12pp 17361 148 24/ Fiche 50-000, 83/02/24, 921 2060366 


3 Rop&rtablo occurrences, LERs t, related correspondence 


3302010308 Forwards updated LER 02-O33/O1X-2 

GARR I TY, J H Maine Yankee Atomic Power Co 83/01/21 Region 1. 

Office of Director lp 16973 099 24X Fiche 50-309,83/01/21. 

0302010303 


— 0302010314 Updated LER 82-033/Q1X-2 on 02 1021 , dur ing fuel handling in 
spent fuel pool, inner surface of several spent fuel storage 
cells in Phase I spent fuel storage rack observed to be 
defarmed L bulging into fuel storage space 

LAFLAHhE, S J Maine Yankee Atomic Power Co 83/01/21 Rag inn 

1, Office of Director 2pp 16973 100 24X Fiche 50-309, 

83/01/21, 8302010309 


Q3O202O243 Forwards request for addl info re offsite power supplies, to 
provide basis for evaluating 821214 law voltage condition. 

CLARK, R A Operating Reactors Branch 3 83/01/24 GARRrTY, J H. 

Maine Yanke-e Atonic Power Co 3pp 16999 187 24X 

Fiche 30-309,83/01/24.8302020243 


0302010504 PNO-I-03-OO3 on 030125, plant tripped as result of attempt 
to parallel two control element assembly drive motor 
generator sets out of phase due to split ground on dc power 
supplies Containment temp & humidity increased 

WIGGINS, J. , K ISTER, H Region 1, Office of Director 03/01^26 2pp 
I697B. 0S9 24X Fiche 50-309,83/01/26,8302010304 


B302070512 LER 83-002/01T-0 following reactor trip, leak in steam 
generator 2 feedUne near inlet noule discovered Plant 
placed m cold shutdown to determine cause of leak 
NDOOr E C Maine Yankee Atomic Power Co 03/01/26 Region 1. 

Office of Director lp 17037 074 24X Fiche 50-309,03/01/26, 

0302070512 


B3020-10247 Updated PNQ-I-83-0G3A on 830125, water hammer event occurred 
in feed water supply piping to three steam generators during 
plant trip Radiographic exam af welds U pipe stress analysis 
on feeduater piping will be conducted. 

WIGGINS, J , K ISTER, H Region 1. Office of Director 03/01/27 2pp 
16974 050 24 X Fiche 30-309,83/01/27,8302010247 


0302230142 Summary of 030209 meeting w/util re 030125 feedwater line 
break event 

HEJTNEft/K L Operating Reactors Branch 3 83/02/14 Operating 

Reactors Branch 3 90pp 17302 202 24X Fiche 50-309,83/02/14, 

0302250142 


0302230534 Forwards info re resolution of recent feedwater *y* event. 
Mafrl obtained from 830209 presentation in Bethesda,MD Minor 
revs made & comments added Description of water hammer teet 
revised to reflect discussions during event 

GARRITY, J H Maine Yankee Atomic Power Co 83/02/17 CLARK. R A 
Operating Reactors Branch 3 99pp 17261 040 24X 

Fich«: 50-309, 83/02/17, 8302230554 


V Operator Examiita tl on* 


8301310203 Generic Ltr 93-06 to all power reactor licensee*, app llcants 
for DLs.NSB ven-do-rs. reactor vendors & AE re certificates 
Sc revised format for reactor operator It senior reactor 
operator licenses Svc list end 

EISENH'JT.DQ Division of Licensing 83/01/31 Consolidated 
Edison Cg of New York, Inc I4pp 17347, 177 24X 

Fiche SO“OOOi 03/01/31,8301310203 


DOCKET 50-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F Security, medical, emergency It fire protection plans 


8302010706 Notification 83-06 of 830208 meeting w/util tn King of 
Prussia, PA to discuss ongoing security program improvement* 

U possible lifting of selected confirmatory action ltr 
condition* 

TRIPPrL E Division of Project It Re*ident Programs B3/01/27 
Division of Project fit Resident Programs lp 1690? 201 24 X 

Fiche- 50-272, 03/01/27,8302010706 


8301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants far OL & holders of CPs re regional workshop 
concerning Suppl I, NUREG-0737, "Requirement* for Emergency 
Response Capability “ Svc list end 

EJSEUHtJT, D 0 Division of Licensing. 83/02/01, Consolidated 
Edison Co of New York, Inc llpp 17221 226 24X 

Fiche* 50-000, 83/02/01,8301210340 


8302100003 Respond* to 021124 request for approval of alternata mean* 
of storage of safeguards info Considering location of 
container, method acceptable per 10CFR73 21 

VARGA. 8 A Operating Reactori Branch 1 03/02/03 UDERITZ, ft. A 

Public Service Electric l< Oat Co of New Jersey 2pp 17135 191. 
24 X Fiche 90-272, 83 /02/03i 0302100003 


830223032? Forwards 3E Insp Rept* 30-27 2/83-03 it 30-311/03-02 on 
830 1 10-20 No nonconpliance noted 

MARTIN, T T Division of Engineering It Technical Programs 03/02/10, 

UOSR ITT, R A Public Service Electric & Gas Co of New Jereey, 2pp 
17291*095 24 X Fiche 90-272,83/02/10,0302250329 


— 0302250333 IE In*p Repts 50-272/83-03 It 30-311/03-02 on 030110-20, No 
noncompl ianc* noted Major areas in* ptcted : fol lowup of 
emergency preparedness items Identified in previous imp on 
810520-22 it public notification »y* 

SMITH, R H Region 1, Office of Director 83/02/0? 13pp 

17291 097 24X Fiche 50-272, 03/02/ 10, B302250329 


8302230024 Forward* refund due from 020622 application for amend r* 
protection of fire barrier penetrations Addl sum requested 
re B21007 application for deferral of prsssurhsr 
surveillance for Unit i & drop test for Unit 2. 

MILLER, W 0 License Fee Management Branch. 83/02/18 UDERITZ,ft A, 
Public Service Electric 6 Gas Co of New Jersey 2pp i72?9'361 
24X Fiche, 30-272, 83/02/18,8302250024. 


J Insurance b indemnity information 


0302240019 Forwards Endorsements 44 l< 56 to ANI/MAELU Polici** MF-90 It 
NF-230. reap ec lively 

GOLDEN, M P Mar*h 6 McLennan, Inc , K It M Nuclear Consultants , Inc 
Div 83/02/18 8ALTZMAN, J Assistant Director for State St Licensee 
Relations 3pp 17273 270 24X Fiche 50-272,03/02/19,9302240019 


P Operating license stage documents It correspondence 


8212210244 Application for emend to Licenses DPR-70 It DPR-73 
modifying fuel enrichment for reactor cores It new It spent 
fuel racks to 4 05 weight V. U-233 Nonpropr ietary analysis 
encl Proprietary analysis withheld <Tef I0CFR2 790) 

LlDtN, E A Public Service Electric & Gas Co of New Jersey 
82/12/03 VARGA, 8 A Operating Reactors Branch I. Kipp 

16483 001. 24X Fiche 30-272,02/12/03,0212210244 


8302020351 Forwards plant-specific data re safety & relief valve 
performance 6 adequacy of associated piping It block valve* 

Plans for valve 4t piping mod* identified in review St 
imp lamentation schedule also Included 

LIDEN.E A Public Service Electric 1* Gas Co of New J#r*ey 
83/01/03 VARGA, S A Operating Reactor* Branch 1 Bpp. 16994*016 

24X Fiche 50—272, 03/01/03, 8302020391 


9302020230 Forwards comments on Science Appl 1 cations, Inc 020923 draft 
final rept, '►Value-Impac t Analysis of Recommendations re 
Steam Generator Tube Degradation* S< Rupture Events, 11 per 
Generic Ltr 92-32 

LIOEN, E A Public Service Electric It Gas Co. of New Jersey. 

83/01/13 VARGA, S A Operating Reactor* Branch l 2pp. i&9?3j326 

24X Fiche 50-272,03/01/13,8302020290 
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32020259 Forwards response to 030121 request for addl info re 
application to amend OLf increasing allowable fuel 
enrichment in facilities 

_IDEN. E A Public Service Electric & Oas Co of New Jersey 

33/GI/26 VARGA, S A Operating Reactor* Branch 1 3pp 16994 261 

24X Fit he 50-272.83/01/26,8302020259 


32020025 Forward* addl Class I amend fee for Tech Spec change* re 
Pull enrichment an duplicate unit per 930106 response 
- IDEM, E A Public Service Electric & Ga* Co of New Jersey 
33/01/27 MILLER. W 0 License Fee Management Branch lp 
L 6994 340 24X Fiche 50-272,83/01/27.0302020025 


32080045 Forward* Amend 17 to License DPft-7 5, laf e ty evaluation tc 
lotlce of issuance L ava i lab i 1 i ty. Amend allow* licensee to 
ieUv installation of upper insp port* in steam generators 
intil second refueling outage 

- ISC HER* D £ Operating Reactors Branch 1 B3/01/27 UDERITZ. R A 

> ubllc Service Electric 4 Gat Co of New Jersey 4pp 17106:224 
24X Fiche 50-311,03/01/27,0302000045 


3302000050 Amend 17 to License DPR-75. mod if y i ng License Condition 
2 C 15(b) to- allow licensee to delay installation of upper 
insp p-orti in steam generator* until second refueling 
outage 

VARGA i S A Operating Reactor* Branch 1 83/01/27 4pp 

17106 229 24X Fiche 50-31 1, 03/0 1 /27, 9302000045 


13 020800 S 4 Safety evaluation supporting Amend 17 to License DPR-75 
* Office of Nuclear Reactor Regulation. Director 83/01/27 2pp 
17106 232 24 X Fiche 30-3 1 1 , 03/01 /27, 0302080045 


1302080037 Notice of issuance tc availability of Amend 17 to License 
DPR-75 

VARGA. E A Operating Reactors Branch 1 03/01/27 2pp 

17106*234 24X Fiche 50-311, 83/01/27,0302000045 


B302Q90295 Generic Ltr 03-09 to all operating reactor licensees, 
applicant* far OL 6 holders of CP for C-E PWR* re review of 
C-E Oi/tien Group emergency procedure* guideline program Svc 
list end 

E ISENMUT, D G Division of Licensing 83/02/09 Consolidated 

Edison Co of New York, Inc 1 1 p p 17290 247 24X 

Fiche 30-000,03/02/09,8302080295 


8302080304 Generic Ltr 03-11 to all operating reactor licensee* re 
licensee qua 1 if ica t ion for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list enc 1 

E rSENHUT, D 0 Division of Licensing B3/02/08 Consolidated 

Edison Co of Neu York, Inc 9pp 17234 234 24X 

Fiche 50- 000. 83/02/08. 8302080304 


8302090095 Generic Ltr 83-10D to all licensees w/West inghouse designed 
NSSS (except Yankee Atomic Electric Co) re resolution of 
TMI Action Item II K 3 5, "Automatic Trip of Reactor Coolant 
Pumps " Svc list end 

EISENHvJT. D G Division of Licensing 83/02/00 Southern 

California Edison Co 31pp 17290 262 24X Fiche 30-000,83/02/00, 

8302090033 


830222020? Discusses 830201 meeting w/util re first periodic 
containment integrated leak rate test to be performed during 
first refueling outage 

MARTIN. T T Division of Engineering & Technical Program* 03/02/10 
UDERITZiR A Public Service Electric & Gas Co of New Jersey 2pp 
17230 157 24X Fiche 30-311,03/02/10,0302220299 


8302220305 Forwards "Control Room Design Review Program Plan," to meet 
NftC final requirements issued in Suppl 1 of NUREG-0737 
L I DEN, E A Public Service Electric t- Gas Co, of New Jersey 

03/02/14 VARGA, S A Operating Reactors Branch 1 Ip 17232 152 

24X Fiche 50-272,83/02/14,0302220385 


>2160497 Application for amend to Licenses DPR-70 8c DPR-75, ch ang Ing 

r«ch Spec* to establish eys operability requirements for 

transfer functions of ECCS semiautomatic switchover from 

nfety injection of recirculation during LQCA 

-IDfcN, E A Public Service Electric t* Gas Co of New Jersey. 

13/01/27 VARGA, 9 A Operating Reactor* Branch 1 4pp I72i0 281. 

24 X Fiche 50-272,93/01/27,9302190497 


1302180499 Proposed Tech Spec* re ESF actuation ays instrumentation & 
semiautomatic JUitehover from injection to r ec ire ul at i on 
* Public S«t vie e Electric & Gas Co of Mew Jersey 83/01/27 
62p p 17210 2B5 24X Fiche 50- 272,83/01/27,9302180497 


>2160075 Forward* SEP of NUREG-0737. I tem II B. 2 2 re design review of 
flant shielding 4c corrective actions for access to vital 
ireas NUREO-0737 requirements met 

’AROA. S A Operating Reactors Branch 1 83/01/31 UDEfl I TZ. ft A 

ublic Service Electric & Gas Co of New Jersey 9pp 17160 32B 
4X Fiche. 30-272,03/01/31,9302160075 


— 030222030? 'Control Room Design Review Program Plan M 

* Public Service Electric U Gas Co of New Jersey 02/11/30 
7 Opp 17232 133 24X Fiche 50-272, S3/02/1 4, B3O222O305 


8302250024 Forwards refund due from 820622 application for amend re 
protection of fire barrier penetration* Addl sum requested 
re S21007 application for deferral of pressuriier 
surveillance for Unit 1 6 drop test for Unit 2 

MILLER, W □ License Fee Management Branch 83/02/10 UDERITZ, ft A 

Public Service Electric 6 Gas Co of New Jersey 2pp 17299 361 

24X Fiche 50-272.93/02/10.8302250024 


Q Inspection reports. LE Bulletin* it correspondence 


0301140412 Forwards BALP rept on £21101 for period 8ept 19B1 - Aug 
1902 Rept discussed at 021123 meeting 

HAYNES, R C Region 1, Office of Director 03/01/11 UDERIT2, R A 
Public Service Electric * Gas Co of New Jersey 3pp 16999 202 
24X Fiche 50-272,03/01/11.8301140412 


2180435 Application for amend to License OPR-73, revising Tech Specs 
# heat flu* hot channel factor & control rod insertion 
Imits Cycle 2 design, scheduled for startup in late Nay 
903* d i scussed Safety evaluation end 

.IDEM, E A Public Service Electric U Gas Co of New Jersey 

I3/01/3L. VARGA, S A Operating Reactors Branch, i 7pp 17215 00L 
24X Fiche: 50-31 1,83/01/31, 9302180435 


1302100439 Proposed Tech Spec* re heat flux hot channel factor It 
control rad insertion limits 

* Public Service Elsctric St Gas Co of New Jersey 03/01/31 
10pj> 17215 000 24X Fiche 50-311,03/01/31,9302180435 


2090306 Respond* to NflC request for evaluation of proprietary nature 
f SER re environ qualification of safety-related electrical 
qulpment Proprietary mat! remains proprietary 
lonpro p r £ star y met l remain* available for public release 
I DEN, E A. Public Service Electric fc Gas Co of New Jersey 

3/02/01 VARGA, S A Operating Reactor* Branch 1 2pp 17067*015 

24X Ficha 50-272,93/02/01,8302090386. 


2150623 Forward* proprietary & nonproprietary Rev 4 to "Environ 
ual if 1 cation Review Rept.V-ol* 1 2 " Rev includes new 

ate re Glass IE Instrumentation t- electrical equipment 
roprietary version withheld (ref 10CFR2, 790). 

I DEM, E A Public Service Electric & Oas Co of New Jersey 

3/02/03 VARGA. S A Operating Reactors Branch 1 3pp 17154 263 

24 X Fiche 50-272,83/02/03,8302150623, 


302150631 Rev 4 to "Environ Qua 1 1 f Icatlon Review Rept,Vols £ it 2, " 
e Public Service Electric k Gas Co of New Jersey. 82/12/22 
2?2pp. 17134 281 24 X Fi t h e 50-272, B3/0 2/03, 03021 50623 


— 83OU4O410 SALP rept on 821101 for period Bept 1981 - Aug 1982 
Performance acceptable 

ft Region 1, Office of Director 82/11/01 30pp 16909 209 24X 

Fiche. 50-272, 83/01 / 1 1 , 030 11 404 1 2 


— 0301140424 Forwards SALP board rept from review on 821101 Comments re 
rept to be discussed at 821123 meeting Written comments will 
be accepted within 20 day* after meeting W/o end 

STAR0STECK1 , R Division af Project U Resident Program* 02/11/15 
UDERIT2.R A Public Service Electric 6 Gas Co of New Jersey 
lp 16959 241 24X Fiche 50-272,03/01/11.0301140412 


* — 0302010025 Comments on 021101 SALP rept Comprehensive rept filed 
821123 re actions taken concerning civil penalty Imposed 
Priorities will still be established w/nuclear safety being 
of paramount concern at all mgt levels. 

UDERITZ.R W Public Service Electric tc Gas Co of New Jersey 
02/12/16 STAR08TECKI, R Division of Project It Resident Programs 
2pp 16989 242 24X Fiche 50-272,83/01/11,0301140412 


9212060358 IE Info Notice 03-01, "Ray Miller, Inc " Bvc list enc I 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/01/26 Consolidated Edison Co of New 

Yor*, Inc 118pp. 17023 160 24X Fiche 50-000,83/01/26,8212060398 


8212060360 IE Info Notice 83-02, "Limi torque HOBC, H1BC, H2BC it H3BC 
Gearheads " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 930103) 83/01/20 Consolidated Edison Co of New 

York, Inc tO?pp 17144,001 24X Fiche. 50-000, 03/01/20, 8212060360 
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0212060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments “ 
Svc list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 03/01/28 Consolidated Edison Co of Now 

York* Inc 1 lOpp 17074 095 24X Fiche 50-000. 03/01 /20, 821 2060361 


0302250329 Forwards IE Insp Repts 50-272/83-03 Sc 30-311/03-02 on 
830118-20 No nonconp 1 i anc e noted 

MARJJN.T T Division of Engineering h Technical Programs 03/02/10 

UOSRITZ.R A Public Service Electric St Gas Co of New Jersey 2pp 
17291 093 24X Fiche 50-272*03/02/10,8302250329 


—0302230333 IE Insp Repts 50-272/03-03 St 90-311/03-02 on 030110-20 No 
noncompliance noted Major areas inspected followup of 
emergency preparedness items identified in previous insp on 
810520-22 h. public notification sys 

SMITHiR M , COHEN, I , CROCKER, H W Region 1, Office of Director 
83/02/09 I3pp 17291 097 24X Fiche 90-272,83/02/10,8302250329 


0212060363 IE Info Notice 83-04, “Failure of Elma Power Supply Units “ 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 8301031 83/02/10 Consolidated Edison Co of New 

York, Inc 1 lOpp 17347 191 24X Fiche 50-000,83/02/18,8212060363 


9212060369 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Level Radwaste - 10CFR20 302 *• Svc list end 
JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co af New 

York, Inc liipp 17347 058 24X Fiche 50-000,83/02/24,8212060365 


0212060366 IE Info Notice 83-06, "Nan i d en t i ca 1 Replacement Parts " 

Bvc list enc 1 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc 1 I2pp 17361 MB 24X Fiche 50-000,03/02/24,8212060366 


R Periodic operating reports St related correspondence 


0302270133 Forwards monthly operating rept for Jan 1983 

MIOURA.H J Public Service Electric St Gas Co of New Jersey 
83/02/10 Director's Office. Office of Inspection and Enforcement 

lp 17233 275 24< Fiche 50-311,83/02/10,8302220133 


— 83022201 30 Monthly operating rept for Jan 1983 

MILLER, L K Public Service Electric V Gas Co of New Jersey 
83/02/10 llpp 17233 276 24X Fiche 50-311,83/02/10,8302220133 


S Reportable occurrences, LERs 4. related correspondence 


8302070076 Partial response to FOIA request for 22 categories of 
documents Forwards documents listed in App A Documents 12, 
13,16,18,19,27 & 28 available in PDR App D documents 
completely withheld (ref FOIA Exemption 51 

FELTON, J M Division of Rules and Records 82/12/21 SHOLLY, 8 
Union of Concerned Scientists 6pp 17063 009 24X 

Fiche 30-3 1 1 , 82/ 1 2 /2 I , 8302070076 


—8302070218 PNS-I-82-010 on 0208 16, man ua 1 isolation stop valve to air 
start motors for 2C diesel generator found in shut position 
Possibly caused by deliberate tampering Operability check* 
of all rotating ECCS equipment conducted 

TRIPP, L i KEIMIO, R R Region l, Office of Director 82/00/17 
2pp 17065 087 24X Fiche 50-000,02/12/31,8302070076 


— 0302070236 FN8-I-82-003 on 820428. at 100X power, one operating steam 
generator feedwater pump tripped due to misaligned isolation 
6 vent valves Caused by sabotage Valves aligned Labor union 
contract negotiations in progress 

TRIPP, L E , GODY, A T , KEIMIG, R R Region I, Office of Director 
82/04/29 lp 17065 090 24X Fiche 50-000,82/12/21,8302070076 


0302010303 Forwards LER 82-156/03L-0 Detailed event analysis end 
MIOURA, H J Public Service Electric St Gas Co of New Jersey 
83/01/19 HAYNES, R C Region 1, Office of Director 3pp 
16973 092 24X Fiche 50-311,83/01/19,0302010303 


— 8302010310 LER B2-1S6/03L-0 on 821229, contr ol room operator observed 
reactor coolant loop 23 flow channel III reading 
erratically Caused by plugged transmitter sensing line 
Sensing line backflushed Transmitter recalibr 
FRAHM, R Public Service Electric 4- Gas Co of New Jersey 
83/01/19 Region 1, Office of Director. ip 16973 005 24X 

Fiche 50-311,83/01/19,0302010303 


0302070437 Forwards LER 02-157/O3L-O Detailed event analysis end 
MIDURA, H J Public Service Electric St Gas Co of New Jersey 
83/01/27 HAYNES, R C Region 1, Office of Director 3pp 
17036 274 24X Fiche 50-311,83/01/27,8302070457 


— B302070461 LER 82-157/03L-0 on 821231, operator discovered low pressure 
carbon dioxide storage tank pressure less than required 
285 psig Caused by sy* refr ig oration compressor failure 
Switch cycled U recalibr 

FRAHMrR Public Service Electric St Gas Co of New Jersey 
83/01/27 Region 1, Office of Director lp 17036 277 24X 

Fiche 50-31 1, 03/01/27, 8302070457 


8302130501 Forwards LER 03-OO1/O3L-O Detailed event analysis end 
MIDURA, H J Public Service Electric & Gas Co at New Jersey 
83/01/27 HAYNES, R C Region 1, Office of Director 3pp 
17156 254 24X Fiche 50-311,83/01/27,0302150501 


—0302150507 LER 83-001/03L-0 on 030106, reactor trip breaker A failed to 
open following reactor trip Caused by malfunctioning breaker 
undervoltage relay due to binding of relay mechanism by dirt 
or corrosion Breaker replaced Periodic insp initiated 
FRAHM, R Public Service Electric & Gas Co of New Jersey 
83/01/27 Region 1, Office of Director lp 17156 257 24X 

Fiche 50-311,83/01/27,0302150501 


V Operator Examinations 


8301310203 Generic Ltr 03-06 to all power reactor 1 icensees, app licants 
Far OLsi NSS vendors, reactor vendors & AE re certificates 
St rsvised format for reactor operator St senior reactor 
operator licenses Svc list end 

EISENHVT. 0 G Division of Licensing 83/01/31 Consolidated 
Edison Co of New York, Tnc Mpp 17347 177 24X 

Fiche 50-000,83/01/31,0301310203 


DOCKET 50-312 RANCHO SECO NUCLEAR GENERATING STATION 


F Security, medical, emergency St fire protection plan* 


0212210434 Responds to 021122 telcon request Responses to Generic Ltr 
81-10 St recipients of emergency operations facility (EOF) 
floor plans listed Final EOF comments due by 821230 Const/ 
renovation schedule to be established, 

MATTN'iOEi J J Sacramento Municipal Utility District 02/12/14 
STOLZ, J F Operating Reactors Branch 4 2pp 16493*106 24X 

Fiche 50-312,82/12/14,8212210434 


0302030044 Release* public version of revised emergency plan 
implementing procedures 

FELTON, J. K Division of Rules and Records 83/01/27 Document 
Management Branch Ip 17026 109 24X Fi cht* 50-312, 83/01/27, 

0302030044 


— 8302030049 Forwards public version of revised emergency plan 
implementing procedures, including Procedure* AP 501 ra 
recognition St c lassif ication of emergency, AP 502 r# 
notification of unusual event St AP 903 re alert 

MYERS, R Sacramento Municipal Utility District 83/01/03 NRC 
- No Detailed Affiliation Given 2pp 17026 110. 24X 

Fiche 50-312,93/01/27,8302030044 


— 8302030054 Public version of revised emergency plan Implementing 
procedures, including Procedures AP 501 re recognition St 
class if icat ion of emergency, AP 502 re notification of 
unusual event t AP 503 re alert 

* Sacramento Municipal Utility District 02/11/10, 230pp 

17026 112 24X Fiche 50-312,83/01/27,0302030044 


0302010313 Responds to 821015 ltr re changes to Security Plan.Addl info 
necessary to complete evaluation Request* response to end 
comments Comments withheld (ref 1GCFR73 21) 

STOLZ, J Operating Reactors Branch 4 83/01/31 MATTIMQE, J J 

Sacramento Municipal Utility District lp, 16973 086 24X 

Fiche 50-312, 83/01/31,8302010313 


0301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants far OL & holders af CPs r* regional workshop 
concerning Buppl 1, NUREQ-0737, "Requirements for Emergency 
Response Capability " Svc list end 

EISENHUT, D 0, Division of Licensing 83/02/01 Consolidated 
Edison Co of New York, Inc llpp 17221.226 24X 

Fiche* 50-000, 03/02/01, 0301210340 


G Adjudicatory correspondence 


8302250305 Forwards documents relevant to issues under sua spont* 
review. Documents include B6W 1977 Fuel Assembly Owners Group 
safe-end task force rept on generic investigation of noule 
component cracking 

BAXTER, T. A Shaw, Pittman, Potts St Trowbridge BAXTER?! A 
Sacramento Municipal Utility District 83/02/23 ROSENTHAL, A 8 , 
BUCK, J H. , KQHLiC N Atomic Safety and Licensing Appeal Panel 
80pp 17295 223 24 < Fiche 50-312,83/02/23,8302290305. 
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J, Insurance 6 indemnity Information 


030 2240030 Forwards Certificates fc Endorsements 1-3 to NELIA 6 MAELU 
Policies N-49 & M-47, respectively, 

MA.TTIMOE, J J Sacramento Municipal Utility District 03/02/03 
8ALTZMAN. J B Antitrust 6 Economic analysis Branch (Utility 
Finance) 19pp 17274 336 24X Fic he 30-312. 03/02/03, 8302240030 


P Operating license stage documents L correspondence 


9302020304 Application to amend License DPR-54, revising Tech Specs to 
assure operation in Cycle 6 core within applicable fuel 
design 6 performance criteria 

MATTIMOE, J J Sacramento Municipal Utility District 02/12/14 
EISENHUT, D 0 Office of Nuclear Reactor Regulation- Director 2pp 
16974 169 24X Fic he 50-312, 82/12/14 1 8302020304 


— 8302020310 Proposed Tach Specs 3 3 2, 3 3, 2 1-2.2 3-2, 3-5 2-1 through 
3 5 2-6- it 3 5 2-7 through 3 5 2 12 re control rod group 6 
power distribution limits 6 reactor spec design features 
* Sacramento Municipal Utility District 92/12/14 I6pp 
16774 170 24X Fiche 50-312,02/12/14,6302020304 


— 0302020316 “Rancho S«co Unit 1 Cycle 6 Reload Rept ” 

* Babcock t Wilcox Co BAW-1759 82/10/31. 37pp, 16774 186 

24X Fiche 50-312,82/12/14,8302020304 


8302170019 Forwards documentation supporting justification for 
continued operation of operating reactors in response to 
questions raised at 030106 meeting re environ qualification 
of electrical equipment. 

EISENHUT, D 0 Division of Licensing 93/01/16 DENTON, M R Office 
of Nuclear Reactor Regulation, Director 7pp 17196 091. 24X 

Fiche 50-000,83/01/18*8302170019 


— 0302170123 Package of four comments indicating adequate or inadequate 
justification for interim operation re environ qualification 
of electrical equipment 

RADOVAN, W L NRC - No Detailed Affiliation Given 62/01/27 
NRC - No Detailed Affiliation Given lOpp 17196.255 24X 

Fiche, 50-000, 03/01/10, 6302170017 


—0302170129 Forwards tabulation of Group 2 it 3 plants showing dates by 
which technical evaluation repts are expected to be 
completed Requests justification for continued operation of 
each group by 821008 & 15, respectively 

ElSENHVTrD 0 Division of Licensing 32/07/24. M1RAGLIA, F 
Assistant Director for Safety Assessment, 4pp 17176 265 24X 

Fiche- 30-000,83/01/18, 6302170019, 


— 8302170282 Concludes that based on licensee 620127 submittal* continued 
operation until completion of environ qual if I ca tion program 
will not present undue risk to public health It safety 
MINER, 0 Operating Reactors Branch 4 82/10/26. El SENHUT , D G 

Division of Licensing 2pp 17177 076 24X Fiche 50-000, 

83/01/18, 8302170017 


iJ 02 130744 "Radiological Effluent Tech Specs (RETS) Implementation - 
Rancho Seco Nuclear Generating Plant,” technical evaluation 
rept 

OUCE, 9 W . SERRANO, W , MANDLER, J W, EGWJ, Inc, FIN A-6499 
8302130744. 83/01/24 WILLIS, C Division of System Integration 

(post 8U005) 50 pp 17159 200 24X Fiche: 50-312, 63/01/24. 

8302150744. 


0302040208 Forwards Containment Structural Post-Tensioning 9yi 
Surveillance Test Rept (Eighth Yr fiurveil lance) " Rept 
results indicate that post-tensioning sya Is functioning 
within limits specified in design criteria 

MATTIKOE, J J Sacramento Municipal Utility District B3/01/26 
ENQELKEN, R. H Region 3i Office of Director ip 17020,197 24X 

Fiche, 30-312, 83/01/26,6302040208 


-6302040213 "Containment Structural Post-Tensioning Sys Surveillance 
Test Rept (Eighth Yr Surveillance) “ 

* 8acramen to Municipal Utility District. 82/12/31 76pp. 

1702 0 200 24 X Fiche 30-312,83/01/26,6302040208 


9302080236 Application for Amend 70 to License DPR-34, <nod i f y i ng Tech 
Specs re pressure-temp limits. 

MATTIMOE, J J Sacramento Municipal Utility District, 83/01/26 
EISENHUT.D 0 Oivisidn of Licensing 2pp 17037:071 ?4X 

Fiche 30-312,83/01/26,0302080236 


-8302080262 Proposed Tech Spec re press ure- temp limits 

* Sacramento Municipal Utility District 03/01/26 3pp. 
17037 093 24 X Fiche 30-312, 83/01 /2£,83O20B0256 


0302-040057 Advises that technical evaluation rept re environ 
qualification of saf ety-related electrical equipment 
contains mat! considered proprietary (ref I0CFR2 790) 

Jus ti f i cation will be provided per NRC 830117 BER 
LATHAM, W K Sacramento Municipal Utility District 83/01/31 
STPLZ.J- Operating Reactors Branch 4 lp 17023 324 24X 

Fiche 30-312,83/01/31,8302040037 


0302040237 Advises that schedule for submission of D&W Owners Group 
Safe-End Task Force final rept will be submitted within 2 
uks of receipt at district ofes HPE nozzle insp program 
described in 821214 response to ALAB-703 & 030107 1 tr 
LATHAM, W K Sacramento Municipal Utility District 63/01/31 
STOLZ, J F Operating Reactors Branch 4 lp 17020 104 24X 

Fiche 30-312,83/01/31,0302040237 


8302100237 Forwards confirmatory study on app 1 icabi 1 i ty of pressurixed 
thermal shock screening criteria to H&W plants, for use as 
starting point for addl detailed technical discussions 
between NRC 6 B&U Owners Group representatives 

LAJNAS, C C Assistant Director for Operating Reactors 63/01/31 
WALLACE. E Babcock it Wilcox Operating Plants Owners Group 6pp 
17134 100 24X Fiche 50-000,83/01/31,8302100237 


0302100099 Lists info to be included in util submittal re present 
status it program schedules for flux reduett on, per 830114 
df scusnons 

arOLZ,J.F Operating Reactors Branch 4 83/02/02 MATTIMDE, J J. 

Sacramento Municipal Utility District 3pp 17133001 24X 

Fiche 30-31 2, 03/02/02, 83021 00077 


8302060116 Notification of 930217 meeting w/util in 0ethesda,MD to 
discuss proposed spent fuel pool expansion 

MINER, S Operating Reactors Branch 4 03/02/03 8T0LZ, J 

Operating Reactors Branch 4 2pp 17105 353 24X 

Fiche 50-312,83/02/03,8302000116 


8302080161 Application to amend License DPR-S4, reques t i ng one-time only 
waiver from 10-month interval for normal refueling to 24- 
month interval due to extensive shutdowns for turbine rotor 
repairs, aux i 1 iary feedwater spray header mod 6 tube leaks 
MATTIMOE, J J Sacramento Municipal Utility District 83/02/03 
EISENKUT , D G 0i vi 1 ion o f Li c ens Ing 3pp 17057 243. 24X 

Fiche 50-312 , 03/02/03,6302080161 


8302090162 Forwards addl info re low temp ove rpre s sur i z«t i on 
protection sys not addressed in util 621104 response to 
NRC 820407 inquiry Proposed Tech Specs will be submitted 
upon resolution of subj concerns 

MATTIMOE, J J Sacramento Municipal Utility District 83/02/03 
STOLZ, J F Operating Reactors Branch 4 7pp 1705 7 236. 24X 
Fiche 50-312,03/02/03,8302080162 


830216021a Coirments on Generic Ltr 02-32, “Potential Steam Generator 
Related Generic Requirements." Many recommended actions 
applicable to We *t » nghous * plants only 

MATTU'iDE, J J Sacramento Municipal Utility District 63/02/05 
EiaeNHUT.D O Division of Licensing 3pp 17163 i79 24X 

Fiche 30-312,03/02/05,6302160218 


B3020&0295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL it holders of CP for C-E PWRs r* review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

E IS6NHUT , D 0 Division of Licensing 83/02/08 Consolidated 

Edison Co a# Neu York, Inc 1 1 p p 17290 247 24X 

Fiche 50-000,83/02/08,8302080279 


6302060304 Generic Ltr 83-11 to all operating reactor licensees re 
licensee qualification for performing safety analysis in 
support of licensing actions Ability to Use code must be 
demonstrated by vendor or licensee Svc, list end 
EISENHJT.DQ Division of Licensing 83/02/06 Consolidated 
Edison Co of New York, Inc 7pp 17234 234 24X 

Ficha 50-000, 03/02/08,9302080304 


0302090098 Generic Ltr 83-10F to all licensees w/B8«W designed N8S8 
(except TMD re resolution of TMI Action Item II K 3 5, 

"Automatic Trip of Reactor Coolant Pumps " Svc list end. 
EISENHUTiD Q Division of Licensing, 63/02/06 Duke Power Co 
23pp 17296,291, 24T Fi ch e 50-000, 63/02/06, 8302090098, 


6302150150 Documents info presented at 630114 meeting W/NRC In 
Bethesda, MD re pressurized thermal shock flux reduction 
programs, to provide addl c larif ication 6 schedule for 
submittal of info not currently available 

MATTlMOErJ J Sacramento Municipal Utility District 83/02/06 
STOLZ, JF Operating Reactors Branch 4 I6pp, i7147. 250. 24X 

Fiche 50-312, 83/02/08, 8302150130 
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&J02tS0533 Submit* supplemental info re Tsat meter*, thermocoup 1 e 
acoustic monitors on electromagnetic & safety relief valves 
It visual indication via TV camera on top of presauri nr. per 
830203 license waiver 

MATTIhOE, J J Sacramento Municipal Utility District 83/32/00 
EISEUHUT.D G Division of Licensing Ip 17156 21? 24X 

Fiche S0-312, 83/O2/0B. 0302150533 


8302250133 Forwards Amend 43 to License DPR-94, safety evaluation & 
notice of Issuance & a^a i labi I i ty Amend revises offsite 
organ! jationa 1 chart 

MINER. 6 Operating Reactois Branch 4 03/02/10 MATTIKOE, J J 

Sacramento Municipal Utility District 3pp 17302 317 24X 

Fiche 50-312.83/02/10,8302250133 


— 8302290138 Amend 43 to License DPR-94. chang ing Tech Specs to revise 
licensee offsite safety organization chart 
STOLZ. J F Operating Reactors Branch 4 03/02/10 4pp 

17302 320 24X Fiche 50-312.93/02/10.8302250133 


— 8302250 1 43 Safety evaluation supporting Amend 43 to License DPR-94 
# Office of Nuclear Reactor Regulation. Director 83/02/10. 2pp 
17302 324 24X Fiche 50-312, 83/02/ 10. 8302230133 


— 8302250149 Notice of issuance t availability of Amend 43 to License 
DPR-54 

grQLZ.U F Operating Reactors Branch 4 03/02/10. 2pp 

17302 326 24 X Fiche 50-312, 83/02/ 10. 8302250133. 


830222031? Advise* that addl info re inservic# testing program relief 
requested in 821213 Itr will be mailed on 030304 
flATTIKDE, J J Sacramento Municipal Utility District 03/02/19 
EISENHVT. D 0 Division of Licensing lp 17230 151 24X 

Fiche 50-312,03/02/19,8302220317 


8302230620 Application for amend to License DPR-54 consisting of 
changes to Tech Specs decreasing allowable diesel outages 
identified in NRC 021110 ltr 

MATH HOE, J J 8acram&nto Municipal Utility District 03/02/15 
STQLZ.J F Operating Reactors Branch 4 2pp 17255 233 24X 

Fiche 90-312,03/02/15.0302230620 


— 83 02230629 Proposed Tech Spec 3 7 2 C providing limiting condition for 
operation allowing plant operation for 15 days following 
inoperability of one of two diesel generators Cold shutdown 
will follou if diesel not returned to svc at end of 15 days 
* Sacramento Municipal Utility District, 83/02/15 ip 
17255 235 24X Fiche 50-312.83/02/19,8302230620 


8302230102 Notification of 830223 meeting W/BM4 regulatory response 
group in Bethesda.MD to discus* small break LOCA procedure* 

& rnaint of proper steam generator water level 

VAN VLIETi J operating Reactors Branch 4 83/02/17 8T0LZ, J 

Operating Reactors Branch 4 3pp 17303 090, 24X 

Fiche 90-000. 83/02/17, 9302250102 


0302230300 Application for Amend 92 to License DPR-54 deleting sections 
re water quality control as governed by Btafce of CA Regional 
Water Quality Control Board from Tech Spec* 

MATTIKOE, J J Sacramento Municipal Utility District 03/02/17 
EISENHUT, D 0 Division of Licensing lp. 17297 223, 24X 

Fiche 90-312,83/02/17,9302250380 


— 0302250306 Proposed Tech Specs deleting section* re water quality 
control a* governed by State of CA Regional Water Quality 
Control Board 

a Sacramento Municipal Utility District 03/02/17 I2pp 
17297 224 24X Fiche 90-312,83/02/17,0302250300 


3302200209 Application for Amend 83 to License DPR-54, r#vi« ing Tech 
Specs re reactor protection sys trip setting limits, in 
response to NUREG-0737 6 NRC 020920 ltr 

MATriMQE.UU 3acr*mento Municipal Utility District 83/02/i7 
EIEENHUT, D 0 Division of Licensing Ip 173ii 324 24X 

Fiche 90-312,83/02/17,0302200209 


— 8302280214 Proposed Tech Specs re reactor protection *y« trip 
setting limits, in response to NUREG-0737 $< NRC 020920 ltr 
a Sacramento Municipal Utility District 83/02/17 19pp. 

17311 325 24 X Fiche. 50-312, 03/02/17, 030220020? 


8302230163 Forward* addl Info re NUREG-0737, Item II E, 1 i , ''Auxiliary 
Feedwater Sys Review," »n response to NRC 021208 ltr Summary 
of 721119 meeting u/util end 

MATTIhOE, J J Sacramento Municipal Utility District 83/02/18 
8T0LZ, J.F Operating Reactors Branch 4 7pp 17245.059, 24X 

Fiche 50-312, 03/02/18, 8302230163 


—8302230172 Summary of 721119 meeting w/util 6 Bechtel in Bethesda.MD 
re tornado characterlst ic s, of f site transportation of 
radioactive 1 iquids, effluent monitoring & hydrogen detection 
in liquid holdup tanks following LOCA 

BUCKLEY, B C Atomic Energy Commission - Deputy Director for 
Reactor Projects 73/01/17 DEYOUNG, R C Atomic Energy 
Co/rrission - Deputy Director for Reactor Project*. 6pp 
17249 066 24 X Fiche 50-312.83/02/18.8302230163 


8302200043 Advises that justification for continued operation will be 
provided by 831015 Delay due to increased workload of 
current outage b scope of requested analysis Submittal date 
approx 90 dayi after scheduled completion of outage 
MATTIKOE. J J Sacramento Municipal Utility OUtriet, 83/02/22 
ST0L2, J F Operating Reactor* Branch 4 Ip 17307' 198 24X 

Fiche 90-312,83/02/22,8302280043 


0 Inspection reports, IE Bulletin* it correspondence 


8302070281 Responds to IE Bulletin 82-04, "Deficiencies in Primary 
Containment Electrical Penetration Assemblies u No 
Bunkar-Ramo assemblies purchased for facility 

MATTIKOE, J J Sacramento Municipal Utility District, 83/01/17 
ENOELKEN.R H. Region 5, Office of Director, lp 17031 ISO. 24X 
Fiche 50-312, 03/01/17,0302070281 


0212060358 JE Info Notice 03-01, "Ray Miller, Inc *' Svc list end 
JORDAN, E L Division of Emergency Preparedness * Engineering 
Response {Post 6301031 83/01/26 Consolidated Edison Co. of Nes 

York, Inc U0pp 17023 160 24X Fiche 50-000,93/01/26,8212060356 


8212060360 IE Info Notice 83-02, ri Limi torque HOBC, H1BC. H2BC it H3BC 
Gearheads 1 8ve list end, 

JORDAN. E L Division of Emergency Praparedntt* it Engineering 
Response (Post 030103) 83/01/20 Consolidated Edison Co, of New 

York, Inc 109pp. 17144 001 24X Fiche 90-000,83/01/20,8212060360. 


8212060361 IE Info Notice 93-03, "Calibr of Liquid Ltval Instrument* M 
Svc list one 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response {Post 830103) 83/01/28 Consolidated Edison Co of New 

York, rnc liopp 17074 095 24X Fiche: 90-000, 03/01 /20, 0212060361 


0302090166 Forward* safety evaluation re util 790710,1214 S, 820419 
request* for relief from inservice insp requirements. Grants 
relief in par t, 

£JTOLZ,JF Operating Reactors Branch 4 03/01/28 MATTIM0E. J J 

Sacramento Municipal Utility District 3pp 17121'397 24JC 
Fiche 50-312,03/01/28,8302090166 


— 8302090172 Safety evaluation granting in part request* for relief from 
inservic# imp requirement*. 

# Office of Nuclear Reactor Regulation. Director 03/01/20 
14pp 171 Cl 300 24X Fiche 50-312,83/01/20,0302090166 


— 0209030368 "Rancho Seco Nuclear Generating 8tation,Unit 1, Insarvice 
Inap Program," technical evaluation rept 

e Science Applications, Inc SAI- 186-020-13 02/00/27. 37pp. 

17121 310 24X Fiche 50-312,83/01/28,0302090166 


8302230251 Forwards IE Imp Rept 50-312/82-45 on 021115-19. No 
noncanpl lance noted 

BOOK, H E Division of Radiological Safety L Bafeguard* Program 
03/02/02 MATTIMGE, J Sacramento Municipal Utility District. 2pp, 
17244*206 24X Fiche' 90-312, 03/02/02, 8302230251 


—8302230256 IE In*p Rept 50-312/82-49 on 821115-1? No noncompliance 
noted Major area* inspected lab quality control program, 

Including independent confirmatory measurements involving 
Region V mobile lab 

HAMA DA . G H, , TEMPLE, G M , NENSLAWSK I, F Division of Radiological 

Safety t Safeguards Program 03/02/01 10pp, 17244 200, 24X 

Fiche 90-312,03/02/02,8302230291 


0302230261 Forwards IE In*p Rapt 50-312/03-02 oh 030103-31 It notice 
of violation. 

STERNGERQj D M Division of Re* ident, Reactor Project fc Engineering 
program* 03/02/10 MATTIMQE, U. Sacramento Municipal Utility 
District, 2pp 17244 340 24 X Fiche 90-312,83/02/10,8302230261 


— 8302230264 Notice of violation from imp on 030103-31. 

YOUNG, T Division of Re* iden t* Reac tor Project L Engineering 
Program* 83/02/10 lp 17244 350. 24X Fiche: 50-312, 03/02/10, 

8302230261 


—0302230271 IE ln*p Rept 30-312/B3-02 on 830103-31. Non comp 1 ian ce noted* 
NRC not immediately notified of acc identa I, unplanned L 
uncontrolled radioactive release identified on 830120 from 
chemical analysis 

CAMTERrH L , O'BRIEN, J , YOUNG, T Division of Resident, Re« c tor 
Project 6 Engineering Program* 03/02/09. llpp 17244 351. 24X 

Fiche 50-312,83/02/10,8302230261 



ISO 
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9202320529 Discusses IAEA 030121-22 insp per 9302 07 fcelcon 
Identification for IAEA repres entatlves participating in 
830222 refueling outage end U/o end 

3T0LZ. J F Operating Reactors Branch 4 03/02/15 MATTIMOE, J J 

Sacramento Municipal Utility District 3pp 17234 354 24X 

F i c he 50-3 1 2i 03/02/ 1 5. B302220529 


8302230366 Forward® ‘’BLW 177 Fuel Assembly Owner* Group Safe End Task 
Force Rept on Generic Investigation of hPI/MU Noirle 
Component Cracking*" per util 830131 coran i true nt Task force 
recommendations endorsed ^/exception of inservic# in*p 
MATTIMOE, J J Sacramento Municipal Utility District 83/02/16 
STOLZj J F Operating Reactor* Brandi 4. Ip 17247 203 24X 

F i c h e 30-3 1 2, 83/02/ 1 6i 8302230366 


9212060363 IE Info Notice 03-04, “Failure of Elma Power Supply Units '< 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response ^(Po* t 830103) 03/02/18. Consolidated Edison Co of New 

York, Inc. llOpp 17347 191 24X Fiche* 50-000* 03/02/18, B2 12060363 


8302280197 Forward* Rev* 7 to Surveillance Procedure 212 01A, in response 
to IE Bulletin 81-03, "Flow Blockage of Cooling Water to 
Safety Components by Corbicula Sp (Asiatic Clam) & Mytilus 
9p (Mussel) 11 

MATTIMOE, J J Sacramento Municipal Utility District 83/02/10 
JORDAN. E L Division of Safeguards It Inspection Programs (Rost 
030103) lp 17312 £71 24X Fich# 50-312,03/02/10,6302280197 


— 0302200201 ftev 7 to Surveillance Procedure 212 01A. "Nonrad i o log lea 1 
Environ Protection Surveillance " 

* Sacramento Municipal Utility District 02/08/09 1 5pp. 

17312 179 24 X Fieti* 50-312.83/02/10,8302200197 


8302250305 Forward* documents relevant to issues under sue sponte 
review Documents include BSeW £9 77 Fuel Assembly Owners Group 
safe-end task force rept on generic investigation of noule 
component cracking 

BAXTER, T A. Shaw, Pittman, Pott* & Trowbridge BAXTER, T A 
Sacramento Municipal Utility District 93/02/23 ROSENTHAL* A 8 i 
BUCK, J H < KOHL, C N. Atomic Safety and Licensing Appeal Panel 
0Opp 17293 223 24 X Fiche 50-312.03/02/23,8302250305 


8212060365 IE Info Notice 03-05, "Obtaining Approval for Disposing of 
Vary Low Level fladwasfce - 10CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response <Fo«t 0301031 03/02/24 Con so 1 i da ted Edison Co of New 

York, Inc. Utpp 17347 050 24X Fiche 30-000,63/02/24.0212060365 


0212060366 IE Info Notice 03-06, “Non id enti cal Replacement Part* 11 
9 vc list end 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response <Poit 030103) 83/02/24 Consolidated Edison Co of New 

York, IDC. i £2pp 17361 143 24X Fiche 50-000, 63/02/24, B21 2060366 


R Periodic operating reports & related correspondence 


8302170373 Forwards monthly operating rept for Jan 1903, 

RODRIQUEZ* R J Sacramento Municipal Utility District 83/02/04 
Director's Office, Office of Inspection and Enforcement lp. 
17103 320. 24X Fiche 50-318,83/02/04,0302170373 


— 6302170376 Monthly operating rept for Jan 1983 

COLOMBO* R 8acramento Municipal Utility District 83/01/31 6pp 
17183 321. 24X Fiche 50-312,83/02/04,8302170373 


03021001 49 Forward* corrected pages to 1981 semiannual effluent release 
r apt, r i fleeting lower calculated public exposures from 
releases of radioactive liquid for Jan-June 1901. Or Iginal 
values wrong due to error in computer program. 

MATTIMOE, J. J Sacramento Municipal Utility District. 83/02/07 
Region 5, Office of Director ip 17216; 137. 24X 

Fiche 50-312,83/02/07,8302100149 


— 6302180154 Corrected pages to 1981 semiannual effluent release rept 
* Sacramento Municipal Utility District 83/02/07 2pp, 

£7216 138 24 X Fiche 30-312,03/02/07,8302190149 


S. Reportable occurrences, LERs t related correspondence 


8302040253 Forwards LER 03-OO4/O4T-O. De tailed event analysis eubmitted 
MATTIMOE, J. J. Sacramento Municipal Utility District 83/01/28. 
ENOEtXEN, R. H Region 5, Office of Director. 2pp 17020 051. 24X 

Fiche. 50-312, 03/01 / 28 * 83020 40250 


— 0302040276 LER 83-QQ4/04T-0 on B30120, during transfer of tritiated 
water from miscellaneous waste condensate tank A to 
miscellaneous water holdup tank, overflow r eeul ted, caus ing 
contaminated water to enter effluent discharge 

COLOMBO, R W Sacramento Municipal Utility District 03/01/20 
Region 3, Office of Director ip 17020 053 24X 

Fiche 50-312,83/01/20,8302040250 


0302230604 Forwards LER 83-003/03L-0 Detailed event analysis submitted 
MATTIMOE, J J Sacramento Municipal Utility District 83/02/10 
ENCELKEN, ft H Region 5, Office of Director 2pp 17253 200 24X 

Fiche 50-312, 83/02/10, 0302230604 


—0302230613 LER 93-Q03/03L-0 on 8301 1 1 , procedure to test RPS master 
reactor trip relay KA 6 safety features actuation signal 
analog channel logic buffer trip relay determined not to 
meet Tech Spec Specs will be rewritten 

COLOMBO, R W Sacramento Municipal Utility District 63/02/09 
Region 5, Office of Director lp 17255 210 24X 

Fiche 50-312.03/02/10,8302230604 


V Operator Exami na t i ons 


8301310203 Generic Ltr 03-06 to all power reactor 1 icensees, app 1 icants 
for OLs.NSS vendors, reactor vendors & AE re certificate* 

St revised format for reactor operator & senior reactor 
operator licenses Svc list end 

EIBEMHUT.D 0 Division of Licensing 63/01/31 Consolidated 

Edison Co of NeU York, Inc i4pp 17347 177 24X 

Fiche 50-000,03/01/31,0301310203 


0302150214 Lists operator license exam site visits through 051231, 
per Generic Ltr 83-01 

MATTIMOE, J, Sacramento Municipal Utility District 03/02/04 
EISENHUT, D G Division of Licensing lp 17130 031 24X 

Fiche 50-312. 03/02/04. 0302150214 


DOCKET 50-313 ARKANSAS NUCLEAR ONE, UNIT 1 


F Security, medical, emergency & fire protection plan* 


8302070374 Forwards IE Insp Repts 50-313/B2-33 6 50-360/02-33 on 
021115-19 notice of violation 

SEIDLE.W C Division of Resident, Reactor Project 6 Engineering 
Programs 63/01/18 CAVANAUGH, W Arkansas Power St Light Co 2pp 
17030 042 24X Fiche 50-313,83/01/18,8302070374 


— B302070391 IE Insp Repts 50-313/82-33 St 50-360/82-33 on 021115-19 
Noncompliance noted failure of plant safety committee to 
investigate licensee identified Tech Spec violation & 
failure to maintain penetration fire barriers functional 
MURPHY, M E , STEWART, R C , MCCRORY, 8 L Division of Resident, 
Reactor Project lr Engineering Programs 83/01/06 10pp 
17030 045 24X Fiche 30-313,83/01/18,8302070374 


0302040060 Notification of 030236 meeting w/utll St Nuclear Util Fire 
Protection Group in Bethe9da,MD to discuss util appeal of 
NRC position* re fire protection App R exemption requests 
LYNCH, 0 D T Operating Reactors Branch 3 83/01/26 CLARK, R A 

Operating ReactoT* Branch 3 3pp 17043-176 24X 

Fiche 50-313,03/01/26,8302040060 


8302170509 Notification of cancellation of 830216 meeting w/u til in 
Hothesda, MD ta appeal NRC positions re fire protection App 
R exemption request* 

LYNCH, 0 D T Operating Reactor* Branch 3 03/01/26 CLARK, R A. 

Operating Reactors Branch 3 Ip t7 197,097. 24X 

Fiche 50-313, 03/01/26, 8302170509 


0302030391 Confirm* 830124 S> 25 telcons re discussions on App R appeal 
maeting icheduled for 830128 Util understands NRC will grant 
all exemption requests addressed in 821111 ltr 
MARSHALL, J R Arkansas Power i. Light Co 03/01/28. STOLZ, J F 
Operating Reactors Branch 4 CLARK, R A. Operating Reactors Branch 
3 2pp 17005 324 24X Fiche; 30-313, 83/01/20, 8302030391 


0301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicant* for QL fe holder* of CPs re regional workshop 
concerning Suppl 1* NUREG-Q737, "Requirement s for Emergency 
Response Capability u Svc list and 

EISENriUT, D G Division of Licensing 63/02/01 Consolidated 

Edison Co of New York. Inc ilpp. 17221 226 24X 

Fiche 30-000,03/02/01,9301210340 


0302070462 Ac k receipt of 021101 ltr informing NRC of steps taken to 
resolve open items noted in IE Emergency Planning Insp 
Repts 50-313/02-11 i 50-368/82-09 

SEIDLE.WC Division of Resident, Reactor Project << Engineering 
Fragrant 83/02/01 CAVANAUGH, W Arkansas Power St Light Co 2pp 
17036*281 24X Fiche 50-313,83/02/01,0302070462 
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— 6302070469 Responds *-o NRC 020928 ltr re open items noted in IE 
Emergency Planning Insp Repts SO-313/02-il & 90-368/62-09 
Schedule /or resolving open items end 

MARSHALL- J R Arkansas Power b Light Co B2/U/01 COLLINS, U 
Region 4. Office of Director 6pp i7036 283 24X 

Ffche 30-313,83/02/01.8302070462 


8302070295 Releases public version of revised emergency plan 
implementing procedures 
FELTON, J M Division of Rules and Records 83/02/03 Document 
Management Branch Ip 17061 210 24X Flche 30-313,03/02/03. 

8302070295 


— B303070297 Forwards public version of revised emergency plan 
implementing procedures , ine 1 ud ing Procedures 1903 31 re 
exclusion area evacuation i. 1904 07 re protective action 
recommendat ions 

■» Arkansas Power 4- Light Co 83/01/26 NRC - No Detailed 

Affiliation Given 2pp 17061 211 24X Fiche SO-31 3, 83/02/03. 

8302070293 


—0302070299 Public version of revised emergency plan implementing 
procedures, including Procedures 1903 31 re exclusion area 
evacuation b 1904 07 re protective action recommendations 
LEVINE, J H Arkansas Power L Light Co 83/01/26 ll2pp 
17061 213 24 X Ficho 50-313,03/02/03,8302070295 


S3020B0180 Ack receipt of 821231 ltr re security »ys NRC pleased 
w/progress b completion of Phase II of security sy« 
improvement program 

SEIDLE.W C Division of Resident. Reactor Project & Engineering 
Programs 83/02/03 CAVANAUGH. W Arkansas Power tt Light Co 2pp 
17039 319 24X Fiche 50-313, 03/02/03. 83020S0180 


8302160169 Forwards calculation illustrating possible constraints 
affecting cold shutdown u/loss of offsite power condition 
Facility unable to achieve cold shutdown per 10CFR50 Ap p R 
MARSHALL, UR Arkansas Power 4- Light Co 83/02/11 STOLZ.J F 
Operating Reactors Branch 4 CLARK, R A Operating Reactors Branch 
3 4pp 17162 072 24X Fiche 30-313, 83/02/1 1, B302li0l69 


—030^160171 "Reactor Vessel Head Cooldown During Natural Circulation 
Cooldoun Transients " 

BOHAN, B L , TALLY, C W Babcock L Wilcox Co 06-1 140819-00 
03/02/00 I9pp 17162 076 24X Fiche 90-313.83/02/11,6302160169 


0302230908 Ack receipt of 830104 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept* 30-313/02-21 & 
30-360/82-18 

SEIDLE, W C Division of Resident, Reactor Project It Engineering 
Programs 83/02/14 CAVANAUGH, W Arkansas Power & Light Co Ip 
17256 115 24X Fiche 50-313,83/02/14,8302230589 


—0302230602 Responds to NRC 821105 ltr re violations noted in IE Insp 
Repts 50-313/02-21 b 50-368/82-10 Corrective actions health 
physics training sequences revised to specify retraining 
requirement* & frequencies 

MARSHALL, J R Arkansas Power t Light Co 83/01/04 SEIDLE, W C 
Division of Resident, Reactor Project & Engineering Programs 3pp. 
17296 116 24X Fiche 50-313,83/02/14,8302230598 


0302170507 Releases public version of licensee 030114 ltr clarifying 
Amend 6 to emergency plan 

FELTON, J K Division of Rules and Records 83/02/19 Document 

Management Branch Ip 17197-093 24X Fl c h e 30-313, 83/02/1 3, 

B30Z1 70507 


— 3302170517 Submits public version of info clarifying Amend 6 to 
emergency p lan, in response to 021223 request Figure 10 will 
be amended by 830630 to identify responsible positions/ 
titles for notif 1 cation/commun ication function 

MARSHALL. J R Arkansas Power & Light Co, 83/01/14, SEIDLE, W. C 
Division of Resident, Reactor Project & Engineering Program* Ip 
17197 076 24X Fiche 30-313,03/02/15,8302170507. 


8302180223 Requests that 030216 appeal meeting be rescheduled, * ince 
NRC handling of partial suppression sys as generic issue 
does not relieve utils of having to address issue on 
individual basis Fire protection remain* highest priority 
MARSHALL, J R Arkansas Power & Light Co 83/02/15 STOLZ, V F 
Operating Reactors Branch 4 CLARK, R A Operating Reactors Branch 

3 2pp 17215 301 24 X Fiche 50-313, 83/02/15, 8302180223 


K General correspondence 


0302230499 Notifies that J Griffin designated senior nuclear mg t 
r epreientati v e 

CAVANAUGH, tf. Arkansas Power t> Light Co 03/02/16, CLARK, R A 
Operating Reactors Branch 3 8T0LZ. V F Operating Reactors Branch 
4 2pp 17246 199 24X Fiche 50-313,83/02/16,0302230499 


P Operating license stage documents & correspondence 


B302T70019 Forwards documentation supporting justification for 
continued operation of operating reactors in response to 
questions raised at 830106 meeting re environ qualification 
of electrical equipment 

ElSEHHur.DO Diviiion of Licensing 83/01/18 DENTON, M. H Office 
of Nuclear Reactor Regulation, Director 7pp 17196 091 S4X 
Fiche 50-000, 83/01/10, 8302170019, 


-8203240107 Advises that licensee provided in 020227 ltr sufficient 
justification for interim operation pending resolution of 
equipment qualification program 

VISAING, 0 S Operating Reactor* Branch 4 82/03/15 NOVAK. T tf 

Assistant Director for Operating Reactore 3pp 17197 020. 24X 

Fiche 30^000, 03/01/10, 8302170019 


— 0302170129 Forward* tabulation of Group 263 plants showing date* by 
which technical evaluation repts are expected to be 
completed Request* jus t i f icat i on for continued operation of 
each group by 021008 6 15. respectively 

E 16ENHUT, D G Division of Licensing 02/09/24 MIRAOLJA, F 
Assistant Director for Safety Assessment 4pp 17196 265 24X 

Fiche 30-000,03/01/10,8302170019 


— 03D217O2 1 2 Concludes that licensee B20315 ltr justifies continued 
operation until completion of environ qua lif icat ion program. 
VISSING, 0 Q Operating Reactors Branch 4 82/10/28 

EI6ENHUT, D 0 Division of Licensing ip 17197 019 24X 

FJcha 50-000,83/01/18,0302170019 


0302010046 Requests Tech Spec changes re key lock switches b leak 
testing to resolve purge valve issue Info due within 45 
days 

STOLZ, J F Operating Reactors Branch 4 CLARK, R A. Operating 
Reactors Branch 3 03/01/24 CAVANAUGH, W Arkansas Power b Light 

Co 3pp 16990 305 24X Fiche 50-313,83/01/24,8302010046 


8302010030 Forward* request for addl info re spent fuel pool axpansiftrv 
Response requested within 10 days 

STOLZ, J F Operating Reactors Branch 4, CLARK, R A Operating 
Reactors Branch 3 63/01/24 CAVANAl/OH, W Arkansas Power & Light 

Co 3pp 16990,302 24 X Fiche 50-313.83/01/24,8302010050 


0302070456 Forwards nine overslie PilDs Drawing transmittal list and 
Aperture card* are available in PPR 

SHIVELY, C~ Arkansas Power t* Light Cq 83/01/24 NRC - No 
Detailed Affiliation Given 2pp 17061 103 24X 

Fiche 30-313, 83/01/24, B302070456 


8302040077 Forward* 8ER L proprietary & nonproprietary versions of Vols 
1*2, "Review of Licensee Resolution of Outstanding Issues 
Frxnn NRC Equipment Environ Gual if icatian SER* <F-ll & 

B-60), n Proprietary version withheld (ref 10CFR2 790) 

STOLZ, J F Operating Reactors Branch 4 83/01/26 CAVANAUGH* H 

Arkansas Power b Light Co 3pp 17047 006 24X 

Fiche 50-313, 03/01/26, 0302040077 


— 8302040034 Safety evaluation re environ qualification of * af • ty-relatsd 
electrical equipment Continued operation until completion 
of environ qua I i f ication program determined not to present 
undue risk 

* Office of Nuclear Reactor Regulation, Director 03/01/26. 6pp, 
17047 00? 24 X Fiche 50-313,83/01/26,8302040077 


— 8301040296 Vols 1 It 2, “Review of Licensee Resolution of Outstanding 
Issues From NRC Equipment Environ Qualification SERs (F-lI 6 
S- 60 ),AK Nuclear One, Unit 1, " technical evaluation rept 
TOMAN, 0 J Franklin In *ti tu t e/Fran k 1 in Research Center, 
NRC-03-79-1 18 TER- C 5257-510 82/12/20 8HEMANSKI, P NRC - Na 

Detailed Affiliation Given 1, I70pp 17047.015 24X 

Fiche 50-313,03/01/26,8302040077 


8302000434 Forward* SER for environ qualification of safety-related 
electrical equipment Plans for qualification or replacement 
of equipment ip Categories I 9, II A 6 II B 6 justification 
for continued operation requested within 90 days, 

STOLZ, J F, Operating Reactor* Branch 4 03/01/26, CAVANAUGH, W. 

Arkansas power fc Light Co 3pp 17071*121 24X 

Fiche- 50-313, 03/01/26,8302000434 


— 8302080430 Safety evaluation of environ qualification of safe ty-related 
electrical equipment. Continued operation will not present 
undue risk to public health k safety. 

* Office of Nuclear Reactor Regulation, Director 83/01/26 6pp 
17071 126 24X Fiche. 50-313, 03/01/26, 0302000434 


0302030405 Forwards corrected Page 9-2 of "Cycle 6 Reload Rept" 
submitted by 021 11? ltr 

MARSHALL, J R Arkansas Power it Light Co 83/01/27 STOLZ, J F, 
Operating Reactors Branch 4 ip 17005 215 24X 

Fiche 50-313,83/01/27,8302030405 
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— 8302030409 Corr«ct*rf Pag* 9-2 of 821119 “Cycle 6, Reload Kept M 
# Arkansas Power b Light Co 03/01/27 lp 17005- 216 24X 

Fiche 50-313,83/01/27.8302030 4 05 


8302070497 Advises that submittal of proposed Tech Spec changes re 
reporting of safety L relief valve challenges rescheduled 
to 930228, per NRC 820920 request (Generic Ltr 02-16). 

MARSHALL. J R Arkansas Power I* Light Co 83/01/31 STOLZ, J F 

Operating Reactors Branch 4 CLARK, R A Operating Reactors Drench 

3 lp 1 703 5 043 24X Fleh* 50-313, 03/01 /3i i 0302070497. 


8302070573 Responds to NRC 830105 ltr request Ing schedule for providing 
addl info re proposed spent fuel storage expansion Info will 
be provided by 830215 

MARSHALL, J R Arkansas Power b Light Co 83/01/31 BTOLZ, J F 
Operating Reactors Branch 4 CLARK, R A Operating Reactors Branch 
3. lp. 17034 292 24X Fiche 50-313,83/01/31,8302070575 


B3 0207060 9 Informs of change in specific pump trip criteria per IE 
Bulletin 79-03C Use of pump trip criteria will be 
implemented w/implementati on of emergency operating 
procedures as part of TMI Item I C 1. 

MARSHALL, JR Arkansas Power b Light Go. 83/01/31 STOLZ, J F 
Operating Reactors Branch A 2pp 17034:272. 24* 

Fiche 50-313,03/01/31,8302070609 


8302100297 Forwards confirmatory study on applicability of pressuriisd 
thermal shock screening criteria to BbW plants, for use as 
starting point for addl detailed technical discussions 
between NRC St BkW Owners Group representatives 

LAINASiO. C Assistant Director for Operating Reactors 83/01/31 
WALLACE, E. Babcock t Wilcox Operating Plants Owners Group 6pp 
1 7 134 ‘ 1 00. 24X Fiche 50-000, 83 /0 1 /3i , 8302 1 00297. 


8302090252 Forwards interpretation of facility conformance to ODG 13,54 
b 57 b present schedule for resolving Unresolved Safety 
Issue A-47, Sub task I, '’Steam Generator S< Reactor Vessel 
Overfill Transient* * 

DIRCKS.W J Office of the Executive Director for Operations. 

83/02/01 AHEARNE,JF Commissioners I2pp 17117:344 24X 

Fiche: 50-313 , 83/02/01,8302090252 


— 8302090261 Questions response to Gfc for Analysis & Evaluation of 
Operational Data rapt on 810400 overfill event. 

AHEARNE, J F. Commissioners 02/12/02 DIRCKB, W J Office of the 

Executive Director for Operations lp 17117.356 24X 

Fiche 50-313,83/02/01,8302090252 


0302100006 Forwards request for addl info re spent fuel pool expansion 
Schedule for submittal of info due in 10 days 

STOLZ i J F Operating Reactor* Branch 4 CLARK, R. A Operating 
Reactors Branch 3, 83/02/01 CAVANAUGH, W Arkansas Power Sc Light 

Co 4pp. 17135 177 24X Fiche 50-313,83/02/01.8302100006 


0302160522 Forwards request for addl info re completion of 
post-implementation review of NUREQ-0737, T terns II. F 1 4, 

II F 1.5 Sc II F, 1 6 re containment moni tor*. Response 
requested within 60 days 

CLARK, R A Operating Reactors Branch 3 STOLZ, J. F Operating 
Reactors Branch 4 83/02/02 CAVANAUGH, W Arkansas Power b Light 

Co lOpp 17176 295 24X FI C h e. 50-313, 03/02/02, 0302160922 


0302090293 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for OL U holder* of CP for C-E PWR* re review of 
C-E Owners Group emergency procedures guideline program Svc 
1 1st enc 1 

EISENNUTcDO Division of Licensing 83/02/08, Consolidated 
Edison Co of New York, Inc. itpp 17290 247 24X 

Fiche. 90-000. 03/02/00, 030 20 B029 5 


0302080304 Generic Ltr 83-11 to all operating reactor Licensees re 
licensee qualification for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated b-y vendor or licensee Svc list end 
EI6ENHVT, D 0 Division of Licensing 83/02/00 Consolidated 
Edison Co of New York, Inc ?pp 17234 234 . 24X 

Fiche 50-000# 83/02/08,8302000304 


B30 2090096 Generic Ltr 83-10F to all licensees u/BbW designed N8SB 
(except TMI) re resolution of TMI Action Item II K 3 5, 

"Automatic Trip of Reactor Coolant Pumps." Svc list end. 

EIBENHUT, D 0. Division of Licensing. 03/02/00 Duke Rower Co 
23pp 17296.291, 24X Fiche 50-000,83/02/08,8302090090. 


8302160168 Advises that addl info re proposed spent fuel storage 
expansion will be provided by 830225, in response to NRC 
830125 ltr 

MARSHALL* J R Arkansas Power b Light Co. 03/02/00 STOLZ, J. F 
Operating Reactors Branch 4 CLARK# R, A Operating Reactor* Branch 
3- lp 17162’ 068. 24X Fi che* 50-313, 83/02/08, 83021 601 60 


8302160149 Advises that addl info re proposed spent fuel storage 
expansion will be provided by 030225, In response to NRC 
030201 ltr 

MARSHALL, J R Arkansas Power b Light Co 03/02/10 STOLZ, J F 
Operating Reactors Branch 4 CLARK, R A Operating Reactors Branch 
3. lp 17162 217 24X Fiche 30-313,03/02/10,0302160149 


0302100430 Forwards corracted Page 0-11, Figure 8-10 of 021119 Cycle 6 
reload rapt 

MARSHALL, J R Arkansas Power b Light Co 83/02/11 STOLZ, J. F 
Operating Reactors Branch 4 Ip 17215 ISO 24X 
Flthe 50-313,03/02/11,8302100430 


— B3O210O436 Corrected Page 0-ll f Figure 8-10 to 821119 Cycle 6 reload 
r ept 

* Babcock b Wilcox Co 83/02/11 lp 17215 181 24X 

Fiche 50-313,03/02/11,8302100430 


0302180469 Application for amend to Licenses DPR-91 b NPF-6, del etlng 
nonradioing leal water quality surveillance requirements from 
ETS 

GRIFFIN, J J1. Arkansas Power b Light Co 83/02/15 STOLZ, J F 

Operating Reactors Branch 4 CLARKiR A Operating Reattora Branch 

3 3pp 17214 004 24X Fiche 50-313,03/02/15,8302160469 


— 8302180472 Revised ET3, deleting nonrad j ol og i c a I water quality 
surveillance requirements 

•* Arkansas Power b Light Co 03/02/15 34pp 17214 087 24X 

Fiche 50-313,83/02/15,0302180469 


0302220236 Informs of delay in submittal of supplemental ECCS 
calculations for NUREG-0630 fuel cladding swelling b rupture 
models, originally scheduled for submittal on 030215 
Calculations will be submitted by 030315 

MARSHALL, J R Arkansas Power b Light Co 83/02/15 STOLZ, J F 
Operating Reactors Branch 4 lp 17230 136 24X 

FKhe 30-313.83/02/15,8302220236 


8302220275 Application to amend License DPR-5 1 , upda ting 790222 
request to change Tech Spec* re acoustic emission exam of 
reactor coolant pump flywheel 

GRIFFIN, J M Arkansas Power L Light Co 83/02/15 STOLZ, J F 
Operating Reactor* Branch 4 4pp 17230 139 24X 

Fiche 50-313, 83/02/15,0302220275 


— 0302220280 Revised Tech Spec change re acoustic emission exam 
methodology to test reactor coolant pump flywheels 
* Arkansas Power b Light Co 83/02/15 Ip 17230 143 24X 

Fiche 50-313,03/02/13,8302220275 


0302220354 Respond* to 021200 request for addl info re NVREG-0737, Item 
11 K 3 17, “ECCS Outages re Core Damage " No outages 
occurred within past 5 yrs 

MAR8HALL, J R Arkansas Power t Light Co 03/02/15 STOLZ , J F 
Operating Reactor* Branch 4 lp 17232 004 24X 

Fiche 50-313, 03/02/ 1 5, 8302220354 


0302240404 Forwards request for addl info within 10 day* re proposed 
spent fuel pool expansion discussed in 821105 ltr 
STOLZ, J F Operating Reactors Branch 4 CLARK, R A Operating 
Reactors Branch 3 83/02/15 CAVANAUGH, U Arkansas Power b Light 

Co. 4pp 17208 330 24X Fiche 50-313,83/02/15,0302240404 


8302230403 Application for amend to Licenses DPR-51 b NPF-6, cha ng ing 
Tech Specs Sections 3,4,5 b 6 re spent fuel pool expansion 
Class IV fee end 

CAVANAUGH, W Arkansas Power b Light Co 63/02/17 STOLZ, J F 

Operating Raattors Branch 4 CLARK, R A Operating Reactors Branch 

3 2pp 17246,346 24X Fiche 50-313,83/02/17,8302230403 


— 8302230408 Proposed changes to Tech Specs Sections 3,4,5 b 6 re spent 
fuel pool expansion 

* Arkansas Power b Light Co 03/02/17 17pp. 17246 348 24X 

Fiche. 50-3 1 3, 83/02/47, 0302230403 


8302250102 Notification of 030223 meeting u/BbW regulatory response 
group in Be fch e*da, MO to discus* small break LOCA procedures 
b naint of proper steam generator water level 

VAN VLIET.J Operating Reactors Branch 4 03/02/17 8T0LZ, J. 

Operating Reactor* Branch 4 3pp 17303 090 24X 

Fiche 50-000,83/02/17,8302250102 


Q Inspection reports, IE Bulletins b correspondence 


8302010251 Forwards IE Insp Rept* 30-313/82-29 b 50-360/02-27 on 
020907-17 No nonconpl iance noted 

COLLINS# J T Region 4, Office of Director 02/12/02 CAVANAUGH, W 
Arkansas Power b Light Co 2pp 16973 143 24X 

Fiche, 50-313, BZ/ 12/02, 8302010251 
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— 8302010258 IE In*p Repts 50-31 3/82-29 b 50-360/02-27 on 920907-17 No 
noncomp 1 lance noted Major areas inspected review of 
licensee actions b coflvni tments in response to IE bulletins* 
imp rep ts* NUREG-0737 items b NRC generic Itrs 

JOHNSON# E H Region 4, Office of Director JAUDON# J P Division 
of Resident* Reactor Project & Engineering Programs TRAMMELL# C H 
Office of Nuclear Reactor Regulation* Director 02/11/24 14pp 
16973 145 24 X Fiche 50-313. 92/ 1 2/02. 030201025 1 


03020 70425 Forwards IE Insp Repts 50-313/82-35 b 50-36B/B2-35 on 
821206- 10 No noncomp 1 lance noted 

SEIDLE. W C Division of Resident# Reactor Project b Engineering 
Programs 83/01/03 CAVANAUGH# W Arkansas Power b Light Co 2pp 
17029 272 24X Fiche 50-313, 83/01/03* 8302070425 


—8302070431 IE Insp Repts 50-313/82-35 b 50-368/82-35 on 021206-10 No 
noncompl iance noted Major areas inspected audit 
imp lamentat ion program* survei 1 lance test! ng* callbr control 
program & callbr 

MURPHY* M E * JOHNSON* W D Division of Resident* Reactor Project I# 
Engineering Programs 03/01/09 4pp 17029 274 24X 

Fiche 50-313*03/01/03*8302070425 


0302030315 Provide* list of interim actions re approach to review b 
control of itrs A* commitment* to NRC b development of 
regulatory response b commitment control program 

MARSHALL# J R Arkansas Power 4: Light Co 83/01/14 COLLlNB*J T 
Region 4# Office of Director 5pp 17001 271, 24X 

Fiche 90-313# 83/01/14*0302030315 


1302070374 Forwards IE Insp Repts 50-313/02-3 3 8* 50-360/82-33 on 
021 115-19 b notice of violation 

SEIDLE* W C Division of Resident# Reactor Project b Engineering 
Program* 03/01/18 CAVANAUGH# W Arkansas Power b Light Co 2pp 
17030 042 24X Fiche 50-313, 03/01 / 18, 8302070374 


— 0302070382 Notice of violation from insp on 021115-19 

a Division of Resident, Reactor Project b Engineering Programs. 
83/01/10 lp 17030 044 24X Fiche 50-313,83/01/18,0302070374 


—8302070391 IE ln*p Repts 50-313/82-33 b 50-360/82-33 on 821115-19 
Noncamp 1 ian ce noted failure of plant safety committee to 
investigate licensee identified Tech Spec violation b 
failure to maintain penetration fire barriers functional 
MURPHY, M E , STEWART* R C * MCCRORY, B L Division of Resident, 
Reactor Project 4- Engineering Programs 83/01/06 10pp. 

17030 045 24X Fiche 30-313.83/01/18*0302070374 


0302070471 Forward* IE Insp Rept* 50-313/02-34 b 50-368/02-34 on 
021201-31 No noncompliance noted 

3EC0LE,WC Division of Resident* Reactor Project b Engineering 
Programs 03/01/24 CAVANAUGH# W Arkansas Power b Light Co 2pp, 
17036 010 24/ Fiche 50-313,03/01/24,8302070471 


—8302070473 IE Insp Repts 50-313/02-34 & 50-368/82-34 on 821201-31 No 
noncompliance noted Major areas inspected surveillance# 
long-term shutdown b preparation for refueling# operational 
safety verification b LER followup 

CALLAN, L J , CUMMINS* J E * JOHNSON* W D Division of Res i dsn t# 
Reactor Project b Engineering Programs 83/01/19 9pp 
17036 020 24X Fiche 90-313,83/01/24*8302070471 


03 02070551 Forward* IE In*p Rept 50-313/82-39 on 821227-29 No 
noncompliance noted 

SEIDLE# W C Division of Resident* Reactor Project b Engineering 
Program* 83/01/24 CAVANAUGH* W Arkansas Power b Light Co 2pp 
17034 113 24X Fiche 50-313*83/01/24*8302070551 


—8302070556 IE Jn»P Rept 90-313/82-39 on 821227-29 No noncomp 1 i anc e 
noted Major areas inspected NDE of steam generator tubing 
TOMLINSON# D P # JOHNSON. W D. , HUNNICUTT* D M Division of Resident# 
Reactor Project b Engineering Programs 83/01/19 4pp. 

17034.115 24 X Fi c he - 90-31 3* 83/01 /24* 8302070551 


8212060350 IE Tnfo Notice 03-01, "Ray Mi 1 Un Inc. N Bvc list end 
JORDAN* E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 83/01/26 Consolidated Edison Co. of New 

York# Inc 118pp 17023. 160 24X F iche. 50-000# 03/01/26* 8212060358 


0302010401 Ack receipt of 020929 b 1124 ltrt informing NRC of steps 
taken to correct violations b deviation* noted In IE Insp 
Repts 30-313/02-14 b 50-368/02-11 

QEI0LE#W C. Division of Resident* Reactor Project b Engineering 
Programs 83/01/27. CAVANAUGH* W Arkansas Power b Light Co. ip 
16982 063 24X FI ch e ■ 50-31 3* 83/0 J /27# 83020 10481 


— 83 020104B9 Responds to NRC 821025 Hr re violations noted In IE Insp 
Repts 50-313/02-14 b 50-368/02-11 Corrective actions 
Procedure 1603.003# "Radioed i v* Matl Shipmentii" revised to 
ensure cer t i f tcati on attached to shipping paper* 

MARSHALL, J R Arkan*a* Power b Light Co 02/1 1/24 SEIDLE, W. C. 
Division of Resident, Reactor Project b Engineering Program*. Spp 
16982: 064. 24X Fiche 50-313,83/01/27,8302010481, 


—8302010497 Respond* to NRC 021029 1 tr re deviations noted in IE Imp 
Rept* 50-313/02-14 b 50-369/82^1 J Corrective actions mods 
during current refueling outage to be completed a* scheduled 
L review of LOCA procedures completed 

MARSHALL, J R Arkansas Power b Light Co 83/01/07 SEIDLE* W C 
Division of Rendent, Reactor Project b Engineering Programs 2p p , 

16902 069 24X Fiche 50-313,03/01/27*0302010491 


-'-8303010501 Informs of investigation initiated to determine validity of 
deviation noted in IE Imp Repts 50-313/82-14 b 
5O-360/B2-11 re NURE0-057B, Item 2 16b, "Design of Plant 
Shielding " 

MARSHALL# J R Arkansas Power b Light Co 82/09/29 SEIDLE* W. C 
Division of Resident* Reactor Project b Engineering Programs 7pp 
16902 071 24X Fiche 50-313*03/01/27*0302010481 


8212060360 IE Info Notice 83-02, "Limi torque HOBC* H1BC# H28C b HSBC 
Geerhead* " 8vt list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B30I03) 03/01/28 Consolidated Edison Co of New 

York* Inc I09pp 17144 001 24X Fiche 50-000*83/01/28*8212060360 


8212060361 IE Info Notice 03-03* “Callbr of Liquid Level Instruments “ 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 930103) 03/01/20 Consolidated Edison Co of New 

York, Inc 1 10pp 17074 095 24X Fiche 50-000*83/01/20,8212060361 


0302070430 Submit* results of strontium analysis of liquid radioactive 
effluent sample omitted from IE Insp Rept* 50-313/02-12 & 
50-368/02-25 Analysis performed by NRC Radiological b 
Environ Gcience* Lab, necessitating omission. 

SEIDLE# U C Division af Resident* Reactor Project b Engineering 
Programs 83/01/31 CAVANAUOH* W Arkansas Power b Light Co 3pp 
17031 013 24X Fiche 50-313,03/01/31.0302070438 


8302070609 Inform* of change in specific pump trip criteria per IE 
Bulletin 79-05C Use of pump trip criteria will be 
implemented w/imp I ementati on of emergency operating 
procedure* as part of TM! Item I C 1 

MARSHALL* J R Arkansas Power b Light Co 83/01/31 STQLZ* J F 
Operating Reactors Branch 4 2pp 17034 272 24X 

Fiche 50-313# 03/01/31,030207060 9 


0302070462 Ack receipt of 021101 ltr informing NRC of steps taken to 
resalvo open item* noted in IE Emergency Planning !n*p 
Rept* 50-313/02-11 b 50-368/02-09 

SEIDLE# W C Division of Resident# Reactor Project b Engineering 
Programs 03/02/01 CAVANAUGH#!) Arkansas Power b Light Co. 2pp. 
17036 201 24X Fiche 50-313,03/02/01*83020 70462 


— 8302070468 Responds to NRC 020928 1 fcr re open items noted in IE 
Emergency Planning Imp Repts 50-313/82-11 b 50-360/02-09 
Schedule for resolving open items end. 

MARSHALL, J R Arkansas Power & Light Co 02/11/01 COLLINS# J T 
Region 4# Office of Director 6pp 17036 203 24X 

Fiche 50-313. 83/02/01 # 8302070462 


03020/0541 Ack receipt of 930120 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/82-32 b 
50-360/82-31 

SEIDLE, W Division of Resident* Reactor Project b Engineering 
Programs. 03/02/03 CAVANAUOH* W Arkansas Power b Light Cd. lp. 
17034 136 24X Fiche 50-313*03/02/03*0302070541 


—8302070552 Respond* to NRC 0212 23 ltr re violation* noted in IE Insp 
Repts 50-313/02-32 b 50-360/82-31 Corrective actions 
combustibles removed, cq lored fire retardant located for use 
in identification b weekly insp conducted 

MARSHALL# J R Ar kansas Power L L i ght Co 03/01/20 SEIOLE# W. C 
Division of Resident* Reactor Pro j ect b Eng Ineerlng Program* 2pp 
17034 157 24X Fiche 50-313,83/02/03,8302070541 


0302150116 Submit* updated info re status of ongoing steam generator 
tube inservice insp* Once-through steam generator tube sheet 
map*, def ec tive tube summary b summary of operational history 
of previous cycle end 

MARSHALL, J. R Arkansas Power b Light Co 83/02/07 8T0LZ#J.F. 
Operating Reactors Branch 4 29pp 17147 050 24X 

Fiche 50-313* 83/02/07.8302150116 


8302150230 Advises that 100X insp of care fuel assembly holddown 
springs performed on 021231* per 910213 commitment No 
failures occurred during Cycle 5 operation. 

MARSHALL# J. R Arkansas Power b Light Co 83/02/00 BTOLZ# J F 
Operating Reactors Branch 4 2pp 17149 278 24X 

Fiche 50-3 1 3, 03/02/00* 03021 50238 


0302230500 Ack receipt of 030104 ltr informing NRC of *teps taken tq 
correct violations noted in IE Insp Repts 50-313/82-21 b 
50-360/02-10 

SEIDLE* W. C Division of Resident, Reactor Project b Engineering 
Programs 83/02/14 CAVANAUGH# W Arkansa* Power b Light Co, lp 
L7256 115 24X Fiche. 50-313* 03/02/14. 0302230508 
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330223 0602 Respond* to NRC 821105 ltr re violation* noted in IE Insp 
Rept* 50-313/62-21 & 50-368/82-18 Corrective action* health 
physics training sequence* revised to specify retraining 
requirements & frequencies 

MARSHALL. J R Arkansas Power & Light Co 63/01/04 SEIDLE.W C 
Division of Resident. Reactor Project & Engineering Programs 3pp 
172 g 6 11 6 24 1C Fiche 50-313.63/02/14.8302230569 


>2220275 Application to amend License DPfl-51 , upda ting 790222 
'■■quest to change Tech Specs re acoustic emission exam of 
'•actor coolant pump flywheel 

IRIFFIN, J M Arkansas Power L Light Co 03/02/15 STGLZ.J F. 
3perat I ng Reactors Branch 4. 4pp 17230 139 24X 

‘I che; 30-313. 63/02/15. 6302220275 


1302220280 Revised Tech Spec change re acoustic emission exam 
methodology to test reactor coolant pump flywheels 
* Arkansas Power It Light Co 63/02/13 lp 17230 143. 24X 

Fiche" 50-313, 03/02/13. 8302220275 


>2230539 Informs of new program to enable more timely notification of 
insp results by Vendor Program Branch Repts will be 
Forwarded through NRC resident ins p ec tor. u/ enc 1 distribution 
ticket Vendor rept Info should be used in util assessments. 

COLLINS, J T. Region 4. Office of Director 03/02/16. CAVANAUGH, W 
Arkansas Pouer k Light -Co 3pp 17256 310 24X 

? iche: 50-313, 83/02/16,6302230536 


12060363 IE Info Notice 93-04, "Failure of Elma Power Supply Units, 11 
3vc list end, 

JORDAN. E L Division of Emergency Preparedness & Engineering 
tssponsc (Post 630103}. 63/02/16 Consolidated Edison Co of New 

^ork. Inc 1 tOpp 17347 191 24X Fiche 50-000. 63/02/1 6. B2 1 2060363 


12060365 IE Info Notice 83-05. "Obtaining Approval for Disposing of 
/try Law Level Raduaste - 10CFR20, 302 41 9ve list end. 

JOROAN*E L Division of Emergency Preparedness 5 Engineering 
lasponse CPost 8301031 83/02/24 C onso 1 i dated Edison Co of Neu 

Fork, Inc t Upp. 17347 058. 24X Fiche 50-000. B3/02/24, 021 2060365. 


12060366 IE Info Notice 83-06, ‘■'Non id entice 1 Replacement Parts 11 
ivc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
lesponse CPost 6301031 83/02/24 Consolidated Edison Co of New 

'drk, Inc 112pp. 17361 140 24X Fiche 50-000,83/02/24.0212060366 


Periodic operating reports 6 related correspondence 


12030406 Forwards "Screen Monitoring Rept. Dec 1982 " 

IAR8HALL. J R Arkansas Power 8c Light Co 82/01/26 STOLZ.J F 
Iterating Reactors Branch 4 lp 17005 149 24X 

' U h e 30-313, 93/0 1/26, 630 2030406 


1302030411 "Screen Monitoring Rept, Dec 1-982- “ 

# Arkansas Power fc Light Co. 63/01/20, 17pp. 17005 150. 24X 

Flchf 50-313,03/01/26,8302030406 


Reportable occurrences, LERs & related correspondence 


>2070361 Forwards LER 83-001/03L-0 

tAR SHALL, J, R Arkansas Power U Light Co 83/01/26 SEIDLE. W C 
livtslon of Resident, Reactor Project it Engineering Programs lp 

L 7030; 010 24X Fiche 50-313.63/01/26,0302070361. 


1302070363 LER 83-ODl/OSL-O. on 0301 10. pressur l ler code relief valve 
setpoint averaged above Tech Spec limit during setpoint 
testing Cause unknown. Spring compression adjusted on test 
stand. Valve retested it acceptable results obtained 
ROGER 8. P. Arkansas Power It Light Co 83/01/26. Region 4. 

Office of Director lp 17030.011 24X FI che ; 50-313, 03/0 1 /26, 

0302070361. 


>2170064 Forward* LER B3-002/03L-0. 

IARSHALLi J.R. Arkansas Power U Light Co B3/02/O3 SEIDLE. -W C 
legion 4, Office of Director lp 17183 025 24X 

'iche: 50-313, 03/02/03,8302170064 


3302170068 LER 63-002/03L-0‘on 830107, leak discovered in threaded vent 
pipe on casing vent line for spent fuel pool circulation 
P-40A On 830120, s imllaT leak discovered on P-408. Caused by 
fatigue failure due to stress 6 vibration Pipe replaced, 

ROGERS, p, Arkansas Power L Light Co 83/02/04 Region 4, 

Offics □# Director. if. 17163:026 24X Ficha: 50-313, 83/02/03, 

6302170064 


>2280447 Forwards LER 83-003/03L-0. 

1AR8HALL, J. R Arkansas Power k Light Co. S3/02/15 0EIOLE, W. C 
Hvision of Resident, Reactor Project & Engineering Programs, Ip 
17309:209. 24X Fiche* 50-3l3 r 03/02/1 5, 0303280447. 


— 0302260455 LER 03-OO3/O3L-O on 030 i 24 , r eac t or bldg pressure transmitter 
PT-2405 found out of specified tolerance On 030126, pressure 
transmitter PT-2406 also found out of tolerance Cause not 
determined Instruments readjusted 

ROGERS, P Arkansas Power i. Light Co 03/02/15 Region 4, 

Office of Director 2pp 17309 210 24 X Fiche 50-313,63/02/15, 

8302280447 


V Operator Examinations 


8301310203 Generic Ltr 03-06 to all power reactor 1 1 c ensee a, ap p 1 i cants 
for QLs.NSS vendors, raactor vendor* i> AE re certificates 
6 revised format tor reactor operator ?/ senior reactor 
operator licenses Svc list end 

EISELHVT, D O Division of Licensing 83/01/31 Consolidated 

Edison Co of New York, Inc I4pp 17347 177 24X 

Fiche 50-000,63/01/31,8301310203 


DOCKET 50-315 DONALD C COOK NUCLEAR POWER PLANT, UNIT 1 


F Security, medical, enurgency L fire protection plans 


0302010663 Resubmits 621221 ltr forwarding Security Training 6 
Qua 1 if ication Plan Plan withheld (ref 10CFR73 21) 

ALEJCICH.K P American Electric Power Service Corp 02/12/21 
DENTON, H R Office of Nuclear Reactor Regulation, Director lp 
16980 060 24X Fiche 50-315,62/12/21,0302010663 


B3D20S0278 Retransmits 021221 ltr re security training it qual i f i cation 
plan Enel uithheld (ref 10CFR73 21) 

ALEXICH,M P American Electric Power Service Corp 82/12/21 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
17056 335 24X Fiche 50-313,82/12/21,0302000270 


0302080029 Forward* public version of Procedure Temporary Sheet 2 to 
Rev 3 to Emergency Plan Implementing Procedure PMP 20BQ 
EPP 006. "Initial Dose Assessment* (Gaseous) " 

* Indiana l Michigan Electric Co 83/01/12 GRIMES, 0 NRC - No 
Detailed Affiliation Given lp 17106 154 24X 

Fiche 50-315,83/01/12,8302000029 


— 8302080042 Public version of Procedure Temporary Sheet 2 to Rev 3 to 
Emergency Plan Implementing Procedure PHP 2QBO EPP 006, 

■Initial Dose Assessments (Gaseous) " Revised index end 
MURPHY, C E , TOWNLEY.E L Indiana k Michigan Electric Co 
03/01/12 4pp 17106 155 24X Fiche 50-315,83/01/12,8302000029 


8302090049 Releases public version of procedure temporary sheet to rev 
to emergency plan implementing procedure 

FELTON, J M Division of Rules and Records 83/01/31 Document 

Management Branch lp 17131 340 24X Fiche 50-315,03/01/31, 

8302090049 


— 8302090059 Forward* public version of Procedure Temporary Sheet 1 to 
Rev 2 to Emergency Plan Implementing Procedure 
PMP 2081 EPP 022, "Activation it Operation of Emergency 
Operations Facility " 

* Indiana it Michigan Electric Co 03/01/20 ORIMES.B NRC - No 
Detailed Affiliation Given lp 17131 349 24X 

Fiche 50-315, 03/01/31,030209004? 


— 8302090062 Public version of procedure temporary sheet 1 to Rev 2 
to Emergency Plan Implementing Procedure PMP 2081 EPP 022, 
"Activation it Operation of Emergency Operation# Facility " 

* Indiana * Mich igan Electric Co 83/01/20 3pp 17131 350 
24X Fiche 50-315,83/01/31,6302090049 


8302090105 Release* public version of procedure temporary sheets for 
emergency plan implementing procedure* 

FELTON, J M Division of Rules and Records 83/01/31 Document 
Management Branch lp 17119 302 24X Fiche 50-315,03/01/31, 

8302090105 


— 8302090115 Forwards public version of procedure temporary sheets for 
emergency plan implementing procedures, including Procedures 
PMP 2001 EPP 009 re emergency medical plan guidelines k 
PMP 2080 EPP 014 re personnel injury 

* Indiana fc Michigan Electric Co. 03/01/12 NRC - No Detailed 
Affiliation Given lp, 17119 303 24X Fiche 30-315,83/01/31, 

6302090103. 


—0302090125 Public version of procedure temporary sheets for emergency 
plan implementing procedures, including Procedures 
PMP 2001 EPp 008 re emergency medical plan guideline* it 

FMP 2Q0O EPP 014 re personnel injury 

FRYER. J Indiana k Michigan Electric Co 03/01/12, 16pp 

171 19 t 304 24X Fiche 50-315,03/01/31,0302090105 
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•0301210340 Generic Lfcr 03—04 to all licensees af operating reactors, 
applicants for OL t holders of CPs re regional workshop 
concerning Suppl 1 , NUREG-0737, "Requirements for Emergency 
Response Capability * Svc list end 

EISENHUT,D 0 Division of Licensing 83/02/01 Consolidated 

Edison Co of New York. Inc llpp 17221 226 24X 

Fiche 30-000,83/02/01,8301210340 


— 6302250082 Forwards public version of Rev 3 
PMP 2081 EPP 022 , "Activation A: Operation 
Operations Facility " 

BEGOR, R Indiana h Michigan Electric Co 
NRC - No Detailed Affiliation Given lp 
Fiche 50-315,83/02/16,8302250073 


to Emergency Plan Procedure 
of Emergency 

63/01/20 GRIMES, B 
17302 344. 24 X 


03020/0625 Releases public version of revised emergency plan procedure 
FELTON, J K Division of Rules and Records 03/02/01 Document 

Management Branch lp 17061 J88 24X Fiche 50-315,83/02/01, 

0302070625 


— 0302230092 Public version, of Rev 3 to Emergency Plan Procedure PhP 2001 
EPP 022, "Activation A< Operation of Emergency Operation* 

Facility " Revised Index end 

* Indiana & Michigan Electric Co 83/01/20 llpp 17302 345 
24 X Fiche 50-315,63/02/16,0302250073 


— B302070627 Forwards public version of Rev 6 to App A of emergency plan 
procedure, "Telephone Numbers for Key Plant Personnel " 

Receipt rorm end 

* Indiana A- Michigan Electric Co 83/01/24 NRC - No Detailed 
Affiliation Given 2pp 17061 1S9 24X Fiche 50-315,83/02/01, 

8302070625 


1 — 6302070628 Public version of Rev 6 to App A of emergency plan 
procedure, "Telephone Numbers of Key Plant Personnel " 

* Indiana A. Michigan Electric Co 83/01/24 14pp 17061 191 
24 < Fiche 50-315,83/02/01,8302070625 


0302170412 Forwards Amends 68 L 50 to Licenses DPR-50 L DPR-74, 
respectively, safety evaluation A< notice of issuance & 
availability Amend allows roving fire patrol In areas when 
automatic carbon dioxide fire suppression sys isolated 
WIGGINTQNjD L Operating Reactors Branch 1 03/02/07 DOLAN, J 

Indiana A Michigan Electric Co 2pp 17205 170 24X 

Fiche 50-315,83/02/07,830217041? 


-”8302170416 Amends 60 50 to Licenses DPR-3B It DPR-74, reap ec t ive 1 y , 

changing Tech Specs to allow for roving fire watch patrol in 
areas affected when automatic carbon dioxide fire 
suppression sys temporarily isolated 

VARGA, S A Operating Reactors Branch 1 03/02/07 12pp 

17205 172 24X Fiche 50-315,03/02/07,8302170412 


— 0303170423 Safety evaluation supporting Amends 68 & 50 to Licenses 
DPR-58 A DPR-74, respac t ivel y 

» Office of Nuclear Reactor Regulation, Director 03/02/07 2pp 
17205 104 24X Fiche 50-315,83/02/07,8302170412 


—8302170428 Notice of issuance A, availability of Amends 6B L 50 to 
Licenses DPR-58 V DPR-74, respec tive ly 

VARGA, S A Operating Reactors Branch 1 83/02/07 2pp 

17205 186 24X Fiche 50-315,03/02/07,8302170412 


0302180030 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J K Division of Rules and Records 03/02/14 Document 

Management Branch lp 17223 336 24X Fiche 30-315,03/02/14, 

0302180030 


— '8302100030 Forwards public version of revised emergency plan 
implementing procedur es, includ ing Procedures 
PMP 2081 EPP 014 re offsite dose assessments & 

PMP 2081 EPP 010 re radiation monitoring teams 

■* Indiana & Michigan Electric Co 03/02/02 NRC - No Detailed 
Affiliation Given lp 17223 337 24X Fiche 50-315,03/02/14, 

0302180030 


— 8302180042 Public version of revised emergency plan implementing 
procedures, including Procedures PMP 2081 EPP 014 re offsite 
dose assessments A PMP 2081 EPP 010 re activation of 
radiation monitoring items Revised index end 

a Indiana Ac Michigan Electric Co 03/02/02 26pp 17223 338 
24X Fiche 50-315,83/02/14,8302180030 


8302220231 Forwards revised pages to modified amended security plan 
Pages withheld (ref 10CFR73 211 

HUNTER, R 8 Indiana * Michigan Electric Co. 83/02/14 DENTON, H. R 
Office of Nuclear Reactor Regulation, Director 2pp 17230 137 
24X Fiche 50- 315,83/02/14,8302220231 


B302220373 Discusses results of Prof Loss Control, Inc audit of facility 
fire protection program Procedures to correct deficiency r« 
failure to develop written pre-fire plans developed 
HERINO, R F Indiana it Michigan Electric Co 83/02/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Spp 17232 336 
24 X Fiche 50-315,83/02/15,8302220373 


0302250073 Releases public version of revised emergency plan 
p rocedure 

FELTON, J M Division of Ryles and Records B3/02/16 Document 
Management Branch lp 17302 343 24X Fiche 50-315,03/02/16, 

8302250073 


J Insurance & indemnity information 


8302040256 Requests pro rata portion of indemnity payment fee* 
reflecting current fee reduction be refunded, 

ALEXICH, M P American Electric Power Service Carp 83/02/01 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
17020 043 24X Fiche 50-31 5,83/02/01,8302040236 


P Operating license stage documents St correspondence 


0302080468 Requests remittance of Class I & ill fees for NRC review of 
020929 application for Tech Spec changes required by 
NUREG-0737, item II F i 6, "Containment Hydrogen Monitors," 

MILLER, W 0 License Fee Management Branch 83/02/03 DOLAN, J. 
Indiana 6 Michigan Electric Co lp 17072 034 24X 

Fiche 50-31 5, 83/02/03, 8302 000468 


9302100313 Forwards fees for Amends 60 It 43 to Licenses DPR-50 i< 
DPR-74, issued 820909 

ALEXICHrM P American Electric Power Gervice Corp, 03/02/07 
DENTON, H R Office of Nuclear Reactor Regulation, Director lp 
17112 0B7 24X Fiche 50-315,63/02/07,8302100313 


9302170412 Forwardi Amends 68 A 50 to Licenses DPR-58 At DPR-74, 
respectively, safety evaluation A< notice of issuance Ac 
availability Amend allows roving fire patrol in areas when 
automatic carbon dioxide fire suppression sys isolated 
WIQGINTGN, D L Operating Reactors Branch 1 B3/02/07 DOLAN, J 

Indiana At Michigan Electric Co 2pp 17205 170 24X 

Fiche 50-315,83/02/07,0302170412 


— 0302170416 Amends 68 At 50 to Licenses DPR-50 A< DPR-74, resp* C t iv* 1 y, 
changing Tech Specs to allow for roving fire watch patrol in 
areas affected when automatic carbon dioxide fire 
suppression sys temporarily isolated 

VAROA, 8 A Operating Reactors Branch i B3/02/07 I2pp 
17205 172 P4X Fiche 50-315,83/02/07,0302170412 


— 0302170423 Safety evaluation supporting Amends 60 At 50 to Licenses 
DPR-30 A- DPR-74, respectively 

* Office of Nuclear Reactor Regulation, Director 83/02/07 2pp 
17205 184 24X Fiche 50-315.83/02/07,0302170412 


— 8302170428 Notice of issuance & availability of Amends 60 it 50 to 
Licenses DPR-58 tt DPR-74, resp ectiv* ly 

VARGA, S A Operating Reactors Branch l 83/02/07 2pp 
17205 186 24X Fiche 50-313, 03/02/07,0302170412 


0302080295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL It holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

EJSENHUT, D. 0 Division of Licensing 83/02/00 Consol idated 
Edison Co of New York, Inc llpp 17290 247 24X 

Fiche 50-000, 03/02/08, 83Q20B0295 


0302060304 Generic Ltr 83-11 to all operating reactor licensee* re 
licensee qualification for performing safety analysis in 
support of licensing actions Ability to uia code must be 
demonstrated by vendor or licensee Svc list end 
EI8ENHUT, D G Division of Licensing 83/02/00 Consolidated 
Edison Co of New York, Inc 9pp 17234 234 24X 

Fiche 50-000,83/02/08,8302060304 


0302090095 Generic Ltr 03-100 to all licensees u/U»stlnghout* designed 
NSSS (except Yankee Atomic Electric Co) re resolution of 
TMI Action Hem II K 3 5, "Automatic Trip of Reactor Coolant 
Pumps " Bvc list end 

E I3ENHUT, D 0 Division of Licensing 83/02/08 Southern 
California Edison Co 3tpp 17290 262. 24X Fiche: 50-000, 83/02/08, 

03O2O9OOB5 


3302160124 Requests response to 020920 Generic Ltr 02-16 re NUREG-0737 
Tech Specs Complete response within 60 days requested u/copy 
sent to Region III 

VARGA, S A Operating Reactors Branch 1 83/02/00. DOLAN, J 

Indiana U Michigan Electric Co. Spp 17174 027. 24 X 

Fiche 50-315,83/02/08,8302160124 
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8302170004 Requests remittance of addl fees for NRC review of 020407 
application for changes to Tech Specs re increase m spent 
fuel pool to be used for Cycle 4 reload 

MILLER, M O License Fee Manager nfc Branch 03/02/07 DOLAN, J 
Indiana & Michigan Electric Co Ip 17171 022 24X 

Fiche 50-319.03/02/07,0302170004 


Q Inspection reports. IE Bulletins it correspondence 


0302250301 Forwards addl info r# masonry uall evaluation performed per 
16 Bulletin 80-11 Partition (fall 12-4047-W4 deleted from 
safety-related wall category 

HUNTER, ft S Indiana it Michigan electric Co 02/11/1? DENTON, H R 
Office of Nuclear Reactor Regulation, Director 9pp 17291 259 
24X Fiche 50-315,82/11/19,0302250301 


030204003? Addl response to FOIA request for 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning QA deficiency 
Forwards App A documents Document 31 available in PDR 
FELTON, J M Division of Rules and Records 02/12/30 HIATT * S L 

Ohio Citizens for Responsible Energy 3pp 17045 144 24X 

Fiche 50-000, 02/12/30, 8302040037 


— 0302040332 Forwards 1901 comparison data for operating I, const plants, 
consisting of total numbers of nonco/tipl lance i terns, repts 
issuetfrinsp hours, sevarlty levels, paints & hours per rept It 
item 

SUCHARSKIiL Region 3, Office of Director 02/07/08 

KEPPLER* J O Region 3, Office of Director 13pp 17045 201 24 X 

Fiche 50-000,82/12/30,8302040039 


0212040358 IE Info Notice 03-01, "Ray Miller, Inc " 3vc list end, 
JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 030103) 63/01/26 Consolidated Edison Co ef New 

York, Inc i 10pp 17023 140 24X Fic he 50-000, 93/0 1 /26. 021 2040350 


0302150010 Forwards IE Insp Repts 50-31 9/B2-24 it 50-316/82-24 on 
821220-22 No noncompl iance noted 

PAPER IELLO, C J Division of Emergency Preparedness It Operational 
Support 83/01/27 DOLAN, J E American Electric Power Service 
Corp DOLAN, J E Tndiana St Michigan Electric Co 2pp 17147 149 
24X Fiche 50- 315.83/01/27,0302130010 


—8302150012 IE Imp Repts 50-315/92-24 U 30-316/02-24 on 021220-22 No 
nonecmpltan co noted Major areas inspected selected aspects 
of Nl/REO-0737 Item II B 2 2 re shielding for access to vital 
aieas S. status of other post-TMt action items 

HUETERiL J , QREOER, L R Division Of Emergency Preparedness It 
Operational Support 83/01/27 6pp 17147-151 24X 

FiCh# 50-31 9,83/01/27, 0302150010 


0212060360 IE Info Notice 03-02. "L tmi torque HOBC, HI BC, H2BC It HSBC 
Oearheads " Svc list end 

JORDANrE L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/OI/S0 Consolidated Edison Co of New 

York, Inc I0?pp 17t44 001 24X Fiche 50-000, B3/01 /20, 821 2060360 


8212060361 IE Info Notice 03-03, “Calibr of Liquid Level Instruments H 
Bvc list end 

JORDANrE L Division of Emergency Preparedness -Sc Engineering 
Response (Post 830103) 03/01/20 Consolidated Edison Co of New 

York, Inc 1 lOpp 17074 095, 24X Fiq he 50-000, 03/01/20, 021 2060361 


6302030303 Advisei of 830207 open forum in Chicago, JL re recent rev to 
10CFR50 54 It 50 55 IE will conduct formal presentation 
followed by question b answer session Requests that 
participation be limited to three people 

BPES8ARD, R L Division of Engineering 03/01/20 Commonwealth 
Edison Go 2pp 17008 187 24X Fiche ■ 50-000, 83/01/20, B302030303 


8302160284 Act receipt of 830120 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/92-07 U 
50-316/92-07 

5PE8SARD, RL Division of Engineering 83/02/11 DOLAN, J. E 
American Electric Power Service Corp DOLAN, J E Indiana it Michigan 
Electric Co lp 17166-303 24X Fiche* 30-315, 83/02/11, 0302160204. 


— 9302160312 Responds to NRC 820427 Itr re violation noted in IE Inep 
Repts 90-3 1 5/02-07 it 30-316/02-07 Corrective actions: 
verification program re caltu latl ons from outside vendors 
for seismic Class I piping * y 8 completed 
HUNTER, R 8 Indiana & Michigan Electric Co 03/01/29, 

KEPPLER,J 0 Region 3, Office of Director. 2pp 17166,304 24X 

Fiche. 50-3 1 3, 83/02/ 1 1 , 03021 60284 


■8302160338 Responds to NRC 820427 Itr r* violations noted in IE Insp 
Repts 50-315/02-07 «< 50-316/02-07 Corrective actions.util 
reviewed consultant procedures for analysis in effect at 
time work was lrv progress i: conducted audit. 

HERINQ.R.F. Indiana it Michigan Electric Co. 02/10/E? 

KEPPLER, J 0 Region 3, Office of Director. 5pp 17146 304 24X 

Fiche. 50-3 1 5, 83/02/ J 1 , 8302160284 


9212060343 IE Info Notice 83-04, "Failure of Elma Power Supply Units “ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/02/19 Consolidated Edison Co of New 

York, Inc UOpp 17347 l?i 24X Fiche 50-000,03/02/10,0212060363 


0302250306 Acft receipt of 830110 itr informing NRC of steps taken to 
coi rect violations noted in IE Insp Repts 50-315/82-15 b 
50-316/82-15 

NORELIUS.C E Division of Project b Resident Programs 83/02/18 
DOLAN, J E American Electric Power Service Corp DOLAN, J E 
Tndlana b Michigan Electric Co Ip 17291 271 24X 

Fiche 50-315, 03/02/18,8302250306 


—0302250311 Responds to NRC 921210 Itr re violations noted in IE Insp 
Repts 50-315/02-15 it 50-316/02-15 Corrective actions 
surveillance test procedures revised to reflect language of 
Tech Spec 

HUNTER, R S Indiana V Michigan Electric Co 83/01/10 

KEPPLER, J 0 Region 3, Office of Director 4pp 17291 272 24X 

Fiche 50-319, 83/02/18, 0302230306 


8212060365 IE Info Notice 03-05, "Obtaining Approval for Disposing of 
Very Law Level Radwaste - 1OCFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of New 

York, Inc lllpp 17347 059 24X Fiche 30-000,83/02/24,0212060365 


0212060366 IE Info Notice 83-06, "Non i d entica 1 Replacement Parts N 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Roiponie (Post 830103J 83/02/24 Consolidated Edison Co, of New 

York, Inc 1 I2pp 17361 140 24X Fiche 50-000,03/02/24,8212060366 


6 Reportable occurrences, LERs i- related correspondence 


8212140310 Part 21 rept re problem w/Brown Boveri Electric, Inc low 
voltage circuit breakers w/solid state trip devices Units 
from San Onofre 2 it 3 failed due to long-term degradation of 
filter capacitor C205 Suspect trip units should be tested 
DUVALL, 0 D Brown Boveri Corp (subs Brown Boveri it Co , Ltd ) 
02/12/10 STELLO, V Directors Office, Office of Inspection and 
Enforcement 2pp 17023 284 24X Fiche 50-000,02/12/10,0212140330 


8302010333 Forwards LER 03-OO2/O3L-O 

SMITH, W 0 Indiana 6 Michigan Electric Co 03/01/24 KEPPLER, J 0 

Region 3, Office of Director lp 16773,006 24X 

Fiche 30-315,83/01/24,8302010333 


--05O2O1O34O LER 83-002/03L-0 on 021223, while performing Ice condenser 
tour, intermed iate deck door discovered froien shut Caused by 
plugged drain in air handling unit resulting in ice buildup 
If overflow Air handling unit repaired 

KRAUSE, D F Indiana i> Michigan Electric Co 03/01/24 Rogion 
3, Office of Director ip 16973 007 24X Fiche 50-315,83/01/24, 

0302010333 


0302040079 Forwards LER 02-1O0/O3L-O 

SMITH, W 0 Indiana It Michigan Electric Co 03/01/26 KEPPLER, J 0 

Region 3, Office of Director lp 17020 329 24X 

Fiche 30-313,03/01/26,0302040077 


— 830P0400B6 LER 82-1O0/O3L-O on 021227, secur 1 ty officer on tour found 
carbon dioxide switch for 4-KV switchgear room in Isolate 
position w/no personnel in room Caused by misunderstanding 
of responsibility for requesting security guard 

SVEM980N.B A Indiana L Michigan Electric Co. 83/01/26 Region 
3, Office of Director lp. 17020 330 24X Fiche 50-319,83/01/26, 

3302040077 


8302040096 Forwards LER 03-QO3/O3L-O 

SMTTHrW 0 Indiana 6 Michigan Electric Co 83/01/26 KEPPLER, J 0 

Region 3, Office of Director. lp 17021,280 24X 

Fiche, 90-315, 03/01/26, 0302040096 


— 8302040100 LER 03-OO3/O3L-O on 830103, fire door 389 would not latch 
upon closing due to bent door knob spindle Cause 
undetermined Knob spindle replaced & door closer adjusted 
ROBINSON, D Indiana h Michigan Electric Co. 83/01/26 Region 
3, Office of Director Ip 17021 209 24X Fiche. 50-319, 03/01/26, 

8302040096 


Q30209031 1 Requests cancellation of LERs 03-OO1/O3L-O & B3-002/03L-0 
for Unit 1 it LERs 83-001/03L-0 & 83-003/01 T-0 for Unit 2. 

SMITH, W.O Indiana 6 Michigan Electric Co 83/01/31 KEPPLER, J. 0 
Region 3, Office of Director lp. 17096 172 24X 

Fiche 50-315, 93/01/31, 830208031 1 
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830208032 1 Forwards LER 82-109/03L-0 6 82-110/03L-0 LERs previously 
submitted using 1933 Numbers B3-002/03L-0 8, B3-001 /03L-0. 
respec fc i vo ly 

SMITH, W 0 Indiana 6 Michigan Electric Co 93/01/31 KEPPLER, J 0 
Region 3. Office of Director lp 1 7056 307 24X 

Flche 50-315, B3/0 1/31 1 8302080321 


— 8302080324 LER B2-109/03L-0 on 921223. opera tor discovered one 
intermediate decV door fioien shut Caused by plugged drain 
causing ice to build up & overflow In air handling unit Air 
handling unit repaired 

KRAUSE, D F Indiana It Michigan Electric Co 83/01/27 Region 
3. Office of Diiector lp 17056 308 24X Fiche 50-315,03/01/31, 

0302080321 


--0302060326 LER 82-110/03L-0 on 921230, opera tor discovered one 
intermediate deck door froren shut Cause undetermined Ice 
removed 

CAMP. M J Indiana 4t Michigan Electric Co 83/01/27 Region 3, 

Office or Director lp 17056 309 24X Fiche 50-315,83/01/31. 

0302080321 


B3Q2O0O236 RO on 830201 . out let valve of spray additive tank 
discovered in closed position Valve immediately opened 
SMITH, W 0 Indiana h Michigan Electric Co 83/02/01 KEPPLER.J 0 
Region 3, Office of Diroctor lp 17057 190 24X 

F i c he 50-315, 03/02/01 , 9302080236 


83 02060263 Forwards LER 03-OO4/O3L-O 

SMITH, U 0 Indiana it Michigan Electric Co Q3/02/02 KEPPLER, J 0 

Region 3, Office of Director Ip 17057 013 24X 

Fiche 50-315, 03/02/02, 0302080263 


—8302080266 LER 03-00*1 /03L-0 on 8301 09, d ur 1 n g surveillance test on 
containment air rec ircu lati on fan HV-CEO-l,fan breaker 
tripped Cause unknown Motor inspected, but no deficiencies 
discovered 

CARTEAUT.P Indiana t Michigan Electric Co 93/02/02 Region 
3, Office of Director lp 17097 014 24X Fiche 50-315,03/02/02. 

0302000263 


0302190005 Forwards LER 03-OO5/O3L-O 

SMITH, W 0 Indiana 6 Michigan Electric Co 83/02/03 KEPPLCR, J 0 
Region 3. Office of Director lp 17148 057 24X 

Fiche 50-315,03/02/03,0302150005 


— 0302150006 LER B3-005/03L-0 on 0301 11, CD diesel engine declared 
inoperable due to fuel oil leak on front bank fuel injector 
pump 3 Cause not stated Calling on high pressure fitting 
detected Fuel oil pump 4- fuel injection line replaced 
ROBINSON, D Indiana 4< Michigan Electric Co 93/02/03 Region 

3, Office of Director lp 17148 030 24X Fiche 50-315,03/02/03, 

8302150005 


8302160335 Forwards LERs B3-006/03L-0, 83-007/03L-0 5, Q3-009/03L-0 
SMITH, W © Indiana 6 Michigan Electric Co 83/02/00 KEPPLER, J 0 

Region 3, Office of Directoi ip 17166 277 24X 

Fiche 50-313, 83/02/00, 8302160335 


— 0302160337 LER 83-006/03L-0 on 8301 1 9, c onta i nment gaseous radiation 
monitor channel ER8-1305 declared inoperable due to fail 
high condition Caused by failed detector Detector replaced, 

Channel ca 1 i br. v»r i f i ed V returned to sve 

PALMER, R A Indiana 4- Michigan Electric Co 83/02/08 Region 
3. Office of Director lp 17166 ?78 24X Fiche 50-315,03/02/08, 

0302160335 


—0302160340 LER 93-007/03L-0 on 830120, AD diesel fire door 319 would not 
close automatically t^hen opened during normal operation 
Caused by wired open supply fan louvers to AS diesel, 
changing normal ventilation flow path configuration 
CARTEAUX, P Indiana V Michigan Electric Co 03/02/00 Region 
3, Office of Director lp 17166 279 24X Fiche. 50-315, 03/02/08, 

0302160335 


— S302I60342 LER B3-008/03L-0 on 830120, fire door 395 found unlatched 
during normal operation Caused by insufficient closer 
mechanism force Door closer mechanism adjusted. 

CARTEAUX, P Indiana fr Michigan Electric Co 03/02/06. Region 
3, Office of Director lp 17166' 280 24X Fiche- 50-315, 03/02/00, 

8302160335 


8302180309 PNO- 1 1 1-83-014 on 83021 1, hig her than anticipated gaseous 
effluent release occurred while collecting sample from gas 
space from Unit 1 Second unplanned release from Unit 2 
occurred while collecting coolant sample 

HUE I ER , L J i ©REGER, L R Region 3, Office of Director 83/02/11 
lp 17211 228 24X Fiche 50-315,63/02/11,8302180309 


9302250181 Forward* LER 93-009/0 1T-0 

SMITH, W 0 Indiana it Michigan Electric Co 03/02/15 KEPPLER, J 0 

Region 3, Office of Director 2pp 17293 044 24X 

Fiche* 50-315, 03/02/15, 8302250191 


— ‘930^250184 LER 83-009/01 T-0 on 830201 , opera tor found spray additive 
tank outlet valve sealed in closed position Caused by 
operators being distracted during performance of test Review 
of startup test procedure schedule underway 

KRAUSE. D F Indiana U Michigan Electric Co 83/02/15 Region 
3, Office of Director 3pp 17293 046 24X Fiche 50-315, 

83/02/15, 0302250181 


B302280392 Forwards updated LER 82-058/03X-1 

SMITH, N © Indiana U Michigan Electric Co B3/02/17 KEPPLER, J 0. 

Region 3, Office of Director lp 17309 320 24X 

Fiche 50-315,03/02/17,8302200382 


— 83022803B9 Updated LER 82-0S8/03X-1 on 820721, during BfcC leak rate 
tests# several valves exhibited excessive leakage causing 
total leak rate to exceed Tech Spec limit Caused by dirt 4, 
scale deposits on seating surfaces it valve ssat erosion 
PALMER, R A Indiana 1 Michigan Electric Co 03/02/17 Region 
3. Office of Director 2pp 17309 32? 24X Fiche 50-315, 

03/02/17, 8302280302 


8302290394 Forwards LER 83-022/03L-0 

SMITH, W O Indiana 6 Michigan Electric Co 83/02/17 KEPPLER, J. O 

Region 3, Office of Director Ip 17308*007 24X 
Fiche 50-315,83/02/17.9302 280394 


— ■8302200409 LER 83-022/03L—0 on 8301 18, dur 1 n g normal opereti on » a ji 1 1 i ary 
cable vault (Zone 11) experienced inadvertent carbon 
dioxide discharge Actuation spurious Carbon dioxide tank 
main isolation Isolated for 10 minutes 

KRAUSE, D F Indiana U Michigan Electric Co 03/02/17 Region 
3, Office of Director ip 1730B OlO 24X Fiche 50-315,83/02/17, 
9302200394 


8302280413 Forwards LER 83-010/04T-0 Detailed event analysis submitted 
SMITH, W 0 Indiana U Michigan Electric Co 03/02/10 KEPPLER.J 

Region 3, Office of Director Ip 17309 161 24X 

Fiche 50-313,83/02/18,8302260413 


—8302260416 LER B3-010/04T-0 on 83021 i , dur ing planned gas sampling 
evolution, c xpected gas release of unexpected magnitude 
detected by vent stack gaseous monitor Caused by sample 
line drain valve inadvertently left open Valve closed 
PALMER. R A Indiana it Michigan Electric Co 03/02/18 Region 
3, Office of Director 3pp 17309 162 24X Fiche 50-315, 

83/02/10, 0302290413 


8302260401 Forwards LER 03-OO1/O3L-O (previously submitted a* Unit 2 
LER 83-022/03L-0I 

SMITH. W 0 Indiana Z, Michigan Electric Co, 03/02/22 KEPPLER.J 0 

Region 3, Office of Director lp 17307 320 24X 

Fiche* 90-315, 83/02/22, 0302280401 


—9302230410 LER 63-001/03L-0 on 830110. Unit 2 auxiliary cable vault 
experienced inadvertent carbon dioxide di sqharga, r*»ul ting 
in isolation of Unit 1 it 2 carbon dioxide tanks Valve closed 
4- main Isolation reopened 

KRAUSE, D F. Indiana it Michigan Electric Co 03/02/22 Region 
3, Office of Director Ip 17307 321 24X Fl ch* ' 50-315, B3/0H/22, 

8302200401 


V Operator Examinations 


9301310203 Qeneric Ltr 83-06 to all power reactor 1 1 cense e s, app 1 1 cant s 
for GLi,h a S8 vendors, reactor vendors it AE re certificates 
& revised format for reactor operator 4< senior reactor 
operator license* 8vc list encl 

EISEKHUT, D© Division of Licensing 03/01/31 Consolidated 
Edison Co of Neu York, Inc 14pp 17347 177 24X 

Fiche 50- 000, 83/01/31, 0301310203 


DOCKET 50-3i6 DONALD C COOK NUCLEAR POWER PLANT, UNIT 2 


F Security, medical, emergency fc fire protection plans 


B302010663 Resubmits 921221 ltr forwarding Security Training fc 
Qualification Plan, Plan withheld (ref 10CFR73 21) 

ALEXICH, M P American Electric Power Service Corp 82/12/21. 
DENTON, H R Office of Nuclear Reactor Regulation, Director. lp. 
16900 060 24X Fiche 50-315,82/12/21,0302010663 


8302090278 Retransmits 021221 ltr re security training it qualification 
plan Encl withheld (ref 10CFR73 21) 

ALEXICH, M P American Electric Power Service Corp. 02/12/21, 

DENTON, H R Office of Nuclear Reactor Regulation, Director. 2pp. 
17036-335 24X Fiche 50-315, 02/12/21 , 8302080270 
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0302060029 Forward* public version of Procedure Temporary Sheet 2 to 
Rev 3 to Emergency Plan Implementing Procedure PMP 2000 
EPP 006 1 "Initial Dose Assessment* (Gaseous! " 

* Indiana & Michigan Electric Ca 83/01/13 GRIMES. 0 NRC - No 
Detailed Aff i liat ion Given lp 17106 154 24X 

Fiche 50-313,83/01/12,9302030029 


— 0302080042 Pu bl ic version of Procedure Temporary Sheet 2 to Rev 3 to 
Emergency Plan Implementing Procedure PMP 2080 EPP- 006* 

"Initial Dose Assessments (Gaseous) " Revised index end 
MURPHY, C E , TOWNLEY, E L. Indiana L Michigan Electric Co 
B3/01/12 4pp 17106 155 24X Fi ch e 50-313, 03/01 /12, 8302080029 


8302090049 Release* public version of procedure temporary sheet to rev 
to emergency plan implementing procedure 

FELTON, J M Divi lion of Rules and Record* 03/01/31 Document 

Management Branch lp 17131 340 24X Fi c he. 30-315, 03/01 /31, 

0302090049 


— 03O2O9Otf3S Forward* public version of Procedure Temporary Sheet 1 to 
Rev 2 to Emergency Plan Implementing Procedure 
PMP 2091 EPP 022, "Activation * Operation of Emergency 
Operations Facility M 

* Indian* 1 Michigan Electric Co 83/01/20. GRIME8, B. NRC - No 
Detailed Affiliation Given lp 17131 349 24X 

Fiche 30-315, 83/01/31, 8302090049 


— 8302090062 Public version of procedure temporary sheet 1 to Rev 2 
to Emergency Plan Implementing Procedure PMP 2081 EPP 022, 
"Activation Operation of Emergency Operation* Facility " 

# Indiana & Michigan Electric Co 03/01/20 3pp 17131 350 
24 < Fich# 30-315,83/01/31,6302090049 


0302090105 Release* public version of procedure temporary sheets for 
emergency plan Implementing procedures 

FELTON, J M Division of Rules and Records 83/01/31 Document 

Management Branch ip 17119 302 24X Fiche 50-315,83/01/31, 

8302090105 


— B3020901 15 Forward* public version of procedure temporary sheets For 
emergency plan implementing procedures, in c lud ing Procedures 
PMP 2091 EPP 008 re emergency medical plan guidelines & 

PMP 2000 EPP 014 r« persnnnel injury 

* Indiana Michigan Electric Co 83/01/12 NRC - No Detailed 
Affiliation Given lp 17119 303 24X Fiche 50-3 1 3, 83/01 /31 1 

0302090105 


— 8302090125 Pu b lie version of procedure temporary sheets for emergency 
plan implementing proc «dur«s, 1 nc i ud 1 ng Procedures 
PMP 2081 EPP OQB re emergency medical plan guidelines & 

PMP 2080 EPP 014 re personnel injury 

FRYER, J Indiana It Michigan Electric Co 83/01/12 lApp 
17H9 304. 24 X Fiche 50-315,03/01/31,830 2090105 


0301210340 Generic Ltr 03-04 to all licensee* of operating reactors, 
applicants for QL It holders of CPs re regional workshop 
concerning Suppl 1, NUflEG-0737, "Requiremen t s for Emergency 
Response Capability “ Svc list end 

EI8ENHUT, D O Division of Licensing B3/02/Q1 Consolidated 

Edison Ca of Neu York. Tnc Itpp 17221*226 24X 

Fich* 50-000, 63/02/01,0301210340. 


8302070625 Releases public version of revLsed emergency plan procedure 
FELTON, J, M Division of Rules and Record* 03/02/01 Document 

Management Branch ip 17061 188 24X Fi che. 50-315, 83/02/01, 

8302070625 


— 8302070627 Forwards public ver* Ion of Rev 6 to App A of emergency plan 
procedure, "Telephone Numbers for Key Plant Personnel H 
Receipt form end 

* Indiana 6 Michigan Electric Co 03/01/24 NRC - No Detailed 

Affiliation Otvin 2pp. 17061 109 24X Fiche 50-315,03/02/01, 

0302070629 


— 8302070628 Public version of Rev 6 to App A of emergency plan 
procedure, "Telephone Numbers of Key Plant Personnel '* 

# Indiana I, Michigan Electric Co 83/01/24. 14pp. 17061 191 

24X Fiche, 50-315,63/02/01,8302070625 


8302170412 Forwards Amends 60 h 50 to License* DPR-58 & DPR-74, 
respectively, safety evaluation it notice of issuance & 
availability Amend allows roving fire patrol in area* when 
automatic carbon dioxide fire suppression *ys isolated 
WI00INT0N, 0 L, Operating Reactor* Branch 1. 03/02/07 DOLAN, J 

Indiana it Michigan Electric Co 2pp 17205 170. 24X 

Fiche 30-315,03/02/07,8302170412 


—8302170416 Amend* 69 & 50 to Licenses DPR-58 & DPR-74, r espec t ively, 
changing Tech Spec* to allot* for roving fire watch patrol in 
areas af f ec ted uhen automatic carbon dioxide fire 
suppression *yt temporarily isolated. 

VAROA, S A Operating Reactors Branch 1 83/02/07 12pp. 

17203’ 172 24X Fiche 30-3 J 3, 03/02/07-0302170412 


— 0302170423 Safety evaluation supporting Amends 68 it 50 to Licenses 
DPR-58 «c DPR-74. respectively 

-* Office of Nuclear Reactor Regulation, Director 83/02/07 2pp 
17205 104 24X Fiche 50-315,83/02/07,0302170412 


— 0302170420 Notice of issuance le availability of Amends 6B & 50 to 
Licenses DPR-58 tt DPR-74, resp ec tive ly 

VARGA, S A Operating Reactors Branch I 03/02/07 2pp 
17203 186, 24 X Fiche 50-315,03/02/07,0302170412 


8302180030 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J 11 Division of Rules and Records 83/02/14 Document 
Management Branch lp 17223 336 24X Fi che 50-315, 83/02/14, 

0302100030 


— B3O210OO3B Forwards public version of revised emergency plan 
implementing p rocedur eg , j nc 1 od i ng Procedures 
PMP 2081 EPP 014 re offsite dose assessments L 
PMP 2031 EPP 010 re radiation monitoring teams 

* Indiana ic Michigan Electric Ca 03/02/02 NRC - No Detailed 
Affiliation Given lp 17223 337 24X Fiche 50-315,03/02/14, 

0302100030 


—8302160042 Public version of revised emergency plan implementing 
procedur es, i nc 1 uding Procedures PMP 20G1 EPP 014 re offsite 
dose assessments 4: PMP 2001 EPP 010 re activation of 
radiation monitoring items Revised index end 

* Indiana 6 Michigan Electric Co 83/02/02 26pp 17223 330 
24 < Fiche 30-315,03/02/14,0302160030 


8302220231 Forwards revised pages to modified amended security plan 
Page* withheld (ref I0CFR73 21 ) 

HUNTER, R 8 Indiana h Michigan Electric Ca 03/02/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 17230 137 
24X Fiche 30-315, 83/02/14, 8302220231 


0302220373 Discusses results of Prof Loss Control, Inc audit of facility 
fire protection program Procedures to correct deficiency re 
failure to develop written pre-fire plans developed 

HER INO, R F Indiana 6 Michigan Electric Co 83/02/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 17232 336 
24X Fiche 50-315,83/02/15,0302220373 


0302250073 Releases public version of revised emergency plan 
p r ocedure 

FELTON, J « Division of Rules and Records 03/02/16 Document 
Management Branch ip 17302 343 24X Fiche 50-315,03/02/16, 

0302250073 


— B3G22500B2 Forwards public version of Rev 3 to Emergency Plan Procedure 
PMP 2091 EPP 022, "Activation h Operation of Emergency 
Operations Facility " 

BEGDR, R Indiana It Michjgan Electric Co 83/01/20 QRIMESj Q 

NRC - No Detailed Affiliation Given lp 17302 344 24X 

Fiche 50-31 5, 03/02/16, 8302250073 


— 8302250092 Public version of Rev 3 to Emergency Plan Procedure PMP 20B1 
EPP 022. '‘Activation $■ Operation of Emergency Operations 
Facility '* Revised index encl 

* Indiana & Michigan Electric Co 03/01/20 llpp 17302 345 
24 < Fiche 50-315,03/02/16,0302230073 


J Insurance it indemnity information 


0302040256 Requests pro rata portion of indemnity payment fees 
reflecting current fee reduction be refunded 

ALEXICHiM P American Electric Power Service Corp 93/02/01 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
17020 043 24X Fiche 50-313,03/02/01,8302040256 


P Operating license stage documents i correspondence 


0302080468 Requests remittance of Class I it III fee* for NRC review of 
020929 application for Tech Spec changes required by 
NLTREO- 0737* Item II F 16, "Containment Hydrogen Monitors " 

MILLER, W 0 License Fee Management Branch 03/02/03 DQLAN.J 
Indiana &■ Michigan Electric Co lp 17072 034 24X 

Fiche 50-313,83/02/03,8302080460 


0302140044 Requests generic review of PTS-PWR2 plant transient 
simulator cede be reac t i vat ed, d ue to difficulty encountered 
in DC Cook Unit 2 Cycle 4 review 

CHANDLER, J C Exxon Nuclear Co , Inc (sub* of Exxon Corp ) 
83/02/03 THOMAS, C 3 S tandar d i lat i on h Special Projects Branch 
2pp 17140 179 24 < Fiche 50-316, 03/02/03, 8302140044 
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159 


9302100313 Forwards fees fox Amends 60 i 43 to Licenses DPR-3B & 
DPR-74. l s sued 820909 

ALFXICH, M P American Electric Power Service Corp 83/02/07 
DENTON. H R Office of Nuclear Reactor Regulation. Director lp 
37112 087 24X Fiche 90-315,93/02/07,8302100313 


8302170412 Forwards Amends 69 A 30 to Licenses DPR-SB & DPR-74, 
res pet t i vely, saf ety evaluation & notice of issuance 6 
availability Amend allows t oving fire patrol in areas when 
autoratic carbon dioxide fire suppression sys Isolated 
WIGGINTON, D L Operating Reactors Branch 1 83/02/07 DOLAN. J 

Indiana 4 Michigan Electric Co 2pp 17203 170 24X 

Fiche 30-31 S. 93/02/07. S3021 704 12 


— 93021 704 1 6 Amends 68 £ 30 to Licenses DPR-58 4< DPR-74, r e sp ec t i ve 1 y 
changing Tech Specs to allow for roving fire watch patrol in 
areas affected when automatic carbon dioxide fire 
suppression sys temporarily isolated 

VAROA. S A Operating Reactors Branch 1 83/02/07 12pp 

17203 172 24 X Fiche 50-315.83/02/07,8302170412 


2302040039 Add 1 response to FOJA request for 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning GA deficiency 
Forwards App A documents Document 31 available in PDR 
FELTON, J M Division of Rules and Records 02/12/30, HIATT, 9 L. 

Ohio Citizens far Responsible Energy 3pp 17045 144 24X 

Fiche 50-000,02/12/30,9302040039 


— 8302040332 Forwards 1981 comparison data for operating & const plants, 
consisting of total numbers of noncompliance items, repts 
issued, insp hours, severity levels, points 4 hours per rept & 
iten 

SUCH4RSKI.L Region 3, Office of Director 02/07/09 

KEPPLER.J 0 Region 3, Office of Director 13pp 17043 281 24X 

Fiche 30-000,02/12/30,9302040039 


921206035B IE Info Notice B3-0t, ’'Ray Hiller, Inc '• 8vc list end. 
JORDAN. E L Division of Emergency Preparedness It Engineering 
Responie (Post 830103) 81/01/26 Consolidated Edison Co of N*u 

York, Inc 1 1 Bp p 17023 160 24X Fiche 30-000,83/01/26,8212040333 


— 9302170423 Safety evaluation supporting Amends 68 & 50 to Licenses 
DPR-58 6 DPR-74, respectively 

* Office of Nuclear Reactor Regulation, Director 83/02/07 2pp 
17205 104 24X Fiche 50-315, 83/02/07, 83 021 70412 


— 0302170428 Notice of issuance l> availability of Amends 68 4 30 to 
Licenses DPR -SB V DPR-74, reap e c t i ve i y 

VAROA, S A Operating Reactors Branch 1 83/02/07 2pp 

17203 186 24 X Fiche 30-313,83/02/07,8302170412 


9302000295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for QL &< holders of CP tor C-£ PWRs re review of 
C-E Owners Group emergency procedures guideline program Bvc 
1 ist one 1 

EISENHUT , D 0 Division of Licensing 93/02/08 Consolidated 

Edison Co of Nou York, Inc llpp 17290 247 24X 

Fiche 30-000,83/02/08,9302080295 


9302000304 Generic Ltr 03-11 to all operating reactor licensees re 
licensee qua 1 i f ication for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Bvc list end 

EISENHUT, D 0 Division of Licensing 83/02/00 Consolidated 

Edison Co of Now York, Inc 9pp 17234 234 24X 

Fiche 30-000,03/02/09,9302080304 


0302090083 Generic Ltr 93-lOD to ail licensees w/lie s t ingh oust designed 
NS5S (except Yankee Atomic Electric Co) re resolution of 
TMI Action Item 1 1 K 3 5, "Automatic Trip of Reactor Coolant 
Punps ri Svc list end 

EISENHUT, 0 0 Division of Licensing 83/02/00 Southern 

California Edison Co 31pp 17290 262 24X Fiche 30-000,03/02/08, 

9302090083 


83021 300 10 Forwards IE Insp Repts 50-313/B2-24 6 30-316/82-24 on 
821220-22 No noncomp 1 lane e noted 

PAPER IELLO, C J Division of Emergency Preparedness 6 Operational 
Support 93/01/27 DOLAN, J, E American Electric Power Service 
Corp DOLAN, J E Indiana & Michigan Electric Co 2pp 17147’ £49. 
24X Fiche 50-315,03/01/27.8302150010 


—8302190012 IE Imp Reptf 50-313/82-24 St 50-316/02-24 on 021220-22 No 
noncompliance noted Major areas inspected . selected aspects 
of NURE0-O737 Item II B 2 2 re shielding for access to vital 
areas Sc statu# of other po*t-TMI action items 

HUETER, L J , GREGER.L FL Division of Emergency Preparedness At 
Operational Support 83/01/27 6pp 17147 131 24X 

Fiche. 50-31 5, 03/01/27, 8302150010 


8212060360 IE Info Notice 83-02, "Limi torque HOBC, HI BC, H2BC It H3B-C 
Gearbeads " Bvc list end. 

JQRDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co of New 

York, Inc 109pp 17144 001 24X Fiche 50-000, B3/01/ 28, B21 2060360 


8212060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments " 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co of Neu 

York, Inc UOpp 17074 095 24X Fiche 50-000,03/01/28,8212060361 


9302030303 Advises of 830207 open forum In Chicago, IL re recent r#V to 
10CFR90 94 ^ 30 55 IE will conduct formal presentation 
fol lowed by question it answer session Requests that 
participation be limited to three people 

SPE6SARD, R L Division of Engineering 83/01/28 Commonwealth 
Edison Co 2pp 1700B 187 24X Fiche 50-000,03/01/29,8302030303 


8302160124 Requests response to 820920 Generic Ltr 82-16 re NUREG-0737 
Tech Specs Complete response within 60 days requested w/copy 
sent to Region III 

VARGA, S A Operating Reactors Branch I 83/02/08 DOLAN, J 
Indiana At Michigan Electric Co 2pp 17174 029 24X 

Fiche 50-315, 83/02/08,0302160124 


9302160284 Ac k receipt of B3012S ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/92-07 l< 

50-316/82-07 

3PESSARD, R L Division of Engineering 03/02/11 DOLAN, J. E 
American Electric Power Service Corp DOLAN, J E Indiana 6 Michigan 
Electric Co lp 17166 303 24X Fiche 50-315, B3/02/1 i, 03021 602B4. 


8302230004 Forwards revised P 2 of Amend 48 to License DPR-74, i s sued 
830114 Thirty-day requirement changed to 90 days 
WlGGlNTQNrD L Operating Reactors Branch 1 83/02/08 DOLAN, J 

Indiana Michigan Electric Co 2pp 17302 311 24X 

Fiche 30-316, 83/02/08,0302230004 


— 8307250013 Revised P 2 of Amend 48 to License DPR-74, issued 830U4, 
changing 30 day requirement to 90 days 

VAROA, S A Operating Reactor* Branch 1 83/01/14 lp 

17302 313 24 X fiche 50-316,83/02/08,8302230004 


0302170004 Request* remittance of addl fees for NRC review of 820407 
application for changes to Tech Specs re increase in spent 
fuel pool to be used for Cycle 4 reload 

MILLER, W 0 License Fee Management Branch 03/02/09 DOLAN, J 
Indiana k Michigan Electric Cd lp 17191 022 24X 

Fiche 30-315, 83/02/09, 0302 1 70004 


Q Inspection reports, IE Bulletins & correspondence 


—8302160312 Responds to NRC 820427 ltr re violation noted in IE Insp 
Repts 50-313/02-07 6 50-316/92-07 Corrective actions 
verification program re calculations from outside vendors 
for seismic Class 1 piping sys completed 
HUNTER, R S Indiana At Michigan Electric Co 83/01/28 
KEPPLER, J 0 Region 3, Office of Director. 2pp, 17166*304 24X 

Fiche. 50-313, 93/02/1 1. B302160284. 


— 9302160330 Responds to NRC 920427 ltr re violations noted in IE Insp 
Repts 50-313/82-07 At 50-316/02-07 Corrective action* util 
reviewed consultant procedures for analysis in affect at 
time work was in progress 6 conducted avd It 
HERINO, R F Indiana At Michigan Electric Co 82/10/29 
KEPPLER, J 0 Region 3, Office of Director 5pp 17166 306, 24X 

Fiche 30-315,83/02/11*6302160284 

Q21 2060363 IE Info Notice 83-04, "Failure of Elma Power Supply Unit*. •* 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/18 Consolidated Edison Co of New 

York, Inc UOpp 17347 191 24X Fiche. 50-000, 03/02/10, 8212060363. 


B302250301 Forward* addl info re masonry wall evaluation performed per 
IE Bulletin 80-11 Partition Wall 12-4G49-W4 deleted from 
safety-related wall category 

HUNTER, R, S Indiana 6 Michigan Electric Co 02/11/19 DENTON, H R 
Office of Nuclear Reactor Regulation! Director 9pp 17291 239 
24X Fiche 50-315,82/11/19,9302250301 


0302250306 Ack receipt of 930110 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/82-13 It 
50-316/82-15 

NORELIUS, C E Division of Project At Resident Programs. 03/02/19, 
DOLAN, J £ American Electric Power Service Corp DOLAN, J E 
Indiana A Michigan Electric Co lp 17291,271 24X 

Fiche 50-315,03/02/10,0302250306 
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— 030223031 1 Respond* to NS C 621210 Ur re violation* noted in IE Insp 
Rapt* SO-31 S/B2-15 4 30-316/02-13 Corrective action* 
lurvtil lane e test procedure* reviled to reflect language Of 
Tech Spec 

HUN1*£R*R 8 Indiana 4 Michigan Electric Co 63/01/10 

KEPPLER, J 0 Region 3* Office of Director 4pp 17291 272 34X 

Fiche 50-31 5 , 83/02/ 1 0, 0302250306 


8212060365 xE Info Notice 83-05j "Obtaining Approval for Disposing of 
Very Low Level Raduastc - 1OCPR20 302 " Sv< list encl 
JORDAN* E L Division of Emergency Preparedness 4 Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of New 

York* (nc 1 Upp 17347 058 24X Fic ha; SG-OOO, 63/02/24, 0212060365 


82 1 2060366 IE Info Notice 93-06, “Nentdentica I Replacement parts.” 

,Svc list end 

JORDAN, ET L Diviston of Emergency Preparedness & Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co of New 

York, Inc 1 12PP 17361 140 24X Fiche 50-000,93/02/24,8212060366 


6 Reportable occurrences, LER* 6 related cor r e ipond nnc e 


6212140330 Part 21 rept re problem w/Brown Boverl Electric, Inc low 
voltage circuit breakers w/solid state trip devices Units 
from Sen Onafre 2 4 3 failed due to long-tern degradation of 
filter capacitor C209 Suspect trip units should be tested 
DUVALL, D D Brown fioveri Corp (subs Brown Boverl & Co , Ltd ) 
B2/12/I0 STELLO,V Director's Office, Office of Inspection and 
Enforcement 2pp 1702 3 264 24X Fiche 30-000.62/12/10,02121403 30 


3302040193 Forward* LER B2-11Q/03L-0 

SMITH, WO Indiana 6 Michigan Electric Co 03/01/20 KEPPLER, J 0 

Region 3, Office of Director lp 17020 1 93 24X 

Fiche 50-316, 63/01/ 28, 0302040195 


—0302040202 LER 02-1 18/03L-0 on 021229, 1 put r containment airborne 
monitor ER8-2400 high alarm setpoint for channel 2401 left 
at higher than allowable value during functional testing, 

Caused by nonconservatlve condi felon, incT» as ing reading 
PALMER, R A Indiana 4 Michigan Electric Co 03/01/20 Region 
3, Office of Director 2pp 17020 194 24X Fiche SO-316, 

03/01/20, 8302040195 


9302080289 Forwards LER 82-I16/O3L-0 4 B2-117/01T-0 LER* previously 
submitted using 1983 Numbers 03-001 /03L-0 & 03-003/0 1T-0, 
respectively 

SMITH, W 0 Indiana 4 Michigan Electric Co 83/01/31 KEPPLER, J 0 
Region 3, Office of Director lp 17030 052 24X 

Fiche 30-316, 03/0 1/31. 8302000289 


-fl 302000294 LER 02-1 16/03L-0 on 021214, min average lea weight of sample 
baskets from radial rows 7,0 & 9 found less than 1,220 lb/ 
basket at 93X level of confidence Caused by natural 
sublimation lc* mass added to deficient row groups 
PALMER, R A Indiana 4 Michigan Electric Co 03/01/27 Region 
3, Office of Director 2pp 17056 053 24X Fiche 50-316, 

03/0 i/3t, 6302080209 


-B3O2O8O290 LER 02-1 17/01T-0. on 821222, five relay timers exceeded 
tolerance allowed by Tech Spec Caused by Instrument drift. 

Timer* Individually retested. Two timers readjusted 

PALMER, ft A Indiana & Michigan Electric Co 83/01/27 Region 

3, Office of Director 2pp 17056 055 24X Fiche: 30-316, 

83/01 /3I r 8302080289 


302060311 Request* cancellation of LER* 83-001 /03L-0 1* B3-002/03L-0 
for Unit 1 & LERs 83-001 /03L-0 t B3 - 003/0 1T“0 for Unit 2 
anrTH,W.O Indiana 6 Michigan Electric Co 03/Oi/31, KEPPLER, J 0 

Reglen 3, Office of Director. Ip 17056,172 24X 

Fiche 50-313,03/01/31,8302000311 


302000327 Forward* LERs 03-OO6/O3L-O. B3-007/03L-0, S3-00B/03L-O, 
83-OO9/03L-O 4 03-OIO/O3L-O, 

SMITH, W 0 Indiana 4 Michigan Electric Co 63/02/02 KEPPLER, J 0 

Region 3, Office of Director lp 17056 3 1 4 24X 

Fiche 50-316, 8 3/02/02, 8302000327 


-0302000329 LER S3-006/03L-0, on 830104, dur in 9 normal operation of Unit 1 
lc refueling of Unit 2, fire door 308 in Quad 2 would not 
fully close Caused by ventilation flow Door closure 
mechanism adjusted 4 door operated *atl if actor i ly. 

CARTEAUX - , P, Indiana 4 Michigan Electric Co. 83/02/02 Region 
3, Office of Director ip 17036*315 Z4X Fiche. 50-316, 33/02/02, 
0302000327 


-0302000331 LER 93-007/03L-0 on 830105* dur Ins surveillance test* low 
pressure alarm XPA-152 for emergency air supply found to be 
actuating at lets than 900 ptlg Cause not stated Design 
change submitted to replace Mercoid pressure switch, 

PALMER, R. A Indiana 4 Michigan Electric Po, 83/02/02 Region 
3, Office of Director lp 17056 316 24X Fich e. 50-316, 8 3/02/02, 

0302080327 


—8302000335 LER 83-008/03L-0 on 830 106, while in operational Mode 5, 
temporary seal for fire barrier penetration W-9391 to CD 
diesel discovered loose Cause not determined Temporary seal 
i nsta 1 led 

CARTEAUX, P Indiana 4 Michigan Electric Co 83/02/02 Region 
3i Office of Director Ip 170D6 317 24X Fiche 50-316,03/02/02, 

8302080327 


— 0302080337 LER 03-OO9/O3L-O on 0301 17, dur mg unit star tup, sevena 1 main 
steam safety valves found leaking Cause not stated Gags 
reposed 4 valves declared operable Job orders written to 
repair valves during next outage of sufficient duration 
CARTEAUX, P Indiana % Michigan Electric Co 83/02/02 Region 

3. Office of Director jp 17056 310 24X Fiche 50-316,83/02/02, 

0302000327 


— B3020B0341 LER 03-D1O/O3L-O on 0301 1 0, dur i n g Mode 3, auxiliary 
cable vault north ventilation damper failed to close upon 
carbon dioxide actuation Caused by loose pilot piping 
Associated pipe hangers 4 fitting* tightened 

CARTEAUX, P Indiana 4 Mi ch i g an El ec tri c Co 83/02/02 Region 
3, Office of Director lp 17056 319 24X Fiche 90-316,03/02/02, 

0302080327 


83021 90415 Forwards updated LER 02-113/OIX-l 

SMITH,N G Indiana 6 Michigan Electric Co 03/02/03 KEPPLER, J 0 

Region 3, Office of Director lp 17157 142 24X 
Fiche 30-316,83/02/03.8302150415 


— 8302130439 Updated LER 82-113/01X-1 on 021229, during ECCS flow balance 
test, flow rate of 330 gpm could not be obtained through 
train B of safety injection sys Caused by inadequate insp 
resulting in failure to locate unattached valve disc 
BEILMAN, T P Indiana 4 Michigan Electric Co 83/02/03 Region 

3, Office of Director 4pp J7157 143 24X Fiche 50-316, 

83/02/03, 03 02150415 


B3O210O276 Forwards LER 83-011/03L-0 

8MITH, W <J Indiana 6 Michigan Electric Co 03/02/07 KEPPLER, J G 

Region 3, Office of Director Ip 17212 051 24X 

Fiche 50-316,83/02/07,0302100276 


— 0302180285 LER 83-0 1 1 /03L-D on 03O1QB, press uri «er PORV NRV-132 drifted 
closed 4 IVIV-153 drifted part way closed Caused by low 
pressure on outlet of emergency air regulators Regulators 
adjusted 4 evaluation nf PORV emergency air initiated 
PALhtR, R A Indiana 4 Michigan Electric Co 03/02/07 Region 

3, Office of Director 2pp 17212 052 24X Fiche 50-316, 

03/02/07,0302100276 


8302160260 Forwards LERs 83-012/03L-0, B3-013/03L-0 4 03-O14/O3L-O 
SMITH. W Q Indiana 4 Michigan Electric Co 83/02/00 KEPPLER, J G 

Region 3, Office of Director lp 17170 250 24X 

Flcha 50-316,03/02/09,8302160260 


—8302160272 LER 83-012/03L-0 on 930126, e xhau *t leak identified on 
expansion joint on AB diesel engine turbocharger exhaust 
Cause undetermined Expansion joint re p lac ad, Simi 1 ar joints 
inspected No defects identified 

ROBINSON, D Indiana 4 Michigan Electric Co 83/02/08 Region 

3. Office of Director lp 17170 239 24 X Fiche 50-316,93/02/00, 

8302160269 


— 830PJ-60279 LER 83-013/03L-Q on 930122, steam dump sys placed in manual 
during preparation for main turbine overspeed test, causing 
RC0 temp to drop appro* 2 F 4 pressurizer pressure to drop 
to 2,100 psig for approx 1 minute Caused by personnel error 
KRAUSE, D F Indiana 4 Michigan Electric Co 03/02/00 Region 
3, Office of Director lp 17170 260 24X Fiche 50-316,03/02/00, 

83 02160268 


—0302160285 LER 83-014/03L-0 on 830124, steam generator 3 stop valve dump 
valve MRV-232 removed from *vc to repair seat leakage Caused 
by nerd to repair valve Valve s tem. p lug, cage seat ring 4 
gaskets replaced 4 valve returned to sve 

CAR TEAUX, P Indiana 4 Michigan Electric Co 83/02/08 Region 
3, Office of Director lp 17170 261 24X Fiche* 50-316, 03/02/00, 

8302160269 


8302180226 Forward* LER 83-019/03L-0 1 03-O16/O3L-O 

SMITH, W G Indiana 4 Michigan Electric Co 03/02/11, KEPPLER, J G 

Region 3, Office of Director ip 17212 098 24X 

Fiche 90-316,03/02/11,0302180226 


—8302180230 LER 83-013/03L-0 on 8301 1 3, c on trac tor personnel within 
reactor cable tunnel area w/o required number of fire 
watches Area vacated until proper number of fire watches 
established Procedure requirements reviewed 

CASTLE, L 1/ Indiana 4 Michigan Electric Co 03/02/11 Region 
3, Office of Director lp 17212 099 24X Fiche, 50-316, 83/02/1 1. 

0302190226 
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— 8302180230 LER 03-O16/O3L-O on B30I13, s ever a 1 valves exhibited 
excessive leakage causing total leak rate to exceed limit 
Caused by dirt k scale deposits on seating surfaces k 
erosion of valve seats Valves cleaned & components replaced 
PALMrR, R A Indiana k Michigan Electric Co 03/02/Li Rogion 

3, Office of Director 2p p 17212 100 24X Fiche 30-316, 

03/02/11, 0302100226 


0302160309 PNO- 1 1 1-63-014 on 63021 1 * h igher than anticipated gaseous 
effluent release occurred while collecting sample from gas 
space from Unit 1 Second unplanned release from Unit 2 
occurred while collecting coolant sample 

Hl/eiEftrL J , OREOER.L R Region 3, Office of Director 83/02/11 
lp 17211 220 24X Fiche 30-3 1 5, 03/02/1 1 , 0302100309 


0302230597 Forwards LER 03-Q17/O3L-O 

SMITH, W 0 Indiana k Michigan Electric Co B3/02/14 KEPPLER, J 0 

Region 3, Office of Director lp 17257 004 24X 

Fiche 30-316. 03/02/14, 0302230597 


— 0302230971 LER 03-O17/O3L-O on 830119, during performance of RHR sys 
isolation valve test in Mode 4, RHR cooldown valve IMQ-120 
closed above Tech Spec pressure Caused by inaccurate 
wide-range indicator readings 

PALMER, R, A Indiana k Michigan Electric Co 03/02/14 Region 

3, Office of Director 2pp 17257.005 24X Fich*' 50-316, 

03/02/14. 8302230957 


0302290530 Forward* LER 03-01 8/03L-0 

SMITH, U 0, Indiana k Michigan Electric Co 03/02/16 KEPPLER, J. 0. 

Region 3, Office of Director ip 17292 340 24X 

Fiche 50-316,03/02/16,8302290238 


— 3302290241 LER 83-01B/03L-0 on 830117, lower containment gaseous fc 
particulate radiation monitors ERS-2301 k ERS-2305# f a i led 
Caused by loaded particulate filter paper Daily filter 
change nou part of routine for shift 

KRAUSE, D F Indiana k Michigan Electric Co 03/02/16 Region 

3, Office of Director lp 17292 341 24X Fiche, 50-316, 83/02/16, 

0302290238 


0302200337 Forwards LER* 03-O19/O3L-O, 83-020 / 03L-0 8, B3-021/03L-0 
SMITH, N G Indiana 6 Michigan Electric Co 03/02/17. KEPPLER, J 0 
Region 3, Office of Director lp 17313 031 24X 

Fiche 50-316,03/02/17,0302200357 


— 0302280350 LER 93-019/03L-0 on B3011B, during normal op era tion , aux i 1 iary 
cable vault (Zone 11) experienced inadvertent carbon dioxide 
discharge w/detector alarming Caused by moisture in base 
Moisture removed it sys returned to svc 

PALMER, R A Indiana * Michigan Electric Co 03/02/17 Region 
3, Office of Director 2pp 17313 032 24X Fiche 30-316, 

83/02/17, 0302280357 


— 0302200362 LER 03-O2O/O3L-O on 0301 1 9, d ur 1 r»g startup op er at ions, steam 
generator 2 stop valve MRV-22G found uy/one pillar guide 
bearing disp lac ed. Cause undetermined Split ring retainer* 
fabricated V tack welded into position 

ROBINSON, D Indiana * Michigan Electric Co 03/02/17 Region 
3, Office of Director lp 17313 034 24X Fiche. 50-316, 03/02/17, 

0302200397 


— 0302200364 LER 03-021 /03L-0, on 030122# component cooling water west HX 
outlet to miscellaneous svcs valve fCMO-416) failed to 
operate within inservice insp time limitations Cause 
unknown Valve packing k bushings lubed k exercised 
ROBINSON, D Indiana k Michigan Electric Co 83/02/17. Region 
3, Office of Director lp 17313 039 24X Fiche - 50-3 16, 03/02/ 17, 

B30S2B0337 


8302200534 Forward* updated LER 02-O93/O3X-1. 

SMITH, W O. Indiana k Michigan Electric Co 03/02/17. KEPPLER, J, 0 
Region 3, Office of Director lp 17309 013 24X 

Fiche 30-316, 83/02/17, 0302280534, 


—8302280341 Updated LER 82-093/03X-1 . on 821 121, following unit shutdown, 
RC8 dose equivalent 1-131 concentration exceeded Tech Spec 
limit Cause not stated Fuel shipping performed during 
refueling outage to identify potential leaking assemblies 
PALLfeR.R A, Indiana * Michigan Electric Co. 83/02/17 Ragion 
3, Office of Director 3pp. 17309 014 24X Fiche; 50-316, 

03/02/ 17, 8302200934 


0302200349 Forwards LER* 83-001 /03L-0 k 83-003/03L-0 

SHITH,W 0 Indiana 6 Michigan Electric Co. 83/02/10 KEPPLER, J 0. 

Region 3, Office of Director. Ip, 17313’ 026. 24X 
Fiche 50-316, 83/02/18, 8302200349 


— 8302200352 LER 83-001/03L-0 on 0301 22, duri n g ovenpeed testing of main 
turb ine, cen tr 1 f ugal overspeed trip device failed to operate 
at 1107 k I I2X trip points Caused by worn area between 
governor weight k distance ring Rings k weights replaced 
CARTEAUX, P Indiana k Michigan Electric Co 83/02/10 Region 
3, Office of Director lp 17313 027 24X Fiche 1 50-316, 83/02/18, 

0302200349 


— 0302200355 LER 83-003/03L-0 on 8301 19, during heatup, pre**uri i er 
pressure Channel r indicated approx 35 pel higher than 
normal Caused by pressure transmitter NPP-151 calibr 
drifting high by approx 29 psi Transmitter calibr 
PALMER, R A Indiana k Michigan Electric Co 03/02/10 Region 
3. Office of Director lp 17313 028 24X Fiche 1 50-316, 03/02/IB, 

0302200349 


8302200422 LER B3-Q22/03L-0 ha* been canceled Rapt inadvertently 
listed Unit 2 

SMIFH.N G Indiana k Michigan Electric Co 83/02/22 KEPPLER. J 0 

Region 3, Office of Director lp 17307 324 24X 

Fiche 50-316,83/02/22,0302200422 


V Operator Examinations 


8301310203 Generic Ltr 03-06 to ill power reactor licensees, app licants 
for 0Ls,N58 vendor », raid tor vendor* fc AE re certificates 
k revised format for reactor operator & senior reactor 
operator licenses Svc list end 

ETSENHUT, D 0 Division of Licensing. 83/01/31. Consolidated 
Edison Co of New York, Inc I4pp 17347*177 24X 

Fiche 50-000,83/01/31,8301310203 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F Security, medical, emergency k fir* protection plans 


0302010109 Releases public version of revised Emergency Flan 
Implementing Procedures 

FELTON, J M Division of Rules and Records 03/01/26 Document 
Management Branch lp 16990106 24X Fi che 50-317, 83/01/26, 

8302010100 


— 8302010117 Forwards public version of revised Emergency Plan 
Implementing Procedures, including Procedures ERPIP 4472 
re post-acc ident containment atmosphere sampling k 
ERPIP 4 4 7 3 re post-accident reactor coolant sampling 
a Baltimore Gas k Electric Co 83/01/12, CLARK, R A Assistant 
Director for Operating Reactors ip 16990,107. 24X 

Fiche 50-317,83/01/26,0302010108. 


— 0302010126 Public version of revised Emergency Plan Implementing 
Procedure*, including Procedures ERPIP 4 4 7 2 tb 
post-accident containment atmosphere sampling & 

ERPIP 4 4 7 3 re post-accident reactor coolant sampling, 
a Baltimore Gas k Electric Co 83/01/12 119pp. 1 6990 1 108 24X 

Fiche 50-317,83/01/26,8302010 1 08. 


B3020702BB Release* public version of revised emergency plan 
Implementing procedures 

FELTON, J M Division of Rules and Record* 83/01/31 Document 
Manageman t Branch lp. 17061 325. 24X Fiche* 50-317, 03/01/31, 

8302070263 


— 8302070290 Forwards public version of revised emergency plan 
implementing proc edures, Inc lutfing Procedures ERPIP 3,5 rs 
immediate action - personnel injury & ERPIP 4 1 12 re 
first aid team leader checklist 

m Baltimore Gas k Electric Co 03/01/19 CLARK, R A Assistant 
Director for Operating Reactors lp. 17061 326 24X 

Fiche 50-317, 83/01/31,8302070208. 


— 8302070292 Public version of revised emergency plan implementing 
procedures, including Procedure* ERPIP 3 9 rs immediate 
action - personnel injury k ERPXF 4,1 12 re first aid team 
Leader checklist 

RUSSELL, L B Baltimore ©a* k Electric Co 83/01/10 49pp, 

17061 327 24X Fiche 30-317,03/01/31,8302070208. 


0301210340 Generic Ltr 83-04 to all licensees of operating reactor** 
applicant* for QL it holders of CPs re regional workshop 
concerning Suppl 1 , NVREQ-0737# "Requirement* for Emergsney 
Response Capability “ Svc list end 

EISENHUT, D 0 Division of Licensing 83/02/01 Consolidated 
Edison Co. of New York, Inc itpp. 1722i'226 24X 

Fiche 5D-000, 03/02/01,8301210340 


8302000432 Releases public version of revised emergency plan 
Implementing procedures, 

FELTON, J M Division of Rule* end Record* 83/02/02. Document 
Management Branch. to 17071 132 24X Fiche 50-317,03/02/02, 

0302000432 
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—8302080435 Forward* public versfon of revised emergency plan 
implementing procedures, inc iud ing Procedures ERPIP 3 1 re 
initial not if ication. ERPIP 4 5 re protective action* it 
ERPIP 4 5 2 re access control Receipt form end 

* Baltimore Ga* 4 Electric Co 83/01/27 CLARK. R A Assistant 
Director for Operating Reactors Ip 17071 133 24X 

Fiche 50-317,83/02/02.8302080432 


— 8302080440 Public version of revised emergency plan implementing 
procedures, including Procedures ERPIP 3 1 re initial 
notification. ERPIP 4 5 re protective actions b ERPIP A S 2 
re access control 

RUSSELL, L B Baltimore Gas L Electric Co 03/01/12 2ipp 
17071 134 24 X Fiche 50-317.83/02/02,0302080432 


8302180007 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 83/02/14 Document 

Management Branch Ip 17223 121 24X Fi che 50-317, 83/02/1 4, 

8302180007 


— 8302180010 forwards public version of revised emergency plan 
implementing procedures, including Procedures ERPIP 3 2 re 
immediate action - LNO contingency b ERPIP 4 1 17 ro 
security team 

♦ Baltimore ©as & Electric Co 03/01/20 WELCH. S Director's 
Office, Office of Inspection and Enforcement Ip 17223:122 24X 

Fiche 30-317.83/02/14,8302180007 


— 8305180012 Public version of revised emergency plan implementing 
p rocedures , in c lud ing Procedures ERPIP 3 2 re immediate 
action - LNO contingency b ERPIP 4. 1 17 re security team 
* Baltimore ©as b Eiectnc Co 83/01/12 20pp 17223 123 24X 

Fiche 50-317.63/02/14,8302180007 


03O21SOO46 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 93/02/14 Document 

Management Branch Ip 17226 317 24X El ch t 50-317, 83/02/1 4, 

8302180046 


—8302180050 Public version of revised emergency pUn implementing 
procedure!, including Procedures ERPIP 3 1 re initial 
notification. ERPIP 4 5 1 re onsite personnel protection, 
accountability b evaluation b ERPIP 4 5 2 re access control 
* Baltimore ©as b Electric Co 83/01/12 65pp 17226:310 24X 

Fiche SO-31 7.93/02/14,0302160046 


8302250041 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J H Division of Rules and Records 83/02/16 Document 

Management Branch Ip 17303 197 24X Fiche 50-317. 83/02/ 1 6, 

9302250041 


—8302250030 Forwards public version of revised emergency plan 
implementing procedures, including Procedures ERPIP 3 2 re 
immediate action - LNG contingency b ERPIP 4 1 17 re 
security team 

* Baltimore ©at b Electric Cd 83/01/20 CLARK, R A Assistant 
Director for Operating Reactors. Ip, 17303 198 24X 

Fiche 50-317, 83/02/ 16, 8302230041 


P Operating License stage documents b correspondence 


0302170019 Forwards documentation supporting justification foT 
continued operation of operating reactors in response to 
questions raised at 830106 meeting r* environ, qualification 
of electrical equipment 

E1SENHUT. D © Division of Licensing 83/01/18. DENTON, H fi Office 
of Nuclear Reactor Regulation, Director 7pp 17196:091 24X 

Fiche 50-000,83/01/18,0302170019. 


—82032S0475 Discusses util 020226 submittal re electrical equipment 
qualification program Deficiencies resulting from 90-day 
response to B1060S & 0901 Itrs identified b resolved 
Sufficient info exists to justify continued operation 
«JAFFE, D H Operating Reactors Branch 3. 82/03/12. NOVAK, T M 

Assistant Director for Operating Reactors 2pp 17196:302 24X 

Fiche 50-000, 03/0 1 / 1 0, 0302 1 700 1 9. 


— 0302170129 Forwards tabulation of ©roup 2 b 3 plants showing dates by 
which technical evaluation repts are expected to be 
completed. Requests jus t if ice t ion for continued operation of 
each group by 821008 b 15, respect I vely 

EISENHUT. D 0, Division of Licensing 92/09/24, MIRAOHA, F 
Assistant Director for Safety Assessment 4pp 17196 265 24X 

Fiche 50-000,03/01/18,8302170019 


— 0302170169 Concludes that based on t e -eva 1 if a 1 1 on of licensee 
justification, continued operation until completion of 
environ qualification program will not present undue risk to 
public health b safety 

JAFFE.D H Operating Reactors Branch 3 82/10/20 EISENHUT, D G 

Division of Licensing 2pp 17196 300 24X Fiche 50-000, 

83/01/18, 6302170019 


8302070473 Submits results of endurance testing of auxiliary feedwater 
pump 23 prior to unit startup, per NRC 771107 b 010500 ltrs 
ASH, R F Baltimore Gas b Electric Co 83/01/21 CLARK, R A 
• Operating Reactors Branch 3 4pp 17036 029 24X 

Fiche 50-317. 83/01/21,0302070473 


0302100113 Forwards Amends 60 b 63 to Licenses DPR-53 b DPR-69, 
respectively, safety evaluation b notice of Issuance L 
availability Amend incorporates revised pressurizer level 
band into pressurlier limiting condition for operation 
JAFFE, D H Operating Reactors Branch 3 93/01/23 LUNDVALL, A E 

Baltimore Gas b Electric Co 3pp 17134 327 24X 

Fiche 30-317,83/01/23,8302100113 


— 8302100119 Amends SO b 63 to Licenses DPR-53 b DPR-69, reap ec t ive 1 y, 
i near pora fci ng revised pressurlier level band Into 
pressurlier limiting condition for operation b surveillance 
requirements 

UAINAS.GC Assistant Director for Operating Reactors 83/01/25 
1 4pp 17134 330 24X Fiche 30-317,03/01/23,0302100113 


— 0302100123 Safety evaluation supporting Amend 90 b 63 to Licenses 
DPR-53 b DPR-69, respectively 

» Office of Nuclear Reactor Regulation, Director 03/01/25 7pp 
17134 344 24X Fiche 50-317,03/01/25,8302100113 


— 0302100187 Notice of issuance b availability of Amends 00 b 63 to 
Licenses DPR-53 b DPR-69, res p e c t I ve 1 y 

CLARK, R A Operating Reactors Branch 3 83/01/23 2pp 

17134 331 24X Fiche 30-317,03/01/25,8302100113 


8302080354 Expresses satisfaction w/util 021113 response to NRC 
020706-06 audit of procedures b training for pressurized 
thermal shock No further action required 

CLARK, R A Operating Reactors Branch 3 83/01/26 LUNDVALL, A E 

Baltimore Gas 5 Electric Co 2pp 17107 121 24X 

Fiche 50-317. 83/01/26,8302080354 


3302090285 Forwards Conference Note 797 of 021222 meeting w/NRC b 
Bechtel in Qa ithersburg, MD to discuss containment tendon 
surveillance program NRC confident of acceptability of final 
des ign 

MONTGOMERY, B S Baltimore Gas b Electric Co 03/02/01 CLARK. R A 
Operating Reactors Branch 3 3pp 17070 244. 24X 

Fiche 50-317. 03/02/01,0302090205 


B3020B0295 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for OL b holders of CP for C-E PWRs re review of 
C-E Ouners Group emergency procedures guideline program Svc 
list end 

EISENKUT.DG Divi s ion of Licensing 03/02/00 Consolidated 
Edison Co of N*u York, Inc 1 1 p p 17290 247. 24X 

Fiche 50-000. 83/02/00, 8302080295 


0302080304 Generic Ltr a3“ll to all operating reactor licensees re 
licensee qual if icat ion for performing safety analysis in 
support of licensing actions Ability to us* code muet be 
demonstrated by vendor or licensee Svc list end 

EISENHUT, D Q Division of Licensing 03/02/00 Consolidated 
Edison Co of New York, Inc 9pp 17234 234 24X 

Fiche 50-000, 83/02/03,8302080304 


8302090072 Generic Ltr 83-iOB to all licemees w/C-E designed N993 
r* resolution of TMI Action Item II K 3 5, "Automatic Trip 
of Reactor Coolant Pumps " Svc list end 

EISEh«Kin\D G Division of Licensing 83/02/08 Consumers Power 
Co 32pp 17290 IBS 24X Fiche 50-000,83/02/08,0302090072 


8302230507 Forwards response to 821216 ltr re safety evaluation for 
environ qual i f ication of safety-rel ateef electrical 
equipment Adequate mechanism exists to call attention to new 
data affecting qual if icat Ion status of equipment 

LUNDVALL, A E Baltimore Gas b Electric Co. S3/02/10 CLARK. R A 
Operating Reactors Branch 3 3pp 17246*200 24X 

Fiche 50-317.83/02/10,0302230507 


0302280174 Discusses vendor problems w/qualif ication testing program 
for noble gas steam effluent moni tors, Compl lance w/NUREG- 
0737. Item I! F 1 will be accomplished as soon as possible, 
but not later than 840301 

LUNDVALL, A E Baltimore Ga* b Electric Co 83/02/10 CLARK, R A 
Operating Reactors Branch 3 2pp 17305 272. 24X 

Fiche 50-317.03/02/18,8302280174 
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Q Inspection reports* IE Bulletins & correspondence 


9302010500 Forward s IE Insp Repts 50-317/03-13 b 50-310/02-11 on 
020311-14 No none onp I lance noted 

MARTIN. T T Division of Engineering b Technical Programs 83/01/17 
LUNDVALL, A E Baltimore Gas t Electric Co 2pp 16973 279 24X 

Fiche 30-317,03/01/17,8302010380 


— 0302010384 IE Insp Repts 30-317/62-13 b 30-318/02-11 on 820511-14 No 
none omp 1 lance noted Major areas inspected radiation safety 
program, inc lud ing action an previously identified items, Unit 
1 refueling activities b radwaste b effluent sys 
PLUMLEE, K , SHANOAKY, M Division of Engineering & Technical 
Programs B3/01/12 4pp 16973 281 24X Fiche 30-31 7, 83/01/17, 

0302010300 


9302020205 Forwards safety evaluation notice of grant of relief 
from ASMS, Section XI inservice insp requirements re reactor 
vessel closure & cladding exam, hydrostatic tests, 
ultrasonic stud exam i increased leak testing 

CLARK, R A Operating Reactors Branch 3 83/01/24 LUNDVALL , A E 

Baltimore Oas t Electric Co 3pp 16999 207 24X 

Fiche 50-317,03/01/24,8302020205 


— 0302020214 Safety evaluation supporting requests for relief from 
fnservice insp requirements re reactor vessel closure L 
cladding exam, hydrostat i c tes ts, ul trasoni c stud exam !* 
increased leak testing 

* Office of Nuclear Reactor Regulation, Director 03/01/24 4pp 
16999 210 24X Fiche 50-317,83/01/24,8302020205 


— Q3020202 1 9 Notice of grant of relief from ASME, Bee 1 1 on XI inservice 
insp requirements re reactor vessel closure b cladding exam, 
hydrostatic tests, u 1 trasonic stud exam & increased leak 
testing 

CLARK, R A Operating Reactors Branch 3 03/01/24 2pp 

16999 214 24X Fiche 50-317,03/01/24,8302020205 


8302010538 Acfc receipt of 821217 Itr informing NRG of steps taken to 
correct violations noted in IE Insp Repts 50-317/82-27 & 
50-318/82-23 

STAROSTECKI, R Division of Project b Resident Programs 03/01/25 
LUNDVALL, A E Baltimore Gas b Electric Co lp 16973 261 24X 

Fiche 50-317,83/01/23,0302010300 


— 0302010392 Responds to NRC 021124 ltr re violations noted in IE Insp 
Repts 50-317/82-27 t 50-318/82-23 Corrective actions 
surveillance test procedure that checks operability of 
source range neutron flux monitors corrected 
LUNDVALL, A E Baltimore Gas b Electric Co 82/12/17, 

STAROSTECKI , R Division of Project b Resident Programs 2pp 
16973 262 24X Fiche 30-317,83/01/25,8302010330 


0302160014 Summary of 030120 meeting w/utll s, Bechte 1, Frank lin Research 
Ctr.URS i Computech Engineering Svcs re IE Bulletin 80-11, 

"Mdsomy Wall Design " Addl testing not warranted 

TRAMMELL, C M Operating Reactors Branch 3 83/01/25 Operating 

Reactors Branch 3 25pp 17171 227 24X Fiche 30-000,03/01/25, 

0307160014 


8212060330 IE Info Notice 83-01, "Ray MiUenlnc " Svc list end 
JORDAN, E L Division of Emergency Preparedness !< Engineering 
Response (Post 830103) 03/01/26 Consolidated Edison Co of New 

York, Inc U0pp 17023 160 24X Fiche 50-000,03/01/26,8212060353 


83020*10265 Responds to request for add! info re IE Bulletin 01-03, 
"Flow Blockage of Cooling Water to Safety Gys Components for 
Corblcula Sp (Asiatic Clam) b Hytilus 8p (Mussel) 14 All svc 
water 4 component cooling HX inspected b cleaned quarterly, 
LUNDVALL, A E Baltimore Gas b Electric Co 83/01/27 JORDAN, E L, 
Director's Office, Office of Inspection and Enforcement 2p p , 

17020 037 24 X Fiche 50-317,83/01/27,8302040263 


6212060360 IE Info Notice 83-02, "Limi torque HOBC, H1BC, H20C 4, HSBC 
Gearheads ° S/c list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/01/20 Consolidated Edison Co of New 

York, Inc I09pp 17144 001 24X Fiche 50-000,83/01/28,8212060360 


8212060361 IE Info Notice 03-03, “Calibr of Liquid Level Instruments, 11 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 83/01/28 Consolidated Edison Co, of New 

York, Inc 1 iOpp 17074 095, 24X Fiche 50-000, 03/01 /20, 0212060361. 


8302160249 Forwards IE Insp Repts 50-317/82-24 4c 50-318/02-20 on 
020913-17 L notice of violation 

MARTIN, T T Division of Engineering b Technical Programs 83/02/02 
LUNDVALL, A E Baltimore Gas b Electric Co 2pp, 17215 266, 24X 

Fiche 50-317,03/02/02,8302180249 


—8302100254 Notice of violation from Insp on 020913-17 

* Region I, Office of Director 03/02/02 ip 17215.268 24X 

Fiche 50-317,03/02/02.8302100249 


—0303180259 IE Insp Repts 30-317/82-24 4* 30-310/82-20 on 820913-17 
Noncompliance noted failure to establish procedures for 
administrative control of keys to high radiation areas 
COLLINS, D J , 5H4N0AKY, M M Division of Engineering b Technical 
Programs 83/01/20 4pp 17215 269 24X Fiche 50-317,83/02/02, 

8302180249 


B3020B0258 Comments on 021129 SALP rept for Oct 1991 - Sept 1982 b on 
util 621231 response Overall performance acceptable Minor 
grammatical change* made to rept 

HAYNES. R C Region 1, Office of Director 83/02/04 LUNDVALL, A. E 
Baltimore Gas b Electric Co 4pp 17057 018 24X 

Fiche 30-317,03/02/04,8302080250 


—0302080261 SALP rept for Oct 1901 - Sept 1982 

* Region I, Office of Director 02/12/14 33pp 17057 022 24X 

Fiche 50-317,83/02/04,0302080239 


— 0302080267 Forwards SALP rept resulting from 821129 review. Meeting 
scheduled for 021214 to discuss SALP. W/o end 

STAROSTECKI, R Division of Project !< Resident Programi 02/12/00. 

LUNDVALL, A E Baltimore Gas 8, Electric Co 2pp 17057 077 24X 

Fiche 50-317,03/02/04,8302080230 


— 8302090272 Comments an 021214 onsite meeting w/NRC re SALP rept. 
Corrective actions include Increasing staffing levels 8* 
improving drawing 6 documents control, staff analyses 6 
procedures L facility change controls 

LUNDVALL, A £ Baltimore Gas 3, Electric Co 02/12/31 HAYNES, R C 
Region 1, Office of Director 4pp 17037 079. 24X 

Fiche 30-317,83/02/04,8302000250 


0302130393 Forward* IE Insp Rapts 50-317/82-30 St 50-318/92-27 on 
021216-830111 6 notice of violation 

STAROSTECKI, R Division of Project & Resident Programs 03/02/09 
LUNDVALL, A E Baltimore Gas l Electric Co 2pp 17150 152 24X 
Fiche 30-317,83/02/09,0302150383 


— 0302150386 Notice of violation from insp on 921216-830111. 

* Region 2, Office of Director 93/02/09 lp 17150’ 154 24X 

Fiche 50-317,83/02/09,0302150303 


—0302190393 IE Imp Repts S0-317/B2-30 b 50-310/02-27 on 02121 6-03OIU 
Noncomp l iatice noted failure to dotumant compliance 
w/admini strative procedure* 

ARCHITZEL, R E , TRIMBLE, D C , MCCABE, E C DivUlon of Project St 
Resident Programs 03/02/03 19pp 17158 155 24X 

Fiche 30-317,83/02/09,0302190383 


0212060363 IE Info Notice 03-04, "Failure of Elma Power Supply Unit* 11 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 63/02/18, Consolidated Edison Co of New 

York, Inc 1 IOpp 17347 191 24X F 1 c he 30-000, 83/02/ 18, 821 2060363 


0212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Level Radwaste - 10CFR20 302 " Bvc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of New 

York, Inc lllpp 17347 058 24X F 1 c he 50-000, 83/02/24, 821 2060365 


0212060366 IE Info Notice 03-06, "Noni rf en ti ca ! Replacement Parts 11 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post 030103) 63/02/24 Consolidated Edison Co of New 

York, Inc 1 12pp 17361 148 24X Fiche 50-000, 63/02/24, 8212060366 


R Periodic operating reports & related correspondence 


8302230162 Forwards monthly operating repts for Jan 1983, 

LOTITO' E M Baltimore Gas b Electric Co 03/02/17 Director'* 
□ffice. Office of Inspection and Enforcement lp 17245 046 24X 

Fiche 50-317, 03/02/17, 0302230162 


— 0302230167 Monthly operating repts for Jan 1983 

LOTITO, £ Baltimore Gas it Electric Co 83/02/15 10pp. 

17245 047 24X Fiche 50-317* 83/02/ 17,8302230162. 


8 Reportable occurrences, LERs it related correspondence 


0302010190 Forwards LER B2-07Q/03L-Q 

RUSSELL, L B Baltimore Gas & Electric Co 03/01/17 HAYNES, R C. 
Region 1, Office of Director Ip 16974-034. 24X 

Fiche 50-317,83/01/17,0302010190 
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— 830201020S LER B2-078/03L-0 an 621218* containment particulate radiation 
monitor iCPRHl declared inoperable due to loui count rate 
Caused by failure of detector On 021220, CPRM failed again 
dua to detached signal lead from assembly board transformer 
JUNGE.M A i BASSO- L F Baltimore Oat It Electric Co 03/01/17 

Region 1* Office of Director lp 16974 039 24X 

Fiche 30-3L7, 93/01/17* 6302010 193 


9302010330 Forwards LER 82-082/03L-0 
RUSSELL* L B Baltimore Gas & Electric Co 63/01/21 HAYNES* R C 
Region 1* Office of Director lp 16973 001 24-X 

Fiche 90-317,03/01/21,8302010330 


—8302010337 LER 82-00 2/03L-0 on 021227i noted continuous control element 
assembly motion Inhibit <CMI> signal in effect causing CHI 
to be inoperable uhenever control element assemblies moved 
Cause unknown CHI alarm relay replaced 

WENOERLICH, fl L , RAYNOR* JW Baltimore Oas 1* Electric Co. 

83/01/21 Region 1* Office of Director. 2pp 16973 002 24X 

Fiche 90-3 1 7* 83/01/21*8302010330 


930201034B Forwards LER 82-O04/O3L-O 
RUSSELL, L B Baltimore Oas & Electric Co 83/01/21 HAYNEB, R C 
Region 1, Office of Director ip 16973 341 24X 

Fiche 90-317,83/01/21*8302010340 


—9302010354 LER 02-OB4VO3L-O on 921223, sequencer Initiated alarm failed 
to clear when diesel generator 12 shut down Caused by 
failure of breaker lever to operate auxiliary switch in 
cubicle dua to displaced assembly. Naw assembly Installed 
JUNOE,M A * BASSO, L F Baltimore Oat 8* Electric Go. 03/01/21 
Region 1, Office of Director 2pp 16973 342, 24X 

Fiche 90-317* 83/01/21,8302010340 


3302010363 Forward* LER B2-077/O3L-O 
RUSSELL, L B, Baltimore Gas & Electric Co, B3/01/21 HAYNE8* R C 
Region 1* Office of Director lp 16973’ 277 24X 

Fiche S0-3i7* 83/01/21,8302010333 


—8302010389 LER 82-077 /03L-0 on 821224 * comp u ter fal lad, render ing in-core 
detector monitoring sys inoperable Caused by high environ 
temp in computer room due to improper rotation of air 
conditioner condenser fan motor Computer boot strapped. 

LAOIEWBKI, J 5 , RAYNOR, J W Baltimore Gas Sc Electric Co- 
83/01/21 Region lr Office of Di rector Ip. 16973,270 24X 

Fiche 90-317*83/01/21,0302010303 


3302070379 Forwards LER 63-001/03L-0 
RUSSELL, L 8 Baltimore Oa* & Electric Co 03/01/27 HAYNEB, R C 
Region 1, Office of Director ip 17030 030, 24X 

Fiche 90-317,63/01/27,6302070379 


—0302070390 LER 03-001 /03L-0 on B30I01 , dwri ng normal operation, aux iliary 
feedwater flow indication to steam generator 12 indicated no 
flow w/both auxiliary feedwater pumps operating. Caused by 
cold solder connections at Input connector plug 
PAVI8, 0 8 , RAYNOR, J W Baltimore Oas U Electric Co 83/01/27 
Region 1, Office of Director Ip- 17030:031 24X 

Fiche 30-317,63/01/27,8302070379. 


9302070409 Forwards updated LER 02-040/01 X-l. 

RUSSELL, L B Baltimore Oas L Electric Co 63/01/27 HAYNES, R C 
Region 1* Office of Director ip 17029 230 24X 

Fiche. 90-317, 63/01/27,8302070409 


— 830207041B Updated LER 82-040/0 1 X-l: on 820809, presiuri xer pressure 
transmitters for four safety channels removed from svc for 
calibr Steam generator pressure transmitters also found out 
of cel ibr. Caused by leakage current paths due to high temp. 
WENOERLICH, R. L , BASSO, L. F Baltimore Oas It Electric Co 
83/01/27 Region 1, Office of Director, 2pp 1702? 239 24X 

Fiche. 90-31 7, 03/01 /27. 8302070403 


-O 

■ ctric Co, 03/01/27 HAYNES, R C 
p 17029-290. 24 X 


urintf power operation while 
tuation sys AL 
*wn Sequential blocking 
or repair 
"'a* i Electric Co 
f lp 17029-291 24 X 


VNE8, R C. 


- -630-209032 1 LER B2-083/03L-0 on 021229, reactor protective sys channel A 
trip units for low steam generator level, low pressure & 
thermal mar g in/1 ouj pressure bypassed for moint on pressure 
instrument Caused by transmitter output drift 
LACIEWSKI.U S , HINKLE, L S Baltimore Oas S, Electric Co 
03/01/26 Region I, Office of Director ip 17066 142 24X 

Fiche 50-317*63/01/26,8302090316 


6302230605 Forwards LER 02-O86/O4X-O 

RUSSELL, L B Baltimore Gas 4* Electric Co 83/01/20 HAYNES* R C 
Region 1* Office of Director Ip 17255 206 24X 

Fiche 50-317,83/01/20,0302230605 


- — 0302230616 LER S2-066/04X-0 on 021110 & 1214, oyster samples showed 
Ag-UOm w/higher than background activity Caused by natural 
tendency or oysters to b l oconcentra to environ silver 
Releases within ETS limits 

BROBST, G E Baltimore Gas L Electric Co 83/01/20 Region 1* 
Office of Director lp 17235 207 24X Fiche 50-317,03/01/20* 

8^02230605 


8302090393 Forwards LER 63-004/03L-0 

RU5 5ELL* L D Baltimore Gas 6 Electric Co 83/01/31 HAYNES* R C, 

Region Ii Office of Director lp 17067 103 24X 

Fiche 50-317* 03/01/31,0302090395 


- — B302Q90399 LER 83-004/03L-0 on 830101 , c on ta I nment sump level alarm 
would not clear Caused by dirt & debris which interfered 
w/lovel switch operation Level switch tube flushed 
JUNCE, M A , RAYNOR, J W Baltimore Gas U Electric Co 03/01/31 
Region 1, Office of Director lp 17067: 104 24X 

Fiche 50-317,03/01/3110302090395 


0302180257 Forwards updated LER 82-001 /03X-2 

RUSSELL, L B Baltimore Gas 4. Electric Co 83/02/02 HAYNES* R C 
Region 1, Office of Director lp 17214 396 24X 

Fiche 50-317,03/02/02,0302160257 


— B3021B0269 Updated LER 02-OO1/O3X-2 on 8201 19, excessive leak rate past 
containment personnel air lock outer door lower handwheel 
shaft seal discovered Seal packaging gland tightened & new 
packaging inserted 

JUNGS* M A , NE I R * P J Baltimore Oas «< Electric Co 83/02/02 
Region 1. Office of Director lp 17214 357 24X 

Fiche 30-317*83/02/02,8302180257 


8302230463 Forwards LER 83-005/03L-0 

RUSSELL, L B Baltimore Gas t Electric Co 83/02/03 HAYNES, R C 
Region 1, Office of Director lp I7P46’t03 24X 

Fiche 50-317,03/02/03,8302230463 


— B302230476 LER 03-OO5/O3L-O on 830106, d ur i ng startup operations, 
pr-essurizer level deviated slightly from program level by 
more than plus/minus 5X Caused by loading of main turbine 
generator RCS temp swings of 10 degrees not uncommon 
JUNGE, fl A Baltimore Gas K Electric Co 03/02/04 Region 1, 

Office of Director Ip 17246 104 24X Fiche 30-317,83/02/03, 

0302230463 


8302230303 Forwards LER S3-002/03L-0 

RUSSELL, L B Baltimore Gas 4, Electric Co 83/02/04 HAYNES, R C 
Region 1, Office of Director lp 17243 347 24X 

Fiche 90-317, 03/02/04,8302230303 


— 8302230306 LER 83-002/03L-0 on 8301 06, c onta i nme nt sump valve MOV-9462 
would not operate Caused by defective Limitorque motor 
operator SHB-00 Operator replaced w/spare Defective motor 
operator disassembled to determine cause of failure 
LAG IEWSKI, J 5 , UNKLE, T J Baltimore Gas 4c Electric Co 03/02/04 
Region 1* Office of Director Ip 17243 340 24X 

Fiche 50-317,03/02/04,8302230303 


0302230690 Forward* LER 83-007/03L-0. 

RUSSELL, L 0 Baltimore Gas 4. Electric Co 83/02/04. HAYNES* R C 
Region 1, Office of Director lp 17257 313 24X 

Fiche 50-317,83/02/04,8302230690 


—8302230701 LER B3-007/03L-0 on 830107* ECCS pump room fan l l discharge 
damper discovered only partially open. Cause unknown Damper 
& similar ECCS pump room ventilation dampers locked open 
PAVISrO 8 Baltimore Gas l Electric Co 03/02/04 Region 1, 
Office of Director lp 17257 314 24X Fiche 50-317*03/02/04, 

8302230696 


9302230227 RQ 93-08 on 030209, dur ing surveillance testing, control 
element assembly 26 reed switch position indicator 
erratically indicated position 4t declared 1 noperab le, Cause 
unknown Indicator stacks replaced 

RUSSELL, L B Baltimore Gas 4. Electric Co 83/02/00. HAYNES, R C 
Region I, Office of Director lp 1724S 133 24X 

Fiche 50-317*83/02/00,0302230227 
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8302250176 Forwards LEH 83-003/03L-0 

RUSSEL L> L 8 Dal timore Gas & Electric Co 83/02/0? HAYNES, R C 
Region 1, Office of Director Ip 17272 3 6 1 24X 

Fiche 50-317, 03/02/09.8302250176 


— B302250199 LER 03-OO3/O3L-O on 830120. low individual cell voltage 
discovered in one cell of 125-volt battery 22 during 
surveillance testing Cause not determined Battery placed on 
equalize charge 4 will be monitored until stabilized 
WENDERLICH, R L , BASSO. L F Baltimore Das {< Electric Co 
83/02/09 Region 1< Office Of Director Ip 17292 362 24X 

Fiche 50-317.83/02/09.0302230196 


Q302240199 Notification of 030224 meeting u/util in Bethesda. MD to 
discuss recent actuations of ESF sys 

JAFFE. D H Operating Reactors Branch 3 03/02/15 CLARK. R A 

Operating Reactors Branch 3 2pp 17283 247 24X 

Fiche 30-317.83/02/15.8302240195 


V Operator Examinations 


0301310203 Generic Ltr 03-06 to all power reactor 1 ic ense es. app 1 1 cants 
for OLs.K'SS vendors, reactor vendors 4 AE re certificates 
4 revised format for reactor operator & senior reactor 
operator licenses Svc list end 

ElSENHUTrD 0 Division of Licensing 03/01/31 Consolidated 
Edison Co of New York. Inc I4pp 17347 177 24X 

Fiche 30-000. 03/01/31. 8301310203 


8302250400 Submits operator licensing exam schedule in response to NRC 
030111 Generic Ltr B3-01 

LUNOVALL, A E Baltimore Gas 4 Electric Co 83/02/22 EISENHUT. D G 
Division of Licensing 2pp 17298 224 24X Fiche 50-317.03/02/22. 

8302250408 
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F. Security, medical, emergency 4 fire protection plans 


8302010108 Releases public version of revised Emergency Plan 
Implementing Procedures 

FELTON. J M Division of Rules and Records 03/01/26 Document 
Management Branch lp 16990 106 24X Fi ch o' 50-317. 03/01/26, 

0302010108 


— 0302010117 Forwards public version of revised Emergency Plan 
Implementing Procedures. inc luding Procedure* ERPIP 4472 
re post-accident containment atmosphere sampling & 

ERPIP 4 4 7 3 re post-accident reactor coolant sampling, 

* Baltimore Gas V Electric Co 83/01/12 CLARK. R A Assistant 
Director for Operating Reactors. lp 16970 107 24X 

Fiche 50-317.83/01/26.0302010108 


— 8302010126 Public version of revised Emergency Plan Implementing 
Procedures. inc lud ing Procedures ERPIP 4,4 7 2 re 
poit-acc ident containment atmosphere sampling & 

ERPIP 4 4 7 3 re post-accident reactor coolant sampling, 
a Baltimore Ga* it Electric Co 83/01/12, U9pp 16970-100 24X 

Fiche 30-317.83/01/26.0302010100 


03 02070208 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Record* 83/01/31, Document 
Management Branch lp 17061 325 24X Fi che. 30-317, 03/01/31. 

B302070288 


— B302070270 Forward* public version of revised emergency plan 
implementing procedure*. Inc 1 uding Procedure* ERPIP 3 3 re 
immediate action - parsonnel injury it ERPIP 4 1 12 re 
first aid team leader checklist 

a Baltimore Ga* 4 Electric Co 83/01/19 CLARK, R, A. Assistant 
Director for Operating Reactori lp 17061 326 24X 

Fiche- 50-317, 03/01/31 , 0302070288 


—0302070292 Public version of revised emergency plan implementing 
procedure*, including Procedures ERPIP 3 5 re immediate 
action - personnel injury 4 ERPIP 4.1,12 re first aid team 
leader checklist 

RUSSELL. L B Baltimore Ga* 4 Electric Co. 03/01/10. 49pp 
17061.327 24 X Fiche 50-31 7, 83/01/31, 0302070288 


8301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for GL 4 holders of CP* re regional workshop 
concerning Svppl 1 , NUREQ-0737, ''Requirement* for Emergency 
Response Capability " Svc list end 

EI8ENHUT, D G Division of Licensing 03/02/01. Consolidated 
Edison Co of New York, Inc 1 1 p p 17221,226 24X 

Fiche* 50-000, 83/02/01, 0301210340 


0302080432 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J H Division of Rules and Records 83/02/02 Document 
Management Branch lp 17071 132 24X Fiche 50-317,83/02/02. 

8302000432 


— 9302000435 Forward s public version of revised emergency plan 
implementing procedures# including Procedures ERPIP 3 1 re 
initial not if ic ation, ERPIP 4 5 re protective octions it 
ERPIP 4 S 2 re access control Receipt form end 

* Baltimore Gas 4 Electric Co 83/01/27 CLARK, ft A Assistant 
Director for Operating Reactors lp 17071 133 24X 

Fiche 50-317,83/02/02,0302080432 


— 0302080440 Public version of revised emergency plan implementing 
procedures, including Procedures ERPIP 3 1 re Initial 
not i f i ca t io n, ERP IP 4 5 re protective actions 4 ERPIP 4 5 2 
re access control 

RU5SELL, L 0 Baltimore Gas 4 Electric Co 83/01/12 2lpp 
17071 134 24X Fiche 50-317,03/02/02,8302000432 


B3G2 100007 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Record* B3/02/14 Document 
Management Branch Ip 17223 121 24X Fi che 1 50-317, 83/02/1 4, 

0302100007, 


— B3021B0010 Forwards public version of revised emergency plan 
implementing procedures, inc luding Procedures ERPIP 3.2 r# 

Immediate action - LNO contingency 4 ERPIP 4 I 17 re 
security team 

•* Baltimore Gas 4 Electric Co 83/01/20 WELCH, B Director's 
Office, Office of Inspection and Enforcement ip 17223 122 24X 

Fiche 50-31 7, 03/02/14, 8302180007, 


— 0303180012 Public version of revised emergency plan implementing 
procedures, Inc 1 uding Procedures ERPIP 3 2 rs immediate 
action - LNO contingency 4 ERPIP 4 1. 17 re security team 
* Baltimore Gas 4 Electric Co 03/01/12 20pp 17223' 123 24-X 

Ficha 30-31 7, 83/02/14, 8302100007 


B3O2180O46 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Record* 83/02/14 Document 
Management Branch ip 17226 317 24X Fiche 50-317,83/02/14, 

0302100046. 


— 0302180050 Public version of revised emergency plan implementing 
procedures, including Procedures ERPIP 3, 1 r» Initial 
notif ication, ERP IP 4 5 1 re onsite personnel protection, 
accountability & evaluation 4 ERPIP 4. 9 2 re access control, 

* Baltimore Gas 4 Electric Co 83/01/12 69pp 17226 318 24X 

Fiche 50-31 7, 03/02/14, 8302180046. 


8302250041 Releases public version of revised emergency plan 
imp lamenting procedures 

FELTON, J M Division of Rules and Record* 03/02/16 Document 
Management Branch. lp 17303 197, 24X Fiche 50-317,83/02/16, 

0302250041. 


— 8302250050 Forwards public version of revised emergency plan 
Implementing procedures. Including Procedures ERPIP 3,2 re 
immediate action - LNO contingency & ERPIP 4.1.17 re 
security team 

* Baltimore Gas 4 Electric Co 83/01/20 CLARK. R A. Assistant 
Director for Operating Reactors Ip £7303 199 24X 

Fiche 50-317, 03/02/16, 03O225OO4J 


P, Operating license stage documents 4 correspondence 


8302100093 Forwards Amend 62 to License DPR-69, safety evaluation 4 
notice of issuance 4 availability Amend revises limiting 
condition for operation of third train of auxiliary 

feedwater sys 

JAFFE, D H Operating Reactors Branch 3 83/01/19. LUNDVALL, A E. 

Baltimore Gas 4 Electric Co 3pp 17133.046 24X 

Fiche 50-318. 03/01/18,0302100093 


— 0302100097 Amend 62 to License DPR-69, r evi* ing Uniting co-nditiom for 
operation 4 surveillance requirements to reflect operability 
of recently Installed third train of auxiliary feedwater 
sys 

LAINA8.0 C Assistant Director for Operating Reactors, 03/01/10 
9pp. 17135 049, 24X Fiche 50-318,83/01/18,8302100093 


—0307100104 Safety evaluation supporting Amend 62 to License DPR-69 
-* Office of Nuclear Reactor Regulation, Director 03/01/18 5pp. 
17135,030 24X Fiche 50-310,03/01/19.8302100093. 
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— 8302100109 Notice of issuance it availability of Amend 62 t-o License 
DPR “69 

CLARK i R A Operating Reactor* Branch 3 -83/01/16 2pp 

17135 063 24X Fiche 50-318, 83/01/10,6302100093 


0302170019 Forwards documentation supporting justification for 
continued operation of operating reactors in response to 
questions raised at 830106 meeting re environ qualification 
of electrical equipment 

EISENHUfiDO Division of Licensing. 03/01/16 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp 17196 091 24X 

Fitbi' 50 “000, 03/01 /L8, 0302170019. 


— 8203220475 Discusses util 820226 submittal re electrical equipment 
qualification program. Defic 1 *nc i es resulting from 90-day 
response to 810605 k 0901 Jtr* identified fc resolved 
Sufficient info exists to justify continued operation 
JAFFErD H Operating Reactors Branch 3 02/03/12 NOVAK, T tf 

Assistant Director far Operating Reactors 2pp, 17196’302 24X 

Fiche 50-000, 83/01/10,6302170019 


—8302170129 Forward* tabulation of Group 2 t* 3 plants showing dates by 
which technical evaluation repfcs are expected to be 
completed Requests just i f icat i on for continued operation of 
each group by 821003 & Irrespectively, 

EI9ENHUT, D 0 Division of Licensing BZ/09/24. MIRAOLIA, F 
Assistant Director for Safety Assessment -4pp 17196 265. 24 X 

Fiche 50-000,03/01/16,6302170019 


— 8302170169 Concludes that bated on re-evaluation of licensee 
justificeti on, continued operation until completion of 
environ qua 1 if tea tlnn program wilt not present undue risk to 
public health & safety 

JA FFE,D H Operating Reactors Branch 3 02/10/28 EISENHUT, D G 

Division of Licensing 2pp. 17196-300 24X Fiche 50-000, 

63/01/18, 8302170019 


6302010090 Forward* safety evaluation re Reactor Safety Study 
Methodology Applications Program Interim Rtl iabfcl i ty 
Evaluation Program will provide more rigorous analysis of 
currant as-built plant configuration 

CLARK, ft A Operating Reactors Branch 3 83/CM /20 LUNDVALL > A E 

Baltimore Gas & Electric Co 2pp 16990 227 24X 

Fiche- 50-318, 03/01/20,6302010090 


— 0302010101 Safety evaluation re Reactor Safety Study Methodology 
Applications Program Study did not include significant 
plant mads 

* Office of Nuclear Reactor Regulation, Director 83/01/20 2pp 
16990 229. 24X Fiche 50-318,83/01/20,0302010090 


8302070473 Submits results of endurance testing of auxiliary feedwater 
pump 23 prior to unit startup, per NRC 771S07 U 810908 Itrs 
ASH, ft F. Baltimore Oas * Electric Co 83/ 01/21. CLARK, R. A 

Operating Reactors Branch 3 4pp. 17036 029 24X 

Fiche 30-317, 63/01/21, 830 207047 3 


8302100113 Forward* Amends 60 & 63 to Licenses DPR-53 L DPft-69, 
respectively, safety evaluation 4c notice of issuance & 

* vai l*b i 1 ity, Amend incorporates revised pressurlrer level 

band into pressurixer limiting condition for operation 

JAFFE, D H Operating Reactor* Branch 3 S3/01 /25 LUNDVALL , A E 

Baltimore Gas & Electric Co 3pp 17134 337. 24X 

Fiche 50-317,83/01/25,0302100113 


—8302100119 Amends 80 & 63 to License* DPR-53 & DPR-69, respectively, 
incorporating revised prcssuriztr level band into 
pressuriaer Uniting condition for operation fc surveillance 
requirements 

LAINABiO.C Assistant Director for Operating Reactor* 83/01/23. 
1 4pp. 17134 330 24X Fiche. 30-317,03/01/23, 0302100113 


— 8302100123 Safety evaluation supporting Amend 60 t, 63 to Licenses 
DPR-53 & DPR-69, respectively 

a Office of Nuclear Reactor Regulation, Director. 83/01/25 7pp 
17134 344. Z4X Fiche: 30-317, 83/01 /2S, 63021001 13 


— 6302100127 Notice of issuance 4; availability of Amends 80 & 63 to 
Licenses DPfi-33 & DPR-69, respec t£ve ly 

CLARK, R A Operating Reactors Branch 3 03/01/25 2pp 

17134 351 24 X Fiche 50-317, 63/01/25, 03021001 i 3 


1302090319 Forward* response to questions re failure of auxiliary 
feedwater control valve during test, in support of Suppl I to 
Cycle 5 reload license application 

LDNDVALL, A E Baltimore Oas * Electric Co. 83/01/20. CLAftK,R. A. 
Operating Reactors Branch 3 6pp. 17067 179. 24X 

Fiche: 50-310, 03/01 / 20, 8302090319 


6302080295 Generic Ltr 83-09 to dll operating reactor licensees, 
applicants for CL V holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
J is t enc 1 

EISEKHUT, D Q Division of Licensing 63/02/08 Consolidated 
Edison Co of Meu Vork, Inc iipp 17290 247 24X 

Fiche 50-000. 83/02/09, 8302080295 


8302080304 Generic Ltr 03-11 to all operating reactor licensees re 
licensee qualification for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end 
EfBENrIUT, D G Division of Licensing 03/02/08 Consolidated 
Edison Co of New York, Inc 9pp 17234 234 24X 

Fiche 50-000, 03/02/08, 83020BO3O4 


6302090072 Generic Ltr 83-100 to all licensees w/C-E designed NSS5 
re resolution of TMI Action Item 1 1 K 3 S, "Automatic Trip 
of Reactor Coolant Pumps " Svc list end 

•EISENHUTjD G Division of Licensing 03/02/08 Consumer* Power 
Co 32p p 17290 103 24X Fiche 50-000,83/02/00,8302090072 


0302170334 Submits info re inverter problems, in response to NRC 
830203 request 

TIERNAN, J A Baltimore Gas «, Electric Co 83/02/09 CLARK, R A 
Operating Reactor* Branch 3 3 pp 17104 101 24X 

Fiche 50-318,03/02/09,0302170334 


0302230907 Forwards response to 021216 ltr re safety evaluation for 
environ q^ua 1 i f ication of safety-related electrical 
equipment Adequate mechanism exists to call attention to new 
data affecting qual if icat ion status of equipment 

LUNDVALL, A E Baltimore Gas * Electric Co 83/02/10 CLARK, ft A 
Operating Reactor* Branch 3 3pp 17246 200 24X 

Fiche 90-317, 03/02/1 0, 0302230507 


8302280174 Discusses vendor problems w/quai 1 f i cat i on testing program 
for noble gas steam effluent monitors Compliance w/NUREO- 
0737, Item If F 1 will be accomplished as toon as possible, 
but n-ot later than 040301 

LCINDVALL, A E Baltimore Gas £ Electric Co 83/02/18 CLARK, R A 
Operating Reactors Branch 3 2pp 17305 272 24X 

Fiche 50-317, 03/02/1 0, 8302200 J 74 


Q Inspection reports, IE Bulletins L correspondence 


0302010300 Forwards IE In*p Repts 50-317/82-13 & 30-318/02-11 on 
820511-14 No none onp 1 lane e noted 

MARTIN, T f Division of Engineering it Technical Program* 83/01/17 
LUNDYALL.A E Baltimore Gas L Electric Co 2pp 16973 279 24X 

Fiche 50-317, 03/0 1 /l 7, 83020 10300 


— B3020103B4 IE Insp Repts 30-317/82-13 & 50-318/82-11 on 820511-14 No 
noncompliance noted Major areas inspected radiation safety 
prog ran, inc 1 uding action on previously identified items, Unit 
1 refueling activities & radwaste & effluent sys 
PLl/rtLEE, K , SNANBAKYrM Division of Engineering & Technical 
Programs 03/01/12 4pp 16973 201 24X Fiche 90-317,83/01/17, 

8302010380 


0302030521 Forwards IE Insp Rept 50-318/82-26 on 021213-18 No 
nonconpllance noted 

MARTIN, T T Division of Engineering & Technical Program* 83/01/20 
LSJNDYALL, A E Baltimore Gas X Electric Co 2pp 17007 283 24X 

Fiche 50-318,83/01/20,8302030521 


—0305030525 IE Insp Rept 50-318/02-26 on 821215-18 No noncompl iance 
noted Major areas inspected procedure review, local leak rate 
test 4, integrated leak rate test 

PULLANI, 0 V Region 1, Office of Director NORRH0LM, L J 
Di/ision of Engineering h Technical Programs 83/01/17 7pp 
17 007 2B5 24X Fiche 90-310,03/01/20,8302030521 


B302&202Q5 Forwards safety evaluation & notice of grant of relief 
from ASNE, Section XI inservice insp requirements re reactor 
vessel closure L cladding exam, hydros tatic tests, 
ultrasonic stud exam & increased leak testing 

CLARK, R A Operating Reactor* Branch 3 83/01/24 LUNOVALL, A E 

Daltinore Gas 8, Electric Co 3pp 16999>207 24X 

Fich* 50-317,03/01/24,8302020205 


— 8302020214 Safety evaluation supporting requests for relief from 
inservice insp requirement* re reactor vessel closure b 
cladding exam, hydros tatic tests, ultra sonic stud exam & 
increased leak tasting 

* Office of Nuclear Reactor Regulation, Director 03/01/24 4pp 
16999 210 24X Fiche 50-317, 03/01 /24, 8302020205 
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— 0302020219 Notice of grant of relief from ASHE. Section XI lnservico 
lfrsp requirements re reactor vessel closure S# cladding exam* 
hydrostatic testa# u 1 trasonic stud exam 5# Increased leak 
tea ting 

CLARK, R A Operating Reactors Branch 3 83/01/24 2pp 

16999 214 24 X Fiche 30-317, 83/01/24# 8302020205 


□302010308 Ack receipt of 821217 ltr informing NRC of steps taken to 
correct violations noted in 16 Insp Repts 50-317/82-2 7 t* 

30-31 B/82-23 

STARG3TECKI, R Division of Project U Resident Program* B3/01/23 
LUflOVALL, A E Baltimore Gas I Electric Co Ip 16973 261 24X 

Fiche 30-317, 03/01/23# 8302010388 


— B302010392 Responds to NRC 821124 ltr re violations noted in IE Insp 
Repts 50-317/02-27 «< 30-318/82-23 Corrective actions 
surveillance test procedure that checks operability of 
source range neutron flux monitors corrected 
LUNOVALL, A E Baltimore Gas It Electric Co 02/12/17 
STARGSTECKI # R Division of Project 8s Resident Programs 2pp 
16973 262 24X Fiche 50-317# 83/01 /25, 0302010388 


8302160014 SuTmary of 830120 meeting ui/uti 1 »■ Boch tel# Franklin Research 
Ctr,UR6 fy Computech Engineering Svc s re IE Bulletin 80-11# 

"Masonry Wall Design " Add! testing not warranted 

TRAMMELL# C M Operating Reactors Branch 3 83/01/25 Operating 

Reactors Branch 3 25pp 17171 227 24X Fiche 50-000,83/01/25# 

8302160014 


8212060358 IE Info Notice 83-01# "Ray Miller# Inc " Svc list end 
JORDAN# E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of New 

Vork, Inc llBpp 17023 160 24X Fiche 50-000# B3/01 /26# 821 2060358 


8302040265 Responds to request for addl info re IE Bulletin 81-03, 
"Flow Blockage of Cooling Water to Safety Sys Components for 
Coriicula 9p (Asiatic Clam) L Mytilus Sp (Mussel) 14 All svc 
water 4 component cooling MX inspected U cleaned quarterly 
LUNDVALL, A E Baltimore Gas «< Electric Co 83/01/27 JORDAN# E L 
Director's Office, Office of Inspection and Enforcement 2pp 
17020 037 24X Fiche 50-317,83/01/27,8302040265 


021 2060360 16 Info Notice 83-02, "Limi torque HO0C# Ml DC# H2BC I# H3DC 
OeaTheads " Svc list end 

JORDAN# E L Division of Emergency Preparedness & Engineering 
Response (Past 830103) 03/01/28 Consolidated Edison Co of New 

Vork# Inc I09pp 17144 001 24X Fiche 50-000,83/01/28,0212060360 


8212060361 IE Info Notice 83-03# "Calibr of Liquid Level Instrument* " 
Svc list fine 1 

JORDAN# E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co of New 

Vork# Inc tlOpp 17074 095 24X Fiche 50-000# 83/01 /20, 821 2060361 


8302160249 Forwards IE Insp Repts 50-317/82-24 l< 50-310/82-20 on 
820913-17 t notice of violation 

MARTIN,! T Division of Engineering Technical Programs 03/02/02 
LUNDVALL, A E Baltimore Gas 4 Electric Co 2pp 17215 266 24X 

Fiche 50-317,83/02/02,8302180249 


— B302183254 Notice of violation from insp on 820913-17 

* Region 1# Office of Director 03/02/02 lp 17215 268, 24X 

Fiche 50-317, 03/02/02,8302100249 


—8302190259 IE Insp Repts 50-317/82-24 U 50-318/62-20 on 020913-17 
None amp 1 lance noted failure to establish procedures for 
administrative control of keys to high radiation areas 
COLLINS, D J , SHANBAKY# M M Division of Engineering 8, Technical 
Programs 83/01/20 4pp 17213 269 24X Fiche 50-317,03/02/02, 

0302100249 


□302080250 Comments on 021129 8 ALP rept for Oct 1901 - 9«pt 1982 It o n 
util Q21231 response Overall performance acceptable Minor 
grammatical changes made to rept 

HAYNES, R C Region 1, Office of Director 63/02/04 LUNDVALL, A E 
Baltimore Gas It Electric Co 4pp 17037 010 24X 

Fiche 50-317,83/02/04,0302080250 


— 8302090261 SALP rept for Oct 19B1 - Sept 1902 

* Region I, Office of Director 82/12/14 53pp 17057 022 24X 

Fiche 50-317,03/02/04,8302000258 


— 8302080267 Forwards SALP rept resulting from 021129 review Meeting 
scheduled for 821214 to discuss SALP W/o end 

GTAR09TECKI , R Division of Project U Resident Programs 02/12/OS, 
LUNDVALL, A E Baltimore Gas * Electric Co 2pp 17057 077 24X 

Fiche 50-317# 83/02/04# 0302080256 


— B302080272 Comments on 821214 onsite meeting w/NRC re SALP rept. 
Corrective actions Include increasing staffing levels it 
improving drawing 6 documents contra 1 , sta ff analyses it 
procedures & facility change controls 

LUNDVALL, A E Baltimore Gas 6 Electric Co 02/12/31 HAYNES, R C 
Region i# Office of Director 4pp 17057 079 24X 

Fiche 50-317,03/02/04,8302080250 


8302150303 Forwards IE Insp Rept* 50-31 7/82-30 It 50-310/02-27 on 
821216-8301 LI & notice of violation 

8TARQ8TECKI# R Division of Project St Resident Programs 03/02/09 
LUNDVALL# A E Baltimore Gas it Electric Co 2pp 17150 152 24X 
Fiche 30-317. 03/02/09,8302150333 


—0302150393 IE Insp Repts 50-317/02-30 & 50-310/82-27 on 02121 6-8301 U 
Noncompliance noted failure to document compliance 
w/administrative procedures 

ARCHITZEL, R E # TRIMBLE# D C , MCCABE# E C Division of Project S# 
Resident Programs 83/02/03 I9pp 17158 135 24X 

Fiche 30-317# 03/02/09# 8302150303 


8212060363 IE Info Notice 83-04# “Failure of Elme Power Supply Unite 41 
Svc list end 

JORDAN# E L Division of Emergency Preparedness & Engineering 
Response (Past 830103) 83/02/10 Consolidated Edison Co of New 

York, Inc tlOpp 17347 191 24X Fiche 50-000, 03/02/10# 8212060363, 


0212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Lave I Radwaste - 10CFR20 302 " Svc list #ncl 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co of New 

York, Inc iiipp 17347 050 24X Fiche 50-000,83/02/24,021 2060365. 


8212060366 IE Info Notice 03-06, "Non i d entl ca 1 Replacement Parts 
Bvc list enct 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co. of New 

York, Inc 112pp. 17361 143 24X Fich# 50-000,03/02/24,82 1 2060366. 


R Periodic operating reports & related correspondence 


0302230162 Forward* monthly operating repts for Jan 1903 

LOT I TO, E M Baltimore Gas t, Electric Co 03/02/17 Director's 

Office, Office of Inspection and Enforcement lp 17245 046 24X 

Fich* 50-317,03/02/17,8302230162 


— 8302230167 Monthly operating repts for Jan 1903, 

LOTITOrE. Baltimore Gas St Electric Co 03/02/15 lOpp 
17245 047 24X Fiche 50-317, 83/02/ 17# B302230162 


0 Reportable occurrences, LERs tt related correspondence 


8302010163 Forward i updated LER B2-008/03X-1 . 

RUSSELL, L B Baltimore Oas it Electric Co 03/01/19 HAYNES, R C 
Region l, Office of Director ip i 6974 074 24X 

fiche 50-313, 83/01/19, 0302010163 


—0302010175 Updated LER 82-008/03X-1 on B202 12, d ur ing Mode 3, inner 
containment door would not latch, pr eventi ng outer door from 
opening Caused by failure of air mechanism due to broken 
cam fol lower. Overhaul performed 

JUMO£,M A , WEIR, P J Baltimore Oas It Electric Co. 03/01/19 
Region 1, Office of Director lp 16974 075 24X 

Fiche. 30-31B, 03/01/19, 0302010163 


0302010180 Forward* updatsd LER 82-042/03X-1, 

RUSSELL, L B Baltimore Oas it Electric Co 03/01/19. HAYNES, R. C 
Region 1# Office of Director lp 16974 022 24X 

Fiche* 50-310, 83/01/19, 8302010100 


—8302010189 Updated LER S2-042/03X-1, on B2O024, during Mode 3 operation, 
inner door on normal personnel hatch to containment would 
not shut completely Caused by failed airlock mechanism due 
to broken cam follouer Overhaul performed. 

WEMDERLICW, R L , WEIR, P J Baltimore Oas 8, Electric Co 83/01/19 
Region 1, Office of Director, lp 16974 023 24X 

Fiche 50-3 i 8, 03/01/19, 8302010180 


0302010341 Forwards updated LER 82-041 /03X-1 

RUSSELL, L 8 Baltimore Gas It Electric Co 83/01/19. HAYNES, R C 
Region 1, Office of Director lp. 16973.013 24X 

Fiche 50-318, 83/01/19, 0302010341 


—8302010345 Updated LER 82-04I/03X-1 on 820826, during surveillance 
testing, exc ess ive leak rate past containment personnel 
airlock outer door gasket discovered Caused by decrease in 
force holding door shut Door operating mechanism adjusted 
JUMOEtMA.# UEIR,P.J Baltimore Gas it Electric Co. 03/01/19, 
Region i, Office of Director. Ip 16973 014 24X 

Fiche 50-3 1 0,83/01/19,0302010341. 
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630201034? Forward* updated LER S2-03 7/03X-1 

RUSSELL, L 0- Baltimore Qas L electric Co 03/01/19 HAYNES, R C 
Region 1, Office of Director lp 16973 33? 24X 

Fiche 50-316,03/01/1910302010349 


—0302010332 Updated LER S2-037/03X-1 on 8207 30* outer personnel airlock 
door opening mec hanistfi failed preventing door from being 
cloied Caused by failed airlock mechanism due to broken cam 
follower Overhaul of airlock mechanism performed 
tfEIfl. P J Baltimore Go* & Electric Co 63/01/19 Region I* 
Office of Director Ip 16973 340, 24X Fiche 30-310,63/01/19. 

63020 1 0349 


0302010359 Forward* updated LER 02-012/03 X-£ 

RUSSELL. L B Baltimore Gas i Electric Co 93/01/19, HAYNES, R C. 
Region i, Office of Director lp 1*977 123 24X 

Fich* 50-318*83/01/19,6302010555 


—03020105*0 Updated LER 62-OI2/03X-1 on 010309* personnel access hatch 
doer* opened simul taneouiiy. On 810307 Jc 09, inner door failed 
in partially open poiition Cauisd by failed airlock 
mechanism due to broken cam fol lower. Overhaul performed 
UENDERLICH, R L * UEIRrP J Baltimore Gas & Electrfc Co 03/01/19, 
Region 1. Office of Director ip 16977 124, 24 X 

Fiche 50-310,63/01/19,0302010595 


0302010566 Forward* LER 83-005/03L-0 

RUSSELL, L 0 Baltimore Oes & Electric Co. B3/01/J? HAYNES, R C 
Region 1. Office »f Director lp 16977,093. 24X 

Fiche 50-319,83/01/19,0302010366 


— 0302010371 LER B3-005/Q3L-O on 8301 07, during surveillance testing* 
shutdown cooling flow lost When circulation actuation signal 
manually initialed, operat ing lew pressure safety injection 
pump stopped Caused by inadequate procedure 

WENOERLICH, R L. Baltimore Oa« 8c Electric Co 03/01/19 Region 

1, Office of Director lp 1697 7.094 24X Fi ch e: -50-310, 03/01/19, 
8302010366. 


0302090420 Forwards updated LER 8 1-035/03 X-l 

RU8SELL, L B, Baltimore Gas 4 Electric Co. 83/01/19. HAYNES, R C 
Region 1, Office uf Director Ip 17066-238 24X 

Fiche' 30-310. 03/01/19, 8302090420 


— 03OWO422 Updated LER BJ-035/03X-I on 010703, dur 1 n g normal operation, 
s-pall leak discovered on reactor coolant charging header. 

Caused by row of pinhole porosities In original socket weld 
on drain line Header isolated N leak repaired 

■JUtlOE. ft A * HUSEBY, D E Baltimore Gas U Electric Co 83/01/19 
Region 1, Office of Director. lp |7066'23? 24-X 

Fiche 30-31 0, 03/01/ 19. 0 302090420. 


0302070393 Forwards LER 83-003/01 T-0 

RUSSELL. L 3 Baltimore Gas & Electric Co B3/0I/26, HAYNES, R C. 
Region 1. Office of Director lp 17033:036. 24X 

Fiche 30-310, 03/01/26, 8302070393 


'■6302070606 LER 03-OO3/OIT-O on 830112, air line supplying two auxiliary 
feedwater regulating valve 1/Ps became disconnected causing 
valves AFW-431 1 L AFW-4312 to fall open. Caused by improper 
installation 0 f tubing connector A1 t line repaired. 

FAVia, O. 8,, BOWMAN, M E. Baltimore Gas b Electric Co 83/01/26. 
Region 1. Office of Director 3pp 17033.037 24X 

Fiche 30-316,03/01/26,8302070593 


1302070421 Forwards LER 82-053/03L-0 
RUSSELL, L, B Baltimore Gas L Electric Co 03/01/27 HAYNES . R C 
Region I, Office of Director. lp. 17035-040, 24X 

Fich*' 30-318, 83/01/27, 8302070421 


-0302070427 LER B2-053/03L-0‘ on 821228* dur ins Mode 5, vital at inverter 
22 fa I led, causing 120-volt ac vital bus 22 to de-energiie. 

Caused by Inverter 22 output fuse F-6 blowing due to use of 
improper fuse Facility Change 03-1001 initiated. 

UUN0E.I1 A . BASSE), L F. Baltimore Gas & Electric Co. 83/01/27 
Region t» Office of Director 2pp. 17035:041 24X 

Fiche 30-310, 83/01/27* 0302070421 


1302090160 Forward* LER 02-O1O/O3X-I , 

RUSSELL* L fl Baltimore Oat * Electric Co. 83/01/27, HAYNES, R C. 
Region 1. Office of Director lp 17069.356. 24X 

Fiche 30-318,03/01/27,8302090100 


— S302090203 Uptated LER 92-010/03XH on 8202 1 2* f o 11 owl ng reactor trip* 
element assembly 19 discovered stuck at 6-inch withdrawn 
position Cause undetermined Control element assembly L 
associated bundle inspected, 

LAOIEWSKI* J, 8. . FILE* P A Baltimore ©a* * Electric Co 03/01/27. 

Region 1, Office of Director 3pp 17069.337, 24X 

Fiche 30-318, 83/01 /27, 9302090 1 00 


8302090372 Forwards LER 83-002/03L-0 

RUSSELL. L 8 Baltimore Gas & Electric Co 83/01/31 HAYNES, R C 
Region I, Office of Director Ip 1 7071 098 24X 

Fiche 30-318,83/01/31,3302090372 


— 8302090377 LER 83-OG2/O3L-0 on 83010 1 , trans mi tter leads inadvertently 
lifted, cans ihg pressure indicator PIC-103 to fail low Caused 
by technician error Cable reconnected Engineering review 
will be conducted 

LAQI EUSKI , J S , RAYNOR, J W Baltimore Gas «, Electric Co 
83/01/31 Region 1, Office of Director 2pp 1 7071 09? 24X 

Fiche 50-318,83/01/31.0302090372 


©30223071* Forwards LER 63-001/03L-0 

RUSSELL, L B Baltimore Oas t Electric Co 03/02/03 HAYNES, ft C 
Region 1, Office of Director lp 17257 303 24X 

Fiche 50-318,83/02/03,8302230716 


— 8302230722 LER 83-001/03L-0 on 830104, vital Inverter 21 tripped causing 
loss of 21 vital instrument bus Caused by blown input fuse 
Fuse replaced 

PAWS, 0 s , DASSO, L F Baltimore Oas 6 Electric Co 03/02/03 

Region 1, Office of Director lp 17237 306 24X 

Fiche 30-31 8, 83/02/03, 0302230716 


0302100299 PND- 1-63-007 on 030203, both PORYs inadvertently opened tt 
partial safety injection occurred Caused by operator error 
in de-energ i j j ng wrong reactor protective sys channel 
ARCHITZEL,R , UOHNSON, D . TRIPP, L Region 1, Office of Director 
63/02/04 2pp 17116 360 24X F i c h e 50-3 18, 03/02/04, 8302100239 


8302230222 RO 83-07 <U-2> on B30203, inadvertent actuation of PORV 
occurred Caused when operator mistakenly de-energ i ired 
Channel D of reactor protection cabinet Rup lured disc in 
pressuricer quench tank replaced 

RUSSELL, L B Baltimore Oas L Electric Co 83/02/04 HAYNES, R C 
Reg i an i. Office of Director 2pp 17245 1 56 24X 

Fiche 30-318, 83/02/04. 0302230222 


6302230180 Forwards LER Q3-004/03L-0 

RUSSELL, L 0 Baltimore Gas 1 Elec trie Co 83/02/09 HAYNES, R C 
Region I* Office of Director lp 17293 034 24X 

Fiche 50-318.80/02/09,8302230188 


--B302230199 LER 83-004/03L -0 on 0301 12, while attempting to feed steam 
generators, aux i 1 i ary feedwater pump 22 failed to develop 
sufficient discharge pressure Caused by governor linkage 
being out of adjustment Linkage adjusted 

FARRELL, E V , PAVIS, 0 8 Baltimore Oas U Electric Co 83/02/09 
Region 1, Office of Director lp 17393 035 24X 

Fich# 50-310, 63/02/09, 0302250100 


8302230402 Forwards LER B3-O09/O3L-0 

R055ELL, L fl Da Hi more Gas & Electric Co 83/02/10 HAYNES, R C 
Region 1, Office of Director lp 17298 2 26 24X 

Fiche 50-318, 83/02/10,0302230402 


— 0302250404 LER 83-0G9/O3L-0 on 0301 1 6, p res s ur 1 xer level deviated from 
program band by more than +/-5X several times & pressuriier 
pressure decreased below 2,225 psia Caused by temp swing* 
due to startup testing Tech Spec change requested 
JUMOE.H A Baltimore Oas 6 Electric Co 83/02/10 Region 1, 
Office of Director 2pp 17290 227 24X Fiche 50-316,83/02/10. 

8302230402 


0302240199 Notification of 830224 meeting w/ufcll in flethesda* HD to 
discuss recent actuations of ESF sys 

JAR*E,D H Operating Reactors Branch 3 83/02/15 CLARK, R A 

Operating Reactors Branch 3 2p p 1728Q 247 24X 

Fiche 50-317, 03/02/15, 0302240195 


V Operator Exami net ions 


0301310203 Generic Ltr 03-06 to all power reactor 1 icensees, app 1 icante 
for OLa,NSS vendors, reactor vendor* 6 AE re certificates 
i( revised format for reactor operator L senior reactor 
operator licenses Svc list enel 

ElSENHUT, D 0 Division of Licensing 80/01/31 Consolidated 
Edison Co of New York, Inc I4pp 17347 177 24X 

Fiche 30-000, 83/01/31, 0301310203 


030^230408 Submits operator licensing exam schedule in response to NRC 
830111 Generic Ltr 03-01 

LUNOVALL, A E Baltimore Gas tt Electric Co 83/02/22. EI0ENHUT, 0 Q 
Division of Licensing 2pp 17298 224 24X Fich# 50-317,63/02/22. 

G302230409 
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DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


F Security, medical, emergency 6 fire protection plans 


8302020096 Notification of contract e xecution, Mod 1 to '‘TMI-2 Fire 
Protection Evaluation " Contractor Rolf-Jonsen & Assoc 
FLEENOR/C Technical Assistance Contracts Branch FIN JJ-0632 
63/01 /it VOLLMER.R Di vision of Engineering NOLAN, F NRC - No 

Deta.1 led Aff i liation Given lp 1699B 293 24X 

Fiche 50-320, 83/01 / 1 1 , 8302020076 


— 6302020102 Mod I, modifying statement of war k* increasing estimated 
total amount of contract & extending period of performance 
to 830228, to "TMI-2 Fire Protection Evaluation « 

WE83, W A Rolf Jensen & Associates, Inc HAGAN, T F Division of 
Contracts FIN 0-0632 83/01/11 2pp 16998 294 24X 

Fiche 50-320,63/01/11,9302020096 


3301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL $, holders of CPs re regional workshop 
concerning Suppl 1, NUREG-0737, ''Requirements for Emergency 
Response Capability * Svc list end 

EISENHUT, D 0 Di /ision of Licensing 03/02/01 Consolidated 

Edison Co of New Yorki Inc 1 1 p p 17221 226 24X 

Fiche 50-000,83/02/01,8301210340 


8302080031 Informs of mod to installation schedule for fire detection 
capability in chemical cleaning b Idg, provided in 020715 ltr 
Installation completion extended until 830429 

KANG A, B K General Public Utilities - GPU Service Corp 83/02/01 

SNYDER, B J THI Program Office lp 1705B 191. 24X 

Fiche 30-320.83/02/01,8302080031 


8302230348 Forwards IE Insp Rept 30-320/83-02 on 030102-29, No 
none amp 1 iance noted 

5TAR0STECKI, R Division of Project 4; Resident Program* 03/02/10 
KANOA, 8 K General Public Utilities - GPU Service Corp 2pp 
17291 125 24X Fiche 50-320,63/02/10,0302250340 


—0302250395 IE Imp Rept 50-320/03-02 on B30102-29 No none amp 1 i an: 6 
noted Major areas inspected previous insp findings, IE 
bul ietins, r outine plant operations, LERs, operator training, 
crane insp, health physic* review 6 reactor bldg entries 
MIEBE.J , BARR, K , MOSLAK, T Division of Project *. Resident 
Program* 03/02/04 8pp 17291 127 24X Fiche 30-320,83/02/10, 

9302250340 


0 Adjudicatory correspondence 


0302150445 Response to Philadelphia Electric Co S< PSEfcQ 030124 
motion to strike C Kepford affidavit suppl re expert 
qualifications Affidavit provides no relevant facts 
not considered by ASLAHs W/Cert if icate of Svc 

REISrE J Hearing Branch 3 83/02/14 Commissioner* 8pp 

17158 194 24X Fiche 50-000,83/02/14,8302150445 


Q302280193 Order extending time until 030328 for Commission to act to 
review TMI & Peach Bottom Intervenors 821227 petition for 
review of ALAB-701 

CHILK, S J Office of the Secretary of the Commission 03/02/25 
Cot siss loners 2pp 17306 059 24X Fiche 50-000,03/02/23, 

8302280 1 93 


P Operating license stage documents 4. correspondence 


6302250049 "Evaluation of TMI-2 Reactor Bldg Decontamination Process," 
Informal rept 

DOUGHERTY, D , ADAMS, J W Brookhaven National Laboratory FIN 
A-3162 8302250049 82/12/31 JOHNSON, T C Office of Nuclear 

Material Safety 6 Saf eguard*, Director 72p p >17303 007 24 X 

Fiche 30-320,82/12/31,8302250049 


8302010396 Forwards application for amend to License DPR-73, con * i s ting 
of Amend 1 to Tech Spec Change Request 38, changing App B 
ETS re aquatic monitoring program 

ARNOLD. R C General Public Utilities - GPU Service Corp 83/01/24 

SNYDER. B J TMI Program Office 2pp 16973*100 24X 

Fiche* 50-320, 83/01/24,0302010396 


— 0302010399 Ap p 1 icat ion for amend to License DPR-73, consisting of 
A,**tnd 1 to Tech Spec Change Request 30, changing App B ETS 
re aquatic monitoring program 

ARNOLD, R C General Public Utilities - GPU Service Corp 
33/01/24 2pp. 16973 i02 24X Pi che 50-320, B3/01/24, 0302010396. 


— 6302010402 Amend 1 to Tech Spec Change Request 3S, changing Ap p B ETS 
re aquatic monitoring program 

4 General Public Utilities - GPU Service Corp 03/01/24 70pp 
16973 185 24 X Fiche 30-320,83/01/24,0302010396 


8302020001 Requests extension of time period during which both airlock 
doors on both containment bldg airlocks may be open 
simultaneously during entire entry period Action required 
to expedite personnel through radiation field 

KANOA, B K General Public Utilities - GPU Service Corp. 03/01/28. 

BARRETT, L TMI Program Office 3pp 17005 069 24X 

Fiche 50-320,83/01/20,0302020001 


8302040416 Forward* Rev 2 to ''TMI-2 Recovery Program Estimates* " par 
020921 ltr Removal of fuel i debris to begin Jan 1905 & 
conclude by June 1986 Total program scheduled for completion 
by June I960 

ARNOLD, R C General Public Utilities - GPU Service Corp 03/01/31. 
DENTON, H R. Office of Nuclear Reactor Regulation, Director. 4pp 
17017 253 24X Fiche 50-320,03/01/31,0302040416 


— 8302040410 Rev 2, "TMI-2 Recovery Program Estimate » 

e General Public Utilities - GPU Service Corp 82/12/30 33pp 
1701? 257 24X Fiche 30-320,03/01/31,8302040416 


8302170112 Forward* list of 21 generic ltr» issued since 820707 Ltrs 
applicable to TMI-2 Indicated by asterisk 

SNYDER. B J TMI Program Office 03/02/03 KANOA, B K Oeneral 
Public Utilities - OPU Servlet Corp 4pp 17191 106 24X 

Tiehe 30-320, 03/02/03,0302170112 


8302170392 Notification of contract # xec uti on, Mod 6 to "Human Factors 
Evaluation of Control Room Design Operator Performance at 
TMI-2 11 Contractor Essex Corp 

SMrrH, P A Di Vie l on of Contracts NRC -04- 7 9-209 03/02/04 

DENTON, H R Office of Nuclear Reactor Regulation, Director. 
BELTRACCHIiL. NRC - No Detailed Affiliation Given Ip 17195.206 
24X Fiche 50-320, 63/02/04, 0302170392 


— 0302170396 Mod 6, •* tab 1 i s h 1 ng final Indirect rates per contract 
Clause 34, to "Human Factors Evaluation of Control Room 
Design £ Operator Performance at TMI-2 ♦' 

FOOTE, R C Essex Corp SMITH, P A Division of Contract*. 
NRC-04- 79-209 03/02/04 2pp 17195 207 24X 

Fiche 50-520,03/02/04,0302170392 


8302220030 Corrments on proposed action in 830120 ltr re reactor bldg 
airlocks use during recovery activities Proposed action to 
maintain open doors acceptable 

BARRETT, L H TMI Program Office 03/02/07 KANOA, B K Oeneral 
Public Utilities - GPU Service Corp 3pp 17227 349 24X 

Fiche 50-320,03/02/07,0302220030 


8302080295 Generic Ltr 03-09 to all operating reactor licensee*, 
applicant* for OL & holders of CP for C-E PWRs r» review of 
C-E Owners Group emergency procedures guideline program Bve 
list #nc 1 

EISENHUT, D Q Division of Licensing 83/02/00 Consolidated 
Edison Co of New York, Inc llpp 17290 247, 24X 

Fiche 50-000, 03/02/00, 83020B0295 


0302080304 Generic Ltr 03-11 to all operating reactor licensees re 
licensee qualification for performing safety analysis In 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end 
EISENHUT. D.Q Division of Licensing 03/02/00 Consolidated 
Edison Co of New York, Inc 9pp 17234 234 24X 

Fiche 50- 00 0, 03/02/08, 0302000304 


6302170379 Forward* Amend 1 to organisation plan. Rev 6, amended to 
resolve NRC concerns re location of review It audit 
provision* of plan vis-a-vis Tech Specs Review Sc audit 
section deleted from plan %■ included w/Tech Spec Change 40 
KANGA, ft K General Public Utilities - GPU Bervice Corp, 03/02/U, 
SNYDER, H J TMI Program Office 5pp 17103:340 24X 

Fiche 50-320,03/02/11,8302170379 


8302180261 Forwards supplemental response to NRC generic ltr requesting 
info on control of heavy loads Enel covers response to 
Section 2 1 for activities inside reactor bldg through head 
removal 

KANGA, 0 K Oeneral Public Utilities - GPU Service Corp. 03/02/U. 
SNYDER, B J. TMI Program Office I4pp 17215243. 24X 

Fiche 50-320,03/02/14,8302100261 


6302100431 Advises that reactor vessel will be drained to 328-ft level 
on 830216 to allow ion chamber insertion Into vessel Chamber 
will perform survey of exterior to vessel to obtain 
radiation level readings 

KANGA, 8 K General Public Utilities - GPU Service Corp 03/02/U. 
BARRETT, l_ H„ TMI Program Office lp 17215.179 24X 

Fiche 50-320.03/02/14.8302180431 


6302240271 Forwards Rev 2 to "Polar Crane Functional Description, 11 
updating min required crane function) & movements necessary 
for crane recovery 

KANCA, B K General Public Utilities - GPU Service Corp 03/02/17 
BARRETT, L H TMI Program Office lp 07274 204 24X 

Fiche 50-320, 83/02/ 17, 8302240271 
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—— 8302240274 R»v 2 to "Polar Crane Functional Description 11 

* Qeneral Public Utilities - OPU Service Corp 93/02/20 25pp 
17274 205 24X Fiche 50-320,83/02/17.8302240271 


8302250088 Corrmant* on GPU study “Solid Waste Disposal Categorization 
for TMI-2, 11 in response to 830113 memo Licensee should 
initiate discussions u/stats to ascertain types of wastes 
which will be accepted at Hanford site 

DROWNING. R E Division of Waste Management 33/02/17 SNYDER. fl J 
Till Program Office Spp 17302 331. 24X Fi eh e' 50-320, 03/02/ 17, 

0302250 0B9 


0302240260 Forward i "SER for Polar Crane Load T9*t " 

KANQA, D K General Public Utilities - GPU Service Corp 83/02/18 
BARRETT, L H TMI Program Office lp 17274 330 24X 

Fiche 50-320. 03/02/10. 8302240260 


— 83022402^3 "BeR for Polar Crane Load Test," Rev O 

* General Public Utilities - GPU Service Corp 83/02/14 46pp 
17274 231 24X Fiche 30-320,83/02/10.8302240260 


0302250277 Application for amend to License DFR-73 consisting of Amend 
2 to organization plan. Rev 6 Amend resolves WRC concerns re 
responsibility te authority of SRQ to advise of any nuclear 
safety issues not addressed 

KANO A. H K General Public Utilities - GPU Service Corp 83/02/22 

SNYDEfl, B J TMI Program Office tp 17292 042 24X 

Fich# 50-320, 83/02/22. 830 225027 7 


— 8302250287 Proposed Tech Spec c hang* , cons 1 s t i ng of Amend 2 to 
organ! Jtat Ion plan. Rev 6. resolving NRC concerns re 
responsibility & authority of SRG to advise of any safety 
issues not addressed w/adequate consideration 

* General public Utilities - GPU Service Corp. 83/02/22 4pp 
17292 043 24X Fiche 50-320, 03/02/22.8302250277 


Q Inspection reports, TE Bulletins 1 correspondence 


83 020304 B7 FonuaTds IE Inap Rapt 50-320/92-15 on B2 1207-830101 b notice 
of violation 

STAR03TECK I . R Division of Project fc Resident Programs 03/01/21 

KANCA. 0 K General Public Utilities - CPU Service Corp 2pp 
17007 309 24X Fiche 50-320, 93 /Ql/2 1 , B30 2030497 


—B302O30494 Notice of violation from insp on 021207-8301 Oi 

» Division -of Project St Resident Programs 03/OI/2J lp 
17007:311 24 X Fiche 50-320. B3/01 /21. &302030487 


— B302030502 IE Insp Rept 50-320/82-15 on 321207-030101 Noncompliance 
noted failure to use controlled special operating procedure 
WIEBE.J i BARR.K , MQSLAK.T Division of Project t* Resident 
Programs 63 / 01/18 9pp 17007 312. 24X Fiche 50-320.83/01/21, 

8302030407 


8302010347 Ack receipt of 830117 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-320/02-12 
3TAR0BTECKI, ft Division of Project in Resident Programs 83/01/24 
KAN&A, D. K. General Public Utilities - GPU Service Corp 2pp 
16973-344 24X Fiche 30-320,03/01/24,0302010347 


--8303010353 Responds to NRC 83U3Q ItT re violations noted In IE Insp 
ftept 50-320/02-12 Corrective actions operating procedure in 
place to implement sampling Sampling frequency determined by 
wort package 

KANOA, 8 tt General Public Utilities - GPU Service Corp, 83/01/17 
HAYNEB, R C Region 1. Office of Director 3 PP 16973:346 24X 

Fiche 50-320, 83/0 1 / 24, 8 3 020 10347 


•>2010353 Ack receipt of 820902 ltr informing NRG of steps taken to 
cotract violations noted In IE Insp Rept SQ-320/02-06 Based 
on response, fa 1 lure of drum ring due to lug matt fc 
considered beyond licensee GA Item no longer noncompliance 
8TARQSTECKI, R Division of Project 4 Resident Programs 83/01/24 
KANG A, B K General Public Utilities - GPU Service Corp Bj> p 
J6773 3 33 24X Fiche- 50-320, 03/01/24, 0302010353 


212060359 IE Info Notice 03-01, "Ray Miller, Int " Svc list «hcl. 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 63/01/26 Consolidated Edison Co of New 

York, Inc 116pp. 17023 160 245C Fiche 50-000, 93/01 /26. 831 2060358, 


8212060360 16 Info Notice 83-02, "Limi tor que HOflG.H10C.H2ac * HSBC 
Oearheads, 11 Svc list and 

JORDAN, £ L Division of Emergency Preparedness in Engineering 
Response (Post 830103) 63/01/20 Consolidated Edison Co of New 

York, inc I09pp. 17144 001, 24X Fiche 50-000, B3/01 /28. 8212060360 


8212060361 IE Info Notice 83-03. "Calzbr nf Liquid Level Instruments " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness Sc Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co of New 

York, inc UOpp 17074 095 24* Fiche 50-000,03/01/28,8212060361 


0302230122 Forwards IE Insp Rept 50-320/02-16 on 021206-030114 No 
nonconp 1 lane e noted 

STAROSTECKI. R Division of Project & Resident Programs 83/02/09 
KAN3A, 3 K General Public Utilities - GPU Service Corp 2pp 
17243 31S 24X Fiche 50-320,03/02/09,0302230122 


— B30223012B IE Insp Rept 30-330/82-16 on 821206-830114 No 
noncompliance noted Major areas inspected action on IE 
bulletins V circulars, previously identified items of 
noncompliance 6 radiological protection program 
O'NEILL, 0 , MOSLAK, T , QAftR, K Division of Project & Resident 
Programs 03/02/02 10pp 17243 317 24X Fiche 50-320,83/02/09, 

0302230122 


0302250349 Forwards IE Insp Rept 50-320/03-02 on 830102-29 No 
nonconp linnet noted 

3TARQ5TECKI, R Division of Project & Resident Programs 03/02/10 
KANOA, 8 K Qcneral Public Utilities - GPU Service Corp 2pp 
17291 125 24X Fiche 50-320,83/02/10,8302250348 


— 8302250355 JE Insp Rept 50-320/83-02 on 830102-29 No none omp 1 lane o 
noted Major areas inspected previous insp findings, IE 
b ul letins. routine plant operations, LERs, operator training, 
crane insp, health physics review A reactor bldg entries 
WIEDE.J , BARR.K . MOSLAK, T Division of Project L Resident 
Programs 03/02/04 Bp p 17291 £27 24X Fiche 50-320,03/02/10, 

9305250340 


0212060363 IE Info Notice 93-04, "Failure of Elma Power Supply Units " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/19 Consolidated Edison Co, of Now 

York, Inc ljOpp 17347 1 91 24XFicho 50-000,83/02/16,8212060363 


0212060369 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Lou Level Radwaa te - 10CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of Now 

York, Inc illpp 1 7347 030 24X F i c he. 50-000, 83/02/24, 02l 2060369 


E212060366 IE Info Notice 03-06, "Non i d enti ca I Replacement Parts " 
five list end 

JORDAN, C L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc i 12pp 17361 148 24Y Fi the - 50-000, 03/02/24, 021 2060366 


R Periodic operating reports i, related correspondence 


0302000107 Forwards TMI Program Ofc weekly status rept for wk of 
030116-22 

BARRETT, L H Till Program Office 03/01/24 DENTON, H ft Office of 
Nuclear Reactor Regulation, Director SNYDER , 0 J TMI Program 
Office 3pp 17106.005 24X Fiche 30-320, B3/01 /24 , 63020Q01 07 


8302170100 Forwards TMI Program Ofc weekly status rept for wk of 
830*23-2? 

BARRETT, L H TMI Program Office 03/01/31 DENTON, H. R Office of 
Nuclear Reactor Regulation. Director SNYDER, B J TMI Program 
Office 7pp 17191 082 24< Fiche 50-320,83/01/31,6302170100 


8302070326 "Till -2 Groundwater Monitoring Program," for period ending 
821220 

KANOA, 0 K General Public Utilities - GPU Service Corp 03/02/01 
BARRETT, L H TMI Program Office 3Spp 17030 313 24X 

Fiche 30-320, 03/02/01, 8302070326 


0302100107 Forwards TMT aquatic studies monthly rept for Dec 1982 
HICKEY, C R Environmental Engineering Branch B3/02/04 BAILEY, I 
Records Services fc Facilities Branch lp 17133 016 24X 

Fiche 50-320,03/02/04,8302100107 


— 83021C0111 Forwards TMI environ control* monthly progress rept for 
Dec 1902 

TEITT.T R General Public Utilities - GPU Service Corp 63/01/25 
HICKEY, C NRC - No Detailed Affiliation Given Ip 17135*017 
24 < Fiche 50-320,93/02/04,0302100107. 


— B302100117 "TMI Aquatic Study, " monthly rept fqr Dec 1982 

NARDACCIrG A Ichthyological Assoc lates, I nc. 02/12/31 23pp 
17135 018 24X Fiche 50-320, 03/02/04,0302100107 
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0303320012 Submit* TUI Program Ofc weekly status rept for oik of 
030130-020*5 

BARRETT i L H 7MI Program Office 63/02/07 DENTON, H R Office of 
Nuclear Roacfcoi Regulation# Director SNYDER# 0 J TMI Program 
Office 9pp 17233295 24 < Fiche 50-320,83/02/07,0302220012 


— 8302010119 Transcript of lawsuit between General Public Utils & Bfc' 
Federal District Cour t. Southern District of NY#Vol 1 
Pp 1-189 Transcript available in PDR for viewing only 
* NRC - No Detailed Affiliation Given 82/11/01 I09pp 
17013 035 24 X Fiche 50-289# 82/ 12/21 # 83020101 12 


S Reportable occurrences, LERs J related correspondence 


8302030495 Part 21 lept re determination that post-LOCA hydrogen 
reco.nbiner is likely to malfunction following exposure 
to elevated temp# high humidity environ Replacement part 
i den t 1 *■ 1 c a t i 0 n will tie provided to operators by 030218 
EMPEY# D C Rockwell International Corp 82/12/17 COLLINS# J 
Region 4# Office of Director 4pp 17006 128 24X 

Fiche 50-000,02/12/17,0302030495 


B 3020 2014/ LER 82-031 has been canceled 

MCKNIGHT, J General Public Utilities - GPU Service Corp 03/02/01 
Region 1, Office of Director lp 16993 362 24X 

Fiche 50-320, 03/02/01 # 0302020 1 47 


0302020171 LER 82-026 has been canceled 

MCKNIGHT, J Metropolitan Edison Co 83/02/01 Region i, Office 

of Director Ip 16993 359 24X Fiche 50-320# 03/02/0 i , 0302020171 


6302020302 LER 82-029 has been canceled 

MCKNIGHT# J Metropol itan Edison Co 03/02/01 Region 1# Office 

of Director lp 16993 311 24X Fiche 50-320# 83/02/0 1 # 0302020302 


— 0302010123 Transtript of lawsuit between General Public Utile & Bid 
Feoeral District Cour fc, Southern District of NY, Vol 2 
Pp 190-361 Transcript available in PDR for viewing only 
* PRC - No Detailed Affiliation Given 82/11/02 I72pp 
17013 005 24 X Fiche 50-269, 02/ 12/21 # 03020101 12 


— 9302010129 Transcript of lawsuit between General Public Util* it 8M 
Federal District Cour t# Southern District of NY.Vol 3 
Pp 362-537 Transcript available in PDR for viewing only 
* NRC - No Detailed Affiliation Given 02/11/03 176pp 

17013 093 24 X Fiche 50-289,82/12/21,8302010112 


— 8302010135 Transcript of lawsuit between General Public Util* *# D&l 
Federal District Cour t# Boothe rn District of NY#Vol 4 
Pp 330-712 Transcript available In PDR for viewing only 
a NRC - No Detailed Affiliation Given 82/11/04 175pp 

17013 035 24X Fiche 50-289.02/12/21,8302010112 


— 8302010142 Transcript of lawsuit between General Public Util* It B&l 
Federal District Cour t# Souths rn District of NY# Vol 5 
Pp 713-030 Transcript available in PDR for viewing only 
a NRC - No Detailed Affiliation Given 02/11/05 110pp 

17013 035 24 X Fiche 50-289,02/12/21,8302010112 


0302230693 Forwards LER 83-001/01L-0 

KANGA, D K General Public Utilities - GPU Service Corp 03/02/02 
HAYNES# R C Region 1# Office of Director ip 17237 323 24X 

Fiche 30-320, 03/02/02, 0302230695 


- -6302230699 LER 83-001 /OIL-O on 830104 # one e- th rough steam generator 
(OTSO) A pressure did not register change after filling 
secondary Side Caused by failure of pressure transmitters 
Alternate pressure indications installed on OTSG A If D 
CHAPLIN# 8 D General Public Utilities - GPU Service Corp 
03/02 /OP Region 1, Office of Director 3pp 17257 324 24X 

Fiche 50-320, 03/02/02, 0302230695 


0302100250 LER B3-003/01P an 030211# hourly fire watch not performed at 
required frequency Cause not stated 

KAiJOArB K General Public Utilities - GPU Service Corp 03/02/14 
HAYNES. R C Region 1# Office of Director lp 17215 273 24X 

Fiche 50-320, 03/02714.0302180250 


8302230207 Forward* LER B3-002/01L-0 

KANGA# B K General Public Utilities - GPU Service Corp 83/02/14 
HAYNES-, R c Region 1# Office of Director lp 17293 109 24X 

Fiche 30-320, 83/02/14, 030225020 7 


— 8302250211 LER 93-002/01L-0 on B30U4#Heise gauge GR-P1-1 fell 
from mount Caused by tie wraps broken by vibration 
induced fatigue Gauge recalibr ft remounted using heavy 
duty tie wraps 

CHAPLIN# S D Oeneral Public Utilities - GPU Service Corp 
03/02/14 Region 1, Office of Director 3pp 17293,106, 24X 

Fiche 90-32 0.03/02/14,0302250207 


T Hearing transcript* on non-ani l trust matters 


8302010104 FCJIA request for transcript* of lawsuit between General 
Public Util* 3* B8 W in Federal District Cour t# South ern 
District of NY f 

WEIS8# E R„ Union of Concerned Scientists B2/11/22, FELTON# J 
Division of Rules and Records lp 17061 071 24X 

Fiche 50-209, S2/U/22# 0302010104 


— 0309010140 Transcript of lawsuit between Oenerol Public Util* << B&I 
Federal District Court# Southern District of NY, Vol 6 
Pp S3 1- 1 # 030 Transcript available in PDR for viewing only 
a NRC - No Detailed Affiliation Given 82/11/09 200pp 

17013 085 24 X Fiche 50-2B9# 82/12/21, 0302010112 


— 0302010153 Transcript of lawsuit between General Public Utils & BM 
Federal District Cour t, Southern District of NY#Vol 7 
Pp 1,031-1# 130 Transcript available in PDR for viewing only 
* NRC - No Detailed Affiliation Given 82/11/10 tOOpp 
17013 085 24X Fiche 30-209, 02/12/2!# 0302010112 


— 8302010156 Transcript of lawsuit between Central Public Util* 1# BM 
Federal District Court , Southern District of NY.Vol 0 
Pp 1,131-1,235 Transcript available in PDR for viewing only 
* NRC - No Detailed Affiliation Given 02/11/11 lOSpp 
17013 005 24X Fiche 50-209,82/12/21.0302010112 


— 0302010161 Transcript of lawsuit between General Public Util* fc B&' 
Federal District Court# Southern District of NY.Vol 9 
Pp 1 # 236-i, 337. Transcript available in PDR for viewing only 
* NRC - No Detailed Affiliation Given 82/11/12 102pp 

17013,005 24 X Fiche 30-289.02/12/21,8302010112 


— B302010166 Transcript of lawsuit between General Public Util* & 
Federal District Court, Southern District of NY, Vol 10 
Pp 1,330-1,534 Transcript available in PDR for vieuing only 
* NRC - No Detailed Affiliation Given 82/11/15 197pp 

17013 095 24 X Fiche 50-269# 02/12/21 ,8302010112 


—0302010170 Transcript of lawsuit between General Public Util* 8* B*# 
Federal District Court, Southern District of NY#Vol 11 
Pp 1,535-1# 715 Transcript available in PDR for viewing only 
* NRC - No Detailed Affiliation Given 02/11/16 lQlpp 
17013 085 24 X Fiche 50-209# 82/12/2 1 , 83020101 12 


— 0302010177 Transcript of lawsuit between General Public Utils h 81 
Federal Di*trict Court# Southern District of NY# Vol 12 
Pp 1,716-1# 875 Transcript available in PDR for viewing only, 

# NRC - No Detailed Affiliation Given 82/11/17 I60pp 
17013 005 24 X Fiche 50-289,82/12/21,8302010112 


0302160 090 Notification of contract execution. Mod 2 to “Transcription 
of Till Tape* * Contractor NR Gross & Co, Inc 

SMITH# P A Division of Contracts NRC-10-79-400 82/12/20 

EPRINGERjM Office of Administration MCVEAGH, H NRC - No Detailed 

Affiliation Given lp 17160262 24X Fi ch e • 50-209# 82/ 12/20# 

6302160090 


— 9302160104 Mod 2, deob 1 iga ting funds, to "Transcription of TMI Tape* " 
« Neal R. Gro** * Co , Inc. SMITH# P A Division of Contracts. 

NRC - i 0- 79-4 00 82/12/20 lp 17160:263 24X 

Flc h*’ 90-209, 02/12/20# 8302160098 


— 0302010103 Transcript of lawsuit between General Public Utils fc 81 
Federal District Cour t# Southern District of NYtVal 13. 

Pp 1,076-2,039 Transcript available in PDR for viewing only 
a NRC - No Detailed Affiliation Given 82/11/18. IMpp 
17013 005 24 X Fiche 50-289.02/12/21,8302010112 


— 0302010202 Transcript of lawsuit between Oeneral Public Util* tc 01 
Federal District CouTt# Southern District of NY# Vol 14. 

Pp 2,040-2. 137 Transcript available in PDR for viewing only. 

* NRC - No Detailed Affiliation Oiven 82/11/19 90pp 
17013 009 24X Fiche 50-209.82/12/21,8302010112 


9302010112 Respond* to F01A request for transcript* of lawsuit between 
General Public Util* * BS>W in Federal District Court# 

Southern District of NY Listed transcripts available in PDR 
for viewing only 

FELTON# J M Division of Rules and Records 82/12/21 WEISS# E R 
Harmon SI Weis*. 3pp 17061 072 24X Fich «• 50-289, 82/12/21# 

9302010112 


— 8302010210 Transcript of lawsuit between General Public Util* fc 
Federal District Court, Southern District of NY, Vol 15. 
pp 2,130-2,311 Transcript available in PDR for viewing only. 

# NRC - No Detailed Affiliation Given 02/11/22 174pp. 

17013 085 24X Fiche 90-289,82/12/21.8302010112 
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— 8302010216 Transcript of lawsuit bit tween General Public Utils It Q&W in 
Federal District Court* South * rn District of NY, Vol J6 
Pp 2*312-2,574 Transcript available in PDR far viewing only 
■» NRC - No Detail** Affiliation Given 82/11723 263pp 

17013 095 24X Fiche 50-289. 027 12/21.83020101 12 


— 8302010221 Transcript of lawsuit between General Public Utils 6 JJLW in 
Federal District Court* Southern District of NY.Vol 17 
Pp 2*575-2.630 Transcript available in PDR for viewing only 
« NRC - No Detailed Affiliation Given 02/11724 I06pp 
17013 003 24 X Fiche* 50-239* 82/12/21.8302010112 


—8302010226 Transcript of lawsuit be tween General Public Utils & Di*W in 
Federal District -Court. South* rn District of MY,Vol IB 
Pp 2.681-2.830 Transcript available in PDR for viewing only 
* NRC - No Detailed Affiliation Given 02/11/29 I50pp 
17013 093 24X Fiche 50-289,02/12/21.0302010112 


— 8302010232 Transcript of lawsuit between Oe nera 1 Public Utils & BLW in 
Federal District Court* Southern District of NY. Vo 1 19 
Pp 2.031-2.923 Transcript available in PDR for viewing only 
-* NRC - No Detailed Affiliation Given 82711/30 93pp 
17013 085 24X Fiche 50-209*82/12/21.8302010112 


— 8302010238 Transcript of lawsuit between General Public Util* 4 fl&W in 
Federal District Court* Southern District of NY. Vo 1 20 
Pp 2,924-3)040 Transcript available in PDR for viewing only 
a NRC - No Detail** Affiliation Given 82712/01 I17pp 
17013 005 24 X Fiche 30-289,82/12/21,8302010112 


— 0302010241 Transcript of lawsuit between General Public Utils !< B&W In 
Federal District Court* Southern District of NY.Vol 21 
Pp 3*041-3, 215 Transcript available in PDR for viewing only 
* NRC - No Detailed Affiliation Given 02/12/02 175pp 

17D13.085 24X Fiche 30-289,82/12/21,0302010112 


— 8302010256 Transcript of lawsuit between General Public Utils & B&W in 
Federal District Court. Southern District of NY.Vol 22 
Pp 3,216-3,377 Transcript available in PDR far viewing only. 

* NRC - No Detailed Affiliation Given 82/12/06 162pp 

17013 035 24< Fiche 30-289,82/12/21,0302010112 


--830201Q262 Transcript of lawsuit between General Public Utils & BLW in 
Federal District Court. Southern District of NY.Vol 23 
Pp 3,378-3,559 Transcript available in PDR for viewing only 
* NRC - No Detailed Affiliation Given 02/12/07 102pp 

17013 095 24X Fiche 50-289,82/12/21,8302010112 


-8302010268 Transcript of lawsuit between General Public "Utils L BLW in 
Federal District Cour t, Southern District of NY, Vo 1 24 
Pp 3,560-3,733 Transcript available in PDR for viewing only 
a NRC - No Detailed Affiliation Given 82/12/OB 174pp 

17013 083 24X Fiche 50-289.82/12/21,0302010112 


— 8302010273 Transcript of lawsuit between Oeneral Public Utils 6 B!cW in 
Federal District Cour t, Southern District of NY.Vol 25 
Pp 3.734-3,906 Transcript available in PDR for viewing only 
* NRC - Mo Detailed Affiliation Given 82/12/09 173pp 

17013 035. 24X Fiche^ 50-289* 02/12 /21,0302010112 


'0302010278 Transcript of lawsuit between General Public Utils 6 DfcW in 
Federal District Court, Southern District of NY, Vo 1 26 
Pp 3,907-3,989 Transcript available m PDR for viewing only 
* NRC - Mo Detailed Affiliation Given 02/12/10 03pp 
17013 005 24X Fiche SO-289, 82/12/21,8302010112 


— 8302010282 Transcript of lawsuit between General Public Utils it BStU in 
Federal District Court, Southern District of NYrVol 27 
Pp 3,990-4,170 Transcript available In PDR for viewing only 
* NRC - No Detailed Affiliation Given 02/12/13 109pp 

17013 085 24X Fiche 50-299,92/12/21,8302010112 


■8302010284 Transcript of lawsuit between General Public Util* Si BLU in 
Federal District Court, South ern District of NY’iVol 28 
Pp 4,179-4,388 Transcript available in PDR for viewing only 
* NRC - No Detailed Affiliation Given 02/12/14 2l0pp 
17013 005 24 X Fiche 50-289, 02/12/21,0302010112 


— 8302010269 Transcript of lawsuit between General Public Utils it BLW in 
Federal District Court, Southern District of WY,Vol 29 
Pp 4*399-4,554 Transcript available in PDR for viewing only 
* NRC - No Detailed Affiliation Given 02712/15 166op 

17013.005 24X Fiche 50-289*82/12/21,8302010112 


— 8302010291 Transcript of lawsuit between General Public Utils 6 0-&W in 
Federal District Court, Southern District of NY, Vo 1 30 
Pp 4,555-4,746 Transcript available in PDR for viewing only 
* NSC - No Detailed Affiliation Given 02712/16 192pp 

17013.085 24X Fiche’ 50-289* 82/12721,03020101 12 


— 8302010295 Transcript of lawsuit between General Public Utils it 0&W in 
Federal District Court, Southern District of NY, Va 1 31 
Pp 4,747-4,913 Transcript available in PDR far viewing only 
* MAC -No Detailed Affiliation Given 02/12/17 167pp 

17013 085 24X Fiche 50-209,02/12/21,0302010112 


'8302010299 Transcript of lawsuit between General Public Utils 8. BfcW in 
Federal District Court, Southern District of NY, Va 1 32 
Pp 4,914-5, 102 Transcript available in PDR for viewing only 
* NRC -No Detailed Affiliation Given 02/12/20 189pp 

17013 085 24X Fiche 50-289,82/12721,8302010112 


— 8302010302 Transcript of lawsuit between General Public Utils it O&W in 
Federal District Cour t* Southern District of NY.Vol 33 
Pp 5,103-3,279 Transcript available in PDR for viewing only 
# i'RC - No Detailed Affiliation Given 02/12/21 177pp 

17013 085 24/ Fiche 50-289,02/12/21,0302010112 


— 8302010305 Transcript of lawsuit between General Public Utils it BfcW in 
Federal District Cour t, South e rn District of NY.Vol 34 
Pp 5,280-5, 446 Transcript available in PDR for viewing only 
* NRC -No Detailed Affiliation Given 02/12/22 I67pp 
17013 085 24X Fiche 30-289,82/12/21,8302010112 


03O222O462 Transcript of Advisory Panel on Decontamination of TMI-2 
030202 meeting in Harr i s b urg, P A Pp 110-200 

* Advisory Coun-cil ror Decontamination of TMI Unit 2 03/02/02 

103pp 17240 011 24X Fiche 50-320,83/02/02,0302220462 


V Operator E » a minat l ons 


830 1310203 Generic Ltr 93-06 to a 1 1 power reactor 1 i c cna e e», app 1 1 cants 
for GLs.NSS vendors, reactor vendors 1 AE re certificates 
& revised format for reactor operator it senior reactor 
opeiator licenses Svc list enc 1 

EISENHUT.DG Division of Licensing 83/01/31 Consolidated 

Edison Co of New York, Inc I4pp 17347 177 24X 

Fiche 50-000,83/01/31,8301310203 


0302090407 Forwards Procedure 621 0-ADM-2550 01, "Control of Exams for 
Units l 4-2," Rev 0, in response to ABLB 820727 partial 
Initial decision requiring procedure for routine sampling 6 
review of exam answers for evidence of cheating 

HIM ILL, H D General Public Utilities - GPU Service Corp B3/02/07 

STOLZ* J F Operating Reactors Branch 4 lp 17071 076 24X 

Fl che 30-289, 83/02/07, 8302090407 


— 8302090410 Procedure 6210-ADM-255Q 01, "Control of Exams for Units 1 & 
2, " Rev 0 

* General Public Utilities - GPU Service Corp 83/02/07 6pp 
17071 077 24 X Fiche 50-289,83/02/07,8302090407 


DOCKET 50-321 EDWIN I HATCH NUCLEAR PLANT, UNIT 1 


F Security, medical, energency t fire protection plans 


8302150221 Forwards IE Insp Ropts 50-321/82-43 V 50-366/02-41 on 
821 120-1219 No noncomp 1 iance noted 

DANCE* H, C Division of Project L Resident Programs. 83/01/10 

KELLY* R J Georgia Power Co 2pp 17150 033 24X 

Fiche 50-321,83/01/10,8302150221 


— 8302130234 IE Insp Repts 50-321/82-43 i 30-366/82-41 on 021120-1219 No 
noneomp 1 iartce noted Major areas inspected Tech Spec 
conp 1 lance, operator p er formance, ovoral 1 plant oporati ons, QA 
practices & station & site security piocedures 
HOLMS S-R AY, P , BROWNLEE, V L Division of Project 6 Resident 
Programs 83/01/07 4pp 17150 037 24X Fiche 50-321,83/01/10, 

8305150221 


8302150716 Forwards IE Insp Repts 50-321/02-44 it 50-366/02-39 on 
021206-10 No roncomp 1 iance noted. 

DANCE* H C Division of Project b Resident Programs 03/01/10 

KELLY* R J Georgia Power Co 2j>p 17153 030 24X 

Fiche 50-321,83/01/10,0302150716 


— 8302150721 IE Insp Repts 50-321/82-44 it 50-366/82-39 on 821206-10 No 
noncompliance noted Major area inspected radiological 
emergency e xercise 

ANDREWS, D L , MARSTON, R R , JENKINS, 0 R Division of Emergency 
Preparedness if Materials Safety 83/01/07 7pp 17153' 032 24X 

Fiche 50-321,03/01/10,8302150716 


8302130427 Ack receipt of 830107 ltr Informing NRC of stepB taken to 
correct violations noted in IE Insp Repts 30-321/02-3? it 
50-366/82-37 

DANCE* H C, Division of Project tt Resident Programs 83/01/19 

KELLY. R J Georgia Power Co lp 17157 037 24X 

Fiche. 50-321, 83/01/19,0302150427 
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— B3O215O4B0 IE Insp Repts 50-321/82-39 ft 50-366/02-37 on 021028-1120 
Moncompliance noted out of svc RHR svc water strainer outlet 
valve 2E11-F116D found abut but unlocked ft inlet valve 
2F11-F1178 found locked open 

HOLMES-RAV, P . CRLENJAK,R V , ROGGE, J F Division of Project & 
Resident Programs 82/12/08 4pp 17157 043 24X 

Fiche 30-321,83/01/19,8302150427 


0302130611 Ac V receipt of 821130 ft 1230 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-321/32-32 ft 50-366/92-30 

DANCE, N C Division of Project ft Resident Programs 83/01/19 

KELLY, R J Georgia Power Co Ip 17154 146 24X 

Fiche 50-321,83/01/19,030215061 1 


—8302150659 IE Insp Repts 90-321/82-32 ft 50-366/82-30 on 020820-0928 
Noncomp 1 lance noted failure to follow HPC I surveillance 
procedure, properly notify NRC ft follow health physics 
procedure 

RDGCRS.R F , HOLMES-RAY, P , BROWNLEE, V L Division of Project & 
Resident Programs 02/10/23 4pp 17134 157 24X 

Fiche 50-321,83/01/19,8302150611 


8302020336 Releases public version of revised Emergency Plan 
Implementing Procedures 

FELTON, J M Division of Rules and Records 83/01/20 Document 
Management Branch lp 16997 040 24X Fiche 50-321,03/01/20, 

9302020336 


— 0302020342 Forwards public version a# revised Emergency Plan 
Implementing Prac edures , inc 1 ud i ng Procedures HNP-B134 re 
whole body counter sys, HNP-4330 re alert - shift (supervisor 
ft HNP-4730 re general emergency - shift supervisor 

NK,H C Georgia Power Co 83/01/18 Office of Nuclear Reactor 

Regulation, Director lp 16997 041 24X Fi c h e' 50-321 , 03 /01 /2B, 

0302020336 


—8302020346 Public version of revised Emergency Plan Implementing 
Procedures, including Procedures HNP-8134 re whole body 
counter sys,HNP-4533 re alert - shift supervisor ft HNP-4730 
re general emergency - shift supervisor 

ROGERS, W H ► NK,H Georgia Power Co 03/01/06 lOBpp 
16997 042 24 X Fiche 50-321,03/01/20,8302020336 


9301210340 Generic Ltr 03-04 to all licensees of operating reactor*, 
applicants for aL ft holders of CPs re regional workshop 
concerning Suppl 1, NUREG-0737 , "Requirements for Emergency 
Response Capability " Svc list end 

ElSENHUTrD O Division of Licensing 83/02/01 Consolidated 

Edison Co of New York, Inc llpp 17221 226 24X 

Fiche 30-000,83/02/01,0301210340 


0302100275 Requests confirmation of current revs to security plan, using 
end list of effective pages as guide Receipt form end 
Gl/CWA, L T Georgia Power Co 83/02/11 ST0L2,J Operating 
Reactors Branch 4 5pp 17212 054 24X Fiche 50-321,83/02/11, 

0302100275 


0302180123 Requests meeting on or after 030329 w/NRR to appeal for 
reconsideration of NRC proposed denial of App R exemption 
request Add! info forthcoming to clarify 820701 submittal 
GUCWA, L T Georgia Power Co 83/02/14 STOLZ, J F Operating 
Reactors Branch 4 2pp 17216 102 24X Fiche 50-321,03/02/14, 

83021 60 123 


P Operating license stage documents ft correspondence 


B302040850 Documents verbal commitment to make simulators available 
for control room task analysis 

BECKHAM. J T Qeorgia Power Co 03/01/20 STOLZ, J Operating 
Reactors Branch 4 lp 17020 047 24X Fiche 50-000,03/01/20, 
0302040250 


8302020492 Notification of 930223-24 meetings w/util,EGftO ft SCSI in 
Afclanta.GA to discuss NRC questions ra review of licensee 
radiological effluent Tech Spec submittal 

R IVEN 8 ARK, G Operating Reactors Branch 4, 03/01/31 8T0LZ, J F 

Operating Reactors Branch 4 2 pp 16999 267 24X 

Fiche 50-321,83/01/31,8302020482 


8302040202 Notification of 930202 meeting w/util in Bethesda.MD to 
discuss environ qual if ication program 

RIVEUBARK, 0 W Operating Reactors Branch 4 83/01/3! STOLZ, J F 

Operating Reactors Hrahch 4 2 pp 17042,890 24X 

Fiche 30-321,83/01/31,8302040282 


830 20803 B 4 Notification of 030216 meeting w/util in Bethesda, MD to 
discuss average power range monitor rod block monitor 
Tech Spec program prepared to improve operational 
flexibility 

RIVENBARK.G W Operating Reactors Branch 4 83/02/01 STQLZiJ F 

Operating Reactors Branch 4 2pp 17108 001. 24X 
Fiche 50-321,83/02/01,0302080384 


8302030039 Generic Ltr 83-08 to a 1 1 Mark I containment licensee* re 
mod of vacuum breakers on Mark I containment Requests 
commitment to submit results of plant-unique calculation* 
which formed bases for mod Svc list end 

EI 8 ENHUT,D 0 Division of Licensing 03/02/08 General Public 
Utilities - GPU Service Corp 5pp 17074 006 24X 

Fiche 50-000,03/02/02,0302030099 


B302100036 Forwards Amends 92 ft 30 to Licenses DPR-37 ft NPF-5, 
respective ly, safety evaluation ft notice of issuance ft 
availability Amends revise Tech Specs by modifying numerical 
values for reactor water levels ft setpoints 

Rl VENA ARK, G U Operating Reactors Branch 4 03/02/02 BECKHAM, J T. 

Georgia Power Co 2pp 17135 138 24X Fiche 50-321,03/02/02, 

8302100036 


— 0302100051 Amends 92 ft 30 to Licenses DPR-57 ft NPF-3, respect ively, 
revising Tech Specs to modify numerical values ft setpoints 
for reactor water levels measured by shroud water level 
instruments 

STOLZ, J F Operating Reactors Branch 4 83/02/02 23pp 

17133 140 24 X Fiche 50-321,03/02/02,0302100036 


— 0302100060 Safety evaluation supporting Amends 92 ft 30 to License* 
DPFI-57 ft NPF-5, respectively 

* Office of Nuclear Reactor Regulation, Director 03/02/02 3pp 
17133 158 24X Fiche 30-321.03/02/02,0302100036 


— 0302100076 Notice of issuance ft availability of Amends 92 ft 30 to 
Licenses DPR-57 ft NPF-3, respec tively 

STOLZ , J F Operating Reactors Branch 4 03/02/02 2pp 

17135 161 24X Fiche 50-321,03/02/02,8302100036 


0302220006 Forwards safety evaluation of 000603 response to request for 
add 1 info re plant-specific applicability of generic 
analysis GE 1970 generic analysis bounds effects of loss of 
dc power source on LOCA peak cladding temp 

STOLZ- J F Operating Reactors Branch 4 03/02/07 BECKHAM, J T 

Georgia Power Co 2pp 17233 308 24X Fiche 50-321,83/02/07, 

0302220006 


— 0302220008 Safety evaluation re plant-specific applicability of 1978 
GE generic analysis Analysis bound* effects of loss of dc 
power source on LOCA peak cladding temp 
# NRC - No Detailed Affiliation Given 03/02/07 2pp 
17233 310 24 X Fiche 50-321,83/02/07,0302220006 


0302090295 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for DL ft holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedure* guideline program Svc 
list »nc 1 

E ISENhUT, D G Division of Licensing 83/02/08 Consolidated 
Edison Co of Neu York, Inc llpp 17290 247 24X 

Fiche 50-000,03/02/00,0302060295 


3302090301 Generic Ltr 03-09 to BWR licensees of operating reactor* 
(except LAC0WR), applicants for QL ft holders of CP re GER of 
"Emergency Procedure Guidel ines. Rev 2, ■' NED 0-24934, June 
1982 Guidelines acceptable Svc list end 

E I9ENHJT , D 0 Division of Licensing B3/O2/O0 Commonwealth 
Edison Co 6 pp 17234 245 24X Fiche 30-000, 83/02/00, 03020 B03Q1 


8302080304 Generic Ltr 83-11 to all operating reactor licensees re 
licensee qua I i f ica t i on for performing safety analysis in 
support of licensing action* Ability to us* code must be 
demonstrated by vendor or licensee Svc list *hcl 
E1SENHUT, D. O Division of Licensing 83/02/00 Consolidated 
Edison Co of Neu York, Inc 9pp 17234 234, 24X 

Fiche 50-000,03/02/00,0302000304 


8302170527 Forwards request for addl info re NUREG-0737, I tem 1 1 K. 3 29, 
"Verify Qua 1 i f ication of Accumulators on Automatic 
Depressurization 8 ys Valves " Response requested within 60 
days of receipt 

STOLZ. J F Operating Reactors Branch 4 03/02/00 BECKHAM, J T 

Georgia Power Co 4pp 17197 1£5 24X Fiche 50-321,03/02/08, 

0302170527 


8302170930 Forward* request for addl Info re review of NUREG-0737, It ams- 
I A 2 t 4, "Upgrading of Reactor Operator ft Senior Operator 
Training" ft II B 4, "Training for Mitigating Core Damage “ 

Response requested within 30 days of lfcr receipt 

8 TOLZ.J F Operating Reactors Branch 4, 83/02/00 BECKHAM, J T. 

Georgia Power Co 3pp 17197 123 24X Fiche 30-321,83/02/08, 

0302170530 


0302 ! 60248 Application for amend to License DPR-57, revising Tech Epoca 
on reactor coolant leakage limiting conditions for 
operation ft surveillance requirements 

CAUSE/, J C Georgia Power Co 83/02/10 STOLZ, J F Operating 
Reactors Branch 4 2pp 17163 191 24X Fiche 50-321,03/02/10, 

B302 160249 



174 


DOCKETED ITEMS 


■0302160254 Proposed Tech Specs re reactor coolant leakage limiting 
conditions tor operation A aorveiilance requirements 
« Georgia Power Co 63/02/10 3pp 17163 193 24X 

Fiche 50-321, 83/02/10. 6302160-240 


B3O21QO207 Forwards corrected proposed Tech Specs re recirculation & 
RHR *y* piping repair* submitted on 830210 Typographical 
error* contained in Paragraphs 2 a A 2 b of Pape 3 6-8 
CAUBgV. J C Georgia Power Co 03/02/11 ST0LZ. J Operating 
Reactors Branch 4 !p 17211 249 24X Fiche 30-321. 83/02/ U- 

0302160287 


— 0302160290 Corrected proposed Tech Spec Page 3 6-B re reactor coolant 
leakage 

* Georgia Power Co 03/02/11 2p p 17211 250 24X 

Fiche 50-32!, 03/02/11, 9302190287 


3302180320 /dvlse* that implementation of NUREQ-0737, I terns II F 1(1> 
re noble gas effluent monitor i II F 1(2) re sampling A 
analysis of plant ef f l uen t s, wl I I be delayed until 630315 due 
to component failure 

QlfCWAiL T Georgia Power Co 83/02/ 11 ST0L2, J F Operating 
Reactor* Branch 4 2pp 172*3 347 24X Fiche 50-321, 83/02/ 11, 

0302100320 


8302240248 Forward* Amend 93 ta License DPR-57, sa fe ty evaluation A 
notice of issuance & availability Amend add* license 
condition re imp plan* for r*c ireulat ion A RHR piping ays 
A change* Tech Spec leak detection requirements 

9T0LZ, J F Operating Reactor* Branch 4 03/02/11 BECKHAM, J T 

Georgia Power Co 3pf- 17238 091 24X Fi che' 50-321, 03/02/1 1/ 

0302240248 


— 0302240258 Amend 93 to License DPR-57, addin g license condition re intip 
plan* for recirculation A RHR piping sys A changing Tech 
Spec by augmenting leak detection requirements 
STOLZrJ F. Operating Reactor* Branch 3 03/02/11 6pp 

17208 094 24 X Flch* 50-321 . 83/02/ 1 1 , 8302240248 


— 0302240264 Safety evaluation supporting Amend 93 to License DPR-57 
4 Office of Nuclear Reactor Regulation. Director 83/02/11 
24pp 17288 100 24 X Fiche 50-321.63/02/11,8302240240 


— 0302240268 Notice of issuance A availability of Amend 93 to License 
DPR-57 

STQL Z . J F Operating Reactor* Branch 4 03/02/11 2pp 

17203 124 24X FtChO 50-321, 83/02/ 1 1 , 030224 024B 


8302200057 Application for amend to License DPR-57, chang in g Tech Spec* 
to provide 1, mediate relief from primary containment oxygen 
concentratf on requirements 

HEAD, 0 F Georgia Power Co 83/02/22, BTQLZ, J F Operating 
Reactors Branch 4 3pp 17307 1 90, 24X Fiche 50-321.03/02/22, 

8302280057 


— 0302280062 Proposed T«ch Spec changes providing immediate relief from 
primary containment oxygen concentration requirements 
# Georgia Fewer Co 03/02/22 3pp 17307’ 193 24X 

Fiche 50-32 * , 9 3/02/a 2. B3O22B00 57 


3 Inspection reports, IE Bulletins A correspondence 


302150221 Forward* IE Iftsp Repts 30-321/82-43 A 50-366/82-41 on 
021120-1219 No noncomp 1 lane e noted 

DANCE, H C Division of Project A Resident Program* 83/01/10 

KELLY, R J Georgia Power Co 2pp 17150 035 24X 

Fiche' S 0-321 , 03/01/10. 8302150221 


—0302150234 TE Imp Rapt* 50-321/92-43 A 50-366/92-41 on 821120-1219 No 
noncompliance noted Major area* inspected Tech Spec 
compl lance, operator performanc e, overall plant opera ti on* . GA 
practice* A station A site security procedure* 

HOLMES-RAY, P . BROWNLEE. V L Division of Project A Resident 
Program*, 83/01/07. 4pp 17150:037 24X Fiche 50-321, 03/01/10, 

0302150221 


B3021 50716 Forward* IE Insp Repts 50-321/02-44 A 50-366/02-39 on 
821206-10 No nonco-flipl-iance noted. 

DANCE, H C Division of Project A Resident Programs 83/01/10 
KELlYrR J Georgia Power Co 2pp 17153:030. 24X 

Fiche 50-32 1 , 83/0 1 / 1 0. 030215071 6 


— 8302150721 IE Tnsp Septa 50-321/82-44 A 50-366/82-39 on 821206-10 No 
noncomp lia n c* noted Major area insped ted: radiological 
emergency exercise 

ANDREWS, D L , MAR3T0N. R. R. , JENKIN0, 0 R Division of Emergency 
Preparedness A Materials Safety. 83/01/07. 7pp 17153 032 24 X 

Fiche 90-321,03/01/10,8302150716. 


3302150427 Ac k receipt af 830107 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/82-39 A 
50-366/B2-37 

DANCE. H C Division of Project A Resident Programs 03/01/19 

KELLER J Geo, g ia Power Co lp 1715? 037 24X 

Fiche 50-321, 83/01/19, 830P1 50427 


— 0302150443 Responds to NRC 821209 ltr re violations noted in IE Insp 
RepM 50-321/02-39 A 50-366/82-37 Corrective actions 
verification performed to ensure proper valve positions 
Procedure HNP-2-1117 re RHR - avc revised 

GUCWA.L T Georgia Power Co 83/01/07 O'REILLYiJ P Region 2, 
Office of Director 2pp 17157 039 24X Fiche 50-321,83/01/19, 

8302150427 


— 8302150455 Forwards IE Insp Repts 50-321/02-39 A 50-366/82-37 on 
021020-1 120 A notice of violation 

DANCE, H C Division of Project A Resident Programs B2/12/09 

KELLk.R J Georgia Power Co 2p p 17 157 041 24X 

Fiche 50-321,83/01/19,8302150 427 


— 8302150465 Notice of \iolation from insp on 821028-1120 

* Division of Project A Resident Pi ograms B2/12/09 lp 24X 
Fiche 50-321,83/01/19,8302150427 


— 830215048B IE Insp Repts 50-321/02-39 A 50-366/82-37 on 821020-1120 
Noncorip l lance noted out of sve RHR sve water strainer outlet 
valve 2E11-F116B round shut but unlocked A inlet valve 
2E1I-FI173 found locked open 

H0LKE5-RAS , p , CRLENJAK, R V , ROGGE, J F Division of Project A 
Resident Programs 82/12/08 4pp 17157 043 24X 

Fiche 50-321,83/01/19,0302150427 


8302150611 Ack receipt of 321130 i 1230 itrs informing NRC of steps 
taken to correct violations noted i ri IE Insp Repts 
50-321/82-32 A 50-366/82-30 

DANCE, H C Division of Project t Resident Programs 83/01/19 

KELLf, R J Georgia Power Co lp 17154 146 24X 

Fiche 30-321, 83/01/19, 830215061! 


— 0302150627 Suppi* 821130 response to NRC 021130 ltr re violations noted 
in IE Insp Repts 50-321/82-32 & 30-366/02-30 Cox recti ve 
actions reed to rept deviations of safety nature to shift 
supervisor emphaslied to Individual Involved 

GUCWA, L f Georgia Power Co 82/12/30 O'REILLY. J P Region 2, 
Office of Director lp 17154 147 24X Fiche 50-321,83/01/19, 

630215061 1 


— B3QP1 50640 Responds to NRC 821130 ltr re violations noted in IE Insp 
Repts 50-321/02-32 A 50-366/02-30 Corrective actions 
operator reprimanded l instructed to follow plant 
procedures l instrument chock perfotmed 

CUCh'A, L T Georgia Power Co 82/11/30 O'REILLY, J P Region S, 
Office of Director Spp 17154 148 24 X Fiche 50-321,03/01/19. 

S3021S05I 1 


—8302150646 Forwards IE Insp Repts 50-321/82-32 A 50-366/92-30 on 
020920-0920 A notice of violation 

DANCE, H C Division of Project A Resident Program*. 82/10/26 

KELLY, R J Georgia Powei Co 2pp 17154 153 24X 

Fiche 50-321, 83/01/19, B30215061 1 


-*-0302150652 Notice of violation from insp on 820820-0928 

* Division of Project A Resident Programs 02/10/26 2pp 
17154 155 24/ Fiche 50-321,03/01/19,8302150611 


— 03021 50639 IE Insp Repts 50-321/82-32 l 50-366/82-30 on 820828-0928 
Noncompi lance noted failure to follow HPC T surveillance 
procedure, p roper ly notify NRC A follow health physics 
procedure 

ROGERS, R F , HOLMES-RAY, P . BROWNLEE, V L Division of Project A 
Resident Program* 82/10/25 4pp 17154 157 24X 

Fiche SO-32 1, 83/0t/t9, 03021 50611 


82*2060350 IE Info Notice 83-01, "Ray Miller, Inc 11 Sve list end 
JORDAN, E L Division of Emergency Preparedness A Engineering 
Response (Post 030103} 03/01/26 Consolidated Edison Co of New 

Vorfc, Inc 1 10pp 17023 160 24< Fiche 50-000,83/01/26,0812060350 


8302150042 Responds to IE Bulletin 02-03 re stress corrosion cracking 
In austenitic stainless steel in BWR recirculation sy* 
piping Info re Items. 1 4 4 submitted 821215 Info completes 
response 

BECKHAM, J T Georgia Power C* 83/01/26 O'REILLYiJ P. Region 2, 
Office of Director 3pp 17H8 049 24X Fiche 50-321 1 03/01 /26, 

9302150042 
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9302010512 Forwards info re analyses lr repairs of recirculation it RHF? 
sys piping welds Details of inservice msp discussed Util 
intends to Teturn unit to power operation upon completion of 
current outage Meeting scheduled for 030201 to discuss subj 
GUCWA, L T Georgia Power Co 83/01/27 STOLZi J Operating 
Reactors Branch 4 4pp 16977 302 247 Fiche 50-321.83/01/27. 

8302010512 


— B302010939 Responds to Items 2 i 3 of IE Bulletin 82-03 re stress 
corrosion clacking in austenitic stainless steel BWR 
recirculation sys piping Responses to Items 1 it 4 provided 
m util 621213 Itr Rec i rculat ion sys welds will be repaired 
BbCKHAM. J T Georgia Power Co 83/01/26 O'REILLY, J P Region 

2. Office of Director 3pp 16977 326 24X Fiche 50-321. 

83/01 /27. 8302010512 


— 0302010590 Rev 0 to ‘Design Rept for Recirculation Bys It RHR Sys Weld 
Overlay Repairs h Flaw Evaluation at El Hatch Nuclear Power 
Plant Unit t " 

CHARNLEY, J C , REEVES. P E , R ICCAROELLA, P NUTECH Engineers. Inc 
GPO04-104 R00 83/01/31 97pp 16977 330 24X 

Fiche 50-32 1 , B3/0 1 /27, 03020 10512 


9212060360 IE Info Notice 83-02. "Llmi torque HODC, H1BC, H2BC it H30C 
Gearheads Jl Svc list end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) Q3/01/2B Consolidated Edison Co of Now 

York. Inc l09pp 17144 001 24X Fiche 50-000.03/01/28.0212060360 


0212060361 IE I hf o Notice 03-03. "Calibr of Liquid Level Instruments 11 
Svc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Past 030103) 03/01/28 Consolidated Edison Co af New 

York, Inc liOpP 17074 095 24/ Fiche 30-000.03/01/28.8212060361 


8302150423 Ack receipt af 030131 ltr informing NRC of steps taken to 
correct violation & deviation noted in IE Insp Repts 
50-321/02-36 t y 50-366/02-34 

LEWIS. R c Division of Project Resident Programs 03/02/09 

KELLY, R J Georgia Power Ca ip 17148 117 24X 

Fiche 50-321 . 03/02/09. 6302 1 50423 


—830^150431 Responds to NRC 821227 ltr re violation it deviation noted in 
It Insp Repts 50-321/02-36 h 50-366/02-34 Corrective 
actions OA audits scheduled for three vendors l< QA program 
revised to provide annual QA audits re environ monitoring 
GUCWA.L T Georgia Power Co 83/01/31 O'REILLY. J P Region 2, 
Office of Director 3pp 1714B 11Q 24X Fiche 50-321.83/02/09. 

8302150453 


— B3Q215043S Forwards IE Insp Repts 50-321/02-36 t< 50-366/02-34 on 
021130-1206 & notices of violation L deviation 
LEWIS. R C Division of Project i> Resident Programs 82/12/27 

KELLY. R J Georgia Power Co 2pp !7t4Q 121 24X 

Fiche 50-321.03/02/09.8302150423 


— 8302150441 Notice of violation from insp on 821130-1206 

a Division of Project it Resident Programs 82/12/27 Ip 
17148,123 24X Fiche 50-321,83/02/09.8302150423 


— 93021 50449 Notice of deviation from insp on B2U30-1206 

* Division gf Project 4, Resident Piogram* 02/12/27 Ip 
17148 124 24X Fiche 50-321.03/02/09,0302150423 


— 8302150499 IE Insp Repts 30-321/82-36 it 50-366/82-34 on 821130-1206 
Noncomp 1 1 an c e noted failure to conduct annual GA audits of 
radi oanaly t leal program to develop program providing 
annual vendor QA audits re environ monitoring 
CUNNINGHAM, A L ■ MONTGOMERY. D M Division of Engineering it 
Radiological Safety Programs 02/12/20 7pp 17140 125 24X 

Fiche 50-321,83/02/09,0302150423 


8302240240 Forwards Amend 93 to License DPR-57, safety evaluation St 
notice of issuance 6 availability Amend adds license 
condition re insp plans for recirculation St RHR piping sys 
& changes Tech Spec leak detection requirements 

STOLZ, J F Operating Reactors Branch 4 83/02/11 BECKHAM, J T 

Georgia Pouer Co 3pp 17288 091 24X Fiche 50-321,83/02/11, 

0302240240 


— 8302240258 Amend 93 to License DPR-57, adding license condition re insp 
plans for recirculation RHR piping sys Si changing Tech 
Spec by augmenting leak detection requirements 
8T0LZ, J F Operating Reactors Branch 3 03/02/11 6pp 

172S8 094 24 X Fiche 50-321,83/02/11.8302240248 


— B 302240264 Safety evaluation supporting Amend 93 to License DFR-57 
a Office of Nuclear Reactor Regulation, Director 03/02/11 
24pp 17280 100 24X Fi che. 30-321 , 83/02 /l l, 0302240248 


— 0302240260 Notice of Issuance & availability of Amend 93 to License 
DPR-57 

STCLZ.J F Operating Reactors Branch 4 83/02/11 2pp 

17268 1 24 24X Fiche 50-321,83/02/11.8302240248 


8212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/02/18 Consolidated Edison Co of New 

York, Inc 1 10pp 17347 191 24/ Fiche 90-000,03/02/10.0212060363 


6212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Level Radwasfce - 10CFR20 302 w Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co of New 

York, Inc 1 1 1 pp 17347 038 24/ Fiche 50-000,03/02/24.8312060363. 


0212060366 IE Info Notice 83-06, “Non i d enti ca 1 Replacement Parts » 

Svc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 83/02/24. Consolidated Edison Co of New 

York, Inc U2pp 17361 148 24X F 1 che 50-000, 03/02/24, 821 2060366 


R Pe. iodic operating reports 8c related correspondence 


0302160232 Forwards monthly operating repts for Jan 1983 

NI/.HC, Georgia Power Co 03/02/08 Director's Office, Office 
of Inspection and Enforcement ip 17170 135 24X 

Fiche 50-321,83/02/08,0302160232 


— 8302160238 Monthly operating repts for Jan 1963 

SEWEL, S K Georgia Power Co B3/02/03 lOpp 17170 136 24X 

Fiche 5 0-32 1 ■ 03/02/08, 03021 60232 


8302160243 Forward* monthly operating repts for Jan 1983 

NIX«H C Georgia Power Co 03/02/08 NRC - No Detailed 
Affiliation Given lp 17170 200 24X Fi che 50-321, 83/02/08, 

0302160243 


3 Reportable occurrences, LERs it related correspondence 


8302010393 Forwards LER 83-003/03L-0 

NIX#H C Georgia Power Co 83/01/20 □'REILLY, J P Region 2, 
Office of Director lp 16973 257 24X Fiche 50-321,03/01/20, 
8302010393 


—0302010400 LER 83-003/03L-0 on 630105, NRC notified util of incorrect 
page in Tech Specs P 3 5-9 stated that six of seven instead 
of seven automatic depr eseur i xa tian valve* should be 
operable Caused by personnel error in inserting wrong rev 
HPPS.fi B Georgia Power Co 83/01/20 Region 2. Office of 
Director 2pp 16973 250 24X Fiche 50-321.03/01/20,0302010393 


6302030286 Forward* updated LER 80-062/01X-1 

NIX.H C. Georgia Power Co 83/01/25 O'REILLY, JP Region 2. 
Office of Director lp 17001 239 24X Fiche: 50-321 . 03/01/23, 
8302030288 


— 8302030294 Updated LER 80-062/0 1 X-i on 8006 12, inves tiga t i on of pavement 
deflection revealed settling of fill matl under svc water it 
RHR svc water lines Caused by improper compaction, of area in 
front of intake structure Backfill replaced 

SUMNER . H. L Georgia Power Co 83/01/25 Region 2, Office of 
Director. lp 17001 260 24X Fiche 50-321,83/01/23,8302030208. 


S3020/03B6 Forward* LER 03-OO2/O3L-O 

TIFPS.S 0 Georgia Power Co 03/01/27 0 'REILLY. J, P Region 2, 

Office of Director Ip 17030 040 24X Fiche 90-321,03/01/27, 

0302070306 


— 0302070380 LER B3-002/03L-0 pn 830104, while performing hydraulic shock 
4 sway arrestor insp & functional test surveillance 
procedure, snubber discovered inoperable Caused by component 
failure due to low hydraulic fluid Snubber replaced 
TIPPS, S 6 Georgia Power Co 63/01/27 Region 2, Office of 
Director. Ip 17030 041 24X Fiche 50-321,83/01/27.8302070306 


8302140046 Forwards updated LER 79-076/01X-I 

NIXiH C Georgia Power Co 03/01/27 O'REILLY. J P Region 2, 
Office of Director lp 17140 162 24X Fiche, 90-321, 03/01/27, 
8302140046 


— 8302140050 Updated LER 79-076/01 T-l on 790902, plant engineering 
personnel confirmed NSSS vendor info re cable separation 
irregularities in Hf*CI sys Caused by design error Cable will 
be rerouted per Design Change Request 79-379 

SUMNER, H L Georgia Power Co 83/01/27 Region 2, Office of 
Director 2pp 17140 183 24X Fiche 50-321,83/01/27,0302140046. 
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B3021 50201 Forward* LER 03-DQI/O3L-O 

N IX* K C Georgia Power Co 83/01/27 O'REILLY* JP Region 2* 
Office of Dir ector ip 17150 025 24X Fiche 50-321*03/01/27* 
0302150201 


— B302150209 LER 03-001 /03L-0 on 030102, d ur in g surveillance procedure* 
two control room venti la Lion bypass isolation valves would 
not close within required 7 s Caused by instrument drift 
Rat* set valves adjusted 

T1-PP8, S & Georgia Power Co 03/01/27 Region 2* Office of 

Director 1? 17150 026 24X Fich* 30-321,03/01/27,0302150201 


0302150020 Forward* LER 83-004/03L-0 

NIX* H C Georgia Power Co 03/02/03 O'REILLY* J P Region 2* 
Office of Director tp 17146 063 24X F iche: 50-321 . 03/02/03* 
0202150020 


— 0302150025 LER 03-OO4/O3L-O on 8301 00, c ontr o 1 room supply fan A found 
inopefab 1 e. Caused by component failure due to inoperable 
time delay relay fe Plow switch Relay tt switch replaced V. 
returned to operable status Fan A returned to sve on 630111 
TIPP8.6 B Georgia Power Co 83/02/03 Region 2* Office of 
Director tp 17146 064 24X Fiche 50-321*83/02/03,0302150020 


&3Q21 50152 Forwards LER Q3-005/03L-0 

NIX, H C. Georgia Power Co 03/02/03 O'REILLY, JP. Region 2, 
Office of Director fp 17147 216 24X Fiche 50-321,83/02/03* 
03021 50152 


— 0302150162 LER B3-005/03L-0 on 0301 06, p quiet supply for standby gas 
treatment fan 16 found Inoperable Caused by power supply 
breaker being off Breaker turned on 

TIPP0.S S Georgia Power Co 83/02/03 Region 2* Office of 
Director 2pp 17147 217 24X Fi c he 50-321 * 83/02/03, 0302 1 501 52 


0302150190 Forwards updated LER &0-1 27/03X-1 

NIXrHC. Georgia Power Co 63/02/03 O'REILLY, JP Region 2, 
Office of Director Ip 17147 158 24X Fiche 50-321,83/02/03, 
□302150190 


— 0302150194- Updated LER B0-J27/03X-1 on 001223, during research i in 
preparation far 5 yr inservice insp*lack of hard 
docunen tati on proving visual insp of at least 302 of Class I 
valve internal* revealed Caused by Inadequate procedures 
SUMNER, H L Georgia Power Co 03/02/03 Region 2, Office of 

Director Ip 17147 157 24X Fiche 30-321* Q3/02/03. 03021 50190 


a302l 50287 Forward* updated LER 81-110/03X-1 

N1X.HC Georgia Power Co 83/02/08 O'REILLY. J.P Region 2* 
Office of Director Ip 17148 268 24X Fiche 50-321,03/02/08* 
3302150287 


1302150302 Updated LER 81- 1 1 0/03/-1 ' on 81 1001 * u/unl t in hot standby* 
malnstack monitor found inoperative Caused by corrosion of 
■carbon vanes on pump B Vanes cleaned it reinstalled in pump 
TIPPS,5 & Georgia Power Co 93/02/00 Region 2* Office of 

Director 2pp 17149 267 24 X Fiche SO-321, 83/02/0B. B302 150297 


302230223 Forward* LER 03-C1O/O3L-O 
NIX, H C. Georgia Power Co 83/02/08 0 'REILLY, J. P Region 2, 

Office of Director. Ip 17245 136 24X Fiche 50-32i* B3/O2/O0* 

0302230223 


-0302230227 LER 03-O1O/O3L-O on 930110, during reactor coolant 
instruments t ion lines excess flow check valve operability 
re/iew, 12 valves ro-und inoperable. Caused by electrical U 
mechanical component failures Valves repa ired/rep laced 
T1PP9.S B Georgia Power Co B3/02/08 Region 2, Office of 

Director 2pp 17245 137 24X Fiche 50-321 , 83/02/0B, 0302330223 


0302230485 Forwards LER 03-OO8/O3L-O 

NIX, H C. Georgia Power Co 83/02/10 0 'REILLY, J. P Region 2* 
Office of Director. Ip 17246 024 24X Fiche 50-321.03/02/10, 
0302230485 


--830>230494 LER 83-00 B/03L-4) on 830112, during performance of clean 
rad waste water processing procedure, personnel discharged 
waste sample tank A to river before sample analyzed Caused 
by personnel error Responsible individual reprimanded. 

TIPP3.S & Georgia Power Co 03/02/10 Region 2, Office of 

Director 2pp 17246:025 24X Fiche 50-321 , 83/02/10, 8302 2304B5 


0302230308 1/p da ted RO 50-321/1979-021 Rev 5 tritium levels discovered 
in groundwater samples Cause attributed to slight shift of 
main body of tritlated groundwater Gamma scans of 3,000 s 
will be taken each time samples collected 

NIX, N C Georgia Power Co 03/02/15. O'REILLY, J P Region 2, 
Office of Director 5pp. 17243 327 24X Fiche 50-321,83/02/15, 

8302230308 


&302280272 Forwards LER 03-01 2/03L-0 

N f X * H C Georgia Power Co 83/02/15 Q'REILLY*J P Region 2, 
Office of Director lp 17313 004 24X Fiche 50-321*03/02/15* 
0302280272 


—8302280276 LER 83-012/03L-0 on 030124, plant svc water pump 2A would not 
start automatically on low heade? pressure Caused by failure 
of pump motor start relay holding coil Relay replaced 
TIPPS, S 8 Georgia Power Co 83/02/15 Region 2* Office of 

Director lp 17313 005 24X Fiche 50-321,83/02/15*0302260272 


0302280343 Forwards updated LER 81-129/01X-1 

NIX.N C Georgia Pouer Co 83/02/15 O'REILLY* J P Region 2, 
Office of Director lp 17308 076 24X Fiche 50-321*03/02/15* 
3302280343 


— 0302280346 Updated LER 91-JS9/01X-1 nn 011203* torus to reactor bldg 
vacuum relief isolation valve failed to close Caused by 
uater accumulation in reactor bldg pressure sensing lines, 
due to improper installation Design change implemented 
SUMMER* H L Georgia Power Co 03/02/15 Region 2, Office of 
Director 2pp 17300 077 24X Fiche 30-321,03/02/15,8302260343 


93022 80207 Forwards updated LFR B2-OS9/OJX-2 

N1X.H C Georgia Po^r Co 63/02/17 O'REILLY* J P Region 2* 
Office of Director lp 17311 320 24X Fiche 50-321,83/02/17* 
8302200207 


—6302280223 Updated LER 82-097/01 X-2 on 021 1 04, d ur I ng cold shutdown, 
resectable linear indications discovered on two RHR welds 
4 five recirculation welds Caused by intergranular stress 
corrosion tracking Six welds repaired w/ueld overlay method 
SUMNER, H L Georgia Power Co 83/02/17 Region 2* Office of 
Director 3pp 17311 321 24X Fiche 50-321,03/02/17,0302200207 


V Operator Examinations 


0301310203 Generic Ltr 83-06 to all power reactor 1 icensees, app 1 icants 
for OLs.NSS vendors* reac tor vendors i AE re certificates 
8< revised format for reactor operator 8, senior reactor 
operator licenses Bvc list end 

EISEMHUT* D G Division of Licensing 83/01/31 Consolidated 

Edison Co of Neu York, Inc 14pp 17347 177 24X 

Fiche 50-000,63/01/31*8301310203 


DOCKET SO -322 SHOREMAN NUCLEAR POWER STATION 


A Application/construction stage documents L correspondence 


0301250435 Application for Amend 46 to OL app 1 i cat 1 on, c ons i s t i n g of 
Rev 20 to FSAR Affidavit end 

SMITH. J L Long Island Lighting Co 02/12/30 DENTON* H R Office 
of Nuclear Reactor Regulation, Director 3pp 16098 109 24X 

Fiche 50-322,02/12/30,8301250435 


0302030332 Forwards "Accident Source Term Plan," in response to 030112 
request for definition for source term to be released to 
environ as result of severe accidents 

REIS, E J Hearing Branch 3 83/01/14 BRENNER* L * CARPENTER* J L * 

MORRIS, P A Atonic Safety and Licensing Board Panel 17pp 
17001 161 24X Fiche 50-322,63/01/14*8302030232 


0302040346 Certifies svc of Amend 46 to license app 1 i cati on, cons! sting 
of Rev 20 to FEAR, on S3012I 

GRUNSE1CH, R W Long Island Lighting Co 03/01/26 lp 17017 064 
24X Fiche 50-322,03/01/26,8302040346 


0302020027 Informs that steam condensing mode deleted as operating 
mode of RHR for all normal plant operations No design basis 
transients of accidents for mitigation require use of 
steam condensing mode of RHR sys 

SMITH, J L Long Island Lighting Co 03/01/20 DENTON* H fl Office 
nf Nuclear Reactor Regulation. Director 2pp 16974 343 24X 

Fiche 50-322,83/01/20,0302020027 


B302I70492 Board Notification 03-1 forwards ONL draft rept* 
"Identlf ication of Seismtcally Risk-Sensitive 8ys it 
Components in Nuclear Power Plants - General Methodological 
Approach " 

EiSENHUT* D G Division of Licensing FIN A-3397 83/02/01 

PALLADINOrN J , GILTN3KY* V * AH EARN E, J F Commissioners 134pp 
17203 309 24X Fiche 50-000*83/02/01,8302170482 


8302170011 Forwards audit repts on seismic £ dynamic qua 1 1 f icat ion of 
saf e ty-re late d equipment Repts also available in PDR 
HAGCHlrG Equipment Qua 1 l f i cat i on Branch 83/02/02 NOONAN* V 8 
Equipment Qua I i f i cation Branch 3pp 1720S 188 24X 

Fiche 30-000,83/02/02*8302170011 



DOCKETED ITEMS 


177 


— 8302170025 Trip rept of 620913-17 visit to facility to review seismic 4 
dynamic qua 1 1 f icati on methods. procedures 4 results for 
safety-related mechanical 4 electrical equipment 4 Observe 
field installation of equipment 

■LEE. A Equipment Qualification Branch 62/12/20 NOONAN. V 
Equipment Qualification Branch 66pp 17203 191 24X 

Fiche 50-000x63/02/02,9302170011 


— -B302170034 Trip rept of B00707-10 visit to facility to review 
qualification me th od s , p rocedures 4 results for 34 Seismic 
Category 1 mechanical 4 electrical equipment 4 supporting 
structures 

HQFI1AYER.C N Equipment Qualification Branch 80/10/01 
ROSZTOCZY, Z R Equipment Qua 1 1 f i ca t i on Branch 2Gpp 17303 237 
24 < Fiche 50-000, 63/02/02, 830217001 1 


— 8302170060 Trip rept of 801014-17 visit to facility to review 
qua 1 i f icat i on methods, procedures 4< results for Seismic 
Category I mechanical 4 electrical equipment & supporting 
str ucturea 

HOFflAYERiC H Equipment Qua 1 i f i ca 1 1 on Branch 31/02/04 
ROSZTOCZY, 2 R Equipment Qua 1 i f icafcion Branch 4Gpp 17205 377 
24 < Fiche 50-000,83/02/02,030217001 1 


— -SI03160B09 Trip rept of 801117-21 site visit in Ottawa, IL re seismic 
criteria tnp lenentation 

CHEN, P V Equipment Qualification Branch 81/02/25 

ROSZTOCZY, 2 R Equipment Qualification Branch 43pp 17209 325 

24jC Fiche 50-000,83/02/02,830217001 1 


— 8106010266 Trip rept of 010316-20 site visit re qua l i f i ca t i on methods, 
procedures 6 results for selected s af ety-r e la ted mechanical 
4 electrical equipment 4 supporting structures 

LEE, A Equipment Qualification Branch 01/03/14 ROSZTOCZY, Z R 
Equipment Qua 1 i f ication Branch 7pp 17206 006 24X 

Fiche 50 000,03/02/02,8302170011 


— 0302170104 Forwards rapt* re 20 equipment items reviewed during B1G316- 
20 site visit 

REICH, M Brookhaven National Laboratory 01/O6/2B ROSZTOCZY, Z 
Equipment Qualification Branch 45pp 17206 013 24X 

Ffeche 50 COO, 83/02/02, 830217001 1 


— 0302170109 Forwards trip rept of 810406-10 visit to facility re dynamic 
qualification of equipment Util 010515 Itr did not 
sat isfactor iiy answer all original open issues Util 
responses taken into account in end reviews 

REICH. M Brookhaven National Laboratory 81/06/29 ROSZTOCZY., Z 
Equipment Qualification Branch 34pp 17206 058 24X 

Fiche 50-000,83/02/02,8302170011 


—8110190094 Trip rept for 810819-20 site visit to perform second seismic 
qua 1 i f icati on review audit Program adequate Review including 
Phase III new load requa 1 i f i c a t ion will continue until 
scheduled completion in June 1982 

LEE, A Equipment Qua 1 i f 1 ca 1 1 on Branch Bl/09/29 ROSZTOCZY. Z R 
Equipment Qual i f ication Branch 5pp 17206 HR 24X 
Fiche 50- GOO, 03/02/02. B302I 7001 1 


— 8302170195 Forwards sunmary repts of sii items audited during B10B19- 
20 s i te vis i t 

REICH.M Brookhaven National Laboratory 82/01/10 ROSZTOCZY, Z 
Equipment Qualification Branch 18pp 17206 132 24X 

Fiche 50-000. 83/02/02, 03021 700 1 1 


— 8302170197 Forwards summary repts for 24 equipment items reviewed 
during 810727-31 site visit 

REICH, M Brookhaven National Laboratory 81/09/14 ROSZTOCZY, Z 
Equipment Qua 1 i f ication Branch 74pp 17206 143 24X 

Fiche 50-000,03/02/02,8302170011 


— B11O230003 Trip rept of seismic qualification review team 010602-05 
site visit to Moscow, OH re plant seismic 4 dynamic 
qualification methods 4 field installation of equipment to 
verify equipment modeling used In qualification program 
CHANO, T Y Equipment Qualification Branch 81/10/01 
ROSZTOCZY, Z R Equipment Qua 1 if »ca ti on Branch 60pp 17206 217 
24X Fiche 50-000,83/02/02,6302170011 


— 8209190350 Trip rept of 820915-10 seismic qualification review team 
site visit re performance of plant site review for selected 
sarety-rela ted, mechanical 4 electrical equipment Revision to 
site visit rept end W/o end 

ROSZTOCZY, Z R Equipment Qualification Branch 92/08/30 
fllRAQLlA, F Licensing Branch 3 2pp 17206 277. 24X 

Fiche 50 000,03/02/02,0302170011 


— 8302170210 Draft "Waterford III Seismic Qualification Review Team Visit 
Rept " 

SlNCHiJ, N , MACEK, R W , RUSSELL, M J EOfcG, Inc EOG-EA-5643 R01 
DRFT 82/06/30 CHANO, T Y NRG - No Detailed Affiliation Given 
51 pp 17206 279 24X Fiche 50-000,83/02/02,8302170011 


— 8111170512 Trip rept of 810728-30 site visit to Port Oib*on,MS re 
review of seismic 6 dynamic qualification method t, procsd ure s 
tr results for selected mechanical 4 electrical equipment 4 
of field installation to verify equipment modeling 
CHANO, T Y Equipment Qualification Branch Bl/10/22 
ROSZTOCZY, Z R Equ ipflient Qua 1 1 f 1 ca fc i on JJranc h 57pp 17206*330 
?4X Fiche 30-000, 83/02/02, 830217001 1 


— 8302 1 70218 Trip rapt of 810914-18 L 820830-0903 visits to facility to 
review seismic 6 dynamic methods 4 results for safety- 
related mechanical 4* electrical equipment 6 observe field 
installation of equipment 

IJAGCHI , G Equipment Qualification Branch 82/12/13 NOONAN, V. 0 
Equipment Qual 1 f i cat ion Branch 9pp 17207 025 24X 

Tiche 90-000,03/02/02,8302170011 


— 8302170223 "Waterford III Seismic Qualification Review Team Visit Rept 
(Second Vis it) “ 

SINGH, J N . MACEKrR W EG60, Inc FIN A-6415 62/ 12/1 3 NRC - 

No Detailed Affiliation Given 43pp 17207:034 24X 

FiChe 50-000, 83/02/02, 830217001 1 


— 0302170227 "Audit of Pump 4 ValvB Operability Assurance Program at 
St Lucie Nuclear Station, Unit 2," technical evaluation rept 
MILLER, C F , HONMA, Q EG4Q, Inc FIN A-6415 EGQ-EA-S907 
82/00/31 ROSZTOCZY, Z R Division of Engineering 16pp 
1720/ 077 24X Fiche 50-000,83/02/02,8302170011 


— 8302170231 Trip rept of 820426-30 site visit to review safety-relatid 
electric 4 mechanical equipment 

ROSZTOCZY, Z R Equipment Qualification Branch 82/09/10 
ADEN8AM, E Q Licensing Branch 4 39pp 17207 093 24X 
Fiche 50-000,83/02/02,8302170011 


--8302170235 '"Audit of Pump 4 Valve Operability Assuanee Program at 
Palo Verde Nuclear Station, Unit 1," technical evaluation 
rept 

MILLER, C F , HDNMA, G EG40, Inc FINA-64I9 ECQ-EA-6010 
02/10/31 ROSZTOCZY 2 R Division of Engineering i7pp 
17207 332 24 X Fiche 50-000, B3/02/02. 830217001 1 


— 8212070376 Forwards evaluation of 820B09-13 site audit of safety- 
related electric 4 mechanical equipment Specific concerns 
should be resolved satisfactorily as package instead of 
providing piece meal submittal 

NOONAN. V 8 Equipment Qual 1 f i ca t i on Branch 82/11/24 
YOU. JOB LOGO. S J Licensing Branch 1 69pp 17207 195 24X 

Fiche 50-00 0, 83/02/02, 830217001 1 


8302090364 Responds to 050727 telcon re periodic verification of 
proper Instrument air quality Design of compressed gas sys 
assures proper instrument air quality 4 high degree of 
reliability to all sa fety -re lated pneumatic components 
SMITH. J L Long Island Lighting Co 03/02/03 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 3pp 17070 327 24X 

Fiche 50-322,03/02/03,0302090364 


8302030295 Generic Ltr 63-09 to all operating reactor licensees, 
applicants for QL 4 holders of CP for C-E PWRs re review of 
C-E 0 jners Group emergency procedures guideline program 8vc 
list encl 

E1BENHUT.DG Division of Licensing 83/02/08 Consolidated 
Edison Co of Neu York, Inc 1 1 p p 17290 247 24X 

Fiche 50-000, 03/02 / 08. 8302080295 


8302080301 Generic Ltr 83-05 to BUR litensee* of operating reactor* 
(except LAC0WR), applicants for QL 4 holders of CP re SER of 
"Emergency Procedure Gu idol ines , Rev 2," NEDQ-24934, June 
1952 Guidelines acceptable Svc list end 

EISENHUT, D G Division of Licensing 83/02/08 Commonwealth 
Edison Co 6pp 17234 245 24X Fiche 90-000,83/02/08,8302000301 


8302160277 Advises that util will modify pneumatic pressure decay test 
to verify leak tight integrity of automatic depressurization 
sys accumulator sys by establishing test pressure after 
appropriate valve linuup achieved 

SMITH, JL Long Island Lighting Co 83/02/09 DENTON, H R. Office 
of Nuclear Reactor Regulation, Director 3pp 17170 231 24X 

Fiche 50-322.83/02/09,8302160277 


S302190235 Discusses i6 findings from preliminary independent design 
revleu. of facility Eleven responses received from util 
LANDERS, D F, TeJedyne Engineering Services 83/03/1! DENTON, H, 
Office of Nuclear Reactor Regulation, Director 2pp 17149*275 
24 X Fiche 50-322,83/03/11,8302150235 


B 302240191 Notification of 830216-17 meetings w/util in King of 
Prussia, PA to discuss operations GA procedures 

WIGOINS, J Region l, Office of Director 03/02/14 Region I, 
Office of Oirector. 2p p 17208 241 24X Fiche 50-322# 03/02/14, 
8302240191 
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830217052 ? NoH facatmn of 030210 meeting u/util in Befchesda,MD to 
discuss c las i » f i c at i on of s ys, components «, structures 
CARUSO i R licensing Branch 2 33/02/15 SCHWENCEft, A Licensing 

Brand? 2 4pp 17197 119 24X Fiche 50-322* 83/02/ 1 5# 6302170529 


B302P20374 Confirms util understanding that, o/commitment* made in 
B21216 ltr-.NRC found util quality programs for operational 
phase accep ta ble> In response to 830110 Itr 

POLLOCK, MS Long island Lighting Co 03/02/15 NOVAK, T M 
Division or Licensing ip 17232 226 24X Fiche 50— 322« 03/02/13, 

B3 022 2 0374 


8302240033 No t i f t ca t i ori of S30301 meeting u/util & Teledyne in 
Bethesda.MD ta discuss independent design verification 
program findings 

CARUSO, H Licensing Branch 2 83/02/15 SCHWENCER, A Licensing 

Branch 2 4p p 172*0 357 24/ Fiche 50-3 22, 03/02 / 1 5, 0302240023 

0302250037 Notification of location charge for 030218 meeting u/util in 
Bethesrfa, MD to discuss classification of sy Si comp oner ts & 
structures Agenda end 

CARUSO, R Licensing Branch 2 63/02/15 SCHWENCER, A Licensing 

Branch 2 4pp 17299 356 24X Fiche 50-322,03/02/1510302250037 


8302250006 Forwards revised corporate organ! za tiona l structure which 
will be in effect at fuel load Revs to be included in F9AR 
Rev 29 scheduled tor submittal in near future 

SMITH, J L Long Island Lighting Co 03/02/iS DENTON, H R. Office 

of Nuclear ReactoT Regulation! Director 13pp 17291 230 24X 

Fiche 30-322 , 03/02 / 1 9. 83 022500 06 


0302230236 Responds to B30106 request far addl info ra low pressure 
coolant injec tlon, core spray h rev to FSAR reflecting 
unmoni tored Talease points for turbine bldg atmosphere 
SMITH. J L. Long Island Lighting Co 03/02/10 DENTON, H H- Office 
of Nuclear Reactor Regulation! Director- 3pp 17292*040 24X 

Fiche 50-322,03/02/10,9302250236 


E NRC Safety Evaluation Report <SER3. supp 1 s It correspondence 


9302030241 Forwards NRC input to SER re compliance w/NUREG-0SO3 it 
testimony of JE Kennedy * VS Noonan on environ qual i f £ ca t i on 
(Suffolk County Contention 8/Sh oreham Opponents Coalition 
Content-ion 19 ihl). 

REPKA.D A Hearing Branch 3 93/01/17 8 RENNER , L . HORR IB. P A * 

CARPENTER, J L Atomic Safety and Licensing Board Panel 25p p 
17001*170 24K Fiche 50-322,83/01/17,0302030241 


9302010542 Forwards monthly status Hating of active sa f ety-re 1 -ated 
equipment at qualification levs 1 , fnc 1 udlng balance of 
plant & N3ES equipment to assist NRC In review of SER Issue 
0 re dynamic qualification 

SMITH, J L Long Island Lighting Co 03/01/20. DENTON, H. R OFfico 
of Nuclear Reactor Regulation, Director 33pp 16983 022 24X 

Fiche 30-322, 03/01/28, 9302010342 


3302100201 Forwards NSSS vendor (GE> comment* on plant emergency 
procedures & util disposition of comments, p er 830117 telcon 
agreement k SER Open issue I C 7 

SMITH, J L Long Island Lighting Co 83/02/03- DENTDN, H R Office 
of Nuclear Reactor Regulation. Director 17pp- 17117 261- 24X 

Fiche 50-322, 03/02/03. 8302100201. 


302220004 Forwards SER Supp 1 3, NURE0-0420 W/o end 
SCHWENCER ■ A Licensing Branch 2 03/02/03 POLLOCK, M S. Long 

Island Lighting Co 3pp 17233*316 24X Fiche 50-322,03/02/03, 

8302220004 


B302P90312 Forwards add! commitment to SER Open Item 64 re loose 
part* monitoring *y* Feedwater flaw will be at least SOX of 
rated flow when ealibr of loose parts monitoring sys sensors 
completed 

SMITH, J L Lang Island Lighting Co 03/02/14 DENTON, H R Office 
of Nuclear Reactor Regulation, Director, 6pp 17291*027. 24X 

Fiche 50-322, 83/0 2/14, 8302250312. 


8302290394 Notifies that channel bo* mgt program reviewed in response 
to 621007 Itr & SER Section 4 2 3 13 Program In general 
compliance w/Licensfng Review ©roup II resolution of channel 
box def 1 set Ian issue 

SMITH, J L Long Island Lighting Co 83/02/16 DENTON, H R. Office 
of Nuclear Reactor Regulation, Director. 3pp 17232*031. 24X 

Fiche 50-322, 03/02/16, 0302220394. 


0302250342 Forwards response* to 821229 SER Class IE environ 
qualif lea tion open item* re util justification for 
interim o pera t i on. W/thr e e oversize drawing »« Ap erture 
cards are available in PDR 

SMITH, J L Long Island Lighting Co. 03/O2/1G DENTON, H R. Office 
of Nuclear Reactor Regulation. Director 4pp 17297:285 24X 

Fiche 50-322,83/02/10,8302250342 


0302250429 Forwards Mark II hydrodynamic loads confirmatory program 
pipe mounted equipment evaluation - Phase I Rept presents 
current qual i t i cat i on levels for all motor operated valves 
an 30 piping subsystems, in response to supplemental SER 
SMITH, J L Long Island Lighting Co 03/02/10 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 9pp 1729 7 039 24X 

Fiche 50-322, 83/02/18,0302250429 


030217047 7 SAFE TV EVALUATION REPORT RELATED TQ THE OPERATION OF 
SHQRErfAM NUCLEAR POWER STATION. UNIT NO 1 Docket No 50-322 
XLong Island Lighting Company) 

» Office of Nuclear Reactor Regulation, Director NUREG-0420 SQ3 
83/02/23 70pp Available at NRC 46 00 17197 309 24X 

Fiche 50-322, 03/02/28. 8302170477 


F Security, medical, emergency & fire protection plan* 


8301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL £ holders of CPs re regional workshop 
concerning Supp 1 1. NURE0-0737, “'Requirements for Emergency 
Response Capability " Svc list end 

EISENHUT , D G Division of Licensing 83/02/01 Consolidated 
Edison Co of Ne<-» York, Tnc 1 lpp 17221 226 24X 

Fiche 50-000, 03/02/01 . 830 1 210340 


030210020 1 Forwards NSSS vendor (GE> comments on plant emergency 
procedures l< util disposition of comments, per 830117 telcon 
agreement L SER Open Issue I C 7 

SMITH, J L Lang Island Lighting Co 03/02/03 DENTON, H R Office 
of Nuclear Realtor Regulation. Director 17pp 17117 261 24X 

Fiche 50-322.03/02/03,8302100201 


G Adjudicatory correspondence 


8302030232 Forwards "Accident Source Term Plan," in response ta 030112 
request for definition for source term to be released to 
environ as result of severe accidents 

REIS.E J Hearing Branch 3 03/01/14 BRENNER, L , CARPENTER, J L , 

MORRIS, P. A Atomic Safety and Licensing Board Panel I7pp 
17001 161. 24X Fiche 50-322. 83/01 /l 4, 0302030232 


□302010079 Advise* that NRC does not oppose admission of Suffolk County 
contention re implementation of Inservice Insp Program 
consistent w/NRC resolution of Malapatj issue Util working 
to produce commitment ta NRC which would resolve contention 
REPKA, D A Hearing Branch 3. 83/01/28 BRENNER, L , MORRIS, P A , 

CARPENI ER, J L Atomic Safety and Licensing Board Panel 2pp 
16974 139 24/ Fiche 50-322, 03/01 /28, 03020 1007? 


8302020310 Advises that Shorebam Opponents Coalition adopts Suffolk 
County proposed findings of fact & conclusions of law on 
nine safety issues Certificate of 8vc endl 

LATHAM, 3 B Twomsy, Latham l> Bhea LATHAM, S B Shoreham Opponents 
Coalition 03/01/28 BRENNER, L » CARPENTER, J L , M0RRrS,P.A 
Atomic Safety and Licensing Hoard Panel 3pp 16993*283 24X 

Fiche 50-322, 03/01/20, 830202031 B 


8302020325 Forward* p ar t i cu lar i ia t i on of concern* re consideration of 
aging in util Environ Qua 1 i f i ca t ion program 

LETSChE,K J Kirkpatrick, Lockhart, Hill, Christopher 6 Phillips 

LEISCHE, K J Suffolk County, NY 03/01/20 REPKA, D A Hearing 

Branch a IRWIN* D P Hunton 6 Williams IRWIN, D P Long Island 
Lighting Co 6pp 16994 001 24X Fiche 50-322,03/01/20,8302020325 


□302070501 Requests deferral of ASLH ruling on admissib i 1 1 fcy of 
Halapati contention for at least I wk, to permit possible 
final resolution of issue l/ttl commitment re insp enc 1 
Certificate of Svc end 

IRWIN, D P Long Island Lighting Co IRWIN, D P. Hunton fc Williams 
83/01/28 6pp 17036.341 24 X Fiche 50-322, 83/01 /2B, 0302070301 


0302070495 Confirmation of 830224 conference of counsel in Hauppauga, 
NY re litigation of Phase II offsite emergency planning 
matters Specific topics to be reviewed listed 

BRENNER, L Atomic Safety and Licensing Board Panel 83/02/03. 3pp 
17036 313 24X Fiche- 50-322, 03/02/03, 0302070493 


0302070152 Advises that Shoreham Opponents Coalition adoption of 
Suffolk County proposed findings of fact conclusion* of 
law on nine safety issues would not support Shoreham taking 
exception f o any ASLB initial decision 

BORDENICK.B M Hearing Branch 3 03/02/04 BRENNER, L , 

MORRIS, P. A , CARPENTER, J L Atomic Safety and Licensing Board Panel 
2pp 17032 339. 24 < Fiche 50-322,03/02/04,0302070152 


0302030230 Respond* to 830203 telcon re IE Insp Rapt 50-322/03-02 it 
Suffolk County cross-exam l nat i on plan it objects to ASLB 
decision requiring disclosure of documents & page refs 
MlLLERrM S Kirkpatrick, Lockhart, Hill, Christopher it Phillips 

M I LLER, M S Suffolk County, NY. 83/02/04, BRENNER, L * MORRIS, P A , 

CARPENlERr-J H. Atomic Safety and Licensing Board Panel 2pp 
17057 207 24X Fiche 50-322,83/02/04,8302080230 
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3302100250 Forwards JH Conran affidavit re testimony on Contention 7B 
Testimony being provided prior to NRC counsel review 
RAu3D«L R J Hearing Branch 4 93/02/00 BRENNER, L , MORRIS, P A , 

CARPENIER,J L Atonic Safety and Licensing Board Panel 2pp 
17110 131 2<1X Fiche 50-322, 93/02/OB, 8302 1 00250 


— 03O31CO262 Affidavit of JH Conran ie changes to earlier testimony on 
Contention 7B 4 changes in facta or circumstances 
Substantive defect exists m util understanding of nin 
requirements to protect public health 6 safety 
CONRAN, J H Reliability 7/ Risk Assessment Branch 83/02/09 
33pp 17110 133 24X Fiche 50-322.83/02/08,8302100250 


83021*10149 Forwards resolution on Suffolk County Contention 32/ 
Shoreham Opponents Coalition Contention 19<f) re OE Series 
100 & 200 electrical penetrations 

LETSCHE, K J Kir kpatr id , Lockhart, Hill, Christopher & Phillips 

LETSCFt, K J Suffolk County, NY 83/02/00 BRENNER, L , 

CARPENTER, J L , MORRIS, P A Atomic Safety and Licensing Board Panel 
Ip 17140 155 24 a Fiche 50-322,03/02/08,8302140149 


— 8302140152 Resolution on Suffolk County Contention 32/Shoreham 
Opponents Coalition Contention 19(f) re QE Series 100 tt 200 
electrical penetrations 

REPKA, D A Hearing Branch 3 IRWIN, D P Long Island Lighting Co 
LETSCHE, K J Suffolk County, NY 03/02/01 6pp 17140 156 
24 < Fiche 50-322,83/02/00,0302140149 


0302160369 Confirms EG Oreenman t JC Higgins as witnesses for 030222-23 
readiness assessment team insp hearing 

BDRDENICK.B M Hearing Branch 3 63/02/10 BRENNER, L , 

CARPENTER, J L , MORRIS , P A Atomic Safety and Licensing Board Panel 
2pp 17164 144 24 < Fiche 50-322,03/02/10,8302160369 


8302160375 Cites areas of objection to proposed background section 
CApp A) of util proposed findings 

LANPHER, L C Kirkpatrick, Lockhart, Hill, Christopher & Phillips. 

LAN 1 * HER, L C Suffolk County, NY 03/02/10 BRENNER, L , 

CARPEMlCR, J L . MORRIS. P A Atomic Safely and Licensing Board Panel 
2pp 17164 171 24 < Fiche 50-322, 83/02/10, 0302160375 


□302160358 Confirmatory memorandum 4- order confirming ASLB oral 830209 
order directing parties to file statement of views on effect 
upon proceeding of NRC witness JH Conron 030200 affidavit on 
Suffolk Count y/0hotehatn Opponents Coalition Contention 7B 
BRENNER, L Atomic Safety and Licensing Board Panel 93/02/11 
Office of the Executive Legal Director 3p p 17169 190 24X 

Fiche 30-352,83/02/11,0302160350 


0302170092 Forwards NRC comments on applicant background of proceedings 
s*-ate ^ent 4. proposed opinion L findings of fact & 
conclusions of law in form of partial initial decision 
RAWSON, R J Hearing Branch 4 83/02/11 BRENNER, L , MORR10. P A , 

CARPENTER, J L Atomic Safety and Licensing Board Panel 2pp 
17102001 24X Fiche 50-322,83/02/11,8302170092 


— B 3021 70097 Comments on util background of proceedings statement in util 
proposed findings of fact 

0QRDENICK, B M Hearing Branch 3 03/02/11 37pp 17102 003 

24 < Fiche 50-322,83/02/11,0302170092 


--8302170099 Proposed opinion on findings of fact h conclusions of law 
in form of partial initial decision, Vol 2 Certificate of 
Svc end 

REPKA, D A Hearing Branch 3 RAN30N, ft J Hearing Branch 4 
83/02/11 275p p 17182 040 24X Fiche 50-322,83/02/11, 

8302170092 


0302170263 Confirmation of 030214 telcon ur/NRC h ASLB re filing 
schedules ASLB agreed to extension of time for util to file 
reply to NRC proposed finding* of fact due to late svc of 
NRC tiling Certificate of Svc end 

EARLEY, A F Long Island Lighting Co EARLEY, A F Hunton *< 
Williams 83/02/14 4pp 17107 088 24X Fiche 50-322, B3/02/14, 

83 02 170263 


0302240009 Statement of views on JH Conran changes to earlier 
testimony, in response to ASLB 830211 order Conran affidavit 
should be received into evidence as amend to previous 
testimony Certificate of Svc end 

RAWBON, R J Hearing Branch 4 83/02/22 19pp 17272.336 24X 

F i che 50-322, 03/02/22, 0302240009 


8302240300 Submission re JH Conran affidavit L request to reopen 
record ASLB should not rely on prior record that is no 
longer accurate Conran changes of opinion are extremely 
signif 1 cant Certificate of Svc end 

LANPHER, L C Suffolk County, NY LANPHER, L. C Kirkpatrick, 

Lockhart, Hill, Christopher i. Phillips 03/02/22 46pp 17273 299. 
34 X Fiche 50-322,83/02/22,0302240300 


8302280247 Stipulation re Halapati concern on potential sensitization 
of reactor internal c amponents-/ in terg ranu lar stress 
corrosion cracking Util agree* to include procedures for 
cracking detection 

REPKA. D A Hearing Branch 3 IRWIN, D P Long Island Lighting Co, 
LANPHER, L C Suffolk County, NY 83/02/82 0pp 17304 314 24X 

Fiche 50-322, 03/02/22, 8302280247 


— 0303280254 Stipulation re Suffolk County Contention 23 on containment 
Isolation Tech Specs will be revised so that 6-inch It 4-inch 
purge/vent valves will be used to conduct vacuum breaker 
position testing w/inoperab le position indicator 

REPKA, f) A Hearing Branch 3 IRWIN, D P Lang Island Lighting Co 
LANPHER, L C Suffolk County, NY 83/02/22 I3pp 17304 322 
2*1 < Fiche 30-322,63/02/22.8302280247 


— 0302280260 Stipulation re Suffolk County Contention 32/Bhoreham 
Opponent* Coalition Contention 19(F) re electrical 
penetrations Util commits to maintain electrical 
penetration? at nitrogen pressure of 25 psig 

REPKA, D A Hearing Branch 3 IRWIN. DP Lung Island Lighting Co 
LETSCHE, K Suffolk County, NY 83/02/01 6pp 17304 337 24X 

Fiche 50-32 2,83/02/22,0302280247 


8302240313 Advises that Suffolk County resolved not to adopt or 
implement radiological emergency plan County decided no plan 
could protect public if accident occurred Plant cannot be 

operated safe ly 

COHALAN, p F Suffolk County, NY. 93/02/23 PALLADINQ, N J » 
GIL INSKY, V , AHEARNE, J Cornu is si oners 2p p 17271 332 24X 

Fiche 50-322, 03/02/23, 8302240313 


— 0302240310 Motion to certify Suffolk County motion to terminate DL 
p roc eed 1 ng , to Commission County decision not to adopt local 
radiological emergency response time makes issue urgent 
BROWN, H Suffolk County, NY BROWN, H KiTkpatrick, Lockhart, 
Hill* Christopher k Phillips, 03/02/23 Atomic Safety and 
Licensing Board Panel 3pp 17271 334 24X Fiche 50-322, 

83/02/23, 8302240313 


— 030*2240321 Motion to terminate OL proceeding Necessary emergency 
preparedness to respond to nuclear accident does not & will 
not exist Effective offsite emergency preparedness is 
prerequisite to CL issuance 

BROUN* H H Suffolk County, NY BROWN, H H Kirkpatrick, Lockhart, 
Hill, Christopher 4 Phillips 03/02/23 Atomic Safety and 
Licensing Board Panel 23pp 17271 337 24X 

Fiche 50-322,83/02/23,0302240313 


B3Q22S0273 Notice of intent to participate as interested municipality 
per 10CFR2 71 5(c 1 . No t ic es of appearance 6 Certificate of Svc 
one 1 

LATHAM, S B Southampton, NY LATHAM, S B Twomey, Latham & Shea 
03/02/23 Atomic Safety and Licensing Board Panel 6pp 

1731 1 314 24X Fiche 50-322* 83/02/23, B3O220O273 


0302250264 Addresses Suffolk County 830223 ltr re OL hearings. Ltr 
should be stritJen from records No action should be taken 
on emergency planning issue until conclusion reached re 
motion to terminate licensing proceeding 

RCVELEY, W T Hunton 4 Williams REVELEY, W T Long Island Lighting 
Co 03/02/24 PALLADINQ, N J , QILINSKY,V, AHEARNE, J F 
Cormis* i onsTi lp 17292 124 24X Fiche 50-322,83/02/24, 

0302250264 


K Utility Final Safety Analysis Report (FSAR) It amends 


8301250433 Application for Amend 46 to OL app 1 ication, consisting of 
Rev 28 to FSAR Affidavit end. 

SMITH, J L Long Island Lighting Co 02/12/30 DENTON, H R. Office 
of Nuclear Reactor Regulation, Director 3pp 16B90 109 24X 

Fiche 30-322, 82/12/90, 030125043 5 


— 0301230438 Rev 29 to FSAR Amend 46 

a Long Tsland Lighting Co 82/12/31 3O0pp 16090:112 24X 

Fiche* 50-322, 02 / 12 / 30 , 8301250435 


0302040346 Certifies svc of Amend 46 to license appl icatiom consisting 
of Rev 28 to FSAR, on 030121 

GRUNSEICH, R W Long Island Lighting Co 03/01/26 lp 17019:064 
24X Fiche 50-322,93/01/26,0302040346 


Q Inspection reports* IE Bulletins & correspondence 


0302030191 Forward* IE Insp Rept 50-322/83-02 on 830110-15 & notice of 
violation 

8TAR0STECKJ* R Division of Project $- Resident Programs 03/01/2 0. 

POLLOCK, M S Long Island Lighting Co 3pp 17002*042 24X 

Fiche 50-322, 83/01/20, 0302030191 
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— 8302030194 Mot ice of violation from map on 830110-15 

* Division of Project 6 Resident Programs 83/01/20 3pp 
17002 04S 24X Fiche 50-322. 93/01 / 20. B302030191. 


—0302030197 IE Insp Rept 50-322/93-02 an B30110-15 Noncomp 1 1 an c e noted 
failure to provide adequate verification of completed const 
in areas of control rod drive piping support*, pi p* hangers 
& cable tray supports 

BATEMAN, W , CERNE.A , COWGILL.C Division of Project U Resident 
Program* 63/01/19 40pp 17002 046 24X Fiche 30-322*63/01/20. 

6302030191 


0302010317 Forward* IE Insp Rept 50-322/B2-33 on 021115-19 No 
non-compliance noted 

MARTIN. T. T Division of ■Engineering 4. Technical Programs 83/01/24 
POLLOCK. H S Long Island Lighting Co, 3pp 16973 023 24X 

Fi eh* 50-322.63/01/24.8302010317 


—8302010322 IE Insp Rept 50-322/02-33 on 821115-19. No noncompliance 
noted' Major areas inspected -radiation protection & rad waste 
mgt programs. IE Circular 81-07. organi lafcion b staffing, 
personnel selection & Tadjation worker training, 

NIMITZ.R L , MCBRIDE. M H , JANQ*J C Region 1. Office of Director 
83/01/19 2Spp 16973 026 24X FKfc* 50-322,83/01/24. 

8302010317 


9212060358 IE Info Notice 93-01. "Ray Miller. Inc ’* Svc list and 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co, of Nu w 

York. Inc 1 iBpp 17023 160 24X Fiche 50-000.83/01/26.8212060350 


0212060360 IE Info Notice 03-02. “Llmi torque HOBC. Hi BC. H2BC b H3HC 
Oearheads " Svc li*t end 

JORDAN* E L Division of Emergency Preparedness b Engineering 
Response (Past 630103) 93/01/28 Consolidated Edison Co of New 

York. Inc I09pp 17144 001. 24X Fiche 50-000. 03/01 /26. 021 2060360 


821206036 1 IE Info Notice 03-03. "Calibr of Liquid Level Instruments « 
Svc list end 

JORDAN* E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/01/28 Consolidated Edison Co of New 

York* Inc 1 10pp. 17074 095. 24X Fiche 50-000.03/01/28,8212060361 


B302170125 Forwards request for addl info re containment line piping 
penetration odds* in support of applicant 000710 response to 
IE Bulletin 8Q-Q0- Response requested within 30 days. 

SCNWENCER, A Licensing Branch 2 83/02/07 POLLACK, M 8. Long 

Island Lighting Co 4pp 17191 115 24X Fieha 30-322,83/02/07* 

8302170123. 


0302180165 Forwards IE Insp Rept 50-322/83-01 on 930101-31. No 
noncenp 1 ianc e noted 

6TARQSTECKI* R , Division of Project b Resident Programs B3/02/OB 
POLLOCK, M S Long Island Lighting Co 2pp 17216 109 24X 

Fiche: 50-322. 93/02/09, 030 2 1 8016 5 


—8302160171 IE Insp Rept 50-322/83-01 on 830101-31 No n oncomp llance 
noted Major areas insp acted: work ac fcivi t i e*» pT e Ope re fc I ona 1 
testing ft plant staff activit ies. Inc ludin g to ur»* revi «w of 
NRC circular*, vendor manuals L. housekeeping 

HIC0IN8.J C , PETR ONE* C D , MCCABE* E C Division of Project b 
Resident Programs 83/02/07 8pp 17216 110 24X 

Fiche 50-32 2, 83/02/08, 8302180 1 65 


120 603 63 IE Info Notice B3-04, "Failure of Elme Power Supply Units. *• 
ivc list end 

JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/02/18 Consolidated Ed lion Co of New 

fork* Inc 1 10pp. 17347 I9t 24X Fiche 50-000, 83/02/ IB. 821 2060363 


102280493 Ack receipt of 821201 1 tr informing NRC of step* taken to 
correct violations noted In IE Insp Rept 30-322/92-26 
Engineering 6 design change repts older than 1 month should 
ie incorporated into respective drawings 

3TAR05 TECKI,R Division of Project b Resident Programs, 83/02/23 
>OLLOCK, M S. Long Island Lighting Co 2pj> 17309:111 24X 

'l che 50-322, 93/02/23, B30 2280493 


8302260501 Responds to NflC 821029 Itr re violations noted in IE Insp 
Rept 50-322/82-26 Corrective actions. samp les of drawings 
reviewed Discrepancies isolated cases Drawings updated 
according to applicable procedures 

POLLOCK, M S Long Island Lighting Co. 82/12/01. 3TAR0STECKI. R 
Division of Project & Resident Programs 4pp 17309*113. 24X 

Fiche 50-322,83/02/23*8302280493 


212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Level Raduaste - 10CFR20 302 •' Svc list end 
JORDAN* E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

VOT Inc lllpp 17347 038 24.< Fiche 50-000, 83/02/24, 821 206036g 


8212060366 IE Tnfo Notice 93-06. "Non l d en t l ea 1 Replacement Parts " 

Svc list one 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc U2pp 17361 140 24X Fiche 50-000,83/02/24,0212060366 


S Reportable occurrence*. LEfts 4 related correspondence 


8212140330 Part 21 rept re problem w/Brown Boven Electric* Inc low 
voltage circuit breakers ui/solid state trip devices Units 
from San Onofre 2 & 3 failed due to long-term degradation of 
filter capacitor C203 Suspect trip units should be tested 
DUVALL, 0 D Broun Boven Corp (subs Drown Boverl b Co * Ltd > 
02/12/10 STELLO.V Director's Office, Office of Inspection and 
Enforcement 2pp 17023 284 24X Fiche 50-000, 82/12/10, 821 2140330 


0302010359 Interim deficiency rept re mineral insulated cable provided 
by Karan Instrumentation for use w/high-range drywall area 
radiation monitors Initially reported on B2120S Specs 
revised Also reported per Part 21 

MIILIOAN.MH Long Island Lighting Co 83/01/14 DRIER, B H 
Region 1, Ofrice of Director 3pp 16973 320 24X 

Fiche 50-322,83/01/14.8302010359 


B302J00427 Interim deficiency rept re configuration of Impulse tubing 
allowing tor potential undrainable condensate accumulation 
Caused by downward slope of primary containment instrument 
line Tubing containment K sensing lines modified 
MILLIOAN.MK Long Island Lighting Co 03/01/28 HAYNES, R C 
Region 1, Office of Director 2pp 17117 250 24X 

Fiche 50-322,83/01/28,8302100427 


B3Q21&02Q2 Interim deficiency rept re telephone relays to protective 
relays mfg by OE Initially reported on 020407 Contact button 
separated from contact arm Visual insp of all Class IE date 
code h nondate code relays will be performed each month 
MILLIGAN, MH Long Island Lighting Co 03/02/07 HAYNES, R C 
Region 1, Office of Director 2pp 17215 360 P4X 
Fiche 50-322,03/02/07,8302180202 


0302230200 Followup rept re deficient HMA type relays mfg by OE 
Initially reported on 021207 Survey of HMA relays mfg prior 
to 6 during 1974 conducted Relays will be replaced Survey b 
rep J accent will be completed by 830331 

MILLIGAN* M H Long Island Lighting Co 03/02/07 HAYNES, R C 
Region 1, Office of Director 2pp 17245 115 24X 

Fiche 50-322,83/02/07,8302230200 


T Hearing transcripts on non-ant i trust matters 


8301200107 Transcript of 030117 hearing in Ha uppauge, NY 
Fp IB, 130-18. 300 Supporting documentation end 
* Atomic Safety and Licensing Board Panel 83/01/17 238pp 

16063 250 24X Fiche 50-322,83/01/17,8301200107 


8302030241 Forwards NRC input to SER re compliance W/NURE0-0B03 b 
testimony of JE Kennedy b VS Noonan on environ qual i f ication 
(Suffolk County Contention 0/Shoreham Opponents Coalition 
Contention 19 (hi) 

REPKA.D A Hearing Branch 3 83/01/17 BRENNER, L , MORRIS, P A , 

CARPENTER, J L Atomic Safety and Licensing Board Panel 23pp 
17001 17B 24X Fiche 50-322,03/01/17,8302030241 


--830P030247 Testimony of JE Kennedy b VS Noonan re environ qualification 
(Suffolk County Contention 8/Shoreham Opponents Coalition 
Contention 19 (h>) 

KENNEDY, J E . NOONAN, V S Equipment Qualification Branch 
S3/01/17 4Spp 17001 203 24X Fiche 50-322,03/01/17,8302030241 


8302020045 Transcript of 630131 OL hearing in Hauppauge,NY Pp 19,542- 
19,713 Supporting documentation end 

* Atomic Safety and Licensing Board Panel 83/01/31 201pp, 

16991 090 24X Fiche 50-322,83/01/31,8302020045 


8302030076 Transcript of 830201 OS- hearing in Hauppaug*,NY Pp 19,714- 
1 9, 733 

* Atomic Safety and Licensing Board Panel 83/02/01 19pp 
17004 303 24X Fiche 50-322,03/02/01,8302030076 


830223043S Forwards corrected P 0 of RAT testimony filed on 830215 
EARLEY, A F Hunton 6 Williams EARLEY, A F Long Island Lighting 
Co 83/02/17 BRENNER. L Atomic Safety and Licensing Board Panel 
lp 17246 107 24X Fiche 50-322,63/02/17,8302230435 


— B 305230450 Corrected P 8 of RAT testimony filed on 830215 

* Long Island Lighting Co 83/02/17 ip 17246 100 24X 

Fiche 50-322, 03/02/17, &302S30435 
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6302230536 Supp I erafnta 1 testimony -of UJ 
re violations propounded m IE Insp R 
Certificate of Svc end Related corn? 
MUSELER, U J - ARRINGTON, T T * KELLY. J 
03/02/22 Atomic Safety and L teens 

t7256 313 24x Fiche 50-322,63/02/22 


Museler.TT Arrington «, 
epfc 50-322/83-02 
spend e nc e 

Long Island Lighting 
ing Board Panel, 3 tpp 
, 8302230536 


J Kelly 


Co 


630224 CO IB Trar script 630222 hearing 

19,950 


in Haoppauge, NY Pp 19,734- 


* Atomic Safety and Licensing Board Panel 83/02/22 
17272 001 24X Fiche 30-322,63/02/22,8302240018 


257p p 


8302250377 Transcript of 630223 hearing in Ha u ppaug e. NY. 
20,230 Supporting documentation enc 1 

* Ato.nc Safety and Licensing Board Panel 03/02/23 
17297 289 24/ Fiche 30-322,03/02/23,8302250377 


Pp 19,951- 
295|>p 


S30209031 1 Forward* /( jc 

verification program design oft 
wilt hr limited to control of s 
structure U auiiliary bldg 
WEEOYpR F Reedy, Herbert, Gib 
Pacific Gas 4. Electric Co 2p 
Fithe 50-275,63/01/31,330209031 


hedole for 630204 independent 
verification t'er t f Ic-t t ion 
pectra within intake 

tons 4. Associates 83/01/31 
P 17071 014 34X 


deilg 

FRAY 


* , I 1 rBrn ! tha 5 CF B * r « rron -Proved as replacement for JH 0 

Uad nucI, * r technology engineer Personnel change 
atfect* 3 2 4 Figure 3-1 of Phase IT program mg t plan CF 
Bergeron reumi end 

CRAGIN j Q Teiedyn* Engineering Service* B3/02/03 DENTON, H. R 
Office of nuclear Reactor Regulation. Director EMCCLXEH.R H 
Region 5, Ort ice of Director MANEAT IS. 0 A Pacific Oas L Electr 

Co 7 PP 17070 262 24X Fit h *. 50-273, 83/02/03, 8302090 1 65 


3302280096 Transcript a# G30224 hearing in Ha u ppa ug e, NY 
20.344 

* Atomic Safety and Licensing Board Panel 83/02/24 
17307 204 24x Fich* 50-322,83/02/24,8302280096 


Pp 20,231- 

1 16p p 


V Operator Examinations 


UJU214GQ70 Forwards Interim Technical R#pt 34, Rev 


-Verification 


of Diablo Canyon Project Efforts 
KRECHTIN3, J E Stone U Webster Engineering Cora 03/02/07 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
EN3ELXEN, R H Region 5, Office of Director MANEATIS, 0. A Pacif 

930Zl4007a* TiC C ° ** ,7MI 047 24 * Fic,, ■ 50-273, 03/02/07, 


030 1 310203 Generic Lfcr 83-06 to all power reactor 1 i c en sees, app 1 i cants 
for OLs,NSS vendors, reactor vendors 4 A£ re certificates 
4 revised format for reactor operator 6. senior reactor 
operator licenses Svc list end 

EISENrtJT. D G Division of Licensing 83/01/31 Consolidated 
Edison Co or N»u Yot L. Inc i4pp 17347 177 24X 

Fiche 50-000,83/01/31,8301310203 


DOCKET 50-323 DIAELO CANYON NUCLEAR POWER PLANT, UNIT 2 
A Application / construction stage documents i< correspondence 


"Y*r if ication of Diabl 


8302140053 Interim Technical Rept 34, Rev 0, 

Canyon Project Efforts " 

SFS I* K,F ' st *ATGLlV , D C Stone t Webster Engineering Corp 
03/02/04 42pp 17141 048 2+X Fiche 50-275,93/02/07,83021400 


B3Q20BO295 Generic Ltr 83-09 to all operating raactor 1 iceman . 
applicants for OL & holders of CP for C-€ PWR» r» review t»f 
C-E D-iners Group emergency procedures guideline program Svc 
1 n t enc 1 

EISENHUT, D 0 Division of Licensing 83/02/06 Consolidated 
Edison Co of Neu York, Inc Ilpp 17290 247 24X 

Fiche 50-000, 83/02/08. 8302000295 


8302090152 Documents info presented at 830113 independent design 
verification program meeting Info replace* 821223 "Phase II 
Add I Sample 4 Addl Ver i f ication" draft interim technical 
rept, u/1 i sted exceptions 

COOPER. U E Teledyne Engineering Services 03/01/18 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ENGELKEN, R H 
Rag ion 5, Office of Director MANEATIS, 0 A Pacific Oas it Electric 
Co 3pp 17070 273 24X Picha 50-275, 83/01 /l B, 6302090152 


8302090182 Discusses independent design verification program civil/ 
structural efforts Instrument* Test Rig-6 published for 
historical purposes Engineers committed to perform RL Cloud 
review listed 

COOPER, W E Te l ed yn.e Engineering Services DENISON, E T Robert L 
Cloud Associates, Inc 03/01/18 DENTON, H R Office of Nuclear 
Reactor Regulation. Director ELOELKENiR H- Region 3, Office of 
Director MANEAT15, G A Pacific Gas 5, Electric Co 3pp 
17070 259 24 X Fiche 50-275,63/01/10,03020 90182 


0302010431 Forward* "HT-ave Effects on Intake Structure" U “Investigation 
of Seawater Ingestion Into Auxiliary Saltwater Pump Room Due 
to Splash Runup During Design Flood Events at Diablo 
Canyon * 

CRANE. P A Pacific Oas h Electric Co 03/01/19 KNIGHTON, G W 
Licensing Branch 3 2p p 16974 196 24X Fiche 50-275,83/01/19, 

830201 043 i 


8302090030 Generic Ltr 63-lOC to all applicants w/Uet ti nghouse d f *ig 
NS55 re resolution of TK[ Action Item 1 1 K 3 5, "Automatic 
Trip Of Reactor Coolant Pumps ** 

ClSEN*vJfr D G Division of Licensing, 83/02/00 Baltimore 9a* 
Electric Co 30pp 17270 212 24X Fiche 30-000, 03/02/OB, 

8302090080 


0302160252 Notifies of 630223 L 24 meetings u/Sb-N in Bast o-n, HA to 
ducus* Phase II adtfl verification fc EOI* 

COOPER, K E , CRAGJN. J Q Teledyne Engineering Services 83/02/1E 
NRC - Nd Detailed Affiliation Given ip 17215 275 24X 

Fiche 50-275,67/02/10,8302190252 


9302240200 Requests info from 8f<L analysis of containment annulus 
structure re vertical response spectra for Model D L 
horizontal annulus model Info required for design 
verification program 

COOPER, W E , MYRGLOT.C E Teledyne Engineering Services 03/O2/J 
SCHIERLING, H E Office of Nuclear Reactor Regulation, Director 
1727<* 072 24X Fiche 50-275,6 3/02/10,8302 240200 


6302220369 Agenda for 630224 It 25 meetings in San Franc lsco,CA to 
discuss structural review 

COOPER, W E , CRAOIN. sf Q Teiedyn* Engineering Services. 83/02/2 1 
Teledyne Engineering Services Ip 17232 067. 24X 

Fiche 50-275,63/02/24,0302220368 


'8303010432 "Wave Effects on Intake Structure at Diablo Canyon. Units l h 
3 

MATSUDA, E N Pacific Oas i. Electnc Co 03/01/31 16pp 
16974 198 24< Fiche 50-275.03/01/19,8302010431 


0302010433 "Investigation of Seau/ater Ingestion Into Auxiliary 
Saltwater Pump Room Due to Splash Runup During Design Flood 
Events at Diablo Canyon 11 

RYAN, P J Pacific Oas L Electric Co 03/01/31 S>6p p 16974:214 
24X Fiche 50-275,63/01/19,0302010431 


F Security, medical, emergency 6 fire protection plans 


8210150452 Forward* review* of procedures proposed by utils in 
emergency plant to consider oieteorolog ical condition* at 
feci itties, in response to Task Order 1 of interagency 
agr eainent 

VAN PER HOVEN Commerce. Dept of. Natl Oceanographic 4c At«o 
Administration NRC-03-81 -099 02/lO/OG SP JCKLEft. I Offi 
Nuclear Reactor Regulation, Director Ip I695I 303. 24X 

Fiche 50-0C0. 02/10/03. G2 10150452 


83Q2090306 Notifies fclsat first independent design verification 
design Ofc vbrlficatign conducted on 821220 it second 


proposed For 830203 Initial 
of tuo areas per ivk Meeting 
REEOY.R F Reedy, Herbert, 
Bechtel Corp 3pp 17069 
B3 02090306 


plans provide For verifying min 
announc eiflent* end 
Gibbons 4- Associates 83/01/25 
342 24X Fiche 90-275,83/01/25, 


program 


FRAY, R 


8302100094 Accepts Revs I & 2 to QA program submitted in re*pon«e to 
NRC request for add 1 info t clarification 

EISENHOT.D G Division of Licensing 03/01/26 CRANE, P A Pacific 
Oas l Electric Co 5pp 17135 041 24X Fiche 50-275,03/01/26, 

8302100094 


--03O127OQ6O ’Evaluation of Procedures Proposed by POVE in Eaergenc 
Plans to Consider Meteorological Condition* in Dlabl-o Canyon 
Plant Coastal Environ " 

VAN DER HOVEN CoRsierce, Dept of, Natl Oc eanograph i c k 
Atmospheric Administration WtC -03-8 1-099 02/10/08 Offic 

Nuclear Reactor Regulation, Director 3pp 16931 3 1 4 24X , ,, , 

Fiche 50 000, 02/10/08, 82)01 50 4 52 , , f LU 


B30 2030603 Releases public version of revised eat r g enc tf- Vlf 
implementing procedures 

FELTON, J rf Division of Rules and Records Q3fQi/ 
Management Branch. Ip 17013 096 24X Fiche;? ' 

8302030603 
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— 8302030194 Notice of violation from tnsp on 830110-15 

* Division of Project U Resident Programs 03/-CH/2O 3pp 
17002 045 24 X Fiche 50-322. 03/01/20, 8302030191 


-- 8302030 197 IE Insp Rapt 50-322/83-02 on 030110-15 Non comp 1 ian c e noted 
failure to provide adequate verification of completed const 
in areas of control rod drive piping support*. pipe hangers 
it cable tray supports 

BATEMAN. W . CERNE, A . COWOILL.C Division of Project If Resident 
Programs 83/01/19 40pp. 17002 048 24X Fiche 50-322.83/01/20, 

8302030191 


6302010317 Forwards IE Insp Rept 50-322/82-33 on 021115-19 No 
noncomp I ianca noted 

MARTIN. T T Division of Engineering & Technical Programs. 83/01/24 
POLLOCK. M S Long Island Lighting Co 3p p 16973 023 24X 

Fiche 80-322. 03/01/24.330201031 7 


"“■”® 3020 10322 IE Insp Kept 50-322/82-33 on B21II5— 19 No noncompl ianc d 
noted' Major areas inspected radiation protection ?< radwaste 
mgt programs, IE Circular 81-07. organiiat i on i < staffing, 
personnel selection 6 radiation worker training 

NIMITZ.R L , MCBRIDE, M H . JANG, J. C Region 1, Office of Director 
03/01/19 23pp. 16973 026 24X Fiche* 50-322, 83/0 1 /24. 

03020 103 17. 


6212060356 IE Info Notice 03-01. "Ray Miller. Inc " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/01/26 Consolidated Edison Co of New 

York. Inc llSpp 17023 160 24X Flche 50-000, 83/01 /26. 021 2060358 


6212060360 !E Info Notice 83-02, '‘Limi tor qua HOBC, HI -BC, H2BC & H3BC 
Oearheads " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/01/20 Consolidated Edlsnn Co of New 

York. Inc I09pp 17144 001 24X Fiche 50-000. 83/DI /2B, 021 2060360 


3212060361 IE rnfo Notice 83-03, "Calibr of Liquid Level Instruments « 
S*c list encl 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103} 83/01/20 Consolidated Edison Co of Neu 

York, Inc 1 lOpp 17074 095 24X Flche 50-000.83/01/28,8212060361 


9302170123 Forward* request for add! info re containment line piping 
penetration odds, In support of applicant 800710 response to 
3E Bulletin 80-08 Response requested within 30 days 
8Cf IWENCER, A Licensing Branch 2 B3/Q2/07 POLLACK, rt g Long 

Island Lighting Co 4pp 17191 115. 24X Flche 30-322.83/02/07, 

8302170125 


8212060366 TE Info Notice 83-06, "Non l d en ti ca J Replacement Parts " 

Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness ?< Engineering 
Response {Post 830103) 83/02/24 Consolidated Edison Co of Now 

Yor k , Inc 1 12pp 17361 140 24< Fiehe 50-000, 03/02/24, 831 2060366 


S Reportable occurrences, LERs 4 related correspondence 


8212140310 Part 21 rept re problem w/Brown Doveri Electric, Inc low 
voltage circuit breakers w/solid state trip devices Units 
from Ban Onofre 2 2c 3 failed due to long-term degradation of 
filter capacitor C205 Suspect trip units should be tested 
DWALL. D D Brown Dover i Corp (subs Brown Boven 6 Co , Ltd ) 
B2/12/10 STELLO, V Director's Office, Office of Inspection and 
Enforcement 2pp 17023 284 24X Flcho 50-000.82/12/10,021214 0330 


8302010359 Interim deficiency rept re mineral insulated cable provided 
by Kaman I ns t rumenta 1 1 on for use ui/h i gh-range drywell aroa 
radiation monitors Initially reported on 821200 Specs 
revised Also reported per Part 21 

M ILL JOAN, M H Long Island Lighting Co 83/01/14 DRIER, BH 

Region 1, Office of Director 3pp 16973 328 24X 

Flche 50-322, 03/01/14,8302010359 


8302100427 Interim deficiency rept ro c onf i g u ra t i on of impulse tubing 
allowing for potential undrainable condensate accumulation 
Caused by downward slope of primary containment instrument 
line Tubing containment 2 sensing lines modified 
MILLIGAN, M H Long Island Lighting Co 03/01/20 HAYNES, R C 
Region 1, Office of Director 2pp 17117 238 24X 

Fiche 50-322, 83/01/20, 0302100427 


8302180202 Interim deficiency rept re telephone relays to protective 
relays mfg by GE Initially reported on 820407 Contact button 
separated from contact arm Visual insp of HI Class IE date 
code ti Mandate code relays will be performed each month 
MILLIGAN, K H Long Island Lighting Co 83/02/07 HAYNES, R C 
Region 1, Office of Director 2pp 17215 360 ?4X 

Flche 30-322,03/02/07,0302100202 


8302230200 Followup rept re deficient HMA type relay* mfg by GE 
Initially reported on 021207 Survey of HMA relays mfg prior 
to h during 1974 conducted Relays will be replaced Survey & 
replacement will be completed by 030531 

MILLIGAN, M H Long Island Lighting Co 03/02/07 HAYNES, R C 
Region ], Office of Director 2pp 17243 113 24X 

Fiche 50-32 2, 83/02/07, 8302230200 


T Hearing transcripts on non-ant i trus t matters 


3302180169 Forward* IS Insp Rept 50-322/83-01 on 830101-31 
Eionconp 1 iance noted 


STAROSTECKI, R Division of Project $ 
POLLOCK, M S Long Island Lighting Co 
Fiche 50-322, 83/02/09, 0302180163 


Resident Programs 
2pp 17216 108 


No 

83/02/08 

24X 


0301200107 Transcript of B30117 hearing in Hauppaugo.NY 
Pp 10.130-18,300 Supporting documentation encl 
* Atomic Safety and Licensing Board Panel 03/01/17 
16963 250 24X Fiche 50-322,63/01/17,0301200107 


238 pp 


-0302180171 IE ln*p Rept 50-322/83-01 on 030101-31 No none omp 1 i anc 
noted Major areas inspected work ac t i vi ti «», preoptrat iotial 
tatting 6 plant staff activities, inc 1 uding tours, review of 
NRC c Ircula rs. vendor manuals & housekeeping 

HMDIMS.J C , PETR ONE, C D , MCCABE, E. C Division of Project * 
Resident Programs 03/02/07 0pp 17216 110 24X 

Fiche 50-322, 03/O3/OB, 0302100165 


0302030241 Forwards NRC input to 6ER re compliance w/NURCG-0803 k 
testimony of JE Kennedy £ VS Noonan on environ qualification 
(Suffolk County Contention 8/Shorsham Opponents Coalition 
Contention 19 (hi) 


REPKA, D A 
CARPENTER, J 
17001 173 


Hearing Branch 3 
L Atomic Safety 
2 4X Fiche 30-332, 


03/01/17 BRENNER, L , MORRIS, P A . 
and Licensing Board Panel 23pp 
83/01/17,8302030241 


12 12060363 IE Infe Notice 83-04, '‘Failure of Elma Power Supply Unite ■ 
Svc Hit me 1 * 

JORDAN, £ L Division of Emergency Prepared n« i* & Engineered 
Response (Post 830103) 03/02/18 Consolidated Edison Co of New 

York, Inc llOpp 17347 191 24X Fiche 50-000,03/02/18,0212060363. 


~ B3 ?2S2!!?r 5 ^"hedy * VS Noonan re environ qua 1 i flea 1 1 or 

(Suffolk County Contention 8/Shoreham Opponents Coalition 
Contention 19 ChM 

E ,' N00NA ^' V s Equipment Qualification Branch 
83/01/17 43pp 17001 203 24X Fiche 50-322,03/01/17,8302030241 


1 30 22 00493 Atk receipt of 821201 ltr informina NRC of steps taken to 
correct violations noted in IE Insp Rept 50-322/02-26 
Engineering 6 design change repts older than 1 month should 
be incorporated into respective drawings 

pnM R rtrI E M« ,fl . I>Iv J , 2 on .°* Project t Resident Program* 83/02/23 

POLICK;k,MS Long Island Lighting Co Spp, 17309-111 24X 

Fiche 50-322,83/02/23,8302290493 * * 4X 

-B3022B050I R,,,o n ,. to NRC 831029 Hr r. violot.on, not.d in IE Inop 
Ropt 80-322/es-at Corrtcttvo action. .ample of draiulno. P 

d Dlftcrtpirtciit isolated c*ie« Drawing* updattif 
according fco applicable proc e <fun», 

O ‘-’■-a 1 : 1 :"- C0 02/12/01 STAROSTECKI, R. 

Division of Project 4 Resident Programs. 4pp. 17309 113 24X 

Flche 50-322,83/02/23,8302200493 

2*2060365 IE Info Notice 83-03, "Obtaining Approval for Disposing of 
h ,V *‘ "* du4 * <: * - I0CPR20 302. ' Svc II, t encl ’ 

JORDAN, E L Division of Emergency Preparedness & Enginsering 
Response (Post 830103 ) 03/02/24 Consolidated Edison cS? of New 

Yot ■ Inc. lllpp 17347 050 24( Fiche 50-000,83/02/24,0212060365 


8302020045 Transcript of B3013J OL hearing in Hauppaugo.NY Pp 19,942'- 
19,713 Supporting documentation encl 

* anJ Licensing Board Panel 83/01/31 onion 

16991 098 24X Fiche 50-322,03/01/31,83020 2004 3 

S3 19?733 76 Transcript of 830?01 0L hwlng in Hauppauge, NY Pp 19,714- 

T™^!H ic and Licensing Board Panel 83/02/01 19dd 

17004 303 2 4X Fiche 50-322,83/02/01,0302030076 PP 

C Si-! 1 Ilflms EARLEY, A F Long Island Lighting 

?! B 3 ay N p?'h ^Znn'J*/*** snd Li cansing Board Panel 

lp 17246 107 24X Fiche 50-322,83/02/17,0302230435 

—0302230450 Corrected P 0 of RAT testimony filed on 830219 

« L *"S f ^*nd Lighting Co 83/02/17 ip 17246 108 24X 
Fiche 50-322,83/02/17,0302230435 P ™ 108 24X 


DOCKETED ITEMS 


it 


9302230336 Supplemental testimony of WJ Museler,TT Arrington & J Kelly 
re violations propounded in IE Insp Rept 50-322/03-02 
Certificate of Svc ancl Related correspondence 
MUSELER.W J , ARRINGTON, T T , KELLY, J Long Island Lighting Co 
G3/02/22 Atonic Safety and Licensing Board Panel 3 1 p p 

17256 313 24X Fiche 30-322,03/02/22,0302230536 


0302240010 Transcript of S30222 hearing in Hauppaug*,NY Pp 19,734- 
19, 950 

* Atomic Safety and Licensing Board Panel 03/02/22 257pp 

17272001 24 X riche 50-322,63/02/22,0302240018 


0302250377 Transcript of 030223 hearing in Hauppaug*,NY Pp 19,951- 
20,230 Supporting documentation end 

fr Atomic Safety and Licensing Board Panel 83/03/23 295pp 

17297 239 2 4/ Fiche 50-322,83/02/23,8302250377 


8302280096 Transcript of 830224 hearing in Hauppauge,NY Pp 20,831- 
20,344 

» Atomic Safety and Licensing Board Panel 03/02/24 ll6pp 
17307 204 24X Fiche 50-322,83/02/24,0302260096 


7 Operator Examinations 


0301310203 Generic Ltr 63-06 to all power reactor 1 iconsees, app 1 icant# 
for GLsrNSS vendors, rsador vendors b AE re certificate* 

& revised format for reactor operator L senior reactor 
operator licenses Svc list enc I 

EISEhHUTiD G Division of Licensing 83/01/31 Consolidated 

Edison Co of Ncu York, Inc l4pp 17347 177 24X 

Fiche 50-000,83/01/31,8301310203 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


A Appl icat ion/con* true ti an stage document* & correspondence 


0302090152 Documents info presented at 830113 Independent design 
verification program meeting Info replaces 821223 ‘'Phase II 
Arfdi Sample It Addl Verification" draft interim technical 
rept, l/I i Sted exceptions 

CUPPER, M E, TeUdyne Engineering Services 83/01/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ENGELKEN, R H 
Region 5, Office of Director MANEAT1S , 0 A Pacific Gas & Electric 
Co 3op 17070 273 24X Fiche 50-275,03/01/10,0302090152 


8302090182 Discusses independent design verification program civil/ 
structural offorts Instruments Test Rig-6 published for 
historical purposes Engineers committed to perform RL Cloud 
review listed 

COCRER, W E Teiedyno Engineering Services DENISON, £ T Robert L 

Cloud Associates, Inc 83/01/16 DENTON, H R Office of Nuclear 
Reactor Regulation, Director ENOELKEN, R H Region 5, Office of 
Director MANEATIS, 0 A Pacific Gas & Electric Co 3pp 
17070239 24X Fiche 50-275,63/01/19,8302090102 


6302010431 Forwards "Wave Effects on Intake Structure" t "Investigation 
of Seawater Ingestion Into Auxiliary Saltwater Pump Room Due 
to Splash Runup During Design Flood Events at Diablo 
Canyon 1 

CRANE, P A Pacific Oas fc Electric Co 83/01/19 KNIGHTON, 0 W 
Licensing Branch 3 2pp 16974 196 24X Fiche 50-275, 93/01 /19i 

8302010431 


'—8 302010432 ’Wave Effects on Intake Structure at Diablo Canyon, Units 1 & 

3 1 

MATSUDA.E N Pacific Gas l Electric Co 83/01/31 I6pp 
16974 190 24/ Fiche 90-275,83/01/19,0302010431 


—8302010433 ‘Investigation of Seawater Ingestion Into Auxiliary 
Saltwater Pump Room Due to Splash Runup During Design Flood 
Event* at Diablo Canyon " 

RYANiP J Pacific Gas * Electric Co 83/01/31 26pp 16974 214 
24 X Fiche 50-273, 03/01 /19, 8302010431 


8302090306 Notifies that first independent design verification progr-am 
design ofc verification conducted on 821220 & second 
proposed for 030203 Initial plans provide for verifying min 
of two area* per wk nesting announcements end 

REEOY, R F Reedy, Herbert, Gibbons V Associate* 03/01/23 FRAY, R 
Bechtel Corp 3pp 17069 342 24X Fiche 50-275,83/01/25, 

0302090306 


830*5100094 Accept* Rev* 1 U P to GA program submitted in response to 
NRC request for addl info t clarification 

EIS6WKUT, D G Division of Licensing 83/01/26, CRANE, P A Pacific 
Gas l Electric Co Spp 17135 041 24X Fiche 50-275,03/01/26, 

6302 1 00094 


8302090311 Forwards definitive schedule for 830204 independent design 
verification program design ofc verification Verification 
will be limited to control of spectra within Intel* 
structure h auxiliary bldg 

REEDY, R F Reedy* Herbert* Gibbons & Associates 83/01/31. FRAY, R 
Pacific <?** i Electric Co 2pp 17071 014. 34X 

Fiche 30-275. 83/01/31. B30209031 1 


8302090163 Informs that CF Bergeron approved a* replacement for JM Qddo 
at S£N lead nuclear technology engineer Personnel change 
affect* 324 Figure 3-1 of Phase II program myt plan CF 
Bergeron resume enc 1 

CRAG IN. J Q Teledyne Engineering Services 83/02/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ENGELKEN, R H 
Region 5, Office of Director MANEATI8*G A Pacific Oas 6 Electric 
Co 7pp 17070 262 24X Fiche 30-275, 63/ 02/03, 0302090165 


6302 1 40078 Forwards Intend? Technical Rept 34, -Rev 0, “Verification 
of Diablo Canyon Project Effort* " 

KRECHTIN^, J E Stone h Webster Engineering Corp 83/02/07 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
ENGELKEN, R H Region 3, Office of Director MA NEAT IS, G A Pacific 
Gai 4 Electric Co lp 17141 047 24 X Fiche 30-273.03/02/07, 

03021*0070 


—0302140003 Interim Technical Rept 34, Rev 0, "Verification of Diablo 
■Canyon Project Effort* " 

SESTAKi F , STRATOt/LY, D C Stone & Webster Engineering Corp 
83/02/04 42pp 17141 048 24* Fiche 50-275,83/02/07,8302140078 


0302080295 Generic LtT 03-09 to all operating reactor licensee*, 
applicants for 0L it balder* of CP for C-E PWR* re review of 
C-E Owners Group emergency procedures guideline program. Svc 
list enc | 

EISENHUT, D 0 Division of Licensing 83/02/08 Consolidated 

Edison Co of New York. Inc filpp 17290 247 24X 

Fiche 30-0G0, B3/02/OS. 8302060395 


0302090080 Generic Ltr B3-L0C to all applicants w/We* ting h ou<« designed 
NSSs5 re resolution of TMl Action Item II. K 3 5, "Automatic 
Trip of Reactor Coolant Pumps " 

EISENHUT, D G Division of Licensing. 03/02/08 Baltimore Gas *, 
Electric Co 30pp 17290 212 24X Fich* 30-000. 63/02 /OBr 

0302090080 


8302100252 Notifies of 830223 L 24 meetings w/BlrW in Boston, MA to 
discuss Phase Tf addl verification 5 GDIs 

COOPER, W E . CRADJNj J G Tried yn* Engineering Services 83/02/ IS 
NRC - No Detailed Affiliation Given lp 17215 275 24X 

Fiche 50-275,03/02/18,9302180252 


83022402EG Requests Info from QNl analysis of containment annulus 
structure re vertical response spectra for Model D I* 
horiiontal annulus nodal Info required for design 
verification program 

COOPER, Inj E , MYRGLOT, G E Teledyne Engineering Service* B3/02/1B 
BCHIERLINO, H E Office of Nuclear Reactor Regulation, Director lp 
17274 072 24 X Fiche 50-275,33/02/18,8302240280 


0302230368 Agenda for 030224 8, 25 meetings In San Fraticl *to, CA to 
discus* structural review 

CDQPER, W E , CRAG IN, J a Teledyne Engineering Services. 03/02/24 
T? 1 ed y tie Engineering Services lp 17232 067 24X 

Fich® 50-279,03/02/24,8302220368 


F Security, medical, emergency & fire protection plans 


8210(50452 Forward* reviews of procedures proposed by utils in 
emergency plans to consider aiataorologica I condition* at 
fat 1 1 1 ties, in response to Task Order t of interagency 
agreement 

VAN DER HOVEN Commerce, Dept, of> Natl Oceanographic fc Atmospheric 
Administration NRC- 03-8 1-099. 82/10/06 SPICKLER, I. Office of 

Nuclear Reactor Regulation, Director lp 16951:303 24X 

Fiche 50-000,92/10/03,8210150452 


— 8301270060 ’Evaluation of Procedure* Proposed by PGfcE In Emergency 
Plan* to Consider Meteorological Conditions In Diablo Canyon 
Plant Coastal Environ *’ 

VAN DER HOVEN Commerce, Dept of, Natl Oceanographic & 
Atmospheric Administration NRC-03-91-Q9? 62/10/09 Office c 

Nuclear Reactor Regulation, Director 3p p 16931 31(4, 24X 

Fiche 30-000, 82/10/09,8210150452 


0302030603 ReUasei public version of revised emergency plan 
implementing procedures 

FELTON, J M, Division of Rules *ntf Record*. 83/01/28 Document 
Management Branch Ip 17013 096 24X Fiche 30-273,03/01/29, 

B 3 020 30 603 
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DOCKETED ITEMS 


— 8302030605 Forwards public version of revised emergency plan 
implementing procedures, i nc 1 ud i np Procedures EP 0-2 re 
establishment of onsite emergency organization h EF-5 re 
emergency equ t pment, I ns tr uments L supplies 

CRANE, F A Pacific Gas « Electric Co 03/01/07 ENCELKEN,R H 
Region 5, Office or Director 2pp 17013 097 24X 

F i C fi « 50-27 S. 83/0 1 /2B . 8302030603 


— B30203061I Public version of revised emergency plan impl ement ing 
procedures , ine loding Procedures EP 0-2 re establishment of 
onsite emergency organ! tation 4. EF-5 re emergency 
equipment, instruments tt supplies 

WOMACK, L F Pacific Gas t Electric Co 83/01/04 Blpp 
3 7013 097 24 < Fiche 50-2/5, 63/01/29, 0302030603 


£301310340 Generic Utr 83-04 to all licensees of operating reactors, 
applicants for QL 5s holders of CPs re regional workshop 
concerning Suppl 1. NUREG-0737, "Requirements for Emergency 
Response Capability " 3ve Ust end 

E I SENHU T i T3 G Division of Licgtising 03/02/01 Con s a 1 1 da led 

Edison Co of Neu York, Inc ilpp 17221 226 24X 

Fiche 50-QQ0, 63/02/0 1 , 8301210340 


0302090014 Forwards Rev 2 to security force training t* qualification 
plan Rev withheld (ref 1GCFR2 790> 

CRANE. P A Pacific Gas b Electric Co 63/02/04 DENTON. H P 
Office of Nuclear Reactor Regulation Director 3p p 1 ?q 70. 269 
24 X Fiche 30-275,83/02/04.8302090014 


8302070307 Forwards changes to Rev 11 of security plan Changes 
withheld (re f 10CFR73 21) 

CRANE, P A Pacific Gas & Electric Co 03/02/04 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 17070 354 
24X Fiche 50-273.83/02/04,8302090357 


0302090428 Forwards Rev 2 to safeguards c anti ngency plan Rev withheld 
(ref I0CFR73 2i > 

CRANE.P A Pacific Gas b Electric Co 33/02/04 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2g p 17066 240 
24X Fie he 30-275,83/02/04,8302090420 


3302230134 Forwards changes to security plan Changes withheld 
<ref 10CFR73 21) 

CRAVE, P A Pacific Qas fc Electric Co 83/02/17 DENrDN, H R 
Office of Nuclear Reactor Regulation, Director 2pp 17243 277. 
24X Fiche 50-275,83/02/17,8302230134 


G Adjudicatory correspondence 


8302010464 Notice of substitution of Oovenor G Daukmejian for former 
Governor Grown as State of CA r epres entative MJ Strumwasser 
notice of appearance K Certificate of Svc end 

STRuMNASSEfl. M California, State of 83/01/28 5pp 16991 013 
24/ Fiche 50-275.83/01/28,8302010464 


8302250337 OrdfiT requiring submittal by 830302 of names of persons who 
will present arguments at 630316 hearing in Bethestfa, MD re 
appeals from ASL3 020331 initial decision authorinng full- 
power operation U from motions of interveners 

SHQEtfAKEfliC J Atomic Safety and Licensing Appeal Panel 03/02/23 
Spp 17291 0S6 24 ( Fiche 50-275, 63/02/23. 8302350337 


9302280263 Forwards 3E Turk notice of withdrawal from proceeding NRC 
represented by LJ Chandler b Jft Oul dberg, whose notices of 
appearance were served on 830125 W/o enci 

CHANDLER, L J Hearings Division 83/02/25 HOQRE. T S , SUCK, J N , 
JOHNSON, R Atomic Safety and Licensing Appeal Panel 2pp 
17312 282 24X Fiche 50-275, 63/02/25, 8302280263 


H General correspondence 


6302160226 Opposes low power licensing of facilities until design audit 
c ample ted 

WARREN* K J Affiliation Unknown 63/02/11 NflC - No Detailed 

Affiliation Given ip 17166 294 24* Fiche 30-275, 63/02/ Hi 

8302160223 


0 lnsJiance * indemnity inrorratun 


S3O2020O20 Forwards NELIA Certificate N-76 * MAELU Certificate M-76 
ovidenciitg secondary financial protection 

CRANE, P A Pacitjc Qai ?> Electric Co 03/01/27 SALUMAN, J D 
Assistant Director ror Sta^e f Licensee Relations 13pp J6994 345 
24X Fiche 50-323,83/01,27,8372020028 


Q Inspection reports, IE Bulletins i. conespondence 


0302230379 Forwards IE Insp Kept* 50-275/02-41 & 50-323/82-19 on 
82120B-23 No none omp 1 ianc o no^ud 

IU5HQP, T W Division at Resident, Reactor Project & Engineering 
Pi ograns 63/01/10 CRANE, P A Paciflr Gas h Electric Co 2pp 
17246 321 24X Ficho 50-?7 5 , e3 /oi / 1 o, 0302230379 


— 8302230388 IE Insp Repfcs 50-275/82-41 >< 50-323/82-19 nn 821200-23 No 
noncomp 1 i an c o noted Fa jor areas inspected design t 
procurement requirements t-or Super Strut matl installed for 
Class IE raceway supports 

MORRILL, P J , JOHNSON, A P , MENDGNCA, M M Division of 

Res ident, Reac tor Project '* Eng i ne e r i ng Programs 03/01/06 6pp 

17246 323 24( Fiche 50-270, 83/01 / 1 0. 0002230377 


8212060350 IE Inro Notice 83-01, "Ray Millar. Inc « Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103 ) 83/01/26 Consolidated Edison Co nf New 

York, Inc 110pp 17023 160 24 < Fiche 50-000, 83/01 /26, 821 2060350 


8212060260 IE Info Notice 83-02, "Limi torque HODC, HiOC, H2DC 6 H3I1C 
Overheads 1 Bvc 1 i s ^ end 

JORDAN, E L Division or Emergency Preparedness t* Engineering 
Response (Post 030103) Q3/01/2B Consolidated Edison Co of Nau 

York. Inc 109pp 17144 OOi 24X Fiche 50-000,83/01/20,0212060360 


821 206036 1 IE Info Notice 83-03, "Calibr of Liquid Level Instruments * 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co of Now 

York, Inc UOpp 17074 095 24X fiche 50-000, 03/01 /2B, 821 206036 J 


8302000176 Responds to IE Bulletin 82-04 Util review indicates that 
hard epoxy electrical penetration assemblies mfg by Bunker- 
Rape Co have neither been installed nor are planned for 
installation m containment at facilities 

SCHJY*-ER, J 0 , CRANE, P A Pacific Gas l Electric Co 03/02/03 
KNICHTaw, 0 U Licensing Branch 3 2pp 17050 337 24X 

F i ch e 50-275, 83/02/02. 8302000176 


9302230657 Forwards IE Insp Repts 50-275/83-02 & 50-323/83-01 on 
830(03-21 No nonconp I ianc e noted 

BISHOP. T W Division of Res i d en t, fteac tor Project b Engineering 
Programs 83/02/09 CRANE, P A Pacific Gas & Electric Co 2pp 
i 7255 034 24/ Fiche 50-2 75, 63/02/09, B302230657 


— 8302230666 IE In*P Repts 50-275/03-02 l 50-323/83-01 on 030103-21 No 
noncomp 1 lance noted Major areas inspected const <* mod 
ac tiv ( ties, i nc luding site tour, licenses actions an previous 
i ters, mods to structural steel t pipe supports 
BUftPOJN, J F , HERNANDEZ . G , ZWETZ1G.G D Division of 
Resi dent, Reac ter Project } Engineering Programs 83/02/0? 9pp 
17255 056 244 Fiche 50*275,83/02/09,8302230657 


8212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units. " 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 83/02/10 Consolidated Edison Co of flew 

Vert, Inc UOpp 17347 191 2 aX Fiche 50-000,03/02/10.0212060363 


8212060365 IE Info Notice 03-09, "Obtaining Approval far Disposing uf 
Very Low Le\ e 1 Raduaste - 10CFR20 302 " Svc list end 
JORDAN. C L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York. Inc iilpp 17347 058 24X Fiche 50 - 000 , 83 / 02 / 24 , 0212060363 


83022F0523 Responds to 830121 lfrr expressing concern over delays in 
bringing facility on line Util estimates fuel loading by 
B3033I ■ initial criticality by Q30602 L power ascension 
program by 830630 

DENTON, Pf fl Office of Nuclear Reactor Regulation, Director 
S3/02/16 CURTIS. DJ Affiliation Unknown 5pp 17235 351 24X 

Fiche 50-323, 83/02/16, 830 222052 5 


03 1 2060366 IE Info Notice 03*06, "Nom d en ti ca 1 Replacement Parts, " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of New 

York, Inc 1 12pp 17361 148 24 Y Fiche 50-000, 83/02/24, 021 2060366 


R Periodic operating reports 6 related correspondence 


— 9302220526 Requests that facility be licensed b allowed to operate w/o 
further delay Position supported by members of Citiiens for 
Adequate Energy in San Luis County 6 throughout State of CA 
CURTIS, D. J. Affiliation Unknown 83/01/21 FALLADI NO, N J 

ComnUs loner* lp 17235 355 24X Fiche 50-323,83/02/16, 

6302220925 


6302140110 Forwards "Annual Summary Rept on Monitoring & Reporting 
Program at Diablo Canyon power Plant During 1982" l< 

"Thermal Effects Monitoring Program 1902 Annual Rept, Diablo 
Canyon Pother Plant ' 

TH0RN3ERRY,R C Pacific Cas l Electric Co 83/01 /2B JONES, K R 

California, State of 2pp 17140 202 24 X Fiche 50-275,83/01/28, 

a30?t40l (0 
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—83021401 Jb "Annual Suirmary Rept on Momtonng 8< Reporting Program at 
Diablo Canyon Pouer Plant During 1982 

* Pacific Gas >, Electric Co 82/12/31 40p p 17140 204 24X 

Fiche 50-275,83/01/28.8302140110 


— 03021 40 1 1 7 Thermal Effects Monitoting Program 1982 Annual Rept, Diablo 
Canyon Pouer Plant 

* Pacific Gas U Electric Co O-G2-4O0 83/01/31 155pp 

17140 252 24 X Fiche 50-275,83/01/28.8302140110 


V Operator Exaninat i ona 


0301 310203 Generic Ltr 83-06 to all pouer Teactor 1 1 c ens ees. app licants 
for OLsit'SS vendors, reactor vendors l AE re certificates 
6 revised format for reactor operatot 4 senior reactor 
operator licenses Svc list end 

EISE^hUT.D G Division of Licensing 83/01/31 Consolidated 
Edison Co of New York. Inc I4pp 17347 177 24X 

Fiche 50-000.83/01/31,8301310203 


DOCKS i 50-324 BRUNSWICK STEAM ELECTRIC PLAMT, UNIT 2 


F Security, nedical, emergency it fire protection plans 


8302150-321 Ac V receipt of 830106 ltr informing NRC of steps taken to 
correct violation noted i ri IE Insp Repts 50-324/82-44 it 
50-323/82-44 

VERRELLI.D M Division of Project 4 Resident Programs 83/01/28 

UTLPF, E E Carolina Power 4 Light Co lp 17148 105 24X 

Ft che 30-324.83/01/28,8302150321 


— 83Q2 1 50330 Responds to NRC 821206 !lr re violation noted in IE Insp 
Repts 50-32 4/02-44 4 30-325/02-44 Corrective actions 
required limiting conditions for operation It Fire watch 
established 6- functional test of fire detection performed, 

DIETZ. C R Carolina Power & Light Co 83/01/06 O'REILLY, J P 
Region 2, Office or Director 3pp 17140 186 24X 

Fiche 50-324.83/01/20.8302150321 


— 8302130339 Notice of violation from insp on 821019-1115 

* Division of Project K Resident Programs 82/12/06 lp 
17148 190 24X Fiche 30-324,83/01/23,8302190321 


— 83021S0345 IE insp Repts 50-324/82-44 L 50-325/82-44 on 821015-1115 
None odip 1 lance noted cable penetration fire stop seals in 
cable spreading room removed for plant mod work & not 
rep laced 

MYERS, D O . GARfERiL U . BD1IS,P Division of Project t* Resident 
Programs 82/12/02 8pp 17148 191 24X Fiche 50-324,03/01/30, 

8302150321 


0302170500 Forwards draft SER re App R exemption request Review of 
draft for accuracy of technical content tt notification of 
corrections requested Options for appealing exemption 
denials discussed 

VASSALLO, D 5 Operating Reactors Branch 2 83/01/31 UTLEY, E E 

Carolina power 4 Light Co 3pp 17203 115 24X 

Fiche 50-324,03/01/31,0302170500 


--0302170506 Draft 3ER re App R exemption request Listed fire tones do 
not provide required level of fire protection 

•1 Operating Reactors Branch 2 03/01/31 50pp 17203 118 24X 

Fiche 50-324, 03/01/31, 8302170500 


8301310340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL 4 holders of CPs re regional workshop 
concerning Suppt l, NJREG-0737, “Requirements for Emergency 
Response Capability ’ Svc list end 

EI5ENHUT, D 0 Division of Licensing 03/02/01 Consolidated 

Edlsin Co. of New York, Inc 1 lpp 17221 226 24X 

Fiche 50-000,63/02/01,8301210340 


P Operating license stage documents & correspondence 


8302170019 Forwards documentation supporting justification for 
continued operation of operating reactors in response to 
questions raised at 030106 meeting re environ qualification 
Of electrical equipment 

ErSENHUT, DO Division of Licensing 83/01/18 DENTON, HR Office 
of Nuclear Reactor Regulation, Director 7pp 17196 091 24X 

Fiche 50-000. 83/01/18, 0302170019 


— B203220416 Discusses electrical equipment qualification program 
jus ti f i cat i on for interim operation Sufficient supplemental 
info to support continued interim safe operation presented 
at meeting 

VLIEL, J A Operating Reactors Branch 2 02/03/09 NOVAK, T M. 

Assistant Director for Operating Reactors 7pp. 17196 293 24X 

Fiche 50-000,83/01/18,0302170019 


— 8302170129 Forwards tabulation of Group 253 plants showing dates by 
uhi-ch technical evaluation repts are expected to be 
completed Requests jus t i f»ca ticn for continued Operation of 
each group by 621008 & IS, respective ly 

EIS£NHUT,D G Division o# Licensing 82/09/24 MIRAGLIA. F. 
Assistant Director for Safety Assessment 4pp I719& 263 24X 

Ficho 50-000,83/01/10,8302170019 


— 0302170161 Concludes that continued operation until completion of 
licensee environ qua 1 1 F teat ion program ui II not present 
undue risk to public health fcc safety 

VAN VLtET, J A Qparattng Reactors Branch 2 82/10/20 

E1SENHUT, D 0 Division of Licensing 2p p 17196.291 24X 

Fiche 50-000,83/01/18,6302170019 


0302010468 Application to amend Licenses DPR-71 It DPR-62 revising Tech 
Specs re digital Instrumentation w/aualog counterpart* 

EUR Y , L W Carolina Fewer 4 Light Co B3/0I/26 VAS8ALL0, 0 B 

Operating Reactors Drench 2 3pp 16981 336 24X 

Fiche 30-324,83/01/26,8302010468 


— 8302010473 Proposed Tech Specs revising digital instrumented an 
u/analog counterparts 

* Carolina Power 4 Light Co 83/01/26 67pp 16901 339 24X 

Fiche 50-324,83/01/26,0302010460 


8302100155 Advl 5 es that recommendations of NUREG-0737, Item II B 2 2 re 
plant shielding satisfied L item considered closed 
VASSALLO, D B Opera ting Reactors Branch 2 83/01/27 UTLEY, E E 

Carolina Power & Light Co 4pp 17134 274. 24X 

Fiche 90-324, B3/01/27, 0302100155 


0302010483 Forwards info r« NUREQ-0737, Item II 0 3. "Post-Accident 
Sampling, w In response to NRC B2Q609 ltr Trip 1 emeu tat ion of 
actions will be completed per util 020423 ltr 

ZIMMERMAN, S R Carolina Power fc Light Co 83/01/20. VASSALLO, D D. 
Operating Reactors Branch 2 l9pp 16931.277 24X 

Fiche 50-324,03/01/28,8302010403 


0302 160 093 Forwards request for addl info re qualification of automatic 
dopressur i I on sys ac G umu la tor «y« per NUREG-0737, Item 
II K 3 20. in response to licensee 800117,0214 it 811223 ltrt. 

Response requested within 60 days 

VAGSALIO, D B Operating Reactors Branch 2. 03/01/31 CJTLEY, E E 

Carolina Power L Light €o 4pp. 17160 323 24X 

Fiche 50— 324> 83/01/31, 8302 1 60093 


0302030009 Generic Ltr 83-00 to all Mark I containment licensees re 
mud of vacuum breakers on Nark I containment Requests 
commitment to submit results of plant-unique calculations 
which formed bases for mod Svc list end. 

EISENHUT, D 0 Division of Licensing 83/02/OZ General Public 
Utilities - OPU Service Corp 5pp 17074 086 24X 

Fiche 50-000, 03/02/02 , 930203000 9 


83020/0208 Updates status of NUREG-0737, Item II E 4.2 7r "Containment 
Isolation Dap endabil tty n Installation of automatic 
isolation features for purge valves not warranted based on 
low site boundary dose 

ZlKMGflMANrG R Carolina Power Light Co B3/02/03 VASSALLO, D 0 
Operating Reactors Branch 2 4pp £7035 052 24 X 

Fiche- 50-324, 83/02/03, 0302070200 


Q302G80295 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for OL L holders of CP for C-E PWRs re review of 
C-E Owners Group enargancy procedures guideline program, Svc 
list end 

EISENK'Jt, D G Division of Licensing 83/02/08 Consol 1 dated 
Edison Co of New York, Inc Up? 17290 247. 24X 

Fiche 50-000, 83/02/08,9302080295 


03 0209 030 1 Generic Ltr 83-05 to 0WR licensees of operating reactors 
(except LACSURl, app l leant* for OL k holders of CP re BER of 
"Emergency Procedure <Jui del ina*, Rev 2, lf NEDO-24 934, June 
1902 Guidelines acceptab le. Sv e list end 

EI6£UHUT„DG Division of Licensing. 03/02/03 Commonwealth 

Edison Co, 6 p p 17234 245 S4X Fiche: 30-000, 83/02/QBi 83020*0301. 


0302000304 Generic Ltr 83-11 to « 1 1 operating reactor licensees re 
licensee qualification for performing safety enalysi* in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list encl 

E ISENHUT , D, 0 Division of Licensing. 83/02/08 Consolidated 

Edison Co of New York, Inc 9pp 17234 234 24X 

Fiche 50-000, 83/02/08 , 930200030 4 


0302150602 Fprward* response to 821 10a request for addl info re 010701 
response to Generic Ltr 81-04 concerning BWR/coolent 
pressure boundary piping (NUREG-0313, Rev 1) 

UTLEYrE E Carolina Power & Light Co. 03/02/00, VASSALLO' D, B. 
Operating Reactor* Branch 2 ?7pp 17195,247 24X 

Fiche 50-324, 83/02/08, 8302 1 50602 
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£33 £>2150394 R«vi »ei completion icheduld for WUREG-0737, I tom II F I 5. 
"Cont«a lfitnent Water Laval Monitoring " Item will be complete 
by 330401 

UTLEY, E - E Carolina Power ft Light Co 83/02/10 EISENHUT,D <3 
Division of Licencing Ip I715B 102 24X Fiche 50-324,83/02/10, 
B 302190394 


0302130195 Con-i-u i t* to complete NUREG-0737, Item II D 3, "Baf ety/R*Uef 
Valve Petition Indication Equipment," by final required 
date Delay incurred ay logistics of restructuring test 
program to Incorporate corrective actions 

UTLEY, £ E Carolina Power ft Light Co S3/02/11 UASSALLO, P B 
Operating Reactors Branch 3 Jp 17147 160 24X 

Fiche 90 -324. 6-3/02/ 1 1 . 3302 150195 


03 02 2306 15 Notifies that response to 620927 request for addl info re 
NURE0-0737, Item HI D 3 4, "Control Room Habitat 1 1 ity, " 
rescheduled for tubni ttal no later than 930226 

Z INNER MAN, 9 R Carolina Power ft Light Co 03/02/16 VA88ALL0. D B 
Operating Reactors Branch 2 Ip 17253 040 24/ 

Fiche 30-324.63/02/14,6302230615 


9302240265 Informs that Ttem 9 re heat tracing on outdoor installation 
coir. plated. satisfying requirements of TMT Item II K 3 22. 

"Automatic Switcbovar of flCEC Sys Suction " 

ZIMMERMAN. 8 R Carolina Power ft Light Co 03/02/21, VASBALLQ. D B 
Operating ReactOT* Branch 2 Ip 17274 290 24X 

Fiche 50-324, 93/02/21. 8302240263 


1 Inspection reports. IE Bulletins ft correspondence 


33021906B7 Forwards IE Insp Repts 50-324/82-46 ft 30-325/62-46 on 
921214-17 No noncomp 1 lane e noted 

VEWRELL 1 . D M Division- of Project ft Resident Programs B3/0 1 /05 

UTLEY, E E Carolina Power ft Light Co 2pp. 17153 049 24X 

Fiche- 30-324, 03/01/05,8302150607 


--B 302 130694 IE Imp Repts 50-324/02-46 ft 50-325/02-46 an 921214-17 No 
none amp lienee noted Major areas inspected TMI action items 
it radiation protection 

ALBRIGHT. R, H . BARR.K P Division of Engineering ft Rad 1 o 1 t>g i c a J 
Safety Programs. 03/01/03 4pp 17153 031 24X 

Fiche 50-324,93/01/03.0302150697 


33021 904 77 Ac k receipt Of 830105 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/02-42 ft 
50-325/02-42 

0 'RE ILLY, J P Region 2, Office of Director 93/01/24 UTLEY, E E 

Carolina Power ft Light Co lp 17157 079 24X 

Fiche 30-324.03/01/24.8302150477 


-8302150510 Responds to NRC 821210 Itr re violations noted in IE Insp 
Repts 30-324/02-42 ft 50-323/82-42 Corrective actions all 
waste shipments voluntarily suspended until onsite prepared 
waste could be relnspacted for excess moisture 

DIET?. C R Carolina Power ft Light Co 03/01/05 O'REILLY, J- P 
Region 2, Office of Director 2pp 17 15 7* 079. 24 X 

Ficho 50-324, 63/01/34, 6302150477 


-9302150520 Forwards IE Imp Rfrpts 50-324/02-42 S < 50-325/92-42 on 
821027-29 ft notice of violation 

O'REILLY, J P, Region 2, Office of Director 02/12/10 UTLEY, E £ 
Carolina Power ft Light Co 2pp 17157 001 24X 

Fiche 30-32-4, 83/01 /24, 63021 50477 


-8302130327 Notice of Violation from insp on B2E027-29 

* Region 2. Office of Director 92/12/10 Ip 17137 003 24X 

Fiche 30-324,83/01/24,6302130477 


-03021 90537 IE Insp Repts 50-324/82-42 ft 30-339/02-42 on 021027-29 
Noncdmp l ianct noted licensee consigned five 33-gallon drums 
of low-specific activity liquid radwaste to unauthari i ed 
parson for land burial at Barnwell, SC sit* 

PEERY. N M , BARR, K P Division of Engineering ft Radiological 
Safety Program* 02/11/30 4pp 17137 094 24X 

Fiche 90-324. 03/0 1 / 24 , 63021 90477. 


302160014 Sunnary of 030120 meeting u/utl 1 b, Bechtel, Fran kl i n Research 
Ctr. U«3 * Computech Engineering Svc* re I£ Bulletin 80-11. 

"Masonry Wall Design.'' Atfdl testing not warranted 

TflASMELL, C II Operating Reactors Branch 3 03/01/29 Operating 

Reactors Branch 3 25PP 1717 1 227 24X Fiche 50-000, 83/01 /25, 

8302 160 01 4 


112060350 IE Tnfo Nafclc* 83-01. "Ray Inc " Svc lilt end 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
ttesoonsa (Post 0301031 83/01/26 Consolidated Edison Co, of New 

York. I nc l l6pj» 17023 160 24X Fiche; 50-000, 83/01 /26, 021 2060359. 


B3021S0080 Responds to IE Bulletin 80-13 Unit i core spray spargers ft 
in-vessel piping visually inspected No Indication of 
cracking noted 

HOWE.P U Carolina Power ft Light Co 93/01/26 O'REILLY, J P 

Region 2# Office of Director lp 17146 350 24X 

Fiche 50-324 , 83/01/26, 6302150080 


6302 i 50064 Forward* IE Insp Repts 50-324/83-01 ft 50-325/03-01 on 
630104-07 No nonconp 1 iance noted 

VERRElL I , D II Division of Project ft Resident Programs 03/01/27 
UTLEY, E E Carolina Power * Light Co 2pp 17146 156 24X 

Fiche 50-324.63/01/27,6302150064 


—6302150072 IE Insp Repts 50-324/03-01 4- 50-325/83-01 on 830104-07 No 
noncompliance noted Major areas inspected structural mods ft 
add 1 safety-related pipe supports 4 restraints in response 
to IE 3ul le tin 79-14 

LIN, W C , BLAKE, J J Division of Project & Resident Programs. 
03/01/23 6pp 17146 158 24X Fiche 30-324,03/01/27,0302190064 


0212060360 IE Info Notice 83-02, "Limitorque HOBC, Hi DC, H20C ft H3DC 
Gearhead* " Svc list enc i 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response {Post 830103? 83/01/28 Consolidated Edison Co of New 

York, Jnc I09pp I7t44 001 24X Fiche 50-000,03/01/28,0212060360 


8 21 2060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments " 
Svc list end 

JGRDAN, E L Division of Emergency Preparedness & Engineering 
Response {Post 830103) 03/01/20 Consolidated Edison Co of New 

York, Inc liOpp 17074 095 24X F i c he 50-000, 83/01 /28, 021 2060361 


0302150321 Ack receipt of 830106 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-324/02-44 ft 
SO-325/92-44 

VERRELLIrD M Division of Project ft. Resident Programs 83/01/2B 

UTLF/.E E Carolina Power ft Light Co lp 17148 105 24X 

Fiche 50-324,63/01/28.0302150321 


— 8302150330 Responds to NRC 021206 ltr re violation noted in IE Inup 
Repts 50-324/02-44 ft 50-325/92-44 Corrective actions 
required limiting condTtions for operation ft fire watch 
established ft functional test of fire detection performed 
DIETZ. C R Carolina Power ft Light Co 03/01/06 O'REILLYrJ P 
Region 2. Office of Director 2pp 17148 106 24X 

Fiche 50-324.83/01/26,8302150321 


— 0302150334 Forwards IE Insp Repts 50-324/02-44 ft 50-325/82-44 01> 
921015-1115 ft notice of violation 

VERRELLIrD M Division of Project ft Resident Programs 82/12/06 
UTLEY, E E Carolina Power ft Light Co 2pp 17140 188 24X 

Fiche 50-32 4* 03/01/28, 8302150221 


—830315033? Notice of violation from insp on 021013-1115 

* Division of Project ft Resident Programs 82/12/06 lp 
17149 190 24X Fiche 30-324,83/01/20,8302150321 


— 9302150345 IE Insp Repts 50-324/82-44 ft 30-325/82-44 on 821015-1113 
Nonconp 1 tan c e noted cable penetration fire stop seals in 
table spreading room removed for plant mod work ft not 
rep laced 

MYERS, D □ . GARNER, L W , DEMIS, P Division of Project ft Resident 
Programs 92/12/02 Spp 17140 191 24X Fiche 50-324,03/01/29, 

8302150321 


021 2060363 IE Info Notice 83-04. "Failure of Elma Power Supply Units " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 930103) 03/02/18 Consolidated Edison Co of New 

York. Inc liOpp 17347 191 24X T iche 50-000, 83/02/ 10, 021 2060363 


0302230249 EN-83-01 1 on 330210, no tier of violation ft civil penalties 
issued in amount of *600 , 000 based on violation* re Tech 
Spec surveillance requirements for several safety sys ft 
exponents ft failure to correct identified problems 
BARBER, 0 , AXEURAD, J Director's Office, Office of Inspection and 
Enforcement &3/02/18 lp 17244 310 24X Fiche 50-324,03/02/19. 

8302330249 


0212060365 IE Tnfo Notice 83-05, "Obtaining Approval for Disposing of 
Very Lou Level Radwast* - 10CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of New 

York, Inc i I J pp 17347 050 24X Fiche 50-000, 03/02/24,8212060365 


8212060366 IE Info Notice 83-06, "Nonidentical Replacement Parts rt 
Svc list end 

JQRDAN.E L Oivision of Emergency Preparedness ft Engineering 
Response CPc»t 030103) 83/02/24 Consolidated Edison Co of New 

York, Jnc 1 I2pp 173*1 148 24X Ft che 50-000, 03/02/24, 021 2060366 
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R Periodic, operating reports £ related correspondence 


0302150142 Forwards monthly operating repts for Jan 1903 

DIETZ.C ft Carolina Powei ft Light Co 03/02/04 DEYOUNG. R C 
Director's Ofrice, Orfice of Inspection and Enforcement Ip 
17131 003 24X Riche 50-324,03/02/04.03021 50642 


— BC,0215065Q Monthly operating repts for Jan 1983 

KARR I SDN, F Carolina Power ft Light Co 03/02/01 19pp 

17151 C09 24X Fiche 50-324.03/02/04,8302150642 


S Reportable occurrences. LFRs 1 lelated correspondence 


0101170409 Forwards updated LER 81-071 /03L-1 

DJEU.C n Carolina Power ft Light Co 03/01/05 O'REILLY.J P 
(legion P* Office of Director ip 16013 121 24X 

Ticfie 50-324* 83/01/05. 8301170409 


—0301170414 Updated LER 8I-071/03L-1 on 910729. primary containment 
atmospheric control suppression chamber water level range 
recorder 2-CAC-LR-2602 read high Caused by blockage in 
transmitter Blockage removed & transmitter recaiibr 
PASTVA, rt J Carolina Power ft Light Co 83/01/05 Region St 
Office of Director 2pp 16013 122 24X Fiche 50-324.03/01/05* 

83011 70-109 


0302010037 Forwards updated LCR 81-090/03L-2 

DIETZ, C ft Carolina Power ft Light Co 03/01/17 O'REILLY. J P 
Region 2, Office of Director Ip 16974 1 4 1 24X 

Fiche 50-324. 83/01/17,8302010007 


— 8303010092 Updated LER 81-090/03L-2 on 0108 17* sup press i on chamber 
cater lesel indicator 2-CAC-L 1-2601-3 indicated lower level 
than other suppression chamber indicator Caused by changes 
in trickle flow to wet ref leg indicator transmitter 
PASTVA, H J Carolina Power 4 Light Co 83/01/17 Region 2* 
Office of Director 2pp 16974 M2 24X Fiche 30-324.03/01/17. 
0302010087 


03020102^7 Forwards LER 02-142/O3L-O 

JHFIZ.C R Carolina Power 4 Light Co 83/01/17 O'REILLY.J P 
Region 2* -Office of Director Ip 16973 141 24X 

Fiche 50-324.03/01/17,0302010267 


--0302010277 LER 82-142/03L-0 on 821210, PCIV B32-F058D, located at 
RIP X-241D* found closed Caused by const personnel accidently 
bumping valve &/or associated instrument piping Valve opened 
ft personnel counseled 

PASTVA* K J Carolina Power i Light Co 83/01/17 Region 2. 
Office of Director Ip 16973 142 24X Fiche 50-324,83/01/17, 

83020 J 0267 


0302010626 Forwards LER 02-l4t/O3L-O 

DIC1Z.C R Carolina Power ft Light Co 83/01/17 O'REILLY. J P. 
Region 2. Orrice of Director Ip 16980 277 24X 

Fiche 50-324. 83/01/17,0302010626 


— 03-02010634 LER 02-141/O3L-O on 92t218i primary containment atmosphera 
0 -x.ygen analyzer 1-CAC-AT- 1263-2 showed upscale indication of 
drywall oxygen concentration Caused by 1263-2 analyser zero 
shift Analyjep calibr ft returned to sve 

PASTVA* M J Carolina Power i Light Co 03/01/17 Region 2* 
Office of Director Ip 16900 270 24X Fiche 50-324, B3/0 t /17* 

6302010626 


0302010000 Forwards LER 82-I40/03L-0 

DIETZ, C R Carolina Power ft Light Co 03/01/20 O'REILLY. J P 
Region 2, Office of Director Ip 16974 003 24X 

Fiche 50-324. 03/01/20.8302010080 


— '03020 L0QB3 LER 02-14O/O3L-O on 82128 l , pri mary containment atmosphere 
oxygen analyier 2-CAC-AT- 1263-2 showed step increase in 
drywell oxygon concentration Caused by iero shift due to 
aitalyiei being out or calibr 6 by small piping leak 
PASTVA. M J Carolina Power ft Light Co 03/01/20 Region St 
Office of Director ip 16774 086 24X Fiche 50-324.03/0 1/20. 

8302010080 


8302010454 Forwards LER 92-143/03L-0 

DIEIZ.C ft Carolina Power ft Light Co 83/01/20. O'REILLY. J P 
Region 2. Office of Director lp 16775 259 24X 

Fiche 50-324. 03/01/20. 8302010454 


— 8302010457 LER 82-143/03L-0 on 021220. reac tor water cleanup 
differential flow indicator 2-03i-R619 indicated downscale 
during routine surveillance Caused by partially plugged low 
side sensing line to FT-N041 it out of calibr transmitters 
PASTVA, 14 J Carolina Power ft Light Co 03/01/20 Region 2, 
Office of Director 2pp 16975 260 24X Fiche 50-324.03/01/20, 

0302010454 


0302010231 Forwards LER 82-|44/03L-0 

DIF 1 2, C R Carolina Power ft Light Co 03/01/21 O'REILLY, J P 
Region 2. Office of Director lp 16973 015 24X 

Fiche 50-324, 03/01 /2l, 830201020 1 


— -0302010297 LER 92-144/03L-0 on 021223 ■ rout i ne surveillance revealed 
suppression chamber water temp recorder 2-CAC-TR-77S not 
recording tenps on instrument chart paper Caused by 
defective print head solenoid it print mechanism rod 
PASTVA, M J Carolina Pou,er 6 Light Co 03/01/21 Region 2* 
Office of Director 2pp 16973 016 24X Fiche 50-324, 03/0 L/21 , 

0302010281 


9302010371 Forwards LER Q2-134/03L-0 

DfFTZ.C R Carolina Pager ft Light Co 83/01/21 O'REILLY, J P 
Region 2, Office af Director lp 16973 299 24X 

Fiche 30-324 , 03/01/21, 030201037 1 


— 8302010375 LER 02-134/O3L-O on 821222, trip module showed upscale 
indication of reactor level while local meter indicator of 
redundant instrument showed Indication of 199 0 inches 
Caused by transmitter out of calibr due to inetrujnen t drift 
PASTVA. M J Carolina Power ft Light Co 03/01/21 Region 2, 

Office of Director Ip 16973 300 24X Fiche 50-324,03/01/21, 

0302010371 


0302010563 Forwards LER 82-135/03L-0 

DIETZ- C R Carolina Power ft Light Co 03/01/26 O 'RE ILLY, J P 
Region 2. Office of Director lp 16977 1 02 24X 

Fiche 50-324*83/01/26,8302010563 


— 8302010573 LER 02-135/O3L-O on 021527. low pressure mierpsui tch of 
primary containment isolation sys HPCI steam supply pressure 
instrument 2-E4 1 -P6L- MOO I 0 would not actuate during Test 
PT-02 1 2P Caused by end of component life 

PASTVA, M J Carolina Power ft Light Co 03/01/56, Region 2, 
Office of Director lp 16977 103 24X Fiche 50-354.83/01/26* 

8302010563 


8302030410 Forwards LER B3-002/03L-0 

DIETZ C ft Carolina Power ft Light Co 03/01/23 O'REILLY, J P 
Region 2. Office of Director lp 17005 217 24X 

Fiche 50-324.63/01/28,9302030410 


— 8302030422 LER B3-002/03L-0 on 030102, during op erat i on, tuppre s« 1 on 
pool level indicators operability test PT-O-B 1 6 revealed 
Indicator 2-CAC-LR-2602 showed level of -31 inches Caused by 
change in trickle flow Flow adjusted 

PASTVA, M J Carolina Pouer ft Light Co 83/01/80 Region 2, 
Office of Director 2p p J7005 218 24X Fiche 50-324.03/01/50. 

0302930410 


8302030414 Forwards updated LEft 92-144/03L-1 

DIETZ.C ft Carolina Power 6 Light Co 03/01/20 O'REILLY, J P 
Region 2, Office of Director lp 1 7003 224 24X 

Fiche 50-324, 03/01/20. 03020304 1 4 


— 8302030420 Updated LEP G2-144/03L-1 on 021223, sup pres s 1 on thaniber 
water tenp recorder 2-CAC-TH-770 not recording temp on 
instrument chart paper Caused by defective print head 
solenoid 6 print mechanism push rod assembly. 

PASTVA, H J CaT&Una Power ft Light Co 83/01/20, Region 5* 
Office of Director lp 17005 225 24X Fiche 50-324,03/01/20, 

0302030414 


8302030503 Forwards updated LEft 8 1-090/03L-3 

DIETZrC R Carolina Power ft Light Co 03/01/20 O'REILLY* J. P. 
Region 2. Office of Director lp 17006 307 24X 

Fiche 50-324*03/01/20,0302030303 


—0302030310 Updated LER 8I-090/03L-3 on 010017 ft 23, suppression 
chamber water level indicator 2-CAC-L 1-2601-3 indicated 
lower level 1 on B10820, indicated higher level than other 
Indicator Caused by changes in tTltlle flow to uet r«f leg 
PASTVA, M J Carolina Power & Light Co 83/01/20 Region 2, 
Office of Director ip 17006 300. 24X Fiche. 50-324. 03/Of /20, 

0302030503 


0302140042 Forwards LER 03-OO1/O3L-O 

DIETZ, C R Carolina Power ft Light Co 03/01/31 O'REILLY, J P 
Region 2, Office of Director Ip 17142' 136 24X 

Fiche 50-324,03/01/31.0302140042 


—8302140049 LER 03-OOI/Q3L-O on 030102 ft 05, RCIC turbine exhaust 
diaphragm pressure high annunciator alarmed Caused by 
instrument drift on 830102 it moisture acc umulatior in 
switch housing on 830105 

PASTVA* M J Carolina Power ft Light Co. 03/01/31 Region 2* 
Office of Director 2pp 17142 137 24X Ficha. 80-324, 83/Oi/3l* 

8302140042 
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03021 SO 1 72 Interim Part 21 rept t* postulated pipe cracks Initially 
reported 1 during Apr 1982 United Engineers h Constructor* 
evaluating reactor bldg environ rapt it developing corrective 
action* Pinal rept expected by 930331 

DJFTZ, C R Carolina Power fc Light Co 03/02/01 O'REILLY, J P 
Region 2, Office of Director Ip 17147 227 24X 

Fiche 90-324, 83/02/0 1 . 83021 501 7 2 


0302140010 Forwards LER 83-003/03L-0 

DltTZ.C R Carolina Power it Light Co 83/02/02 0 'REILLY* J P 

Region 2 , Office of Director Ip 17141 197 24X 

Fiche 50-324, 83/02/02, 8302140010 


— 03O214QO12 LER 93-0Q3/03L-0 on 830103, fol lowing reactor scram due to 
group 1 i so lat 1 on, suppress! on pool level found out of spec 
high at -26 5 inches Caused by operation of HPCI it safety 
relief valve* for level h pressure control during event 
PUULK,R M Carolina Power i Light Co Q3/02/02 Region 2. 

Office ci Director Ip 17141 198 24X Fiche 50-324,63/02/02, 

0302140010 


0302150023 Forward* updated LER 92-094 /03L-J 

DIETZ, C R Carolina Power S Light Co 83/02/03 Q'ftEILLYrJ P 
Region 2, Office of Director ip 1/147 142 24X 

Fiche 30-324 , 83/02/03,030 215002 3 


--03O21 50026 Updated LER 82-094/O3L-J on 820727, revi ew of Source Range 
Monitor Sy* Channel Functional Test PT-OI 2 1 revealed that 
weekly surveillance during fuel handling did not reflect 
Mode 5 testing frequency Caused by oversight 

PASTVA, M J Carolina Power & Light Co 03/02/03 Region 2, 

Office of Director Ip 17147 143 24X F 1 c he. 50-324, 83/02/03, 

6302 15 0023 


0302130119 Forward's LER 93-004/03L-0 

DIETED R Carolina Power L Light Co 03/02/04 0 'REILLY, J P. 

Region 2, Office of Director ip 17147 311 24X 

F i c h * 50-324, 63 /02/04 , 8302 150119 


— 0302150129 LER B3-GG4/03L-0 on 830 105, dur 1 n g jumper installation, 
reactor protection ay* relay C72-K6C found melted around 
coil Caused by overheating of relay Relays to ho inspected 
monthly until replaced w/improved components 

POULK, R ri Carolina Power 6 Light Co 63/02/04 Region 2, 
Office of Director 2pp 17147 312 24JC Fiche 50-324,03/02/04, 
8302150119 


0302170093 Forward* LER 83-005/03L-0 

DIFTZ,C R Carolina Power 6. Light Co 83/02/09 O'RElLLYrJ P 
Region 2, Office of Director Ip 17101 356 24X 

Fich* 30-324 , 83/02 / 09, 8302 1 7009 3 


-■"0302170101 LER 03-OQ5/O3L-O- on 630110, both personnel secondary 
containment airlock doors. I ocated on 50-ft elevation 
northeast wall, found 1 inoperable due to excessive leakage 
past seals Caused by damaged sealing gaskets 

PASTYA, n J Carolina Power it Light Co 83/02/09 Region 2, 
Office of Director Ip 17181 357 24X Fiche 50-324, 63/02/09, 

8302 170093 


0302170178 Forwards LER 83-006/03L-0 

DIETZ- C « Carolina Power % Light Co 63/02/07 O'REILLY, J P 
Region 2. Office of Director Ip 17183 075 24X 

Fiche 50-324, 83 /02/09, 83021 70178 


— 0302170184 LER 83" 006/0 3L-0 on B301 14, primary containment atmosphere 
oxygen anelyiar 2-CAC -AT- 1263-2 indicated 0 5 X step increate 
In irywell oxygen concentration Caused by instrument taro 
shift Monitors replaced it instrument recali&r. 

PA0TVA, M J Carolina Power U Light Co 83/02/09 Region 2, 
Office Of Director Ip 17183 076 24X Fiche 90-324, B3/0 2/09, 

6302170178 


1302170074 Forwards updated LER 82-I44/03L-2 

DIETZ, C R Carolina Power it Light Co 83/02/10 O'HE TLLY, J P 

Region 2, Office of Director Ip 17183*020 24X 

Fiche 5 0-324, 83/02/10, 83021 70074 


— 0302170084 Updated LER B2-J44/03L-2 on 021223, sup pr • s * i on chamber water 
temp recorder 2-CAC-TR-770 on remote shutdown panel 
indicated expected temp indications, but did not record on 
instrument chart paper Caused by defective print solenoid 
PASTVA, M J Carolina Power 6 Light Co 83/02/10. Region 2, 

Office of Director. 2pp I71B3 02I 24X FI che* 50-324, &3/02/ 10, 

8302170074 


0302280219 RO 2-83-19, on 930211, air tubing to safety relief valve/ADS 
relief valve not supported per Tech Spec table Support* 
installed to allow shoTt-term operation Long-term 
corrections to b« completed during spring outage 
DTETZ, G R Carolina Power «, Light Co 83/02/J4 O'REILLY, J P 
Region 2, Office of Director Ip 17304 361 24X 

Fiche 50-324, 83/02/ i 4, 63 022802 1 9 


9302200066 Forwards LEF B3-009/03L-0 

DIFTZ.C R Carolina Power t Light Co 03/02/17 O'REILLY, J P 
Region 2, Of* ice of Director ip 17307 108 34X 

Fiche 50**324, 33/02/17, 8302200046 


— 9302280074 LER B3-009/03L-0 on 8301 18, react or r ec ircula tt on pump 2A 
tripped -when punp motor generator set drive motor tripped 
Caused by actuation of motor generator set drive motor field 
overcurrent relay device 27 Trip signal reset 

PASTVA, M J Carolina Power *' Light Co 83/02/17 Region 2, 
Office of Director lp 17307 109 34X Fiche 50-324,82/02/17, 

£3302200046 


B302280S02 Forwards LER 83-009/03L-0 

DIETZ.C R Carolina Power 4 Light Co 03/02/17 O'REILLY, J P 
Region 2, Office of Director Ip 17309 065 24X 

Fiche 50-324, 83/02/ 1 7, 8302200502 


— B302280507 LER 03-OOB/O3L-O on 830118, during channel calibr L 
functional test, HPCI sys condensate storage tank low level 
instrument 2-E41-LSL-N0O3 failed to actuate within required 
tolerance Caused by debris in N003 vent line 

PASTVA, M J Carolina Power J Light Co 03/02/17 Region 2. 
Office of Director lp 17309 066 24X Fiche 50-324,83/02/17, 

8302260502 


8302230166 Forward* L£R 83-007/03L-0 

DIFTZ.C R Carolina Power fc Light Co 03/02/10 O'REILLY, J P 
Region 2. Office of Director lp 17245 004 24X 

Fiche 50-324. 83/02/18, 8302230166 


— 83022301*9 LER 83-007/03L-0 cn 0301 15, HPCI sys steam line high temp 
primary containment isolation sys isolation occurred, 
rendering HPCI sya inoperable Caused by personnel error due 
to instrument m islabel i ng Test signal removed 

PASTVA, M J Carolina Power L Light Co 03/02/10 Region 2, 
Office of Director 2pp 17243 005 24X Fiche 50-324,03/02/10. 

B302230I66 


U Congressional j /Executive Cat re* pondence 


B302230076 Responds to 021119 ltr expressing concern re Raychem- 
Flamtrol issue 4 requesting info on Commission actions to 
resolve matter Issue will be handled as pat t of overall 
environ qua 1 i fication review 

PALLADINO, M V Commissioners 03/01/25 PANETTA, L C House of 
Rep 2p p 17259 295 24X Fiche 50-324,83/01/25.9302230076 


— 6302230002 Summary of 821 130 meeting w/uti) re use of Raychem-Flamt-rol 
cables NRC np longer consider* all cable* as being qualified 
for Class IE application* 

VILLALVA, I Event* Analysis Branch 82/12/02 MILLS, WR Events 
Analysis Branch lp 1/259 297 24X Fiche 50-324,03/01/2 5, 

8302330076 


V Operator Examinations 


830131 0203 Generic Ltr 83-06 to all power reactor 1 i c ens e es, ep p I i cant* 
for PLs, hSS v endors, reac tor vendors t> AE re certificates 
it revised format for reactor operator & senior reactor 
operator licenses Svc list end 

EISEIMVT, V Q Division of Licensing 83/01/31 Consol ida t e if 

Edison Co of tfeu York, Inc I4pp 17347 177 24X 

Fiche 50-000,83/01/31,8301310203 


DOCKET 50-335 BRUNSWICK STEAM ELECTRIC Pi ANT, UNIT i 


F Security, medical* emergency t fire protection plan* 


8302150321 Ack receipt of 830106 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Rept* 50-324/02—44 fc 
50-325/02-44 

VERRELL1.D fi Division of Project it Resident Programs 03/01/20 

UTLEY, E E Carolina Power it Light Co ip 17148 105- 24X 

Fiche 50-324,83/01/28,8302150321 


—8302150330 Responds to NSC 821206 ltr re violation noted In IE Insp 
Repts 50-324/82-44 4- 30-325/02-44 Corrective actions 
retired limiting conditions for operation fc fire watch 
established 4 functional teat of fire detection performed 
DIETZ.C R Carolina Power it Light Co 03/01/06 O'REILLY, J P 
Region 2, Office of Director 2pp 17140 106 24X 

Fiche 50-324, 03/01/20, 8302150321 


— 6302150339 Motto® of violation from insp on 021015-1115 

a Division of Project 4- Resident Program* 02/12/06 Ip 
17143 190 24 X Fiche 50-324,83/01/20,8302150321 
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—8303150345 IE Insp Repts 50-324/82-44 fi, 50- 325/82-44 on 621015-1115 
Noncomp 1 lance noted cable penetration fire stop seals i n 
cable spreading room l e moved for plant mod work & not 
rep laced 

M^ERS.D □ Division of Project 6 Resident Programs 82/12/02 
Gpp 17148 171 24X Fiche 50-324,03/01/28.0302150321 


6302030037 Generic Ltr 83-00 to all Marl I containment llcenm re 
mod ctf vacuum breakers on Mark 1 containment Requests 
commitment to submit results of plant-unique calculations 
which formed banes for mud Svc list one! 

ElfiCWH'JT. 0 0 Division of Licensing 63/02/02 General futile 
Utilities - GPU Service Corp 5pp 17074 006 24X 

Fiche SO- 000 , 03/02 /02 , 03020 30089 


0302170500 Forwards draft 0ER re App R exemption request Review of 
draft for accuracy or technical content 6 notification of 
corrections requested Options for appealing exemption 
danials discussed 

VASSALLG, 0 fl Operating Reactors Branch 2 03/01/31 UTLEY* E E 

Carolina Power 4 Light Co 3pp 17203 115 24X 

FlChe 50-324.03/01/31,8302170500 


8302070209 Updates status of hAJREO-0737, rtem tl E 4 2 7, "Conta inman 
Isolation Dependability " Installation of automatic 
isolation features for purge valves not warranted based o-p 
low site boundary dose 

Z If.flERMAN. S * Carolina Power fit Light Co 83/02/03 VASSAL LO, D 
Operating Reactors Branch 2 4pp 17035 052, 24X 

Ffche 50-324,83/02/03.9302070203 


— 6302170906 Draft SER re App R exemption request Listed fire innes do 
not provide required level of fire protection 

a Operating Reactors Branch 2 83/01/31 90pp 17203 110 24x 

Fiche 30-324. 83/01/31. 0302170300 


6301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for OL it holders of CPs re regional workshop 
concerning Suppl I , NVREG-0737, "Requirements for Emergency 
Response Capability " Svc list end 

EISEMHUT.D O Dwision of Licensing 03/02/01 Consolidated 
Edison Co of New York. Inc i ipp 17221 226 24X 

Tiche 30-000.03/02/01.8301210340 


P Operating license stage documents 6 correspondence 


8302000299 Generic Ltr 93-09 to all operating reactor licensees* 
applicants for OL fit holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

E 1 SENHUT* D G Division of Licensing 83/02/09 Conso lida ted 
Edison Co of Neu York. Inc tipp 17290 24 7 24X 

Fiche 90-000,03/02/09.8302080299 


8302000301 Generic Ltr 03-05 to fi WR licensees of operating reactors 
(except LACDWFU , app lie ants for OL fit holders of CP re BER of 
"Emergency Procedure Ou i del ire* . Rev 2. *• NEDO- 24934, June 
1982 Guidelines acceptable Svc list end 

E I SEN HUT. D Q Division of Licensing 03/02/00 Commonwealth 
Edison Co op p 17234 245 24X riche 50-00-0, 83/ 02/06. B3020B03G1 


9302170019 Forwards documentation supporting justification for 
continued operation of operating reactors in response to 
questions raised at 830106 meeting re environ qualification 
of electrical equipment 

EiSENHJT.D 0 Division of Licensing 83/01/18 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 7pp 17196 091 24X 

Fiche 50-000,03/01/10,83021700 1 9 


8302080304 Generic Ltr 83-11 to all operating reactor lics-nsa#* re 
licensee qualification ror performing safety analysis in 
support of licensing ac t i ons. Ab i 1 1 ty to use code must be 
demonstrated by vendor or licensee, 6vc list end 
EI8ENHUT . D G Division of Licensing 63/02/00. Consolidated 
Edison Co of Neu York. Tnc 9pp 17234.234 24X 

Fiche 90-000,03/02/08.8302000304 


—8203220416 Discusses electrical equipment qualification program 
justification for interim operation Sufficient supplemental 
info to support continued interim safe operation presented 
at nesting 

VlIEL, J A Operating Reactors Branch 2 62/03/09 NOVAK, T M 

Assistant Director for Operating Reactors 7pp 17196 293 24X 

Fiche 50-000.83/01/18,0302170019 


— 8302170129 Forwards tabulation of Group 2 U 3 plants showing dates by 
which technical evaluation repts are expected to be 
completed Requests just i f icet ion for continued operation of 
each group by 021008 & 15. respectively 

CISENHJTiD G Division of Licensing 02/09/24 MIRAGLIA. F 
Assistant Director for Safety Assessment 4pp 17196 263 24X 

Fiche 50-000. 83/01/10, 0302170019 


— 6302170161 Concludes that continued operation until completion of 
licensee environ qualification program will not present 
undue risk to public health L safety 

VAN VLIET. J A Operating Reactors Branch 2 02/10/20 

El SEN HUT, D 0 Division of Licensing 2p p 17196 291 24X 

rich* SO 000,63/01/18.8302170019 


0302010468 Application to amend License* DPR-71 fi* DPR-62 revising Tech 
Specs re digital instrumentation w/analog counterparts 
6URY.L W Carolina Power fi Light Co 83/01/26 VA68ALLO, D B- 
Operating Reactors Branch 2 3pp 16901 336 24X 

Fiche 80-324. 83/01/26, 0302010468 


— 8302010473 Proposed Tech Specs revising digital instrumentation 
w/analog counterparts 

a Carolina Power fit Light Co 03/01/26 67pp 16981 339 24X 

Fiche 50-324,03/01/26,0302010468 


9302100159 Advises that recommendations of NUREG-0737, 1 tem II 0 2 2 re 
plant shielding satisfied L item considered closed 
VASSALLO, D, B Operating Reactors Branch 2, 83/01/27 UTLEY . E E 

Carolina Power fi, Light Co 4pp 17134 274 24X 

Fiche 50-324,83/01/27,6302100195 


0302010483 Forwards info re NUREG-0737, Item II B 3, "Post-Accident 
Sampling," in response to NRC 020809 ltr Imp lamentation of 
actions will be completed per util 020423 ltr 

ZIMMERMAN. 6 R Carolina Power 5 Light Co 83/01/26 VASSAL LO, D B 

Operating Reactors Branch 2 I9pp 16981 277 24X 

Fiche 90-324,03/01/28.6302010483 


0302160093 Forwards request for add! info re qualification of automatic 
depressurization sys accumulator sy* per NUREG-0737, I tem 
H K-3 28, in response to licensee 000117.0214 fc 011223 ltr*. 

Response requested within 60 days 

VASSALLO. D B Operating Reactors Branch 2 83/01/31 UTLEY. E E 

Carolina Power fi. Light Co 4pp 17160 323 24X 

Fiche 50-324, 03/01/31 . 8302160093 


0302190040 Application for amend to License DPft-71 supplementing 
request ror core spray iy» surveillance Interval extension 
Request supersedes 82 1 i OB & 030106 submittal* 

UTLE/rE E Carolina Power L Light Co. 03/02/08 VASSALLO, D tf 
Operating Reactors Branch 2 2pp 17153 220 24X 

Fiche 50-323,83/02/00.8302150040 


— 8302150043 Proposed Tech Spec requesting one-time exemption from 
Tech Spec 4 5 3 i C 1 re core spray ay* surveillance 
* Carolina Fcuer & Light Co 63/02/00 3pp 17155 230 24X 

Fich e 30-325, 03/02/00, 0302150040 


□302150602 Forwards response to 821106 request for addl info r* 010 
response to Generic Ltr 81-04 concerning BWR/eoolant 
pressure boundary piping (NUnEG-0313, Rev i) 

UTLEf.E E Carolina Power l Light Co 83/02/08. VA59ALL0, D B 
Operating Reactors Branch 2. 97pp 17155 247 24X 

Fiche 50-324, 03/02/08, 8302150602 


□302150394 Revises completion schedule for NUREG-0737. I tem II F„1 ! 
"Containment Water Level Monitoring “ Item will be complete 
by 830601 

UTlET, E E Carolina Power * Light Co 03/02/10 EISENHUT, D. 0 

Division of Licensing lp 17158 102 24X Fiche 30-324., 93/02/! 

8302150394 


83021 90195 Comiits to complete NUREG-0737, Item II D 3. "Baf ety/R a I 
Valve Position Indication Equipment. 11 by final required 
date Delay incurred by logistics of restructuring test 
program to incorporate corrective actions. 

UTLE/rE. E Carolina Power % Light Co 03/02/11 VASSALLO, D. 8 
Operating- Reactor* Branch 2, Ip 17147.160. 24X 

Fiche 50 -324, 83/02/1 1 , 8302 130195- 


0302230619 Notifies that response to B20827 request for addl info 
NUR £0-0737. Item HI D 3 4, ‘‘Control Room Hab i tabll i by, » 
rescheduled for submittal no later than 830229 

ZIMMERMAN, S. R Carolina Power * Light Co 83/02/16 VASSALLO. 
Operating Reactors Branch 2 Ip 17293 040 24X 

Fich* 90-324,83/02/16,6302230619 


8302240265 Inform* that Item 9 re heat tracing on outdoor installs 
completed, satisfying requirements of TKT Item II K 3.22, 
"Automatic Switchover of RCIC Sys Suction *' 

ZIMMERMAN. S R Carolina Power fi. Light Co. 83/02/21. VABBALLO, 
Operating Reactors Branch 2 lp. 17274.290. 24X 

Fiche 90-324, 03/02/21,8302240265. 
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Q Inspection report*. IE Bulletins 4 correspondence 


Q3021906B7 Forwards IE Inap Repts 50-324/82-46 b 50-325/02-46 on 
021214-17 No tionconp i lance noted 

VERflELLJ,0 H Division at Project b Resident Programs 83/01/03 
UTUF/.E E Carolina Power b Light Co 2pp 17133 04? 24X 

Fiche 30-324, 63/01/03, 8302 1 5068 7 


—8302150694 IE In«p Repts 30- 324/82-46 b 50-323/82-46 on 021214-17 No 
nonconp 1 lance noted Major areas inspected THI action items 
b radiation protection 

ALDRIQHf,R H ■ BARR,K P Division of Engineering & Radiological 
Safety Programs 83/01/03 4pp 17IS3 031 24X 

Fiche 50-324, S3/Q1/03, 8302150697 


0302150477 Ac k receipt of 030105 itr informing NflC of steps taken to 
correct violations noted in IE Imp Repts 50-324/02-42 t 
50-323/02-42 

0'R£1LLY,JP Region 2, Office of Director 03/01/24 UTLEY, E E 
Carolina Power b Light Co lp 17137 07S 24X 

Fiche 50-324,03/01/24.8302150477 


— 8302150316 Responds to NflC 621210 ltr re violations noted in IE In&p 
Repts 30-324/92-42 * 50-32 5/02-42 Corrective actions all 
waste shipments voluntarily suspended until onsite prepared 
waste could be reinspected for eicess moisture 

DIETZ, C R Caro Lina Power L Light Co 03/01/03. O'REILLVjJ P. 
Region 2. Office of Director 2pp 17157 079 24X 

Fiche 50-32 4, 83/01/24, 03021 50477 


— 0302150 520 Forwards l£ Insp Repts 50-324/82-42 b 50-325/02-42 on 
821027-29 b notice of violation 

O ■'RE ILLY, J F Region 2, Office of Director. 82/12/10 UTLEY, E E 

Carolina Power 4, Light Co 2pp 17137 001 24X 

Fich* 50-324,03/01/24*8302150477 


— B302 1 50527 Na t ice of violation from insp on 021027-29 

* Region 2, office of Director 02/12/10 lp 17157 083. 24X 

FiChe 50-324,03/01/24,0302150477 


— 0302 1 50537 IE Imp Repts 50-324/82-42 b 30-325/82-42 on 021027-29 
Noncomp 1 i ance noted licensee consigned five 55-gallon drums 
of low-specific activity li h<j i d radwasfce to unauthor i led 
person for land burial at Barnwell, SC site. 

PEERYrW W , BARR, K P Division of Engineering h Radiological 
Safety Program* 82/11/30 4pp 17137 004 2 *X 

Fiche SO-324, 03/01/24, 83021 3047 7 


B302140014 Summary of 830120 meeting w/uti Is, Bechtel , Frank 1 in Research 
Ctrri/flS & Computech Engineering Svc s re IE Bulletin 00-11, 

"Masonry Nall Design " Addl testing not warranted 

TRAMMELL, C M Operating Reactors Branch 3 83/01/23 Operating 

Reactors Branch 3 23pp 17171 227 24X Fiche 50-000,03/01/25. 

0302160014 


8212060350 IE Info Notice 03-01, "Ray Miller, Inc " Svc list end 
■JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 93/01/26 Consolidated Edison Co of New 

York, Inc 110 pp 17023 160 24/ Fiche 50-000,83/01/26,9212060358 


83O215G08-0 Respond# to IE Bulletin 00-13 Unit 1 care spray spargers & 
ln-v**se! piping visually inspected No indication o f 
cracking noted 

HONE, ? W Carolina Power b Light Co 83/01/26 O'REILLY. J P 
Region S, Office of Director Ip 17146 358 24X 

F i c h « . 30-3Z4, 63/01/26, 8302 1 5003 0 


B302130064 Forward* IE Insp Repts 50-324/83-01 & 50-325/83-01 on 
830104-07 No noncomp 1 lance noted 

VCRRELLI,U 11 Division of project b Resident Programs 83/01/27 
UTLEY, E E Carolina Power b Light Co 2pp 17146*156 24X 

Fiche 50-324, 83/01/27* 0302150064 


—0302150072 IE Insp R«pt* 50-324/03-01 U 50-323/83-01 on 030104-07 Np 
noncompliance no-tod. Major area* Inspected structural mods b 
addl safety-related pipe support* b restraints in response 
to IE Sul It tin 79-14 

LIN, U c , BLAKE, J J Division of Project b Resident Programs 
03/01/25 6pp 17146 158 24 X Fiche 50-324, 03/01/27, 0302 £50064 


8212060360 IE Info Notice 83-02. "Lu»l torque HOBCrHiBC, H2BC b H3BC 
Gearheads a Svc list and 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response {Past 930103). 93/01/28 Consolidated Edison Co of New 

York, Inc l09pp 17144 001, 24X Fiche 50-000, 83/01 /2&, 82 1 2060360 


0212060361 IE Info Notice 83-03, "Callbr of Liquid Level Instrument* •* 
Bvc I l *t end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) &3/0I/26 Consolidated Edison Co. of New 

York, Inc tlOpp 17074 095 24X Fich* 50-000, 83/01 /28. 9212060361 


8302150321 Ac k receipt of 830106 ltr informing NRC of steps taken to 
correct Violation no^ed in IE Insp Repts 30-324/82-44 b 
30-325/82-44 

VERflELLl.D II Division ok Project l Resident Programs 03/01/20 

UTcEY, E E Carolina Power % Light Co Ip 1714B 185 24X 

Fiche 50-324,63/01/28,8302150321 


--83021 50330 Responds to NRC 821206 ltr re violation noted In IE Insp 
Repts 30-324/02-44 b 50-325/02-44 Corrective actions 
required limiting conditions for operation b fire watch 
established 1 functional test of fire detection performed 
DIETZ, C R Carolina Power L Light Co 03/01/06 Q 'REILLY* J P 

Ragion 2, Otfice of Director 2pp 17140 186 24X 

Fiche 50-32 4,83/01/28,0302150321 


— 93021 50334 Forwards IE Insp Repts 50-324/02-44 b S0-325/B2-44 on 
821015-1119 % notice of violation 

VERR-ELLI.D M Division of Project & Resident Programs 92/12/06 
UTLEY, £ E Carolina Power b Light Co 2pp 17148 100 24X 

Fiche 30-324,83/01/20,8302150321 


— 8302150339 Notice of \ lolation from insp on 821013-1113 

* Division of Project b Resident Program* 82/12/06 lp 
17148 190 24X Fiche 50-324,83/01/20,0302150321 


— B3021 90345 IE Insp Repts 50-324/02-44 b 50-325/02-44 on 821015-1113 
Noncompliance noted cable penetration fire stop seals in 
cable spreading room removed for plant mod work b not 
rep laced 

MYERS, D G , GARNER, L W , DEMIS, P Division of Project b Resident 
Program* 02/12/03 8pp 17140 191 24X Fiche 50-324, 03/01/20, 

8302150321 


8212060363 IE Info Notice 83-04, "Failure of Elms Power Supply Unit* " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/02/18 Consolidated Edison Co of Ntu 

York, Inc 1 10pp 17347 191 24/ Fiche 50-000,83/02/19,0212060363 


0302230249 EN-03-OM on 030218, noti ce of violation U civil penalties 
issued in amount of 4600,000 based on violations re Tech 
Spec surveillance requirements for several safety sys b 
components 4 failure to correct identified problems 
BARBER, O , AIELRAD, J Director's Of f ice, Office of Inspection and 
Enforcement 83/02/18 Ip 17244 310 24X Fiche 30-324. B3/02/18, 

8302230249 


0212060365 J£ Info Notice 03-05, "Obtaining Approval for Disposing df 
Very Low Level Raduaste - 10CFR20 302 Jl Svc list end 
■JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of Mew 

York* Inc lltpp 17347 050 24 < F ic he 50-000, 03/02/24* 92 1 2060369 


8212060366 IE Info Notice 03-06, "Non i d eti 1 1 ca 1 Replacement Parts “ 

Svc list end 

JORDAN* E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of N<w 

York, Inc 1 12pp 17361 148 24/ Fiche 50-000, 83/02/24* 021 2060366 


R Periodic aperating reports L related correspondence 


8302150642 Forward* monthly operating repts for Jan 1983 

DIFrZ.C R Carolina Power *y Light Co 03/02/04 DEYOUNQ.fl C 
Director's Office, Office of Inspection and Enforcement lp. 
17151 008 24X Fiche 50-324,83/02/04 , 0302150642 


—8302150650 Monthly operating repts for Jan 1903 

HARRISON, F Carolina Power b Light Co 83/02/01 I5pp 
171 51 009 24X Fiche 50-324,83/02/04,8302150642 


6 Reportable occurrences, LERs b related correspondence 


0302010601 Forward* updated LER 62-044/O3L-2 

DIETZ, C R Carolina Power b Light Co 03/01/17 O'REILLY.J F 
Region 2, Office of Director lp 16970 1 41 24X 

Fiche 50-333*03/01/17,8302010601 


— 8302010619 Updated LER 82 044/O3L-2 on 820329, sup p res s l on chamber vater 
level RTOB instrument l-CAC-LR-2602 indicated incorrect 
water level Caused by change in trickle flow to wet ref leg 
of 2602 recorder transmitter 

PASTYAtM J Carolina Pauer b Light Co 83/01/17 Region 2, 

Office of Director 2pp 16978 142 24X Fiche 30-325.63/01/17* 

630201060 1 



DOCKETED ITEMS 


1 


0302030385 RQ on B30i 1 8 - we 1 d B32*-Rec irc-28-A- 15 had fcuio crack 
indications Indications In heat-affec ted lone on pipe side 
on weld connecting right angle elbow to straight section of 
pipe Investigation being conducted 

Djfc.n,C.R Carolina Power & Light Co 83/01/19 Q 'REILLY* J P 
tieglor 2# Off- ice of Oirector Ppp 17005 345 24X 

Fleh* 50-325* 83/01 /!*?■ 9302030395 


— B30217Q163 LEfl B3-001/01T-0 on 0301 26 , s Ing 1 e through-wall pin hole 
cracks found in heat affected zones on pipe sides of weld 
932~r ec t rc- 12-BR-H-4 Caused by intergranular stress 
corrosion cracking Cracks will be repaired 

PA6TVA.fi J Carolina Pouer t tight Co 83/03/09 Region 5, 
Office of Director 2pp 17183 079 24X Fiche 50-325,03/02/09, 

63021701 77 


9302010234 Forwards LER S2-152/03L-0 

DlbTZ.C R Carolina Power * Light Co 83/01/30 O'REILLY. J P 
Region 2* Ofrice of Director lp 16974 001 24X 

Fiche 50-325* 83/01/20. 0302010234 


— B30201024Q LER 62- 1 52/03L-0 on 821221 , visua l tnsp of main steam line 
secondary containment boot seals revealed hale in boot seal 
of main steam line A Caused by thermal expansion 8< high 
ambient temps Boot replaced 

PASTVA, h J Carolina Power b Light Co 83/01/20 Region 2, 
Office of Director lp 16974 032 24X Fiche 50-325.03/01/20* 

&&S01 0234 


0302170172 RP 2-83-16 on 830209, emergen cy bus E— 2 de— energized bo alien 
maint on 4* 160-voit switchgear* thereby removing one of two 
power supplies to motor driven fire pump Pump redundant 
battery source had less than required voltage 

DIETZ. C R Carolina Power t Light Co 83/02/10 O'REILLY. J 1 P 
Region 2. Office of Director 2pp 17180 219 24X 

Fiche 50-325* 83/02/10* B302170172 


8302280250 Forwards LER 03-OO3/O3L-O 

D1£1Z,C R Carolina Power & Light Co 03/02/15 O'REILLY, J P 
Region 2, Office of Director lp 17304 274 24X 

Fiche 50-325 . 03/02/15 , 03023002 50 


8302010363 Forwards LER 02-125/O3L-O 

DIET2.C R Carolina Pome, & Light Co 03/01/21 O'REILLY, JP 
Region 2, Office of Director ip 16973 308 24X 

Firh* 50-323,63/01/21,0302010363 


— 8302010367 LER 02-12S/O3L-O on 821292* during reactor scram recovery* 
following automatic start of foux diesel g enara tors, d i e se 1 
generator 1 tripped Z locked out on low lube ail pressure 
Caused by air in sensing line of diesel pressure twitch 
PASTVAiM J Carolina Power & Light Co 03/01/21 Region 2, 

Office of Director 2pp 16973 309 24X Fiche 50-325*03/01/21, 

B3 020 10363 


—8302260257 LER &3-003/03L-0 on 030 1 1 6, und er reactor Vessel In up 
rovaaled 17 lou power range monitor detector cables 
separated from associated detectors Caused by cables pulled 
loose from connectors during maint Personnel informed 
PASTVA, M J Carolina Power A Light Co 83/02/15 Region 2* 
Office or Director lp 17304 275 24X Fiche 50-3-25, 63/02/ 1 Sr 

8302200250 


0302240243 Forwards LER 03-OO2/O3L-O 

DIETZ, C R Carolina Power L Light Co 03/02/24 O'REILLY, J P 
Region 2* Office of Director lp 17272 280 24X 

Fiche 50-325* 03/02 / 24, 8302240 245 


8302010393 PKO- 1 1-83-005 on 630126, through-wa 1 1 pinhole leak found in 
12-inch stainless steel recirculation sys riser pipe 
SMRI NOE specialists performing manual ultrasonic exam 
to evaluate defect 

KEML, C W , CRCJULEY, B R Region 2, Office of Director 83/01/37 
2?f 16973 1 02 2 4 < Fiche 30-323,03/01/27.8302010593 


— 8302240251 LER 03-OO2/O3L-O on 9301 14 , d ur i n g refueling ou tag* , requ i r 
ASHE Section XI testing revealed six of 11 safety belief 
valves opened at higher than specified setpoints Caused by 
cotrosion buildup on pilot disc & seat surfaces 
PASTVA, M J Carolina Power Sc Light Co 03/02/24 Region 2. 
Office of Director 2pp 17272 2B7 24X Fiche 30-325,03/03/24. 

0302240249 


0302030401 RO an 030 1 27* 1 ea kage detected in heat affected lone on pipe 
side of weld connecting' riser to safe end in area where arc 
strike appears Evaluations continuing to determine failure 
mechan ism 

DIETZ. C R Carolina Power Light Co 03/01/27 O'RElLLYiJ P 
Region 2, Office of Director lp 17003 214 24X 

Ft C he 30 '325, 03/01/27, 9302030401 


8302010694 PKO- 1 I-82-005A pinhole leak in 12-inch stainless steel 
recirculation sys riser piping discovered during insp per 
IE Bulletin 02 03 Cause undetermined Investigation 
c onHnulng 

HEHL.C W , CROWLEY, D R Region 2- Office of Director 83/01/28 
Ip 16979 04 4 24 < Fiche 50-325*03/01/23, 8302010604 


6302030 1 87 RO on 030 1 27, 1 ea kage detected in heat affected zone on pipe 
side of weld connecting riser pipe to elbou Evaluations 
continuing to deteroine failure mechanism Situation will be 
reported in 14-day rept 

DIETZ, C R Carolina Power * Light Co 03/01/28 O'REILLY, J P 
Region 2* Office of Director lp 17002 103 24X 

Fiche 50-325.93/01/20,0302030107 


8302140134 Forwards LER 83-004/01T-0 

DIETZ* C R Carolina Power * Light Co 83/02/0i O'REILLY.J P 
Region 2, Office of Director ip 1 71 41 202 24X 

Fiche 50-325,03/02/01,0302140134 


U Congresslona 1/Eiecut ive Correspondence 


03 02230076 Responds to 8211 19 Itr expressing concern re Raychem- 
Flamfcrol Issue t. requesting info on Commission actions to 
resolve matter Issue will be handled as part of overall 
environ qua J i f i ca fcioh review 

P ALLADINO* N J Commissioners 83/01/25 PANETTA* L E House of 
Rep 2pp 17259 295 24X Fi c h e 50-324, B3/01 /25, 0302230076 


— 03O223OOS5 Sum-nary of 821130 meeting w/util re use a# Ray ch em-Flamti 
cables NRC no longer considers all cables as being qualified 
for Class IE applications 

V1LLALVA, I Events Analysis Branch 92/12/02 MILLS, W R Even 
Analysis Branch lp 17259 297 24X Fiche 50-324,83/01/25. 

9302230076 


V Operator Eliminations 


0301310203 Generic Ltr 03-06 to all power reactor licensees, applicant 
for dlsiHBS vendors, reactor vendors 4 AE re certificates 
6 revised format for reactor operator Is senior reactor 
operator licenses Svc list end 

ElSEimUT* D 0 Division of Licensing 83/01/31 Consolidated 

Edison Co of Neu York, Inc 14pp 17347 177 24X 

Fiche 50-000.83/01/31,8301310203 


— 0302140142 LER 83-O04/01T-0 on 830llB*tWa crack indications found In 
heat aftected tone on pipe side weld Q32-Recire-2B-A-13 
Cause attributed to intergranul ar stress corrosion cracking 
Corrective actions under development 

PASTVA, M J Carolina Power i Light Co 03/02/01 Region 2, 
Ofrice of Director lp 17141 203 24X Fiche 50-323,83/02/01, 

83021 4013 ■! 


6302J50172 Interim Part 21 rept re postulated pipe cracks Initially 
reported during Apr 1982 United Engineers ?< Constructors 
evaluating reactor bldg environ rept 4t developing corrective 
actions Final rept expected by 830331 

DIETZ, C R Carolina Power 6 Light Co 03/02/01 O'REILLY, J P* 
Region 2, Office of Director lp 17147 227 24X 

Fiche 50-324,83/02/01.0302150172 


9302170177 Forwards LER 83-001/01 T-0 

DIETZ* C R Carolina Powei U Light Co 03/02/09 O'REILLY, J P 
Region 2, Qrfice of Director lp 17103 077 24X 

Fiche 30-325 1 03/02/09, 0302 170177 


DOCKET 50-326 UNIV OF CALIFORNIA AT IRVINE RES. REACTOR 


0 Inspection reports* IE Qulletlns & correspondence 


03022^0144 Ac V receipt of 030202 ltr informing NRC of steps taken to 
correct violations noted in IE Tnsp Rept 50-326/82-04 
BOOK, H E Division of Radiological Safety & Safeguards Program 

03/02/15 liCOAUOH, 0 California, Univ of# Irvine lp 17243 21 

24 X Ftche 30-326, 83/02/ 19, 6302230 i 44 


— 0302230147 Respond* to NftC B301O5 ltr re violation* noted in IE Ini 
ftept 50-326/82-04 Corrective actions reactor operation* 
committee met on 621202 b 830107 Future meetings will be 
held an schedule 

LILLYMAN. W J California, l/niv of, Irvine 83/02/02 Divl* 
of Radiological Safety t* Safeguards Program lp 17243 222 2 
Fiche 50-326,83/02/15,8302230144 



ISO 


DOCKETED ITEMS 


1DCKEI 50-327 SEQUOYAH NUCLEAR PLANT, UNIT I 


3ecur 1 ty « medical, emergency 1 fire protection plans 


1301210340 Genenc Ltr 83-04 to all licensees of operating reactors, 
applicants for OL &> holders of CPs re Tejignai workshop 
concerning Suppl 1 , NUflEG-0737, "R-equi i em.fr nts for Emergency 
Response Capability " Svc list enel 

EISENHUT. D 0 Division of Licensing B3/02/01 Conso l ida tod 

Edison Co or New York, T nc 1 Ipp 17221 226 24X 

Ft che 30-000. 03/02/01 , 830 i 210340 


302150632 Ack receipt of B302Q1 ltr informing MRC of steps taken to 
correct violation noted in IE insp Repts 90-327/02-31 i, 
50-329/62-31 

VERRELL T . D H Division of Project L Resident Programs 93/02/10 

PARRIS. H Q Tennessee Valley Authority lp 17J54 133 24X 

F i c h e 30- 327. &3/02/ 1 0. 83021 506 3 2 


-8302150655 Responds bo NRC 821229 ltr re violation noted in IE Insp 
Repts 50-327/02-31 $< 50-328/82-31 Corrective actions worker 
badge properly si g nod. radio log ica 1 incident rapt filed h 
health physics training program conducted 

HILLS, L M Tennessee Valley Authority 03/02/01 O-'REILLY, J P 
Region 2. Office of Director 3pp 17154 134 24X 

Fie he SO-327, 03/O2/iO, 83021 S0632 


-8302190676 IE Insp Repts 50-327/02-31 b 30-320/62-31 on 021106-1203 
None omp 1 iance noted failure to tra 1 n. dete rmin e prior dose & 
issue dosimetry to worker entering Unit 1 containment 
FORD. E V , BUTLER. S D . QUICK. T> R Division of Project & Resident 
Programs B2/12/2? 6pp 17154 140 24X Fiche 30-327.03/02/10, 

8303 1 50632 


Insurance It indemnity information 


Q302 08030 1 Generic Ltr 83-11 to all operating reactor licensees re 
licensee qualification for performing safety analysis in 
support af licensing actions Ability to use code must be 
demonstrated by \endor or licensee Svc list enc 1 

EISE/UUT.D 0 Division of licensing 83/02/00 Consolidated 

Edison Co of Neu York. Inc 9pp 17234 234 24X 

Fiche SO- 000, B3/02/08, 8302080304 


B302O7GOB5 Generic Ltr 03-1OD to all licensees uj/We s t litgh ouse designed 
MSS 4 ! (eicept Yankee Atomic Electric Co) re resolution of 
TMI Action Item II K 3 5, "Automatic Tt ip of Reactor Coolant 
Pumps 1 Svc 1 ist end 

EISENoUT, D 0 Division or Licensing 03/02/08 Southern 
California Edison Ca 31 pp 17290 262 24X Fichu 50-000.83/02/08, 

B302090085 


83021S0372 Forwards drawing depicting as-installed locations foT 
igniters in ice condenser upper plenum for permanent 
hydrogen mitigation sys 

MILLS. L M Tennessee Valley Authority 03/02/09 A DENS AM, E 

Licensing Uranch 4 2pp 17157 190 24X Ficbe 30-327, 03/02/09. 

0302150372 


83 02(60086 Advises that Claes III fee appropriate for 821013 request 
far relief from ASKE Section <1 requirement to 
hydrostatically pressure test replacement portions of ERCW 

9 4JS 

DIGGS. R M License Fee Management Branch 83/02/10 PARRIS.H G 
Tennessee Valley Authority lp 17160 327 24X 

Fiche 30-327,83/02/10,0302160036 


B30 2230390 Notifies that util plans to remove ORNL on-line atialyier 
during Mar 1983 for installation of technical support ctr 
equipment In computer room 

MILLS, L H Tennessee Valley Authority 03/02/17 ADENSAM, E. 
Licensing Branch 4 lp 172SS 209 24X Fiche 50-327,83/02/17, 

8302230390 


J02020009 Forwards Endorsement 30 to NFLIA Policy NF-247 U Endorsement 
25 to IfAELU Policy I1F-J02 

DUCK, J R Harsh & McLennan, Inc , H i H Nuclear Consul tants, I nc Div 
B3/01/2I BALT2MAN, J Assistant Director for State 6 Licensee 
Relations 3pp 16992 050 24X Fi c he 90-327, 83/01 /21 , 0302020007 


0302260240 Forwards "Reactor Oldg Containment Integrated Leak Rate 
Test, 1 conducted on 821208-09 

MILLS, L M Tennessee Valley Authority B3/02/17 ADEN8AM, E 
Licensing Branch 4 lp 17311 142 24X Fiche 50-327,03/02/17, 

8302280240 


Operating license stage documents t- correspondence 


102030053 Approves util 921227 r 
referenced in OL amend request 
Drawings contain trade secrets 
ADENSAM, E G Licensing Branch 
'alley Authority 3pp 17020 
102030053 


equest for withholding drawings 
for val reduction *ys 
or proprietary info 

4 83/01/27 PARRIS, H O Tennessee 

332 24 X Fiche 30-327,03/01/27, 


— B 30 2230245 'Reactor Bldg Containment Integrated Leak Rate Test," 
conducted nn 621203-09 

* Tennessee Valley Authority 83/02/17 I52pp 17311*144 24X 

Fiche 30-32/. 83/02/17. 8302230240 


0 Inspection reports. IE Bulletins & correspondence 


’0105B7 Advises that updated FSAR uil] be submitted by 030413 
lL 9, L M Tennessee Valley Authority 03/01/20 ADENSAM, E 
censing 8ranch 4 lp 16976 097 24X Fich* 90-327.03/01/28, 

102010587 


□ 302150153 Forwards IE Insp Repts 50-327/02-34 t» 5O-320/B2-33 on 
021213-16 No nonconpl iante noted 

VERRELL I i D M Division of Project L Resident Programs 03/01/03 
PARRIS.H G Tennessee Valley Authority 2pp 17147 274 24X 

Fiche 50-327,83/01/05,8302150153 


02040041 Forwards proposed "Test Program to Demonstrate Operability 
in Spray Environ “ 

MILLS, L M Tennessee Valley Authority 03/01/31 ADEMBAM, E 
Licensing Branch 4 ip 17020 3 93 24X Fiche 50-327.03/01/31, 

8302040041 


B302040044 Proposed "Test Program to Demonstrate Operability in Spray 
Environ r * 

a Tennessee Valley Authority 83/01/31 3pj> I70ZO 334 24X 

Fiche 50-327,03/01/31,0302040041 


02040056 Forward* revised Table 2 re -operation of containment purge 
Sc venting *y* for Mar L Apr 1902. per Amend 5 fro 8EH 
Previously submitted table contained erroneous data on 
containment entries 

1UL8.L H Tennessee Valley Authority 93/01/31 ADENSAM, E 
licensing Branch 4 2pp J 7020 361 24X Fiche 50-327,03/01/31, 

3302040056 


)2070321 Forwards documentation of results of addl tests on Tayco 

IgniteT for permanent hydrogen mitigation sys it supporting 

>a«ia for util belief that sys design adequate 

1IU8.L M Tennessee Valley Authority 03/01/31, ADENSAM, E 

.leans in g Branch 4 1 lp p 17029- 197 24X Fiche 50-327,03/01/31, 

)3 0207032 1 


>2030295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL tr holder* of CP for C-E PWRs re review of 
,-E Ouners Group emargency procedures guideline program Svc 
ist end 

leeKHUT, D G Division of Licensing 03/02/09 Consolidated 
dison Co of Neu York, Inc 1 1 pp 17290 247 24X 

1 c fi « 50-000. 03/02/03, 830208029 3 


— 8302 1 30181 IE Insp Repts 50-327/82-34 * 5O-320/B2-33 on 821213-16 No 
noncomp ) I an c e noted Major areas inspected GC it confirmatory 
measurements., including review of radiochemical instrument 
cal i br & GC program f* review of radiochemical procedures 
MONTGOMERY. D M , OlBSON, A F Division of Project it Resident 
Programs 83/01/04 6pp 17147 276 24X Fiche 50-327. 63/01/05, 

8302150153 


8302150296 Act receipt of 821229 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Repts 50-327/82^25 U 
50-328/82-24 

LEWIS, R C Division of Project b Resident Programs 03/01/19 
PARRIS.H O Tennessee Valley Authority 2pp 17148 2S1 24X 

Fiche 50-327, 83/01/19,0302150296 


— 0302150305 Responds to NRC 821130 ltr re violations noted in IE. Insp 
Repts 50-337/82-25 & 50-328/82-24 Corrective actions 
evaluation underway to modify or replace interlock* on doors 
A65 L A64 Preventive maint program established 

MILLS, L M Tennessee Valley Authority 02/12/29 Q'RElLLYiJP 
Region 2, Office of Director 3pp 17148.253 24X 

Fiche 50-327, 83/01/19, 8302150296 


— 0302130311 Forwards IE Insp Repts 50-3P7/B2-25 fc 30-328/02-24 on 
920906-1005 4- notice of violation 

LFNJS, R C Division of Project K Resident Programs B2/11/30 
PARRIS, H G Tennessee Valley Authority 2pp 17I4B 236 24X 

Fiche 50-327.83/01/19,8302150296 


— 8302150312 Notice of violation from insp on 820906-1005 

* Divieion of Project U Resident Program* 82/11/30 lp 
17148 250 24/ Fiche 50-327,83/01/19,0302150296 


DOCKETED ITEMS 


191 


— 9302150320 IE In*p Repts 50-327/82-25 t 50-328/82-24 on 820906-1005 
honrotup ] sance noted emergency gas treatment sys cleanup 
lubsys not maintained Annulus door left open it obstructed by 
test equipment 

FOR0.E J , BUTLER. S D , COLLINS. T R Division of Project U 
Resident Programs 83/11/01 9pp 17148 259 24X 

Flche 20-327,63/0^/19, 8302150296 


&30PI50463 Ack receipt of 830104 lfcr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-327/82-28 & 
50-323/82-20 

LEUfE. R C Division of Project £ Resident Programs 83/01/19 
PARRIS, IH 0 Tennessee Va U ey Authority 2pp 17157 055 24X 

Flche 50—327. 83/01/ 19# 83021 50463 


— 8303150470 Responds to NRC 831206 1 tT i* violations noted in IE Inep 
Repts 5O-327/02-2S & 50-328/82-20 Corrective actions valve 
1-74-324 opened b RHR pump 1A-A inspected , safety-related 
equipment test procedure revised 4 door chain adjusted 
KAISER, I) S Tennessee Valley Authority 03/01/04 O'REILLY.JP 
Region 2, Gtfico of Director Spp 17157 054 24X 

Flche 50-397,83/01/19,8302150463 


— 0102150 472 Forward s IE Insp fiepts 50-327/02-28 6 50-32B/S2-2B on 
82S006-1105 6 notice of violation 

VERRELLI, D 11 Division of Project & Resident Programs 02/13/06 
PARRIS. H 0 Tennessee Valley Authority 2pp 17157 059. 24X 

Flche 50-327, 03/ 01 / 1 9. 8302 150 4 63 


— 0302150478 Notice of violation from insp on 021OO6-UO3 

* Division of Project 4 Resident Programs 82/12/06 2pp 
57157 061 24X Fiche 50-327,83/01/19,0302150463 


—8302150402 IE Insp Kept* 90-327/89-P8 4 30-398/82-28 on 821006-1105 
Non c om.p i £ an ce noted failure to maintain cognisance of «y& 

Status, fa l 1 ure to fallow IMI-92-SRM-FT t failure to correct 
containment airlocks 

FORD, E J . GUTLER.S D , CU 1 CK, D R Division of Project b Resident 
Programs 82/12/01 9pp 17157 063 24X Fiche 50-327, 83/01/19, 

6302130463 


□302150610 Responds to IE Bulletin 02-04, "Deficiencies in primary 
Containment Electrical Penetration Assemblies" 6 NRC 
821903 ltr Dun k en-Ra^no Co electrical penetration assemblies 
nst In use at facilities 

HILLS, L K Tennessee Valley Authority B3/01/24 O 'REILLY, J P, 
Region 2 , Office of Director lp 17153 3 0 9 24X 

Fiche 50-000,83/01/24.5302150610 


82 1 206035 B IE Info Notice 03-01, ,l Ray Miller, Inc " Svc list enc 1 
■JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 03/01/26 Consolidated Ecfispn Co of New 

York, Inc MBpp 17023 160 24/ Fiche 50-000, 83/01 /26, 821 2O6O3&0 


6212040360 IE Info Notice B3-02, "Llmitorque HOBC, H IflC, H3DC H3BC 
Gearheads ’ Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response IPo* t 930103> 83/01/28 Consolidated Edison Co of New 

for V* Inc 109pp 17144 OOJ 24X Fiche 50-000,03/01/28,8212060360 


—8302150663 Forwards IE Insp Repts 30-327/02-31 & 30-323/82-31 on 
621106-1205 & notice of violation 

VERRELLJ, D M Division of Project 4 Resident Program* 09/12/29 
PARRIS, H G Tennessee Valley Authority 2pp 17154 137 24X 

Fiche 50-527, 83/02/10, 83021 50632 


— 8302150670 Notice of violation from in*p on 021106-1205 

a Division of Project & Resident Programs 82/12/2? lp 
17154 139 24 X Fiche 50-327, 8 3/02/ 10, 0302150632 


— 03021 5067B IE Insp Repts 50-327/82-31 6 50-320/82-31 on 021106-1205 
Noncempl i ance noted failure to tra i n, determine prior dose b 
isiuo dosimetry to worker entering Unit 1 containment 
FORJ), E J , BUTLER, S D . QUICK, D R Division of Project U Resident 
Programs 89/12/29 &pp> 17134 140 24X Fiche 50-327,83/02/10. 

B3Q2150632 


8212060363 IE Info Notice 83-04. "Failure of Elma Power Supply Unit*. » 
Svc H*t end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103 ) 83/02/10 Consolidated Ed i ten Co, of New 

York-, Inc ilOpp 17347 191 24X Fiche 50-000,03/02/18,0212060363 


9212060365 IE Info Notice 03-05, "Obtaining Approval for Disposing of 
Very Lou Level Redwaste - 10CFR20 302 " Svc list encl- 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 0301031 B3/-02/24 Consolidated Edison Co of New 

York. Inc Ulpp 17347 050 24X Fiche 50-000.03/02/24,0212060369 


0212060366 IE Info Notice 93-06, "Nonid enti ca 1 Replacement Parts " 

Svc list one l 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (post 830103) 93/02/24 Consolidated Edison Co. of New 

York, Inc 1 12pp 17361 148 24K Fiche 50-000, 03/02/24, 82 1 2060366 


£ Reportable occurrences, LERs & related correspondent e 


8302010369 HD 93-02 during functional t est, d 1 scoverod Ruskin Hfg Co 
vertical fire dampers will not completely close In ductwork 
w/h Igh velocity air flow I nsta 1 1 at i on of negator spring 6 
positive blade latch recommended 

GREEN, H J Tennessee Ual ley Authority 03/01/27 8 ' REILLY, J P 

Region 2. Office of Director 3pp 16973 304 24X 

Fiche 50-327,83/01/27,8302010360 


0302030426 Forwards LEft 82- l 44/Q3L-0 

GREEN, H J Tennessee Valley Authority 83/01/20 O'RETLLYcJ P~ 
Region 2 , Of # i c e o f Dire c tor lp 17006224 24X 

Flche 50-327, 03/01/20,830 2030426 


<*-8303030439 LER 82- 1 44/03L-0 on 82 1231 , au * il lary bldg ventilation 
radiation monitor RM-90-101 declared Inoperable due to loss 
of adequate flow Caused by tripped monitor pump motor 
starter sul tch Cause of overload not known 

ROGERS, H R , HARDING, M R Tennessee Valley Authority 83/01/20. 

Region 2 , Office of Director tp 17006:225. 24/ 

Fiche 50-327,83/01/29,8302030426 


B2 1206036 1 IE Info Notice 03-03. "Calibr of Liquid Level Instruments, 11 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response iPost 030103) 03/01/28 Consolidated Edison Co af New 

Y«rt, Inc IlOpp 17074 099 24X Fiche. 50-000, 03/01/28, B21206036I 


0302150554 Submits revised response to IE Bulletin 00-20, "Failures of 
Ueitinghousp Type VC-2 Spring Return to Neutral Control 
EwJtch.es " Changeout of W-2 switches will be completed 
before startup after Unit l Cycle 2 refueling outage 
MlLLS.L H Tennessee Valley Authority 83/01/28 0 'REILLY, J P. 

Region 2, Office of Director ip 17156 1 4 0 24X 

Flche 50-327.83/01/20,8302150554 


6^02150632 Ack receipt of 830201 ltr informing NRC of step* taken to 
correct violation noted in IE Insp Repts 50-327/82-31 6 
30-328/82-31 

YERREtLf.D, M Division of Project V Resident Programs 83/02/10, 
PARRIS, H 0 Tennessee Valley Authority lp 17154 133. 24X 

Fiche 50-337. 83/02/ lO, 8302 1 90632 


— S303S50695 Responds to NRC 821229 ltr re violation noted in IE Insp 
Repts 30-227/02-31 b 50-338/82-31 Corrective actions: worker 
badge properly s i gnad, r*d iol og i ca I incident rapt filed & 
health physics training program conducted 

MILLS, L II Tennessee Valley Authority 83/02/01 O'RErLLYiJ P 
Region 2, Office of Director 3pp 17154 134 24K 

Fiche 50-327,83/02/10,8302150632 


0302150524 Forwards LER 83-003/017-0 

GREEN. K xi Tennessee Valley Authority. 63/02/04 O'REILLY, J P 
Region 2. Office of Director ip 17153 306 24X 

Fiche 50-327, 83/02/04, 0302130524 


— B302150936 LER B3-0Q3/QIT-Q am 930124, train A of ERCW effluent Lin* 
radiation monitor 140) declared inoperable due to 

alarm state Cau«»*J by inadequate surveillance instruction & 

Tech Spec n i t i nter preta tion 

RaCERS, H R i HARDING, M R Tennessee Valley Authority. 83/02/04 
Region 2, Office of Director 2pp 17153 307 34X 

Fiche 50-32 7, 03/02/04,8302130924 


0302170141 Forwards LER 03-OO1/O3L-O 

QREFN, H d Tennessee Valley Authority 83/02/09 
Region 2, Office of Director lp 17100 175 24X 

Fiche 50-327.03/02/09,0302170141 


O'REILLY, J P 


— 8302170146 LER 83-001/03L-0 on 8301 13, i ur in g Mod# S, pT*s»ur i i er safety 
valve l-RV-60-565 not tested within setpoint lift setting 
limits Caused by relaxation of valve spring due to normal 
wear. New valve installed L tested 

CARVER, A H . HARD I NO, M R, Tennessee Valley Authority 83/02/09 

Region 2* Office of Director 2pp 17100 176 24X 
Ffcha 50-327, 63/02/09, 03021 70141 


0302170182 R 0 - 83-0 1 on &2I2 14, d lesel generator 2B-B trippad on 
differential overcurrent On 821 216, di esel jen«rator 20-B 
started but failed to exceed 2,000-volt output. On 021219, 
diesel generator I B-B leaked oil from tee fitting 
GREEN, H J Tennessee Valley Authority 03/02/09 O'REILLY, J, P. 
Region 2, Office of Director 3pp 171S0 131 24K 

Flche 50-327, 83/02/09, 8302170102 
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0302240254 For ward % LER B3-002/03L-0 

GREEN. H J Tennessee Valley Authority 03/02/il 0 'REILLY, J P 

Region 2. Off See of Director lp 1 7 273 361 24X 

Flche 50-327,03/02/11.0302240254 


— 0302240257 LER 03-QO2/O3L-O on 830115- two level switches discovered 
out of tolerance during performance of Surveillance 
Instruction 196 Caused by instrument drift for switch 
I-L5-B7-21 4, bad micro switch for switch l-LS~07-22 
LUDWIG. W C , HARO I NO. II R Tennessee Valley Authority 03/02/11 
Region 2. Office of Director lp 17273 362 24X 

Flche 50-327. 83/02/1 1 j 8302240254 


0302240261 Forwards LER 03-009/017-0 

GREEN. H J Tennessee Valley Authority 33/02/1 1 O 'REILLY. J P 

Region 2, Office of Director Ip 17274 104 34X 

Fiche 50-327.83/02/11.0302240261 


—8302240266 LER 63-009/017-0 on 030131. at 1007. p owor. con trol rod 
position indication sys inoperable when indicated position 
for alt rods deviated greater than 12 steps Prom actual 
position Caused by degraded voltage conditions 

CARVER. A H , HARDING. M R Tennessee Valley Authority B3/02/11 
Region 2. Office or Director lp 17274 165 24X 

Fiche 50- 327. 83/02/11. 830224026 1 


□302230106 Forwards LER B3-005/03L-0 

GREEN, tf J Tennessee Valley Authority 83/02/15 0 'R£ ILLY, J P 

Region 2, Office of Director Ip 17243 269 24X 

Fiche 3 0-32 7 . 03/02/ 1 5. B302230 1 08 


— B3O2230UI LER 03-OQ5/O3L-O on 63011 7, turbine driven auxiliary 
feedwater pump failed to achieve rated speed Caused by 
electronic drift of signal converter gain potentiometer on 
Woodward governor Potentiometer readjusted 

HARDING, fl R , LUDW10.W C Tennessee Valley Authority 63/02/15 
Region 2. Office of Director lp 17243 270 24X 

Fichu 50-32 7.63/02/15.0302230100 


0302230230 Forwards LER B3-010/O3L-0 

GREEN. H J Tennessee Valiey Authority 63/02/16 O'REILLY, J P 
Region 2, Office of Director lp 17245 036 24X 

Flche 50-327. B3/02/I6. B30223G23G 


— 0302230233 LER 83-010/03L-0 on 9301 1 3. d ur i n g performance of 
surveillance instruction 7. diesel generator 1A-A tripped on 
high water jacket tamp Caused by ERCW valve 1-FCV-67-&6 
failing to open No cause found 

LUDWIG, W C , HARD I NO. M R Tennessee Valley Authority 03/02/16 
Region 2. Office of Director lp 17245 039 24X 

Flche 30-32 7.83/02/I6.S302230230 


8302280150 Forwards LER B3- 007/03 L-0 

GREEN, H J Tennessee Valley Authority 03/02/17 O'REILLY, J P 
Region 2. Office of Director lp 17306 077 24X 

Fiche 50-327. 03/02/17. 0302580150 


— 6302280 1 55 LER 03-007 /Q3L-0 on 8301 19, ui/un i t In Mode 2, auxiliary 
feedwater level control valve 1-LCV-3-J64 failed to operate 
Probably caused by dirty contacts Contacts cleaned 
ROGERS, H R , HARDING, M R Tennessee Valley Authority 63/02/17 
Region 2, Office of Director lp 17306 078 24X 

Fiche 50-327,83/02/17,8302260150 


03022801 59 Forwards LER 83-01 1/03L-0 

GREEN, H J Tennessee Valley Authority 03/02/17 □'REILLY, J P 
Region 2, Office of Diroctor Ip 17306 037 24X 

Fiche 50-327,83/02/17,8302280159 


—0302200162 LER 03-01 1 /03L-0 on 830120. one pressure switch for auxiliary 
feedwater leu; suction pressure actuation declared inoperable 
due to Failure to clear alarm Caused by failure of dual snap 
Model 604 pressure switch contacts to reset Su/itch calibr 
ROGERS. H R , HARDING. M R Tennessee Valley Authority 83/02/17 
Region 2, Office of Director lp 17306 038 24X 

Fiche 50-327, 83/02/17, 6302200 1 59 


8302280194 Forwards LER 03-01 2/03L-0 

GREEN. H J Tennessee Valley Authority 83/02/18 O'REILLY, J P 
Region 2. Office of Director lp 17306 061 24X 

Flche 30-327.03/02/10,8302200194 


— 8302280200 LER 83-Q12/03L-0 an 830121, while in Mode t.one feedwater 
flow channel declared inoperable due to failing low Caused 
by crossed seme lino to channel 1-FT-3-35A. due to 
personnel error Lines corrected Personnel instructed 
ROGERS, H R , HARDING, M R Tennessee Valley Authority 83/02/18 
Region 2, Office or Director lp 17306 062 24X 

Fiche 50-327, 83/02/10, 0302280194 


0JO220O457 Forwards LER 63-01 4/O3L-0 

GREEN, H J Tennessee Valley Authority 03/02/22 O'REILLY, J P 
Region 2, Office or Director lp 17309 215 24X 

Fiche 50-327, 03/02/22, 6302280457 


— 0302280465 LER 83-014/03L-0 on 930122, kW meter for hydrogen recombiner 
read offscale high Caused by tailed active filter 
LZFl-271105 due to aging Filter 6 potentiometer replaced 
HARDING. M R , LUDWIG- W C Tennessee Valley Authority B3/02V22 
Region 2, Office or Director lp 17309 216 24X 

Fiche 50-32 7, 03/02/22, 0302260457 


V Operator Examinations 


9201310203 Generic Ltr 03-06 to- all power reactor 1 ic (insect, app 1 1 cants 
for OLs. NSS v endoi s, r eac tor vendors 5 AE re certificates 
!, revised format for reactor operator t senior reactor 
ope.ator licenses Svc list end 

EISEHHJT, D G Division of Licensing 03/01/31 Consolidated 
Edison. Co or lieu York, Inc I4pp 17347 177 24X 

Flche 30-000. E3/01/31, 8301 310203 


DOCKET 30-328 BEQUDkAH NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency A rue piotectinn plans 


B30J210340 Gensne Ltr 03-04 to all licensees of operating reactors, 
applicants for QL A- holders of CPs ie regional workshop 
concerning SuppI 1 . NUREG-0737. "Requ l rement s for Emergency 
Response Capability r ‘ Svc list enc 1 

EJ5ENHUT.D G Division of Licensing 83/02/01 Consolidated 
Edison Co or Weu York, Inc llpp 17221 226 24X 

Fiche 50-000,83/02/01,0301210340 


0302150632 Ack receipt of 830201 ltr informing NRC of stops taken to 
correct violation noted in IE Insp Repts 50-327/02-31 
50-328/02-31 

VERRELLI , D II Division of Project A Resident Programs 03/02/10 
PARRIS, H G Tennessee Valley Authority lp 17154 133 24X 

fiche 50-327, 63/02/ 1 0, 83021 50632 


— 0302150655 Responds to NRC 021229 l ti re violation noted in IE Insp 
Repts 50-327/02-31 4 50-320/82-31 Collective actions worker 
badge properly a igned , rad io 1 og ical incident rept filed & 
health physics training program conducted 

MILLS, L M Tennessee Valley Authority 83/02/01 O'REILLY,*! P 
Region 2. Office of Director 3pp 17154 134 24X 

Fiche 30-327. 03/02/10, 0302150632 


— 8302150678 IE Insp Repts S0-3P7/H2-31 S 50-320/02-31 on 021106-1205 
None onp 1 1 an c e noted failure to tra i n, do te rmino prior dose &> 
issue dosimetry to worker entering Unit 1 containment 
FORD, E J Division of Pioject Resident Programs 02/12/29 
6pp 17154 140 24Y Fiche 50-327,03/02/10,0302150632 


J Insurance l indemnity information 


0302020009 Forwards Endorsement 30 to NFL1A Policy NF-247 t Endorsement 
25 to MAELU Policy MF-102 

DUCK, j R Marsh & McLennan, Inc • M * M Nuclear Consu 1 tents, 1 nc Div 
03/01/21 SAl T2MAM , J Assistant Director for State & Licensee 
Relations 3pp 16992058 24X Fic he 50-327, 03/01 /2l , 0302020009 


P Operating license stage documents ?< con eapondence 


0302030053 Approves util 021227 requost for withholding drawings 
referenced in OL amend request for vo 1 reduction sys 
Drawings contain trade secrets or proprietary info 

A DENS AN , E Q Licensing Branch 4 83/01/27 PARRIS, H G Tennessen 

Valley Authority 3pp 1702Q 332 24X Fiche 50-327,03/01/27, 

0302030053 


8302010507 Advises that updated FSAR will be submitted by 030415 
MILLS, L II Tennessee Valley Authority 03/01/20 A DEN B AM, E 

Licensing Branch 4 lp 16970 097 24X Fiche 50-327,03/01/20. 

0302010507 


0302040041 Forwards proposed "Test Program to Demonstrate Operability 
in Spray Environ " 

MILLS, L M Tennessee Valley Authority 03/01/31 ADENSAM, E 
Licensing Branch 4 ip 17020 353 24X Fiche 50-327,03/01/31, 

8303040041 


B3&2040044 Proposed ‘Test Program to Demonstrate Operability in Spray 
Envi ron ’ 

« Tennessee Valley Authority G3/0I/31 3pp 17020 394 24X 

Flche 50-327, 03/01/31. 8302040041 
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03Q2G7Q3*! 1 forwards doc umon tat i on of i esulfca of addl tests on Tagco 
igniter for permanent hgdiogen mitigation ays U supporting 
basis for Util b o 1 1 e t* that sqs design adequate 
H-iLtStl M Tennessee Valley Authority 03/01/31 A DENS AM, E 

Licencing Branch 4 llpp 1702? 157 24X Ficho 30-327,03/01/31, 

B30a07Q32l 


G30209O2V9 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for QL lr holders of CP foi C-E PWRs re review of 
C*r CJJitei i Group emergortcg pi dc edure? guideline program Svc 

list *nc I 

F I SfcL-.UT. D C Division of Licensing 03/02/08 Consolidated 

•Ldiian Co of Non York, Inc Llpp 17290 247 24X 

Fiche 90*000.03/02/08,8302000295 


—8305150181 IE Imp Repts 50-327/82-34 K 50-320/82-33 on 021213-16 No 
noncompl iancc noted Major areas inspected GC & confirmatory 
measurements, inc luding revieu of radiochemical instrument 
calibr i- qc program t revieu ot- radiochemical procedure* 

MONKS 0 KER ^ , D M , QIBSON, A F Division of Project fc Resident 
Programs 03/01/04 6 pp 17H7 276 24X Fiche 50-327-83/01/03, 

6302150153 


8302150296 Ac k receip 4- of 821229 ltr informing NRC of steps taken to 
correct Violations noted in IE Insp Repts 5 0-32 7/ 82-2 9 & 
50-328/82-2* 

LEWIS, ft C Division of Project t Resident Programs 03/01/19 
PARRIS, H G Tennessee Valley Authority 2pp 17148 251 24X 

Fiche 50-327,03/01/19,6302 1 50296 


0JOP0GO3O4 Generic Ltr 03-11 to all operating reactor licensees re 
licensee qualification for pei forming safety analysis in 
support of Licensing actions Ability to use code must be 
denonstraled by vendor or licensee Svc list one! 

CMieWHUr, D O Dl vision of Licensing 83/02/08 Consolidated 
N i son Co of Novi York, Inc 9pp 17234 234 24X 

Fiche 90-000. 03/O2/OB, 03OPOQO3O4 


—0302150305 Responds to NRC 821130 ltr re violations noted in IE Insp 
Repts 50-32//82-25 4 50-328/02-24 Corrective actions 
evaluation underlay to modify or replace interlocks on door* 

A65 4 A64 Preventive maint program established 

MILLS, L H Tennessee Valley Authority 02/12/29 O'REILLY, J P 
Region 2 , Office Of Director 3p p I714S 253 24X 

Fiche 50—327, 03/01/19, 0302150296 


0302G900Qa Generic Ltr 83-101) to all licensees w/We s t inghou se designed 
N5S9 leee-opt Yankee Atomic Electric Co) re resolution of 
TMI Action Item II K 3 5, "Automatic Trip of Reactor Coolant 
Pusips ‘ Bvc list end 

f.lbENMJT* D 0 Division of Licensing 83/02/00 Southern 

California Edison Co 3lpp 17290 362 24X Fiche 50-000,03/02/08, 

Q3Qr*QV0035 


U -SO 2 1 903 7 2 Foruifli ds drawing depleting as-installed locations for 
Igniters In ice condenser upper plenum for permanent 
hydrogen mitigation sys 

Hill'S, L M Tennessee Va 1 1 oy Author i ty Q3/02/09 ADEN0AM, E 
I iconsing Branch 4 2 pp 1/19/ 190 24/ Ficho 50-327,83/02/09, 

0JO21 50372 


830^160006 A deifies that Class III far appropriate far 821010 request 
for relief (from ASflE Section <1 requirement to 
hy d CD) t a ti co l 1 y pressure test replacement portions af ERCW 
ays 

01039. fi M License Foo Management ttranch 03/02/10 PARRIS, H 0 
TonnCfl us Valley Authority Ip 17160 327 24X 

I'lch* 50-327. 83/02/10,2302160036 


G 3022 4 0-136 Forwards Amend 14 to Liconse DPR-79, safety evaluation b 
noticn of I sauonce 4 , availability Amend changes license 
condition ve control room design 

AflE<vSAM, F O Operating Reactors Branch 4 03/02/16 PARRIES, H 0 

Torinossee Valley Authority 3pp 17200 289 24X 

f ichg 50-320. 113/02/16. B30P2401 36 


— GJ02240143 Am end 14 to License DPR-79 , c hang 1 ng condition of control 
room design to conect deficiencies of strip chart 
recorders Installation of data recording & logging equipment 
roconnotidcd 

E [fcL’HIWT, f) Q Division of Licensing 83/02/16 2pp 17200 291 
am Ficho 9 0-328, 03/02/ 16, 8302240 1 36 


-'0303240140 Safety evaluation supporting Amend 14 to License DPR-7? 

* Office of Nuclear Reactor Regulation, Director 03/02/16 2pp 
17238 275 24/ Ficho 30-32B. 03/02/16, B302540136 


— 8302240155 Notice of issuance 4 availability of Amend 14 to License 
DDR-79 

fttHFNSAM, F 0 Operating Reactors Branch 4 03/02/16 2pp 

1 72GB 297 24/ Fiche 50-32Q. 83/02/ 16, 0302240136 


—0302150311 Forwards IE Insp Repts 50-327/02-25 & 30-328/82-24 on 
020906-1005 b no t tee of violation 

LEWIS.R C Division of Project L Resident Programs 82/11/30 
PARRIS, H 0 Tennessee Valley Authority 2pp 17148 256 24X 

Fiche 50 - 327 , 83 / 01 / 19,8302150296 


—0302150320 IE Insp Repts 50-327/82-P5 fc 50-320/92-24 on 020906-1005 
None onp 1 1 an ce noted emergency gas treatment sys cleanup 
subsys not maintained Annulus door left open & obstructed by 
test equipment 

FORD, E J > BUTLER. S D , COLLINS, T R Division of Project & 
Resident Programs 82/U/Ol 9pp 17140 259 24X 

Fiche 50-327,03/01/19,0302150296 


03021 50463 Ac V receipt of 830104 ltr informing NRC of steps taken ta 
correct violations noted in IE Insp Repts 50-327/02-20 St 
50-328/02-23 

LEWIS F C Division of Project S, Resident Programs 83/01/19 
PARRIS, H O Tennessee Valley Authority 2pp 17157 0-52 24X 

Fiche 50—327, 63 / 01 / 19 , 0302150463 


— 8302150470 Responds to NRC 021206 ltr re violations noted In IE Inap 
Repts 50-327/02-28 & 50-320/62-20 Corrective actions valve 
1-74-524 opened i, RHR pump 1A-A inspected . safety-related 
equipment test procedure revised & door chain adjusted 
KAMaER, D 3 Tennessee Valley Authority 03/01/04 O'REILLY, J P 
Region 2, Office of Director Spp 17IS7 054 24R 

Fiche 30-327, 03/01/19, 8302150463 


— 8302150472 Forwards IE Insp Repts 50-327/82-20 & 50-338/82-28 on 

021006-1105 b notice of violation 

V'F^EELLI/D H Division of Project & Resident Programs 62/12/06 
PARRIS, H 0 Tennessee Valley Authority 2pp 17157 059 24X 

Fiche 50-327, 03/01/19, 8302150463 


— 8302150478 Notice at violation from Insp on 821006-1105 

* Division of Project b Resident Programs 02/12/06 Spp 
17157 061 24X Fiche 50-327,03/01/19.0302130463 


—8302150482 IE Insp Repta 50-327/82-38 V 3O-320/BH-28 on 621006-1105 
None onp I lan ce noted failure to maintain cognitance of sys 
status, failure tn follow IK1-92-SRM-FT b failure to correct 
containment airlocks 

FORD, E J , BUTLER. S 0 > QUICK, D fl Division of Project & Resident 
Program* 82/12/01 9 PP 17157 063 24X Fiche 50-327, 83/01/19, 

03021 50463 


Q30PSJ0390 Notifies that util plans to remove ORNL on-line analyier 
during Mar 1903 for installation of technical support ctr 
odulpf-ift-nb In computer room 

MILLS, L M Tennessee Valley Authority 03/02/17 ADENSAM, E 
Licensing Branch 4 lp 17255 203 ?4X Fiche 50-327,03/02/17. 

0302230990 


0302150610 Respond* to IE Bulletin 82-04, “Deficiencies in Primary 
Containment Electrical Penetration Assemblies & NRC 
821203 ltr Ounker-Rano Co electrical penetration assemblies 

m°lLs!Y M Tennessee Valley Authority 03/01/24 O'REILLY, J P 
Region 2, Office of Director ip 17153 309 24X 


0 Inspection reports, IE Bulletins 6 , c orres p ond one e 


Q302O3O52Q Provides info to satisfy requirements of IE Bulletin 
02-02. "Deg-’'* dafc i on of Threaded Fasteners in RCP0 of PWR 

Plants . 11 Action I tern 4 No indication of stress-corrosion 

MARSHALL,*/ R Arkansas Power 4- Light Co 82/12/31. COLLINS, J T 
Region 4, Office of Director 3pp 17007 292 24X 

Fiche 90-320, 82/ 1 2/31 , 8302030520 


03O&100153 Forward* IE Insp Repts 5O-327/02 - 34 It 50-320/83-33 on 
€321213-16 Ho noncomp ti anc e noted 

VENflELL 1 , D 11 Division of Project & Resident Programs 
PARR18,H <5 Tennessee Valley Authority 2pp «'»«■»•» 

FSche 50-327.83/01/05,8302150153 


83/01/05 
17147 274 24X 


0212060358 IE Info Notice 03-01. "Ray KUUr, Inc " Svc list end 
inRr>AM,E L Division of Emergency Preparedness & Engineering 
Rnioant e (Post 8301031 83/01/26 Consolidated Edison Co Of New 

YoX Inc 118PP 17023 160 24X Fiche 50-000,03/01/26,9212060350 


8212060360 IE Info Notice 93-02, “Limitorque HOBC, H1BC, N2BC & H30C 
Gearheads " Bvc list encl 

JORDAN, E L Division Of Emergency Preparetfneis^ Englnminj 
Response (Post 830103) 

York, Inc 109pp 


B3/OI/20 Consolidated Edison Co Of Na^i 
17144 001 24X Fiche 50-000,03/01/20,8212060360. 



194 


DOCKETED ITEMS 


8212060361 IE Info Notice 03-03. "Calibr of Liquid Level Instruments *' 
8 vc list end 

JORDAN. E L Division of Emergency Preparedness t/ Engineering 
Response <Po*t 030103) 83/01/28 Consolidated Edison Co of New 

York. Inc liOpp (7074 075 24X Fiche 50-000,03/01/28,8212060361 


0302150554 Submits revised response to IE Bulletin 80-20. "Failures of 
Westinghous e Type W-2 Spring Return to Neutral Control 
Switches ** Changeout of W-2 switches will be completed 
before startup after Unit 1 Cycle 2 refueling outage 
MILLS, L M Tennessee Valley Authority 83/01/20 O'REILLY, JP 
Region 2, Orflce of Director ip 17156 140 24X 

riche 30-327, 83/01/20. B3021 50554 


0302130632 Ack receipt of 030201 itr informing MRC of steps taken ta 
correct violation noted in IE Insp Rapt* 50-327/83-31 it 
50-328/02-31 

VERRELLi.D M Division of Project & Resident Programs 83/02/10 
PARRIS.'H 0 Tennessee Valley Authority Ip 17154 133 24X 

F 1 c h a 30- 337. 93/02/ 1 0. 830 31 506 3 2 


— 8302150655 Responds to NRC 821227 llr re violation noted in IE Insf 
Reft* S0-327/82-31 l> 50-320/82-31 Corrective actions worker 
badge properly signed, rad iolog i ca 1 incident rept filed & 
health physics training program conducted 

MILLS, L 11 Tennessee Valley Authority 83/02/03 O'REILLY. J P 
Region 2, Office of Director 3pp 17154 J34 24X 

Fiche 50-32/. 93/03/10, 8302150633 


““3302150663 Forwards IE Insp Rep ts 50-327/02-31 it 30-323/82-31 on 
821106-1209 6 notice G# violation 

VERAELLIiD M Division -of Project U Resident Program* 02/12/29 
PAF?ftlS,H O Tennessee Valley Authority 2pp 17194 137 24X 

Fiche 50-327. 83/02/ 1 0, 83021 50632 


— 0302150670 Notice of violation from insp on 921106-1205 

* Division of Project it Resident Programs 82/12/S9 lp 
S7J54 139 24X Fiche 50-327, 03/02/ 10- 0302 1 50632 


■8302150678 IE Insp flepts 50-327/62-31 4 5Q-320/B2-31 pm 821106-1205 
Noncomp 1 lane* noted failure to train, determine prior dose tt 
issue dosimetry to worker entering Unit t containment 
FORD- E J . BUTLER, S D - QUICK, D R Division of Project i, Resident 
Programs 82/12/29 6 PP 1 7154 140 24X Fiche 50-327. 03 /02/IQ, 

0302190632 


'12060363 IE Info Notice 83-04, "Failure of Elina Power Supply Units " 
Svc list end 

JORDAN. E L Division of Emergency P r ppar e d ne I s & Engineering 
Response fPoit 830103) 83/02/10 Consolidated Edison Co of blew 

York, Inc MOpp 1/347 191 24X Fiche 50-000,83/02/10,0212060 363 


J2 12060369 IE Info Notice 83-03, “Obtaining Approval for Disposing of 
Very Low Level ffaduaste - I 0 CFR 20 302 " Svc list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 83/02/24 Consolidated Edison Co of New 

York, Inc lllpp 17347 058 24X F ich« 50-000, B3/02/24, 9212060365 


9212060366 IE Info Notice 03-06, "Norn d entlca l Replacement Parts 11 
Svc list enci 

JORDAN, E L Division of Emergency Prepared ness it Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc U2pp 17361 14Q 24X Fiche 5 0-000,83/02/24,0212060366 


8 Reportable occurrence!, LER* h related cot reap ond enc e 


0302030273 Forwards LER 82-142/031.-0 

GREEN, M J Tennessee Valley Authority 03/01/27 O'REILLY, JP 
Region 2, Office of Director Ip 17001 291 24X 

Fiche 50-328, 03/0 1 /27 , 0302030273 


— 8302030283 LER 02-142/O3L-O on B21229, whi lc running Surveillance 
Instruction 166 l for containment isolation va 1 ves. y* 1 ves 
2-FC Y-68-303 failed to open Caused by faulty diaphragm 
Diaphragm replaced 

LUDt/rO, W C , HARDINOj M ft Tennessee Valley Authority 83/01/27 
Region 2, Office of Director Ip 17001 252 24X 

Fiche 50-320, 83/ 01 /27 , 0302030273 


9302030443 Revised final deficiency rept re geared limit switch covers 
melting in Electrodyne motor-operated valve* Initially 
reported on 610224 Motor operator* will b-e replaced Also 
reported per Part 21 

MILLS, L.M Tennessee Valley Authority 03/01/20 O'REILLY, J.P 
Region 2, Office of Director 2pp 17-006 190 24 X 

Fiche 50-328, 63/01/29. 0302030443 


B302I 50544 Forwards LEft 03-OQ4/O3L-O 

OREFN, H J Tennessee Valley Authority 83/02/04 O'REILLY, J P 
Region 2, Office of Director lp 17157 001 24X 

Fiche 50-320.83/02/04,0302150544 


— 03O215O56B LER 03-OO4/O3L-O on 030107. boron concentration in refuelinq 
jettar storage tank discovered below 2,000 ppm limit 
Cause unknown Action initiated to i evise procedure* to 
ensure representative sampling 

CARVcft, A 11 , HARD I NO, M B Tennessee Valley Authority 83/02/04 
Region 2, Office or Director tp 17157 002 24X 

F LChe 50-328. 83/02/04- 8302150544 


0302170102 RC-83-01 on 821214, d i e so 1 generator 2B-P tripped on 
differentia) overcurrent On 821 716, d i esel generator 20-B 
started bu*- failed to exceed 2, 00O-\ o 1 1 output On 021219, 
diesel generator lB-fl leaked oil from tee fitting 
GREEN, H J Tennessee Va 1 ley Author!^ 03/02/09 0 ' REILLY, J P 

Region 2, Orrtce of Direcfcoi 3pp 17180 131 24X 

Fiche 50-327. 03/02/09. 83021 /O102 


0302230551 ^oruards LER 03-OOB/O3L-O 

GREEN. H J Tennessee Valley Authority 03/02/15 O'REILLY, J P 
Region 2, Orrice of Director lp 17256 305 24Y 

Fiche 50-328. 83/02/13.0302230951 


— B3OP230562 LER S3- Q08/03L-0 on 030110, while in Mode 1 during review of 
SI-90 32, d i scovered pressuriioi pressure channel 2-PS-69-334 
out of tolerance on 021215 Cause unknown Channel monitored 
for bistable dfrif* Setpoints reset 

ROGERS, H R , HARDING, M ft Tennessee Valley Authority 03/02/15 
Region 2, Office or Director tp 17256 306 24/ 

Fich e 50-320, 83/02/15, 8302230551 


0303280463 Forwards LER 83-U06/03L-0 

GREEN. H J Tennessee Valley Authority 83/02/17 O'REILLY, JP 
Region 2. Office or Director lp 17309 224 24X 

Fiche 50-330,03/02/17,8302280463 


— 6302200471 LER B3-006/03L-0 on B30119, while in Mode l,one main 
feedwater flow channel 2-FT-3-90A failed high Caused by 
froien sense lino, due to incorrect location of heat tracing 
thermocouples Thermocouples relocated 

ROGERS, HR , HARDING, M ft Tennessee Valley Authority 03/02/17 
Region 2, Orflce of Director ip 17309 225 24X 

Flch a 50-320,03/02/17,8302200463 


V Operator Examinations 


0301310203 Generic Ltr 83-06 to all power reactor 1 icensees. app licants 
for GLs, MSS vendors, reactoi vendors 6 AE re certificates 
& revised format for reac toi operator 9 < senior reactor 
operator licenses 5vc list end 

EI&EI6,JT,D0 Division of licensing 03/01/31 Consolidated 

Edison Co of Neu York, Inc l4pp 17347 177 24X 

Fiche 50-000, 03/0 1 /31 , 830 J 310203 


DOCKET 50-329 MIDI AND PLANT, UNIT 1 


A App 1 1 ca t i on/ construe tion stage documents i correspondence 


83D22403AB FOIA request for documents re 821121 IE insp rept 

GARDE, B Government Accountability Project 82/12/14 Office of 

Administration 2pp 17289 222 24 X Fiche 50-329.82/12/14, 

0302240369 


B3O20S0U3 Board Notification 82-I22A forwards USG8 821110 ltr 
clarifying previous recommendations re recurrence of 1806 
Cha, 1 eston-ty pc earthquake W/o end 

NOVAK, T M Assistant Director For Licensing 02/12/30 Atomic 
Safety and Licensing Board Pane 1 IBpp 17105 335 24X 

Fiche 50-000, 02/12/30, 8302080113 


0302000306 Comments on cost ft- safety issues Half of Unit I capacity 
used for Dou Chemical Co steam instead of electrical 
production Economic It safety problems caused by GA ft* const 
error* Supporting documentation end 

STAM1R IS, 0 Staniris, B 83/01/30 DENTON, H Office of Nuclear 

Reactor Regulation, Director I3pp 17056 146 24Y 

Fiche 50-329, 83/01/30, 8302080306 


— 8302000307 Forwards Gallagher B00121 memo re soil settlement problem 
for transmittal to ASLB members Further const should not be 
permitted until technical review complete 

KEPPLEfti J G Region 3. Chicago. Office of the Director 00/03/03 
THCftNBURO, H D, Division of Reactor Operations Inspections lp 
17056 159 24< Fiche 50-329,03/01/30,0302080306 


--830208031 0 Forwards presentation matls distributed during 800116 
meeting w/utjl & Bechtel re util response to 791119 
supplemental 10CFR50 34<F) Questions 24-35 

GALLAGHER, E J NRC - No Detailed Affiliation Given 00/01/21 
FIORELLI.G Region 3. Chicago, Reactor Construction & Engineering 
Support Branch lp 17056 160 24X Fiche 50-329,83/01/30. 

0302080306 
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— B 30206031 2 Discusses 920320 meeting w/Bechfcel L util Licensee requested 
not tn excavate below Q duct bank Eacavation discovered In 
progress 920723 Excavation involving relocation of fire 
line along sve water pump structure discovered on 020004 
LAND5KAN, R D Region 3. CJrfice of Director 02/0 9/24 

SHAFER j 14 D Region 3« Office of Director Bpp 17056 161 24X 

Fiche 50-32 9, 93/01 /30i 8302080306 


0302030399 Forwards "Midland Vegetation Monitoring Program 
Frecperat iona 1 Charac ter i ia tion of Vegetation 6 Vegetation 
Damage Syndromes in Vicinity or Midland Energy Ctr " 

COOK. J W Consumers Power Co 83/01/31 DENTON* H R Office of 
Nuclear Reactor Regulation. Directoi 2pp 17005 244 24X 

Fiche 50-329, 03701/31.0302030399 


— B10203Q407 “Midland Vegetation Momtoiing Program Pr eoperat i ona 1 
Charac ter i t at i-on or Vegetation b Vegetation Damage 
Syndromes in Vicinity of Midland Energy Ctr " 

» Consumers Power Co 82/12/30 46pp 17005 246 24X 

Fiche 50-329,03/01/31.8302030379 


0302160109 'Seismic Margin Review Midland Energy Ctr Project, Vol VII 
Elec tr ica 1 , Control < Instr umentot 1 on & Mechanical Equipment 
Hirgint J ‘ 

CAMPBELL, R D . YEE, T . HARDY, G Structural Mechanics Associates 
SilA 13701 O5RO03 V07 83/02/02 20Spp 17161 213 24X 

Fiche 50-329. 03/02/02,9302160189 


B3021B0502 Forwards seismic margin review rep ts Vo 1 I re methodology & 
criteria U Vo 1 VJ I re electrical control instrumentation It 
tfioc han | c a 3 equipment margins Enel incorporates NRC feedback 
from 8 1 0630 meeting it util 010935 Itr W/o end 

OOGK.J H Consumers Power Co 03/02/04 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 17210 270 24X 

Fiche 30-359. 93/02/04, 0302100502 


e392* 1 'a0 , 275 Generic Ltr 03-09 ta all opeiating reactor licensees, 
applicants for CL i , holders of CP for C-E PWRs re review of 
C-E Owners Group emergency proceduies guideline program Svc 
list fine I 

ETSENrtUr, D Q Division or Licensing 83/02/00 Consolidated 

Edison Co of Neu York* Inc 1 ipp 17290 247 24X 

Fiche 50-000,03/02/09,830208029 5 


0302090092 Generic Ltr 03-1OE to all applicants w/QAW designed N6SB 
r i resolution of TMI Action Item II K 3 5, "Automatic Trip 
of Reactor Coolant Pumps " Svc list end 

EISEK1UT, D O Division of Licensing 83/02/09 Consumers Power 

Co 25pp 17298 316 24X Fi c h e 50-000, 83 /O2/O0, 8302090092 


0302250225 Requests authorization to begin auxiliary bldg underpinning 
Pier It const-related activities 

MIUERrD D Consumers Power Co 03/02/09 SHAFER, W D Region 3, 
Office of Director lp 17293 064 24X Tlche 50-329,03/02/09, 

8302250225 


8302250245 Forwards proposed list of remedial soils work for 
830214-0331 per NRC b util work author! zati on procedure 
Supplemental work activity list for Apr 1983 end 

MILLER. D B Consumers Power Co 83/02/10 SHAFER, U D Region 3, 
Office of Director 13pp 17292 315 24X Fiche 50-329,03/02/10, 

0302250245 


0302160160 Authorizes proceeding w/remedial soil work activities 
(207 OS 03 07 J scheduled for Feb 1903 Work activity list for 
■Jan 1903 developed in compliance w/ASLH 820430 order end 
SHAFER. W D Region 3, Office of Director 83/02/11 MILLER, D D 
Consumers Power Co 3pp 17162 061 24X Fiche 30-329, 03/02/U, 

0302160160 


8302230492 Confirms 830118 conversation re util agreement that INFO 
self-initiated evaluation will be submitted to Region Hi 
w/lNPQ overview included Change necessitated by JNPCJ request 
that participants submit evaluation first to INPO 
COOK. J W Consumers Power Co 83/02/i l KEPPLER, J 0 Region 3, 
Office of Director lp 17245 360 24X Fiche 50-329,03/02/11, 

83022304 - 92 . 


8302230157 Discusses independent assessment of auxiliary bldg 
underpinning work on Piers W12 b E12 Based on observations & 

F tnd lug*. aide ssment team of opinion that addl piers could 
be released for const 

LUCKG.A S Stone It Webster, Inc 83/02/14 KEPPLER, J Q Region 3» 
Office of Director 2pp 17243 253 24X Fiche* 50-329, 03/02/14, 

030^230157 


0302230161 Notifies that StW S' Parsons Brinck erhof f meet requirements 
of util Spec CG-10G re independence of assessment team for 
assessment of auxiliary bldg underpinning 

WILD. P A Stone U Webster, Inc 83/02/14 KEPPLER, J 0 Region 3, 
Office of Director 2pp 17245 037 24X Fiche 50-329* 03/02/14, 

D 302230 161 


8302240262 Forwards "QA Program Manual for Midland Nuclear Plant," 
Vo I I. Rev 13 

COCK, J W Consumers Power Co 03/02/14 DENTON, H R Office of 
Nurlear Reactor Regulation, Director 3p p 17274 082 24X 

Fiche 50-329, 83/02/14, 8302240262 


— 830^240267 ,L QA Program Manual for Midland Nuclear Plant,' 1 Vol 1 , Rev 13 
COOK, J W , DEWITT, R 0 , LINCOLN. R C Consumers Pouer Co CPC-l-A 
V01 R13 03^02/17 99pp 17274 005 24X Fiche 50-329,03/02/14. 

6302240262 


0302230165 Forwards affidavits of membei * of SiM & Parsons Brinckerhuff 
assessment team who util perform independent assessment of 
auxiliary bldg underpinning uork on Pier* W12 L E12 

LUCKS, A S Stone b Webstei. Inc 03/02/15 KEPPLER, J 0 Region 3, 
□ ,'fice of Director I2pp 17243 072 24X Fiche 90-329, B3/02/S 5, 

8302230165 


9302200169 Forwards "Midland Seismic Margin Earthquake Structural 
Evaluation Unrated Water Storage Tank b Foundation," Vol VI 
COOK, J W C o-ns-urter e Power Co 83/02/16 DENTON, H R Office of 

Nuclear Reactoi Regulation, Director 2pp 17308 284 24X 

Fiche' 50-329, 83/02/16, 8302200 169 


— 8302290176 "Midland Seismic Margin Earthquake Structural Evaluation 
frorated Water Storage Tank b Foundation," Vol VI 

KENNEDY. R P , SHORT, S A , TONG, W Structural Mechanics Associates 
SMA 13701 05R003 V06 82/11/30 03pp 17306 2B7 24 X 

Fiche 50-329, 03/02/16, B302280t69 


0302280239 Requests authorisation to perform verification of post- 
tension load* in control tower, as part of remedial soils 
uori 

MILLER, D 5 Consumers Power Co 03/02/16 SHAFER, ll D Region 3, 
Office of Director lp 17304 343 24X Fiche 50-399,03/02/16, 

0302280239 


83D223D405 Confirm* that 11 sled etwli on qua 1 i f 1 cat 1 o n packages 
delivered separately to branch rev i ewer , per 830111-13 audit 
Program* detail process utilized iti qualifying equipment for 
use in specific environ, 

COOK, J W ConsunflM Power Co 63/02/17 DENTON, H R Office af 
Nuclear Reactor Regulation, Director 2pp 17247 003 24X 

Fiche 50-329,83/03/17,8302230403 


0302230908 Forward* response* to NRC/EGL0 evaluation of util heavy load 
submittal Part i Responses to open items identified jti 
020816 technical evaluation rep t will be submitted 830415 
per 821001 telcon 

COOK, J W Consumer* Power Co 83/02/17 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 6pp 17346 171 24X 

Fiche 50-329,03/08/17,0302230508 


0302250102 Notification of 830223 meeting w/BtlJ regulatory response 
group in Dethssda.MD to discuss small break LflCA procedures 
6 maint of proper steam generator water level 

VAN VLIET, J Operating Reactor* Branch 4 03/02/17 STCLZ. J 

Operating Reactor* Branch 4 3pp 17303 090 24X 

Flrhe 50-000,83/02/17.63022510102 


6302250230 Request* remedial soils work authorization for release of 
spiring hanger for feedwater line U installation of temporary 
gauges during jacking 

MILLER, » 0 Consumers Power Co 03/02/17 8HAFER, U D Region 3, 
Office of Director lp 17292 106 24X Fiche 50-329,83/02/17. 

8302250230 


9302280300 Request* au t hor t z ation to begin work on, "SNPB Underpinning 
Bldg Moni t-or- In* tall Gand-uit 6 Raceway " Review complete 
MILLER, D D Consumers Power Co 03/02/IB 6KAFEFL W D Region 3, 
Office of Director lp 17313 039 24* Fiche 50-329,03/02/10, 

0302260300 


B302290527 Responds to 8302 J 7 request forwards notarized SkW 621109 
ltr to util concerning independent assessment of auxiliary 
bldg underpinning 

LUCKS, A 8 Stone it Webstar, Inc 03/02/10 KEPPLER. J 0 Region 3, 
Office of Director 4pp 17309 025 24X Fiche 90-329,93/02/18. 

8302290527 


8302260514 Lifts remedial soil* work activities scheduled for Feb 1903 
Work artivity U*t for 0302 J 4-033 J developed per ASLD 
B20430 order end 

SHAFER, W D Region 3, Office of Director 83/02/22 MILLER, IX B 
Consumer* Power Co 6pp 17309 078 24X Fiche 50-329,03/02/22, 

0302280514 


8302170307 '’Seismic Margin Review, Midland Energy Ctr Project- 
Methodology U Criteria,* 1 Vol /. 

WESLEY, D A , CAMPBELL, R, D , KENNEDY, R P Structural Mechanic* 
Associates* SMA I370t 05R003 VOl 93/02/20 2t2pp 17170 229 
24X Fiche: 50-329, 83/02/29, 03021 70309 
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E NRC Safety Evaluation Report ( SEH ) , suppls A c ofre spondence 


8302040093 Forwards "Sys Interaction Program for Midland Units J t» 2, " 
in response to NRC @23425- request h SER sup pi ( NUREG-0793 ) 

Repfc also suppls applicant 821123 presentation to NRC 
COOK, J W Consumer* Pouer Co 63/01/20 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 2pp 17021 253 24X 

Fiche 50-329, 93/01/20, 8302040093 


— B30204009S "Sy* Interaction Program far Midland Units 1 St 2 " 
# Consumers Power Co 03/01/31 33op 17021 255 24X 

fiche 50-329, 03/01/20, 8302040093 


0302^30241 Forwards proprietary info re CVN impact data for pressure 
vessel weld UF-/Q as stated in plant FSAR to close SER 
Confirmatory Issue 11 Affidavit summary of addl data on 
Eubj also enc] Info withheld Cref ICCFR2 7901 

COOK, J IrJ Consumers Power Co 83/02/22 DENTON, H R Office nf 
Nuclear Reactor Regulation, Director Spp 17242 349 24X 

Fie he 50-329, 83/02/22, 03OP23O24 1 


F Security, medical, emergency 6 fire protection plans 


B30P020445 Releases public version of notification of Emergency Flan 
exercise b appraisal postponement 

FELTON, J M Division of Rules and Records 03/01/31 Document 

Management Branch lp 16999 298 24X Fiche 50-329, 83/01/31, 

B3C2O20445 


— 8302020451 Submits public veision of notification of Emergency Plan 
exercise \ appraisal postponement until sometime between 
Get 19H3 4 Mar 1904, to fulfill timing requirements of 
10CFR50, App E 

COOK, J W Consumers Power Co 82/18/22 DENTON.H R Office of 

Nuclear Reactor Regulation, Director Jp 1-6999 299 24X 

FI che 50-329, 83/01/31- B 302020 445 


8301210340 Generic UtT 03~O4 to all licensees of operating reactors, 
applicants tot QL l holders of CPs re regional workshop 
concerning Buppl I, KUREfl-0737, "Requirements for Emergency 
Response Capability " Svc list encl 

CISENHUT, J7 C Division of Licensing 03/02/01 Consolidated 

Edison Co at New York, Inc llpp 17221 226 24 X 

Fichfi 5Q-OCO, 83/02/01, 03012(0340 


0 Ad jud acatory correspondence 


8302040139 Add! response to FOIA request for document* setting NRC 
policy re press releases in connection w/enf orcems nt 5 
licensing A media coverage of NRC hearings Review of 
remaining documents in progress 

FELTON, J M Division of Rules and Records 03/01/12 HARTMAN, S 
Debevoise A Liberman 2p p 17043 338 24* Fiche 50-329,83/01/12, 

03O2O4O139 


— 8302040161 Discusses pros 4 cons of permitting camera coverage of 
700430-21 prehearing conference in Chicago, IL Coverage u&uld 
not require amend of policy Procedure could be deemed 
unfa i r 

VTJflE, J R Atomic Safety and Licensing Board Panel 70/03/20 
KELLEY, J L . ROTHSCHILD, 1 8 Office of the Executive Legal 
Director 2pp 17043 344 24X Fiche 50-329,83/01/12,8302040139 


8302040022 Further responses to 820030 interrogatories Certificate of 
Svc enc I 

WlLCOVE.K W Hearing Branch 2 03/01/14 Stamiris, 0. ?6pp 

17021 101 24X Fiche 50-329, 63/01/14, 8302040022 


8302040042 Response to 0209 J 3 i nfeer roga tory Certificate of Bvc and 
WILCOYE, M H Hearing Branch 2 03/01/14 Stamiris, Q Kipp 

170^1 07S 24X Fiche 50-329,63/01/14,83020 40042 


8302010503 Order extending time until 830207 for Commission to act to 
revieu ALAB-691 

CH1LK, S J Office of the Secretary of the Commission 03/01/28 
Commissioners Ip 16981 322 24/ Fiche 50-329,03/01/20, 

8302010503 


8302080207 Response providing addl info per agreement at Nov & Dec 1902 
hearings Info Includes list or Category I structures not 
included in srlsnic margin revl 0W, 1 1 s t of underground pipe (< 
conduit hit by drill A quality improvement plan raw data 
S7EPTDE, P P Consumers Power Co STEPTOE, P P Isham, Lincoln & 
Deals 83/02/03 BECHHOEFER, C , CONAN, F p , HARDOVft. J Atomic 
Safety antf Licensing Board Panel 42pp I70S0 057 24X 

Fiche 50-329, 83/02/03, B3020S0207 


0302080212 Provides tentative agreement on witness scheduling for 
hearings starting oh 830214, per 830202 telcon 
STEPTQE, P P laham, Lincoln A Beale 83/02/03 WILCOVE, M N 
Hearing Branch 2 2pp 17058 032 24X Fiche 50-329,83/02/03, 

B3 02090212 


0302090247 Order extending time until 830214 for Commission to act to 
review ALA0-69I 

CMILK, 8 J Office of the Becretary of the Commission 03/02/07 
Commissioners lp 1^070 257 24X Fiche 50-329,83/02/07, 

0302090247 


6302 180376 Forwards info util agreed to provide in Nov St Dec 1982 
hearings, listed in 830203 Itr Certificate of Bvc encl 
STEPTGE. P P Tsham, Lincoln b Beale STEP TOE, P P Consumers Power 

Co 53/02/14 BECHHOEFER, C , COWAN, F P , HARBOUR, J Atomic Safety 

and Licensing Board Panel 26pp 17209 243 24X 

Fiche 50-329,33/02/14,0302180370 


— 0305180382 Proposed transcript corrections for Nov A Dec 1982 hearings 
* Consumer* power Co 83/02/14 48pp 17209 269 24X 

Fiche 50-329,03/02/14,0302100378 


8302220343 Statement of Commission CLI-83-2, c losing record by declining 
review of Issue of sanctions against util, Dow Chemical Co & 
counsel for improper conduct re preparation* for show cause 
proceed lings 

CHt'LK. S J Office of the Secretary of the Commission 83/02/10 
4pp 17228 002 24 X Fiche 50-329, 03/02/10, B302220343 


Q Inspection reports, TE Bulletins t correspondence 


8302040039 Addl response to FOIA request for 12 categories of document* 
re facilities Personal info deleted from documents rq util/ 
contractor employee allegations concerning OA deficiency 
Forwards App A documents Document 31 available in PDR 
FOL TON* -J M Division of Rules and Records 02/12/30 HIATT. 0 L 

Ohio Citiiens for Responsible Energy Spp 17045,144 24X 

Fiche 30-000.82/12/30,8302040039 


— B302D4QII1 Forwards graphics summariiing const site noncompliance data 
for 1976-80 

HIND, J A Division of Emergency Preparedness A Operational 
Support 82/02/05 KEPPLER, J 0 Region 3, Office of Director, 

23pp 17045 219 24X Fiche 50-000,82/12/30,8302040039 


--0302040197 Forwards updated non c omp 1 i ance history for conet sites for 
1976-8 i , p ar J J Harrison request Total insp hours for each 
facility added 

HIND, J A Division of Emergency Preparedness A Operational 
Support 82/04/00 SPESBARD. R L Division of Project * Resident 
Programs 2pp 1704S 279 24X Fiche 50-000,02/12/30,0302040039. 


— 0302040332 Forwards 1901 comparison data for operating 8i const plants, 
consisting of total numbers of noncompl iance items, rapt# 
issued. in*p hours# sever i ty levels, points U hours per rept A 
i ten 

SL/CHAR9KI , L Region 3, Office of Director 02/07/00 

KEPPLER, J 0 Region 3, Office of Director. 13pp 17043 201 24X 

Fiche 50 0&0, 82/12/30, 0302040039 


8302010617 Forwards IE Investigation Repti 30-329/82-13 8< 50-330/02-13 
on 020406-061 7, No noncomp 1 ianc e noted 

KEPPLER , J Q Region 3, Office of Director 03/01/10 COOK. J W, 
Consumers Power Co 2pp 16978 259 24X Fi Che, 50-329, 03/01 / 1 Qt 
0302010617 


—0302010623 IE Investigation Repfcs 50-329/82-13 A 50-330/82-13 on 
020406-0617 No none omp 1 ianc e noted Major areas inspected, 
underpinning instrumentation One oversize drawing encl 
Aperture card available in PDR 

WEIL. -C H » WARWICK. R F Region 3, Office of Director 02/09/M 
143pp 16978 261 24X Fiche 50-329,63/01/10,0302010617 


0302040225 Forwards IE Tnsp Ropts 50-329/62-25 S< 50-330/82-2$ On 
021 1 29-30, 120 1-03 A 08-10 No noncompl iance noted 

WARWICK., J? F Region 3, Office of Director 03/01/20 COOK, J. P. 
Considers Power Co Spp 17020 107 24X Fiche 50-329,83/01/20, 
8302040225 


— -0302040235 IE Insp Repts 50-329/62-23 A 30-330/02-29 on 021129-30, 
1301-03 A 08-10 No noncompliance noted Major areas 
inspected Class IE panels in auxiliary bldg, pipe hanger/ 
snubber/res tralnts in containment A RCPB piping welding 
SCHErBEiKUT , c . SIMON, J A , SATHER, A Region 3, Office of 
Director 03/01/20 6pp 17020 109 24X Fiche. 50-329. 63/01/20, 

8302040225 
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8302040323 Forwards IE Insp Rapt* 50-329/02-24 6 30-330/02-24 on 
B2S 125-1222 No noneompl iance noted 

K^HKK.R L Region 3. Office of Director 03/01/20 COOK. J W 
Consuner* Power Co 2pp 17018 192 24X Fiche 30-329,03/01/20, 
6302040323 


— Q302040330 IE Insp Repts 50-329/02-24 «< 50-330/02-24 on 021125-1222 No 
ncncompliance noted. Major areas inspected util const 
completion pra 9 Tam, HVAC welder & procedure qua 1 if icat ions 
it allegations r« electrical installation deficiencies 
SLS IGESSi 6 L , COOKER J , LANDBMAN.fi B Region 3r Office of 

Director 03/01/14 5pp 17010 194 24X Fiche 50-329.03/01/20. 

§□62040323 


— B302040337 Forward* independent assessment of auxiliary bldg 
i>nderp S nn in g. Weekly Rept 14 for 821219-25 

LUCKS, A S stone 6 Webster. Inc 02/12/20 COQK. R NRC - No 

Detailed Affiliation Given 9pp 17010 199 24X 

Fiche 50—329' 83/01/20. 0302040323 


— 8302040341 Forward* independent assessment of auxiliary bldg 
underpinning Weekly Rept 13 for 021212 -lB 

LUCKS* A 3 Stone U Webster, Inc 02/12/20, COOK, R NRC - No 

Detailed Affiliation Given 9pp 1701B 200 24X 

Fiche 30-329/ 83/01/20. 8302040323 


— 8302040343 Forward* independent assessment of auxiliary bldg 
underpinning Weekly Rept 12 for 021205-11 

LUCKS. A B Stone 6 Webster. Inc 02/12/14 COOK. R NRC - No 

Ditalled Affiliation Given 8 pp 17010 217 24X 

Flehe 50-32 9.03/01/20.8302040323 


— 0-302040343 Forward* Independent assessment of auxiliary bldg 
underpinning Weetly Kept 11 for 821128^1204 

LOCKS, A S Stone & Webster. Inc 02/12/07 COOK. R NRC - No 

Detailed Affiliation Given 9pp 17010 223 24X 

Flcha 30-329-03/01/20.0302040323 


—0302250393 IE Insp Repts 5O“32?/02“26 b 50-330/82-26 on 02i222-03Ol2i 
No n one omp 1 j anc e noted MajoT areas inspected remedial soils 
uorktFlVP proof load. equipment qualification aud j t. au t i l iar y 
feedwater assembly 6 personnel sarety 

BUROESS.3 L , COOK. R J , GARDNER, R N Region 3. Office of 
Director 03/02/ U 7pp 17297 230 24* Fiche 50-329, 03/02/1 1 , 

8302250308 


— 0302250414 Forwards independent assessment of Auxiliary Bldg 
Underpinning Weekly Kept 11 for 021219-25 Minutes of daily 
meetings u/asseiarert team i site engineering personnel 
enc 1 

LUCKS, A 3 Stone b Webster Engineering Co r p 02/12/23 CQOK.R 
11 RC - No Detailed Affiliation Given 9pp 17297 245 24X 

Fiche 50-329, 03/02/ 1 1, 9302220300 


— 0302250431 Forwards independent assessment of Auxiliary 0 ldg 
Underpinning Weekly Kept 15 for 82 l 226-B3 OiOl Minutes of 
daily meetings m/a* sossment team 6 site engineering 
personnel end 

LUCKS, A Q Stone It Webster Engineering Corp 83/01/05 CDDK. R 
NRC - No Detailed Affiliation Given 7pp 17297 234 SAX 
Fiche 50-329, 83/02/11-0302250300 


— 0302230427 Forwards independent assessment of Auxiliary Dldg 
Underpinning Weekly Rept 16 foi 030102-00 Minutes of daily 
meeting* w/aa sessment team i site engineering personnel 
enc t 

LUCKS, A S Stone 6 Webster Engineering Corp 03/01/11 COOK,/? 
NRC - No Detailed Affiliation Given 9pp 17297 26E 24K 

Fiche 5Q-329. 03/02/lL S3022503BB 


— 0302230431 Forwards independent assessment of Auxiliary Bldg 
Underpinning Weekly flep-t 17 for 830109-13 Minutes of daily 
meetings u/aasessnont team £ site engineering personnel 
enc 1 

LUCKS , A S Stone & Webster Engineering Corp 83/01/10 COQK.R 
NflC - No Detailed Affiliation Given lOpp 17297 270 24 X 

Ftchc 50-329,83/02/11,0302250303 


— 0302040340 Forward* independent assessment of auxiliary bldg 
underpinning Weekly Rapt 10 for 821121-27 

LUCKS. A S Stone & Web*ter, Inc 82/11/29 COOK, R NRC - No 

Detailed Affiliation Given 4pp 17018 233 24X 

Ftch* 50-529.03/01/20,0302040323 


0212060363 IE Info Notice 03-04, •'FailuTif of Lima Power Supply Units " 
Qvc List enc] 

JORDAN, C L Division of Emergency Pr e p ared hb ** & Engineering 
Response (Post 830103) 03/02/18 Conso t i dated Edison Co df Me* 

York, Inc 1 lOpp 17347 191 2 -U F i c he 50-000, 03/02/ 1 0, 02 1 2060363 


8212060358 IE Ipft> Notice 03-01, "Ray Miller. Inc " Bvc list end 
JORDAN, £ L Division of emergency Preparedness b Engineering 
Response <Po»t 930103) 03/01/26 Conso Udated Edison Co of New 

Yae*. Inc, liepp 17023 160 24/ Fiche 50-000,03/01/26,8212060350 


8212060360 IE Info Notice 03-02, "Llmi t orque HO0C, HlBC, H2DC k K3BC 
Oearheads " Svc list and 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response iPost 030 1 03 > 03/01/28 Consolidated Edison Co of New 

Yort. Inc 109pp 17144 001 24X Fiche- 30-000, 03/01/20, 0212060360 


8212060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments " 
Bvc list end, 

JORDAN, E L. Division of Emergency Preparedness b Engineering 
R«*p on * e fPoit 830103 ) 03/01/28 Consolidated Edison Co of New 

York, Inc, llOpp 17074 09S 24X Fiche 50-000.83/01/20,0212060361 


8302030303 Advise* of 830207 open forum in Chicago. IL re recent rev to 
I0CFK5CL 94 fc 50 55, IE will conduct formal prasenUtion 
followed by question 6 answer session Requests that 
part Ic ipa ki on b« limited to three people 

SPEQSAR0, R, L Division of Engineering 03/01/28 Commonwealth 

Edison Co 2pp 17008 187 24X Fiche 50-000,03/01/20,0302030003 


8302060216 Forwards responses to IE Bulletin 79-02, "Pipe Support Base 
Flat* Designs Using Concrete Expansion Anchor Bolt* *' Final 
or statu* rep t will be provided by 030731 

<OOK.J,W Consumer* Power Co 03/01/20 KEPPLER, J G Region 3. 
Office ef Director 125pp 17057 275 24X Fiche 50-329.83/01/20, 

0302000216 


8302490451 EH-83-Q07 on 830200. no t i c e of violation t proposed 
imposition of civil penalty in amount of 4120.000 to be 
issued Action based on failure to implement GA program re 
installation of *1 sc tr lea 1 . mechanical L civil components 
KL I HOLER* Q Director's Office. Office of Inspection and Enforcement 

03/02/03 lp. 17066-207 24X Fich e 50-329. 03/02/03, 0302090451 


8302250308 Forwards IE Insp Repts 50-329/02-26 b 90-330/02-26 
on Bai 222-830121 No noncomp 11 an ce noted 

WARWICK, P. F, Region 3. Office of Director 83/02/H CQOK, J W 
Consumers Pewar Go, 2pp 17297 236 24X Fiche 50-329,03/02/11. 
6302250300 


Q302250023 Ocird Motif 1 rati on S3-16 forwards notice of violation & 
proposed imposition of civil penalties re failure to 
implement adequate QA for installation, of components in 
diesel generator bldg W/o enc I 

NOVAK, T M Assistant Director for Licensing 03/02/10 Atomic 
Safety and Licensing Board Panel Spp 17302 300 24X 

Fiche 50-329,03/02/18.8302250023 


— 0302250027 Forwards proposed civil penalty to be transmitted tb board 
£ parties N/o one 1 

ElSENHUr, D G Division of Licensing 03/02/17 NOVAK, T M 
Assistant Director foi Licensing Ip 17302 302 24X 

Fiche 50-329, 03 / 02 / IS, 0302250023 


0312060365 IE Info Notice 83-05, ’Obtaining Approval for Disposing of 
Very Low Level Radwaste - 1OCFR20 302 « Bvc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of Ne w 

York. Inc ltlpp 17347 0S& 24X Fiche 50-000, 63/02/24, B2i 2060369 


8312060366 IE Info Notice 03-06, ’'Nonidentica I Replacement part* " 

Bvc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Po*t B30603) 03/02/24 Consolidated Edison Co af New 

York. Inc U2pp 17361 148 24< F i che 90-000, 03/02/24, 821 2060366 


0 Reportable occurrences, LERs 6 related correspondence 


03O2.GSO3O9 Interim deficiency rep t re underrated motor control ctr 
control circuit transformers OouJJ inadvertently supplied 
90VA transformers Bechtel investigating root cause Neit rept 
expected by 030506 

COOK. J W Consumers Power Co 03/01/20 KEPPLER.J G peg Ion 3, 
Office of Director 9pp 17056 137 24X Fiche 30-329,03/01/20, 

8302000309 


8302040307 Eighth interim deficiency rept re high energy line break 
analysis pipe whip restraint designs Initially reported on 
000919 Analysis complete on 92K of restraints Design 
drawings under rev Next rept due by 830506 

COOK, J W Consumers Power Co B3/0I/30 KEPPLER. J G ftegi-on 3* 
Office of Director 9p#> 17017 3 9 0 24JC FlChe: 90—329. 83/01 /30» 

0302040307 
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DOCKETED ITEMS 


83020 10529 Interim Rept 10 ic und errs t e d terninal strips on Limifcarq.ue 
val«e aperaiors Initially reported on Q10213 All underrated 
terminal blocks replaced Next inter ir» or final rept expected 
by 030116 

CCCKj J W Consumers Po.er Co BAl L V£G, T , HUGHES. E M Bechtel 

Corp 83^0-1/30 KEFpLER i J G Region 3, Office of Director 17pp 

1*019 0B4 24X Fiche 50- 329. 83 /01 /30>, 8302040329 


8303050205 Interin. deficiency rept re loose locking clips Initially 
reported on 830104 Investigation revealed loose clips due to 
improper installation Condition determined not repo-rtable 
under 10CFR21 Nett rept expected by 030401 

COE/, J W Consumers Poua r Co 83/01/30 KEPPLER. J G Region 3 j 
□ ."flee of Director iOpp 17058 09? 3AX Fiche 30-339. 83/0 1 /30, 
0302030205 


8302040320 Interim deficiency rept re accident temp effects an 
containment level mea s ureme nt Investigation has limited need 
for coric'tve action to -steam generator level transmitters 
Bechtel investigating string error Next rept by B3O506 
COOK. J W Constrners f oueT Co 93/02/01 KEPFLER, J 0 Region 3. 
Otfice of Director 2pp 17G1& 237 24X Fiche- 50-329,83/02/01. 

8 3020 40328 


8302180456 interim deficiency rep f re Q-related equipment cooled by 
non-Q HVAC sys Initially imported on 320*25 Auxiliary bldg 
1 1 VAC sys ui 1 1 be upgraded Next rept will be submitted by 
030517 

CQOKtJ IV Consumers Rawer Co 83/02/09 KEPPLER, J 0 Region 3. 
Office or Director &pp 17210 262 24X Fiche 30-329.83/02/09* 

0302183456 


8302180500 Interim Deficiency Rept 83-02 re installation design of 
certain Class IE cabinets/panels Initially reported on 
83011? Util verifying all t a b i n< t s/pane Is identified Final 
rept eipectetf by 830516 

COCK, J W Consumers Power Co 83/02/11 KEPPLER, J 0 Region 3, 
Office of Director 8p p 17210 273 24X Fiche 30-329,63/02/11, 

8302180500 


F Hearing transcripts on non-ant i trust matters 


8302010557 Forwards CE McCracken testimony on Sinclair Contention 4 
WRIGHT, N A Hearing Branch 2 03/01/31 OECHHQEFER , C , COWAN. F P 

HARBOUR, J Atomic Safety and Licensing Hoard Panel 2pp 
16977 107 24< Fichs 50-329. 83/0 1/3J , 03020 10S57 


— 0302010564 Testimony of CE McCracken on Sinclair Contention 4 re 
degradation of steam tube integrity Measures taken to 
ninlmiie steam generator corrosion due to water from coaling 
pond described 

MCCRACKEN. C E Chemical Engineering Branch 03/01/31 8pp 
1697 T 109 2s < Fiche 50-327.83/01/31,8302010337 


8302*70200 Transcript of 630214 hearing in Midland, HI Pp 11,229-11,430 
Supporting documentation one! 

* Atomic Eatety and Licensing Board Panel B3/02/14 430pp 

17S77 112 24K Fiche 50-329, 03/02/H, 83021 70200 


8302180379 Forwards Info util agreed to provide in Nov fc Dec 1982 
bearings, listed in 633203 Itr Certificate of Svc end 
SrEPTGE,P P Isham. Lincoln V Beale STEPTDE,P P Consumers Pauier 
Co 83/02/14 BECHH3EFER* C , CChfAN, F P , HARBOUR, J Atomic Safety 
and Licensing Board Panel P6pp 1 7209 243 24)C 

Fiche 50-329, 83/02/14,8302180378 


--83O210O382 Proposed transcript corrections for Nov fc Dec 1982 hearings 
* Consumers Pouer Co 83/02/J4 48pp 17207 269 24X 

Fiche 50-32 7,83/02/14,9302100378 


8302180390 Forwards testimony on Sinclair at Contention 14 

STEPTGE, P P I shan, Lincoln $ Seale STEPTQErP P Consumers Power 
Co B3'02/14 BECH-fQEFER. C , COWAN, F P , HARBOUR, J Atomic Safety 
and Licensing Board Panel 3pp 17210 032 24X 

Fiche 50-329, 93/02/14,0302180390 


— 8302180398 Testimony of DM Evans ^ DA Sommers re Sinclair OL 
Contention 14 Bechtel thermal performance study & plant 
cooling pond operation study not Improperly Influenced by 
■data f r or substantially different climatic region 

EYM'S, » H . SOMERS, D A Consumers Power Co EVANS* 0 H Bechtel 
Corp 93/02/10 23pp 17210 035 24X Fiche 50-329,83/02/14, 

8302180370 


‘-8302180403 Testimony of J Bradley re Sinclair OL Contention 14 on 
Dresden fogging &> icing studies Conclusions in plant FES re 
fog 6 ice not inconsistent u/Hresifen cooling pond 
experience Certificate of Svc enc 1 

BRADLEY, J Consumers Power Co BRADLEY'* J Murray & Trettal, Inc 
03/02/07 40pp 17210 057 24X Fiche 50-329*83/02/14, 

8302 IQO 390 


8302230676 Transcript of 630215 hearing in Midland, MI Pp 11.450-11,666 
Supporting documentation end 

* Atomic Safety and Licensing Board Panel 93/02/15 246pp 

17257 33S 24X Fiche 50-329,83/02/15,8302230676 


8302230619 Transcript of 830216 hearing in Midland, MI Pp 11,667- 
1 1 , 870 

* Atomic Sarety and Licensing Board Panel 93/02/16 SlOpp 
17255 255 24/ Fiche 50-329,83/02/16,8302230619 


8302230665 Transcript of 030216 hearing in Midland. MI Pp 11,971-11,973 
# Atomic Sar-ety and Licensing Board Panel 03/02/16 106pp 

17255 065 24X Fiche 50-329,83/02/16,0302230665 


0302230207 Transcript of 030217 hearing in Midland, MI Pp 11,970-12,179 
a Atomic Safety and Licensing Board Panel 03/02/17 272pp 

17244 003 2 4K Fiche 30-329,03/02/17,8302230207 


0302230214 Transcript of 030218 hearing in Midland, MI Pp 12,180-12,334 
* Atomic Safety and Licensing Board Panel 03/02/10 179pp. 

17243 013 24X Fiche 30-329,83/02/10,0302230214 


V Operator E* a mi na t ion s 


8301310203 Generic Ltr 93-06 to all power reactor 1 ic emm, app 1 icanti 
for OLs, NSS vendors, nactor vendors & AE re certificates 
tf revised format for reactor operator 6 senior reactor 
operator licenses five list end 

EISEKrtUT, I> G Division of Licensing 83/01/31 Consolidated 

Edison Co of New Vork, Inc 1 4p p 17347 177 24X 

Fiche 50-000.93/01/31,9301310203 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A App If cat i on/ construe tton stage documents & correspondence 


9302240369 FOIA re^eeit for documents re 021121 IE ln*p Tept 

GARDE, B Government Accountability Project 82/12/14 Office of 
Administration 2pp 17209 222 24X FJ ch e 30-329, 02/12/14, 

0302240368 


0302080113 Board Notification 02-122A forwards USGS 821110 ltr 
clarifying previous recommendation* re recurrence of 1806 
Charleston-type earthquake W/o end 

NOVAK, T M Assistant Director for Licensing 02/12/30 Atonic 
Safety and Licensing Board Panel t8pp 17105 335 24X 

Fiche 30-000,82/12/30,0302080113 


0302000306 Comments on cost S. safety issues Half of Unit I capacity 
used for Dou Chemical Co steam Instead of electrical 
production Economic & safety problems caused by QA 6 conet 
errors Supporting documentation encJ 

STAM1R IS, B Stamiris, B 83/01/30 DENTON, H Office of Nuclear 
Reactor Regulation, Director 13pp 17036 146 24X 

Fiche 30-329,83/01/30,0302080306 


— B30206G307 Forwards Gallagher 000121 memo re soil settlement problea 
for transmi tta ! to ASLB members Further const should not be 
permitted until technical review complete 

KEPPLER, 0 Region 3, Chicago, Office of the Director 00/03/05 
THDRN3URG, If D Division of Reactor Operations Inspections Ip 
17056 15? 24X Fiche 30-329,03/01/30,8302080306 


— 8302090310 Forward* presentation metis distributed during B00116 
meeting u/utll tf Bechtel re util response to 791119 
supplemental I0GFR5O 54(f) Questions 24-35. 

OALLAGHER , E J NRG - No Detailed Affiliation Given 80/01/21 
FI OR ELL l , Q Region 3, Chicago, Reactor Construction it Engineering 

Support Branch Ip 17056 1 60 24X Fiche 50-329, 83/01 /30i 

0303030306 


— 830^000312 Discusses 020520 meeting w/Becht»l S< util License* requeitetf 
not to excavate below G duct bank Excavation discovered In 
progress 02O72Q Excavation involving relocation of fire 
line along svc water pump structure discovered on 620004 
LANDSMAN, R D Region 3, Office of Director 02/08/24 
SHAFER, W U Region 3, Office of Director Spp 17056*161. 24X 

Fiche 50-329, 03/01/30, 0302080306 


0302030399 Forwards “Midland Vegetation Monitoring Program 
Preoperati ena 1 Charac ter i xation of Vegetation Sc Vegetation 
Damage Syndromes in Vicinity of Midland Energy Ctr 11 
COCKiV M Consumers Power Co B3/01/3 1 DENTON, H, R Office of 
Nuclear Reactor Regulation, Director 2pp 170-05 244. 24X 

Fiche 50-329, 83/0 1 /31 » 8302030399 



DOCKETED ITEMS 


— 03G2O3O4O7 'Midland Vegetation Monitoring Program Pt ©op erat 1 ona l 
riiardctomat ion of Vegot-.stjon », Vegetation Damage 
Syndromes in Vicinity of Midland Energy Ctr " 

* Consumer s Power Co U3/12/30 46pp 17005 246 24X 

Fiche 50-32?, 83/01/31 0002030397 


0JO216O109 '"Seismic Margin Review Midland Energy Ctr Project* Vo 1 VII 
El ecti na 1* Control* Instrumental; i on i Mechanical Equipment 
Margins 

CAMPBELL. n D , VEE, T - HAW15V.0 Structural Mechanics Associates 
SKA 13701 05R003 V07 03*02/02 20Qpp 17161 213 24X 

Tiche 30-329. 83/02/02, 83021*0109 


8302100502 Forwards seismic tpaigin review repts Vol I re methodology & 
criteria *• Vol VII re elect! i c a J contiol instrumentation & 
mechanical equipment margins Enel incorporates NRC feedback 
frun 010630 meeting 6 util 010925 Hr k/o end 

COOK. V W Consumers Power Co S3/02/04 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 3pp 17210 270 24X 

Ficha 50-3;?. 03/02/04, 63021 0OSO2 


8302000395 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for GL 4 holdei s of CP for C~C PWRs re review of 
C-E Owners Qroup emergency procedures guideline program Svc 
1 i$t one l 

E [0LNHJT, I) G Division ot Licensing 83/02/08 Consolidated 

Edison Co of Neu York, Uic 1 1 p p 17290 247 24X 

Fiche 90-005* 03/02/00,8302000293 


8307.090092 Generic Ltr 83-lOE to all applicants w/fltW designed N30S 
re i evolution of TMI Action Item II K 3 5* "Automatic Trip 
of Reactor Coolant Pumps " S»c list one I 

EISELHJT.D 0 Division of I icons mg 83/02/00 Consumer* Power 
CO P5p p 1 7298 316 24X Fiche 50-000,83/02/00,0302090092 


U102250235 Requests author i i a 1 1 on to begin auxiliary bldg underpinning 
Pier 11 const lelated activities 

Mill Cl? * 1) 11 Consumers Power Co 03/02/09 SHAFER, W D Region 3, 

(Iffieo of Director Ip 17793 064 24X Fiche 30-329,03/02/09, 

0JO225O225 


0302290743 Forward* proposed list of remedial soils work for 
0*0214-0331 per NRC K util work author l lat i on procedure 
fa'jpp 1 oriental work activity list foi Apr 19B3 end 

HTUER.D B Consumers Power Co Q3/02/10 SHAFER* W D Region 3, 
Office of Director 13pp 17292 315 24X Fiche 50-329,03/02/10* 

0302230245 


ELI-02160160 Authorizes proceeding u/remediel soil work activities 
(20/0503071 scheduled for r eb J903 Work activity list for 
Jan 1933 de\e loped in compliance w/ASLD 020430 order end 
SHAfCRiW D Region 3, Office of Director 93/02/11 MILLER, D D 
Consumers Power Co 3pp 1/162 06J 24X Fiche 50-329,03/02/11* 

11203160160 


1)107730497 Confnms 830110 conversation t-e util agreement that INPO 
self-initiated evaluation will be submitted to Region 111 
ui/INPO overview included Change necessitated by INPO request 
that participant* submit evaluation first to INPO 

CQOW.V W Consumers Power Co B3/02/11 KEPPLCR* J 0 Region 3, 
Office of Olrector ip 17243 360 ?4X Fiche 90-329,03/02/11* 

(lJD?230't92 


030223015/ Discusses independent assessment of auxiliary bldg 
underpinning work on Piers W12 V El? Based on observations 
f l rnd 1 ng s* a s s e s smen t team of opinion that add piers could 
bo released fox const 

LUCKS* A 3 Stone l Webster, Inc B3/02/14 KEPPLER, J 0 Region 3, 
Office of Director 2pp 1/P43 293 24X Ficho 50-339,03/02/14, 

0302230197 


0102230161 Notifies that Si W Parsons Drinckerhoff meet requirements 
of util Spec CC-100 re independence of assessment team for 
assessment of auxiliary bldg underpinning 

WlLOiP A Stone 6 Webster. Inc 03/02/14 KEPPLER* J G Region 3, 
Office oP Director 2pp 17243 057 24X Fiche 50-329,03/02/14# 

0302230161 


0302240262 Forwards "OA Program Manual for Midland Nuclear Plant, “ 
Vol I, Rev 13 * 

CC3GK, J W Consumers Power Co 03/02/14 DENTON* M fi Office of 
Nuclear Reactor Regulation, Director 3pp 17274,002 24X 

Fiche 50-329* 83/02/14, 830?S»40262 


— 8302240267 "QA Program Manual for Midland Nuclear Plant*" Vol 1 ,Re»v 13 
CCJQKfJ W * DEWITT. R B * L INC0LN, R C Consumer* Power Co CPC-l-A 
VOt R13 83/02/17 99pp 17274 085 24X Fiche 50-329*03/02/14, 

8302240262 


0302210165 Forwards affidavits of members af S&W & Parson* Brinckerhoff 
assessment team who will perform independent assessment of 
auxiliary bldg underpinning work on Piers Wi2 & El2 

LUCKS A S Stone &• Webster. Inc 83/02/15 KEPPLER* J Q Region 3* 
Office of Director I2pp 17245 072 24X Fiche 50-329*03/02/15, 

8302230165 


0302280169 Forwards "Midland Seismic Margin Earthquake Structural 
Evaluation Berated Rater Storage Tank & Foundation," Vol VI 
C0DK*J U Consumers Power Co 03/02/16 DENTON* H ft Office Of 
Nuclear Peactar Regulation. Director 2pp 17303 284 24X 

Fiche 50-329.93/02/16,8302290169 


— 0302200176 'hidland BeismU Margin Earthquake Structural Evaluation 
Borated I'ater Storage Tank h Foundation* ” Vol VI 

KENNEDY * R P . SHORT, S A , TONG, W Structural Mechanics Associates. 

SI1A 13701 05R003 VQ6 02/ J 1/30 B3pp 17308 207 24X 

Fiche 50-32 9,03/02/16*8302280169 


0302280239 Requests author l xatlon to perform verification of post- 
tension load* in control tower* a* part of remedial soil* 
work 

MIuLCR.D B Consumers Power Co 03/02/16 SHAFER* W D Region 3, 
Office of Director Ip 17304 343 24X Fiche 50-329*83/02/16, 

0302280237 


8302230405 Confirms that listed environ qualification packages 
delivered separately to branch reviewer, per 030111-13 audit 
Programs detail process utilized in qualifying equipment for 
use In specific environ 

COOK* J W Consumers Power Co 03/02/17 DENTON, H H Office of 
Nuclear Reactor Regulation* Director 2pp 17247 005 24X 

Fiche 50-329*83/02/17*8302230405 


0302230500 Forwards responses to NRC/EGLG evaluation of util heavy load 
submittal Part I Responses to open items identified in 
020016 technical evaluation rept will be submitted 030419 
per 821001 t* Icon 

COOK* J W Consumer* Power Co 83/02/17 DENTON* H R Office of 
Nuclear float t or 'Regulation* Director 6pp. 17246 171 24X 

Fiche 50-329. 83/02/17* B302230508 


0302230 1 02 Notification of 830223 meeting w/D&W regulatory response 
group in Both esda, MD to discuss small break L0CA procedures 
& maint or proper steam generator water level 
VAN VLlET , J Operating Reactor* Branch 4 03/02/17 STOLZ, J 

Operating Reactors Dranch 4 3pp 17303 090 24X 

Tiche 50-000. 03/02/17*8302250102 


0302290230 Requests remedial soils work authorization for release of 
spring hanger for feedwater line l installation of temporary 
gauge* during jacking 

MILLER* D B Consumers Power Co 83/02/17 SHAFER. W D Region 3# 
Office of Director lp 17292 106 24X Fiche 90-329*83/02/17, 

8302230230 


0302280300 Requests authorization to begin work on, "SWPS Underpinning 
D 1 dg Monitor- Install Conduit i Raceway " Review complete 
MILLER, D 8 Consumers Power Co 83/02/18 SHAFER, W D Region 3, 
Office of Director lp 17313 039 24X Fiche 50-329,83/02/10* 

0302200300 


0302280927 Responds to 030217 request 8< forwards notarized QW 021109 
ltr to util concerning independent assessment of auxiliary 
bldg underp Inning 

LUCKS* A 8 Stone 6 Nebs ter. Tnc 83/02/18 KEPPLER. J, G. Region 3, 
Office of Director 4pp 17309 025 24X Fiche 50-329*03/02/10, 

0302280527 


0302200514 Lists remedial soils work activities scheduled for Feb 1903. 
Work activity list /ot 030214-0331 developed per A8LB 
020430 order end 

SHAFCR.W D Region 3* Office of Director 03/02/22 KILLER* D H 
Consumer* Power Co 6pp 17307 070 24X Fiche 50-329*83/02/22. 

0302280914 


0302170309 "Seismic Margin Review, Mid land Energy Ctr Project- 
Methodology U Criteria," Vol 1 .... 

WESLEY. D A # CAMPBELL, R D , KENNEDY* R P Structural Mechanic* 
Associate* 9KA 13701 05R003 VOl. 83/02/28 2l2pp 17170.229. 
24X Fiche 50-329, 03/02/28, 83Q21 70309 


E NRC Safety Evaluation Report <SER>* suppls U correspondence 


0302040093 Forwards "8-ys Interaction Program for Midland Units 1 8t 2i " 
in response to NRC 020625 request fc 8ER suppl (NUREG-0793) 

Rept also suppls applicant 821123 presentation to NRC 
CGOK, J W Consumers Power Co 03/01/28 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 17021 253, 24X 

Fiche 50-329* 83/01/20, 8302040093 
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— B3 02040 098 'Sy* Interaction Program 
* Comuner s Pouer Co 93/01/31 
Fiche 30-32 7,93/01/29.8302040093 


for Midland Umt* 1 t 3 " 
33pp 17021 253 24X 


0302230341 Forwards proprietary info re CVN impact data for pre s-auro 
vessel weld WF-70 as stated In plant FSAR to close SER 
Confirmatory Issue 11 Affidavit & summary of addl data on 
suPj also end Into withheld (ref 10CrR2 7901 

COGK, J W Consumers Power Co 83/02/22 DENTON. H R Office of 
Nuclear Reac t or Regulation, Director 9pp 17242 349 24X 

riche 30-329,93/02/22,9302230241 


F Security, medical, emergency b fire protection, plans 


0302020445 Releases public version of notification of Emergency Plan 
exercise L appraisal postponement _ . 

FELTON, J M Division of Rules and Records 83/01/31 Document 

htanage-nenfc Branch Ip 16999 298 24X Fiche 30-329,83/01/3 1, 

8302020445 


— 9302020451 Submits public version of notification of Emergency Plan 
exercise A appraisal postponement until sometime between 
Qct 1901 U Mar 1994, to fulfill timing requirements of 

COOK, J W ^Consumers Power Co 92/12/22 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Ip 16999 299 24X 

Fiche 30-329.93/01/31,9302020445 


9301210340 Generic Ltr 93-04 to all licensees of operating reactors, 
applicants for CL A holders of CPs re regional workshop 
concerning Suppl 1, NOR E 0-0737, "Rea 1 ' 1 rements far Emergency 

Response Capability " Svc list end 

E ISEIs-rSUT, D 0 Division of Licensing 03/02/01 Consolidated 

Edison Co of New Vor Y < Tnc Upp 17221 226 24X 

Fiche 50-000, 83/02/01,8301210340 


0302180378 Forwards inn u*-il agt 5ed *o provide in Nov b Dec 19B2 
hearings, List od in 930203 1 tr Certificate of Svc end 
STEPTGE, P P Ishan, Lincoln l Seale STEPTGE, P P Consumers Power 

Co 63/02/14 iJECH- J Q£F£R, C , CGUAK- r P . HARBOUR, J Atomic Safety 

and Licensing Board Panel 26p p 1 7 209 243 24X 

Tiche 50-329. 03/02/14, 8302100378 


0302220343 Stat ement of Commission CL I -03-2, c 1 o s i ng record by declining 
review or issue or sanctions against util, Dow Chemical Co & 
counsel tar improper conduct ie preparations for show cause 
proceed l ngs 

CHILK. S J Office or the Secretary or the Commission 33/02/1B 
4pp 1/228 002 24 * Fiche 50-329, 83 '02/ 1 0 , 0302220343 


G Inspection reports. IE Bulletins It coi respondence 


0302040039 Add 1 response to T01A roquost for 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning GA deficiency 
Torwards App A documents Document 31 available in PDR 
FELTON. J M Division of Rules and Recotds 82/12/30 HIATT, 9 L 

Ohio Cltliens ror Responsible Energy 3pp 17045 144 24X 

Fiche 50-000. 62/12/30, 9302040039 


— 03020401 1 1 Fo rjrai ds graphics sunvnar 1 1 ing const site noncamp 1 i ance dalg 
for 1976-80 

HIND. J A Division of Cmei gency Preparedness A Operational 
Support 02/02/05 KEPPLER. J 0 Region 3, Office of Director 
23pp 1704 5 219 24X Fiche 50-000.82/12/30,0302040039 


— B302040197 Forwards updated nancomp 1 1 artce history for const sites for 
1976 - 01 , per J J Harrison request Total insp hours for each 
f ac i 1 i ty ad ded 

HIND. J A Division of Emergency Preparedness fc Operational 
Support 8 2/06/09 SPCGSARD, R L Division of Project 6 Rasident 

Programs 2pp 17045 D/9 24t fiche 50-000,02/12/30,8302 04003? 


0 Adjudicatory correspondence 


0302040139 Add l response to FOt A request for documents setting WRC 
policy re press releases in connection w/enf orcement b 
licensing i media coverage of NRC hearings Review of 
regaining documents in progress 

FELTON, J M Division of Rules and Records 93/01/12 HARTMAN. S 
Dehevoise L Liberman 2pp 17043 339 24X Fiche 50-329,83/01/12, 

8302040 139 


— 8302040161 Discusses pros t con* of permitting camera coverage □ f 
780420-21 prehearing conference in Chicago, IL Coverage would 
rvot require amend of policy Procedure could be deemed 
unfair 

VORE.J R Atomic Safety and Licensing Board Panel 70/03/20 
KELLEY, J L , ROTHSCHILD, I 0 Office of the Executive Legal 
Director 2pp 17043 34 4 24/ Fiche 50-329, 83/01/12, 0302040139 


0302040022 Further responses to 820830 interrogatories Certificate of 
Eve encl 

WILCOVE, K N Hearing Branch 2 83/01/14 Stamiris. 0 96pp 

17021 101 24 X Fiche 50-329,83/01/14.8302040022 


8302040042 Response to 8209(3 Interrogatory Certificate of Svc end 
HILCDVE.il N Hearing Branch 2 83/01/14 Stamiris, 0 21pp 

1 7021 079 24/ riche 50-329,83/01/14,9302040042 


— B302040332 Forwards 1991 comparison data for operating & const plants, 
consisting or to*al numbers of none omp 1 lance Items.repts 
issued, irsp hours, sever i ty 1 eve 1 s . p o i nts & hours per rept it 
t ten 

5UCH4RSKI, L Region 3. Office or Director 92/07/09 

PFPPLCR, J G Region 3. Office of Director 13pp 17045 2BI 4?4X 

Fiche 50 00 0, 92/ 1 2/ JO, 0302040039 


030201063 7 Forwards IE Investigation Repts 50-329/02-13 U 30 - 330 /B 2 -n 
an 620406-0617 No noncomp 1 ianc e noted 

KEPPLER, J 0 Region 3» Or lice of Director 03/01/18 COOK* J W 
Consumers Power Co 2pp 16970 25* 24X He he 50-329,83/01/10. 
830201061/ 


— Q1020I0623 IE Investigation Rep ts 50-329/02-13 A 50-330/02-13 on 
820406-061 7, No noncomp I i 'inc e noted Major areas inspected 
underpinning instrumentation One over si ie drawing end 
Apeiture card available in PDR 

Ut.IL, C H < WARWICK, R F Region 3, Office of Director 82/09/14 
1 43pp 16978 261 24X Mche 50 329,03/01/18,0302010617 


D302040225 Forwards IE Insp Repts 90 329/82-25 b 90-330/82-25 on 
021129-30,1201-03 */ 03-10 No noncomplianco noted 
WARWICK- R F Region 3, Office of Director 03/01/20 COOK, J P 
Consumers Power Co 2pp 17020 107 24 X Fiche 50-329,83/01/20. 

8302040225 


8302010503 Order extending time until 830207 for Commission to act to 
review ALA3-691 

CHILK, S J Office of the Secretary of the Commission 93/01 /2£3 
Commissioners !p 16991 322 24X Fiche 30-329,93/01/20, 

93 '>2010503 


8302080207 Response providing add 1 info per agreement at Nov Dec 1982 
hearings Info Includes list of Category I structures not 
included in seismic margin review, list of underground pipe b 
conduit hit by drill 6 quality Improvement plan raw data 
STEPTGE, P P Consumers Power Co STEP TOE, P P I sham, Lincoln U 
DeiU 93/02/03 DECHHOEFER, C . COWAN, F P . HARBOUR, J Atomic 
Safety and Licensing Board Panel 42pp 1 7058 057 24X 

Fiche 30 - 329- B 3/02/03 , 8302080207 


302000212 Provides tentative agreement on ui fcnets scheduling for 
hearings starting on 030214, per 830202 tele on 
STEPTGE, P P I sham. Lincoln 4 Deale 83/02/03 WILCOVE.H N 
Hearing Branch 2 2pp 17058 052 2>IX Fiche 50 - 329 , 03/02/03. 
0302030212 


12090247 Order extending time until 830314 far Commission to act to 
iv lew ALAB-691 

1ILK, S J Office of the Secretary of the Commission 83/02/07 
immiss loners Ip 17070 257 24X riche 50-329,83/02/07, 

102090 247 


—0302040235 IE Insp Rupts 50-329/92-25 b 50-330/02-23 on 821129-30, 
1201-03 4 00-10 No noncompllance noted Major areas 
inspected Class IE panels in auxiliary bldg, pipe hanger/ 
snubbor/res ti a i nts in containment *, RCPB piping welding 
SCHEimXH'jr.C , sriow, J A , SATHCR, a Region 3, Office of 
Director 03/01/20 6pp 17020 109 24X Fiche 50-327, G3/0 1/20, 

8302040225 


0302040323 Forwards IE Insp Rep Is DO 329/82-24 b 50-330/92-24 on 
B21 125-1222 Mo noncomp l lance noted 

WARNICHiR L Region 3, Office of Director 83/01/20 COOK, J W 
Consumers Power Co 2pp 1701G 192 24X Fichu 50-329,83/01/20, 
8302040323 


—8302040330 IE In*p Repts 30-329/82-24 b 30-330/02-24 on 821 125-1222 Wo 
noncomp 1 tance noted Major areas inspected util const 
completion piogram.HVAC welder % procedure qualifications 
4 aJUgations re electrical installation deficiencies 
BURGEES, 0 L , COOK, R J , LANDSMAN, R I) Region 3, Or f ice of 

Director 63/01/14 5pp 17018 194 24X Fiche 50-329,83/01/20, 

3302040323 


—8303040337 Forwards independent assessment of auxiliary bldg 
underpinning, Week iy Rept 14 for 021219-25 

LUCKS, A S Stone b Webster, Inc 88/12/20 COOK, R NRC - No 

Detailed Affiliation Given ?pp 17010 J99 24X 

Fiche 50-329,03/01/20,0302040323 
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— E302040CMI Forwards independent assessment of auxiliary l> 1 d g 
unierpiniung Weekly Rept 13 for 821312 -iB 

LUCKS. A S Stone «c Webster, Inc 02/12/20 COOK# R NRC - No 

Detailed Affiliation Given 9pp 17019 208 24X 

Fiche SO-329, 83/01/20# 0302040323 


—8302040343 Forwards independent assessment of auxiliary bldg 
underpinning Weekly Rept 12 for 821205-11 

LUCKS, A S Stone fi< Webster, Inc 02/12/14 COOK# R NRC - No 

Detailed Affiliation Given Bpp 17018 217 24X 

Fiche 50-329, 83/01/20,0 302040323 


-'8302040345 Forwards independent assessment of auxiliary bldg 
underpinning Weekly Rept II for 821128-1204 

LUCKS, A S Stone U Webster, Inc 82/12/07 COOK# R NRC - No 

Detailed Affiliation Given 8pp 17018 229 24X 

Fiche 50-529,83/01/20,0302040323 


— 9302040348 Forwards independent assessment of auxiliary bldg 
underpinning Weekly Rept 10 for 021121-27 

LUCKS, A S Stone * Webstar, Inc 02/11/29 COOK, R NRC - No 

Detailed Affiliation Given 4pp 17010 233 24X 

Fie he 50-327,03/01/20,8302040323 


6212060338 l£ Info Notice 83-01, "Ray Hiller# Inc " Qvc list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of New 

Y*rk, Inc U8pp 17023 160 24X Fiche 90-000# 03/01 /26, 821 2060330 


6212060360 IE Info Notice 03-02# "Limi torque HODC# HI DC, H2t?C L H3BC 
Gear-head* f> Qvc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response <Po«t 830103) 83/01/28 Consolidated Edison C« of New 

York, Inc I09pp 17144 001 24/ Fiche 90-000,03/01/20,0212060360, 


9212060361 IE Info Notice 03-03, "Calibr of Liquid Level Instruments » 
SvC list end 

J OR CAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co of New 

York, Inc llOpp 17074 095 24< Fiche 30-000,03/01/20,0212060361 


— 8302230431 Forwards independent assessment of Auxiliary Bldg 
Underpinning Weekly Rept 17 for S30109-15 Minutes of dally 
meetings u/assessment team t site engineering personnel 
enc l 

LUCKS, A 3 Stone «, Webster Engineering Corp. 03/01/10 CCJOK#fL 
NRC - No Detailed Affiliation Given lOp p 17297 270 24* 

Fiche 50-329, 03/02/ti, 03O225O3B0 


0212060363 IE Pn fo Notice 03-04, "Failure of Elma Power Supply Units. “ 
S vc list enc 1 

JORDAN# E L Division of E-mergency Preparedness t» Engineering 
Response (Post 030103) 63/02/10 Consolidated Edison Co, of New 

York, Inc liOpp 17347 191 24X F tch i. 50-000, 03/02/10, 021 206036a 


8302250023 Board Notification 03-16 -forwards notice of violation b 
proposed imposition of civil penalties t» failure to 
implement adequate QA for installation of components in 
diesel generator bldg W/q end 

NOVAK , T M Assistant Director for Licensing B3/02/1B Atomic 

Safety and Licensing Board Panel 2pp. 17302 300 24X 

Fiche 90-329,03/02/10,0302250023 


— 8302290027 Forwards proposed civil penalty to be transmitted to board 
V parties W/o ancl 

E18CMHUT# D 0 Division of Licensing 03/02/17, NOVAK* T. H 
Assistant Director for Licensing ip 17302.302 24X 

Fiche 30-329. 03/02/ IB# 93022 9Q023 


8212060365 IE Info Notice 03-09, "Obtaining Approval for Disposing of 
Very Law Level Raduiasbe - 1OCFR20 302 " 8vc list end, 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of New 

York, Inc lllpp 17347 050 24/ Fiche 50-000,83/02/24,6212060365 


0212060366 IE Info Notice B3-06, "Nonidentical Replacement Farts," 

8vc list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of Niu 

York# Inc llSpp 17361 140 24X Fiche 50-000, 83/02/24# 021 2060366. 


S Reportable occurrences, LERs i related enrre ipondence 


9302030303 Advises of 030207 open forum in Chicago, IL re recent rev to 
ICCFR50 54 6 50 55 IE will conduct formal presentation 
folloued by question b answer session Requests that 
participation be limited to three people 

SPESEARD, H L Division of Engineering 83/01/20 Commonwealth 

Edison Co 2pp 17008 10/ 24X Fiche 50-000,83/01/20,0302030303 


0302080216 Forwards responses to IE Bulletin 79-02, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Final 
or status rept will be provided by 830731 

CCGK.J W Consumers Power Co 83/01/20 KEPPLER, J 0 Region 3, 
Office of Director I25pp 17057 275 24X Fiche 30-329,83/01/50, 

0305000216 


0302690431 EN-93-007 on 030200, no ttce of violation 6 proposed 
Imposition of civil penalty in amount of *120,000 to be 
issued Action based on failure to implement QA program re 
installation of electr ica 1, mechanical 6 civil components 
KLlK£GLER,0 Director's Office# Office of Inspection and Enforcement 
93/02/03 lp 17066 207 24/ Fithe 50-329,83/02/03,8302090451 


0302230389 Forwards IE Insp Rept* 90-329/02-26 b 50-330/02-26 
on 821222-030 121 No noncomp 1 iancc noted 

WARNICK.P F Region 3, Office of Director 83/02/11 COQK, J W 
Consumers Power Co 2pp 17297 236 24X Fithe 50-329,03/02/11, 

B 3022 50338 


— - 030225941 4 Forwards independent assessment of Auxiliary Bldg 
Underpinning Weekly Rept 14 for 021219-25. Minutes of daily 
meetings u/assessmsnt team 4- site engineering personnel 
« no 1 

LUCKS, A S Stone 6 Webster Engineering Corp 82/12/20 CDDK.R 
NRC - No Detailed Affiliation Given ?pp 17297 249 24X 

Fiche 50-329,63/02/11.0302250388 


03022 5 0421 Forwards independent assessment of Auxiliary Dldg 
Underpinning Weekly Rept 15 for 021226-830101 Minutes of 
daily meetings u/aasessment team 6 site engineering 
personnel end 

LUCKS, A 9 Stone fc Webster Engineering Corp 03/01/05 CtlDK#R 
NSC - No Detailed Affiliation Given 7pP 17297 254 24X 

Fithe 50-329# 83/02/11, 83O225O3B0 


— 0302250427 Forwards independent assessment of Auxiliary Bldg 
Underpinning Weekly Rept 16 for 830102-00 Minutes of daily 
meetings w/assessment team 6 site engineering personnel 

one 1 

LUCKS# A S Stone 6 Webster Engineering Corp 03/01/11. C0OK.R 
WSC - No Detailed Affiliation Given 9pp. 17297 261 24X 

Fiche 50-329,83/02/11,8302250300 


0302080305 Interim deficiency rept re underrated motor control ctr 
control circuit transf ormers Could inadvertently supplied 
SOYA tr ansf ormers Bechtel investigating root cause Next rept 
expected by 830906 

COOK# J W Consumers Power Co 03/01/20 KEPPLER, J G Region 3# 
Office of Director 9pp 17096 137 24X Fiche 90-329,83/01/20# 

0302080305 


8302040307 Eighth interin deficiency rept re high energy Line break 
analysis pipe whip restraint designs Initially reported on 
000919 Analysis complete on 92K u f restraints DeBlgh 
drawings under rev Next rept due by 030506 

COOK# J W Consumers Power Ct> B3/01 /30 KEPPLER# J. 0 Region 3, 
Office of Director 9pp 17017 350 24X Fiche 50-329,03/01/30# 

G30?040307 


8302040329 Interim Rept 10 re underrated terminal strip* on Limitorque 
valve operators. Ini tial ly reported on 010213 All underrated 
terminal blocks replaced Next interim or final rapt expected 
by 030316 

COOK, J W Consumers Power Co IlALLWEQ, T # HUGHES# E M Bechtel 

Corp 83/01/30 KEPPLER > J 0 Region 3# Office of Director I7pp 

1 7019 034 24X Fiche 50-329,03/01/30,8302040339 


8302000205 Interim deficiency rept re loos* locking clip* Initially 
reported on B 3 G 1 Q 4 Investigation revealed loot* clips due to 
improper installation Condition determined not reportable 
under 10CFR21 Next rept expected by 830401 

COOK# J W Consumers Power Co 83/01/30 KEPPLER, J 0 Region O t 
Office of Director lGpp 1705B 099 24X Fi the J 50-329, 03/0 1 730# 
B 30200 0205 


0302040328 Interim deficiency rept t* accident temp effects on 
containment Level measurement Investigation ha» limited need 
for corrective action to steam generator level transmitters. 
Bechtel investigating string error Next rapt by 630506 
COOK, J W Consumers Power Co D3/02/01 KEPPLER# J, 0 Region 3, 

•Office of Director 2pp 17010 237 24X F£ch* 30-329,83/02/01, 

0302040328 


□302180436 Interim deficiency rept re Q-ralated equipment cooled by 
non-0 HVAC sys Initially reported on 020625 Auxiliary bldg 
HVAC sys will be upgraded Next rept will be submitted by 
830517 

COOK#J W Consumers Power Co 83/02/09 KEPPLER, J 0 Region 9, 
Office of Director fipp 17210 262 24X Fiche 50-329,83/02/09# 

8302100436 
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0302100500 Interim Deficiency Rept re installation design of 

certain Class IE cabin* ts/panel s Initially reported on 
030112 Util verifying all c ab i n ct s/pan e Is identified Pina] 
rept expected by 330516 

COOK, J W Camuirtrt Power Co B3/02/H KEPFLER.JQ Region 3. 
Office of Director Bpp 17210 273 24X Flche SO-329, 63/02/1 1, 

03021 GO SCO 


T Hearing transcripts on non-antitrust matters 


0302010557 Forwards CE McCracken testimony on Sinclair Contention 4 
WRIGHT , N A Hearing Branch 2 63/01/31 BECHHOEFER, C , COWAN. F P . 

HARBOUR. J Atomic Safety and Licensing Hoard Panel 2pp 
16977 107 24X Fiche 50-329.03/01/31,6302010557 


—8302010564 Testimony of CE McCracken on Sinclair Contention 4 re 
degradation of steam tube integrity Measures taken to 
minimise steam generator corrosion due to water from cooling 
pond described 

MCCRACKEN. C E Chemical Engineering Branch 03/Oi/3i Bp p 
16977 109 24X Fiche 50-329,93/01/31,0302010557 


8302170308 Transcript of 030214 hearing in Midland. MI Pp 1 1 1 229-1 1 , 458 
Supporting documentation end 

* Atomic Safety and Licensing Board Panel 03 / 02/14 430pp 

17177 112 24 X Flche’ 50-329, 83 / 02/1 4i 63021 70298 


0302100370 Forwards Info util agreed to provide in Nov b Dec 1902 
h ear ingsc 1 isted in 630203 ltr Certificate of Bvc end. 

STEPTOE, P P I s h an. Lincoln & Beale 83/02/14 BECHHOEFER, C 
Atomic Safety and Licensing Board Panel 26pp 17209 243 24X 

F i c h e 50-327, 03/02/ £ 4, 6302 1 60378 


— 0302160382 Proposed transcript corrections for Mov & Dec 1902 hearings 
a Consumers Power Co 83/02/14 40pp 17209 269 24X 

FUhe 50-329,03/02/14.8302160378 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F Security, medical, emergency b fire protection plans 


6302040442 Notification of canceled B30211 meeting w/util in Dethesda. 
MD to hear appeal of denied lOCFRSO.App R exemption 
r aques t s 

APICELLA. F L Operating Reactors Branch 2 03/01/19 VAS9ALL0, D 8 

Operating Reactors Branch 2 2pp 17042 329 24X 

Fiche 90-331 , S3/01 / 1 9, 0302040442 


B30I210340 Generic Ltr 83-04 to all licensees of operating reactori, 
applicants tor OL 6 holders of CPs re regional workshop 
concerning Suppl l , NUREG-0737, "Requ i r ement * for Emergency 
Response Capability 41 Svc list end 

EISEIIHOT, D G Division of Licensing 83/02/01 Consolidated 
Edison Co or New York, Inc l ipp 17221 226 24X 

Flche 90-000, 83/02/01,0301210340 


8302100157 Nummary of 03013! meeting u/util b Bechtel in Bethesda.MD re 
10CPR30 App R exemption request 

AP1CELLA, F L Operating Reactors Branch 2 83/02/02 Operating 

Reactors Branch 2 3pp 17134 270 24X Piche 50-331,03/02/02, 

0302100157 


B3G21S047I Forwards administrative control procedures & info re 
internal 1 boundary exemption requests, conf irming 030131 
discussions concerning request for exemption from 10CFR50, 

App R requirements Related drawings end 

ROOT , L D Iowa Electric Light b Power Co 83/02/15 DENTON. H 
Office of Nuclear Reactor Regulation, Director 16pp 17214 225 
24X Fiche 50-331,83/02/15,0302100471 


— B3021B0476 “Administrative Control Procedures - Control of 
Combustibles n 

WILSON, D . MCCROCKER, R A Iowa Electric Light b Power Co 
82/07/29 1 2p p 17214 253 24X Fiche 50-331,83/02/15,630216(3471 


0302100390 Forwards testimony on Sinclair OL Contention 14 

STEPTOErP.P Isham, Lincoln t Beale STEPTCE. P P Consumer* Power 
Co 63/02/14 BECHHOEFER. C , COWAN, F P , HARBOUR, J Atomic Safety 
and Licensing Hoard Panel 3pp 17210 032 24X 

Fiche 30-329, 03/02/14. 0302180390 


— 9302180390 Testimony of DH Evan* fc DA Sommers r* Sinclair OL 
Contention 14 Bechtel thermal performance study & plant 
cooling pond operation study not improperly influenced by 
data from substantially different climatic region 

EVANS, 0 H , SomERS, D A Consumers Power Co EVAN 9, D N Bechtel 
Corp 83/02/10 23pp 17210' 033 24X Fiche 50-329,83/02/14, 

0302100390 


— 0302160403 Testimony of J Bradley re Sinclair OL Contention 14 on 
Dresden fogging 4 icing studies Conclusions in plant FES re 
fog b ice not inconsistent w/Dresden cooling pond 
experience Certificate of Sv-c one 1 

BRADLEY, J Consumers Power Co BRADLEY, J Murray U Trettel, Inc 
83/02/07 40pp 17210 057 24X Fiche 50-329,03/02/14, 

8302100390 


8302230676 Transcript of 830215 hearing in Midland, MI Pp 11, 430-1 1,666 
Supporting documentation end 

♦ Atomic Safety and Licensing Board Panel 83/02/15 246pp 

17257 335 24X Fiche 50-329,03/02/15,8302230676 


J Insurance b indemnity information 


B301210Q25 Forwards Endorsement 56 to NELIA Policy NF-214 fc Endorsement 
4 6 to MAELU Policy KF-72 

SHEArKH Lowensteln, Newman, Reis, Axelrad & TdII B3/01/J4 
8ALT2MAN, J D Assistant Diroctor for State b Licensee Relations 
3pp 1 6B74 346 24 < Fiche 50-331, 83/01/14, 8301210025 


P Operating license stage documents l correspondence 


8302030099 Generic Ltr 83-00 to all Mark I containment licensees re 
mod of vacuum breakers an Mark I containment Requests 
commitment to submit results of plant-unique calculations 
which formed bases for mod Svc list encl 

EISENKUT, D G Division of Licensing 03/02/02 General Public 
Utilities - GPU Service Corp 5pp 17074 006 24X 

Fiche 90-000, 03/02/02, 830203COB9 


0302080295 Generic Ltr 03-09 to all operating reactor licensees, 
applicants tar QL & holder* of CP for C-E PWR* re review of 
C-E Owners Oroup emergency procedures guideline program Svc 
list enc l 

EJSENHUT.DG Diviiion of Licensing B3/O2/O0 Consolidated 
Edison Co of New York, Inc 1 1 pp 17290 247 24X 

Fiche 50-000,83/02/08,0302000275 


0302230619 Transcript of 630216 hearing In Midland, MI Pp 11,667- 
1 1 , 070 

4 Atomic Safety and Licensing Board Panel 03/02/16 210pp 

17255 259 24X FI che 50-329, 03/02/ 16, 0302230619 


B3 0223066 9 Transcript of 630216 hearing in Midland, MI Pp 11,671-11,973, 
a Atomic Safety and Licensing Board Panel, 63/02/16. I06pp 
17259. 065 24X Fiche 50-329, 03/02/ 16, 0302230665 


0302230207 Transcript of 630217 hearing in Midland, MI. Pp 11,970-12,179 
* Atomic Safety and Licensing Board Panel 63/02/17 2?2pp 

17244 003 24X Fiche 50-327,63/02/17,0302230207 


8302000301 Generic Ltr 83-05 to BWR licensee* of operating reactors 
(except LAC3WR1, app I icents for OL b holders of CP re SER of 
" Emergency Procedure Guide 1 ines , Rev 2,” NEDQ-24934, June 
1982 Guidelines acceptable Eve list encl 

E I SENKUT , D G Division of Licensing 83/02/08 Commonwealth 

Edison Co 6pp 17234 245 24X Fiche 50-000,63/02/08,0302080301 


0302000304 Generic Ltr 03-11 to all operating reactor licensees re 
licensee qual t f ication for performing safety analysis in 
support of licensing actions Ability to use code must be 
d emors trated by vendor or licensee Bvc list encl 
EISEKMUT, D 0 Division of Licensing 83/02/00 Consolidated 
Edison Co. of New York, Inc 9pp 17234 234 24X 

Tiche 50-000, 83/02/08,8302080304 


83 6 223021 4 Transcript of 930210 hearing in Midland, MI Pp 12,100-12,354 
» Atomic Safety and Licensing Board Panel. B3/O2/J0 I7flpp 
17243.013 24/ Fiche 30-329, 03/02/ 1&, 8302230214 


V, Operator Examinations 


0301310203 Generic Ltr 03-06 to a 1 1 power reactor licensees, app licants 
for- OL*. HSS vendors, reactor vendors L AE re certificates 
& revised format Fot reactor operator & senior reactor 
operator licenses Svc list encl 

E I8EWHJT , D 0 Division of Licensing ©3/01/31, Consolidated 

Edison Co. of lieu York, Inc 14pp. 17347- 177 24X 

Fiche 50*000, G3/0I/31, 0301310203 


8302150279 Responds to NRC 021207 ltr re radiological effluent Tech 
Specs Formal submittal of proposed Tech Specs incorporating 
all changes expected by 830401 

ROOT. L D Iowa Electric Light b Power Co B3/02/08 DENTON, H. 
Office of Nuclear Reactor Regulation, Director 3pp 17149 291 
24 X Fiche 50-331,03/02/08,0302150279 


— 8302150283 Proposed radiological effluent Tech Specs incorporating RRC 
comments from 021103-04 meetings 

a Iowa Electric Light b Power Co 03/02/00 23pp 1714© 294 
Fiche 50-331,83/02/00,0302150279. 
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Q302J70SIO Forwards Amend 01 to License PPR-49, safety 
notice of issuance b availability Amend consists of 
to Tec* Spec* to permit defueting b refueling while 
is drained 

APKeLLArF aperating Reactors Branch 2 03/02/09 

Electric Light b Power Co 2pp 17197 079 24X 

Fi c h e 5 0-33 1 . 83/02/09 , S302 i 705 1 0 


evaluation b 

changes 

torus 

ARNOLD, D Iowa 


--030217051*1 Amend SI to License DPR-49, chang ing Tech Specs to permit 
defueling & refueling while torus is drained or has reduced 
jatar vol 

VA5SALL0, D 3 Operating Reactors Branch 2 03/02/09 £pp 

17177 tOi 94X Fiche 30-331 , 93/02/09, 83021 7051 0 


— 8302170519 Safety evaluation supporting Amend 01 to License DPR-49 
♦ Office of Nuclear Reactor Regulation, Director 03/02/09 2pp 
17197 107 24/ Fiche 50-331,03/02/09,0302170310 


—8302170523 Notice of issuance b availability of Amend 01 to License 
DPR-49 

VASSAL LO, D D Operating Reactors Branch 2 03/02/09 2pp 

17197 109 54X Fiche 50-331, 03/02/09,0302170510 


0212060350 IE Info Notice 03-01, “Ray Hiller, Inc ’• 8vc list end 
JORDAN, E L Division of Emergency Preparedness it En j littering 
Response (Post 030103) B3/01/26 Consolidated Edison Co of New 

York, Inc Il0pp 17023 160 24X Fiche 50-000,83/01/26,02120*0390. 


0302000309 Forwards IE Insp Rept 50-331/62-10 on 021001-1130 b notice 
of violation 

STREET£fl*J F • Division of Project b Resident Programs 03/01726 
ARNOLD, D Iowa Electric Light & Power Co 2pp 17056 034 24X 
Fiche 50-331,33/01/26,0302000300 


— 03 OPO 8 Q 3 Q 9 Notice of \iulatlon from ln»p on 021001-1130 

STREETCR, J F Division of Project b Resident Programs 03/01/26 
Ip 17056 036 24 < Fiche 50-331,83/01/26,0302090308 


—0302000313 IE Insp Rept 50-331/02-10 on 021001-1130 Noncompl lance 
noted failure to attach chain lock to pipe fallowing 
9 erf ormance of STP 41A006 on 021020 

CLAROY, L 5 . JORDAN, M J , WALKER, R D Division of Project b 
Resident Programs 03/01/25 9pp 17056 037 24X 

Fiche 30—331, 83/01/26.8302080300 


B302240102 Forward* Amend 03 to License DPR-49 b notice of issuance b 
availability Amend changes Tech Specs incorporating revs to 
tables of containment isolation valves to reflect mod 
requirements of NUREO-0737, Item II B 3 

VA5SALLO, D 8 Operating Reactor* Branch 2 83/02/09 ARNOLD, D 

]«-« Electric Light b Power Co 3pp 17268 278 24X 

Fiche 50-331.83/02/09,0303240102 


—8303240115 Amend 32 to License DPR-49, c hang i ng Tech Specs to 
incorporate revs to table* of containment isolation valves 
to reflect mod requirement* of NUREG-0737 , I tem II B, 3, 
"Post-Accident Sampling," 

VASSAL LO, D 3 Operating Reactors Branch 2 03/02/09 3pp 

1 7260 201 24X Fiche 50-331.03/02/09,0302240102 


— 0302240125 Notice of issuance b availability of Amend 82 to License 
DPR-49 

VA5SALL0. 0 D Operating Reactors Branch 2 03/02/09 2pp 

17269 386 24* Fiche 50-331,03/02/09,0302240102 


0302150174 Application to amend License DPR-49, cons i a t i ng of proposed 
ETS Change ETS-29, delet ing nonr ad io log i ca 1 environ water 
quality Tech Specs, cons i * tent w/Federal Water Pollution 
Control Act of 1972 

ROOT.L D loeui Electric Light b Power Co 03/02/10 DENTON, H, 
Office of Nuclear Reactor Regulation, Director tp 17147 196 24X 

FUhe 50-331 1 83/02/10, 0302150174 


— 03O2t5O'179 Proposed ETS Change 29, deleting nonrad i 0 1 Qg 1 ca 1 environ 
water quality Tech Spec s, con* istent w/Federal Water 
Pollution Control Act of 1972 b ALAB-51S 

* Iowa Electric Light b Power Co 83/02/10 16 pp 17147 197 

24< Fiche 50-331,03/02/10,8302150174 


8302S50267 Respond* to NRC 03011 7 ltr requesting addl Info re util 
compliance u/NUREG-0737, Items 1 1 F 1 4. 1 1 F 1 5 b 1 1 F i 6 
Eitenston of time requested in order to receive info from 
vendor* Response erpected by 030321 

FICQT.L D loua Electric Light b Power Co 83/02/1 1, DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 17140 326 24X 

Fiche 50-331.03/02/11,0302150267 


G Inspection reports, IE Bulletin* b correspondence 


0212060360 IE Info Notice 03-02, "Limitorque HOBC, H1DC, H2BC b H3BC 
Qserhead* u Svc list end 

JORDAN, E L Division of Emergency Preparednese b Engineering 
Response (Post 630103} 03/01/28 Consolidated Edison Co of New 

York. Inc I09pp 17144 001 24!C Fiche 50-000*63/01/28,0212060360, 


0212060361 IE Info Notice 63-03, "CalHr of Liquid Level Instrument* * 
Eve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 83/01/26 Consolidated Edison Co of New 

York, Inc llOpp 17074 095 24X F l cht 50-000, 03/01 /20, 821 2060361 


0302030303 Advise* of 030207 open forum in Ch icago, IL re recent rev to 
IOCFR30 54 it 50 55 IE will conduct formal presentation 
followed by question b answer session Requests that 
participation be limited to three people 

SPESBARl), R L Division of Engineering 83/01/20 Commonw ea I th 
Edison Co 2pp 17008 107 24 X Fiche 50-000,03/01/20,8302030303 


0302160280 Ack receipt of 830203 ltr informing NRC of steps tak*h to 
correct violations noted in IE Insp Kept 50-331/92-11 
9PE3SARD, R L Division of Engineering 83/02/11, ARNOLD. D Iowa 
Electric Light b Power Co lp 17170; 117 24 X 

Fiche 30-331.83/02/11,8302160280 


— 0302160206 Respond* to NRC 021100 ltr re violations noted in IE Insp 
Rapt 50-331/02-11 Corrective action* safe method for 
controlling pump flow rate U discharge pressure identified fc 
operability test for diesel oil transfer pumps modified 
ROOT, L D Iowa Electric Light b PoweT Co, 93/02/03 KEPPLER, J Q 
Region 3, Office of Director 2pp, 17170,110 24X 

Fiche 50-331 , 83/02/1 1, 8302160200, 


0212060363 IE Info Notice 03-04, "Failure of Elma Power Supply Units, •* 
S vc list end 

JORDAN, E, L Division of Emergency Preparedness b Engineering 
Response CPost 030103) 83/02/10 Consolidated Editoh Co of New 

York. Inc i 10pp 17347 191 24X Fiche 50-000,03/02/19,8212060363. 


0212060365 IE Info Notice 03-05, "Ob tai n i hg Approval far Disposing of 
Very Law Level Redwaste - 10CFR20 302 * Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (post 830103) 03/02/24 Consolidated Edison Co. of New 

York, Inc lllpp 17347 038 24X Fiche 50-000,03/02/24,0212060365 


0302040039 Adtfl response to FOIA request for 12 categories of document* 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning OA deficiency 
Forwards App A document* Document 31 available in PDR 
FELTON, J 11 Division of Rule* and Records 02/12/30 HIATT, 8 L 

Ohio Citiiens for Responsible Energy 3pp 17045 144, 24X 

Fiche 50-000,82/12/30,8302040039 


— 8302040332 Forwards 1981 comparison data for operating b const plants, 
consisting of total numbers of noncompliance items, repts 
issued, insp hours, severity leve Is, points b hours per rept b 
Its" 

8UCHARSKI, L Region 3, Office of Director 82/07/08 

KEPPLEfl.J 0 Region 3, Office of Director 13pp 17045)201 24X 

Fiche 50-QOOr 82/12/30, 0302040039 


0302010410 Confirms 830210 meeting in Glen Ellyn, IL to discuss 
implementation status of Regulatory Performance Improvement 
Program 

SPE8SARD,R L Division of Project b Resident Programs, 03/01/24 
ARNOLD. D Iowa Electric Light b Power Co lp 16975 298 24X 

Fiche 50-331,03/01/24,8302010410 


0212060366 IE Info Notice 83-06, ’’Nani dent ica t Replacement Parts *• 

Bvc list end. 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of .New 

York, Inc 112pp. 17361 140, 24X Fiche; 50-000, 63/02/24.821 2060366. 


R Periodic opentlng reports b related corres pendente 


8302150196 Forwards "Duane Arnold Energy Ctr Semiannual Rept on Environ 
Qualification Program for Saf e t y-Re lated Electrical 
Equipment," in response to 821220 SER. Action consistent u/ 

NRC replacement parts policy described in Generic Ltr 82-09 
R00T.L D Iowa Electric Light b Power Co 03/02/11 DENTQNrH R. 

Office of Nuclear Reactor Regulation, Director 3pp 17149,234. 

24X Fiche 50-331,83/02/11,0302150196 


—8302150206 ’’Duane Arnold Energy Ctr Semiannual Rept on Environ 
Qualification Program for Safety-Related Electrical 
Equipment " 

# Bechtel Corp 83/02/04 9 5pp 17149 287. 24X 

Fiche, 50-33 1 , 83/02/ 1 1 , 6303150196 
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6302220129 Forward* monthly operating rept for Jan I90j 

MINECK,D L Iowa Electric Light U Power Co 63/02/14 Director's 

Office^ Office of Inspection and Enforcement lp 17233 197 24X 

riche 50-331,63/02/14,6302220129 


— 6302220134 Monthly operating rept for Jan 1963 

WATSON, R Iowa Electric Light L Power Co 63/02/19 6pp 
17233 198 24/ Fiche 30-331,03/02/14,6302220129 


8 Reportable occorrencas, LERs >x related correspondence 


8302040362 Forward* LER Q2-063/C3L-0 

MINECK, 0 L Iowa Electric Light h Power Co 83/01/25 KEPPLER, J 0 

Region 3, Office of Director lp 17019 036 24X 

Pi Che 50-331, 93/01/23. 6302040362 


— 6302040364" LEfi B2-O03/O3L-O on 921220. while conducting GC surveillance, 
RHR sys hydraulic snubber found leaking hydraulic fluid it 
declared Inoperable Caused by inservice seal degradation 
New snubber installed & Inspected w/sat i s f ac tory results 
KILL. K L Iowa Electric Light & Power Co 83/01/29 Region 3, 
Office of Director lp 17019 037 24* Fiche 50-331,63/01/23, 

8302040362 


3302080326 Forwards updated LER 82-075/Q3X-1 

MINECK, D L Iowa Electric Light t* Power Co 63/01/27 KEPPLER , J 0 

Region 3, Office of Director lp 17036 320 24X 

Fiche 50-331, 03/01/27, 6302080328 


DOCKET 50-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


F Security, medical, emergency S- fire protection plans 


0301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for C3L Sc holders of CPs re regional workshop 
concerning Suppl 1, NUREG-0737. "Requirements for Emergency 
Response Capability r ‘ Sve list end 

E ISENrtUT. J) 0 Division of Licensing 63/02/01 Consolidated 

Edison Co of Neu York, Inc iipp 17221 226 24X 

Fiche 50-000,63/02/01,6301210340 


8302170502 Forwards draft safety evaluation on App R exemption 
requests Lists options available 

VASSAL LO. D B Operating Reactors Branch 2 83/02/02 SINCLAIR, L W 

Pou,*t Authority of the State of New York 13pp 17203 160 24X 

Fiche 50-333, 63/02/02, B3021 70502 


— 6302170513 Draft safety evaluation of App R exemption requests re fire 
rones Fire lones not in compliance listed 

* Operating Reactor* Branch 2 63/02/02 20pp 17203 171 24X 

Fiche 30-333. 03/02/02, 8302170 302 


8302230601 Ack receipt of 830121 itr informing NRC of steps taken to 
correct violations noted in Health Physics Appraisal Rept 
30-333/80-20 

MARTIN, T T Division of Engineering L Technical Programs 03/02/15 
MCNEILL, C A Power Authority of the State of New York ip 
17234 059 24/ Fiche 50-333, 03/02/ 1 5. 830223060! 


-8302000330 i/p dated LER 02-O73/O3X-1 on 621 1 06, dUT i ng shutdown drywBll 
purg t, PDtS-4305 opened Rx bldg to suppression chamber vacuum 
breaker CV-4303 consarvat ively & would not reset to cIobi 
Caused by instrument drift 

HILL, K L Iowa Electric Light Power Co. 03/01/27 Region 3, 
Office of Director lp 17056 321 24X Fiche 50-331,63/01/27 , 

6302080328 


— B302230621 Responds to NRC B2U02 ltr re violations noted ir. Health 
Physics Appraisal Rept 50-333/60-20 Corrective actions 
procedures for bioas*ay 4 whole body coun ting, rad iolog ical 
surveys 1 radiation ^ contamination surveys implemented 
MCNEILL, C A Power Authority af the State of New York 03/01/21, 
MARTIN, T T Division of Engineering L Technical Program* 2pp 
17254 059 24X Flthe 50-333,03/02/15,630 2230601 


0020B0245 Forwards LEU 03-00 1/O3L-0 
MIMECK.D L Iowa Electric Light * Power Co. 83/01/26 KEPPLER, J 0 
Region 3. Office of Director lp 17057 113 24X 

Fiche 50-331, 83/01/20, 03020002 4 3 


-B3 0 20E026 0 LER B3-001/03L-0 on 630 104, dur i ng surveillance tes ting , s team 
discovered escaping from RCIC turbine hydraulic governor 
valve HV-2406 Caused by gasket failure Gasket replaced 
HILL/K L Jowa Electric Light t Power Co 83/01/28 Region 3, 

Office of Director Ip 17037 J 1 4 24X Fiche 50-331,63/01/20, 

6302060245 


302230280 Forwards LER 63- 003/03 L-0 
MI NECK, D L Iowa Electric Light Si Power Co 83/02/14 KEPPLER, J. 0 

Region 3. Office of Director ip 17242 347 24* 

Fiche 30-331,03/02/14,0302230260 


-6302230263 LER B3-003/03L-0 on 030125, dur i n g surveillance testing, 
Sartdn reactor low water level indicating switch LI6-4592A 
tripped out of spec Caused by instrument drift Switch 
recalibr 

HILLiK L Iowa Electric Light U Power Co 63/02/11 Region 3* 

Office of Director ip 17242 348 24X Fiche 50-331.03/02/14, 

0302230260 


302230452 Forwards updated LER 02-O6B/O3X-I 

•WINECK, D L Iowa Electric Light U Power Co 83/02/14 KEPPLER, J 0 
Region 3, Office or Director ip 17246 071 24X 

Fiche 50-331.63/02/14,8302230452 


B302230462 Updated LER 92-069/03X-1 on 8210 1 4, dur i ng normal operation, 
river water supply sys D traveling screen wash pump 1P-112B 
found inoperable Caused by failure of rubber coupling due to 
degradation Coupling replaced. 

HILL, K L Iowa Electric Light it power Co 03/02/12 Region 3, 
Office of Director ip 17246 072 24X Fiche 90-331,03/02/14, 

8302230452 


Operator Examinations 


01310203 Generic Ltr 03-06 to all power reactor 1 icensees, app 1 icants 
for 0L»,NS3 vendors, reec tar vendors L AE re c ertif i cates 
& revised format for reactor operator S, senior reactor 
operator licenses Svc list end 

EISEUNUT, D 0 Division of Licensing. 83/01/31 Consolidated 

Edison Co of Mew York, ln.c I4pp 17347 177 24X 

Fiche 50-000, 03/01 /3 i , 830 1 3 1 020 3 


J Insurance 6 indemnity information 


03 02070224 Forwards Endorsement 61 to NELIA Policy NF-200 & End orseme-nt 
52 to MAELU Policy MF-77 

DEEG.F H Power Authority of the State of New York B3/O1/20 
SALTZMAN, J Antitrust S' Economic analysis Branch (Utility Finance! 
Gpp 17031 300 24< Fiche 50-333,83/01/26,8302070224 


8302150036 Forwards Endorsements 1, 2 & 3 to NELIA Certificate N _ 47 it 
MAELU Certificate M-47 

DEED, F H Power Authority of the State of New York 03/02/09 
SALT2M4N* J Antitrust * Economic analysis Branch (Utility Finance! 
19pp 17147 009 24 < Fiche 50-333,83/02/09,8302150056 


P Operating license stage documents & correspondence 


B3021 700 [ 9 Forwards documentation supporting justification for 
continued operation of operating reactor* in response to 
questions raised at 830106 meeting re environ qualification 
of electrical equipment 

EISENHUr, D 0 Di/ision of Licensing 03/01/10 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp, 17196 091 24X 

Fiche 50-000. 63/01/10, 0302170019 


— 0302170123 Package of four comments indicating adequate or inadequate 
justs f i cati on for interim operation re environ qual i f icatlon 
of electrical equipment 

P ADO VAN, M L NRC - No Detailed Affiliation Given 02/01/27 
NRC - No Detailed Affiliation Given lOpp 17196 255 24X 

Fiche 50-000. 83/01/18, 8302170019 


— 8302170129 Forwards tabulation of Group 2 tc 3 plants showing dates by 
which technical evaluation repts are expected to be 
completed Request* justif ication for continued operation of 
each group by 021008 & 15, respec tively 

EISENKUT, DO Division of Licensing 02/09/24 MIRAGLIA, F 
Assistant Director for Safety Assessment 4pp 17196 265 24X 

Fiche 50-000,83/01/16,8302170019 


— 03021 70205 Concludes that bated on licensee 620127 submi ttal, continued 
operation until completion of environ qua 1 i f i cation program 
will not present undue risk to public health & safety 
HEGNER, J D Operating Reactors Branch 2 02/10/20 E I SEN HUT, D G, 

Division of Licensing 2pp 17197 070 24X 

Fiche 50-000, 03/01/18, 8302170019 


0302070289 Forwards safety evaluation of util submittals re NURE0-0737, 
I tom* I A 2 1 4, "Upgrading of Reactor Operator & Senior 
Reactor Operator Training" 1 II 0 4 1, "Training for 
Mitigating Core Damage 

VASQALLO, D B Operating Reactors Branch 2 03/01/25 SINCLAIR, L If 

Power Authority of the State of New York 2pp 17065 306 24X 

Fiche 50-333, 03/01/23, 8302070289 
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--8302070291 Safety evaluation of util submittal* re NURE0-0737, Items 
I A 2 Hi "Upgrading of Reactor Operator 6 Senior Reactor 
Operator Training" V II 5 4 1 , "Training* for Mitigating 
Core Damage 11 Requirements net 

SAU^ACK. W Operating Reactors Drench 8 03/01/89 3pp 

1 7065 308 24X Fiche 50-333,03/01/25,0308070889 


8208310344 “Improvements m Training 4- Requal i f ication Programs as 
Required by TMI Action Items 1 A 2 1 & 1 1 D 4 for JA 
Fitzpatrick Nuclear Power Plant,” technical evaluation rept 
-» Science Applications, Inc NRC -03-02- 094 SAI-1 06-029-4? 

02/08/23 NRC - Mo Detailed Affiliation Given 15pp 
17063 311 24 X Fiche 50-333.03/01/23,0302070209 


030201 0532 Forwards "Meta 1 lograph ic Investigation of Type 304 Stainless 
Steel Schedule 80 Pipe" it "Investigation of Flaws on Inside 
Surface of Type 304 Stainless Steel Schedule BO Pipe " 

BAYtlE, J P Power Authority of the State of New York 03/01/26 
VASSALLO, 0 0 Operating Reactors Branch 2 2pp 16970 106 24X 

Fiche 90-333,83/01/26,8308010332 


6302030441 Forwards response to 820317 request for addl info on outages 
of ECCS per TMI Item II K 3 17 Enel rept revised to Include 
ECCS ot equipment failures which resulted in occurrence 
rept 

PAYNE, J P Power Authority of the Stato of Neui York 83/01/26 
VASSALLO, D 0 Operating Reactors Branch 2 40pp 17000 147 SAX 
F i C h * 90-333, 03/01/26, 030203044 1 


S3020300B9 Generic Ltr 03-00 to a 11 Mark I containment licensees re 
mad of vacuum breakers on Mark I containment Requests 
commitment to submit results of plant-unique calculations 
which formed bases for mad Svc list end 

EI56NHUT, D 0 Division of Licensing 83/02/02 General Public 
Utilities - GPU Service Corp 5pp 17074 006 24X 

Fiche 30-000,03/02/02,0302030009 


£330 2 0 0 0 1 99 Forwards reactor coolant & main steam line tunnel leakage 
detection sys performance evaluations after 5 yrs of 
operation Performance history of both sys excellent 
BAYNE, J P Power Authority of the State of New York 03/02/02 
VASSALLO. D Q Operating Reactors Branch 2 3pp 17059 023, 34 X 

Fiche 50-333.03/02/02,8302080159 


B30217Q450 Forwards request for addl info for review of NUREG-0737, 
Item 11 F I 4,11 F 1 9 HI F 1 6 Response requested within 
30 days of ltr receipt 

VASSALLO, D Q Operating Reactors Branch 2 03/02/02 SINCLAIR, L If 

Power Authority of the State of New York iOpp 17209 090 24X 

Fiche. 50-333, 03/02/02, 03021704 50 


03O2OBO295 Generic Ltr 03-09 to all operating reactor licensees* 
applicants for QL h holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

ETSEKM'JTrD G Division of Licensing 83/02/00 Consolidated 

Edison Co of New York, Inc llpp 17290 247 24X 

Fiche 50-000,03/02/00,0302000295 


9302000301 Generic Ltr 83-05 to OWR licenses* of operating reactors 
(except LACDWR ) , app l icants for QL holders of CP re 8ER of 
"Emergency Procedure Gu Id el ines, Rev 2, 11 NEDO-24934, June 
1902 Guidelines acceptable Svc list end 

E I SENHOT , D 0 Division of Licensing 03/02/00 Commonwealth 

Edison Co 6 pp 17234 245 24X Fiche 50-000, 03/02/08, 8302080301 


0302000304 Generic Ltr 03-11 to all operating reactor licensees re 
licensee qualification far performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list and 
E ISEIVHJT, D G Division of Licensing 83/02/00 Consolidated 
Edison Co of New York, Inc ?pp 17234 234, 24X 

Fiche 50-000, 03/02/08, 0302080304 


8302I3G159 Forwards application for amend to License DPR-59, Chang i ng 
Tech Specs to delete all nonrad ielog leal spec sections & 
refs in App 0,per Federal Water Pollution Act amends of 
1972 

BAYNE, J P Power Authority of the State of New York 03/02/10 
VASSALLO, D B Operating Reactors Branch 2 ip 17147 163 24X 

Fiche 50-333,83/02/10.8302150199 


— 0302150163 Application for amend to License DRR-5?, chang i ng Tech Specs 
to delete all nonradiological spec sections 8? refs in App B, 
per Federal Water Pollution Act amends of 1972 

BAYNF, J P Power Authority of the State of New York 03/02/10 
lp 17147 164 24 < Fiche 50-333,83/02/10,8302150159 


— 8302150166 Proposed Tech Specs re nonradi ol og 1 cal specs in App Q 
4 Power Authority of the State of New York 83/02/10 13pp 
17147 163 24X Fiche 50-333,03/02/10,0302150159 


0302230402 Comments on draft value impact analysis re proposed steam 
generator generic requirements Cost of condenser ratubing, 
condensate polisher installation &. copper bearing component 
replacement in feedtrain must be considered 

BAYNE, J P Power Authority of the State of New York 03/02/13 
EIBENHUT, D 0 Division of Licensing 2pp 17257 071 24X 

Fiche 50-000,83/02/13,8302230482 


8302240029 Forwards application for amend to License DPP-59, proposing 
changes to Tech Specs re mgt argannation & titles 
BAYNE, J P Power Authority of the State of New York 03/02/18 
VASSALLO, D B Operating Reactors Drench 2 2pp 17274-336 24X 

Fiche 50-333,93/02/18.0302240029 


— 8302240032 Application for amend to License DPR-59, changing Tech Specs 
re mg t orga n i xa t ion U title* 

BAYNE, J P Pouer Authority of the State of New York B3/02/13 
2pp 17274 330 24X Fiche 30-333,83/02/18,8302240029 


— 0302240036 Propqserf Tech Specs re mgt organization U titles 

« Power Authority of the State of New York 03/02/10 16pp 
17274 340 24X Fiche 50-333,83/02/18,0302240029. 


0 Inspection reports, IE Bulletins fc correip ontfence 


0302030436 Forwards IE Insp Rept 90-333/02-23 on 021201-31 U notice 
of violation 

0TAROSTECKI, R Division of Project 8, Resident Programs 03/01/19 
HCNElLLrC A Power Authority of the State of New York 2pp 
17006 207 24X Fiche 50-333,03/01/19,8302030436 


— 8302030445 Notice of \tolation from insp on B21201-31 

1 * Division of Project & Resident Programs B3/01/19 2pp 
17006 209 24 < Fiche 50-333,83/01/19.8302030436 


—0302030456 IE Insp Rept 50-333/02-20 on 821201-31 Nontomp l lan ce noted 
failure to complete QC insp p oi nt s , peTf orm adequate DC 
matl receipt insp 4 use of unauthoriied tags on 
safety -re la ted matl 

LINS' ILLE, J C , DOERFLEIN. L T , K I STEP, H 0 Division of Project «. 
Resident Programs 83/01/15 13pp 17006 211. 24X 

Fiche 50-333.83/01/19.0302030436 


8212060350 IE Info Notice 03-01. "Ray Miller. Inc " Bvc list *nel 
JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 030103) Q3/01/26 Consolidated Edison Co bf New 

York. Inc I 18pp 17023 160 24 < F i c he 50-000, 03/01 /2A, 0212060350 


0302010443 Furwatds addl info re IE Bulletin 00-11, “Masonry Wall 
Design, " in response to NRC request 

BAYNE, J P Power Authority of the State of New York 83/01/26 
VASSALLO, D B Operating- Reactors Branch 2 3pp 16974 245 24X 

Fiche 50-333,83/01/26,8302010443 


0212060360 IE Info Notice 03-02, “Limi torque HOBC, Hi DC, N2BC U H3BC 
Gearheads " Svc list «ncl 

JORDAN. E L Division of Emergency Preparedness Engineering 
Response (Post 830103) 83/01/20 C onso 1 i dat ftil Edison Co of New 

York, Inc 109? p 17144 QOt 24X Fiche 50-000,83/01/28,0212060360 


0212060361 IE Info Notice 83-03, "Callbr of Liquid Level Instruments " 
Svc list end 

JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/01/28 Consolidated Edison Co of New 

York. Inc UOpp 17G74 095 24X Fiche 5 0-000,03/01/20,9212060361. 


8302100429 Forwards IE Insp Rept 50-333/02-24 on 921101-10 No 
no-ncom.pl lance noted Apps listing licensee strengths U 
weaknesses end Response to App B (licensee weaknesses) due 
in 30 days 

MARTIN. T T Division of Engineering L Technical Programs 63/01/20, 
BAYNE, J P Power Authority of the State of New York 7pp. 

17117 205 2 4X Fiche 50-333, 83/01 /2B, 6302100429 


— 8302100436 IE Insp Rept 50-333/82-24 ot> 021101-10 No nonepmp 1 lane* 
noted Major areas inspected design contro Is, plant mods,QA, 
drawing controls, records ragt Si committee activities, 

EAPEN, P K , WIGGINS, J T , BADNACK, W Division of Engineering S< 
Technical Programs 83/01/27 43pp 17117 212 24X 

Fiche 50-333.83/01/28,0302100429 


8302230601 Ac k receipt of 030121 ltr informing NRC of steps taken to 
correct violations noted in Health Physics Appraisal Rept 
50-333/80-20 

MARTIN, T T Division of Engineering St Technical Programs 03/02/15, 
MCNEILL, C A Power Authority of the State of New York lp. 

17254 0S8 24X Fiche 50-333,03/02/15,0302 330601 
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— 8302230*21 Respond* to NRC 021102 ltr re violations noted in Health 
Phytic* Appraisal Kept 50-333/80-20 Corrective actions 
procedure* for bioa**ay 6 whole body coun t in g . rad i o i og ic a I 
surveys & radiation & contamination surveys implemented 
MCNEILL, C fy Power Authority of the State of Mew York 93/01/21 
MARTIN, T T Divinon of Engineering t Technical Programs 2pp 
17234 039 24 X Fiche 50-333.03/02/15,0302230601 


021206 0363 IE Info Notice 83-04. "Failure of Elma Power Supply Units •' 
8 vc list encl 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response <Post B30I03) 83/02/18 Consolidated Edison Co of New 

York, Ine UOpp, 17347 191 24K Fiche 50-000, 83/02/ 10, 821 2060363 


821 20*0365 IE Info Notice 83-05. "Obtaining Approval for Disposing of 
Very Low Level Raiuaste - 1OCFR20 302 H Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of Now 

York, Inc lllpp 17347 058 24X Fiche 50-000.83/02/24.0212060365 


82 1 2060366 IE Info Notice 83-06* "Nonid e n ti ca 1 Replacement Parts " 

Svc list end 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York. Inc i 12pp 17361 148 24X Fiche 50-000.83/02/24,0212060366 


FL Periodic operating reports h related correspondence 


8302080239 Forwards monthly operating rept for Jan 1983 

CONVERSE, R J Power Authority of the State of New York 83/02/03 
Director's Office, Office of inspection and Enforcement lp 
17057 174 2 4X FI c he. 30-333. 83/02/03, 8302080239 


— 8302080242 Monthly operating rapt for Jan 1903 

COOK, J Power Authority of the State of New York 03/02/03 
lipp 17057 175 24X Fiche 50-333,83/02/03,8302080239 


3 Reportable occurrences. LER* b related correspondence 


0302030396 Forwards LER 03- 003/03 L-0 

MCNEILL, C A Power Authority of the State of N*UJ York 03/01/24 

HAYNESiR C Region 1, Office of Director lp 17003 295 24X 

Fiche 30 -333, 83/0 1 /24, 030 203039 6 


— 8302030402 LER 03-QO3/Q3L-O gn 930111, while conducting surveillance 
testing on core sparger to reactor vessel D/P switches 
14DPIS-43A it B, instrument setpoints found to bo less 
conservative than required Caused by instrument drift 
KEITH, H Power Authority of the State of New York 83/01/24 
Region I. Office of Director. lp 17005 293 24X 

Fiche 50-333, 83/01/24,8302030396 


9302030413 Forwards LER 83-002/Q3L-Q 

MCNEILL, C A Power Authority of the State of New York 00/01/24 
HAYNES, R-C Region I, Office of Director lp 17005 146 24* 
Fiche 50-333, 63/0 i /24 , 83020304 1 3 


—0302030421 LER B3-002/03L-0 on B301 09. stand b y gas treatment sys B 
humidity control heater out of svc for approx 3 h Caused 
by shorted silicon controlled rectifier to ground Silicon 
controlled rectifier removed 

LISEND.R Rower Authority of the State of New York, 83/01/24 
Region 1, Office of Director ip 17003 147. 24X 

Fiche 30-333,03/01/24,8302030413 


6302030200 Forwards updated LER 82-043/03X-1 . 

MCNEILL, C. A Power Authority of the State of New York. 03/01/23 
HAAYNES.R.C Region i. Office of Director lp. 17001 324. 24X 
Fiche 50-333, 83/01/25, 0302030200 


— 8302030203 Updated LER 82-043/03X-1 on 021226, MSIV D inbnard «, 
outboard 10X switch would nut reset when tested. Caused 1 by 
mismatch between switch activator &c striker plate on 
outboard switch Striker plate reworked Activator reset, 

KEITH, H Power Authority of the State of New York 83/01/25 
Region 1. Office of Director 2j>p 17001; 323, 24X 

Fiche 30-333,83/01/23,8302030200 


030 2230224 Telecopy R0« 83-029 b 83-003 on 930BD2, licensee informed by 
telcon that error made in ODYN base deck for Reload 4 Cycle 
5 analysis. Caused by personnel error In performing licensing 
analysis. Tech Spec change initiated. 

MCNEILL, C A Power Authority of the State of Neui York 93/02/03 
Region 1, Office of Director. lp 17245*040. 24X 

Fiche - 50-333, 83/02/03,8302230224 


8302230295 Forwards LER 82-060/04 T-0. 

MCNEILL, C A Power Authority of the State of New York 03/02/03 
HAYNES, R C Region 1, Office of Director. Ip 17244.3 03. 24X 

Fiche* 50-333, 03/02/03,0302230295 


— 0302230299 LER 62-060/04T-0 on 021230, numb e r of fish impinged over 24 h 
period exceeded 20,000 Previous impingement samples measured 
less than 100 fish/24 h Caused by bad weather conditions 
during 021229-30 Submittal replaces LER 83-001 

MULCAHEY, E Power Authority of the State of New York 83/02/03 
Region 1, Office or Director 2pp 17244 304 24X 

Fiche 50-333, 83/02/03, 0302230295 


0302330469 Forward 3 LER 03-OO5/O3L-O 

MCNEILL. C A Power Authority of the State of New York 03/02/03 
HAYNES, ft C Region 1, Office of Director lp 17246 099 24X 

Fiche 50-333, 03/02/03, 8302230469 


— 8302230401 LER B3-0O5/O3L-O on 830120, 130-gall on unplanned release of 
laundry effluent occurred Caused by laundry drain tank A 
being placed in recirculation lineup w/diachargo lineup 
still available Procedures revised 

LOCY.R Po^er Authority of the State of Now York 83/02/03 
Region 1, Office of Director Ip 17246 100 24X 

Fiche 30-333,83/02/03, 8302230469 


0302P3O537 forward s LER 82-059/03L-0 

MCNEILL, C A Power Authority of the State of New York 83/02/03 

HAYNES, R C Region 1, Office of Director lp 17256 300 24X 

Fiche 50-333. 03/02/03, S302230537 


—8302230947 LER 82-059/03L-0 on 821226, M8IV B outboard 107, switch would 
not reset when tested per Tech Spec 3 1-1 Caused by mismatch 
between activation £ striker plate in reset direction of 
valve travel Striker plate mechanically reworked 
KEITH, H Power Authority of the State of New York 03/02/03 
Region 1, Office of Director lp 17256 301 24X 

Fiche 50-333,83/02/03,8302230537 


0302230577 Forwards LER 03-OO5/O3L-O 

MCNEILL. C A Power Authority of the State of New York 83/02/03 
HAYNES, R C Region 1, Office of Director Ip 17256 105 24X 

Fiche 50-333, 03/02/03,8302230577 


— B 202230594 LER 03-OG5/O3L-O on 830120, unp lanned release of laundry 
effluent occurred prior to sampling after laundry drain tank 
A placed in recirculation lineup u/discharge lineup still 
available Caused by personnel error Operator counseled 
LOCY, R Power Authority of the State of New York 83/02/03 
Region 1, Office of Director lp 17236 106 24X 

Fiche 50-333, 03/02 '03, 0302230577 


6302230661 Forwards LER 83-004/03L-0 

MCrJElLL, C A Power Authority of the State of New York 63/02/03 

HAYNES, R C Region l. Office of Director lp 1724B 33 3 24X 

Fiche 50-333, 83/02/03, 8302230661 


— B302230672 LER 03-OD4/Q3L-O on 8301 17, control rod 18-27 found uncoupled 
t would net recouple Caused by bent uncoupling rod in 
control rod drive nechanjsm b loose inner Filter Mechanism 
replaced ur/rebuilt unit 

L I SEND, R Pouer Authority Of the State of New York 03/02/03 

fleglen 1, Office of Director lp 17248 334 24X 

Fiche 50-333, 03/02/03, 8302230661 


6302230637 Forwards updated LER 82-043/03X-2 

MCNEILL, C A Power Authority of the State of Now York 83/02/03 

HAYNES, R C Region 1, Office of Director lp 17248 339 24X 

Fiche 50-333. 83/02/03, 8302230607 


— 8302230691 Updated LER 82-043/03X-2 on 821226, MSI V D inboard 10X switch 
would not reset when tested Caused by mi s ad jus tment of 
Inherent dead band outside reset point Switch activation 
adjusted further down, on valve travel 

KEITH, H Power Authority of the State of New York 03/02/03 
Region i, Orfice of Director lp 17248 360 24X 

Fiche 50-333,03/02/03,8302230687 


8302180300 Forwards LER 93-006/03L-0 

MCNEILL , C A Power Authority of the 9tate of New York 03/02/07 
HAYNES, R C Region i, Office of Director Ip 17211 233 24X 

Fiche 50-333, 83/02/07, 8302180300 


—8302100306 LER 03-0O6/O3L-Q on 830110, Wyle Labs notified util that 
as-found first & second actuations of relief valve D ware 
out of Tech Spec tolerances of 1,094 to i,i!6 psig Cause of 
setpoint drift unknown Problem under investigation 
CONVERSE, R Power Authority of the State of New York 83/02/07. 

Region 1. Office of Director Ip 17211 234 24X 

Fiche 50-333, 83/02/07, 8302100300 


0302230288 Forwards LER 83-008/01 T-0 

MCNEILL, C A Power Authority of the State of New York 03/02/09 

HAYNES, R C Region 1, Office of Director Ip 17244 331 24X 

Fiche 50-333, 83/02/09, 8302230200 
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— 8302230293 (_£R 83-OOa/OlT-O on 030202. error in ODYN base deck for 
tieloa-if 4 analysis caused dalfca critical power ratios for 
pressor i*at ion transients to be nonconner votive Caused by 
improper data input due to personnel error 

KERCH. D Power Authority of the State of New York 03/02/09 
Re? ion 1, Office of Director 9pp 17244 332 24X 

f iche 50-333. 03/02/09. 0302230208 


8302230290 Forwards LER 83-007/03L-0 

MCn'EILL, C A Power Authority of the State of New York 83/02/09 
Haynes. R c Region li office of Director Ip 17244 290 24X 

Fiche 50-333 , 03/02/09. 0302230290 


03Q217O44O Forwards Amend 63 to License DpR -66 & notice of issuance 
5 , availability Amend changes Tech Spec to require audit of 
emergency K security plan* at least once per 12 month* 

VARGA. S A Operating Reactors Branch 1 83/02/07. CAREY* J J 

Duquesne Light Co 4pp 17204 063 24X Fiehe 50-334. 83/02/07^ 

0302170440 


— Q3021 704S9 Amend 63 to License DPR- 66 , chary lng Tech 8 pec* to require 
audit of emergency 1 lecurifry plans at least once every 
12 months 

VARGA. S A Operating Reactors Branch 1 03/02/07 4pp 

17204 087 24 X Fiche 50-334. B3/Q2/ 07,8302170440 


— B302230302 LER 03-OO7/O3L-O on 830201. while testing reactor low water 
level scram switch 03-3-LI8-101D, setpoint found less 
conservative than Tech Spec requirement Caused by instrument 
drift Setpoint adjusted Test frequency increased 
HARTFORD. K Power Authority of the State of New York 03/02/09 
Region 1 , Office of Director lp 17244 299 24X 

Fiche 50-333.83/02/09,0302230290 


V Operator Examinations 


S301310203 Generic Ltr 03-06 to all power reactor 1 ic ensee a , ap p Ucants 
for GLs*fcS3 v endoi s. reac tar vendors 4t AE re certificate* 
it revised format for reactor operator * senior reactor 
operator licenses Svc list end 

E1SENHUT.D G Division of Licensing 63/01/31 Consolidated 

Edison Co of New York, fnc 14pp 17347 177 24X 

Fiche 30-000. S3/01/31. 0301310203 


— 0302170472 Notice of issuance availability of Amend 63 to License 
DPtl -66 

VAROA, 3 A Operating Reactors Branch 1 G3/02/07 2pp 

17204 091 24X Fiche 50-334.03/02/07,0302170440 


8302160267 Forwards Rev 4 of training b qualification plan b ftev 10 
& page changes to Rev 9 to physical security plan Rev* 

& page* withheld <rof 10Crft73 21> 

CAREY. J yJ Duque sne Light Co 03/02/09 VARGA, S A. Operating 
Reactor* Branch 1 3pp. 17163 188 24X Fiche; 50-334, 03/02/09, 

83021 60267 


3302290202 Forward* IE Imp Rept 50-334/83-01 on B30104-31 Wo 

nonconp l ianc e noted 

2TAR0STECKI , H Division of Project b Resident Programs. 03/02/09 
CAREY* J J Duquesno Light Co 2pp 17291 349 24X 

FJ Che 90-334. 83/02/09, 0302250202 


DOCKET 90-334 BEAVER VALLEY POWER STATION, UNIT 1 
F Security, medical, emergency l fire protection plan* 


8302030499 Forwards IE ln»p Rept 50-334/82-30 on 021129-1202 L notice 
of violation 

HARTIU, T T Division of Engineering & Technical Program* 03/01/20 

CAREY, J J Duquesne Light Co 2pp 17006 209 24X 

Fiche 50-334, 83/01/20. 0302030479 


— 8302030506 Notice of violation from insp on 021129-1202 

* Division of Engineering & Technical Program* 03/01/20 lp, 
17006 £91 24/ Fiche 90-334,83/01/20,0302030499 


— 03O2O3OM1 IE Insp Rept 90-334/82-30 on 021 129-1202 Noncgmpli ance 
noted unapproved 6 unreviewed procedure implemented for 
emergency squad drills 

FIN/EL, A , PLISCO, L , ANDERSON, C J Region 1, Office of Director 
03/01/10 llpp 1 7006' 292 24X Fiche 90-334,03/01/20,8302030499 


8302030309 Forwards IE Insp Rept 50-334/82-29 on 821201-030103, No 
nonconp Hanca noted 

STAROSTECKI, R Division of Project U Resident Program* 03/01/21 
CAREY. J J Duquesne Light Co 2pp 17005 326 24X 

Fiche 50-334, 03/01/21.0302030389 


* -8302030397 IE Insp Rapt 50-334/82-29 on D21 201 -830103 No none omp 1 1 anc e 
noted tfajor areas inspected document control program, p lant 
opera ti on* * housekeeping. fire protection* radiological 
Controls t physical security 

TftOSKtJSKI, H 11 * LAZARUS, W , TRIPP, L E Division of Project 6 
Resident Programs 83/01/19 I3pp 17005*328 24X 

FLche 50-334.83/01/21,0302030389 


—0302290209 IE Insp Rept 90-334/63-01 on 030104-31. No none omp 1 lane e 
noted Major area* inspected licensee action on prevlou* Insp 
findings. plant operat i ant. hou se keep ing* f i re protection* 
physical security 6 LER followup 

TROSKOSKlrW M . LAZARUS* W J , TRIPP, L E Division of Project b 
Resident Program* 83/02/07 I5pp 1/271 391 24X 

Fiche 30-334.03/02/09,8302250232 


□302240306 Release* public version of "Annual Emergency Preparedness 
C»ercl«* 1703 11 

FELTOM*U M Division of Rule* and Record* 03/02/16 Document 
Management Branch lp 17207 067 24X Fiche 50-334483/02/16, 

8303240306 


— 8302340311 Forward* public v«T*ion of "Annual Emergency Preparedness 
Exercise 1983 " 

a Dunuesne Light Co 03/01/26. V AROA, 9 A Operating Reactor* 
Branch 1 2pp 172B7 068 24X Fiche 90-334,93/02/16*8302240306 


— 0302240315 Public version of "Annuel Emergency Preparedno** Exercise 
1983 " 

CAREY, J yJ Duquesne Light Co 03/01/26 »06pp 17207.070, 24X 

Fiche 50 - 334 , 03 / 02 / 16,9302240306 


P Operating license stag* document* correspondent e 


0302000073 Forward* Amend 62 to License DPR- 66 * sef e ty evaluation* 
technical evaluation %t notice qf issuance U availability 
Amond allow* bypass of anticipatory reactor trip on turbine 
trip 

TAN, P 9 1 Operating Reactor* Branch 1 83/01/26 CAREY, J J 

Duque she Light Co 3pp 17106 236 24X F i c he” 50— 334, 03/0 1 /26» 

8302000073. 


— 0302000077 Amend 62 to License DPR- 66 . a llod ing bypass of anticipatory 
reactor trip on turbine trip at SOX rated power or below 
VAROA, B A Operating Reactor* Branch i 03/01/26* 6 pp. 

17106 239 24 X Fiche 90-334,03/01/26,8302000073 


0301210340 Generic Ltr 03-04 to all licensee* of operating reactors, 
applicants for QL 8 , holders of CP* ro regional workshop 
concerning Quppl 1 , NUREG-0737, "Requirement* for Emergency 
Response Capability " Svc list end 

E1SENN0T.D O Division of Licensing 03/02/01 Consolidated 
Edison Co of New York. Inc llpp 17221’ 226 24X 

Fiche 30-000,83/02/01,8301210340 


— B3O2O80OB1 Safety evaluation supporting Amend 62 to License DPR- 66 , 

♦ Office of Nuclear Reactor Regulation, Director. 83/01/26 4pj» 
17106 249 24X Fiche 50-334.03/01/26,0302080073, 


B30216O474 Release* public version of Vol 1 of emergency preparedness 
p ion 

FELTON, J M Division of Rules and Records 03/02/04 Document 
Management Branch lp 17175 350 24X Fiche 50-334,03/02/04* 

0302160474 


-8302080062 "Deletion of Reactor Trip on Turbine Trip Below SOX Power, 
technical evaluation rept 

REEYEBcW E Lawrence Livermore Laboratory 79/00/31 NRC — No 
Detailed Affiliation Given 4pp 17106 249. 24X 

Fiche 90-33 4,03/01/26,0302060073. 


—0302160476 Forwards public version of Issue 7, Rev 0 to emergency 
preparedness plan, Vol 1 , 

SIEBER.J D Duquesne Light Co 83/01/14, VAROA, S A Operating 
Reactors Branch 1 5pp 17179 351 24X Fiche 90-334,03/02/04, 

6302 f 60474 


— 8302000005 Notice of issuance k availability of Amend 62 to License 
DPR -66 

VAROA, 8 A Operating Reactor* Branch i 83/01/26. 2pp. 

17106 233 24 X Fich* 90-334.93/01/26*8302000073 


—0303160477 Public version of Issue 7* Rev 0 to emergency preparedness 
plan, Vol 1 

LACEY. U S Duquesne Light Co 83/01/10 294pp 17175 396 24X 

Fiche 50-334,03/02/04,8302160474 
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0302000302 flespond* to SER for environ qualification of s af ety-re ) a feed 
electrical equipment Deficiencies identified will not impair 
continued safe operation flee la* si f lea tion of manufacturers 
Info continuing Justification for continued operation end 
CARfcY. J J Duquesne Light Co B3/02/01 VARGA* S A Operating 
Reactors Branch i 23pp 17056 00? 24X Fiche 50-334.. 03/02/01. 

9302030302 


6302000296 Forward* response to 021216 request fo-r add! info re 
NUREG-0737. Items II F 1 ^ II F I 3 Ml F 1 A concerning 
Instrument accuracy 4 related data for containment pressure, 
water level & hydrogen monitors 

CAREY. J J Duquesne Light Co B3/02/02 VAROA, S A Operating 
Reactors Branch 1 12pp 17056 120 24X Fiche 50-334,03/02/02. 

0302080296 


0302130335 Forwards proprietary WCAP-10196, "Second Cycle Performance 
of Beaver Valley Unit 1 Fuel “ End withheld 
<ref 10CER2 790) 

CAREY, J J Duquesne Light Co 83/02/02 VARDA. S A Operating 
Reactors Branch 1 tp 17146 141 24X Flche 30-334,83/02/02, 

0302130335 


0302 1 7030 0 Forwards proposed Change Request B4 to License DPfl-66, 
changing Tech Spec* re administrative controls* to comply 
w/Oeneric Ltr 82-16 

CAREY* J J Duquesne Light Co 83/02/07 VARGA. S A Operating 
Reactors Branch 1 lp 17107 117 24X Fi Ch e* 50-334* 93/02/07. 

6302170330 


— 0302170331 Application for amend to License DPR-66, inc orporat ing 
applicable recommendations of NUREQ-0737 items in response 
to Generic Ltr 02-16 

CAREY, J J Duquesne Light Co 83/02/07 2pp i7107 118. 24X 

Flche 50-33 4. 03/02/07* B30217O3B0 


--0302170385 Proposed Tech Spec changes re a dmi n i s tra t Ive controls* to 
comply w/Oeneric Ltr B2-I6 Safety evaluation end 
* Duquesne Light Co 03/02/07 5pp 17107 120 24X 

Flche. 50-334, 83/02/07, S3021 70380 


8302170440 Forwards Amend 63 to License DPR-66 & notice of issuance 
Sc availability Amend changes Tech Spec to require audit of 
emergency it security plans at least once per 12 months 
VAROA. S A Operating Reactor* Drench 1 03/02/07 CAREY, J J 

Duquesne Light Co 4pp 17204 0S3 24X Fiche 50-334,03/02/07, 

0302170440 


— 930217045? Amend 63 to License DPR-66, chang ing Tech Bpecs to require 
audit of emergency 4 security plans at least once every 
12 months 

VAROA. 3 A Operating Reactors Branch 1 03/02/07 4pp 

1720 4 007 24 X Fiche 50-334, 03/02/0 7, 830 21 704 40 


— 6302170472 Notice of issuance L availability of Amend 63 to License 
DPR-66 

VAROA, 9 A Operating Reactors Branch 1 03/02/07 2pp 

17204 091 24X Flche 50-334 . 03/02/0 7 , 030 2 170440 


6302000295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for 0L •& holders of CP for C-E PUR* re review of 
C-E Qj/ners Group emergency procedures guideline program Svc 
list end 

EISENHUT, D 0 Division of Licensing 03/02/00 Consolidated 

Edison Co nf New York, Inc i Ipp 17290 247 24X 

Fiche 50-000. 93/02/00,8302000275 


3302080304 Generic Ltr B3-U to all operating reactor licensee* re 
licensee qualification for performing safety analysis in 
support of licensing action* Ability to use code must be 
demonstrated by vendor ar licensee Svc list end 

EIBENHVT, D 0 Division of Licensing 83/02/Oa Consolidated 

Edison Co of Meg York, Inc ?pp 17S34 234 24X 

Flche 50-000, 83/03/03, 830 208030 4 


02090085 Generic Ltr 83-10D to all licensees w/Wes tinghnuse designed 
4686 < except Yankee Atomic Electric Co) re resolution of 
TNI Action Item II K 3 3. "Automatic Trip o-f Reactor Coolant 
’ump* 11 Bvc list end 

HI8ENHUT, D 0 Division of Licensing 83/02/08 Southern 

California Edison Co. 31pp. 17270 262 24X Flche 50-000,03/02/03, 

3302090085 


12220322 Forwards response* to NRC 030112 ltr tb open item* in 
lections 3 4. "Single Failure Criteria" 6 3 5. "Seismic 
Jeslgn, " of Technical Evaluation Kept EGG -E A- 5026, "'Reactor 
'tssel Overpressure Protection " 

!AREY« J J Duquesne Light Co 83/02/00 VARGA, 8 A Operating 
(etc tors Branch 1 5pp 17230 146 24X F iche' 50-334. 83/02/ OB, 

3302220322 


3302170136 Forwards application for amend to License DPR-66, revising 
Tech Spec* re rod position indication 

CAREY, J J Duquesne Light Co 03/02/09 VAROA, S A Operating 
Reactors Branch 1 2pp 17J80 117 24X Flche 50-334,83/02/09. 
0302170 186 


— -8302170193 Application for amend to License DPR-66. revi s l ng Tech Specs 
re rod position indication 

CAREY* J J Duquesne Light Co 03/02/09 2pp 17180 119 24X 

Fiche 30-334.83/02/09,8302170166 


— 8302170196 Proposed Tech Spots re rod position indication 
* Duquesne Light Co 03/02/09 9pp 17100 121 24X 

Flche 50-334, 03/02/09, 8302170186 


03022^0297 Forwards fee for 830207 Class II Tech Spec Change Request 
84 

3 lEBEft, J D Duquesne Light Co 03/02/11 License Fee Management 

Branch Ip 17230 156 24X F iche 50-334, 03/02/11 , 8302220297 


0302220370 Adsises that util will be deviating from original design 
specs under which chemical addition pumps were originally 
procured per description in 000227 ltr 

CAREY, J J Duquesne Light Co B3/02/14 VARGA, 0 A Operating 
Reactor* Branch 1 2pP 17232 338 24X Fiche 50-334,03/02/14. 

0302220370 


Q Inspection reports, |E Bulletins $ correspondence 


030203049? Forwards IE Inop Rept 50-334/82-30 on 021129-1202 & notice 
of viola tion 

MARTIN, T T Division of Engineering t Technical Program* 83/01/20 

CAREY, J J Duquesne Light Co 2pp 17006 209 24X 

Flche 50-334, 03/01/20,8302030499 


— 0302030506 Notice or violation from tnsp on 021 129-1202 

* Division of Engineering L Technical Programs 03/01/20 lp 
17006 291 24 X Fiche 50-334,83/01/20.030 2030499 


— 0302030511 IE Insp Rept 50-334/82-30 on 821127-1202 None omp 1 1 anc e 
noted unapproved & unrevieued procedure implemented For 
emergency squad drills 

FlIsMEL, A , FLISCO, L * ANDERSON, C J Region I, Office of Director 
03/01/10 llpp 17006 292 24/ Flche 50-334,03/01/20,930203049? 


8302030369 Forwards IE Insp Rept 50-334/82-29 on 821201-830103 No 
n oneonpl lance noted 

5TAR0STECHI, R Division of Project & Resident Programs 03/01/21 
CAREY, J J Duquesne Light Co 2pp 1700 5 3 2 6 24X 

Fiche 90-334,83/01/21,030203039? 


— 8302030397 IE Insp Rept 50-334/82-2? on B21 201-8301 03 No none omp 1 iance 
noted Major area* inspected document control program, p lant 
operations, housekeeping, fire protection, radiological 
controls l physical security 

TROEKQSK I , W M . LAZARUS, W , TRIPP, L E Division of Project U 
Resident Programs 03/01/19 15pp 17005 320 24X 

Flche 50-334,03/01/21,8302030309 


0212060350 IE Info Notice 83-01, "Ray Miller, Inc 41 Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/01/26 Consolidated Edison Co of New 

York, Inc llBpp 17023 160 24< Fiche 50-000,83/01/26,8212060350 


8212060360 IE Info Notice 03-02, "Limi tor que NOBC, H1BC, H2BC H3DC 
Gearhead* 14 Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 03/01/28 Consolidated Edison Co of New 

York* Inc 1 09pp 17144 001 24X Fiche 50-000,83/01/28,0212060360 


8212060361 TE Info Notice 93-03, “Calibr of Liquid Level Instruments " 
Svc H*t end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/01/28 Consolidated Edison Co of New 

York* Inc UOpp 17074 095 24X Fiche 50-000,83/01/28,8212060361 


8302160107 Moti fica tlon 83-00 of 830215 meeting u/util in Shipp ingport, 
PA to discuss SALP, 

TRIPP, L E Division of Project t Resident Programs 03/02/02 
Division of Project 6 Resident Programs lp 17160 256 24X 
Fiche 50-334, 83/02/02, 0302160107 


83021100122 Request* remittance of Class III fee for review of util 
821221 request for relief from requirements of Section XI of 
ASME Code re inservice insp for pumps & valves 

DIGGS, R M License Fee Management Branch 9 3/02/03 CAREY, J J 

Deques no Light Co lp 17134 323 24X Fiche 50-334,83/02/03. 

8302100122 
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8302180440 Responds to IE Bulletin 82-041 "Deficiencies in Primary 
Containment Electrical Penetrations " No Qunker-Ramo 
electrical penetration assemblies installed or planned for 
installation at facility 

CAREY# J J Duquesne Light Co 83/02/03 HAYNES# R C Region 1# 
Office of Director 2pp 17213 361 24X Fiche 30-334,83/02/03# 

0302180440 


8302070076 Partial response to FDIA request for 22 categories of 
documents Forward* documents listed In App A Documents 12# 

13, 16# 18. 19# 27 fc 28 available in PDR App fl documents 
completely withheld (ref FOIA Exemption 31 

FELTON# J M Diviiion of Rules and Record* 82/12/21 SHOLLY# 8 
Union of Concerned Scientists 6 pp 17063 009 24X 

Fiche 50-201,82/12/21.8302070076 


0302350582 Forwards IE Insp Rept 50-334/83-01 on 830104-31 No 
none onp 1 lance noted 

STARQSTECKI# R Division of Project Z> Resident Programs 03/02/09 
CAREY, J J Duquesne Light Co 2pp 17291 349 24X 

F i c h e 50-334. 83/02/09, 8302250202 


— 0302250289 IE Insp Rept 50-334/83-01 on 830104-31 No noncomp 1 i anc e 
noted Major areas inspected licensee action on previous insp 
f indings# p lant opera ti ons. house keep ing, fire protection# 
physical security 6 LER followup 

TROSKOSKI.W M # LAZARUS, W J , TRIPP. L E Division of Project & 
Resident Programs 83/02/09 lSpp 17291 351 24X 

Fiche 50-334# 03/02/09# 0302250282 


8302220233 Forwards fee for 821521 relief request from ABME Code 
requirements re inservice insp of pumps t valves 

8 IERER, J D Duquesne Light Co 03/02/11 License Fee Management 
Branch lp 17230 124 24X Fiche 50-334# 83/02/11# 0302220235 


— 8302070192 Forward* info re facility incident* concerning misalignment 
of high head safety injection isolation valve# per P Bob* 

020324 request Incident possibly caused by sabotage 
MCCORKLE # 0 W Power Reactor Safeguard* Licensing Branch 
02/03/24 HELTEMES, C J Director's Office 2pp 17065 041 24X 

Fiche 50-000,02/12/21,0302070076 


0302070576 Foruard* LER 82-060/03L-0 

LACEY, W S Duquesne Light Co 03/01/25 HAYNES, R C Region 1# 
Office of Director 3pp 17034 293 24X Fiche 50-334,03/01/25# 
0302070576 


— 0302070503 LER 82-060/03L-0 on 021226, river water *y» valve KQV-RW-106A 
failed ta close from control room Caused by failed 
linestarter due to broken forward contractor movable slid* 
resulting from coil mounting binding Contractor replaced 
* Duquesne Light Co B3/01/13 Region 1, Office of Director 
Ip 17034 296 24< Fiche 90-334,03/01/25,9302070376 


8302250105 Forward* addl info requested on 821214 re response to IE 
Bulletin 81-03, "Flow Blockage of Cooling Water to Safety 
Components by Corbicula 5p (Asiatic Clam! !# Mytilus Sp 
(Hussall 

CAREY# J J Duquesne Light Co 03/02/14 JORDON, E L Division of 
Enei gency Preparedness £ Engineering Response (Post 0301031 6 pp 
17293 038 24/ Fiche 50-334,03/02/14,6302250105 


82 1 2060363 IE Info Notice 83-04# “Failure of Elma Power Supply Units 11 
Svc list end 

JORDAN# E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/ IB Consolidated Edison Co of New 

York, Inc llOpp 17347 191 24X Fiche 50-000,83/02/10.8212060363 


0212O6O365 IE Info Notice 83-03, “Obtaining Approval for Disposing of 
Very Low Le\ e 1 Radwaste - I0CFR20 302 " Svc list end 
JORDAN# E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc lllpp 17347 058 24 X Fiche 50-000# 83/02/24, 821 2060365 


"Nonidentica 1 Replacement Parts 


8212060366 IE Info Notice 03-06, 

Svc 1 1st end 

JORDAN, E L Division of Emergency Preparedness t/ Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co 

York# Inc I12pp 17361 148 


of New 

24 X Fiche 50-000,83/02/24,0212060366 


R Periodic operating reports 6 related correspondence 


03O2OLO666 Forwards “ NPDES Discharge Monitoring Rept, Dec 1982 “ 

FErnmECMr.C Duquesne Light Co 03/01/28 REID,R W Operating 
Reactors Branch 4 3pP 16979 205 24X Fiche 50-334,83/01/20# 

B30 20 10666 


8302090368 Foruard* LER 02-O61/O3L-O 

LACEY, H 3 Duquesne Light Co 03/01/25 HAYNE0# R C Region 1# 
Office of Director 2pp i7070 323 24X Fiche 50— 334# 83/01 /25# 
8302090368 


—8302090370 LER 82-061/03L-0 on 821230, accumulator outside fill line 
isolation valve Si-41 found locked open On 821220# operator 
unintentionally left Sl-41 open following completion of fill 
procedure Operator reprimanded 

* Duquesne Light Co 61/01/21 Region 1, Office of Director 
2pp 17070 325 24X Fiche 50-334,03/01/25.0302090360 


0302180443 Forward* LER 03-OO1/O3L-O 

LACEY# W Q Duquesne Light Co 83/02/02 HAYNES, R C Region 1# 
Office of Director 2pp 17215 120 24X Fiche 50-334,03/02/02# 
0302100443 


— 8302180450 LER 03-OOI/O3L-O on 830102, fire barrier penetration from 
east cable vault ceiling to containment purge duct room 
floor discovered unsealed Caused by area differential 
pressure Both penetration end* will be taped 

* Duquesne Light Co 03/01/25 Region I# Office of Director 
2 pp 17215 130 24 X Fiche ^0-334# 03/02/02# 8302180443 


83Q21B0190 PNO-I-03-OO0 on 830212# fa i lure in joint of instrument air 
line caused B MSIV to dose Closure resulted in increase 
of steam flow in remaining steam lines & high steam pressure 
rate signal Safety injection L reactor trip initiated 
TROSXOSKI.H , LAZARUS# W Region 1# Office of Director 03/02/14 
17216 019 24X Fiche 50-334, B3/02/14, 03O2IBO19O 


V Operator Examinations 


— 0302010670 "NPDES Diacharge Monitoring Rept# Dec 1982 " 

STEED, L S Duquesne Light Co 83/01/26 24pp 16979 200 
Fiche' 50-334, 03/01/28, 8302010666 


24X 


0302280342 Forwards NPDES discharge monitoring repts for Jan 1903 
PE ITIXNECHT# C Duquesne Light Co B3/02/24 REID.R W Operating 
Reactors Branch 4 2pp 
0303280342 


17313 063 24X Fiche 50-334.83/02/24# 


B 30 2280347 NPDES discharge monitoring repts 

» Duquesne Light Co 83/02/24 14pp 
Fiche 90-334# 63/02/24# 0302280342 


for Jan 1983 
17313 065 24X 


6 Reportable occurrences# LERs * relat ed co rrespondence 


B30204021B Part 21 rept re Pacific Scientific Co mechanical shock 
suppressors w/damaged internals Suppressors repaired, 

ratested & certified acceptable Q2 /\2/\0 DEYOUNG# R C Director's 

3pp 17020 196 24X 


WILC#P A Stone 6 Webster# Inc 
Office# Office of Inspection and Enforcement 
Fiche 50 - 334 # 82 / 12 / 10 # 93020402 IB 


mm>O30495 Part 21 rept re determination that post-LOCA hydrogen 
^combiner is likely to malfunction following exposure 
to aliiat.d tsmp.hljh huffllditg environ Replacement part 
will be provided to operators by 830210 
EhPEY.D C ' Roctuell International Corp Ba/12/17 COLLINS, 0 
Rog i on 4, Off ice of Director 4pp 17004 120 24X 

Fiche 50 - 000 . 82/12/17.8302030495 


8301310203 Generic Ltr 83-06 to all power reactor 1 i censees# ap p 1 i cants 
for OLs.NSS vendors# reac tor vendors St AE re certificates 
U revised format for reactor operator & senior reactor 
operator licenses Svc list end 

EISENHUT.D 0 Division of Licensing 83/01/31 Consolidated 

Edison Co uf New York# Inc 14pp 17347 177 24X 

Fiche 30-000'# 83/01/31# 8301310203 


DOCKET 50-335 8 T LUCIE PLANT# UNIT 1 

F Security# medical# emergency & fire protection plan* 


10150452 Forwards reviews of procedures proposed by util* in 
emergency plans to consider meteorological conditions at 
facilities# in response to Task Order 1 of interagency 

VAN DER HQVEN Commerce# Dept of# Natl Oceanographic it Atmutpheric 
Administration NRC-03-S1-099 82/10/00 GPICKLER# I Office of 

Nuclear Reactor Regulation, Director lp 




—8210150459 “Evaluation of Procedures Proposed by FL Power fc Light Co 
in Emergency Plans to Consider Meteorological Conditions in 
St Lucie Plant Coastal Environ " 

VAN DER WOVEN Commerce# Dept of# Natl Oc eanograph i c fc 
Atmospheric Administration NRC-03-81-099 82/10/00 Office of 

Nuclear Reactor Regulation# Director 3pp 16931*304 
Fiche 50-000,82/10/00,8210150452 


24 X 
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6302010643 Requests postponement until B302I5 of response dates to NRC 
fire protection draft safety evaluation ltr* Addl time 
needed to explore other response alternatives 
UHRIO, R E Florida Power It Liqht Co 83/01/27 VOLLtfER.R H 
Division of Engineering Ip 16960 063 24X Fiche 50-000.93/01/57, 

8302010643 


B30121034O Generic Ltr B3-04 to ell licensees Of operating reactors, 
applicants for QL 6 holders of CPs re regional workshop 
concerning Suppl I. Ni/REQ-0737, "Requirements for Emergency 
Response Capability " Svc list encl 

EISENHUT, D 0 Division of Licensing B3/02/01 Consolidated 

Edison Co of New York, Inc 1 1 pp 17221 226 24X 

Flche 30 -OOOj 03/02/01 , 8301210340 


6302100437 Requests extension until 030301 of response dates to NRC 
030106 L 14 ltr* re fire protection draft safety evaluation 
UHRIO.R E Florida Power tt Light Co 03/02/15 EISENHUT, D G 
Divtsiofi of Licensing Ip 17213 018 24X Fiche 90-000,63/02/15. 

<3302160437 


0302540216 Advises that extension to 030301 for response to draft 
safety evaluation of App R fire protection exemption 
requests acceptable per 830213 ltr 

EISENHUT, D.G Division of Licensing B3/03/1B UHRtQ.E £ Florida 
Power ft Light Co- 2pp 17280 239 24X Flche 30-000,03/02/18, 

0302240216 


J Insurance & Indemnity information 


8302080275 Forward* Endorsement 44 to NELIA Policy NF-227 & Endorsement 
33 to MAELU Policy I1F-0B 

DUCK, J R Marsh & McLennan* Inc « M & M Nuclear Consultants, r n< Div 
82/12/23 SALT2MAU, J Assistant Director for State k Licensee 
Relations 3pp 17056 342 54X Fiche 50-335. 02/ 12/23. 8302000275 


8302070207 Forwards Endorsements 45 t 36 to NELIA Policy NF-227 MAELU 
Policy WF-00, respectively 

DUCK. J R Marsh 6 McLennan, Inc * M t, M Nuclear Consul tants. 1 nc Div 
03/01/24 SALTZMAN. J Assistant Director for State & Licensee 
Relations 3pp 17031 310 24X Fiche 50-335. 03/01/24. 0302070207 


0302010250 Advises that responses to NRC 830103 ltr re natural 
circulation cooldown will he provided by 030228 
UHRIG, « E Florida Power k Light Co 03/01/24 CLARK, R A 
Operating Reactors Branch 3 ip 16973 360 24X 

Fiche SO-335. 83/01/24. B302010250 


8302020122 Forwards sai-uty evaluation approving electrical, 
instrumentation 8. control design aspects of override of 
containment purge valve isolation 

CLARK, ft A Operating Reactors Branch 3 03/01/25 UHRIO.R E 

Florida Pojer i Light Co 2pp 16999 216 24X 

Fiche 50-335. 03/01/25, 6302020122 


— 0302020126 Safety evaluation approving el ec tr ical , instruments tian S< 
control design aspects of override of containment purge 
valve isolation 

* NRC - No Detailed Affiliation Given 83/01/23 lp 16997210 
24 X Fiche 30-335,03/01/25,8302020122 


— B010Q703I7 "Technical Evaluation of Electr i cal. Instrumental ion I, 
Control Design Aspects of Override of Con tai nment Purge 
Valve Isolation & Other Engineered Safety Features for St 
Lucie Nuclear Generating Plant ri 

COOPER, J H E05.0. Inc 1183-4138 00/00/31 NRC - No Detailed 

Affiliation Given I6pp 16999 219 24X Fiche 50-335,83/01/25, 

8302020122 


0302090299 Generic Ltr 83-09 to all operating reactor licensee*, 
applicants fur OL & holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
1 i*t encl 

EISENHUT, D Q Division of Licensing 03/02/00 Consolidated 
Edison Co of New York; Inc llpp 17290 247 24X 

Fiche 50-000,03/02/00.8302000295 


93020B0304 Goner ic Ltr 03-il to all opeiating reactor licensee* re 
licensee qua t i f i c a t i on for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list encl 
ErSENHVT.DG D i v i s i on o f Li c en« ing 03/02/00 Consolidated 

Edison Co of New York, Inc 9pp 17234 234 24X 

Fiche 50-000, 83/02/00, 0302000304 


P Operating license stage documents & correspondence 


6302010013 Forward* SER re main steam line break w/continued feedwater 
addition Analyils acceptable 

CLARK, R A Operating Reactors Branch 3 83/01/17 UHRIG, R E 

Florida Power fc Light Co, 2pp 16990 065 24X 

Flche 50-335, 03/01/17,0302010013 


-8302010018 &ER r* main steam line break u/continued feedwater addition 
Analysis acceptable 

* Office of Nuclear Reactor Regulation, Director 03/01/17 7pp. 
16990 067 24, C Fiche SO-335, 03/01/17*8302010013 


0302090072 Generic Ltr 83-10B to all licensees w/C-E designed N659 
re resolution of TMI Action Item II K 3 5, "Automatic Trip 
d f Reactor Coolant Pumps “ Svc list encl 

EISENHUT, D 0 Division of Licensing 83/02/00 Consumers Power 
Co 32pp 17290 185 24XTiche 50-000,83/02/08,8302090072 


8302150007 Application for amend to License DPR-67, revi 9 i ng linear 
heat rate Tech Spec prior to unit ibstart following upcoming 
refueling outage 

UHRIO.R E Florida Power 4 Light Co 83/02/08 EISENHUT, D 0 
Division or Licensing 2pp 17147 079 24X Fiche 50-335,83/02/08, 

0302150007 


8212010094 "PHR ffa i n Steam Line Break M/Continued Feedwater Addition 
(B-6?>, St Loci* Unit i, 11 technical evaluation rept 
VOBBl/RY, F W, Franklin Institute/Franklin Research Canter 
NRC- 03-01 -i 30 TER-C 5506- 130 62/11/24 HEARN. F NRC - No 

Detailed Affiliation Given 24pp 16990 074 24X 

Fiche 50-335*03/01/17, 8302010013 


302010576 Application to amend License DPR-67, App A Amend revises Tech 
Spec 3 I 1 1 re shutdown margin requirement Safety analysis 
rept* re Cycle 6 reload encl 

UHRlOrR E Florida Power & Light Co 63/01/20 EISENHUT. D Q 
Division of Licensing 2pp 16976 083 24X Flche 50-335,83/01/20. 

0302016576 


-0302010382 Proposed changes to Tech Specs re shutdown margin 
r tquirement 

* Florida Power 6 Light Co 83/01/24 4pp 16976 005 24X 

Flche 50-33 5, 83/0 1 /SO, 030201 0376 


-3302010988 ''8 1 Lucie Unit I LOG A Analysis Using EXEM/PHf? ECO 8 Model ’> 
KRAJICEK, J E r JENSEN, S £ , STOUT, R 0 Exxon Nuclear Ca , Inc 
( sub*, of Exxon Corp. > XN-NF-B2-9Q. 62/12/20, 47pp 16976 091 
24 X Fiche 56-p35* 83/01 /SO, 030201 0S76 


330201059? Rev 1 to "St Lucie Unit 1 Cycle 6 OAR. “ 

HOLM, J 8 , LINDOUIGT, T R . NUTT, W T Exxon Nuclear Co,. Inc 
Ciuhs of Exxon Cotp 1. XM-NF-02-91 ROi, 03/01/07 6Spp 

16976*137 24X Fiche 50 “335. 93/01/20. 8302010576 


’ — 03O215ODO8 Proposed Tech Spec revising linear heat rate prior to unit 
restart following upcoming refueling outage 

* Florida Power k Light Co 03/02/08 12pp 17147 001 24X 

Flche 50-335.83/02/08,8302150007 


0302230443 Application for amend to License DPR-67, revi s i ng 
surveillance requirement* of 125-volt dc batteries In 
conjunction u/rttods to sys 

UHRIG, R E Florida Power k Light Cd 03/02/16 EISENHUT. D G 
Division of Licensing 3pp 17257 064 24X Fiche 90-335.83/02/16, 

0302230443 


— 8302230491 Proposed Tech Spec* 3/4 0 2 3 re battery surveillance 
requirements 

* Florida power V Light Co 03/02/16 4pp 17257 067 24X 

Fichu 50-335,03/02/16,0302230443 


0302230322 Forwards Class III fees for 830120.0208 It 16 amend requests 
UHRIG, R E Florida Power k Light Co 83/02/17 EISENHUT, D Q 
Division of Licensing, lp 17248 151 24X Fiche 50-335,83/03/17, 

6302230322 


0302530437 Responds to B3O110 request for addl Info on 
post-implementation review of NUREG-0737, I terns II F, 1 4, 

I! F I 5 HI F 1 i Request re accuracy of monitoring sys 
exceed* level of clarification required in NUREG-0737 
UHRIO.R E Florida Power 6 Light Co 03/02/17 CLARK, R A 
Operating Reactors Branch 3 lp 17245 236 24X 

Fiche 50-33 5, 83/02/17* 8302230437 


302010605 "Plant Transient Analysis for Et Lucie Unit 1 w 
NUTT* fri T * COOKE, 0 C . STOUT. R 0 Exxon Nuclear Co . Inc. Uubs 
of Exxon Corp >, XN-NF-02-99. 03/01/07 166pp. 16976,203 24* 

Fiche 30-33 S, B3/0 1 /20 , 030201 0576, 
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Q Inspection reports^ IE Bulletins L correspondence 


□302 1 50422 Forwards IE Insp flepts 50-335/02-41 b 50-309/02-63 on 
82tlll-12l0 No nonconp 1 lance noted 

DANCE, H C Division of Ptoject A Resident Programs 33/01/12 

UHRIOiR E Florida Power b Light Co 2pp 1714B 099 24X 

Fiche 30-335, 03/01 /i2r 0302130422 


— 0302150428 IE Insp Repts 30-335/02-41 A< 50-309/02-63 on 821111-1210 No 
none nrnp 1 lane e noted Major areas inspected malnt, 
surve 1 1 lane e, procuremen t, oper at iona 1 safety verification, 
rveu fuel handling b operating procedure review 

ELROD, & A , DIDO, H E , DANCE, H Division of Project b Resident 
Programs 63/01/1 i I 6 pp 17140 101 24X Fiche 50-339,03/01/12, 

03O21SO432 


63021 9069*? Toruards IE Insp Ropts 30-335/02-42 & 50-309/02-64 on 
621210 No noncomp 1 lance notod Differing insp dates noted 
throughout package 

DANCE, H C Division of Project b Resident Programs 03/01/12 

UHRIO, R E Florida Power b Light Co 2pp 17152 001 24X 

Fiche 50-335,03/01/12,0302150696 


—0302010320 LER 02 -O 7 O/O 3 L-O on 021229, during routine testing, emergency 
sarety features actuation b reactor protection sys 
channel a Input for containment pressure failed Caused by 
failed 45-volt power supply Power supply replaced 
ROTELLA, T S Florida Power Ac Light Co 83/01/24 Region 2, 
Office of Director lp 16977 021 24X Fiche 90—335,03/01/24, 

0302010311 


0302010477 Forwards LER 02-O69/O3L-O 

WILLIAMS, J W Florida Power 6 Light Ca 03/01/26 
Region 2, Office of Director lp 16901 024 24X 

Fiche 90-335,03/01/26,8302010477 


O'REILLY, J P 


- -03020 1 0498 LER 02-O69/O3L-O on 021227, control element assembly <CEA) 43 
slipped 45 inches during periodic CEA exercise Cause not 
determined CEA 43 restored to normal position 
HAMSY.M R Florida Power b Light Co 
Office of Director Ip 16901 025 
8302010477 


0302140104 Forwards LER B2-071/03L-0 

WILLIAMS, J U Florida Power U Light Co 83/01/31 
Region 2, Office of Director Ip 17140 105 24X 

Fiche 50-339*03/01/31,8302140104 


03/01/26 Region 2, 

24 X Fiche 50-339,03/01/26, 


— B302150704 IE Insp Repts 50-335/02-42 l 50-309/02-64 on 821206-10 No 
noncompl lance noted Major areas inspected previous 
enforcement matter s, mai nt programs, test b experiments 
progiams At licensee action on previous insp findings 
SK INNER, P H , DPR I GUT, C M Division of Engineering At Radiological 
Safely Programs 03/01/10 6 pp 17152 003 24X 

Fiche' 90-333, 03/01/12, Q30215Q696 


-8302140109 LER 82-071/03L-0 on 821230, turb 1 ne l< reactor trippad, 
resulting in DEO 1-131 spike Caused by open circuit in 
reactor protection tys trip logic due to 1A Inverter 
frequency oscillator drift Circuit board replaced 
ROTELLA, T 3 Florida Power b Light Co 03/01/31 Region 2, 
Office of Director 4p p 17140 106 24X Fiche 50-333,03/0-1/31, 


6212060390 IE Info Notice 63-01, "Ray Miller, Inc " Svc list encl 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 03/01/26 Consolidated Edison Co of New 

York, Inc HBpp 17023 160 24X Fiche 50-000,03/01/26,8212060330 


0302140033 Forwards LER 83-005/03L-0 

WILITAMS, J W Florida Power At Light Co 03/02/03 
Region 2, Office of Director lp 17140 ISO 24X 
Fiche 50-335,03/02/03,0302140033 


O'REILLY, J P 


0212060360 IE Info Notice 83-02, "Limi torque HODC, Hi DC, N2BC b H3DC 
Oaorheads " Bvc list one 1 

JORDAN, E L Division of Emergency Proparedness C< Engineering 
Response (Post 030103) B3/O1/20 Consolidated Edison Co of New 

York, Inc I09pp 17144 001 24X Fiche 50-000, 03/01/20, 8212060360 


0212060361 IF Info Notice 83-03, "Catibr of Liquid Level Instruments " 
Bvc list end 

JORDAN, EL Division of Emergency Pi eparednsss A< Engineering 
Response (Post 030103) Q3/OJ/20 Consolidated Edison Co of New 

York, Inc UOpp 17074 095 24X Fiche 30-000,03/01/20,8212060361 


—0302140035 LER B3-005/03L-0 on 830110, aux i 1 iary feedwater pump 
discharge (MV-09-U) failed to operate during surveillance 
Caused by dirty Oould contacts Contacts cleaned 

PARKS, B M Florida Power b Light Co 03/02/03 ?*,— 

Office of Director lp 17140 181 24X Fiche 50-335,03/02/03, 
8302140033 


8302140 112 Forwards LER 03-OO1/O3L-O „ w . a 

WILLIAMS, J W Florida Power A. Light Co 83/02/03 0 REILLY, J P 

Region 2, Office of Director ip 17140 057 24X 

Fiche 50-335,03/02/03,0302140112 


0212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units " 
Bvc list enct 

JORDAN, E L Division of Emergency Preparedness At Engineering 
Response (Post 030103) (33/02/ 18 Consolidated Edison Co of New 

York:, Inc UOpp. 1734-7 191 24X Fiche 50-000,83/02/18,8212060363 


Q2 12060365 IE Info Notice 63-05, "Obtaining Approval for Disposing of 
Vary Low Level Radwaat* - 10CFR20 302 " Bvc list end 
JORDAN, E L Division of Emergency Preparedness «< Engineering 
Response (Post B30103) 03/02/24 Consolidated Edison Co of New 

York, Inc itlpp 17347 050 24X Fiche 50-000,83/02/24,8212060365 


0212060366 IC Info Notice 83-06, "Noni d enti ca 1 Replacement Parts " 
Svc list end , . „ . 

JORDAN, E L Division of emergency Preparedness 8 , Engineering 
Response (Post 030103) 83/02/24 

York, Inc 1 12pp 17361 148 


Consolidated Edison Co. of New 
24X Fiche 50 - 000 , 03/02/24, B2 12060366 


0 Reportable occurrences, LFRs b related correspondence 


— 03021401 19 LER 03-QO1/O3L-O on 8301 04 , c hann# 1 MC containment radiation 
isolation bistable found to trip at 10 117 R/h vice 10 R/h 
Tech Spec limit Cause of consolidated Control Model 
6 N g 0 -j bistable drift undetermined Setpoint adjusted 
PARKS, H M Florida Power A. Light Co 83/02/03 Region 2. 

Office of Director lp 17140 050 24X Fiche 50-339,83/02/03, 

0302140112 


9302130355 Forwards LER G3-OD2/03L-0 

WILLIAMS, J W Florida Power if Light Co 03/02/07 O'REILLVj J P. 
Region 2, Office of Director Ip 17157 260 24X 

Fiche 30-335 . 03/02/07,0302150355 


-0302150361 LER 03-OO2/O3L-O on 830106, press ur 1 ier surge line sample 
containment isolation valve failed to close upon signal from 
remote switch Caused by mechanical freeie due to corrosion 
buildup between bonnet b stem Valve repair'd 

WEST, D Florida Power b Light Co 03/02/07. ° Pf C 

of Director lp 17157 269 24X Fiche 50-335,03/02/07, 


8302010463 Forwards LER 02-O6B/Q3L-O 

WILLIAMS, J W Florida Power A Light Co 03/01/19 
Region 2, Office of Director lp 16991 010. 24X 

Fiche 50-335,83/01/19,8302010463 


O'REILLY, J P. 


03021 50S94 Forward* LER 83-003/03L-0 
WILLIAMS, J W Florida Power A. Light 
Region 2, Office of Director ip 
Fiche 50-335,03/02/07,0302150594 


Co 03/02/07 
17157 032 24 X 


O'REILLY, J. P. 


-0302010467 LER 82-068/03L-0 on 021230, one of four redundant 120-volt ac 
instrument power buses was lost when 1A static inverter 
output breaker opened Cause not determined Inverter contacts 
cleaned 4 . tested Inverter returned to svc . „ 

FIR ANN IN, J P, Florida Power U Light Co S3/01/I9. 

Office of Director lp 16981 019 24X Fiche- 50-335, 83/01/19, 

0302010463 


-8302150604 LER 03-QO3/O3L-O on 030100 , dose equivalent iodine exceeded 
Tech Spec limit of l 0 uCi/g Caused by iodine spiking 
phenomenon in primary coolant due to transient resulting 
from eower reduction below point of adding heat 

WEST. D Florida Power * Light Co 03/02/07 Region 2, Office 
of Director 4pp 17157 033 24X Fiche 50-335,03/02/07, 


8302010311 Forwards LER 02-O7O/O3L-O 
WILLIAMS, J.W Florida Power 4. Light 
Region 2, Office of Director tp. 
Fiche 90-333 , B3/0 1 /24, 03020 1 03 1 1 


Co 83/01/24 
16977 020 24 X 


O'REILLY, J P 


302170131 Forwards LER 83-004/03L-0 
WILLIAMS, J W Florida Power b Light Co 83/02/09 
Region 2, Office of Director ip 17101 39B 24X 

Fiche. 50-335, 03/02/09,8302170131 


O'REILLY* J. P 
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3?170135 LER 03-OO4/G3L-O on 830 1 1 4, au< i 1 i a ry feedwater pump C trip 

1 throttle valve not manually reset Caused b y operator 

jve-riight Operator counseled on correct trip operation 

/ALDES, S Florida Power & Light Co 03/02/09 Region 2 , Office 

3 1 Director Ip 17181 359 24/ Fiche 50-335,03/02/09, 

330217013! 


170134 Forward* updated LER 62-053/Q3X-1 

X I AMS, J W Florida Power 4 . Light Co 83/02/11 O'REILLY, U P 
lien 2. Office of Director Ip 17180 138 34X 

b * 30-335, 03/02/ 1 1 , 9302 1 70 1 5 4 


>2170160 Updated LER B2-033/O3X-I on 82 1 1 08. uh 1 1 e performing post- 
iaint surveillance teat of steam driven auxiliary feedwater 
lump 1C, steam supply valve MV-OB-13 failed to open Caused by 
aisled pump start switch Switch replaced 

IRANNIN.J P Florida Power & Light Co 03/02/11 Region 2, 

Iff ice of Director Ip 17180 139 24X Fiche 50-335,03/02/11, 

>302170154 


*00045 Forwards LER 33-OO0/O3L-O 

LIAMS, J « Florida Power L Light Co 83/02/10 O'REILLY. 0 P 
lion 2, Office of Director lp 17307 196 24X 

he 50-335, 03/02/18; 8302280045 


13280047 LER 03-OO8/O3L-O on 830120, wh.1 le testing operability of 

ontalnment fan coolers using staggered test ba s. 1 5 , HVS-1D 

ailed to start Caused by dirty breaker contacts at load 

tr breaker Breaker overhauled t thoroughly cleaned 

’ALOE Si S A Florida Power U Light Co 83/02/18 Region 2, 

Iff ice of Director Ip 17307 197 24X Fiche 30-333,03/02/10, 

I30228004S 


erator Examinations 


10203 Generic Hr 83-06 to all power reactor 1 1 c ense e 9 , app lieants 
DLs,NSS vendor i, reac tor vendors if AE re certificates 
■vised - format for reactor operator & senior reactor 
iatof licenses Bvc list end 

ENHUT.DO Division of Li-censxng B3/01/31 Consolidated 

son Co of New York. Inc 14pp 17347 177 24X 

he SO- 000, 83/01/31, 030 1 3 1 0243 


B0353 Submits response to Generic Ltr 83-01 re request to identify 
site visits to conduct operator licensing exams or 
tructor certification 

IQ, R E Florida Power b Light Co 8 3/02/23 EISENHUT, D 0 

Ulon of Licensing 2pp 17311 OQO 24X Fiche 50-335,03/02/23, 
2200353 


T 50-336 MILL9T0KE NUCLEAR POWER STATION, UNIT » 


curity, medical, emergency 6 fire protection plans 


90078 Forwards revised reporting procedure of security events 
csdura withheld (Tef 10CFR73 211 

NSrL.M Q Connecticut Yankee Atomic Power Co COUNSIL, W 0 

theast Unclear Energy Co (*ubs of Northeast Utilities! 

ySIL.W 0 northeast Utilities 03/01/07 MCCDRKLE, Q Licensing 

ag ament Branch 3 pp 16046 303 24 X F iche - 50 - 000 , 83 / 01 / 07 , 

1190078 


30349 Discusses filing of copies of changes to emergency plana & 
cedures Util requested to continue submitting three 
ies to Region I or two copies to Region F w/or>e copy 
ectly submitted to resident inspector 

r I If, T T Division of Engineering t Technical Programs 03/01/24 
JNSILiMO Northeast Nuclear Energy Co flubs of Northeast 
titles) 2pp 170 06 100 24X Fiche 50-000,93/01/24,8302030345 


10091 Releases public version of revised title pages to Emergency 

is 

TON, J M Division of Rules and Records 03/01/26 Document 
tgement Branch lp 16990 233 24X Fiche 50-000,03/01/26, 

’010081 


'030084 Forwards public version of revised title pages to Millstone 
Haddam Neck Nuclear Power Plant Emergency Plans, inc lading 
irrectlon tp site plan Figure 7-lc re lines of 
'jTijiun i cat i on between emergency response ctrs 
P JERflE, fi Northeast Utilities 03/01/13 BAILEY, T NRC - No 
tailed Affiliation Given lp 16990234 24X 

che 90- 000, 03/01 /26. 8 3020 10001 


010071 Public version of revised title page to Millstone Nuclear 
ant Emergency Plan 

Northeast Nuclear Energy €0 (subs of Northeast Utilities) 

/0 1 / 1 3 lp 16990 239 24X Fiche 50-000,03/01/26,0302810001. 


0302030233 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J M Division of Rules and Records 03/01/26 Document 

Management Branch lp 17023 289 24X Fiche 50-245,03/01/26, 

0302030233 


— 8302030250 Forwards public version of revised Emergency Plan 
Implementing Procedures CPJP 4300, "Water ford, Sta te it 
Tri-Town fladto Operation" L EPIP 4612, "Waterford, State Sr 
Tri-Town Radio Test " 

COUNSlLilJ Q „ CAGNETTA, J P Northeast Nuclear Energy Co < subs of 
Northeast Utilities) CCIUN!S!L,WG Northeast Utilities 
03/01/18 EISENHUT, D 0 Division of Licensing ip 17023 290 
24 < Fiche 50-245, 03/01 /26, 6302030233 


— 0302030262 Public version of 1 evlscd Emergency Plan Implementing 
Procedures EPIP 4300* "Waterf ord, State U Tri-Town Radio 
Operation" it EPIP 461-2, "Waterford, State it Tri-Town Radio 
Test " Revised inder end 

MROCZKArE J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 03/01/05 18pp 17023 291 24X 

Fiche 30-24 5.03/01/26,9302030233 


8302090174 Responds to 021104 ltr re Rev 12 to modified amended 
security plan Proposed changes acceptable Ends to ufcij ltr 
withheld (ref 10CFR73 21 > 

CRUTCMFIELDiD Operating Reactors Branch 5 03/01/28 COUNSJL, W G 

Northeast Nuclear Energy Co (subs cf Northeast Utilities) ?pp 
17132 105 24X Fiche 30-245, 63/0 1 /23, 8302090174 


0302030033 Releases public version of revised emergency plan 
imp 1 etra-nt irtg procedures 

FELTON. -J M Division of Rules and Records B3/0I/31 Document 

Managers n t Branch ip 1/027 004 24X Fiche 50-000,83/01/31, 

B302030033 


— 0302030043 Forward's public version or revised emergency plan 
implementing pr ocedur as , in-c luding Procedures EPip 4101 ro 
unusual event ac tion*, EPIP 4102 re alert Sc EPIP 4103 re 
site area emergency 

CCUNSiL, W 0 Connecticut Yankee Atomic Power Co COUNSIL, W G 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 
COWSlLflJ G Northeast Utilities 03/01/07 EJSENHUT. D O 
Division of Licensing 2pp 17027 005 24X Fiche 50-000. 

83/01/31, 030 2030 033 


— 8302030052 Public version of revised emergency plan i mp I emsnt i ng 
procedure », including Procedures EPIP 4101 re unusual event 
actions, £P1 P 4102 re alert K EPIP 4103 re site area 
eirar gency 

* ■Connecticut Yankee Atomic Power Co * Northeast Nucloar Energy 
Co (subs of Northeast Utilities) * Northeast Utilities 
02/12/15 6B3pp 17027 007 24/ Fiche 50-000,83/01/31, 

0302030033 


8302070566 Lists objectives of fire protection program PRA to quantify 
overall frequency of railure to achieve safe shutdown as 
result Of fire at facilities 

COUNSIL.W 0 Northeast Utilities C0UNSIL,W 0 Connecticut Yankee 
Atomic Power Co CGUNS I L, W G Northeast Nuclear Energy Co (subs 

of Northeast Utilities) 03/01/31 ETSENHUT, D Q Division of 
Licensing 2pp 17034 282 24X Fiche 90-000, 63/01/31 , 0302070566 


9301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants tor OL it holders of CPs re regional workshop 
concerning Euppl 1 , NUflEG— 0737, "Requirements for Emergency 
Response Capability 11 Svc list end 

EISENHUT, D 0 Division of Licensing 83/02/01 Consolidated 
Edison Co of New York, Inc llpp J7221 226 24X 

Fiche 50-000, 83/02/01,0301210340 


8302040517 Accepts changes to Rev 9 of modified amended security plan, 
submitted by util 021103 ltr End to util ltr withheld 
Cref 10CFR73 21) 

CRUTCHFIELD. D Operating Reactors Branch 3 03/02/01 COUNSIL, W 0 

Northeast Utilities 3pp 17043 359 24 X Fiche 50-243.03/02/01, 

0302040517 


B3Q2150498 Responds to B301O6 request for evaluation of draft 9ER re 
fire protection 4c denial of util requests for exemption from 
App A Working -I eve I meeting requested to clarify 
mlsunders tand i ng s &■ close remaining open issues 
COUNSIL. W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSJL, W G Northeast Utilities 03/02/02 
EISENHi/T, D O Division of Licensing 2pp 17156 326 24X 

Fiche 50-243,03/02/02,8302150490 
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8302160224 Rec o mmend s NRC prepare status rept of NRC contractor studios 
re radioactive iodine source terms K issue of potassium 
iodine Rep t would help resolve issue for state & local 
emergency preparedness personnel 

G0U,N3ILiU 0 Connecticut Yankee Atomic Pouer Co COUNSIL, W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities! 

COUNSIL, W G Northeast Utilities 83/02/08 EISENHUT, D G 
Division of Licensing 2pp 17166 292 24X Fiche 30-000. 83/02/08, 

3302160224 


0302460123 Responds to 021103 1 tr re changes to security plan Changes 
to Revs 11 * 13 consistent u/pr ovts i on® of 10CFR50 54 h 
act ep tab 1 « 

CRUTCHFIELD. D Operating Reactors Branch 5 83/02/07 COUNSIL, W G 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 2pp 
17160 251 24X Fiche 30- 245. 83/02/07 , 8302160 125 


&302180174 Ack receipt of 8P1230 1 tr informing NRC of steps taken to 
correct violations noted in IE Emergency Preparedness 
Appraisal Rep ts 50-245/02-01 6 50-336/02-01 

MARTIN, T T Division of Engineering ty Technical Programs 03/Q2/1O 
'-GUNS I L, W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 17219 349 24X Fi che 50-245. 63/02/10, 0302100174 


— 0302180104 Responds to NRC 820611 ltr re violations noted in IE 
Emergency Preparedness Appraisal Repts 50-245/02-01 fc 
30-336/02-Q l Corrective actions extremity monitoring devices 
placed In emergency kits V trend analyses program developed 
CQUN8IL, N 0 Northeast Nuclear Energy Co {subs of Northeast 
Utilities! CAONETTA.jp Northeast Uti li tie 3 02/12/30 

SMITH. 0 H Division of Emergency Preparedness L Operational 
Support 4 pp 17215 331 24X Fiche 90-245.03/02/10,0302100174 


0302250497 Determines that changes to physical security plan proposed 
in 02 U 10 ltr do not decrease security effectiveness t> may 
be submitted foi formal revieu 

CRUTCHFIELD. D Operating Reactors Branch 3 03/02/18 COUNSIL, W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) lp 
17303 J30 24X Fiche 50-249.83/02/18,8302250497 


P Operating license stage documents h correspondence 


0302010301 Forwards addl reporting criteria for unplanned Liquid 
radioactive releases New criteria cover specific types of 
potential liquid releases not presently covered Response 
requested by 030403 

COUNSIL. W G Connecticut Yankee Atomic Power Co COUNSIL, W G 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL, U 0 Northeast Utilities 03/01/21 HAYNES, R C Region 1, 
Office of Director 7pp 16973 092 24X Fiche 90-000,03/01/21, 

0302010301 


G30 2040226 Forwards Amends 88,51 L 80 to Licenses OPR-21, DPR-61 & 

D PR-63 j respec lively f notice of issuance & availability 
Abends reflect organi zat i onal changes Haddam Neck amend also 
approves change to upper range intake water temp sensor 
CRUTCHFIELD, D Operating Reactors Branch 5 03/01/26 C0UN9IL,W0 

Connecticut Yankee Atomic Po'Jer Co 5pp 17020 115 24X 

Fiche 50-000, 83/01/26,0302040226 


“-0302040231 Amends 88,51 * GO to Licenses DPR-21, DPR-61 L DPR-63i 
respec tive 1 y, revis ing App B Tech Spec re organizational 
changes 6 changing uppei range intake water temp sensor for 
Had dam Neck 

CRUTCHFIELD, D Operating Reactors Branch 3 03/01/26 23pp 

17020 120 . 24X Fiche 50-000,83/01/26,0302040226 


— 0309040240 Notice of issuance 4 availability of Amends 80,51 & 80 to 
Licenses DP R-21 , DPR-61 L DPR-65, respective ly 

CRUTCHFIELD, D Operating Reactors Branch 3 03/01/26 2pp 

17020 143 24 < Fiche 50-000,03/01/26.0302040226 


0302080275 Generic Ltr 83-09 to a 11 operating reactor licensees, 
applicants for QL t, holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program 8 vc 
list enc 1 

EI 6 ENHUT 1 D G Division of Licensing 03/02/08 Consolidated 

Edison Co of Neu York, Inc llpp 17290 247 24X 

Fiche 50-000, 03/02/00, 8302080275 


8302000304 Generic Ltr 83-11 to a 1 1 operating reactor licensees re 
licensee qua 1 if icat ion for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee 9vc list enc 1 
E I 8 ELHJT, D 0 Division of Licensing 83/02/08 Consolidated 
Edison Co of Neu York, Inc 9pp 17234 234 24X 

Fiche 50-000, 83/02/08, 0302000304 


8302090072 Generic Ltr 03-1OB to all licensees ui/C-E designed NSBS 
re resolution of TMI Action Item II K 3 5. "Automatic- Trip 
cf Reactor Coolant Pumps ” Svc list end 

EISENHUT, D 0 Division of Licensing 83/02/08 Consumers Power 
Co 32pp 17290 185 24X Fiche 90-000,03/02/00,0302090072 


0302230019 Forwards safety evaluation &; supporting technical evaluation 
ropt re containment purging t venting Request for addl info 
re outstanding issues of containment purge/vent review alto 
one) Response requested urithin 45 day* 

CLARK, R A Operating Reactors Branch 3 83/02/09 C0UN8IL. +J 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
17241 302 '24X Fiche 50-336,03/02/09,8302230019 


0302230022 Safety evaluation re containment purging tr venting Bub j to 
implementation of listed actions, purg e/ve nt sys design 
acceptable 

-* Office of Nuclear Reactor Regulation, Director B3/02/09 3p p 
17241 306 24 X Fichs 90-336,03/02/09,83 02230019 


--B302230027 Safety evaluation re overt ide of containment purge Isolation 
& other ESF actuation signals Design, aspects acceptable 
* Office of Nuclear Reactor Regulation, Director 83/02/09. 2 pp 
17241 309 24X Fiche 50-336,83/02/09,0302230019 


— 0302230029 "Electrical l ns tr ume n tat 1 o n 1- Control Aspects qP Override 
of Containment Purge Valve Isolation fc Other Safety Feature 
Signals, " technical evaluation rept 

Office of Nuclear Reactor Regulation, Director B3/02/09 7pp. 
17241 311 24X Fiche 90-036,33/02/09,8302230019 


— 0302230043 Saroty evaluation approving purge/vent valve isolation 
dependability per NUREG-0737, I terns II E 4 2. 1 1 E 4 6 & 

II E 4 7 

* Office of Nuclear Reactor Regulation, Director 83/02/09 0pp 
17241 310 24/ Fiche 50-336,83/02/09, 0302230019 


8302180429 Informs that fuel vendor provided NRC w/technical rept 
describing revised computer code in fulfillment of 
N'JREG-0737, Item II K 3 30 Small break lOCA model will be 
submitted by 830501 

COUNSIL, W G . SEARS, C F Northeast Nuclear Energy Co (subm of 
Northeast Utilities) COUNSIL, W G North eas t Ut 11 ities 83/02/10 
E I SENHUT , D 0 Division of Licensing 2p P 17219 182 24X 

Fiche 50-336, 33/02/10, 8302180429 


0302220427 Notifies that completion date for mods necessary to correct 
inadequacies associated w/pquipment installed per 
NUREG-0737, Items II F 1 U II F 1 2 extended to 030901 
Vendor isotopical calibr i ept received later than eipected 
COUNSIL, W 0 » SEARS, C F Northeast Nuclear Energy Co (sub# of 
Northeast Utilities) COUNSIL. U G Northeast Utilities 83/02/it 
CRUTCHFIELD, D Operating Reactors Branch 5 CLARK, R A Operating 
Reactors Branch 3 2pp 17232 130 24X Fiche 90-249, 03/02/ 11. 

0302220427 


8302280226 Informs that decision to reaffirm or withdraw request for 
hearinp on environ qualification of safety-related 
electrical equipment will be determined uiithin 30-day period 
following 830223 final rule effective date 
COUNSIL, W G i SPARS, C , F Northeast Utilities 83/02/22 
EISEKMiJT, D 0 Division of Licensing 2pp 17304 393 24X 

riche 50-000,03/02/22,8302280226 


Q3022S0431 Forwards addl info re measurement oncer ta 1 nt i e l per NRC 
020319 ltr Process equipment installed during Cycle 4/5 
refueling outage provided excellent operating 
characteristics of modified channels w/mlnimal drift 
COUNSIL, W 0 , SEARS, C F Northeast Utilities COUNSIL, W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 
03/02/22 CLARK, R A Operating Reactors Branch 3, 28pp 
17309 170 2 4X Fiche 50-336,03/02/25.3302200431 


G Inspection reports, IE Bulletins i correspondence 


0302160014 Bursary of 830130 meeting ui/utils. Bechtel, FtshUIs Research 
CtriURS k Computech Engineering Svc# re IE Bulletin 00-11, 

"Masonry Wall Design r ‘ Addl testing not warranted 

TRAMMELL, C II Operating Reactors Branch 3 83/01/29 Operating 

Reactors Branch 3 25pp 17171 227 24X Fiche 50-000, 83/01 /25». 

0302160014 


0212060359 IE Info Notice 83-01, '‘Ray Miller, Inc ' v Svc list end, 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 03/01/26 Consolidated Edison Co. of New 

York, Inc U 8 pp, 17023 160 24X Fiche 50-000,03/01/26,3212060390 


0302010691 Forwards SALP Repts ror Sept 1981 - Aug 1902 Performance 
eihibits high level of mg t attention r A involvement Ample 
resource* appear to be effectively used 

HAYNES, R C Region I* Office of Director. B3/01/27 COUNSIL, W O 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
16979 045 24X Fiche 50-000, B3/01/27, 8302010651 


— 0302010667 SALP rept on 021013 Troub 1 eshe o t ing & mod bo computer sya 
ongoing Repts of computer failures decreased since last 
SALP 

* Region 1, Office of Director B2/10/13 20pp 16979:077 24X 

Fiche SO 000,83/01/27,8302010651 



214 


DOCKETED ITEMS 


—030201067? Ndtifies of 621103 meeting to provide forum for candid 
discussions re util performance 

6TAR0STECKJ , R Division of Project 6 Resident Programs £2/10/27 
CDUNSIL,U 0 Northeast Nuclear Energy Co ( subs Of Northeast 
Utilities) 2pp 16979 160 24X Fiche 50-000,03/01/27. 

830201 0651 


— 9302010682 Provides comments on 021103 meeting to ensure mutual 
understanding of derailed performance evaluation of utils 
COUN3IL, U <J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL, W G Connecticut Yankee Atomic Power Co 
02/11/23 HAYNES, R C Region l, Chfice of Director 3pp 
16979 162 24* Fiche 50-000-83/01/27.0302010651 


0212060360 IE Info Notice 03-02, "Limi torque HOBCj HlflC, H2BC b H3DC 
Gearheads J 9vc list encl 

JORDAN, % L Division of Emergency Preparedness ic Engineering 

Response (Post 830103) 93/01/20 Consolidated Edison Co of New 

York, Inc 107pp 17144 001 24X Fiche 50-000,03/01/23,6213060360 


0212060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments 11 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/01/20 Consolidated Edison Co of New 

York, Inc 1 lOpp 17074 095 24X Fiche 50-000,03/01/38,0212060361 


0302030198 Acit receipt of 821229 Itr informing NRC of steps taken to 
correct violations noted in IE Insp flepta 50-245/82-13 
50-336/92-13 

MARTIN, T T Division of Engineering 6 Technical Programs 03/01/31 
COUNSIL, WO Northeast Nuclear Energy Co (subs of Northeast 
Utilities) lp 17001-321 24X Fiche 50-245, 83/01/31, 8302030193 


— 0302030202 Respond* to NRC 820806 Itr re violations noted in IE Insp 
Rep ts 50-245/82-13 it 50-336/02-13 Corrective actions 
procedures being revised re translation of design 
requiremints into drawings 

COUNSJL, « 0 , CAGNETTA, J p Northeast Nuclear Energy Co (subs of 
Northeast Utilities) CQWSIL.W 0 Northeast Utilities 
02/12/29 MARTIN, T T Division of Engineering it Technical 
Programs 2pp 17001 322 24X Fi che 50-245, 83/01 /3l , B302030 190 


0302150543 Forwards IE Insp Repts 50-245/82-24 U 50-336/02-26 on 
82 1 22 B- 30 & notice of violation 

HART IN, T T Division of Engineering 6 Technical Programs 03/01/31 
COUNSIL, WG Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 17136 103 24X Fiche 50-245, 83/01/31, 8302150543 


— 0302150551 Notice of violation from insp on 82122B-30 

* Division of Engineering b Technical Programs 03/OJ/31 lp 
17156 103 24X Fiche 50-245,03/01/31.8302150543 


S Reportable occur! ences, LPRs h related correspondence 


0302030300 Forwards LER B2-052/03L-0 Detailed event analysis encl 
MRQCZKA.E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) iiROCZKA.E J Northeast Utilities 83/01/20 
HA/NES.R C Region 1, Office of Director 2pp 17001 260 24X 

Fiche 50-336, 03/01/20. 8302030308 


B302030324 LER B2-052/03L-0 on 031231, leak found on discharge of C svc 

•jater pump 0 svc watet * h lgh-pr ess ur e safety injection 
(HPSI> purrps were lined up to Facility II emergency bus 
leaving one HPSI operable Caused by shutdown of C svc pump 
FlLBl/RN, T P Northeast Nuclear Energy Co (subs of Northeaot 
Utilities) 03/01/28 Region 1. Office of Director lp 

17001 270 24 < Fiche 50-336,83/01/28,8302030309 


B302030332 Foruards LER 02-U53/O31 -0 

MRQCZKA , e J Northeast Nuclear Energy Ca (subs of Northeast 
Utilities) MRQCZKA, E J Northeast Utilities 03/01/20 

HAYNES, R C Region 1, Office of Director lp 17005 360 24X 

Fiche 50-336, 83/01/28. 8302030332 


— 030^030340 LER 02-O53/O3L-O on 021228, while placing C reactor b 1 il g 
closed cooling u/ator (RBCCW) back in svc, operator fai led to 
align D RBCCW w/svc water header Caused by personnel error 
Use of procedures re-emph as i i ed w/dept personnel 
DUFFY, D Noi theast Nucleai Energy Co (subs of Northeast 
Utilities) 03/01/23 Region 1, Office of Director 2p p 
1/005 361 24/ Fiche 50-336,93/01/29,0302030332 


B302220349 RO on 830131 , inc r eased primary to secondary leakage rate 
noted in steam generator i Caused by expected erosion in 
leakage area 6 thermal cycling due to power transients it 
plant trips Leakage rate m^sur ements on 030202 listed 
COUNCIL, W 0 > SEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL. W G Northeast Utilities 83/02/10 
CLARK, R A Operating Reactors Branch 3 2pp 17232 012 24X 

Fiche 50-336, 03/02/10, 030222034? 


0302200411 Foiuards LER 83-00 I/03L-0 

MRQCZKA, E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MRQCZKA, E J Northeast Utilities 83/02/10 

HAYNES, R C Region 1, Office of Director lp 1 /30B 063 24X 

Fiche 50-336, 03/02/ 19, 83022604 1 1 


— 0302280415 LER 83-001/03L-0 on 930121, plant computer malfunctioned t, 
declared inoperable Caused by defective seek rOlay drive 
card Card replaced b computer operation restored 

DE5LANDEB, K D Northeast Nuclear Energy Co (suhs of Northunst 
utilities) 03/02/18 Region 1, Clfpice of Director lp 

17309066 24/ Fiche 50-336.83/02/18,8302280411 


— 8302150959 IE Insp Repts 50-245/02-24 h 50-336/92-26 on B2 1220-30 
Noncomp 1 iance noted Failure to perform annua 1 audit of 
applicable criteria of App EJ to 10CFR50 re transportation 
packages 

CLEMONS, 8HAN0AKY.M Region 1. office of Director 93/01/27 
4pp 17136 106 24>C Fiche 50-245,03/01/31,0302150543 


0302100174 Ack receipt of 921230 Itr informing NRC of steps taken to 
correct violations noted in IE Emergency Preparedness 
Appraisal Rept* 50-245/82-01 fc S0-336/B2-0I . 

MARTIN, T T Division of Engineering U Technical Programs 83/02/10 
COUNSIL r W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 17215 349 24X Fiche 50-245, 83/02/10, S302180174 


—0302180184 Responds to NRC 02O6U Itr re violations noted in IE 
Emergency Preparedness Appraisal Repts S0-245/B2-01 b 
30-336/82 01 Corrective actions extremity monitoring devices 
placed in emergency kit* it trend analyses program developed 
COUNSIL, W 0 , CAONETTA, J p Northeast Nu c I ear Energy Co. (subs of 
Northeast Utilities) COWSIL, N G Northeast Utilities 
02/12/30 SMITH, 0 H Division of Emergency Preparedness 6 
Operational Support 4pp 17215 351 24X Fiche 50-243,83/02/10, 

0302100174 


02X2060363 IE Info Notice 03-04, "Failure of Elma Power Supply Units " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/02/10 Consolidated Edison Co of Now 

York, Inc 1 lOpp 17347 191 24X Fiche 50-000, 83/02/10, B21 2060363 


8212060365 IE Info Notice 03-05, ''Obtaining Approval for Disposing of 
Very Low Level Radwaste - 10CFR20 302 " Svc list encl 
JORDAN, E, L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of New 

York, Inc tllpp 17347 038 24X Fiche 50-000,83/02/24,8212060365 


8212060366 IE Info Notice 03-06, "Nonidentical Replacement Parts " 

Svc 1 1st end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of New 

York, Inc 112pp 17361- 140 24 < Fiche 50-000, 83/02/24, 8212060366 


V Operator Examinations 


0301310203 Generic Ltr 83-06 to all power reactor 1 iccnsees, app 1 icarvta 
for 0L*,N3S vendors, reac to! vendors 6 AE re certificated 
?< revised format for reactor opeiator % senior reactor 
operator licenses Svc list encl 

EISENHUT, D G Division of Licensing 83/01/31 Consolidated 

Edison Co of Neu York, Tnc I4pp 17347 177 24X 

Fiche 50-000- B3/01/31, 8301310203 


S3022Q0097 Responds to Generic Ltr B3-01 re requests for site visits 
for licensing/certif icatlon exams from Apt* 1903 - Dec 1985 
Estimated exam da*e* tentative 

CGUNSIL.U G , SEARS, C F Connecticut Yankee Atomic Power Co 
C0UN51L.W G Northeast Nuclear Energy Co (subs of Northeast 

Utilities) 03/02/10 EIEENhUT.DG Qi v I a i on o i L i c ens i ng 5pp 

1730? 129 24X Fiche SO- wOO, 63/02/ J 8, 8302280097 


DOCKET 50-338 NORTH ANNA POWER STATION, UNIT i 


F Security, medical, emeigency & tire protection plans 


9301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL L holders of CPs re regional workshop 
concerning Buppj l , NURE0-0737, "Requirements for Emergency 
Response Capability ” Svc list end 

EISEP'HUTcD G Division of Licensing 83/02/Oi Consolidated 

Edison Co of New York, Inc lipp 17221 226 24X 

Fiche 50-000,83/02/01,9301210340 


8302070354 Forwards changes to nuclear security personnel training & 
qual if ication programs Changes withheld (ref 10CFR73 21) 

STEWART, W L Virginia Electric 4 Power Co 83/02/02 DENTON, H ft 

Office of Nuclear Reactor Regulation, Director VARGA, S A 
•Operating Reactors Branch 1 lp 17029 211 24X 

Fiche 50-000,83/02/02,9302070354 
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21E 


8JQ2160260 Forwards proposed changes to security plans Changes withheld 
{ref 10CFR73 pi) 

STEWART, W L Virginia Electric b Power Co 03/02/10 OENTDN.il R 
Of+iee of Nuclear Reactor Regulation. Director VARGA. 5 A 
Operating Reactors Rranch ) lp 17169 237 24X 

Fiche 30-000.03/02/10.6302160260 


8302230141 Formal ds changes to secjnty personnel training 
qual i fi call on programs Changes withheld (ref 10CFR73 21) 

8TFWART, W L Virginia Electric 4 Power Co 03/02/16 DENTON. N R 
Office of Nuclear Reactor Regulation. Director ip 17243 293 24X 

Fiche 50- 000. 03/02/16. 83022301 h 1 


G Adjudicatory correspondence 


8302020315 Response to Louisa County. VA proposed contentions 
Contentions on effects of ultimate solution of waste 
disposal b on consolidation are outside scope of hearing 
Certificate ot Svc end 

SWANSON, D T . MCOURREN, H J Hearing Branch 1 03/O2/Oi Atomic 

Safety and Licensing Board Panel 1 5 p p 16993 286 24X 

Fie he 50-338.03/02/01,8302020315 


B3Q20/Q518 Response opposing Concerned Citizens of Louisa County, VA 
contentions Contentions untimely b no good cause shown 
Contention 1 re f'EPA requirements b Contention 2 re dry 
cask alternative should be deferred Certificate of Svc oncl 
MAUPIN.M W Virginia Electric h Power Co MAUPIN, M U Hunton b 
Williams 03/02/01 Commissioners I2p p 17039 003 24X 

Fithe 30-330, 03/02/01, 03OPO7O3 10 


03020 70524 Response to Louisa County, VA contentions Contentions I, 

I 1102, VR. VD. VF, VG. VH(4>. VI f, VJ(3> should be rejected hr 
Contentions 2, I I1A, IIIB1, VA, VC, VC,VH( 1 -3) *VJ<t»2S<4> 
should be deferred Certificate of Svc end 

MAUPIN.M W Virginia Electric b Power Co MAUPIN.M U Hunton b 
Williams 83/02/01 Commissioners 20p p 17038 277 24X 

FKhe 50-338, 03/02/01,8302070524 


0302070530 Response opposing Concerned Citizens of Louisa, VA 
contortions Contentions untimely V no good cause shown 
Contentions 1 l 4 should be dot-otred b Contentions 2.3 8, 5 
denied Certificate of Svc end 

MAUPIN.M M Virginia Electric 1 Power Co MAUPIN, M (J Hunton b 
Williams 83/02/01 Commissioners 13pp 17030314 24X 

Fiche 50-338,03/02/01,8302070530 


8302070540 Response to Louisa County, VA contentions Contentions I.IIIC, 
IVB, I VO, I VF, I VO, I VI <4) , IVd, 1VK< 3) » VA, VC 6 V I should be 
denied b Contentions 2, I II A. HID, IIID1, HIE, IVA, I VC, IVE, IVH, 

IVK1 - 3), IVK<1,2 b 4) b VB deferred U/Cer t i f i ca te of Svc 
MAUPIN.M W Virginia Electric h Pouoi Co MAUPIN.M W Hunton b 
Williams 83/02/01 23pp 17030337 24XFlche 90-330,83/02/01, 
01020705-10 


8302070133 Resp snse opposing Concerned Citizens of Louisa County, VA 
proposed contentions Environ impacts of transpor fcation of 
spent fuel from Surry considered at Surry GL stage 
Certificate of S\ c end 

MCGURREN, H J Hearing Branch 1 03/02/03 Atomic Safety and 

Licensing Board Panel I3pp 17032 346 24X Fiche 50-338, 03/02/03, 

8302070133 


0302160348 Reply to util h Nrc responses to Louisa County, VA 
contentions Arguments that consequences of spent fuel 
transportation from Surry to North Anna beyond scope of 
hearing exalt form over substance Certificate of Syc end 
COLEMAN, j M Louisa County, VA COLEMAN, J M Beveridge, Fairbanks 
<i Diamond 83/02/09 Commissioners 5p p 17166 265 24X 

Fiche 50-338, 03/02/09,8302160348 


8302230625 Order admitting Louisa County, VA as party 

WOLFE, 9 J Atomic Safety and Licensing Board Panel 03/02/10 
Louisa County, VA 2pp 17254 199 24X Fiche 50-330, 03/02/ 1 B, 

8302230625 


B302230651 Order memorializing 630216 joint special prehearing 
conference in Bethesda.KD 

WOLFE, S J Atomic Safety and Licensing Board Panel 03/02/18 4pp 
17255 211 24X Fiche 50-338,03/02/18,8302230651 


J Insurance b indemnity information 


8302010193 Forwards Endorsements 52 b 53 to MAELU Policies MF-37 * 96, 
respect i% ely %> Endorsements 60 b 41 to NELIA Policies NT-106 
l< 240, respect ively 

LOVING, L J Marsh b McLennan, Inc , M b K Nuclear Consul tants , Inc 
Div 03/01/24 DINITZ, I Antitrust $< Economic analysis Branch 
(Utility Finance) 5pp 16974 02S 24X Fiche 50-000,03/01/24, 

8302010193 


8302130050 Forwards Endorsements 1,2 i 3 to MAELU Certificates M-70, 
20,63 1 27 4 NELlA Certificates N-70, 20, 63 & 27 
PAINTER, B Virginia Electric b Pauer Co 83/02/09 0INITZ, I 
Antitrust hr Economic analysis Branch (Utility Finance) 76pp 
17146 065 24X Ficha 50-000,63/02/09,6302150050 


0 Advisory Committee on Reactor Safeguards reports it correspondence 


8302080363 Suirmary of ACR5 Subcommittee on Reactor Operations 020929 
meeting In Nash ing ton, DC re low temp overpr as but i ta t i on It 
suppression pool or containment sump water contamination 
adverse effects on cooling pumps 

» AC nS - Advisory Committee on Reactor Safeguards 82/12/15 
ACRS - Advisory Committee on Reactor Safeguards I6pp 17107 123 
24X Fiche 50-000,82/12/15,0302080363 


P Operating license stage documents % correspondence 


0JO2OPO343 Add! response to FOIA request for seven categories of info 
Forwards documents listed in Ap p A Ad d 1 comments provided 
Documents also available in PDR Search for addl documents in 
progress 

FELTON, J M Division of Rules and Records 82/12/13 
SCHLIE9EL, D A New York, State of 5pp 16999 119 24 X 

Fiche 50-000,02/12/13,0302020343 


— 0302090348 Discusses 790222 telcon re psosible loose metallic mail in 
RCS Util initiation of 11 Uestinghouse r ecoirmamdati ons 
prior to b during power operation should bo verified 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
60/02/26 FERGUSON, J H Virginia Electric U Power Co lp 

16999 126 24X Fiche 50-000,02/12/13,8302020343 


8302170019 Toruards documentation supporting justification for 
continued operation of operating reactors in response to 
questions raised at 030106 meeting re environ qual i f lcation 
of electrical equipment 

E 1SELHJT, D 0 Division of Licensing 03/01/18 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp 17196 091 24X 

Tiche 50-000,83/01/18.8302170019 


— 0302170110 Discusses Franklin Research Ctr review of licensee responses 
to SER re environ qualification of electrical equipment 
Franklin Research Ctr concerns resolved & adequate bases in 
place for interim operations 

ENOLE.l Operating Reactors Branch 3 02/01 /27 CLARK, R 

Operating Reactors Branch 3 4pp 17196 235 24X 

Fiche 50 000,83/01/18,0302170019 


— 03021701 14 Amend 7 to License NPF-4, author! a ing results of tests for 
Barton transmitters be submitted for NRC review 
PARR. 0 D Light Water Reactors Branch 3 78/07/03 2pp 

17196 239 24/ Fiche 50- 000,83/01/10,0302170019 


•8302170110 Safety evaluation supporting Amend 7 to License NPF-4 

e Light Water Reactors Branch 3 70/07/03 Spp 17196 241 24X 

Fiche 50-000, 83/01 / 18, 83021 70019 


— 0302170129 Forwards tabulation of Group 2 6 3 plants showing dates by 
which technical evaluation rupts are expected to be 
completed Requests j us t i f icat i on for continued operation of 
each group by 621008 b Irrespectively 

EISENHur, DO Division of Licensing 82/09/24 MIRAQLIA, F 
Assistant Director for Safety Assessment 4pp 17196 265 24X 

Fiche 50-000,83/01/18-8302170019 


—□302170276 Concludes that based oh licensee 821027 sub ml tta 1 , continued 
operation until completion of qua 1 i f 1 cat! on program will nob 
present undue risk to public health b safety, 

ENGLE, L D Operating Reactors Oranch 3 02/10/30 EISENHUT, D G, 

Division of Licensing Spp 1719 7 054 24X Fichu 50-000, 

03/01/10. 6302170019 


0302100134 Forwards Amends 45 b 2B to License* NPF-4 & NPF-7, 
respectively, safety evaluation & notice of issuance b 
availability Amend revises Tech Specs based on reanalysis of 
LOCA-ECCS performance w/7*4 steam generator tub* plugging. 

ENCl_E> L B Operating Reactors Branch 3 83/01/27 STEWART, W. L, 

Virginia Electric i. Power Co 3pp 17134 207 24X 

Fiche 50-338,03/01/27,8302100134 


— 0302100141 Amends 45 i 28 to Licenses NPF-4 & NPF-7, respectively, 
revising heat flux hot channel factor based on reanalysis 
of LOCA-ECCS performance assuming 7'4 steam generator tube 
p I ugg ing 

CLARK, R A Operating Reactor* Branch 3 83/01/27 22 p p 

17134 290 24* Fiche 50-330,03/01/27,0302100134 


— 030^100146 Safety evaluation supporting Amends 45 b 23 to Licenses 
NPF-4 t l’FF-7, respect ively 

* Office of Nuclear Reactor Regulation, Director 03/01/27 3|>p, 

17134 312 24X Fiche 30-33B. G 3/01 /27, 0302100134. 
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— 0302100150 Notice of issuance 4 availability of Amends 45 tt 29 ti 
Licenses LPF-4 6 NPF-7, respectively 

CLARK. R A Operating Reactors Branch 3 93/01/27 2p p 

17134 315 24 X Fiche 50-333.63/01/27.9302100134 


6302070277 Advisr* that BiW seismic b environ qualification of 
acoustical monitoring sy*. per Nl/REG-0737, Item II D 3. 
undergoing test plan development Completion expected by 
030731 w/update in Re\ 4 scheduled for 830331 completion 
STEWART, W L Virginia Electric 4 Power Co 03/01/29 DENTON. H R 
Office of Nuclear Reactor Regulation. Director EISENHUT.D 0 
Division of Licensing ip 17031 149 24X Fiche 50-339.63/01/28. 

0302070277 


B302090396 Forwards addl info re control of heavy loads, in areas of 
lifting devices 4 crane design Total dynamic loads imposed 
on slings well within acceptable limits Final verification 
on polar cranes will be provided by 830301 

STEWAR T,=W L Virginia Electric 4 Power Co 03/02/04 DENTON. H R 

Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactors Branch 3 2pp 17067 105 24X 

Fiche 50-338. 83/02/04. 8302090396 


B30203O295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for CL 4 holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Bvc 
list end 

EISENHUT, D 0 Division of Licensing 03/02/0 9 Consolidated 

Edison Co of New York. Inc llpp 17290 247 24X 

Fiche 30-000.63/02/08.9302060293 


B 302060304 Generic Ltr 83-11 to a J I operating reactor licensees re 
licensee qua! if ication for performing safety analysis in 
support of licensing actions Ability to use code must be 
d emomtrated by vendor or licensee Svc list end 
E ISENHVTj D 0 Division of Licensing 83/02/08 Consolidated 
Edison Co of Ntu Yort. Inc 9pp 17234 234 24X 

Fiche 50-000. 03/02/08. 9302080304 


8212060360 IE Info No dee 83-02. "Limi torque HOflC. H1BC. N2DC & H30C 
Overheads ’ Svc list end 

JORDAN. E L Division of Emergency Preparedness « Engineering 
Response (Post 0301031 83/01/20 Consolidated Edison Co of Neu 

York. Inc I09pp 17144 001 24X r i r he 50-000, 03/0 1 /2fl, 021 2060340 


8212060361 IE Info Notice 83-03. "Calibr of Liquid Level Instrument* J ' 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 93/01/28 Consolidated Edison Co of New 

York. Inc 1 10pp 17074 095 24X fiche 50-000, 03/01 /2G, 821 206036! 


0302170238 Forwards corrected FR notice ro granting of relief from A8NF 
Code Section XT inservice insp requirements Notice corrects 
expiration date 

VARGA, S A Operating Realtors Branch I 03/02/04 STEWART. W L 
Virginia Electric U Power Co 2pp 17195 357 24X 

Fiche 50-000, 83/02/04, 83021 7023G 


— 8302170243 Correction to notice of granting of roliof from AS ME Code 
Section <1 inservice insp requirement® Expiration date 
correc ted 

VARGA, S A Operating Reactors Branch 1 03/02/04 Ip 

17195 359 24T Fiche 50-000, 83/02/04, 83021 70230 


0212060363 IE Info Notice 83-04, "Failure of Clma Power Supply Unite " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 4c Engineering 
Response (Post B 30103 ) 03/02/18 Consolidated Edison Co of New 

York. Inc llOpp 17347 191 24X Fi che 50-000, 03/02/18, 021 2060363 


0212060365 IE Info Notice 83-05, ‘'Obtaining Approval for Disposing of 
Very Low Level Rad was to - 10CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Enginopring 
Response (Post 0301031 83/02/24 Consolidated Edison Co of New 

York, Inc 1 tlpp 17347 050 24X fiche 50-000,03/02/24,8212060365 


B302240344 Inform that util will determine, ui th i n 30-day period 
following 830222, whether to request hearing re orders 
imposing EP requirements 

CKR ISTrlAN, J N Himton 4 Williams 83/02/22 EISENHUT, D Q 
Division of Licensing Ip 17291 071 24X Fiche 50-000,83/02/22, 

0302250344 


G Inspection reports, IE Bulletins L correspondence 


0302130523 Act receipt of 821124 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-338/82-37 6 
50-339/92-37 Item 8 re cladding defects revealed in small 
pin hole deleted as violation 

□ ■'REILLY, J P Region 2, Office of Director 83/01/19 STEWART, W L 
Virginia Electric 4 Power Co 2pp 17136 084 24X 

Fiche 50-338, B3/0 1 / 1 9, 8302 1 50523 


830^150535 Responds to NRC 821021 ltr re violations noted in IE Insp 

Repts 50-338/82-37 «, 50-339/82-37 Corrective actions 

Periodic Teats l-PT-32 2 4 2-PT-52 2 revised to provide 

correct change in reactor coolant inventory 

STEWART, W L Virginia Electric 6 Power Co 02/11/24 

O'REILLY, J P Region 2, Office of Director 4pp 17156 006 24X 

Fiche 50-338,03/01/19,8302150523 


— " —0302130541 Confirms telcon re delay of response to IE Insp Repts 
SQ-33Q/B2-P7 4 30-339/02-37 until 021124 
STEWART, W L Virginia Electric it Power Co 02/11/22 
O'REILLY, J P Region 2, Office of Director tp 17156 090 24X 

Fiche 50-330,83/01/19,8302150523 


- — B 302150550 Forwards IE Insp Repts 90-338/82-37 L 30-339/02-37 an 
820920-24 i notice of violation 

LEWIS, R C Division of Project 4 Resident Programs 02/10/21 
LEASBURO.R H Virginia Electric 4. Power Co 2pp I7I56 091 24X 

Fiche 50-330,83/01/19,8302150523 


B302 150563 Notice of violation from insp on 820920-24 

* Division of Project 4 Resident Program* 82/10/21 Ip 
17156 093 24X Fiche 30-338, 03/01 / 19, 83021 50523 


8212060366 IE Info Notice 83-06, "Non 1 dentica J Replacement Parts M 
Svc list end 

JORDAN, E L Division of Emergency Pr op arod no a i & Engineering 
Response (Post 8301031 B3/02/24 Consolidated Edison Co oF New 

York, Inc I12pp 17361 HO 24X Fiche 50-000,83/02/24,0212060366 


8 Reportable occurrences, LER* It related correspondence 


8302030495 Part 21 rept re determination that past-LCICA hydrogen 
recambiner is likely to malfunction following exposure 
to elevated temp, high humidity envii on Replacement part 
identif ication will be provided to operators by Q3021G 
EMPEY, D C Rockwell International Carp 02/12/17 COLLINS, J 
Region 4, Office of Director 4pp 17006 120 24X 

Fiche 50-003,82/12/17,0302030495 


03020^0372 Fqt ward s LER 03-OOJ/O3L-O 

CARTWRIGHT, W R Virginia Electric & Power Co 03/01/31 
O'REILLY, J P Region 2, Office of Director lp 17027 360 24X 

Fiche 50-338, 03/01/31, 03020/0372 


-*-8302070376 LER Q3-001/03L-0 on 0301 1 2, pr 1 mory grade motor isolation- 
valve to blender l-CH-217 remained open longer than Tech 
Spec requirements Caused by personnel error Responsible 
operator reinstructed 

CARTWRIGHT, W R Virginia Electric 4. Power Co D3/OI/3I Rojjior 
2, Office of Director 2pp J 702? 361 24X riche 90-330, 

83/01/31, 8302070372 


8302140092 Forwards LER 83-002/031-0 

CARTWRIGHT, W fl Virginia Electric 4< Power Co 
O'REILLY, j p Region 2, Office of Director 
Fiche 50-338, 93/02/01 . 8302J 40092 


03/02/01 
lp 1714? 166 


24 X 


—0302140098 LER 83-002/03L-0 G30 1 04, me t earo 1 og ice I delta temp recorder 
determined out of tolerance Caused hy instrument drift 
Recorder recalibr 

CARTWRICHl . W R Virginia Electric it Power Co 83/02/01 Reginr 
I* Sector 3pp 171^2 167 24X Fiche 50-330, 

83/02/01 , 6302140092 


— S3021 50570 IE Insp Repts SO-338/02-37 & 50-339/82-37 on 020920-24 
Noncompliance noted inadequate procedure for RCS leak rate 
s-ur /ei 1 lane e L failure to issue startup rept for Cycle 2 for 
Uni t 2 

SURNETTiP T i JAPE.F Division of Engineering & Radiological 
Safety Programs 82/10/18 6pp 17156 094 24X 

Fiche 50-338,83/01/19,8302150523 


*12060350 IE Info Notice 83-01. "Ray Miller, Inc M Svc list end 
x/OflDAN,E L Division of Emergency Preparedness 4c Engineering 
?»sponse (Post 0301031 83/01/26 Consolidated Edison Co of New 

/orl, Inc 1 10pp 17023 160 24X Fiche 50-000,83/01/26,0212060350 


0302170190 Forwards LER B3-003/03L-0, 

CARTWRIGHT, W R Virginia Electric 6 Power Co 
O'REILLY, J P Region 2, Office of Director 
Fiche 30-330,83/02/09,8302170170 


03/02/09 
Ip 17179 08? 


24 X 


, , qj-uwj/wju- v UJWlce i u ur i n g node o, kmk now 

tor 4 minutes, Caused by failure of 13 kV A inverter to ac 
vital bus I-III, de-energi zing auxiliary relay for pressure 
ViU! bos , " in 2 < RHR ««« re«tored P 
W R Virginia Electric 4 Power Co, 03/02/09 

Hpf 17,79 090 «* 3 °- 330 ' 


Reg i an 
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T Hearing transci ipts tin non-ant i trust matters 


83O21BO106 Tianscript of G30216 special preheaTtng conference in 
Bethcsda. MD Pp 1-7S 

* Atomic Safety and Licensing Roar d Panel 03/02/16 7Bpp 
17216 022 2‘U Fiche 50-338,03/02/16,0302180106 


V Operator E * a m i na 1 1 on s 


0301310203 Generic Ltr 03-06 to all power reactor 1 i c ense es , ap p L i cants 
foi OLs,hJ>S vendors, reactor vendors 4 AE re certificates 
4 revised format foi roactoi operator 4 senior reactor 
operator licenses Svc list end 

ElEEh'HJT, l) 0 Division of Licensing 03/O1/3J Consolidated 

Edison Co of New York, Inc I4pp 1/347 177 24X 

F»ch* 30-000,03/01/31,0301310203 


|>dCKCr 50-339 NORTH AN'.'A POWER STATION, UNIT 2 


F Security, medical, emergency J fire protection plan* 


□301210340 Generic Ltr 93-04 to all licensee* of operating reactors, 
applicants for QL 4 holders of CP* re regional workshop 
concerning Suppl 1, NURCG-07J7, "Requirement* for Emergency 
Response, Capability " Svc list end 

CISENHVT, D 0 Division of Licensing 03/02/01 Consolidated 

Edison Co of Neu York, Inc llpp 17221 226 24X 

TiCho 30-000,03/02/01,8301210340 


0302070394 Foi wards changes to nuclear security personnel training 4 
qualification programs Change* withheld (ref 10CFR73 21) 

BTCWART, W L Virginia Electric « Power Co 03/02/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director, lp 17029 211 24X 

FI che 50-000, 03/02/02,93020/0354 


□302160360 Forward* proposed change* to security plans Change* withheld 
(ref 10CFR73 21) 

QTtWART, W L Virginia Electric 4 Power Co 03/02/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 17169’ 237 24X 

Tiche 50-000, 03/O2/tO, 3302160260 


0302230141 Forward* change* to security personnel training 4 
qualification programs Change* withheld (ref 10CFR73 21) 

STEWART , W L Virginia Electric 4 Power Co 93/02/16 DENTON, H H 
Office of Nuclear Reactor Regulation, Director lp 17243 293 24X 

Fiche 30-000, 03/02/16,8302230141 


0 Adjudicatory correspondence 


03OHO2O315 Response to Louisa County, VA proposed contentions 
Contention* on effect* of ultimate solution of waste 
disposal t, on consolidation are outside scope of hearing 
Certificate of 6vc and 

SWANSON, D T i MCOURREN, M J Hearing Branch 1 93/02/01 Atomic 

Safety and Licensing Board Panel i5pp 16993 206 24X 

Fiche 50-330, 03/02/01,0302020315 


0302070510 Response opposing Concerned Citiiens of Louisa County, VA 
contentions Contentions untimely 4 no good cause shown 
Contention 1 re NEPA requirement* t> Contention 2 re dry 
cask alternative should be deferred Certificate of Svc end 
MAUPIW, M W Virginia Electric 4 Power Co MAUPIN, M M Hunt on 4 
Williams 03/02/01 Commissioners 12pp 17039003 24 X 

fiche 30-330, 03/02/01,6302070510 


03020/0524 Response to Louisa County, VA contentions Contentions I» 

1 1 IB2, VB, VD, VP, VO, VH<4 ) . VI 4 VJO) should be rejected 4 
Contentions 2, 1 1 1A, 1 HB1 , VA, VC, VE, VMM -3) 4VJ<i,2 4 4> 
should be deferred Certificate of Svc end 

MAUPIN, M W Virginia Electric 4 Power Co MAUPIN, M W Hunton 4 
Williams 03/02/01 Commissioners 20p p 17030277 24X 

Fiche 50-330,03/02/01,6302070524 


03020/0530 Response opposing Concerned Citiiens of Loul*a,VA 
contentions Contentions untimely 4 no good cause shown 
Contention* t 4 4 should be deferred 4 Contentions 2,3 4 5 
denied Certificate of Svc end 

MAUPIN, M W Virginia Electric 4 Power Co MAUPIN, M W Hunton 4 
William* 63/02/01 Commissioners I3pp 17039 3 M 24X 

Fiche 50-330,83/02/01,6302070530 


0302070540 Response to Louisa County, VA contention* Contention* I, IIIC, 
IVB, tVD, IVr, I VO, IVI t4 ) t IVJ, IVK< 3) * VA, VC 4 VI should be 
denied * Contentions 2* III A, IIIB, IIIDl, HIE, IVA, I VC, IVE, IVH, 

IVI (I - 3)»IVK(1,2 4 4) 4 VB deferred W/Cer ti f icate of Svc 
MAUPIN, M W. Virginia Electric 4 Power Co MAUPIN, M W Hunton 4 
William* 63/02/01 23pp 17038 337 24 X Fiche 50-330,03/02/01, 

0302070540 


0302070133 Response opposing Concerned Citiiens of Louisa County* VA 
proposed contentions Environ impacts of transportation of 
spent fuel from Burry considered at Surry QL stage 
Certificate or Svc end 

MCGURREN, H J Hearing Branch 1 03/02/03 Atomic Safety and 

Licensing Board Panel 13pp 17032 346 24X Fiche 50-338,83/02/03, 

0302070133 


0302160340 fldp 1 y to util 4 NRC response* to Louisa County, VA 
contentions Argument* that consequence* of spent fuel 
transportation from Surry to North Anna beyond scope of 
hearing eialt form over substance Certificate of Gvc end 
COLEMAN, JM Louisa County, VA COLEMAN, J. M Beveridge, Fairbanks 
4 Diamond 03/02/09 Commissioner* 5pp 17166 265 24X 

Fiche 50-330, B3/02/O9, 0302160340 


B302230625 Order admitting Louisa County, VA a* party 

WOLFE, 0 J Atomic Safety and Licensing Board Panel 03/02/IB 
Louisa County, VA 2pp 17254 199 24X Fich* 50-338,83/02/10, 

0302230625 


0302230651 Order memorializing 030216 joint special prehearing 
conference in Bethe»da,MD 

WOLFE, 0 J Atomic Safety and Licensing Board Panel 03/02/10 4pp 
17253 211 24 X Fiche 50-33B, 83/02/10, 0302230651 


J Insurance 4 Indemnity information 


0302010193 Forward* Endorsement* 52 4 53 to MAELU Policies MF-57 4 96, 
respectively 4 Endorsements 60 4 41 to NELIA Policies NF-106 
k 240, respec t i ve ly 

LOVINO.L J Marsh 4 McLennan, Inc , M 4 M Nuclear Cdhsu 1 tant* ■ Inc 
Div 03/01/24 DINJTZ, I Antitrust 4 Economic analysis Branch 
(Utility Finance) 5pp 16974 025 24X Fiche 50-000,83/01/24, 

0302010193 


0302150050 Forwards Endorsement* 1,2 4 3 to MAELU Certificates M-70, 
20,63 6 27 4 NElIA Certificate* N- 70, 20, 63 4 27 
PAINTER, B Virginia Electric t Power Co 83/02/09 DINITZ, I 
Antitrust 4 Economic analysis Branch (Utility Finance) 76pp, 
17146 063 24X Fiche 30-000,83/02/09,0302130-030. 


P Operating license stage documents 4 correspondence 


D302170019 Forward* d oc umen ta t i on supporting justification for 
continued operation of operating reactors in response to 
questions raised at 030106 meeting re environ qualification 
of electrical equipment 

EISENHUT, D 0 Division of Licensing 83/01/10 DENTON, H R Offlc 
of Nuclear Reactor Regulation, Director 7pp 17196 091 24X 

Fiche 50-000,03/01/10,0302170019 


—“83021701 10 Discusses Franklin Research Ctr review of license* respori 
to 6ER re environ qualif ication of electrical equipment. 

Franklin Research Ctr concerns resolved 4 adequate bases in 
place for interim operation*. 

ENGLE, L Operating Reactors Branch 3 82/01/27. CLARK, R 

Operating Reactors Branch 3 4pp 17196.235 24X 

Fiche 30-000,03/01/19,9302170019 


— 8302170159 Forwards tabulation of Group 243 plants showing date# fa 
which technical evaluation repts are expected to be 
completed Requests justification for continued operation of 
each group by 821003 4 tS, respect! v#l y 

E ISENHUT, D G Division of Licensing 02/09/24 MIRAOLIA, F. 
Assistant Director for Safety Assessment 4pp 17196.265 24X 

Fiche 50-000,03/01/18,8302170019 


— 03O2I7O276 Concludes that based on licensee 021027 submittal, continu 
operation until completion of qua 1 i f icati on program will not 
present undue risk to public health 4 safety 

ENGLE, L 8 Operating Reactor* Branch 3 02/10/20 EI8ENHUT, D 0 

Division of Licensing 2pp 17197 054 24X Fiche. 30-000, 

83/01/10, 0302170019 


8302100134 Forwards Amends 45 6 29 to License* NPF-4 4 NPF-7, 
respective ly, safety evaluation 4 notice of issuance 6 
availability Amend revises Tech Specs based on reanalysls of 
LQCA-ECC8 performance u/77, steam generator tub# plugging 
ENGLE, L B Operating Reactor* Branch 3 83/01/27 STEWART, W L 

Virginia Electric 4 Power Co 3pp 17134 287 24X 

Fiche 50-338,03/01/27,0302100134 


—0302100141 Amends 45 6 28 to License* NPF-4 4 NPF-7. respectively, 
revising heat flu* hot channel factor bated on reanalysls 
of LQCA-ECCS performance assuming 7)4 steam generator tube 
p lugging. 

CLARK, R A Operating Reactor* Branch 3 83/01/27. 22pp. 

17134 290 24X Fiche. 50-338. 03/01/27, 830 2 1 00134 
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— 0302100144 Safety evaluation supporting Amends 45 it 20 to Licenses 
rPF-4 * NAF-7, reap ec tivel y 

* Office of Nuclear Reactor Regulation* Director 83/01/27 3pp 
17134 312 24X Fiche 50-330,83/01/27-8302100134 


—8302100150 Notice of issuance 4 availability of Amends 45 4 20 to 
Licences N J F-4 it IMP F-7* respec ti ve 2y 

CLARK, R A Operating Reactors Branch 3 83/01/27 2pp 

17134 315 24X Fiche 50-338*83/01/27,8302100134 


0302070277 Advises that Bl»W seismic L environ qual i f i cat i on of 
acoustical monitoring sys,per Nl/flEG-0737, It em II 0 3, 
undergoing test plan development Completion expected by 
930731 w/uptfate in Rev 4 scheduled for 830331 completion 
STfcWAFIT, W L Virginia Electric 4 Power Co 03/01/20 DENTON, H R 
Office of Nuclear Reactor Regulation* Director EISENHUT, D 0 
Division of Licensing Ip 17031 148 24X Fiche 50-339,03/01/20, 

8302070277 


8302100079 Informs that request to amend License Condition 2 C(211<e) 
granted it Class III refund being processed 

MILLER, W O License Fee Management Branch 03/02/03 STEWART, W L 
Virginia Electric it Power Co lp 17134 342 24 X 

F i c h a 30-337, 03/02/03, 8302 1 00070 


0302090396 Forwards add 1 info re control of heavy loads, in areas of 
lifting devices & crane design Total dynamic loads imposed 
on slings well within acceptable limits Final verification 
on polar cTana* will be provided by 030301 

STEWART, W L Virginia Electric b Power Co 93/02/04 DENTON, H, FI 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 2pp 1 7067 105 24 X 

FI Che 30-339,03/02/04*8302090396 


03-02080295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for 0L L holders of CP for C-E PWRs re review of 
C-E Owner* Croup emergency procedures guideline program Svc 
list encl 

EfSENNUT, D O Division of Licensing 83/p2/09 C o neo 1 i da ted 
Edison Co of hleu York* Inc llpp 17290 247 24X 

Fi c he 50-000, 83/02/08, 8302000295 


0302000304 Generic Lfcr 83-11 to all operating reactor licensees re 
licensee qua i if ica t ion for performing safety analysis in 
support of licensing action* Ability to use code must be 
demonstrated by vendor or licensee Svc list encl 

ETSENHVT, D 0 Division of Licensing 03/02/00 Consolidated 

Edison Co or New York. Inc 9pp 17234 234 24X 

Fiche 50-000,83/02/00,8302080304 


0302250344 Informs that util will d et ermi ne , w i th l n 30-day period 
following 830222. whether to request hearing re orders 
imposing EP requirements 

CHRISTMAN* J N Huntcm 4 Williams 93/02/22 EISENHUT, D 0 
Division of Licensing lp 17291 071 24X Fiche 50-000, B3/02/2S, 

0302250344 


0 Inspection reports, IE Bulletins & correspondence 


0302150523 Ack receipt of 821124 I tr informing NRC of step* taken to 
correct violations noted in IE Imp Rapt* 50-33B/92-37 k 
50-339/32-37 Item B re cladding defect* revealed in small 
pin hole deleted as violation 

O'REILLY, J P Region 2* Office of Director 03/01/19 STEWART, WL 
Virginia Electric k Power Co 2pp 17156 004 24X 

Fiche- 30-330, 93/01/19, 0302150523 


8J021505-35 Responds to NRC 821021 ltr re violations noted in IE Insp 
Repts 50-338/82-37 k 30-339/82-37 Corrective action* 

Periodic Tests l-PT-52 2 & 2-PT-S2 2 revised to provide 

correct change In reactor coolant inventory 

STEWART, H L Virginia Electric k Power Co 82/11/24 

O'REILLY, J P Region 2, Office of Director, 4pp 17136,086 24X 

Fiche 50-338-03/01/19*0302150523 


— 8302150541 Confirms telcon re delay of response to IE In*p Repts 
50-330/02-37 *-• 30-339/82-37 until 821124. 

STEWART, W L Virginia Electric it Power Co 82/i i/22 

O'REILLY, J.P Region 2, Office of Director Ip 17156 090 24X 

Fiche: -90-330, 03/0 1/19. 03021 50 923 


- 6302150550 Forwards IE Insp Repts 50-339/02-37 fc 50-339/82-37 on 
820920-24 it notice of violation 

LEWIS, R C Division of Project L Resident Programs B2/10/21. 
LEASBURO, R, H Virginia Electric * Power Co, 2pp, 17JS6 091 24X 

F i c h a - 50-338, 93/01 / 1 9, 03021 30323 


--B302 130563 Motice o# violation Prom in*p on 820920-24 

a Division of Project it Resident Programs, 02/10/21, lp 
17136-093 24X Fiche 50-330*83/01/19,8302150523 


—93021 30370 TE Insp Repts 30-338/82-37 t SO- 339/02-37 on 020920-24 
Noncomp liancB noted inadequate procedure for RCS leak rate 
surveillance i railure to issue startup r ep t for Cycle 2 for 
Unit 2 

Bl/RNtTTiP T , JAPE, F Division or Engineering & Radiological 
Safety Pregrams 82/10/16 6pp 17156 094 24X 

Fiche 50-330, 83/01/19, 0JO2J 50523 


0212060358 IE Info Notice 83-01, "Ray Miller, Inc M Svc list ©nc 1 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response {Post 8301031 83/01/26 Consolidated Edison Co uf New 

York* Inc 1 18pp 17023 160 24x Fiche 50-000,83/01/26,8212060358 


0212060360 IE Info NoMce 03-02, "Limitorque HOBC, HI DC, H2BC & H3DC 
Gearheads ' Svc list encl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Re-sparse (Post B30I03) 03/O1/2B Cons o 1 1 da ted Edison Co of Neu 

York. Inc I09pp 17144 001 24X Fiche 50-000, 03/01 / 28, 821 2060360 


Q212060361 IE Info Notice 83-03, "Calibr of Liquid Level I nstrume n t» 11 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 03OiO3> 83/01/28 Consolidated Edison Co of Neu 

York, Inc i lQpp 17074 095 24/ Fiche 50-000, 83/01 /29, 021 20603&1 


03021702 30 Forward# corrected Ffl notice i© granting of relief from ASh£ 
Coda Section XI inservice insp requirements Notice corrects 
exp ira tlon da te 

VARGA, 8 A Operating Reactors Branch l 83/02/04 STEWART, W L 
Virginia Electric 6 Power Co 2pp 17195 357 24X 

Fiche 50-000,03/02/04,8302170230 


--0302170243 Corinction to notice of granting of relief from A9I1E Code 
Section XI inservice insp requirements Expiration date 
c orrected 

VARQA, S A Operating Roactors Branch I 83/02/04 lp 
17193 359 24X Fiche 50-000,83/02/04,0302170230 


0212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units " 
bvc list encl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/02/10 Consolidated Edison Co of Neu 

York, Inc lIOpp 17347 191 24X Fiche 50-000,03/02/10,8212060363 


0212060365 IE Info Notice 83-OS, "Obtaining Approval for Disposing of 
Very Low Level Radwaste - I0CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co of Neu- 

York, Inc lllpp 17347 050 24X Fiche 50-000, 03/02/24. 821 206036D 


8212060366 IE Info Notice 03-06, "Non id enti ca 1 Replacement Part* " 

Svc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 93/02/24 Consolidated Edison Co of New 

York, Inc Il2pp 17361 148 24X Fiche 30-000,83/02/24*6212060366 


S Reportable occurrences, LERs i related correspondence 


B302030495 Part 21 ropt re determination that po*t-LOCA hydrogen 
recombiner is likely to malfunction following exposure 
to elevated temp, high humidity environ Replacement part 
Identification will be provided to operators by 830210 
EKPEY, D C Rockwell International Corp 82/12/17 COLLINS, J 
Region 4, Office of Director 4pp 17006 12a 24X 

Fiche 30-000,82/12/17,8302030495 


8302010176 Forwards LER 03-OQ3/O3L-O 

CARTWtfrQHT.W R Virginia Electric it Power Co 83/01/19 
O'REILLY, JP Region 2# Office of Director lp 16974 012 24X 

Fiche 50-339,83/01/19,0302010176 


— 8302010107 LER 03-OO3/O3L-O on B30104 , mi d d 1 e level corner support t««p 
for steam generator A indicated less than 225 F for 12 h 
Caused by condensation due to high secondary steam leakage 
from body-to-bonna t leak of blowdown isolation valve 
CARTWRIGHI.H R Virginia Electric k Power Co 83/01/19 Region 
2, Office of Director 2pp 16974 013 24X Fiche 50-339, 

83/01 /19, 8302010176, 


8302010207 Forwards LER 03-OO4/O3L-O 

CARTWRIGHT, W R Virginia Electric 6 Power Co 83/01/19 
O'REILLY, J P Region 2, Office of Director Ip 16774 005 24X 

Fiche 50-339, 03/01/19, 03020 10207 


--03O2O1O214 LER 83-004/03L-0 on 830105, casing cooling pump D removed 
from svc Caused by need to repair small leak In discharge 
flange of pump Repair made 4 pump returned to svc 

CARTWRICHirW R Virginia Electric k Power Co 03/01/19 Region 
2, Office of Director Ip 16974 006 24X Fiche 50-339*83/01/19, 

8302010207 
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G3020I0237 Forwards LER 03-OOQ/O3L-O 

CARTWrt I GMT# Is 1 R Virginia EUctru 6 Power Co 03/01/1? 

O'REILLY, J P Region 2. Office of Director Ip 16973 353 24X 

Pic he 30-339, 83/01/19, &3020 10237 


--0305010245 UER B3-008/03U-0 on 030107, during Mode 3, ind ivl dua 1 rod 
position indication deviated from group demand position by 
greater than 12 steps while withdrawing shutdown bank 0 
Caused b ij instrument drift Rods recalibr 

CARTWRIGHl.W R Virginia Electric 6 Power Co 03/01/19 Region 
2, Office of Director 2pp 16973 354 24X Ficfie 50-339, 

83/01/19, 8302010237 


0302070309 Forwards LER 03-01 1/03L-0 

CARTWRIGHT, M R Virginia Electric & Power Co 03/01/20 
□ 'REILLY, J P Region 2, Office of Director lp 1702? 130 24X 

F i c h e 50-339, Q3 /0 1 /28, 83020 7030 ? 


— 0302070314 LER 83-011/03L-0 on 021 1 19, i nd ivi dua 1 rod position 
indication doviated from group demand position bg greater 
than 12 steps Caused bg instrument drift Indicator channel 
for rods 8-09 t 02 h F-06 recalibr 

CARTWRIGHI i W R Virginia Clectrlc h Power Co 03/01/20 Region 
2. Office of Director 2pp 17029 131 24X Fiche 50-337, 

03/01/26, 8302070309 


03020 70340 Foruards LER 83-002/03L-0 

CARTWR fGHT, U R Virginia Electric h Power Co 83/01/20 
O'REILLY, J P Region 2, Office of Director lp 17029 306 24X 

Fiche 50-339,03/01/20,8302070340 


— 3302070342 LER 83-0Q2/03L-0 on 030104, two of four 2H emergency diesel 
generator surveillance tests required by Tech Spec missed 
during Nov-Dec 1982 Caused bg scheduling errqr Test 
frequency increased to meet Tech Spec requirements 

CARTWRIGHT, W R Virginia Electric U Power Co 83/0t/28 Region 
2, Office of Director 3pp 17029 307 24X Fiche 50-339, 

03/O1/2S, 8302070340 


8302140024 Forwards LER 03-O1O/O3L-O 

CARTtmiQHI , H R Virginia Electric l Power Co 83/01/31 
O'REILLY, J P Region 2, Office of Director lp 17141 180 24X 

Fiche 50-339, 83/01/31,9302140024 


— 0302140027 LER 83-0 1 0/03L-0 on 830109, fire door B54-13 between control 
r-oorr air handler room t control room chiller room would not 
consistently close Caused by loose door hinges 4t out of 
adjustment reclosure device Hinges tightened 

CARTWRIGHT, W R Virginia Electric K Power Co 03/01/31 Region 

2, Office of Director lp 17141 1 B1 24X Fiche 50-339,33/01/31, 
6302140024 


0302140031 Foruards LER 63-013/03L-0 

CARTWRIGHT , U R Virginia Electric *. Power Co 83/01/31 
0 'nElLLY, J P Region 2, Office of Director lp 17142 109 24X 

Fiche 50-339,03/01/31,8302140031 


— 8302140096 LER B3-013/03L-0 on 0301 13, during Mode 1, individual RPI for 
■rod P-06 in control bank A deviated from group demand 
position by greater than 12 steps u//no rod motion Caused by 
dirty contacts on signal conditioning module 

CARTWRIGHT, W R Vi rg i n i a C 1 c c tr i c h Power Co 03/01/31 Region 

2, Office of Director 2pp 17142 110 24X Fiche 50-339, 

03/01/31,8302140001 


G3O214O03B Forwards LER B3-009/03L-0 

CARTWRIGHT, W R Virginia Electric 6 Power Co 83/01/31 
O'REILLY, J P Region 2, Office of Director lp 17140' ISO 24X 
fiche 50-339,63/01/31,0302140098 


— 8302140095 LER 03-OG9/O3L-O on 830112# train A reactor trip breaker 
bypassed for more than allowed 2 h during solid state 
projection sys surveillance testing Cause due to necessity 
to replace damaged universal logic card 

C4RTWRIGHI, W R Virginia Electric L Power Co 83/01/31 Region 
2, Office of Director 2pp 17140 151 24X Fiche 30-339# 

03/01/31, 0302140089 


0302140036 Forwards LER B3-005/03L-0 

CARTWRIGHT , U R Virginia Electric 6 Power Co 83/02/01 
0 'REILLY, V P Region 2, Office of Director lp 17141 165 24X 

Fiche 50-339,03/02/01,8302140036 


— 8302140047 LER B3-Q05/Q3L-0 on 030100, valve monitoring sys cabinet 
de-energized for mai nt» eau» ing loss of valve position 
indication for presaurizer safety $ PORVs Caused by open 
breakers 0reakers closad after maint 

CARTWRIGHT, W R Virginia Electric «< Power Co 83/02/01 Region 
2. Office of Director Ip 17141 166 24X Fiche 30-339,03/02/01, 

3302 140036 


8302170152 Forwards LER 03-OI6/O3L-O 

CARTWfl TGHT, M R Virginia Electric 6 Power Co 83/02/09 
Q 'REILLY, J P Region 2, Office of Director ip 17180 134, 24X 

Fiche 50-339,83/02/09,0302170192 


—9302170 1 58 LER 83-016/O3L-O on 830115 &< 16, both open & dosed 
containment isolation valves TV-SI-200 & TV-CC-204C# train A 
position indication lights found lit Caused by leaking 
steam generator chemical feed line vent valve 

CARTWRIGHT, W R Virginia Electric 6 Power Co 83/02/09 Regie 

2, Office of Director 3pp 17180 135 24X Fiche 50-339, 

83/02/09, 53021701 92 


0302170220 Forwards LER 03-O14/O3L-O 

CARTWRTOHT, W R Virginia Electric 6 Power Co 03/02/09 
O'REILLY, J P Region 2, Office of Director lp 17187 107 24X 

Fiche 30-339, 03/02/09, 8302170220 


— B302170226 LER B3-Q14/03L-0 on 030113, 18 It 25, sve water supply head, 
to Units 1 JL 2 charging pump lube oil coolers & air 
compressors isolated to repair pinhole leaks Caused by 
aggressive water 6 bacterial reduction of mild steel piping 
CARTWRIGHT, W R Virginia Electric * Power Co, 03/02/09 
2, Office of Director 3pp 17107 10Q 24X Fit he- 50-339, 

83/02/09, 8302170220 


0302200486 Forwards LER 83-012/03L-0 

CARTWRIGHT, W R Virginia Electric 6 Power Co 03/02/11 
0 'REILLY, J P Region 2, Office of Director lp I73O0'291, 24X 

Fiche 50-339, 03/02/ 1 1 , 0302200406 


—0302280491 LER B3-012/03L-0 on 030114, delta T indicator associated 
w/delta T protection for loop A read hV. high Caused by 
failed re-lay card on delta T hot loop A, TE-2412D, output 
Card roplaced 

CARTWRIGHT# W R Virginia Electric it Power Co 83/02/11 R«gl< 

2/ Office of Director 2pp 1 730B 2B2 24X Fiche 50-339, 

83/02/11, 83 02280486 


T Hearing transcripts on non-ant i t rus t matters 


0302180106 Transcript of 030216 special prehearing conference in 
Dethesda, MD Pp 1-75 

* Atomic Safety and Licensing Board Panel 03/02/16 70pp. 

17216 022 24 X Fiche 30-338,03/02/16,0302180186 


V Operator E*a m i na ti ons 


0301310203 Generic Ltr 83-06 to all power reactor 1 ic onsets, ap p 1 ic ant> 
for GLs»fvSS v endor s , r ea c tor vendors 4 AE re -certificates 
& revised format for reactor operator & senior reactor 
operator licenses 3vc list end 

E I SENHUT, D 0 Division of Licensing B3/0I/3I Ccmiolida ted 

Edison Co of New York, Inc 1 4pp 17347 177 24X 

Fiche 30-000,03/01/31,6301310203 


DOCKCT 30-341 ENRICO FERMI ATOMIC POWER PLANT# UNIT 2 


A App 1 tcation/ construe t ion stage documents & correspondence 


0302080113 Hoard Notification 02-122A forwards UBOB 821110 ltr 
clarifying previous recommendations re recurrence of 1006 
Char 1 es ton-ty pe earthquake W/o end 

NDVAK, T fl Assistant Director for Licensing 02/12/38, Atomic 
Safety and Licensing Dear tf Panel 10pp 17105.339, 24X 

Fiche 50-000, 82/12/30# 03020001 13 


0302040286 Notification of 830126 meeting u/u til in Bethesda, MD to 
discuss proposed changes in operator staffing fc nuclear 
review & audi t group 

LYNCH* M D Licensing Branch 1 03/01/24 Y0UNQQLQOD, 3 J 

Licensing Branch 1 3pp 17042 299 24X Fiche 90-341# 83/01 /»4# 

8302040286 


0302010404 Foruards Amend 46 to amended b substituted application for 
I i cense, cons l st ing of Amend 46 to FSAR 

LANDGRAF, L C LeBoauf# Lamb, Lei by * MacRae. H3/01/31 DENTON# H 
Office of Nuclear Reactor Regulation, Director Ip 16974:268. £ 

Fiche 90-341, 83/01/31, B302010404 


— 8302010406 Amend 46 to amended substituted application for llcen* 
consisting of Amend 46 to F8AR 

HEIDEL, C 11 Detroit Edison Co 83/01/26 2pp. 16974 269 24> 

Fiche 50-341, 83/01/31# 8302010404 
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8302170492 Board Notification 63-1 forwards BNL draft rept, 

M Identif i cati on of Qe ismi ca J 1 y Hi a k-8en«iti v» Sys it 
Components in Nuclear Power Plants - General Methodological 
Approach " 

EISEUH'JT, D G Division of Licensing FIN A-3397 03/02/01 

PAU.ADINO,M J Commiss i o nert 134pp {7203 309 24X 

Fiche' 30-000. 03/02/01. 8302170492 


B302030089 Generic Ltr 83-08 to all Mark I containment licensees re 
mod of vacuum breakers on Hark I containment Requests 
commitment to submit results of plant uni qu e-calculations 
which formed bases for mod Svc list end 

EI8ENHJT, D 0 Division of Licensing 83/02/02 General Public 

Utilities - GPU Service Corp 3pp 17074 006 24X 

Fiche 30-000. 83/02/02. 9302030099. 


9302170011 Forwards audit repts on seismic & dynamic qualification of 
safety-related equipment Repts also available in PDR 
OAGCHI, G Equipment Qua 1 i f ica t ion Brandi 03/02/02 NOONAN. V 0 
Equipment Qua 1 i f ica t i on Branch 3pp 17203 160 24X 

Fiehe 30-000. 03/02/02. 830217001 1 


— B302170197 Forwards summary repts for 24 equipment items reviewed 
during 910727-31 site visit 

REICH. tt Brookhaven National Laboratory BI/09/I4 RCJSZTOCZY, Z 
Equipment Qualification Brandi. 74pp 17206. 143 24X 

Fiche 50-000, 83/02/02. 030217001 1. 


8302170032 Forward* DET-13-03B, "Single Downcomer Chugging Later*! 

Load " Re p t demonstrates that adequate margin exists in 
facility downcomer design to accommodate potential Increases 
In single downcomer chugging load spec. 

TAURERrH Ouquesne Light Co 83/02/04 YOUNGBLOOD. B J Licensing 
Branch 1 Ip 17181 283 24 X Fiche 30-34 1 . 83/02/04. 6302170052 


— 0302170056 ‘Single Downcomer Chugging Lateral Load " 

TfcRAMdTO. C. S , LEHNERT. R, A. . STEINERT.L D. NUTECH Engineers. Inc 
DET— 13-038 ROO 03/02/04 20pp. 17J01 285 24X 

Fiche 30-341.03/02/04.8302170032 


8302080293 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL it holder* of CP for C-E PWR* re review of 
C-E Owners Group emergency procedures guideline program Svc 
I 1st end. 

EISEMHUT. D 0 Division of Licensing 83/02/09 Consolidated 

Edison Co of lieu York. Inc 1 Ipp 17290 247 24X 

Fiche 30-000. 83/02/08, 9302080293 


0302000301 Generic Ltr 83-03 to BUR licensees of operating reactors 
(except LACBUR:), applicants for OL *. holders of CP r« 6ER of 
"Emergency Procedure Qui d el inet . Rev 2." NED 0- 24 934, June 
1982 Guidelines acceptable Svc list end 

E ISEKHUT i D G Division of Licensing 83/02/08 Commonwealth 

Edison Co 6pp. 17234 243 24X Fiche 30-000,83/02/08,0302000301 


330217035 1 Forwards Certificate of Svc for Amend 46 to amended i< 
substituted application for licenses 

MATbRS. B.R Detroit Edison Co 03/02/08 Office of Nuclear 

Reactor Regulation. Director 3pp 17184*140 24X 

richer 50-341, 03/02/08. 9302 1703 5 1 


3302220329 Forwards proposed station blackout test methodology to be 
used in lieg of simulated loss of ac power test to satisfy 
augmented training requirements of NURE0-0737. Item T G l 
Tests jeopardize plant St public & involve unnecessary cost* 

TAUBER. H Detroit Edison Co 83/02/14 YOUNGBLOOD, B- J Licensing 
Branch 1 4pp. 17230*092 24X Fiche* 50-341. 83/02/14, 8302220329 


5 NRC Draft/Final Environmental Statement!, supple 4 corr espon dene s 


8302040496 FOIA request for NUREG-0769, FE8 for proposed facility 
operation U addendum to E18 

DANIELSCN.SK Affiliation Unknown 02/12/22 Office of Nuclear 
Reactor Regulation, Director Ip 17042.255 24X 

Fiche 50-341, B2/ 12/ 2 2, 830 20404 B6 


8302040490 Responds to FOIA request for NUREG-0769, FEQ for proposed 
facility operation 6 addendum to El 9 Forwards documents, N/o 
ends. 

FELTON, J H Division of Rules and Records 93/01/12. 

DANIELSON, S. K Affiliation Unknown ip 17042:256 24 X 

Fiche 50-341 . 93/0 1 / 1 2, 030204049 0. 


E. NRC Safety Evaluation Report (SERI, suppls it correspondence 


03020401 30 Forward* Suppl 3 Vo SEft. NUREQ-0790 rs oprration of plant. 
H/o end 

YOUNGBLOOD, B J Licensing Branch 1, 83/01/24 TAUBER. K Detroit 

Edison Co, 2pp 17043.163 24X FI cht 50-34 1, 83/01/24, 0302040130 


0302170216 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF ENRICO 
FERMI ATOMIC POWER PLANT. UNIT NO 2 Docket No 50-341 
(Detroit Edison Company) 

* Office of Nuclear Reactor Regulation. Director NUREG-0798 903 
83/01/31 190pp 17109319 24X Fi che 50-341 , 03/01 /3I , 0302170216 


S302 100092 Forwards SER.Suppl 3 ( N‘JREG-0799, 6 up p 1 3) W/o end 

YOUNGBLOOD. 8 J Licensing Branch 1 83/02/04 TAUBER, H Detroit 

Edison Co 2pp 17134 339 24X Fiche 30-341,03/02/04,8302100092 


F Security, medical, emergency £ fire protection p Ians 


0210150452 Forwards reviews of procedures proposed by utils in 
emergency plans to consider meteorological conditions at 
f ac i I i 1 1 e*« i n response to Task Order I of interagency 
agreement 

VAN DER HOVEN Commerce, Dept of, Natl Oceanographic & Atmospheric 
Administration NRC-03-B1-099 82/10/08 SPICXLER, I Office of 

Nuclear Reactor Regulation, Director lp 16931 303 24X 

Fiche 50-000, 02/10/09. 0210130452 


— 8301270051 "Evaluation of Procedures Proposed by Detroit Edison Co in 
Emergency Plans to Consider Meteorologies 1 Conditions in 
Enrico Fermi Site Coastal Environ " 

VAN DER HOVEN Commerce. Dept of, Natl Oceanographic it 
Atmospheric Administration NRC-03-B1-099 02/10/08 Office of 

Nuclear Reactor Regulation, Director 4pp 16951 310 24X 

Fiche 30-000, 82/10/00, 82101 50452 


3302040324 Forwards IE Safeguards Insp Rept 50-341/03-02 on B30112-14 
No none amp 1 i a nc e noted 

MILLER, J R Division of Engineering 93/01/26 WELLS, D A Detroit 
Edison Co 2pp 17010 246 24X Fiche 50-341,03/01/26,0302040324 


— B302040339 IE Safeguards Insp Rept 50-341/93-02 on 030112-14 No 
nancompl lance noted Major areas inspected security plan 6 
implementing pr oesd uroi , p ro te c t ed t vital areas 6 testing 
It maint Details withheld (ref 10CTR73 21 ) 

MADEDA, T J , CREED, JR Region 3, Office of Director 03/01/24 
2pp 17018 248 24X Fiche 50-341,83/01/26.8302040324 


8302020433 Releases public version of addenda to revised Radiological 
Emergency Response Plan Evacuation Time Estimates 

FELTON, J M Division of Rules and Records 83/01/31 Document 

Management Branch lp 1699? 300 24X Fiche 50-341,83/01/31, 

□302020433 


— B302020437 Forwards public version of Addenda i 6 2 to revised 
Radiological Energoncy Response Plan Evacuation Time 
Estina tes 

TAUilER, H Detroit Edison Co 03/01/ 10 YOUNGBLOOD, D J 

Licensing Branch i 2pp 16999 301 24X Ficho 90-341,03/01/31, 

B3O202Q433 


— 6302020440 Public version of Addenda i L 2 to revised Radiological 
Emergency Response Plan Evacuation Time Estimates 
* Detroit Edison Co 02/11/30 Bpp 16999 303 24X 

Fiche 30-341, 03/01/31, 0302020433 


8301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for OL & holders of CPs re regional workshop 
concerning Suppl 1 > NUREG-0737, "Requirements for Emergency. 
Response Capability " Svc list end 

ErSENHUT, DO Division of Licensing 03/02/01 Con sol Ida ted! 
Edison C a of Neu York, Inc itpp 17221 226 24X 

Fiche 50-000,83/02/01,8301210340 


0 Adjudicatory correspondence 


03O2OBO11O Notifies of NRC intent to consider 920027 petition to 
intervene as request for action under 10CFR2 206 
DENTON. H R Office of Nuclear Reactor Regulation, Director 
03/01/24 BRAUNUCN, P E Monroe County, MI 2pp 17106 001. 24X 

Fiche 50-341,63/01/24,8302080110 


— 8302080114 Notice of request for action under 10CFR2 206 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
83/01/24 2pp 17106 003 24X Fiche 50-341,83/01/24,0302060110 


9302010499 Order extending time until 830219 for Commission to act to 
reviey ALAB-707 

CHILK, 8 J Office of the Secretary of the Commission B3/0I/29. 
Commissioners Ip 16931 323 24X Fiche 50-341,03/01/29, 

830201049? 
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03031603*13 Brief appealing A8LB 821029 initial decision Monroe County 
has not adopted emergency evacuation plan Board finding* on 
Contention 8 erroneous i> should be reversed Certificate of 
tSvc encl 

MINQCW, J H Citizens Far Energy it Employment 83/02/09 Atomic 
Safety and Licensing Appeal Panel llpp 17166 281 24X 

Fichu 50-341, 03/02/09, 0302 160343 


enosiaosoa Forwards Suppl 3 to SER W/o end 

WO0OHE4D. C P Hearing Branch 1 83/02/10 M1LM0LLIN. 0 L , 

MORRIS*! 5 A i GCHINK, D R Atomic Safety and Licensing Board Panel 
ip 17136 253 24< Fiche 50-34i , 83/02/10, 03021 90508 


830222030? Roquesti copy of NRC 1 tr accepting Monroe County petition 
to intervene a* request for action under 10CFR2 206 
Guidelines for submitting info per 10CFR2 206 requested 
M1N3CK, J R Minockr J MINOCK, J R Citizens for Energy * 
Employment 03/02/16 DENTQM, M R Office of Nuclear Reactor 
Refutation, Director 3pp 17230 153 24X Fiche 90-341, 03/02/16, 

0302220309 


H General. correspondence 


0302170378 Forwards document presented to Monroe County Board of 
Commissioners summarizing concerns over evacuation process, 
par lionroe County petition to intervene 

MUMAW. 1 , BARRETT, M Affiliation Unknown 83/02/10 DENTON, HR 
Office of Nuclear Reactor Regulation, Director 7pp 17103,352 

24X Fiche 30-341, 93/02/10,0302170378 


K Utility Final Safety Analysis Report (F8AR ) it amends 


&302010404 Forwards Amend 46 to amended L Substituted application for 
1 ic en*e» c onsi *t ing of Amend 46 to FSAR 

LANDQRAF* L C LeBoeuf, Lamb, Loiby L MacRae 03/01/31 DENTON, H 
Office of Nuclear Reactor Regulation, Director Ip 16974 260 24X 

Fi-Che 50-341, 83/01/31,0302010404 


— 0302010408 Amend 46 to amended L substituted application for license, 
consisting of Amend 46 to TSAR 

HerDELrC H Detroit Edison Co 83/01/26 Spp 16974 269 24X 

Fiche 50-341,03/01/31,8302010404 


—B3020104I3 Amend 46 to FSAR 

n Detroit Edison Co 03/01/31 347pp 16974 271 24X 

Fiche 90-341,83/01/31.8302010404 


Q Inspection reports, IE Bulletins it correspondence 


83G204Q039 Addl tesponse to FOIA request for 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning GA deficiency 
Forwards App A documents Document 31 available in PDR 
rECran, j- M Division of Rules and Records 02/12/30 HIATT, 8 I* 
Ohio Citizens for Responsible Energy 3pp, 17045 144 24X 

F i c h 0 50-000, 95/12/30, 0302040039. 


--83020401H Forwards graphics summarizing const site noncomp 1 i anct data 
for 1976-80 

KINO, J A Division of Emergency Preparedness & Operational 
Support 02/02/05 KEPPLER, J, G Region 3, Office of Director 
23pp 17045 219. 24X FUhe 50-000,02/12/30,0302040039 


— B 30204 Ol 97 Forward* updated noncompliance history for const sites for 
1976-01, per JJ Harrison reques t. Tota 1 insp hours for each 
/a c it l ty added 

HIND, J A Division of Emergency Preparedness & Operational 
Support 82/06/08 SPC08ARD, R L Division of Project «< Resident 
Programs 2pp 17045 279. 24X Fiche 50-000,02/12/30,8302040039 


--0302040332 Forwards 1991 comparison date for operating it const plants, 
consisting of total numbers of noncompliance items, repts 
Issued# insp hours, sever i ty 1 eve Is. p olnts it hour* per rept it 
1 ten. 

Gl/CNARBKI.L, Region 3, Office of Director. 82/07/00. 

KEFFLER, J, 0 Region 3, Office of Director 13pp 17045:201. 24X 

F 1 c h e 50-000, 82/ 1 2/30, 8302040039. 


8302040330 Forward* IE Insp Rept 50-341/02-19 on 021209-10, No 
noncompliance noted 

LITTLE, W0 Division of Engineering, 03/01/19 WELL9, D, A Detroit 
Edison Co 2pp 17019 254 24X Fiche 50-341,83/01/19,8302040350. 


— B 30 20 403 52 IE Insp Rept 80-341/02-19 on 021209-10, No noncomp J ience 
noted Major areas Inspected followup on licensee potential 
10-CFR80 55(e) rept that large percentage of previously GC 
inspected piping support installations found rejectablf 
YIN, I T, DANIELSON, 0 H Division of Engineering 83/01/13 7pp, 
1701B 256 24X Fiche 50-341,83/01/19,0302040350 


— 8302040354 QA program for Wlsmor it Becker 

* Detroit Edison Co 82/13/09 2pp 17010 263 24X 

Fiche 50-34 1#D3/01/19, 0302040330 


0302040141 Forwards IE Insp Rept 50-341/02-21 on 921220-22 No 
non conp 1 ianc * noted 

HIND, J A Division of Emergency Preparedness & Operational Support 
03/01/21 WELLS, D A Detroit Edison Co 2pp 17017*222 24X 

Fiche 50-341,03/01/21,0302040141 


— B30204013B IE Insp Rept 50-341/02-21 on 021220-22. No noncompliance 
noted Major area* inspected preoperationa 1 radiological 
environ monitoring program, including mgt contro 1 s, program 
imp tenentat ion L results L QC of sampling measurement* 

□E0TMANN, M J , SCHUMACHER, 11 C Region 3, Office of Director 
83/01/17 Bp p 17017 224 24X Fiche 50-341,03/01/21,0302040141 


92 12060358 IE Info Notice 03-01, -"Ray Mil Ur, Inc. ♦' Syc ll»t encl 
JORDAN, E L Division af Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of New 

York, Inc I 1 flp p 17023 160 24X Fiche. 50-000, 93/01/B6, 0212060359 


8302040324 Forwards IE Safeguards Insp Rept 50-341/83-02 on 030112-14, 
No noncompliance noted 

MILLER, J, R Division of Engineering 83/01/26 WELL8, 0 A Detroit 
Edison Co Spp 17019 246 24 X Fi c he 50-34 1, 03/01 /26, 0302040324 


—030304033? IE Safeguards Insp Rept 50-341/03-02 on 8301 12-14 No 
noncompliance noted Major areas inspected security plan & 
implementing procedures , protec ted & vital areas & tasting 
V rraint Detail* withheld (ref 10CFR73 21) 

MADEOAj T J. , CREED, J R Region 3, Office of Director. 03/01/24. 
2pp 17010 248 24X Fiche 50-341,83/01/26,0302040324 


8212060360 IE Info Notice 83-02, "Limi tbrque HOBO, HIBC, H20C U H3BC 
Overheads 11 8vc list and 

.JORDAN, E L Division of Emergency Preparedness fe Engineering 
Response (Post 830103) 83/01/29 Consolidated Edison Co of New 

York, Inc 1 07pp 17144 001, 24X F i che. 30-000, 83/01 /20, 021 2060360 


0212060361 IE Info Notice 83-03# "Ceilbr af Liquid Level Instruments ■ 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/01/20 Consolidated Edison Co of New 

York, Inc 1 10pp. 17074 093. 24X Fiche 50-000, 83/01 /SB, 0212060361 


0302030303 Advise* of 030207 open forum in Chicago, IL re recent rev to 
10CFR50 34 It 90 35 IE will conduct formal presentation 
followed by question h answer s ession. Requests that 
participation be United to three people 

aPESSARDrRL Division of Engineering 03/01/28 Commonwealth 
Edison Co 2pp 17008 187 24X Fiche 50-000,03/01/28,0302030303 


0302100094 Forwards IE Insp Rept 50-341/02-20 on 821101-1231 fc notice 
of violation 

KNOP.R C, Division of Project 8< Resident Program*. 83/02/0! 

WELLS. D A Detroit Edison Co. 2pp 17216 200 24X 

Fiche 50-341,03/02/01,0302180094 


—B3O510O1O1 Notice of violation from insp on 021101-1231 

KNOP, R C Division of Project t< Resident Programs 83/02/01. ip. 
17216 202 24X Fiche 30-341,03/02/01,0302100094. 


—0302100104 IE Insp Rept 50-341/02-20 on 021 101-123 1 , Noncomp 1 i anc ■ 
noted failure to accomplish QA activities in accordance 
•^/procedures 

LrTTLE, B H , BYRON, P M , KONKLIN, J E Division of Project ft 
Resident Programs 83/01/31 9pp 17216 203 24X 

Fiche. 50-341 , 03/02/01,0302190094 


8302160292 Ac k receipt of 821 US Itr informing NflC of steps taken to 
correct violations noted in IE Insp Rept 50-341/02-13 
aPESSARD.R L Division of Engineering 83/02/11. HELLS, 0. A. 
Detroit Edison Co lp 17170 154 24X Fi che 50-341. 03/02/1 1, 

0303160292 


—9302160299 Responds to NRC 021018 ltr re violation* noted in IE Insp 
Rept 50-341/92-13 Corrective actions- test change notice will 
be issued against preoperational test procedure to include 
proper overpressure relief valve setpoint 

WELLS, D A Detroit Edison Co, 02/11/15 8PE69ARD, ft. L Division 
of Project 4< Resident Programs. 3pp, 17170 153 24X 

Fiche 50-34 1 ♦ 83/02/ 1 1 , 0302160292 


8212060363 IE Info Notice 03-04. "Failure of Elm* power Supply Units. " 
Svc list end 

JORDAN, E L, Division of Emergency Preparedness it Engineering 
Response (Poi t 030103) 03/02/10 Consolidated Edison Co. of New 

York* Tnc UOpp 17347,171. 24X Fiche, 50-000, 83/02/10, 0212060363 
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02 1 204034 5 IE Info Notice 03-03. “Obtaining Approval for Disposing of 
Vary Low Leva 1 Radwaste - 10CFR20- 302 ” SVc list end 
JORDAN, £ L Division of Emergency Preparedness t* Eng inhering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of New 

York. Inc lllpp 17347 030 24X F l t be S 0-000. 03/02/24, B21 2060363 


9212060366 IE Info Notice 83-06, "Non i d e rtti ca 1 Replacement Parts " 

Svc lilt STIC 1 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of New 

York. Inc H2pp 17361 140 24X Fiche 50-000. 03/02/24. 8212060366 


3 Reportable occurrences. LER* k related correspondence 


3312140330 Part 21 rept re problem w/Broun Iloveri E 1 ec tri c . Inc low 
voltage circuit breakers w/solid state trip devices Units 
from Sary Dnofre 2 L 3 failed due to long-term degradation of 
filter capacitor C205 Suspect trip units should be tooted 
DUVALL. D D Brown Boveri Corp (subs Braun Boveri k Co , Ltd > 
82/12/10 3TELLQ. V Director'* Office, Office of inspection and 
Enforcement 2pp 17023 204 24* Fiche 50-000.02/12/10.3312140330 


3302040074 Interim deficiency rept re arc strike* on primary 
containment pipe penetration beUmw* Initially reported on 
021123 Full scale facsimile bellows scheduled for onsite 
repair Next rept Will be sent by 830422 

HELLS. D A Detroit Cdison Co 02/12/23 KEPPLER, J 0 Region 3. 
Office of Director 2pp J7023 326 24X Fichu* 30-34!, 82/12/33. 

0302040074 


3302040090 Interim deficiency rept re Limitprqua limit switch rotor 
failures due to tension stress buildup Initially reported an 
020731 Corrective action plan not finallied Next rept will 
be submitted by 830427 

HELLS. D A Detroit Edison Co 02/12/28 KEPPLER. J 0 Region 3. 
Office of Director 2pp 17020 327 24X Fiche 50-341.62/12/28. 

0307040090 


3302150240 Final deficiency rept re questionable QC acceptance of 
pipe banger installation Initially reported on 021201 Util 
mgt met w/R«gion III to present plans for implementing 
actions outlined in 021210 confirmatory action ltr 
WELLS. D A Detroit Edison Co 03/01/14 KEPPLER, J 0 Region 3. 
Office of Director 2pp 17149 2G2 24* Fiche 50-34 1 , B3/01 /l 4, 

03021 30240 


3302040116 Interim Deficiency Rept rc missing Swagelock fittings in 
reactor vessel Initially reported on 021229 Missing 
Buagelock caps will be replaced & remaining caps tightened k 
tackuelded to prevent loosening Naxt rept due by 030327 
WELLS. D A Detroit Edison Co 83/01/27 KEPPLER, J 0 Region 3, 
Office of Director 2pp 17017 220 24* Fiche 50-341 , B3/01 /27, 

0302040 U 6 


3302150029 Interim deficiency rept re defective scram accumulators on 
control rod drive in hydraulic control unit* Initially 
reported on 021117 Accumulator assemblies sent to GE for 
exam k replacement Next rept scheduled far 030415 

WELLS. D A Detroit Edison Co B3/01/2B KEPPLER. J, 0 Region 3. 
Office of Director Ip 17147 141 24X Fiche - 30-341 , 03/01/20. 

03021 50029, 


i Operator Examinations 


3301310203 Generic Ltr 03-06 to all power reactor licensees, app 1 i cants 
for OLs.MSS vendors, reactor vendors I AE re certificates 
k revised format for reactor operator * senior reactor 
operator license* Svc list end 

E 1 8ENHU Ti D 0 Division of Licensing 83/01/31 Consolidated 

Edison Co Of Mew York, Inc l4pp 17347 177 24X 

Fiche 30-000.83/01/31.0301310203 


>DCKET 50-344 TROJAN NUCLEAR PLANT 


Security, medical, emergency k Fire protection plans 


3302 OB 01 37 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 03/01/27 Document 
Management Branch Ip 17104 303 24X Fi Che 50-344, 03/01 /27. 

8302030137 


-0302080183 Forwards public version of revised emergency plan 
implementing procedures, i nclud irtg Procedure* EP-19, 2 re 
operation of dedicated telephone sy* & EF-29. t re 
instructions for use of computer terminal 

PU7EY. A M Portland General Electric Co. 02/11/23, CLARK, R A 
Office of Nuclear Reactor Regulation, Director ip, 17104,304, 
24 ( Fiche 30-344,03/01/27.9302000137 


— 83 03090107 Public version or revised emergency plan implementing 
procedures, including Procedures EP— 19 2 r o operation of 
dedicated telephone ays L EP-29 1 re instructions for use 
of computer terminals 

» Portland General Electric Co 82/11/00 89pp 17104 305 24X 

Fiche 50-344.83/01/27,8302080137 


6302230237 Forwards IE Insp Rept 50-344/82^36 on 021206-030107 No 
none omp 1 i ance noted 

STERNBERG, D M Division of Res i d ont. Reac to r Project & Engineering 
Programs 83/01/27 WITHERS, B D Portland General Electric Co 
2pp 17245 021 24 < Fiche 50-344,93/01/27.0302230237 


— 0302230240 IE Insp Rept 50-344/82-36 on 021206-830107 No none omp 1 i ante 
noted fla for areas inspected plant operat i ons. survei 1 lance 
testing, maint. security, procur omen t, corr oc t i ve actions k 
followup on LER* £ previous insp findings 

MALJ'iROS, (1 H , DODDS. R T Division of Re s i d ent. Reac to r Projsct & 
Engineering programs 03/01/27 6pp 17245 023 24X 

Fiche SO-344, 83/01/27, 8302230237 


0301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for DL l holders of CPs re regional workshop 
concerning Suppl 1. N‘JREO-0737, "Requirements for Emergency 
Response Capability 1 Svc list end 

EISENHUT. D 0 Division of Licensing 03/02/01 Con so 1 1 da ted 

Edison Co of New York, Inc llpp 17221 226 24X 

Fiche 50-000,03/02/01.0301210340 


0302100171 Advises that changes to security plan consistent w/ 
10CFR50 54 ( p ) End to util 021123 k 1213 itrs withheld per 
10CFR73 21 

CLARK. R A Operating Reactors Branch 3 03/02/02 WITHERS, 0 D 

Portland" QeneraJ Electric Co 3pp 17134 171 24X 

Fiche 90-344,03/02/02.0302100171 


8302240129 Supply 821110 ltr transmitting Amend 77 to License NPF-I 
Current design armng omen ts for containment ventilation 
isoJat i on, ESF reset push buttons *s annunica t i on of 
override of ES* »ys not acceptable 

CLARK. R A Operating Reactors Branch 3 03/02/03 WITHERS, D D 

Portland General Electric Co 3pp 17280 201 24X 

Fiche 50-344 , 83/02/03, 0302240129 


— 8302240134 Safety evaluation supporting mods to override of containment 
purge isolation 

* Office of Nuclear Reactor Regulation. Diroctor 83/02/03 2pp 
17268 204 24X Fiche 30-344,03/02/03,8302240129 


— B2DB0&0265 "Override & Reset of Control Circuitry in Vent! let ion/Purge 
Isolation i Other ESF Sys (B-241." technical evaluation 

rept 

0AROENT, I H Franklin Institute/Franklin Research Center 
(IRC- 03-79- 1 1 8 TER-C5257-103 02/08/04 CALVO, J NRC - No 

Detailed Affiliation Given 33pp 172BQ 206 24X 

Fiche 50-3 4 4, 03/02/03, 8302240 1 29 


8302170273 Informs that NRC requested that FEMA rectify 
misinterpretation of NRC 801103 request L limit 
Investigation to effects of volcanic eruptions on state & 
local emergency planning, in response to licensee 820730 Hr 
CLARK, R A Operating Reactors Branch 3 03/02/07 WITHERS, D D 

Portland General Electric Co 2pp 17195 359 24X 

Fiche 50-344,03/02/07,0302170273 


8302170274 Approves vault for storage of documents containing 
safeguards info, In response to licensee 821119 request 
CLARK, R A Operating Reactors Branch 3 83/02/07, WITHERS, B D 

Portland General Electric Co 3pp 17195 352 24X 

Fiche 50-344, 83/02/07, 03021 70274 


0302230490 Forwards License Change Application 69 for amend to License 
NPF-1, changing radiological emergency plan k security plan 
at least once per 12 months 

WITHERS,!? D Portland General Electric Co 83/02/16, CLARK, R A 
Operating Reactors Branch 3 ip 17246 i?I 24X 
Fiche 50-344, 83/02/ 16, 0302230490 


— 8302230900 License Change Application 89 for amend to License NPF-1 < 
changing Tech Specs to require audits of activities re 
radiological emergency plan k security plan at least once 
per 12 month? 

# Portland General Electric Co 83/02/16 4pp 17246 192 24X 

Fiche 50-344,83/02/16,8302230490 


--S302230506 Proposed Tech Specs requiring audits of activities re 
radiological emergency plan k security plan at least once 
per 12 months 

* Portland General Electric Co 83/02/16 4pp, 17246*193 24X 

Fiche. 50-344, 83/02/16,0302230490 
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J Insurance it indemnity inf arnat ion 


B302QQ0227 Forwards Endorsement 50 fca NELIA Policy NF-225 & Endorsement 
50 ta MA6LU Policy hF-06 

JOHANSEN, E Portland General Electric Co 03/02/01 9ALTZMAN, sf 
Office of State Piograms, Director 3pp 17057 2t0 24X 

Fich© 50-344. 03/02/01 1 8302000227 


P Operating license stage documents & correspondence 


9302010396 Forwards qualification info for replacement of hydrogen 
vent valves. per 011002 V 020212 commitments 

BROEHL, P J Portland General Electric Co 03/01/25 CLARK, R A 
Operating Reactors Branch 3 &pp 1 6973 271 24X 

Fiche 50-344,03/01/23,0302010306 


8302-030106 Forwards License Change Application 50, Rev 1, requesting 
amend to License NPF-1 Change should become effective 2 
months after receipt of NRC approval to allow time to revise 
offsite dose calculation manual Certificate Df Svc end 
WITHERS, B D Portland General Electric Co 03/01/20 CLARK* R A 
Operating Reactors Branch 3 Ip 17002 130 24X 

FlChe- 30-344, 03/01/20. 8302030100 


--6302030116 Rev 1 to License Change Application 30, requesting amend to 
License f< rD F-i re offsite dose calculation manual 
WITHERS- B D Portland General Electric Co 03/01/28 7pp 
17002 140 24X Fiche 30-344,03/01/28,8302030100 


— 6302030121 Proposed Tech Spec changes re offsite dose calculation 
-nanua 1 

♦ Portland General Electric Co 83/01/20 78pp 17002 147 24X 

Fiche 50-344,03/01/20.0302030100 


0302* ,00163 Advises that milk samples no longer being taken from 
Shiloh Das in, Samp 1 ing Location 7, due to closing of dairy 
WITHERS, 8 D Portland General Electric Co 03/02/03 CLARK, R A 
Operating Reactors Branch 3 lp 17057 233 24X 

Fiche 50-344,03/02/03.8302080163 


030-224012 9 Sup p 1 s 021110 ltr transmitting Amend 77 to License NPF-i 
Current design arrangements for containment ventilation 
l salat i on, EEF reset push buttons %. annunication of 
override of ESF sys not acceptable 

CLARK, R A Operating Reactors Branch 3 03/02/03 WITHERS, B D 

Portland General Electric Co 3pp 17200 201, 24X 

Fiche 50-344,83/02/03,8302240129 


■3302240134 Safety evaluation supporting mods to override of containment 
purge isolation 

* Office of Nuclear Reactor Regulation, Director 83/02703 2pp 
1720Q HO 4 24X Ficha 50-344 , 03/02 /03, 83 02240129 


— 8200060265 "Override l Reset of Control Circuitry in Venti 1 At 1 on/Purpu 
Isolation f Other E6F Sys (B-24)," technical evaluation 
rep t 

SARGENT. I H Franklin Inati tute/Frankl in Research Center 
NRC- 03-79 -1 10 TER -C5257- 1 63 82/08/04 CALVD. J NRC -No 

Detailed Affiliation Given 33pp 17288 206 24X 

Fiche 50-344, 83/02/03, 0302240129 


□□02150713 Informs of intent to change test intervals for DPA & 
shutdown sequencers, os IE-qualified Agastat time delay 
relays installed Return to 10-month surveillance test 
frequency justified 

WITHERS, □ O Portland General Electric Co 63/02/04 CLARK, R A 
Operating Reactors Branch 3 2pp 17151 359 24X 

Fiche 30-344 , Q3 /02/0 4, 8302 1 507 1 3 


9302000295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for GL Et holders of CP for C-E PWR* re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

E I SEWHU7, D 0 Division of Licensing 83/02/00 Consolidated 
Edison Co of Neu York, Inc llpp 17290 247. 24X 

Fiche 30-000, 83/02/00, 0302000295 


B3020B0304 Generic Ltr 03-11 to a 1 1 operating reactor licensees re 
licensee qualification for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end 

EISENHUT, D Q Division of Licensing 83/02/08 Consolidated 
Edison Co of Neu York, Inc 9pp 17234 234 24X 

Fiche 50-000, 03/02/08, 8302080304 


8302090093 Generic Ltr 03-1OD to all licensees w/We« tinghouse designed 
NSSS (except Yankee Atomic Electric Co) re resolution of 
Till Action Item II K 3 5, "Automatic Trip of Reactor Coolant 
Purps " Svc lift end, 

EISENHUT.D G Division of Licensing 83/02/08. Southern 
California Edison Co 31pp 17290 262 24X Fiche, 50-000, 03/02/08, 

0302090005 


0302160339 Forwards corvnent* on value impact analysis contained In 
Genorit Ltr G2-32 re proposed steam generator-related 
generic requirement! Plant safety unaffected by promoted 
requirements, ufi ich should not be regulatory requirements 
WITHERS, 3 D Portland General Electric Co 03/02/09 EI0ENHUT, D 0 
Division of Licensing 4pp 17213 258 24X Fiche 50-344 r 83/02/09. 

Q302 180339 


3302230490 Forwards License Change Application 69 for amend to License 
NPF-1, changing radiological emergency plan & security plan 
at least once per 12 months 

WITHERS, D X) Portland General Electric Co 83/02/16 CLARK, R. A 
Operating Reactors Branch 3 lp 17246 191 24X 

Fiche 50-344, 63/02/ 16, 0302230490 


— 0302230500 License Change Application 09 for amend to. License NPF-i, 
changing Tech Specs to require audits of activities re 
radiological emergency plan 4* security plan at least once 
per 12 months 

* Portland General Electric Co 83/02/16 4pp 17246 192 24X 

Fiche 30-344,83/02/16,0302230490 


— 8302230506 Proposed Tech Specs requiring audits of activities re 
radiological emergency plan 6 security plan at least once 
per 12 months 

* Portland General Electric Co 83/02/16 4pp £7246 193. ?4X 

Fiche 30-344,03/02/16.0302230490 


0 Inspection reports, IE Bulletins L correspondence 


6212060350 IE Info Notice 03-01, "Ray Miller, Inc ,N 8vc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of New 

York, Inc 1 10pp 17023 160 24X Fiche 50-000,83/01/26,8212060358. 


Q302230237 Forwards IE Insp Rept 30-344/02-36 on 621206-830107. No 
noncompliance noted 

STERNBERG* 0 II Division of Resident, Reactor Project & Engineering 
Programs 03/01/27 WITHERS, II D Portland General Electric Co. 
2pp 17243021 24X FlChe 50-344,83/01/27,0302230237. 


—0302230340 IE Insp Rapt 30-344/82-36 on 821206-630107 No none Offlpl lance 
noted Major areas inspected plant op erat i ons, turvi i llanco 
tos t ing, nai n t, security, procurement, correc tive actions it 
follouup on LERs 4 previous insp findings 

MALhRQS* II H I DDDDfl, R T Division of R* 1 1 den t, Re * c tor Project fc 
Engineering Programs 83/01/27 6pp 17243 023 24X 

Fiche 30-344,63/01/87,8302230237 


0212060360 16 Info Notice 83-02, "Liml torque HGDC, HlBC, H2BC «* H3BC 
Qearheads " Svc list encl 

JORDAN, C L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 83/01/88 Consolidated Edison Co of New 

York, Inc I0?pp 17144 001 24X Fiche 30-000,83/01/20,8212060360. 


0212060361 IE Info Notice B3-03. “Calibr of Liquid Level I nstTumen ti » 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 030103) 83/01/26 Consolidated Edison Co, of Neu 

York, Inc llOpp 17074 093 24X Fiche 50-000,83/01/26,8212060361 


□302230323 Forwards IE Insp Rept 50-344/83-01 on 830110-14, No 
nonconp 1 i anc e noted 

DQQKi H C Division of Radiological Safety *, Safeguards Program 
□3/02/01 WITHERS, B D Portland General Electric Co 2pp 
17240 138 24X Fiche 50-04 4,63/02/01,0302230323. 


—8302230324 IE Insp Rept 50-344/83-01 on 830110-14 No noncomp 1 Unce 
noted Major areas inspected radwaste iys, gaseous monitoring 
sy s, inc lud i ng calibr, rad i oact 1 ve gaseous effluent release*, 
records 4 rept* Ic review of ROs 

C ILLIS > M , WENS LAW 9 K I , F A , BOOK, H E Division of Radiological 
Safety i> Safeguards Program 83/02/01 llpp 17249.140 24X 
Fiche 30-344, 83/02/01, 8302230323 


8302830315 Discusses protective measures taken to assure that safety- 
related proce ss, i nstrumen t fc sampling Unas do not freeie 
during cold westheriin response to IE Bulletin 79-24 
Permanent encl not net essary, d u e to adequate heat tracing. 

WITHERS, D D Portland General Electric Co 83/02/11 ENQELKEN, R H. 

Region 5, Office of Director. 2pp 17248 312 24X 

Fiche 30-344,83/02/11,0302230315 


8212060363 IE Info Notice 83-04. "Failure of Elme Power Supply Unite. 1 * 
8vc list encl 

JORDAN, E L Division of Emergency Pr eparedness it Engineering 
Response (Post 030103) 63/02/18 Consolidated Edison Co. of Neu* 

York, Inc 1 lOpp 17347 191 24X Fiche 50-000,83/02/18,8212060363 
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8212060369 IE Info Notice 03-05- ■''Obtaining Approval for Disposing of 
Vary Low Laval Radwaste - 10CRR20 302 " Bvc list end 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (P-ost 030103) 93/02/24 Consolidated Edison Co of New 

York. Inc 1 llpp 17347 058 24X Fiche 50-000,83/02/24,8212060365 


6212060366 IE Info Notice 63-06- "Nonidentiea 1 Replacement Parts " 

Svc list end 

JORDAN- E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 83/02/24 Consolidated Edison Co of New 

York- Inc U2pp 17361 148 24K Fiche 50-000,83/02/24-6212060366 


3 Reportable occurrences, LERs L related correspondence 


B3O2O1O390 Forwards LER 83-001/017-0 Detailed event analysis end 
BR06HL- D J Portland General Electric Co 03/01/20 ENGELKEM- R H 
Region 5- Office of Director 4pp 16973 162 24X 

Fiche 50-344 ,83/01/20, B3020 10398 


—0302010403 LER 83-001/01T-0 on 630106, field intp* & review of const 
records revealed as-built conditions of knock-out panel 6 
ual 1-to-roof connection different than those considered in 
previous analysis far three masonry walls Nods underway 
MODEEN, D J Portland General Electric Co 83/01/20 Region 5, 
Office of Director 10pp 16973166 24X Fi c he 30-344- B3/01 /2Q, 

6302010398 


8302010416 RO on 030108-5 08 Ci noble gas released from auxiliary bldg 
Caused by south boric acid storage tank overflow loop teal 
liquid hlouing out due to pressure buildup during punping of 
boric acid evaporator concentrates 

YUNDT- C P, Portland General Electric Co 83/01/21 ENGELKEN, R H 
Region 5, Office of Director lp 16974,257 24X 

Fiche 50-344. 83/01 /2l, 8302010418 


6302010561 Forwards LER 92-022/Q3L-0 Detailed event analysis end 
YUNOT. C P Portland General Else trie Co 83/01/21 ENOELKEN- R H 
Region 5- Office of Director 3pp 16977 097 24X 

Fiche 50-344,83/01/21,0302010561 


•8302010569 LER 82-022/03L-0 on 021224 , conta inment radioactive 
monitoring sys (PRN-l) inadvertently isolated for 30 h. 

Caused by chemistry technician error Sys restored 6 
technician counseled 

BAIR- 0 0 Portland General Electric Co 83/01/21 Region 5, 
Office of Director 2pp 16977 100 24X Fiche. 50-344, 63/01/21, 

0302010561 


— 8302080380 Public version of Rev 4 to Adm l ri 1 s tra t i v« Procedure 
AD 1827 11, "As sernb 1 y . Ac c own to b i 1 1 1 y V Subsequent 
Evacuation “ 

WATHEN. R P - GREEN, W H , flRJDEN, D W Toledo Edison Co 83/01/19 
i4pp 17107 107 24X Fiche 50-346,83/01/02,9302090375 


8302040272 Forwards Res 19 to industrial security plan Rev withheld 
l ref I0CFR73 21) 

CHOUSE- R P Toledo Edison Co 03/01/26 Office of Nuclear 
Reactor Regulation- Director ip 17020 059 24X 

Fiche 50-346, 63/01/26- 0302040272 


8302030207 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records 03/01/29 Document 

Management Branch ip 17013 296 24X Fiche 30-346,83/01/20, 

6302030207 


—0302030212 Forwards public version of Rev 5 to Emergency Plan 
Implementing Procedure Cl 1300 06, "emergency Control Ctr 
Activation " 

■» Toledo Edison Co 03/01/07 NRC - No Detailed Affiliation 
Given 4pp 17013 297 24X Fiche 30-346,03/01/29,6302030207 


— 030203021 4 Public version of Rev 5 to Emergency Flan Implementing 
Procedure El 1300 OB- "Emergency Control Ctr Activation 11 
REED-G J . WELLS, C £ , MURRAY- T 0 Toledo Edison Co 02/12/27 
19pp 17013 301 24X Fiche 50-346-03/01/20-0302030207 


8301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL & holders of CPs it regional workshop 
concerning Suppl l < NUREG-0737, "Requi rements for Emergency 
Response Capability ri Svc list end 

£ 1 8ENHUT , □ G Division of Licensing B3/02/01 Consolidated 

Edison Co- or Neu York, Inc llpp 17221 226 24X 

Fiche 50-000,63/02/01-0301210340 


8302070630 Releases public version of revised emergency plan 

FElTOM.J M Division of Rules and Records 03/02/01 Document 

Management Branch lp 17062 243 24X riche 50-346.03/02/01, 

6302070630 


“8302070631 Forwards public version of Rev 6 to emergency plan Receipt 
form end 

* Toledo Edison Co 03/01/21 Office of Nuclear Reactor 
Regulation- Director ?pp 1706? 246 24X Fiche 50-346,03/02/01, 

6302070630 


6302040274 Forwards rept re 830124 loss of power for security sys 
Rapt withheld (rtf 10CFR273 71 { c ) ) 

WITHERS. B D Portland General Electric Co 83/01/28 ENGEL KEN, R H 

Region 5- Office of Director lp 17020 034, 24X 

Fiche 50-344, 83/01/20- 830204027 4 


V Operator Examinations 


6301310203 Generic Ltr 83-06 to all power reactor 1 ic ensees , app 1 i cants 
for OLs, N8S vendors.- reactor vendors fc AE re certificates 
* revised format for reactor operator & senior reactor , 

operator licenses Svc list end 

EI8ENHUT-D. 0 Division of Licensing 03/01/31 Consolidated 
Edison Co of New York, Inc i 4pp. 17347 177 24X 

Fiche 50-000,83/01/31,6301310203 


--8302070633 Public version of Rev 6 to emergency plan 

MURRAY, T D Toledo Edison Co B3/01/11 64pp 17062 240 24X 

Fiche 50-346,83/02/01-8302070630 


0302100064 Releases public version of revised health physics procedure 
FELTON- J M Division of Rules and Records 03/02/14 Document 

Management Branch ip 17227 025 24X riche 50-346,83/02/14, 

6302180064 


— 8302180069 Forwards public version of Rev 4 to Health Physic* Procedure 
HP 1604 01, "Personnel Decon tam i not i on M Receipt form t* 
revised index end 

* Toledo Edison Co 83/02/01 NRC - No Dotailod Affiliation 

Given 3pp 17227 026 24X Fiche 30-346-03/02/14,0302180064 


8302060172 Submits wt 11 prediction of need for site visits for operator 
licensing exams through 1985 

WITHERS. B D Portland General Electric Co 83/02/03 EI8ENHUT, D G 
Division of Licensing 2pp 17038 344 24X Fiche 50-344,83/02/03, 

8302080172 


— B302t80073 Public version of Rev 4 to Health Physics Procedure 
HP 1604 Oli "personnel Decontaminat Ion " 

CEDDES- B, L - QRIDeN-D W Toledo Edison Co 83/01/24 10b p 

17227 02 ? 24X Fiche 50-346, 03/03/14,8302180064 


P Operating license stage documents V correspondence 


DOCKS l 50-346 DAVrs-0£S8E NUCLEAR POWER STATION, UNIT 1 
F Security, medical, emergency 6 fire protection plans 


83020B0375 Releases public version of revised administrative procedure 
FELTON, J, M Division of Rules and Records 83/01/02 Document 
Management Branch. ip 17107,104 24X FI ch •• 50-346, 83 /01 /02, 

830208 037 5 


—8302030378 Forwards public version of Rev 4 to Administrative Procedure 
AD 1827,11, "Assembly, Accountability U Subsequent 
Evacuation * Revised index k receipt form end 
* Toledo Edison Co 83/01/25 Office of Nuclear Reactor 
8302000375' Dir,Ct ° r SpP |7107> 109 *»X Fiche. 30-346, 03/01/02, 


8302090187 Forwards request for add l info re proposed change to Tech 
Spec 3 2, 5 re flow/thermal power setpoint Response must be 
provided within 60 days of ltr date 

STQLZ.J F Operating Reactors Branch 4 83/01/26 CROUSE. R P 

Toledo Edison Co 3pp 17132 091 24X fiche 50-346,03/01/26- 

0302090187 


8302030388 Forward* corrected 030111 ltr re proposed App Q Tech Spec* 
First paragraph contained incorrect date 

CROUSE, R P Toledo Edison Co 83/01/20 8T0LZ,J F Operating 
Reactors Branch 4 lp 17005 200 24X Fiche 30-346,03/01/28, 

8302030308 


' 3302030395 Corrected Hr responding to NRC 021221 Hr re oroeosed 
App D Tech Specs 

CROUSE- R p Toledo Edison Co 03/01/11 8T0LZ- J F Operating 
Reactors Branch 4 lp 17005 20? 24X Fiche 50-346-03/01/28, 

8302030303 
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&302070569 Forwards response to 021227 ltr re p os t— imp 1 *menta t i on 
review of NUREG-0737, Items II F 1 4, 1 I F 1 3 Ml F U 
CROUSE. R P Toledo Edison Co 83/01/20 STOLZ, J F Operating 
Reactors Branch 4 iipp 17034 159 24X Fiche 50-346, 83/01 /23, 

0302070569 


030 2030176 Informs that requirement for operator administered checkoffs 
replaced w/r e qu i remen t for shift technical advisor <STA> 
a dm ini s t ered checkoffs Focus on 5TA administered checkoffs 
appropriate for STA in training 

CROUSE. FI P Toledo Edison Co 83/01/31 9T0LZ,J F Operating 
Reactors Branch 4 lp 17002 033 24X Fiche 50-346.03/01/31. 

3302030176 


S302040063 Notifies that revised guidelines listed in 820619 Oeneric 
Ltr Q2-12 incorporated into shift manning & overtime 
procedures per A DeAgaiio request 

CROUSE. R P Toledo Edison Co 03/01/31 E J6ENKUT . D 0 Division of 

Licensing Ip 17023 325 24X Fiche 50-346103/01/31,8302040063, 


030-2070250 Submits partial response to NRC 820923 ltr re control of 
heavy loads Response include* I terns 2 1 3 re load handling 
procedures i 2 1 5 re special lifting procedures Remaining 
open items will be answered by 030401 

CftQUSE. R P Toledo Edison Co 03/01/31 STOLZ, J.F Operating 
.Reactors Branch 4 2pp 17031 330 24X Fiche 90-346. 83/01/31, 

8305070250 


6305030209 Advise* that installation of turbine bldg »ump effluent line 
monitor should be completed by 831231 Radiological effluent 
Tech Spec* submitted on 021223 

CROUSE. R P Toledo Edison Co 83/01/31 BTOLZ, J F Operating 
Reactors Branch 4 Ip 17050 056 24X Fiche 50-346,03/01/31. 

830^090209 


0302100257 Forwards conf irmatory study on applicability of pres *wr I i *d 
thermal shock screening criteria to BtW plants, for use as 
starting point for addl detailed technical discussions 
between N4C i BSH Owner* Group repreaontati ves 

LAINAS- 0 C Assistant Director for Operating Reactors 83/01/31 
WALLACE, E Babcock 4- Wilcox Operating Plants Owners Group 6pp 
17134 103 24X Fiche 50-000,03/01/31,8302100257 


830200019-8 Forwards Re\ 0 to "Davis-Bess* Analysis it Evaluation of 
Safety /Re lief Valve Discharge Sys per NRC NUREG-0737, " 
technical rept, in response to Items II 0 1 2 MI D I 3 
CROUSE, R p Toledo Edison Co 83/02/01 9T0LZ, J F Operating 
Reactors Branch 4 4pp, 17051 001 24X Fiche 90-346,83/02/01, 

B30P-Q3019S 


— 0302080206 Rev 0 to "Da vi *-8es s « Analysis ?< Evaluation of Safety /Relief 
Valve Discharge Sys per NRC NUREO-0737, u technical rept 
W/tuo overs!** drawings Apei tur* cards are available in PDR 
* TeUtfyne Engineering Services TR-5639-2 ROO 83/01/31 
I76pp 17051 005 24 X Fiche 30-346, 03/02/01 , 8302OBGI9B. 


8302080473 Forwards model Tech Specs for proposed amend to App A Tech 
Specs re OHft capability redundancy Mod requested to assure 
redundancy in Mode 3 Response requested within 45 days 
WV o end 

etQLZ.JF Operating Reactors Branch 4 83/02/01 C«0U8E,R.P 

Toledo Edison Co 2pp 17071,323 24X Fiche 50-346,03/02/01, 

8302030473 


B302070369 Forwards response to 821227 request for info r# plant 
computer *yt 4 non-nuclear instrumentation^ power failure. 
CROUSE, F P Toledo Edison Co 03/02/02 BTOLZ* J T, Operating 
Reactors Branch 4 iOpp 17030 020 24X Fiche 50-346,83/02/02, 

8302070369 


8302070470 Forwards addl info on modified B21214 Code Relief Request 1 
revising inservice testing program Basis for request listed. 

Request per A SHE Section XI 1WV re MBIVs MS-100 fc MS-101 
CR0U8E, R P Tolsdo Edison Co 83/02/02 BTOLZ, J F. Operating 
Reactors Branch 4. Spp 17036 057 24X FIch# 50-346,03/02/02, 

8302070470 


8302030223 Discusses steam generator tube failures at facility, in 
response to 021026 ltr Eighty-day outage in 1902 due to 
failure of auxiliary feedwater header inside generator No 
major maint anticipated in next 5 yrs 

CROUSE, R P Toledo Edison Co 03/02/03 EI8ENHUT, D. 0. Division of 
Licensing 2pp 17057 266 24X Fiche* 50-346, 83/02/03, 8302080223 


3302000228 Submits Update to status of NUREG-0737, Item IJ F, 1 5, 
“Containment Water Level " Testing far environ ti seismic 
qualification documentation complete Repts will be reviewed 
6 Submitted by 830615 

CROUSE. R P Toledo Edison Co. 03/02/03 8TQLZ, J. F Operating 
Reactors Branch 4 lp 17057 209 S4X Fiche 50-346,03/02/03, 
8302080220 


0302000295 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for OL 4. holders of CP for C-£ PWRs r-e review of 
C-E Owners Group emergency procedures guideline program Svc 
list ent 1 

E I GENHUT, D 0 Division of Licensing 03/02/00 Consolidated 

Edison Co of New York, Inc 1 lpp 17290 247 24X 

Fich* 50-000,03/02/08,8302000295 


0302000304 Generic Ltr 83-11 to all operating reactor licensees re 
licensee qua! if teat ion for performing safety analysis in 
support of licensing actions Ability to use cede must be 
d emnns tra te d by vendor or licensee Svc list enc 1 

E ISENHUT, D Q Division of Licensing 83/02/00 Consolidated 
Edison Co of Neu York, Inc 9pp 17234 234 24X 

Fiche 30-000, 03/02/00. 8302080304 


8302090098 Generic Ltr 03-1 OF to all licensees u/BbW designed NSQB 
(except TMIl re resolution of THI Action Item II. K 3 5, 

"Automatic Trip of Reactor Coolant Pumps " Svc list end 
ElSENkfUTiD 0 Division of Licensing 83/02/03. Duke Power Co 
23pp 17293 291 24< Fiche 50-000,03/02/00,8302090098 


030216-0172 Forwards addl info rp training for mitigating core damage. 
Station superintendent receives adequate experience in 
regular duties which abrogates need for formal training for 
mitigating cure danag* 

CROUSE, R P Toledo Edison Co 93/02/08 STOLZ, J F, Operating 
Reactors Branch 4 2pp. 17162 177 24X F i c he: 50-346, 03/02/00, 

6302160172 


0302170410 Notification of 030216 meeting w/utii in Beth#*da,ND to 
discuss util approach to integrated 9-y r schedule 
DE AOAZIO, A Operating Reactors Branch 4 03/02/10, BTOLZ. J 

Operating Reactors Branch 4. 2pp 17193 243. 24X 

Fiche 50-346. 83/02/10, 03021 704 1 0 


0302230290 Informs that scheduled 030301 submittal of proposed ECC9 
calculations using NUflEG-0630 cladding models will be 
delayed until 030408 Delay due to anticipated late receipt 
of analysis from sponsoring utils 

CROUSE, R P Toledo Edison Co 03/02/17 STOLZ, J.F. Operating 
Reactors Branch 4 lp 17544 323 24X Fi che, 90-346, 03/02/1 7, 

0302230290 


0302230102 Notification of 030223 meeting u/BfcW regulatory response 
group in Bethesda, MD to discus* small break LOCA procedures 
& maint of proper steam generator water level. 

VAN VLIET. vf Operating Reactors Branch 4 83/02/17 BTOLZ, J 

Operating Reactors Branch 4 3pp 17303 090 24X 

Fiche 50-000,03/02/17,0302250102 


0302200336 Forwards proposed Tech Spec changes re anticipatory reactor 
trip * y s , b ora t i on sys temp 4- corrections to- typographical 
errors in administration section 

GROUSE, R P Toledo Edison Co 93/02/22. 8TOLZ, J F Operating 
Reactor* Branch 4 lp 17313*093 24X Fiche 50-346,03/02/22, 

8302290336 


— 9302290337 Proposed revs te Tech Spec re anticipatory reactor trip 
sys.boretlQn syi temp it corrections to typographical errors 
in admi nlstratiye section 

* Toledo Edison Ca 83/02/22 19pp 17313.094 24X 

Fiche 50-346,03/02/22,0302280336 


G, Inspection reports, IE Bulletins it correspondence 


0301 190134 Forward* owner data repts for eddy current steam generator 
a ram 6 weld supports, bolt lng 6 component lnservice intp 
program exam* conducted during 1982 refueling outage. 

CROUBE, R P. Toledo Edison Co 82/12/29 KEPPLER, J 0 . Region 3, 

Office of Director 5pp 16832-052 24X Fiche • 50-346, 82/12/27, 

0301100134 


0302040039 Addl response to F'OI A request for 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning QA deficiency. 

Forwards App A documents. Document 31 available in PDR. 

FELTON, J. M Division of Ruiet and Records 82/12/30 HIATT, 8. L. 

Ohio Cltliens for Responsible Energy 3pp 17045*144. 24X 

Fiche 50-000, 82/12/30,8302040039. 


— 0302040332 Forwards 1981 comparison data for operating fe const plants, 
consisting of total numbers of none ompl ianc e Items, rept* 
issued, intp hour *, sever 1 1 y 1 e v« 1 s, p o i nt S St hours per rept fc 
t tem 

5UCHAR$KI,L Region 3, Office of Director. B2/07/08. 

KEPFLER, J G Region 3, Office of Director. 13pp 17045,281 24 X 

Fiche 1 50-000, 02/12/30, 0302040039 



226 


DOCKETED ITEMS 


0302160014 Sun-nary of 030120 meeting w/ut i 1 $ , 1] p c h te 1 , Fran k 1 in Research 
Ctr.URS & Com putsch Engineering Svc « re IE Bulletin 0Q- 11 ■ 

"Masonry Wall Design '* Ad d 1 testing not warranted 

TRAMMELL, C M Operating Reactors Branch 3 93/01/25 Operating 

Reactors Branch 3 23pp 17171 227 24X Fiche 50-000,03/01/25, 

83021 60014 


£3212060339 IE Info Notice 83-01, l 'Ray Miller, Inc « Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/01/26 Consolidated Edison Co of New 

York, Inc UBpp 17023 160 24X Fiche 30-00Q, B3/0I/26. B21206033B 


0212060360 IE Info Notice 63-02, "L im i torque HOBC, H1BC, H2DC & H3DC 
Gearheads, " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 330103} 83/01/20 Consolidated Edison Co of New 

York, Tnc lQ9pp 17144 001 24X Fiche 50-000, 03/01 /28, B21 2060360 


8312060361 IE Info Notice 33-03, "Calibr of Liquid Level Instruments 11 
Svc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 03/01/28 Conao lidated Edison Co of New 

York, Inc llOpp 17074 095 24X Fiche 30-000,03/01/20,0212060361 


8302030303 Advises of 030207 open forum in Chicago, IL re recent rev to 
10CFRS0 54 & 50 53 IE will conduct formal presentation 
followed by question it answer session Requests that 
participation be United to three people 

SPES9ARD , R L Division of Engineering 83/01/20 Commonwealth 

Edison Co 2pp 17000 107 24X Fiche 30- 000, 83/01 /2B, 8302030303 


8302280494 Forwards IE Insp Kept 50-346/82-34 on 021201-30 fc notice 
of violation 

NORELIUS, C E Division of Project & Resident Programs 03/02/10 
CROUSE, 0 P Toledo Edison Co 2pp 17309 117 24 X 

Fiche 50-346, 83/02/10, 0302200494 


— 0302280490 Notice of violation from itisp on 021201-30 

NGREL I US, C E Division of Project It Resident Programs 03/02/10 
ip 17309 119 24 < Fiche 50-346,83/02/10,8302280494 


—8302280303 IE Insp Repfc 50-346/02-34 on 821201-30 Non c omp 1 i an c e noted 
failure to perform surveillance of axial power imbalance 
within Tech Spec limits 

PEEBLES, T A , ROGERS, W 0 , REYE9, L A Division of Project h 
Resident Programs 03/02/04 3pp 17309 120 24X 

Fiche 50-346, 03/02/ 10, 8302200494 


8212060363 IE Info Notice 63-04, 'TallUTe of Elma Power Supply Units 11 
Svc list end 

JORDAN, E L Division of Emergency Prepared ness h Engineering 
Response (Post 330103) 83/02/16 Consolidated Edison Co of New 

York, Inc liopp 17347 191 24X Fiche 50-000,83/02/10,0212060363 


8212060365 IE Info Notice 03-05, “Obtaining Approval for Disposing of 
Very Low Level Ratfwaste - 10CFR20 302 " Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of New 

York, Inc lllpp 17347053 24X Fiche 50-000,63/02/24,0212060365 


0212060366 IE Info Notice Q3-06, "Non Identic* l Replacement Parts " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of New 

York, Inc 1 I2pp 17361 14B 24X Fiche 50-000,83/02/24,0212060366 


030228039 2 Ac k receipt of 921210 & 030131 ltrs Informing NRC of steps 
taken to correct violations noted in IE Insp Rent 
30-346/02-21 

9PE88ARD, R, L Division of Engineering 83/02/24 CRGU9E, R P 
Toledo Edison Co Ip 17309 333 24X Fiche 30-346,03/02/24, 

8302280392 


— 8302230396 Responds to NRC B21103 t fcr re violations noted In IE Insp 
Rept 50-346/62-21 Corrective act! ons* cab I e tracoabllity 
procedures upgraded 

CR0U8E, R P. Toledo Edison Co 03/01/31 NORELIUS, C E Division 
of Engineering 3pp 17309 334 24X Fleh# 50-346,83/02/24, 

8302200395 


■830*280405 Responds to NRC 021103 ltr re violations noted in IE Insp 
Rept 50-346/02-21 Corrective actions non-Class IE hanger 
walfttd down 8- verified & personnel training reviewed 
CROUSE, R, P Toledo Edison Co, B2/I2/10 N0RELIU9, C £ Division 
of Engineer Ing Spp 17309:337 24X Fiche 50-346,63/02/24, 

8302280392 


— 8302280408 Responds to NRC 021103 ltr re violations noted In IE Insp 
Rept 50-346/82-21 Due to multitude of organizations 
Involved in preparat ion, response will bo submitted by 
821210 

CROUSE. R P Toledo Edison Co 82/12/03 KEPPLER , J Q Region 3, 
Office of Director lp 17309 345 24X Fiche 50-346,03/02/24, 

8302200392 


3 Reportable occurrences, LERs & related correspondence 


8302090136 Forwards revised LER 92-Q64/03X-1 

MURRAY, T D Toledo Edison Co 83/01/27 KEPPLER, J 0 Region 3, 
Office of Director lp 17099 160 P4X Fiche 50-346,03/01/27. 
0302030136 


—0302080142 Revised LCfl 82-064/03X-1 on 821129. while performing 9T 
9074 01 on component cooling water (CCW) train l,CC1467 
decay heat cooler CCW outlet valve would not open Caused by 
mfg error Flanged bearing installed 

I8LEY, T Toledo Edison Co 83/01/27 Region 3, Office of 

Director 2pp 17058 161 24X Fiche 50-346,83/01/27,0302080136 


0302100070 Discusses 001205 inadvertent safety feature actuation sys 
(SFAS) actuation Investigation of event revealed that 
hardwired electrical interconnections exist between 
circuitry w/SFAS instrument 6 logic channels 

STCJLZ.J F Operating Reactors Branch 4 03/01/31 CROUSE, R P 

Toledo Edison Co 3pp 17135 067 24X Fiche 50-346,83/01/31, 

6302100090 


— 8302100096 Safety evaluation re electrical connections between 
redundant safety features actuation sy* instrument channels 
Action* to be taken by util identified 

« Office of Nuclear Reactor Regulation, Director 83/01/13 
I3pp 17139 070 24 X Fiche 50-346,83/01/31,6302100090 


6302150390 Forwards updated LER 82-065/03X-1 

MURRAY, T D Toledo Edison Co 83/02/01 KEPPLER, J 0 Region 3, 
Office of Director lp 17157 240 ?4X Fiche 30-346. 63/02/01 , 

0302150390 


— '0302150395 Updated LER 82-065/03X-I on B21 20 1 , c ontr o 1 room ventilation 
sys chlorine detector AE53D0B taken out of svc w/o placing 
control room in recirculation mode Caused by personnel 
error Nemo sent to responsible personnel 

MURRAY, T D Toledo Edison Co 83/02/01 Region 3, Office of 

Director 3pp 17157 241 24X Fiche 50-346,83/02/01,8302150390 


8302230910 Forwards LER 83-001/03L-0 

MURRAY, T D Toledo Edison Co 83/02/11 KEPPLER, J 0 Region 3, 
Office of Director lp 17237,286 ?4X Fiche 50-346,03/02/11, 

83022305 1 O 


“-8302230915 LER 03-OO1/O3L-O on 030114, loss of power to loop 2 main 
feedwater block valve Initiated feedwater transient Caused 
by control rod insertion from approx 957, to 79X Rod* 
withdrawn 

BERGER , C L Toledo Edison Co 83/02/11 Region 3, Office of 

Director 2pp 17257 207 24X Fiche 50-346,83/02/11,0302230310 


0302230339 Forwards LER 83-002/03L-Q 

MURRAY, T D Toledo EdisonCe 03/02/14 KEPPLER, J, 0 Regions, 
Office of Director ip 17256 344 24X Fiche 50-346,03/02/14, 

8302230539 


— 0302230948 LER 03 002/03L-0 on B30114 8, 15, after reactor trips.RCS dose 
equivalent 1-131 exceeded Tech Spec limit Caused by slight 
leakage of fission products through fuel cladding Caused by 
temp & pressure changes Situation monitored 

RICHTER, L Toledo EdisonCo 83/02/14, Region 3, Office of 
Director 6pp, 17296 345, 24X Fiche 50-346,83/02/14,0302230339. 


8302280419 Forwards LER 03-OO3/O3L-O 

MURRAY, T D Toledo Edison Co 03/02/16 KEPPLER, J 0 Region 3, 
Office of Director lp 17309' 134 24X Fiche 50-346,63/02/16, 

0302280419 


— 0302280427 LER B3-003/03L-0 on 930119, M81V MSIOO failed to shut 
completely following reactor trip on 830118 Cause unknown 
Valves disassembled L Inspected w/ no problems found Valve 
tested 4 returned to svc 

O'NEILL, J Toledo Edison Co 03/02/16 Region 3, Office of 
Director 3pp 1730? 135 24X Fiche 30-346,03/02/16,8302200419 


6302200433 Forward* LER 83-Q04/03L-0 

MURRAY, T D Toledo Edison Co B3/02/17 KEPPLER. J 0 Region 3, 
Office of Director lp 17309 202 24X Fiche 30-346,03/02/17, 

8302280433 
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--B302280437 LER G3-004/03L -0 on 8301 19, dur ing cool down, jumper on 
pTJHwre switch PSH-RC2R4 had been left in place since 
020023 Caused by lack of administrative control & design 
e,rar Procedure rewritten to provide adequate switch 
O'CtmiOftiM Toledo Edison Co 93/02/17 Region 3* Office of 
Director 3pp 1 7309 P03 24X Fiche 50-346, 03/02/17, 03O22BO433 


B302090462 Re Leases public 
imp 1 orienting procedure 
FELTON J « Division of 
Management Branch lp 
0302090462 


version of revised emergency plan 

Rules and Records 03/02/03 Document 
17132 107 24X Ficbe 30-349.83/03/03, 


tf- Operator Examinations 


03OS31O2O3 Generic Ltr 83-06 to all power reactor 1 icensees, app licants 
for QLs, N3S vendor a « r eac tor vendors b AE re certificates 
t, revised format for reactor operator & senior Teaetar 
operator licenses, Svc list end 

ElSENhJT. D 0 Division of Licensing 03/01/31 Consolidated 
Edison Co or Neu York- Inc 14pp 17347 177 24X 

Fiche 50-000.83/01/31.8301310203 


DOCKET 50-348 JOSEPH M FARLEY NUCLEAR PLANT. UNIT 1 
F Security! medical, emergency t fire protection plans 


8302010016 Releases public version of on-call schedule for 1983 

FELTON, J M Division of Rules and Rocords 83/01/26 Document 
Managerent Drench Ip 16995 003 24X Fiche 50-340,83/01/26, 

3302010016 


330203 0021 Forwards public version of on-call schedule for 1903, per 
Admin i s trat Ive Procedure FNP-0-AP-4, "Control of Plant Z< 

Document Records ' 

HUDSPETH, J a Alabama Power Co 92/12/30 Office of Nuclear 
Reactor Regulation, Director 5pp 16995 004 24X 

Fiche 50-348,63/01/26,0302010016 


0302010026- Releases public version of on-call schedule for 1903 

FELTON, -J M Division of Rules and Records 03/01/26 Document 
Management Branch lp 16995 095 24X Fiche 50-340,03/01/26, 

B3020 10026 


— 8302090467 Forwards public version of Rev 1 to Emergency Plan 
Inp 1 ement in g Procedure GD-EIP-l 17, "Emergency Operations 
Facility Administrative Support r ’ 

CLAYTON, F l_ Alabama Power Co 03/01/24 VAROA, B A Assistant 
Director for Operating Reactors Ip 17132 108 24X 

Fiche 30-34 0, 03/02/03, 0302090462 


— 8302090471 Public version of Rev i to Emergency Plan Implementing 
Procedure GG-EIP-117, "Emergency Operations Facility 
Administrative Support rt 

MCGOWAN, J U Alabama Power Co 83/01/23 42p p 17132 109. 24X 

Fiche 50-340, 03/02/03, 0302090462 


M Antitrust correspondence 


930^170265 Forwards AL Electric Cooperative response to AL Power Co 
motion for stay of mandate Certificate of Svc end Related 
correspondence 

MACGUINEAS, D B Volpe, Bosksy 6, Lyons HACGUINEAB, t> 0 Alabama 
Electric Cooperative, Inc 03/02/14 ZQLLEft, N. E Unknown 
Affiliation 4pp 17178 224 24X Fiche 50-348,03/02/14,0302170263 


P Operating license stage documents & correspondence 


0302100103 Forwards Amend 20 to License NPF-2, safety evaluation b 
notice of issuance U availability Amend modifies effective 
date for mechanical snubber functional test from fourth to 
fifth refueling outage 

REfcVEB, E A Operating Reactors Branch l 83/0J/31 CLAYTON, F L 
Alabama Power Co 2pp 17135 006 24X Fiche 30-340.03/01/31, 

0302100103 


— G30201G02? Forwards public version of on-call schedule for 1983, per 
Administrative Procedure PNP-O-AP-4, "Control of Plant 
Document* i Records " 

HUDSPETH, J fl Alabama Power Co 83/01/05 Office of Nuclear 
Reactor Regulation, Director 5pp 16995 096 24X 

Fiche 30-348,03/01/26,8302010026 


030203*1059^ Releases public version of rev to site emergency plan, 
Tadiatlon emergency medical plan & State of AL radiological 
emergency response plan 

FELTON, J M Division of Rules and Records 03/01/27 Documont 
Management Branch lp 17024 001 24X Fiche 50-340,83/01/27, 

0302030059 


—0302100100 Amend 2B to License NPF-2, mod i f y in g effective date for 
mechanical snubber functional test from fourth to fifth 
refueling outage 

VARGA, S A Operating Reactors Branch 1 63/01/31 4pp 

17135 009 24X Fiche 50-340.83/01/31,8302100103 


— 0302100 1 12 Safety evaluation supporting Amend 56 to License NPF-2 

* Office of Nuclear Reactor Regulation, Director 83/01/31 2pp 
17135012 24X Fiche 30-348.03/01/31.0302100103 


— §302100115 Notice of Issuance L availability of Amend 28 to License 
NPF-2 

VARGA, S A Operating Reactors Branch 1 93/0l/3i 2pp 

17135 014 24 X Fiche 50-348,83/01/31,0302100103 


— 0302030063 Forwards public version of rev to site emergency plan, 
radiation emergency medical plan t State of AL radiological 
emergency response plan 

HUDSPETH, J B Alabama Power Co 02/12/15 Office of Nuclear 
Reactor Regulation, Director lp 17024 002 24X 

Fiche 50-340,83/01/27,0302030059 


8302030344 Advises that util will submit results qf review of 
available reactor vessel levol sys (TM1 Action Item 
II F 2) per Generic Ltr 02-28 schedule 

CLAYTON, F L Alabama Power Co 03/02/01 VARGA, 3 A Off ire of 

Nuclear Reactor Regulation, Director Ip 17005 359, 24X 

Fiche 50-348,03/02/01,8302030344 


— &302030069 Public version of rev to site emergency p Ian. rad ia t i on 
emergency medical plan & State of AL t ad i t> 1 og i c a 1 emergency 
response plan 

MCDONALD, R P , HAIRSTON, W 0 Alabama Power Co 02/12/06 B26pp 
17034 003 24 X Fiche 90-340,93/01/27,0302030059 


0302090012 Forwards summary of addl requests for relief from certain 
Inservice insp requirements of A8ME Code, Section XI, Articles 
IWA-5000, IWB-5000, IWC-500O, IWD-3000, IWC-2000 E, IWD-2000 
Relief requested by 830901 

CLAYTOM. F L Alabama Power Co 83/01/20 VARGA, 0 A Office of 
Nuclear Reactor Regulation, Director 30pp 17058 263 24X 

Fiche 50-364, 03/01 /2B, 8302000012 


0302090329 Forward s list of all licensing Items requiring NRG approval 
in 1903 Status will be updated monthly to reflect addl 
submittals requiring NRC approval 

CLAYTON, F L Alabama Power Co 83/02/01 VARGA, B A Office af 
Nuclear Reactor Regulation, Director 6pp, 17070 356 24K 

Fiche. 50-348, 63/02/01,8302090329 


0302100245 Supplemental request for adm i nistr ativ* Tech Spec changes 
to Licenses NPF-2 6 NPF-8 Changes will allow for better 
scheduling of certain surveillance testing 

CLAYTON, F L Alabama Power Co 83/02/01 VARQA* 8 A Office of 
Nuclear Reactor Regulation. Director 9pp 17114 069 24X 

Fiche 50-348,83/02/01,8302100249 


— 8302080017 Responds to SALP Rep ts 50-340/02-20 * 50-364/02-20 r e lack 
of physical exams for fire brigade members & substandard 
welding L cutting fire prevention p rocedures, Present use of 
flame permits 6 exams adequate 

CLAYTON, F L Alabama Power Co 03/02/02 O'REILLY, JP Region 
2. Office of Director 6pp 170S8 293 24X Fiche 50-364, 

83/01/20.6302000012 


B3Q1210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL 4< holders of CPs re regional workshop 
concerning Suppl 1, NUREG-0737, "Requirements for Emergency 
Response Capability " Svc list end 

EISENHUr, D 0 Division of Licensing 03/02/01 Consolidated 

Edison Co of Neu York, Inc 1 1 p p 17221 226 24X 

Fiche 50-000,03/02/01,0301210340 


— 8302100249 Proposed administrative Tech Spec changes which will allow 
for better scheduling of certain surveillance testing, 
a Alabama Power Co 83/02/01 29pp. 17U4 074 24X 

Fiche 50-348,83/02/01,8302100245 


0302140192 Forwards BER for environ q.ual t f 1 ca t ion of safety-related 
electrical equipment Plans for qua 1 1 f i cation or replacement 
of unqualified equipment 6 schedule for corrective actions 
should be submitted uithin 90 days 

VARGA, 8 A Operating Reactors Branch 1 03/02/04 CLAYTON, F L 

Alabama Power Co 3pp 17144 170 24X Fiche 50-348,83/02/04, 

0302140(92 


— 8302140200 EER re environ qua 1 i f i cati on of safety-related electrical 
equipment Actions required by util listed 

* Equipment Quo l if ica ti«n Branch 03/02/04 Spp. 17144 173. 

24 X Fiche 50-348.03/02/04,0302140192 
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— 030121000* Norijpropr i e tar y "Review of Licemeea Resolution of 
Outstanding Issues From -NRC Equipment Environ Qualification 
SER <F-li & B-60)iJ?1 Farley Nuclear Power Plant# Unit 1* *' 
technical evaluation rept 

T0KAN,G J Franklin In-s titute/Fran k 1 in Research Center 
NRC -03-79-1 18 TER-C52S7-309 03701/14 SHEMANSK I , P NRC - No 

Detailed Affiliation Given 5QQpp 17144 178 24X 

F 1 c h « 50-340, 03/02/04# B3021 40 1 92 


0302000295 Oaneric Ltr 03-09 to all operating reactor licensees, 
applicants for OL & holders of CP for C-E PWRs re review of 
C -E Owners Group emergency procedures guideline program Svc 
list end. 

EISENHUT# D 0 Division of Licensing 03/02/00. Consolidated 
Edison Co of Neu York, Inc llpp 17290 247 24X 

Fi che 50-000# 83/02/00, 0302030295 


8302000304 Generic Ltr 63-lf to all operating reactor licensees re 
licensee qua 1 if 1 cation for performing safety analysis in 
support of licensing actions Ability to use code must -be 
<f • morn t rate rf by vendor or licensee Svc list end 

EISENHJT.D.G Division of Licensing 33/02/00 Consolidated 

Edison Co of Neu Vork, Inc 9pp 17234 234 24X 

Fi Che: 50-000, 03/02/00,8302030304 


0302090083 Generic Ltr 83-100 to all licensees w/W* sting house designed 
NSSS (except Yankee Atomic Electric Co) re resolution of 
T«I Action Item II K 3 5, "Automatic Trip of Reactor Coolant 
Pumps." Svc list end 

EI8ENHUT, DO- Division of Licensing 83/02/00 Southern 
California Edison Co 31 pp 17290 2*2 24X Fiche 50-000,03/02/08, 

8302090085 


0302180247 Responds to 830103 request For addl Info re boron 
concentration reduction in boron injection tank per util 
821230 ltr Existing emergency operating procedure for small 
break LOCA not Impacted by proposed change in c one e otrat i on 
CLAYTON, F L. Alabama Power Co 83/02/11 VARGA, E A Division of 
Licensing 3pp 17011.235 24X FiChe 50-34&# Q3/02/U. B3021 00247 


9302230387 Informs that portion* of Franklin Research Cfcr technical 
evaluation rept re environ qual if ication of s a f ety-rel at e d 
equipment are proprietary 

CLAYTON, F L Alabama Power Co B3/02/1* VARGA, S A Office of 

Nuclear ReacfcoT Regulation# Director Ip 17040.154 24X 

F l eh * 50-34 8, 03 /02/ 1 * # 030003038 7 


G Inspection reports, IE Bulletins & c orresp ond c nee 


10120*0358 IE Info Notice 03 - 01 , "Ray Miller, Inc * Bvc list «nd 
JORDAN, E. L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 83/01/06 Consolidated Edison Co of New 

York, rnc i Iflpp 17023 160 24X Fi che: 50-000, 83/01/26, 001 2060358 


02120*0360 IE Info Notice 03-02, "Limitorque HOBC, HlBC, H2PC fe H3DC 
Oearheads “ Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response <Post 830103) 83/01/28 Consolidated Edison Co of Now 

York, Inc. I0?pp 17144 001 24X Fiche. 5 0-000, 03/0 1 /28, 021 20603*0 


02120*0361 IE Info Notice 03-03, JI CalJbr of Liquid Level Instruments n 
Svc list end 

JORDAN, E L Division of Emergency Preparedness Jc Engineering 
Response <Pa*6 830103) 03/01/28 Consolidated Edison Co of New 

York, Inc. llQpp 17074 095 24X F 1 che. 50-000, 83/0 1 /2B, 821 206036 1 


8302010539 Forwards requests for relief from Rev 1 of Inservice I n sp 
Program for A8ME Code Cl*** liS ( 3 components Granting of 
proposed relief request* by 830901 requested. 

CLAYTON# F L. Alabema Power Co 03/01/28 VARGA, S A. Office of 
Nuclear Reactor Regulation, Director 29pp , 14977* 134, 24X 

Fi che 50-348, 83/01 /2B, 63020 10339 


0302000012 Forward* summary of addl requests for relief from certain 
Inservice irisp requirements of ACME Code, Section XI, Articles 
IWA-3000, Ihtf-5000# rWC-3000# IPD-500G, INC -0000 & IWD-0000 
Relief requested by 030901 

CLAYTON, F.L Alabama Power Co 83/01/20 VARGA , 8 A Office of 
Nuclear Reactor Regulation* Director 30pp 17050,2*3, 24X 

Fiche: 50-3*4# 83/0] /2Q, 830208001 2 


—0302080017 Responds to 8ALP Rept* 50-346/82-20 & 50-364/82-29 re lock 
of physical exams for fire brigade members U substandard 
welding * cutting fire prevention procedures Present use of 
flame permits * eians adequate 

CLAYTON* F L Alabama Power Co. 03/02/02 O'REILLY. J P. Region 
2. Office of Director 6pp 17C50 293 24X Fiche- 50-364# 

83/01 /28 f 0302000012 


0212060363 IE Info Notice 83-04, 'Tailin'* of Elma Power Supply Units " 
Bvc list end 

JORDAN# E L Division of Emergency Preparedness ?# Engineering 
Response (Post 830103) 83/02/18 Consolidated Edison Co -of Now 

York# Inc llOpp 17347 191 24X Fiche 50-000,03/02/10,0212060363 


82120603*5 IE Info Notice 03-05, "Obtaining Approval for Disposing of 
Very Low Level Radwaste - 10CFR20 302 ° Svc list end 
JORDAN, E L Division of Emergency Pi Bparedness & Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Ca of New 

Vork, Inc illpp 17347 058 24X Fiche 50-000,03/02/24,82120*0365 


02120603*6 IE Info Notice 83-06# "Noni d enti ca 1 Replacement Parts " 

Svc Its t end 

JORDAN# E L Division of Emeigoncy Preparedness * Engineering 
Response (Post 030103) 03/02/24 Conso 1 i da ted Edison Co of New 

York, f nc 112pp 17361 140 24X Fiche 50-000, 03/02/24# 821 2060366 


R Periodic operating roports 4 related correspondence 


8302220127 Forwards monthly operating rept for Jan 1983 

CLAYTON, F L Alabama Power Co B3/02/I4 Division of Data 

Automation 4 Management I n forma 1 1 on ip 17233 144 24X 

Fiche 30-348# 83/02/14,8302220127 


--03O222QJ31 Monthly operating ropt for Jan 1903 

HAIRSTON, W O Alabama Power Co 03/02/02 4pp 17233 143 24X 

Fiche 50-348,83/02/14,0302220127 


8 Reportable occurrences, LCRs & related correspondence 


0302010099 Forwards LER 82-061/03L-0 

CLAYTON, F L Alabama Power Co 03/01/20 1 Region 2, Office of 

Director lp 1*974083 24X Fiche 50-340,03/01/20,8302010095 


—0302010103 LER 02-O61/O3L-O on 02 1221 # d i es p 1 generator IB declared 
inoperable when generator failed to start during performance 
of diesel generator operability test Caused by fouling of 
ali — start valves by Jint-like substance Valves cleaned 
HATRSTON, W G Alabama Power Co 03/01/19 Region 2, Office of 
Director lp 16974 004 24X Fiche 50-348,03/01/20,0302010095 


0302070613 Forwards LERs B2-062/03L-0, 02-063/ 03L-0 L 83-001 /03L-0 
CLAYTON # F L Alabama Power Co 83/01/20 Region 2# Office of 
Director lp 17035 064 24X Fiche 50-348# 83/01/20# 8302070613 


—0302070614 LER 02-O62/O3L-O on 821P31# noble gas activity monitor Rl5 
declared inoperable Caused by blown tuse Fuse replaced U 
monitor returned to svc 

HAIRSTON# 11 0 Alabama Power Co 03/01/28 Region 2, Office of 
Director ip 17035 065 24X fiche 50-340# 83/01 /20, B302070613 


—0302070617 LER 82-063/03L-0 on 821230,0 train chlorine detector 
declared inoperable when control room supply damper would 
not close Caused by faulty solenoid valve Valve replaced 
HAIRSTON, M 0 Alabama Power Co 03/01/28 Region 2, Office of 
Director lp 1703S 066 24X fiche 50-348# 03/01/28# 8302070613 


— 0302070620 LER B3-D01/03L-0 on 930102# RCS subcooling monitor channel 2 
declared inoperable following leceipt of main control board 
alarms Caused by faulty printed circuit card Connector pins 
o-n card c leaned 

HAIRSTON, W 0 Alabama Power Co 03/01/28 Region 3, Office of 
Director lp 17035 06/ 24X Fiche 50-348,03/01/28,0302070*13 


9302220174 Forwards LER 83-005/01 T-0 

CLAYTON# F L Alabama Power Co 83/02/11 Region 2# Office of 

Director Ip 17233 151 34X Fiche 00-340183/02/11,8302220174 


—8302220199 LER 83-005/01T-0 on 030130# fuel cladding damage found on 11 
Cycle 4 baffle fuel assemblies located at corner injection 
baffle joints Caused by vibrations induced by water jetting 
through baffle joints Design mod implemented 

HAIRSTON, W 0 Alabama Power Co 03/02/11 Region 2, Office of 
Director 2pp 17233 152 24X Fiche 30-348,03/02/11,0302220174 


B 3 02220363 Forwards LERs 83-003/03L-0 l 03-OO4/O3L-O 

CLAYTON, F L Alabama Power Co 83/02/11 Region 2# Office of 

Director lp 17233 004 24X Fiche 50-348# 03/02/1 1# 8302220363 


— 83022203*7 LER B3-003/03L-0 on 8301 14, during calibr functional test, 
B train chlorine detector declared inoperable due to 
failure of tape advance mechanism Caused by paper drive 
motor gear failure Paper drive replaced 

HAIR8TON# W 0 Alabama Power Co 03/02/11. Region 2, Office of 
Director lp 17233 005 24X Fiche 50-348, 03/02/1 1 # 83022203*3 
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— 830S220372 LER 03-OO4/O3L-O un 030114. main steam safety valves 
GIN11 V010A, Q1N11 VQ10C, G1N1 1 V01 1C t- GiNUV0i2B declared 
Inoperable due to relief setpoint being out of tolerance 
Caused by setpoint drift Valves readjusted 

K^IRSTON, W 0 Alabama Power Co 03/02/ 1 i Region 2, Office of 
Director ip 17233 006 24X Fiche 50-340, 03/02/11 1 0302220363 


03022002 1 1 RCJ on 030215. both trains of control room filtration unit Sc 
A train penetration room filiation sys failed to meet Tech 
Spec criteria for carbon efficiency Caused by 
misinterpretation of Reg Guide 1 52 

HAIRSTON. W 0 Alabama Power Co 03/02/16 0 'REILLY, J P Region 2. 

Office of Director 2pp 1/304 362 24X Fiche 50-340.03/02/16. 

03 0228 02 1 1 


V Operator Examinations 


03D 1310203 Generic Ltr 03-06 to all power reactor 1 icensees. app licants 
for OLs. NSS vendor s . mac tor vendors & AE re certificates 
Si revised format for reactor operator &. senior reactor 
operator licenses Svc list end 

E I EEfM“JT . 0 G Division of Licensing 03/01/31 Consolidated 
Edison Co of Meu Vorfc, Inc 14pp 17347 177 24 X 

Fiche 50-000,83/01/31.8301310203 


0302250020 Notification of 030222 meeting u/BWL & util in Beth*»if«,m> 
for BNl presentation of results of evaluation of applicant 
PRA 

MARTIN. R Licensing Branch 2 83/02/15 SCHWENCER, A Uctnsinp 

Branch 2 3pp 17302 t?8 24 X Fiche 50-352.83/02/15,0308230020. 


E NRC Safety Evaluation Report (SERI, supple & correspondence 


8302160401 Forwards Mechanical Engineering Branch draft 0ER input 
discussing unresolved areas of review 

SCHWENCER.A Operating Reactor* Branch 2 03/02/07 BAUER. E 0 

Philadelphia Electric Co 76pp 17175 273 24X 

Fiche 50-352,83/02/07.0302160491 


F Security, medical, emergency & fire .protection plan* 


0301210340 Generic Ltr 83-04 to all licensee* of operating reactors, 
applicants for OL k holders of CPs re regional workshop 
concerning Suppl 1 , NUREG-0737, "Requirements for Emergency 
Response Capability " Svc list encl 

EISENHJT* D 0 Division of Licensing 03/02/01 Consolidated 

Edison Co of hleu York, Inc llpp 17221 22* 24X 

Fiche 50-000,03/02/01.0301210340 


DDCKEl 50-352 LIMERICK GENERATING STATION, UNIT 1 


A App 1 1 cation/cons true t ion stage documents i correspondence 


8302020408 FOIA request for NUREQ /CR-2239. NUREG/CR-2723. NUREG-0773, 
NUREG/OR'2326 tn documents re CRAC Code developed by Eandla 
ELLIOTT, C M Thomas A Hair 82/11/02 Office of Administration 
(p 17009003 24 < Fiche 50-352,02/11/02.0302020400 


8302020477 Partial response to FOIA request for SAND 81-1549 
CNUREOVCfl -22391, SAND 82-1110 (NUREG/CR-2723 ) , NUREG-0773 & 
MUREG/CR-2326 L all documents re CRAC Code Forward* draft 
NUftPG-07/3 M/RE£/CR-22J9 available in POR 

FELTON. J M Division of Rules and Record* 02/12/02 ELLIOTT, C H, 
Thomas * Hair ip 17009 334 24 X Fiche 50-352,02/12/02. 

0302020477 


H 302020413 Addl response to FOIA request for NUREG/CR-2239, 
NU»1E0/CR^2723, NUREG-0773, NUREO/CR-2326 L Sandia documents re 
CRAC Cooe WurtEO/Cft-2723 & N^f7EG /CR-2336 ui 1 I 6e forwarded 
FEl TQfi. <J M Division of Rule* and Records 03/01/03 ELLIOTT, C H 
Thoiras k Hair Ip 17009 084 24X Fiche 50-332,83/01/05, 

030-2020413 


©302010031 Forwards request for addl info to complete review of Rev 1 
to Design Assessment Rept Info should be provided within 7 
working day* fron ltr receipt 

SCHMENCEA.A Licensing Branch 2 03/01/21 BAUER, E 0 

Philadelphia Electric Co 4pp 16990 352 24X 

Fiche' 50-352, 83/0 1/2 It 83020 10031 


0302150036 Forwards Affidavit of Svc re distribution of Rev 1* fee FBAR 
*< Rev 2 to fire protection evaluation rept 

BRADLEY, E U, Philadelphia Electric Co 03/02/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 17146*003 
24X riche 50-352, 83/02/09, 03021 50036 


8302250266 Forwards IE Insp Rept 50-352/02-16 on 021129-1210, no t lc » 
of violation L significant observations 

MARTIN. T T Division of Engineering ic Technical Programs 03/02/10, 
KEMPER, JS Philadelphia Electric Co 3pp 17292.006. 24X 

Fiche 50-352,83/02/10,9302250266 


— 03O735O26B Notice of violation from lnsj> an 921129-1210 

* Division of Engineering &. Technical Program* 03/02/10, Ip, 
17292 009 24X Fiche 50-352,83/02/10.9302250266 


— 9302250273 IE Imp Rept 50-332/02-16 on 921129-1210 Nonccmp 1 i an cm 
noted computer program user* manual for Program EC0-102 did 
not have cover sheet to identify current program release 
CHAUDHARY.a K , REYNOLDS. 8 D , NARROW. L Region 1, Office 0# 
Director 03/01/28 32p p 17292010 24X Fiche 50-352,03/02/10, 

0302250266 


G Adjudicatory correspondence 


8302030454 Identifies documents responsive to 62122? request re NRC 
review of facility PRA Identified documents will be placed 
in Pottstown, PA LPDR, 

HQDGDQN, A p Hearing Branch 2 03/01/20- ELLIOT, C W, Thomas It 

Hair. 2pp 17006 197 24X Fiche 50-352,83/01/20,9302030454. 


0302000156 Forwards addl info re heavy load* analysis in response to 
930106 teicon w/utIl,EGt*G i> NRC 

KEMPER, J 8 Philadelphia Electric Co 03/01/31 EISENKUT, D 0 
Divi* Ion of Licensing 3pp 17059 050 24X Fic h e 50-352. B3/01 /31, 

9302080156 


--*9302030462 Request* assistance in obtaining documents re detailed 
reliability an* lysis, re® i dual risk U CRAC Code. 

El.LIOTT.CW, Thomas V Hair 93/12/29 HO OGDON, A P Hearing 
Branch 2 2pp. 17006 199 24X Fiche 90-352,93/01/20,9302030434. 


B302170482 Board Notification 83-1 forwards BNL draft rept, 
"Identif icatton of Seismically Risk-Sensitive Sys L 
Component* in Nuclear Power Plant* - General Nefchorfolog icel 
Approach " 

EISENKUT, D 0 Division of Licensing FIN A-3397 03/02/01 

PALLADINQ.N 3 Conmiss ioners 134pp. 17203 309 24X 

Fiche SO- 000 , 03/02/0 1 , 030? j 704 0 2 


8302080-295 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for QL k holder* of CP for C-E PWR* re review of 
C-E Owners Group emergency procedures guideline program Svc 
list en< 1 

EISEIIHUT.DG Division of Licensing 83/02/00 Consolidated 
Edison Co of Neu York, Inc llpp 17290 247 24X 

Fi<h»- 50-000, 83/02/00, 8302000295, 


0302030301 Generic Ltr 83-05 to BWR licensees of operating reactors 
(accept LACSWR ) , applicant* for OL k holders of CP re 9ER of 
"Emergency Procedure Guldel in*s, Rev 2," NEDO-24934, June 
1902 Guidelines accep tab 1 *, Svc list encl 

E I S ENHUT , D 0 Division of Licensing 03/02/00 Commonwealth 

Edison Co 6 p p 17234-248 24X Fic h e > 50-000, 83/02/00, 0302080301 


0302180020 Notification of 830215 meeting u/util in Bethesda.MD to 
discuss FSAR review Item* to be covered Include control room 
habitability k LOCA 

MARTIN, R E Licensing Branch 2 03/02/08 SCHWENCER* A. Liceneing 

Branch 2 4pp 17221 339 24X Fiche 50-352. 03/02/08, 0302100020 


8302030470 Submits info which should be included in joint rept on 
informal discovery to be presented to AGLB on, 830124 Info 
add, esses statu* of informal discovery k estimated schedules 
for issue* in DES, FES, 0ER U PRA review 

HDDODON.A P Hearing Branch 2 63/01/21, 14ETTE-RHAHN, M J Conner U 

Wet terhahn 2pp. 17006*132 24X Fiche* SO-352. B3/OI/21, 8302030470. 


—0301260211 Recommend* BNL rept milestone for PRA review be changed fr* 
030218 to 030311 Delay due to diversion of resources to work 
on hearing support for Indian Point plants, 

SCHWENCER, A Licensing Branch 2 FIN A-3393 83/01/20 

ElBENHUf, D 0 Diviaion of Licen«ing. 2p p 17006:134. 24X 

Fiche . 50-352, 03/01 /3I, 8302030470, 


— 9213290219 Inform* that milestone dates for submittal of final draft 
FRA to NRR, receipt of NRC comments <t submittal of camera 
ready copy reset for 830204,11 L 10 . r**p t c lively Delay due 
to need to divert resource* to other projects 
PAP A ZOO LOU, I, A Broothaven National Laboratory. 02/12/82 

CHELLIAHiE S Reliability L Risk A*ses«nertt Branch, Ip 
17006 136 24X Fiche 50-352, 03/01 / 21, 8302030470. 


8302010524 Forwards util 830127 pres* release re Unit 8 const plans. 
Applicant will continue engineering it const work on Unit 2 
to preserve option of completing unit in late 1988. 

CONNER, T. 0 Conner k Hetterhahn. CONNER, T U Philadelphia Electrir 
Co 83/01/28 BRENNER, L . COLE, , R F , MORRIB.P.A Atomic Safety 

and Licensing Board Panel 3pp 16977 241. 24X 

Fiche 50-352, 03/01/20, 0302010524 
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DOCKETED ITEMS 


0302080233 Forward* petition for reconsideration qt certification for 
appea 1 U/o one 1 

8U0ARHAN. R J Bugarrant, R J SUGAR MAN, ft J Del-Aware Unlimited, 

Inc 83/02/02 BRENNER# L , COLE, R F , MORRIS. F> A Atomic Safety 
and Licensing Board Panel lp 17057 205 24Y 

Fiche 30-352,83/02/02,8302000233 


B302080257 Petition for rec o ns i da rat 1 on of ABLE 830124 order denying 
Del-Auare Uni imi ted* Inc application to amend c attentions, or 
alternative! y* for certification ASLO perusal to consider 
major changes unjustifiably narrow Certificate of Svc end 
SUGARHAN. R J Del-Aware Unlimited* Inc SUGAFlMAM. R J Sugarman, 
ft J 83/02/02 Atomic Safety and Licensing Board Panel, 8pp 
17037 0B3 24X Fiche 50-352.83/02/0-2,8302080237 


830207091(5 Forwards C anno nue«j 1th Court of PA 830127 opinion supporting 
B21216 per curiam order reversing portions of PA Public Util 
Commission 020827 order Related correspondence 

CONNER, T B Conner L Wetfcerhahn CONNER, T B Philadelphia Electric 
Co 63/02/03 BRENNER, L , COLE, R F * MDRR IS, P A Atomic Safety and 
Licensing Board Panel 17pp 17037 057 24X Fiche 50-352,83/02/03, 

8302070510 


03 02090 006 Confirms NRC agreement w/arrangements under which util 
produced documents in response to JA Dorsey 820Q26 infernal 
discovery request made available to NRC Documents will 6e 
available far MAC exam in Phi I ade 1 ph i a. PA until ei>d of Feb 
HQ BCD ON, A P Hearing Branch 2 8 3/02/04 WETTERHAHN* -M Conner & 

Wetterhahn WETTERHAHN, M ph i lade 1 ph la El *c trie Co lp 
17058 311 24X Fiche 50-352, 83/02/04, B3020B0006 


6302070260 Order extending time until B3021 1 for Commission to act to 
review Director 821207 decision denying Del-Aware Unlimited 
020706 petition 

CHILK,S J Office of the Secretary of the Commission 83/02/04, 
Commissioners Ip 17070 243 24X Fiche 50-352,83/02/04, 

8302090260 


H Utility Final Safety Analysis Report (FSAR) & amends 


8302150036 Forwards Affidavit of Svc re distribution of Rev 16 t-o FSar 
6 Rev 2 to ri re protection evaluation i ept 

BRADLEY, E J Philadelphia Electric Co 83/02/09 DEN TON, H R 
Office of Nuclear Reactor Regulation, Director 3pp I7J46 0 03 
24X Fiche 30-352, 03/02/09, B302 150036 


0 Inspection reports* IE Bulletins K correspondence 


8302010397 Ac k receipt of supplemental 921217 1 tr informing NRC of 
steps taken to correct violations noted in IE insp Repts 
30-352/81-17 b 50-353/81- 1 3 

3TAR0STECKI , R Division of Project b Resident Programs 83/01/25 

HELPER, J S Philadelphia Electric Co lp 16973 176 24X 

Fiche 50-352,83/01/23,830201039/ 


■0302010401 Suppls response to NRC 820204 lrt re violations noted in IE 
Insp Rep t s 50-352/01-17 b 00-353/B1-15 Corrective actions 
1004 ins p performed on wall thickness violations of pipe 
spools 

KEEPER, vf S Philadelphia Electric Co 82/12/17 HAYNEB, R C 
Region I, Office of Director 3pp 16973 177 24< 

Fiche 50-352, 83/01/25, 8302010397 


8212060338 IE Info Notice 83-01, “Ray Miller, l n c 11 Bvc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/01/26 Consolidated EdisonCo of New 

York, Inc t IBpp 17023 160 24< Fiche 50-000,03/01/26,8212060300 


8212060360 IE Info Notice 83-02, “Limi toi que HOBC, H1UC, H2HC b H3JJC 
Qearheads " Svc list end 

JORDAN, E L Division of Fmoigericy Preparedness & Engineering 
Response (Post 830103) 83/01/20 Consolidated EdisonCo of New 

York, Inc l09pp 17144 001 24X fiche 50-000,83/01/20,0212060360 


8302160357 Memorandum b order rejecting Table S-3 of fuel cycle 
contention Commission statement of policy on Table S-3 
precludes admission 

BRENNER, L Atomic Safety and Licensing Board Panel 03/02/10 
Limerick Ecology Action 4pp 17167 324 24X Fiche 30-352, 

83/0 2/ 1 0, 8302 1 60337 


0302160361 Memorandum 6 order continuing informal d i scovery, provid ing 
for further spec of conditionally admitted conten t i on* t* 
noting dismissal of Environ Coalition on Nuclear Power as 
party 

BRENNER, L Atomic Safety and Licensing Board Panel 03/02/10 
12p p 17164 273 24X Fiche 50-352,03/02/10,0302160361 


6302190419 Forwards petition to file late-filed contention re issue of 
current viability of river follower method in light of 
increased cost of const 

BUGAftMAN, ft J Suganran, ft J SUQARMAM, R J Del -Aware Unlimited, 
Inc 63/02/14 BRENNER, L , COLE, ft F , MORRIS, P. A Atomic Safety 
and Licensing Board Panel lp 17214, 305 24X 

Fiche 50-352* 03/02/14, 03 02 t&O -U 9 


--0302180425 Petition to file late-filed contention on issue of current 
viability of river follower method in light of increased 
coat of const Certificate of Svc end 

SUQARMANiR J Del -Aware Unlimited* Inc SUGAR MAN* R J Sugarman, 

R 0 83/02/14 Atomic Safety and Licensing Board Panel 5pp 

17214 306 24X Fiche 90-332,03/02/14,0302180419 


8302230480 Response opposing Del-Aware request for reconsideration or 
certification for appeal of A5LB 630124 memorandum & order 
denying Del-Aware application to add three new contentions 
Certificate of Svc end 

CONNER, T B Philadelphia Electric Co CONNER* T 0 Conner b 

Uetterhahn 83/02/17 Atomic Safety and Licensing Board Panel 

llpp 17246 001, 24/ Fiche 30-352,03/02/17,8302230486 


8302230559 Suggests use of procedure in which courtesy copies of orders 
having short deadlines sent to affected parties directly 
WElTERHAHNiH J Conner & Wetterhahn WETTERHAHN, M J Philadelphia 
Electric Co 03/02/10 BRENNER* L , COLE. R F * MORRIS, P A Atomic 
Safety and Licensing Board Panel 2pp 17256 354 24* 

Fiche 50-352, 03/02/10* 830223059 9 


8302230635 Order directing NRC L util to respond to Del-Aware 030202 
petition for reconsideration or certification for appeal b 
830214 petition to file late-filed contention Responses due 
i v 030225 

BRENNER r L Atomic 8afety and Licensing Board Panel. 63/02/18 
Del-Aware Unlimited, Inc 2pp 17255 226 24X 

Fiche 30-352,03/02/10*8302230635. 


8302240022 Notice of appearance in proceeding Certificate of five end 
VQ0LER, B H Hearing Branch 2 03/02/22 3pp 17275,017 24X 

Fiche 50-332,03/02/22*8302240022 


0212060361 IE Info Notice 03-03, "Callbr of Liquid Level Instruments « 
Svc list end 

JORDAN, C L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/01/28 Consolidated EdisonCo of New 

York, Inc i lOpp 17074 093 21< Fiche 50-000,03/01/30,8212060361 


03021304 1 8 Forwards IE Insp Kept 50-352/03-01 On B30104-07 No 
noncorip 1 iance noted 

MARTIN,! T Division of engineering b Technical Programs B3/0I/3J 
KEMPER, J 0 Philadelphia Electric Co 2pp 17I4B 144 24X 

Fiche 50-352, 03/01/31,0302150419 


*8302150420 IE Insp Rept 50-352/83-01 on 830104-07 No none omp 1 1 an c o 
noted Major areas inspected documentation for saf c ty-related 
mechanical component receipt insp, s torage, handl ing b 
in-process activities during installation 
VARELA, A A , DURR, J ft Division of Engineering U Technical 
Programs 93/01/23 4 PP 17M0 146 24X Fiche 30-352.83 /01/31, 

8302 1 504 i 8 


0302290266 Forwards IE Insp Rept 50-392/02-16 on 821 1 29- 1 &10, no t lc e 
of violation t significant observations 

MARTIN, T T Division of Engineering l Technical Programs BS/02/lo 
KEMPER, J B Philadelphia Electric Co 3p p 17292 006 24X 

Fiche 30-352, 93/02/10,0302250266 


— 0302250268 Notice of violation from insp on 021129-1210 

* Division of Engineering 4. Technical Programs 83/02/10 ip 
17292 009 24X Fiche 50-392,83/02/10,0302250266 


03022902/3 IE Insp Rept 50-352/82-16 on 021129-1210 Noncompliance 
noted computer program users manual for Program EC0-102 did 
not have Cover sheet to identify current program release 
CHAUDRARY, 8 K * REYNOLDS, 9 D , NARROW, L Region 1* Office of 
Director 93/01/20 32pp 17292 010 24X Fiche 50-352. 83/02/10* 

0302250266 


8302230474 Refunds to IE Bulletin 82-04 "Dof It ienc ies in Primary 
Containment Electrical Penetration Assemblies " No Bunker- 
Ramo electrical penetration assemblies in use at facilities 
KEMPER , J 8 Philadelphia Electric Co 83/02/15 HAYNES, R C 
Region 1, Off ice of Director 2pp 17243 102 24X 

Fiche 50-352,93/03/13,0302230474 


8212060363 IE Info Notice 03-04, "Failure of Elma Power Supply Units 11 
Svc i i »t enc 1 

JORDAN, E L Division ctf Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/18 Consolidated Edison Co of New 

York, lnc llQpp 17347 191 34/ Fiche 50-000.83/02/10,8312060363 


83(20603^9 1C /nfo Notice 83-05, 'Obtaining Approval for Disposing of 
Very Low Level Radwast* - 10CFR2Q 303 " 8vc list enc i, 

JORDAN, E L Division of Emergency Preparedness 4< Engineering 
Response CPdst 030103) 83/02/34 Consolidated EdisonCo of N»u 

York, Inc Ulpp 17347 050 24X Fiche 90-000,83/02/24,8212060365 
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0212060366 16 Info Notice 83-06, “Non i dentica 1 Replacement Parts " 

Svc list end 

JORDAN* 6 L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/03/24 Consolidated Edison Co of Now 

York, Inc 1 1 2p p 17361 140 24X Fiche 30-000.03/02/24,9212060366 


B Reportable occurrences) LC*Rs 8, related correspondence 


9212140330 Part 21 rept re problem w/Hrown Boveri Electric, Inc lou) 
voltage circuit breakers w/solid state trip devices Units 
from Ban Onofre 2 & 3 failed duo to long-term degradation of 
filter capacitor C305 Suspect trip units should be tasted 
DUVALL, D D Brawn Boveri Corp (subs Brown Boveri & Co , Ltd. > 
82/12/10 STELLO, V Director's Office, Office of Inspection and 
Enforcement 2pp 17023 2B4 24X Fiche 30-000, 92/ t H/iO, 021 2 1 40330 


0302230725 Deficiency Rept 70 re GE-supplied local instrument panel 
piping diagram causing potentially incorrect interface 
w/reactor pressure vessel instrumentation P&ID Piping will 
be corrected Also reported per Part 2i 

KEMPER, J S Philadelphia Electric Co 03/02/14 HAYNES, R C 
Region 1, Office of Director lp 17257 297 24X 

Fiche 50-332,83/02/14,9302230725 


0302220341 Initial Deficiency Rept 67 re Rockwell Inti hydrogen 
combiners Reported equipment failures during qualification 
testing corrected per vendor instructions Also reported per 
Pai t 21 by Roefcwe 11 Inti 

KEMPER- J 9 Philadelphia Electric Co B3/02/13 HAYNES, R C 
Region I, Office of Director 2pp 17220 006 24X 

Fiche 30-352, 03/02/ i 5, 030222034 t 


--0 303220346 Part 21 dericioncy rept re failure of post-LOCA hydrogen 
recombiner component switches during qua 1 i f ic a 1 1 on testing 
Initially reported on 921021 Switch should be eliminated 
from circuit Field bulletin issued 

EMPEY.DC Rockwell International Corp 02/11/03 COLLINS, J 
Region 4, Office of Director 3pp 17220 010 24X 

Fiche 50-352,83/02/15,8302220341 


--3302220353 Part 21 deficiency rept re Timetrol SCR power controller 
failure during qua! if icat ion testing Initially reported on 
02SO2T Timetrol unit should be replaced u/Halmar unit 
Affected plants listed 

EMPEY, D C Rockwell In ternat 1 ona 1 Corp 02ESGSOBS 02/11/03 
COLLINS, J Region 4, Office of Director 3pp 17220,013 24X 

Fiche 50-332, 83/02/ 1 5, 830222034 1 


9302280323 Submits editorial correction to Paragraph 4 2 in 010927 
final deficiency rept re HVAC fabrication b installation 
def ic lencles 

KEMPER, JS Philadelphia Electric Co 83/02/13 HAYNES, R C 
Region 1, Office of Director ip 17313 044 24X 

Fiche 30-332, 83/02/13, 8302PQ0323 


V Operator Examinations 


9301 310203 Qenenc Ltr 83-06 to all power reactor 1 icensees, app 1 icants 
far OL*,NSS vendors, reac tor vendors i AE re certificates 
Sc revised format for reactor operator L senior reactor 
operator licenses Svc list end 

EISENHUT, D G Division of Licensing B3/0I/31 Consolidated 

Edison Co of New York, Inc 14pp 17347 177 24X 

Fiche 50-000,03/01/31,0301310203 


DOC HE I 50-353 L II, ERICK GENERATING STATION, UNIT 2 


A App 1 i cation/construc ti on stage documents b correspondence 


8200060366 Board Notification 02-70 notifies of differing prof opinion 
re sans 1 tl iat ion of BUR stainless steel weldments 
EISENHUT, 0 0 Division of Licensing 02/07/20 PALLADINO, N J 
Coirni s * loner s, 4pp 17043 001 24X Fiche 50-000, 82/07/20, 

0208060366 


9302020400 FOIA request for NUREG/CR-2239, NUREG/CR-2723, NUREO-0773, 
NUREO/CR-2326 &, documents re CRAC Code developed by Sandia. 

ELLIOTT, C it Thomas It Hair, 02/11/02 Office of Admini ftration 
lp 17009 083 24/ Fiche 50-352,82/11/02,0302020408 


9302020177 Partial response to FOIA request for SAND 81-1349 
( NURE9 /CR-223 9 ) , SAND 02-1110 (NUREG/CR-2723 ) , NUREG-0773 b 
NUREO/CR-2326 b all document* re CRAC Code Forwards draft 
NUREO-0773 NUREG/CR-2239 available in PDR 

FELTON, J M Division of Rules and Records 02/12/02 ELLIOTT, C W 
T floras «< Hair lp 17008 334 24X Fiche 50-352,02/12/02, 

9302020477 


8302020413 Add! response to FOIA request far NUREG /CR-223 1 9, 
NUREG/CR-2723, NUREG-0773, NUREG/CR-2326 5c Sandia documents re 
CRAC Code NUREG/CR-2723 6 NUREG /CR-2336 will be forwarded 
TELTON, J M Division of Rules and Records 03/01/05 ELLIOTT, C. H 
Thomas S. Hair ip 17009 084 24X Fiche 50-352, 03/01/05. 

0302020413 


9302010031 Forwards request for addl info to complete review of Rev 1 
to Design Assessment Rept Info should be provided within 7 
working days from ltr receipt 

SCHWENCER < A Licensing Branch 2 93/01/21 BAUER, E 0 

Philadelphia Electric Co 4pp 16990 352 24X 

Fiche 50-352, 03/01/21, 8302010031 


8302010524 Forwards util 830127 press release re Unit 2 const plans 
Applicant will continue engineering b const work on Unit 2 
to preserve option of completing unit in late 19&0 

CONNER, T D Conner & Wetterhahn CONNER, T. B Philadelphia Electric 
Co 03/01/28 BRENNER, L , COLE, .R F , M0RRI9.P A Atomic 8afety 

and Licensing Board Panel 3pp 16977 241 24X 

Fiche 50-352, 93/01 /2B, 3302010324 


□302000156 Forwards addl info re heavy leads analysis in, response to 
930106 telcon w/Util,EGLG lc NRC 

KEMPER, J S Philadelphia Electric Co 93/01/31 EISENHUT, D 0 
Division of Licensing 3pp 17059 058 24X Fi c he* 50-352, 03/01/31 , 

9302080156 


0302170402 Board Notification 53-1 forwards DNL draft rept, 
“Identification of Seismic-ally Ri sk-Sons i t i ve 8ys & 
Components in Nuclear Powpt Plants - General Methodological 
Approach " 

EISEWIUT, D G Division of Licensing FIN A-3397 83/02/01 

PALLADINP, N J Commissioners I34pp 17203 309 24X 

Fiche 50-000, 83/02/01,9302170402 


0302000295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL L holders of CP for C-E PWRs re review of 
C-E Owners Group emorgoncy procedures guideline program Svc 
list one 1 

EISENHUT , D G Division af Licensing 83/02/08 Consolidated 

Edison Co of New York, Inc lipp 1729 0 247 24X 

Fiche 50-000, B 3 / 02 / 00 , 830200029 5 


0302080301 Generic Ltr 83-05 to DWR licensees of operating reactors 
(except LACBWRIr app 1 icants for OL & holders of CP re BER of 
"Erne vg enc y Procedure Gu i d e 1 (ne a , Rev 2," NED0-24934, June 
1902 Guidelines acceptable Svc list enej 

EIBENHUT, D 0 Division of Licensing 03/02/00 Commonwealth 

Edison Co 6pp 17234 245 24X Fiche SO-OOO, 63/02/03, 83020B030I. 


E NRC Bafety Evaluation Report (BER), suppl* t* correspondence 


03QP16O491 Forwards Mechanical Engineering Branch draft BER input 
discussing unresolved areas of review 

SCI JWENCCft, A Operating Reactors Branch 2 93/02/07 DAUER, E 0 

Philadelphia Electric Co 76pp 17175 273, 24X 

Fiche 50-352,03/02/07,9302160481 


F Security, medical, emergency fire protection plans 


630121 0340 Generic Ltr B3-04 to ail licensees of operating reactors, 
applicants for OL & holders of CPs re regional workshop 
concerning Suppi ] , NUrtEG— 0737, "Requirement* for Emergency 
Response Capability “ Svc list end 

EISENHUT, D G Division of Licensing 93/02/01 Consolids ted 

Edison Co of Now York, Inc lipp 17221 226. 24X 

Fiche 50-000, 83/02/01, 0301210340 


6302150036 Forwards Affidavit of Svc re distribution of Rev 16 to FBAR 
b R*v 2 to fire protection evaluation rept 

ORADLEY,EJ Philadelphia Electric Co 83/02/09 DENTON, HR 
Office of Nuclear Reactor Regulation, Director. 3pp 17146:003. 

24/ Fiche 50-352,83/02/09 , 6302150036 


0 Adjudicatory correspondence 


6302030454 Identifies document* responsive to 021229 request re NRC 
review af facility PRA Identified documents will be placed 
in PottsLown, PA LPDR 

HQDODON, A P Hearing Branch 2 83/01/20 ELL1DT»C.W Thomas & 

Hair 2pp 17006 197 24X Fiche 30-352.03/01/20,0302030434 


— 0302030462 Requests assistance in obtaining documents ra detailed 
reliability analysis, residual risk A CRAC Code 
ELLIOTT, C W Thomas * Hair 82/12/29 HDDGDON, A P Hearing 
Branch 2 2pp 17006 199 24 X Fiche 50 -332,03/01/20,0302030454 
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8302030470 Submit* info whtc.fi should be included in joint rept on 
informal discovery to be presented to ASLB on 030124 Info 
addresses statu* of informal discovery & estimated schedule* 
for issue* in OES.FEBjSER -k PRA review 

HOD0DON.A P Hearing Branch 2 83/01/21 WETTERHAHN, M J Conner ft, 

Wetterhahn 2pp 1700 6 132 24X Fiche 30-352, 03/01/21 * B302G30470 


— 0301260211 Recommends BNL rept nllestone for PRA review be changed from 
030216 to 030311 Delay due to diversion of resources to work 
on hearing support for Indian Point plants. 

SCHWENCER, A Licensing Branch 2 FIN A-3393 03/01720 

EISENHJT, D 0. Division of Licensing 2pp 17006 134 24 X 

Fiche 30-392.83/01/21*8302030470 


— 0212290219 Informs that milestone dates for submittal of final draft 
PRA to NRR, receipt of NftC comments ft, submittal of camera 
ready copy reset for 630204* i 1 6 19. resp ec t ively. Delay due 
to need to divert resource* to other projects 
PAPAZaOLDU. 1 A Brookhaven National Laboratory. 62/12/52 
CHELLIAH.E 8 Reliability ft Risk Assessment Branch, Ip 
17006 136 24X Fiche 50-352,93/01/21*0302030470 


0302010524 Forward* util 030127 press release re Unit 2 const plans 
Applicant mill continue engineering L const work on Unit 2 
to preserve option of completing unit in late 1909 

CONNER j T B Conner fc Wetterhahn. CONNER, T. B Philadelphia Electric 

Co 83/01/20 BRENNER. L , COLE. . fl F * MORRIS, P. A Atomic Safety 

and Licensing Board Panel 3pp 16977 241 24X 

Flche 50-332, 03/01/20, 8302010524 


8302080233 Forwards petition for reconsideration dt certification for 
appeal W/a encl, 

SUOARMAN, R U Sugarman* R U SUGAR MAN, R J Del-Aware Unlimited, 
Inc 83/02/02 BRENNER, L . CdLEi R F , MORfllS.P A Atomic Safety 
and Liteneing Board Panel Ip 17057 205 Z4X 
Fiche 50-352,83/02/02.8302080233 


8302000257 Petition for reconsideration of ASLB 030124 order denying 
Del-Aware Uni ini ted, Inc application to amend contentions, ot 
alternatively, for q er ti f i cati on ASLB refusal to consider 
major changes unjustifiably narrow Certificate of Svc end. 
5U0ARM4N, R J Del-Aware Unit flit erf, Inc SUOARMAN. R J Su gar roan* 

R J 83/02/02 Atomic Safety and Licensing Board Panel. 8pp 
17057 003 24X Fiche 50-352, 03 / 02 / 02 , 83020BQ237 


0302070310 Forward* Commonwealth Court of PA 03O12'7 opinion supporting 
021 216 per curiam order reversing portions of PA Public Util 
Commission 020627 order Related c orr « s pond a nee 

CONNER,! B Conner 4, Wetterhahn CONNER,! 0 Philadelphia Eloctric 
Co 83/02/03 BRENNER. L * CQLE, R F , MORRIS.P A Atomic Safety and 
Licensing Board Panel I7pp 17037,037 24X Fiche 30-352,03/02/03, 

8302070310 


0302080006 Confirms NRC agreement u/arr angeme nts under which util 
produced documents in response to JA Dorsey 020026 infomal 
discovery request made available to NRC Documents will be 
available for NRC exam in Phi larfe-lph t a, PA until end of Feb. 

HODODON.A P Hearing Branch 2 03/02/04 WETTERHAHN. M Conner U 

Wetterhahn WETTERHAHN. M Phi ladel p h i a El ec tr i c C o |p 
17058 311 24X Fiche 30-332,03/02/04,0302000006 


0302090260 Order eitending time until 930211 for Commission to act to 
review Director 021207 decision denying Del-Aware Unlimited 
020706 petition 

CHlLKfS J Office of the Secretary of the Commission 03/02/04 
Commissioners lp 17070 243 24X Fiche 50-352,03/02/04, 

8302090260 


B30 2 160337 Memorandum V order rejecting Table B-3 of fuel cycle 
contention Commission statement of policy an Table 8-3 
precludes admission 

BRENNER, L Atomic Safety and Licensing Board Panel 83/02/10 
Limerick Ecology Action. 6pp 17167 324 24X Fiche 50-392, 

03/02/10* 0302160337 


0302160361 Memorandum 6 order continuing informal discovery , provid tnp 
for further spec of conditionally admitted contentions -6 
noting dismissal of Environ Coalition on Nuclear Power 4 * 
party 

BRENNER, L, Atomic Safety and Licensing Board Panel 03/02/10 
12pp 17164 273 24X Fi che: 90-352, 03/02/ 1 O* 0302 1 6036 1 


0302100419 Forwards petition to file late-filed contention re issue of 
current viability of river follower method in tight of 
increased cost of const. 

S VO ARMAN, R J Sugar ran, fl J SUGARMAN. ft J. Del -Aware Unlimited, 

Inc 03/02/14. BRENNER, L * COLE, R F. . NORRIS, p. A Atomic Safety 
and Licensing Board Panel lp. 17214 305 24X 

Fiche 90-352. 93/02/14* 63021 80419 


0302230408 Response opposing Del-Awaie request for reconsideration or 
certification for appeal of ASLB 830124 memorandum ft order 
denying Del-Awate application to add three new contentions 
Certificate of Svc end 

CONNER, T B Philadelphia Electric Co CONNER, T 0 Conner 6 

Wetterhahn 83/02/17 Atomic Safety and Licensing Board Panel 

llpp 17246 OOl 24 x Fiche 50-352,03/02/17,0302230408 


9302230559 Suggests use of procedure in which courtesy copies of orders 
having short deadlines sent to affected parties directly 
WEITERHAHN. M J Connor ft Wetterhahn WET TER HAHN, M J Philadelphia 

Electric Co 33/02/10 DRFNNEA, L ■ COLE, R F , MORRIS, P A Atomic 
Safety and Licensing Board Panel 2pp 17256 354 24X 

Fiche 50-352,83/02/18,0302230559 


□302230635 Order directing NRC ft util to respond to Del-Aware 930202 
petition for reconsideration or certification for appeal ft 
030214 petition to file late-filed contention Responses due 
by 830225 

BRENNER, L Atomic Saraty and Licensing Board Panel 03/02/10 
Do! -Aware Unlimited, Inc 2pp 17295226 24X 

Fiche 90-352,33/02/10,8302230635 


8302240022 Notice of appearance in proceeding Certificate of Bvc encl 
VOOLER * B H Hearing Branch? 63/02/22 3pp 17275017 24X 

Fich* 90-352, 83/02/22, B30P240022 


it Utility Final Safety Analysis Report (FSAR) ft. amend* 


8302150036 Forwards Affidavit of 5v c le distribution of Rev 16 to F0AR 
& Rev S to fire protection evaluation rept 

BRADLEY. E J Philadelphia Electric Co 83/02/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 17146 003 
34< Ficho 50-352, 03/02/09, 8302 1 90036 


G Inspection reports, IE Bulletin* ft correspondence 


0302010397 Ack receipt of supplemental 021217 l tr informing NRC of 
stops taken to correct violation* noted in IE Insp Repts 
90-352/81-17 1 90-393/81-15 

STAROSTECKI.R Division of Project ft Resilient Programs 03/01/35 
KEMPER, JS Philadelphia Electric Co lp 16973 176 24X 

Fiche 50-392, 03/01/25, 8302010397 


— 0302010401 Suppls raspotise to NRC 820204 Irt re violations noted in IE 
Insp Repts 50-352/81-17 6 50-333/01-15 Corrective actions 
1007. insp performed on wall thickness violations of pipe 
spools 

KEMPER, J 3 Philadelphia Electric Co 02/12/17 HAYNES, R C 
Region 1, Office of Director 3pp 16973 177 24X 

Fiche 30-352, 83/01/29, 8302010397 


021 2O6035B IE Info Notice 03-01, "Ray Miller, Inc " Svc list end 
JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Past 0301031 03/01/26 Consolidated Edison Co of New 

York, Inc llfipp 17023 160 24X fiche 50-000,83/01/26,0212060390 


8212060360 IE Info Notice 03-02, 'Limi torque HODC, HI DC, H2BC ft, H3DC 
Overheads 1 Svc list end 

JORDAN, E L Division of Emergency Pr opar ed ne as ft. Engineering 
Response (Post 030103) 03/01/20 Consolidated Edison Co of New 

York. Inc 109pp 17144 OOJ 24X Fiche 50-000,83/01/20,8212060360 


821206036 1 IE Info Notice 03-03, "Celibr of Liquid Level Instruments " 
Bvc list end 

JORDAN, E L Division af emergency Preparedness ft Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co of New 

York, Inc llOpp 17074 099 P4X Fiche 90-000,03/01/20,0212060361 


8302230474 Responds to IE Bulletin 02-04 "Deficiencies in Primary 
Containment Electrical Penetration Assemblies " No Bunker- 
Ramo electrical penetration assemblies in use at facilities 
KEMPER, US Philadelphia Electric Co 03/02/15 HAYNEB, R C 
Region 1. Office of Director 2pp 17245 182 24X 

Fiche 50-352, 83/02/15, 0302230474 


8212060363 IE Info Notice 03-04, "Failuie of Elma Power Supply Unite " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness ft. Engineering 
Response (Post 030103) 83/02/18 Consolidated Edison Co of Now 

York, Inc UOpp 17347 J91 24X Fiche 50-000,03/02/10,0212060363 


0212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Level Radwaste - 10CFR20 302 " Bvc list encl 
JORDAN, E L Division of Emergency Preparedness ft, Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of New 

York, Inc lllpp 17347 058 24X Fiche 90-000, 83/02/24,8212060365 
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G Adjudicatory torr* spctnde r>c o 


8212060366 IE Enfo Notice 03-06. "Nonid enti ca 1 Replacement Parts " 

S/c lUfc end 

JORDAN , E L Division of Emeigency Preparedness & Engineering 
Response -(Post 030103) 03/02/24 Consolidated Edison Co of New 

York, Inc tl2pp 17361 140 24< Tiche 50-000, 03/02/24, 02£ 2060366 


S RepoTfcable occurrences, l.ERs & related correspondence 


0212140330 Part 2i rept re problem tu/Rrown Dover! Electric, Inc loui 
voltage circuit breakers w/solid state trip devices Units 
fron San dnofre 2 l> 3 failed due to long-term degradation of 
■filter capacitor C203 Suspect trip units should be teatod 
DUVALL, D D Broun Boseri Corp (subs Broun Boveri 6 Co , Ltd > 
02/12/10 STELLO, V Director's Office, Office of Inspection and 
Enforcement 2pp 17023 204 24/ Fiche 50-000,02/12/10,0212140330 


3305230725 Deficiency Rept /O i® GE-supplied local instrument panel 
piping diagram causing potentially incorrect interface 
u/rea< tor pressure vessel instrumentation P6ID Piping uill 
fc b corrected Also reported per Part 21 

KEMPER - . J S Philadelphia Flectnc Co 83/02/14 HAYNES, R C 
Region t. Office of Director Ip 17257 297 24X 

Fiche 30-332, 83/02/14,0302230723 


0302220341 Initial Deficiency Rept 67 re Rockwell Inti hydrogen 
combiners Reported equipment failuios during qualification 
Uitlng corrected per vendor instructions Also reported per 
Part 21 by Rockwell Inti 

J Q Philadelphia Electric Co 83/02/13 HAYNES, R C 
Region l , Office of Director 2pp 17220 006 24X 

Fiche 50-352, 83/02/19,0302220341 


0302280323 Submits editorial correction to Paragraph 4 2 in 010929 
final deficiency rept re liVAC fabrication L installation 
deficiencies 

KEMPER, J S Philadelphia Electric Co 03/02/15 HAYNES, R C 
Region I, Office of Director lp 17313 044 24X 

Fiche 50-352, 83/02/15,0302200323 


V Operator Examinations 


9301310203 Generic Ltr B3-06 to all power reactor 1 ic ensees, *pp 1 icants 
for OLs, hSS vendors, reac tor vendors 6 AE re certificates 
Sc revised format for reactor opcratoi <■ senior reactor 
ope i a tor licenses Svc list enc 1 

EJSEAHUT.D 0 Division of Licensing 03/01/31 Consolidated 

Edison Co af lieu York, Inc 14pp 17347 177 P4X 
Fiche 50-000,63/01/31,0301310203 


COCKE t 30-354 HOPE CREEK NUCLFAR STATION, UNIT J 


A Application/ construction stage documents U correspondence 


B 302070 4 1 1 Forwards "Monitoring of Liquefied Natural Gas £ Liquefied 
Petroleum Qas Shipping 4- Const Activities on DE River M 
Ml TTL, R L Public Service Electric £ Ca* Co of New Jersey 
83/02/01 SCHNENCER, A Licensing Branch 2 2pp 17071 024 24X 

Fiche 90-354. 83/02/01,030209041 1 


--83020904I 2 ‘Monitoring of Liquefied Natural Gas £ Liquefied Petroleum 
Oas 0fi ipp in g £ Const Activities on DF River n 
a Public Service Electric 4' Oat Co of New Jersey 03/01/31 
46pp 17071 026 24X Fiche 50-354,83/02/01,0302090411 


□ 302030089 Generic Ltr B3-08 to a 11 Mark I containment licensees re 
mod o# vacuum breakers on Mark I containment Requests 
commitment to submit results of plant-unique calculations 
which formed bases ror mod Sve list encl 

EI3£NHUT,0 O Division of Licensing 03/02/02 General Public 
Utilities - GPU Service Corp, 5pp 17074 086 24 X 

Fiche 50*000, 83/02/02, 8302030099 


8302220005 Advises that NRC Caseload Forecast Panel will visit plant 
on 830409-07 to obtain info re status of const, 

BCMUFNCER, A Licensing Branch 2 03/02/10 MITTL, R L Public 
Service Electric 6 Gas Co of New Jersei) 4pp 17233 312 24X 
Fiche 50-354, 63/02/10, 0302220005 


0302230531 Forwards addl info in response to NRC 8U104 ltr re util 
request for a uthor i ia ti on to use certain components designed 
to codes %> sfcds for coolant pressure boundary equipment 
specified in IOCFR90 55a, Subsec ti ons C-F 

MITTL. R L Public Service Electric £ Gas Co of New Jersey 
63/02/10 SCHWENCER, A Licensing Branch 2 ISpp 17206 269. 24X 

Fiche 50-354,03/02/10,8302230531 


0302150445 Response to Philadelphia Electric Co & PSEfeG 830124 
motion to strike C Kepford affidavit suppl re expert 
qua I lfication s Affidavit provides no relevant facts 
not considered by AELAUs W/Cer t if i cate of Svc 

REI8,E J Hearing Branch 3 03/02/14 Commissioners 8p p 

17158 194 24X Fiche 30-000,03/02/14.8302150445 


0302230193 Order extending time until 030320 for Commission to act to 
review TMI £ Peach Bottom Interveners 821227 petition for 
review of ALAB-701 

CHILK, 8 J Office of the Secretary of the Commission 83/02/23 
Coir ni ss loners 2pp 17306 059 24X Fiche 50-000,63/02/23, 

0302230193 


H General correspondence 


0302030585 Forwards revised distribution sheet for all NRC 
correspondence 

MITTL, R L Public Service Electric t, Gas C t> of New Jersey 
03/01/24 SCHWENCER,A Licensing Branch 2 2pp 17007 334 24X 

FI the 90-394, 83/01/24, 830203058 5 


G Inspection reports, IE Bulletins £ correspondence 


8212060350 IE Info Notice 83-01, "Ray Mi 1 ler. I nc. 11 Svc list end 
JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of New 

Yo, k, Inc U0pp 17023 160 24/ F i c h e , 50-000, 83/01 /26 , B21 20603SQ 


021 2060360 IE Info Notice 83-02. “Limi torque HO0C, HIBC, H2BC fe H3HC 
Oearheads n Svc list encl 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 030103) 93/01/26 Consolidated Edison Co. af New 

York, Inc I09pp 17144 001 34X Fiche 30-000,83/01/28,9212060360 


0212060361 IE Info Notice B3-03. “Calibr of Liquid Level Instrument* « 
0vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/01/28 Consolidated Edison Co of New 

York, Inc tlOpp 17074 095 24/ Fiche 30-000,63/01/28,0212060361 


0302070389 Forwards SALP rept for Sept 1991 - Aug 1902 Overall 
performance in const of facility acceptable 

HAYNES, R C Region 1, Office of Director 03/02/02 MARTIN, T J 
Public Service Electric 6 Gas Co of New Jersey 2pp 17030.062 
24 X Fiche 30-334,63/02/02,8302070389 


— 0302070394 Notifies of 821207 site meeting to discuss QALP rept Written 
comnents nay be provided within 20 days following meeting 
STARQ3TECK1, R Division of Project 6 Resident Program* 82/11/22. 

MARTIN, T J Public Service Electric £ Gas Co of New Jersey 
2pp 17030 064 24K Fiche 50-334.83/02/02,8302070339 


—0302070396 SALP rept for Sept 1981 - Aug 1962 

a Region 1. Office of Director 62/11/08 29pp 17030‘066. Q4X 
Fiche 50-354, 03/02/02, 830207038? 


—0302070398 Comments on SALP rept for 3ept 1981 - Aug 1982 Rept provides 
fair assessment of performance 

MARTIN, T J Public Service Electric £ 0 as Co of New Jersey. 

82/12/27 8TAR08TECKI, R Division of Project L Resident Program*. 
2pp 17030 095. 24 X Fiche 50-354 , 63/02/02, 0302070389 


6302100407 Ack receipt of 930120 Jtr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-354/82-15 
BTAROSTECKIi R. Division of Project £ Resident Programs 63/02/07 
MARTIN, T J Public Service Electric S< Gas Co of New Jersey ip 
17111 322 24X Fiche- 50-354, 83/02/07, 8302100407. 


- -930? 1004 12 Responds to NRC B2I2Z0 ltr re violations noted in IE Inep 
Rept 90-394/02-15 Corrective actions all safety-related 
hanger drawings reviewed £ OC personnel training sessions 
c on due t e d 

MARTIN, T J Public Service Electric £ Gas Co of New Jersey. 

83/ 01 /BO. HAYNES, R, C Region 1. Office of Director 3pp 
17111 323 24 X Fiche 50-394. 03/02/07. 8302 1 00407 


8302230990 Forwards IE Insp Rept 90-394/83-01 on 830l03-3t. No 
nonconpl i anc« noted 

0FARO0TECJW , R Division of Project 8 flesiden-t Programs 93/02/09 
MARTINiT. J Public Service Electric * Gas Co of New Jersey <2pp. 
17256 129 24X Fiche 50-394, 63 /02/09r 6302230590 
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— B302230608 IE In»p Rept 50-354/83-01 on B33103-31 No noncamp Uarvce 
noted Major areas inspected installation of cable trays-HVAC 
ducts 4 suppor ts, p ipas 4 supp or ts, s true fcural steel 4 reactor 
vessel internals 4 licensee action on previous insps 
BATEMAN* W H , TRIPP. L £ Division of Project 4 Resident Programs 
03/02/0? flpp 1725* 131 24X Fi c h e 50-354* 03/02/09, G30223059B 


R Periodic operating reports 4 related correspondence 


8302230153 Advises that fuel load scheduled for Jan 1786 Const approx 
60 6X complete 

LANDRIEU, P R H Public Service Electric 4 Gas Co of New Jersey 
B3/01/07 TRIPP, L E Division of Project 4 Resident Programs lp 

17243 230 24 X Fiche 50-354*83/01/07.6302230153 


0302230171 Advises that fuel load date scheduled for Jan 1906 Const 
approx *2 9A complete Unit 2 const abandoned Dec (701 
LANDRIEU, 1* R H Public Service Electric 4 Gas Co of New Jersey 
03/02/07 TftIPPiL E Division of Project 4 Resident Programs Ip 

17245 OB7 24/ Fiche 50-334.83/02/07,0302230171 


S Reportable occurrences* LERs 4 related correspondence 


8302010395 Interim deficiency rept re grout intrusion into drywell 
alrgap Initially reported on 820920 Grout will be removed 
by 830223 

MARTIN* T J Public Service Electric 4 Gas Co of Now Jersey 
33/01/18 HAYNES* R C Region 1* Office of Director 2pp. 

16773 2 5 5 2 4X Fiche 50-354*83/01/18,8302010395 


8302250501 Part 21 rept re possible thermostatic valve malfunction- 
fail-safe to full cooling position in emergency diesel 
generators Lower overrun assemblies replaced w/assemblies 
utilizing cotter pins to lock nut to stem 

MdRlARTV, J M Colt Industries* Inc 83/02/15 KEPPLEflrJ G Region 
3, Office of Director lp 17292 350 24X Fiche 50-354,83/ 02/19, 

8302250201 


8302280420 Significant const deficiency rept re emergency diesel 
generators Initially reported an 021213 Inadvertent 
contanination w/diesel fuel by elastomer seal 10 ring)# 
resulted in binding or malfunction Elastomer seals removed 
MARTIN* T J Public Service Electric 4 Gas Co of New Jersey 
03/02/15 HAYNES. R C Region I, Office of Director 2pp. 
17307 327 2 4X Fiche 50 -354,03/02/19*8302280420 


DOCKET 50-355 HOPE CREEK NUCLEAR STATION, UNIT 2 


A Applscatl on/ construction stage documents t correspondence 


8302070411 Forwards ''Monitoring of Liquefied Natural Gas 4 Liquefied 
Petroleum Oas Shipping 4 Const Activities on DE River " 

MITTLiR L Public Service Electric 4 Gas Co of New Jersey 
03/02/01 8CHWENCER, A Licensing Branch 2 Spp 17071 024 24X 

Fiche 50-354, 83/02/01, B3020704! I 


— 0302090412 ‘Monitoring of Liquefied Natural Gas 4 Liquefied Petroleum 
On Shipping 4 Const Activities on DE River " 

* Public Service Electric 4 Gas Co of New Jersey 83/01/31 
46pp 17071 026 24 X Fiche 50-354*83/02/01,8302090411 


G Adjudicatory correspondence 


302(50445 Rasp one* to Philadelphia Electric Co 4 PSE4G B30124 
motion to strike C Kepford affidavit suppl re expert 
qual if ieations Affidavit provides no relevant facts 
not considered by ASLABs W/Certif icato of Bve 
RE 1 8. E J Hearing Branch 3 83/02/14 Commissioners Spp 

17150.194 24X Fiche 50-000.03/02/14*8302150445 


3022B0193 Order extending time until 930328 for Commission to act to 
review TMI 4 Peach Bottom Intervenors 821227 petition for 
review of ALAB-70! 

CHILK, 6 J Office of the Secretary of the Commission 83/02/25 
Cgirmn* ioners 2pp 17306 059 24X Fiche 90-000,83/02/25* 

0302280193 


Q Inspection reports* IE Bulletin* 1 correspondence 


8212060358 IE Info Notice 83-01, "Ray Miller, Inc " 8vc list end 
JORDANrE L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co- of New 

York* Inc 1 18pp 17023 160 24 < Fiche' 50-000, 83/01 /26. 8212060358 


8212060360 IE Info Notice 83-02, *'Li mi torque HOBC, H1BC, H20C 4 H3BC 
Qearheads ™ Svc list end 

JORDAN, £ L Division of Emergency Preparedness 4 Engineering 
Response (Post 8301031 83/01/28 Consolidated Edison Co of New 

York, Inc 109pp 17144 001 24X Fiche. 30-000, 83/01 /2Q, 8212060360 


B21206O361 IE Info No* ice 33-03, "Calibr of Liquid Level Instruments " 
Svc list end 

JORDAN, E L Division or Emergency Prepaiedness « Engineering 
Response (Post 830103) 03/01/28 Consolidated Edison Co D f Now 

York. Inc llOpP 1 7074 095 ?4X Tj C he 50-000, B3/0 1 /28, 821 2060361 


S Reportable occurrences. IPRs 4 related correspondence 


9302010395 Interim deficiency rept re grout intrusion into dryuell 
airgap initially reported on 020920 Gi out will be removed 
by 030225 

MARTIN, T J Public Service Electric i, Gas Co of Now Jersey 
03/01/13 HAYNES, R C Region 1, Office of Di rectos 2pp 
16973 255 24X Fiche 50-354,83/01/18.63020 10395 


0302260429 Significant const deficiency rept re emergency diesel 
generators Initially repoi ted on 021213 Inadvertent 
contamination w/diesel fuel by elastomer seal (0 ring), 
resulted - m binding or malfunction Elastomer seals removed 
MARTIN, T J Public Service Flectric l Gas Co df New Jersey 
03/02/15 HAYNES, R C Region 1* Office of Director 2pp 
17307 327 34X Fiche 50-354,03/02/13,0302200420 


DOCKET 50-358 WILLIAM H ZIMMER NUCLEAR STATION, UNIT 1 


A App 1 ication/construc t ion stage documents 4 correspondence 


B30228O348 Discusses allegations that relevant documentation on welder 
qualification not discussed w/or made available to 
Region III at 020709 meeting List of documents or repfcs used 
at meeting end 

SYLVIA.H P Cincinnati Gas K Electric Co 82/11/15 KEPPLER, j o 
Region 3, Office of Director 3pp 17308 081 24X 

Fiche 50-358,02/11/15,0302280340 


83O210CQ66 Add! response to FOIA request for documents re IE Insp Rept 
50350/81-13 Forwards App A documents Documents also 
available in P09 

FELTON- J M Division of Rules and Records 02/12/27 DEVINE, T , 
RQSENTHAL.J Government Accountability Project 7pp 17216 22S 
24/ Fiche 50-358. 82/12/27, 0302100066 


— 8302180070 Submits TW Applegate charge* against NRC investigator 
0 Phillip re violation of law (ref 10CFR1250 3) 

9ELLIS.R , DEVINE, T « CLAnK. L Government Accountability Project 
02/12/27 ?6pp 17216 *.34 24X fiche 50-330. 82/12/27, G3Q21B0066 


— 8302180093 "Investigation re Apparent false Sta torrents, Cine innat i Das 4 
Electr lc Co, “ draft 

SCF ; 3TT, J R Cincinnati Gas 4 Electric Co DACI.P E Director's 
Office, Office af Inspection and enforcement VANDEL, T NRC - No 

DeteiLed Affiliation Gl /en 79/05/24 17pp 17216292 24X 

Fiche 50-358, 82/12/27, 8302180056 


--B3021B0111 Forwards minute* or premeeting u/P-W Industries re 
compliance to Spec H-2803 Gladstone Labs Itr w/independent 
opinion on supplied matl oncl 

CULVER, B V Cincinnati Gas 4 Electric Co 80/04/14 MARSHALL, R 
Cincinnati Gas 5* Electric Co I3pp 17217 097 24X 

Fiche 30-390,82/12/27,0302100066 


--B302180115 “Investigation Piogram of Fillet Weld Sire on P-W Industries 
Cable Pan Hangers ‘ 

a Foothill Electric Corp * Henry J Kaiser Co 00/09/22 
233pp 17517 112 24 X Fiche 90*350,02/12/27,8302180066 


— 0302100120 Forwards "Hydr ostati c/Pneumnti c Test Rept RR-32 " 

RITTER* S J Cincinnati Gas 4 Electric Co 80/01/23 Kaiser 
Engineers 5pp 17217 349 ?4X Fiche 50-350, QP/ 12/27, 83021 0OQ66 


— B30218012-4 "Hy pros tat ic/P neumat i c Test Rept RR-32 " 

* Cincinnati Gas 4 Electric Co RR-32 79/03/06 lipp 

17217 351 24X Ftcho 50-350,82/12/27,0302100066 


— 8302180130 Forwards "Hydr ostat i c/Pneuratic Test Rapt RR-26 " 

RITTER* S J Cincinnati Gas t Electric Co 79/02/27 Kaiser 
Engineers 4pp 172 17 361 24X Fiche 90-350,02/12/27,0302190066 


— 030^180132 "Hydrostat i c/Pneumat ic Test Rept RR-26 " 

•< Cincinnati Gas 6 Electric Co RR-26 79/03/26 llpp 

17210 001 24 X Fiche 50-350,02/12/27*0302100066 


— 8302100137 Forwards 'Hydrostatic/Pneumatic Test Rept RR-25 " 

RITTER, 5 J Cincinnati Gas 4 Electric Co 00/04/03 Kaiser 
Engineers ?pp 17210 012 24< Fiche 50-350*02/12/27*0302190066 


— 8302100140 "Hydros ta t ic /P neune t i c Test Rept RR-25 " 

* Cincinnati Oas 4 Electric Co RR-23 79/03/05 13pp 

17210 010 24 X Fiche SO 390 , 0?/l 2/27, 03021 80066 



DOCKETED ITEMS 
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uiai'da ’Hydro^ta 
Cincinnati g** 
Spp 1721Q 03! 


t t c/Pneumatl c Test Rept RR-31 " 
fc Electric Co 79/10/09 Kaiser 

24< Ficho 50-358,62/12/27,830 2180066 


— (UO.ilOOl «1 / "Hydrostati 
•* Cine i Tina fc i Qes fc 
17210 026 24/ Flch 


^Pneut atic Test Rep t RR-31 " 
Eiecfcnc Co RR-31 79/03/14 

0 ^0-3^0, 02/12/27, B302180066 


14pp 


— 03O2O°OO23 fn-forms that M Hertzgaard contacted re release of work not 


concerning witness interviews Hatter will be discussed 
freely via telcon Work notes cannot be released Related info 
enc 1 

DIVINE, r Government Accountability Project 01/03/13 
iMCCARTEN, J Region 3, Chicago, Office of the Director (8J/03/OL) 
3!4pp 17127 I 55 24X Fiche 50-350, B3/0 1 /04, 0302090003 


-0302100131 fo 
RITTER, «i J 
?*\ g 1 n e « r » 


r^ards “Hydr a sta fci c /Pneumati c 
Cincinnati <?as « Electric C 
Jpp 1721© 050 24 < Fiche 


Test Rept RR-27 " 
q 79/09/28 Kaiser 
50-359, 82/ 12/27, 83021 00066 


-■413021 00159 'Hydros tat i c / F n puna t ic Test Rept RR -27 11 
4 C * ,l ‘ 1 l 1 r ! n- bi , 0aa h EUc tnc Co RR-27 79/03/01 

J721S OJJ <24X Fiche 90-35©, 82/12/27, 0302180066 


15pp 


-8302100139 Forwards 
RITTER, SJ Cine 
Industries Coi p 
GJ021003fefi 


‘Hydros tatic/Pneunatic Test Rept RR-29 " 
lnnati Gas 5 Electric Co 79/10/09 Kalserr 
*PP 17P10 068 24X Fiche 50-350.02/12/27, 


0302010575 Forwards Bechtel Q30105 ltr clarifying company relationship 
w/Dl 1 Ion, Read fc Co, Inc No conflict of interest exists 
between Qechtel 4 Dillon, Read contrary to allegations 
resulting in oTder »-u show cause 4. suspension of const 
D ICKHONCR. W H Cincinnati Gas fc Electric Co S3/OI/IO 
KEPPLER, J <5 Region 3. Office of Director 3pp 16977 032 24JC 
Fiche 50-359,03/01/101030-2010579 


8302010935 Amend 144 to OL app 1 1 c a 1 1 cm. c on» i s t in g of Rev 6 to Environ 
Rept 

BQRGMANW, E A Cincinnati Gas 4 ElactrlcCo 03/01/26 DENTON, H 
Office of Nuclear Reactor Regulation, Director 4pp 16977 163 
24/ Fiche 30-338.83/01/26,0302010935 


80160 "Hydro&fcatic/Pno urn-a tic Test Rept RR-29 " 

4 Cine Hina 1 1 0 as fc Electric Co RR-29 79/03/05 lOpp 

17210 074 2*»< Tlche 50 '33©, 02/12/27,0302180066 


—8102100169 "Hydrostatic. /Pneuma tic Test Rept RR-20 " Related 
iocu-non tatl on one 1 

* Cincinnati Oas h Electric Co RR-20 79/03/02 143pp 

17-2(1} 037 24* Fiche 50-330, 82/12/27, 0302180066 


0302040003 Forwards "Quality Confirmation Pr-o gram, 3ta tu» as of 021231.” 
for review 

BGRQMANW, E A Cincinnati Gas fc Electric Co 03/01/27 KEPPLER, J G 
Region 3, Office of Director 3pp 17021 223 24X 

Fiche 90-350, 63/01/27, 83020400B3 


—83020 10087 “Quality Confirmation Program, St atus as of 821231 " 
SHAfFNER, J F Cincinnati Gas fc Electric Co 03/01/27 23pp. 

17021 226 24X Fiche 50-39B. 03/01/27,8302040083 


—0302100189 Forwards "Hydr os tattc/Pneumatic Test Rept RR-30 « 

RITTCR.G J Cincinnati Gas 4 Electric Co 79/10/09 Kalserr 
Inrfusti i»B Corp 3pp 1721Q 230 24X Fiche 50-330,82/12/27, 

0302180066 


-•'0302)00188 "Hydrostatic /Pn puma fc ic Test Rept RR-30 “ Related 
decuiion tat i on #nc 1 

s Cincinnati Gas fc Electric Co RR-30 79/03/02 35pp 

i«io aji ;mx rich* so-as©, 02 / 12 / 27,0302100066 


'*•0*1021(10194 Forwards "H'J dr 05 tat l c/Pneumati c Test Rept RR-53 “ 

RjrrFR.il J Cincinnati Gas l Electric Co 00/03/24 Kalserr 
Jlldusti lett Carp 4pp 17210 270 24X Fiche 50-358,02/12/27, 

0302180066 


- 0302U20I9/ "HydrosUfclc/Pneurafclc Test Rept RR-53 « 

s Cincinnati Oas fc E lac trie Co RR-53 79/09/27 llpp 

17218 ?/4 F4X rich* 50-350,02/12/27,8302100066 


□3Q2040247 Requests support fc cooperation in 830124 team evaluation fc 
independent measurement verification of soj acted safety- 
related struc fcuros, components fc equipment Specific items 
should be returned to as-constructed condition after test 
KEFPLER, JG Regions, Office of Director 83/01/27 BORGMANN,E A 
Cincinnati Gas fc Electric Co 2p p 17020 043 24X 

Fiche 50 -350 , 03 /01/27, 030 2 040247 


8302010543 Amend 149 to OL ap pi ic ation, cans! s t ing af Rev 91 to FSAR 
DQROMANN, E A Cincinnati Gas fc Electric Co 83/01/31 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16973 262 
24 A Fiche 50-250, B3/01/31 , 030201 054 9 


0302000169 Forwards Bechtel 030131 response to NRC questions posed on 
830126 re order to show cause fc order immediately suspending 
co.ist Response clarifies relationship between Dillon, Read 
fc Co 4. Bechte 1 

D ICWHONER , U H Cincinnati Gas fc Electric Co 03/01/31 

KEFPLER. J G Region 3, Office of Director 3pp 17058 353 24X 

Fiche 50-35S, 83/01/31,8302080169 


-~fU02lGO«!O3 'Flushing Proc edure, Drain Gys " 

WALD, J J ■ W0CJD, R L Cincinnati Gas t, Electric Co 77/07/06 
920pp 172in, R03 24* Fiche 50-350,02/12/27,8302100066 


- 01O2163I'll "Separation of Electrical Fquipment Plant Wide Field Audit 
Procedure Ir 

CARurON.R F , 8A0LOH5KI,n H Sargent fc Lundy, Inc 80/02/00 
Upp 1/7,20 003 24 X r-iehe 50-330,02/12/27,0302100066 


03O2I7O>J82 Doard Notification 83-1 forward* DHL draft rept, 
"■Identification of SeU.ni cal ly Risk-Sensitive Sy* fc 
Cq^ponants in Nuclear Power Plants - General liethodal Og ica 1 
Approach " 

EVSGNHUT. D 0 Division of Licensing FIN A-3397 83/02/01 

PALI ADINO N J Cornmissionere I34pp 17203 309 24X 

Fiche 90-000, 33/02/01,0302170482 


UJO^O0O113 Hoard Notification 02-122A forwards U9Q5 821110 ltr 
clarifying previous recommendations re recurrence of 1886 
Char 1 9 * bon - ty p 9 earthquake W/o end 

NOVAK, T H Assistant Director for Licensing 02/12/30 Atomic 
(lafdy and Licensing Board Panel 10pp 17105 335 24X 

f ich* 30- 000 , ea/ia/3o, 0302000113 


U302070003 Arftll 1 esponso to FOIA request for documents re 
50-330/81-13 App A document* available in PDR App 0 
Documents 1-9 fc 11-10 partially withheld Cref FOIA 
Exemptions 6 fc 7) 

FELTON, J II Division of Rules and Records 83/01/04 
ROSENTHAL, J Govern, nant Accountability Project 5pp. 
24X Ticho 50-330.03/01/04,0302090003 


IE Insp Rapt 

DEVINE, T , 
17124 001 


-8102090000 File transfer record transmitting Harpstor personal file re 
fac i 1 i ty 

OAMOLE, D Office of Inspector fc Auditor, 01/03/09 HARPSTER,T , 
CRAIG, J Director's Office, Office of Inspection and Enforcement 
2pp 17124 006 24X Fiche 50-350, 83/01 /04, 0302090005 


—8302090013 Discuss#* 80O7OJ? conversation u/P Dlnsler re facility 
PrpprUteru info dtletad (ref 10CFR? 790) Related info end. 
DEVINE. T Q-ovornmen t Accountability Project 00/07/02 CLARK, L 

Govei nm#nt Ac countah i 1 1 Project l,2lQpp 17124,009 24X 

Fieh» 50 338, 03/01/04, 8302090005 


6302 l 7001 1 Forward* audit rept* on seismic fc dynamic qualification of 
s a f e ty-re la te rf equipment Kept* also available in PDR 
BAOCHl.G Equipment Qua! I ficat ion Branch 03/02/02 NOONAN, V 9 
equipment Qua 1 i f i ca t i on Branch 3p p 17205 10B 3At 
Fiche 5O-0C0, 83/02/02,83021 700 J 1 


— 0110230003 Trip rept of seismic qualification review team 
site visit to Moscow, OH re plant seismic fc dynamic 
qua 1 1 f 1 cat 1 on methods 5 field installation oP equipment 
verify equipment modeling used in qualification program 
CHANG* T Y Equipment Qua 1 1 f i cat! on Branch 01/10/01 
R08ZTOC I'fi 2 I? Equip, nent Qualification Branch 60pp 
24 < Fiche SO-OOO, 83/02/02, 830217001 1 


810602-05 

to 

17206 217 


B302140006 Forwards Certificate of Svc of Amend 144 to application for 
OL. in form of Rev 6 to environ rapt 

BORGMANN, E A Cincinnati Gas fc Electric Co 03/02/03 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 10pp. 17142.145 

24X Fiche 50-350,83/02/03,8302140006 


B3O215O330 Forwards supplementary infe re equipment environ 
qual ifications, per NRC 023 129 request Rev 1 te 020716 
enviTon qualification rept also end. per LL Klntnar request 
DGROMANN, E A Cincinnati Gas • ClectricCo B3/02/03 DE NT DN, H. 

Office of Nuclear Reactor Regulation, Director 297pp 17150.045 

24/ Fiche 50-3 58,83/02/03,8302150338 
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8302080293 Generic Ltr 03-09 to all operating reactor licensees, 
applicant* t'ar OL 4s holders a? CP for C-E PWRs re review of 
C-E Qunen Group emergent y procedures guideline program Svc 
list encl 

E1SENHVT, D G Division of Licensing 03/02/09 Consolidated 

Edison Co of New York, Inc 1 1 p P 17290 2 47 24X 

Fiche 30-000-83/02/00, 030 208029 5 


BOO 20803 01 Generic Ltr 83-05 to BUR licensees of operating reactors 
(except LAC9WR), app 1 1 cant * for QL i holders of CP re SER of 
"Emergency Procedure Quid e 1 ines . Rev 2, n NEDO-24934* June 
1982 Guidelines acceptable Svc list end 

EI5ENHJT.D 0 Division of Licensing 03/02/00 Commonwealth 

Edison Co 6pp 17234 24 5 24X Flche 30-000. 83/02/08. 8302080301 


8302170037 Forward* Certificate of Svc of Amend 143 ta CL application* 
consisting of Rev 9t to F8AR on 030131 

BQRQMANN, E A Cincinnati Gas 4 Electric Co 03/02/09 DENTON, H 
Office of Nuclear Reactor Regulation. Director 2pp 17103 023 
24X Fiche *0-359. 03/02/09, 0302170037 


8302180354 Ac It receipt of 830114 ltr in response to 921227 re-quest For 
details of audit program 

WARNICK, R F Region 3. Office of Director Q3/02/I4 DqRGMANW, E A 
Cincinnati Gas 4c Electric Co 2pp 17211 002 24X 

Fiche 30-338,03/02/14,0302180334 


— 8302100356 Discusses self-initiated audits re GA p rogram, HVAC , de si gn 
control quality confirmation program, stres s k hanger 
analysis for cable *pread roam b cable Info ays program 
List of proposed 1933 audits end 

0 OR Q MANN, E A Cincinnati Ga* 4. Electric Co 83/01/14 

WARNICK.R F Region 3* Office of Director 3pp 17211*004 24X 

Fiche 50-350,93/02/14,8302180354 


0302250134 Request* NRR assistance in assessment of magnitude of any 
deviation* from design drawings k specs, F9AR or BER 

NOVAK, T M Assistant Director For Licensing 03/02/16 JOHNSTON, W 
Assistant Director for Metis A Gualif Engineering (Pre 030201) 
KNIGHT, J Assistant Director for Comp ie Structures Engineering tPre 
830201) HGUSTON.R U Assistant Director for Radiation Protection 
3pp 17302 314 24 X Fiche 50-359.03/02/16,0302250134 


C Utility Environmental Report (ER)< amends t correspondence 


0302010535 Amend 144 to OL a p p 1 i c at i on. con* i s t i ng of Rev 6 to Environ 

Rept 

DORGMAMN, E A Cincinnati Gas U Electric Co 83/01/26 DENTON, H 
Office of Nuclear Reactor Regulation, Director 4pp 16977 163 
24X Fiche 50-359,03/01/26,0302010333 


— 0302010341 Rev 6 to Environ Rep t 

a Cincinnati Oas fr Electric Ca 03/01/31 19pp 16977 167 24X 

FIth* 50-398,83/01/26,8 302010535 


8302140006 Forwards Certificate of Svc of Amend 144 to application For 
OL, in form of R*\. 6 to environ rept 

0 OR CM ANN r E A Cincinnati Gas 1 Electric Co 03/02/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 10pp 17142 145 
24X Fiche • 30-330, 83/02/03. 0302140006 


F Security, medical, emergency t> fire protection plans 


8301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for OL fr holders of CPs re regional workshop 
concerning Suppl 1, NVREG-0737, "Requirements for Emergency 
Response Capability ' Svc list end 

E1SENHUT, D 0 Division of Licensing 03/02/01. Consolidated 
Edison Co of New York, Inc ltpp 17221 22 6 24X 

Fiche 50-000* 83/02/01, 030 1210340 


,02230529 Forward* correspondence re site em-er-genty planning, i neluding 
ANL evaluation of SOPa for OH 1c Clermont County. OH Draft of 
Brawn County* OH radiological emergency response plan 
distributed. 

WEI T£fi HAHN, M J Conner * Wetterhahn WETTERHAHN, M J Cincinnati 
Gas 4 Electric Co 03/02/17 ROSENTHAL, A 8 , EILPERIN, 8 F * 

WILSUR-H A. Atomic Safety and Licensing Appeal Panel 24pp 
17257 246 24X Fiche 50- 3*50, 83/02/17, 83022 3 0529 


> Adjudicatory correspondence 


1302080206 Requests appearance during 021220 rehearing on rate case & 
during hearing on complaint case filed against util re 
Inclusion of facility const costs Written Interrogatories in 
lieu of appearance at hearings acceptable 

KELLY, JF. Ohio, State of 82/12/14 KEPPLER* J G, Region 3* 
Office of Director lp 17036 062 24X Fiche 90-358,82/12/14, 

9302000286 


—8302080293 Requests that NftC provide witness knowledgeable in area of 
PUC of OH 82H0S order \ opinion re const, & impact on future 
const, as witness in 821220 complaint hearings W/o NRC 
witness, dec tsion will be made on basis of incomplete record 
SPRATLY, N A Ohio, State of 02/11/29 KEPPLER, J 0 Region 3. 
Office of Oirec+or 53pp 17056 0«,3 24X Fiche 50-350, 82/12/14, 

0102080206 


8302090095 Forwards notice of disclosure to be filed in Applegate vs 
NRC Civil Action 82-1029 

PARRISH, ft A Office of the General Counsel 02/12/27 DAVEY, J F 

U S District Court, District of Columbia lp 17118 001 24X 

Tiche 50-350, 82/12/27, 8307090095 


— 8302090100 Notice of disclosure of FOIA lawsuit re NRC documents 
concerning review of investigation rept an allegations 
made by plaintiff re facility const 

OATES. J D US District Court. District of Columbia 02/12/27 
27pp 17118 002 24X fiche 50-35B, 02/ 1 2 /27, 0302070095 


— 8302090118 Requests that rept in consultation w/Qfc of General Counsel 
be prepared by Mar re Ore of Special Counsel 801229 ltr 
A HE ARNE, J Conn i s s l one r s Sl/01/07 Office of Inspector & 

Auditor lp 17110 030 24 X Fiche 50-3 30,02/12/27,8302090073. 


— 8302090126 Discusses 010302 ltr to Ofc of Legal Counsel re scope at 
jurisdiction of Ofc of Special Counsel* Mer 1 1 Sys Protection 
Board to require MRC to submit rept on T Applegate 
allegation* of govt waste NRC not required to furni«h rept 
FITZGERALD, J A Office of the General Counsel 81/03/18 
HENDRTE.J . C4LIN5KY,V, BRADFORD, J Commissioners lp 
1711Q 031 24X Fiche 30-390,02/12/27,8302090093 


— B303090i37 Responds to 810302 ltr re authority of Ofc of Special 
Counsel* Her 1 1 5ys Protection Hoard to require NRC to 
furnish rep* re r Applegate allegation of mismanagement 6 
gross waste at facility 

SIK<S,L L Justice, Dept of 81/03/13 BICKWIT,L Office of the 
General Counsel 4pp 17U0 032 24X Fiche 90-338,02/12/27. 

0302090095 


8302090005 Add! T&sponso to FOIA request for documents re IE Insp flopt 
50-358/81-13 App A documents available in PDR App [) 

Documents 1-9 K 11-10 paitially withheld (ref FOIA 
Exemptions 667) 

FCLTON.J M Division of Rules and Records 03/01/04 DEVINE, T 
Government Accountability Piajocfc Spp 17124 001 24X 

Fiche 50-338, 03/01/04,8302090005 


— B3G2090076 Affidavit of TH Horpster re adequacy of station staffing at 
facility JE Manning affidavit *< lelatod info end 
HARP 9 TER, T l_ Region 2, Atlanta. Office of the Director 
79/03/22 63pp 17131 223 24X Fiche 50-330,03/01/04,03020900 05 


Q30 22304 12 Contention* l - 5 ro diesel generator transmission gears, 
suppression pool structural mat Is, boi 1 mg water transports, 
ion exchange resin sys b electrolyte accretion problem 
GiLiMAN, D Affiliation Unknown 83/01/21 Commissioners 3pp 

17297 039 24/ Fiche 50-3 50,03/01/21,8303230412 


8302070922 Protests manner in which Region III is reviewing util 
proposal of Bechtel proposal to conduct third party program 
Cormi s* ion, no t NRC staff, should decide if proposals satisfy 
Cards s ion 02 1 1 1 2 order 

D£HNABEI,L . PFVlNC, T Government Ac counta b i 1 ity Project 
HERNABE I* L Miami Vallay Power Project 03/01/31 PALLADINQ.N J 
Commissioners 1 1 p p 1703? 017 24x Tiche 50-338,83/01/31, 

8302070522 


8302170294 Discusses concerns re NRC oversight of third-party 
nomination 4 util nomination of Bechtel to audit &. propose 
solution* far GA breakdown at facility 

DEVINE, T , BERNABEI , L Government Accountability Project 03/02/11 
DIHCKQ, W J Office of the Executive Director far Operations 7pp 
17170 208 24X fichu 50-350,83/02/11,8302170294 


8302230329 Forwards correspondence ro site emergency planning* tndud I ts® 
ANL evaluation of SQPs for OH 5, Clermont County, OH Draft of 
Brown County* OH radiological emergency response plan 
distributed 

WerrrftHAHN.M J Conner u Wetterhahn WETTERHAHN, M J Cincinnati 
Ga* A Electric Co 83/02/17 ROSENTHAL, A S , EILPERIN, 3 F, , 

WElBUR, H A Atomic Safety and Licensing Appeal Panel 24pp 
17237 246 24 < Fiche 50-350,03/02/17,03022 30329 


0302230617 Order CL J-G3-4, rul Ing on Miami Valley Power Project 820020 
petition for reconsideration of Commission 020730 order, 

CLl-02-20 Portion requesting reconsideration denied Issue of 
whether project met st4s for reopening record pursuable 
CHIIK,8 J Office of the Secretary of the Commission 83/02/10 
Miami Valley Power Project 0p p 17255 191 24X 

Fiche 50-350, 83/02/10, 0302230617 



DOCKETED ITEMS 


H General correspondence 


03O2-J5O494 Responds to 830110 ltr expressing opposition to reopening 
of hearings & to Bechtel involvement in third-party audit 
Reopening or public hearing pending before Commission it 
a p pros a l of Bechtel as auditor not get issued 

CUNNINGHAM. G H Office of the Executive Legal Director 03/02/10 
DOlWfiF C Affiliation Unknown 3p p 17196 320 24X 

Ft che 90-3301 03/02/10, 0302150494 


— 830^150500 Opposes teopening of healings it involvement of Bechtel In 
third-party audit 

BOWMAN, F C Affiliation Unknown 03/01/10 PALLADINO, N 
Carr mssione rs 2pp 17156 323 24X Fiche 50-350,03/02/10, 

B3021 50494 


K Utility Final Safety Analysis Report (FSAR ) S< amends 


8302010545 Amend 145 to OL application, cons i * ting of Rev 9L to F9AR 
DQROHANN, E A Cincinnati Oas it Electric Co 03/01/31 DENTON, H, R 
Office of Nuclear Reactor Regulation, Director 2pp 16975 262 
24* Fiche 50-350, 03/01/31, 83020 10545 


— 830201 0549 Rev 91 to FSAR 

»■ Cincinnati Gas ** Electric Co 83/01/31 I79pp 16975 264 
Fiche 50-350,83/01/31,0302010543 


83O2I7C037 Forwards Certificate of Bvc of Amend 145 to OL application, 
consisting of Rev 9i to FQAR on 830131 

BdRGMANN, E A Cincinnati Ga* i Electric Co 03/02/09 DENTON, H 
Office of Nuclear Reactor Regulation, Director 2pp, 17183 023 
24 X Fiche 50-330,03/02/09,0302170037 


0 Advisory Committee on Reactor Safeguards reports & correspondence 


03Q21SCOA6 Addl response to FCJIA request for documents re IE Insp Rept 
30-350/01-13 Forwards App A documents Documents also 
available in PDR 

FELTON, J M Division of Rules and Records 02/12/27 DEVINE, T 
Government Acc ounteb 1 1 1 fcy Project 7pp 17216 225 24* 

Fiche 50-358, 02/ 12/27, 0302 1 80066 


— 8302100070 Informs that acceptance criteria suitable for lead Mark II 
plants Present ECCS analysis contains adequate margins for 
assessing performance 

CARBON, M U ACRS - Advisory Committee on Reactor Safeguards 
79/03/13 HENORIE, J M Commissioners 3pp 17223314 24X 

Fiche 50-350, 02/12/27, 8302103066 


G Inspection reports, IE Bulletins 4 correspondence 


0302250319 Forwards IE Mg t Meeting Rept 50-350/02-16 on 021122 

WARWICK, R Region 3, Office of Director 03/02/11 DOftOMANN, E A 
Cincinnati Oa s h Electric Co 2pp 17291 033 24* 

Fiche 50-338.02/02/11,0302350319 


— B3Q2250320 IE Mg t Meeting Rept 30-358/02-16 on 821122 No noncompliance 
noted Major areas discussed licensee response to 020924 
demand for info per 10CTR50 54(f) re petition to suspend 
const from Miami Valley Power Authority 

HUNTER, D R , WAR NICK, R b Region 3, Office of Director 02/02/10 
3pp 17291 035 24X fiche 30-353,02/02/11,8302250319 


0302040432 Requests partial release of Stop Work Order 00-14 to remove 
hangers/suppor ts installod by Reactor Controls, Inc as result 
of TE Imp Rept 50-338/00-14 Hanger & support design no 
longer acceptable per Sargent 4 Lundy design analysis. 

DGRQMANN, E A Cincinnati Gas l. Electric Co 82/08/06 KEPPLER, V 0 
Region 3, Office of Director ip 17017 331. 24X 

Fiche 50-358,02/00/06,0302040432 


0302090095 Forward* notice of disclosure to be filed in Applegate vs 
NRG Civil Action 02-1029 

PARRISH, R A Office of the General Counsel 02/12/2 7 DAVEY, J, F 

U S District Court, District of Columbia lp 17118*001. 24X 

Fiche 50-350, 02/ 1 2/27, 8302090095 


— 8302-090140 Forward* 810920 FQIA request for Inspector & Auditor 610807 
rapt, "Adequacy of IE Investi gation 50-350/80-09 at WH 
Zimmer Nuclear Power Station " Ropt doe* not contain any 
pr edec 1 sional advice Request to withhold rept denied 
CIN1MIN08, J J Office qf Inspector fc Auditor 02/12/27 
PALLADINO, N , OILINSKY,V, AHEARNE, J CommI ts i oner ». 69pp 

17110 036 24X Fiche 30-359,02/12/27,0302090095 


— 9302090157 Forwards IE rept, "Adequacy of IE Invest igation 30-359/1 
at L'H Zimmer Nuclear Power Station 41 IE investigation of 
T Applegate allegation deficient Investigation failed to 
properly document results 

CUMMINOa, J J Ofrico of Inspector *. Auditor 02/12/27 
PALLADINO, W . GILINSKV, V , BRADFORD, -J Commissioners 42p p 

171 10 110 24 X Fiche 5 0-35B, 92/12/27, 9302090099 


—9302090159 ’Adequacy of IE Investigation 50-358/90-09 at WH Zimmer 
Nuclear Pouer Station," special inquiry 

* Office of Inspector -Sc AuditoT B2/12/27 46pp 17110 136 
24 < Fiche 30-350.82/12/27,8302090095 


—9302090168 Forwards Govt Accountability Projeet/T Applegate allegnt 
re IE 6 Ofc of Insp 1 Auditor investigation Related 
correspondence enc 1 

a Orfice of Inspector fc Auditor 02/03/24 Office of Inspect 
it Auditor 73pp 17UB 342 24X Fiche 30-339,82/12/27, 

S3 020 90 09 5 


—0302090173 Forwards review of welding records for IE investigation 
T Applegate allegations re facility 

* Office of Inspector & Auditor 01/07/16. Office of Inspect 
& Auditor 18pp 17119 133 24* Fiche" 50-399, 82/12/27, 

0302090095 


8302iS0QA6 Addl rosponse to FOIA request for documents re IE Insp Rep 
50-358/01-13 Forwards App A documents Document* also 
available In PDR 

FELTON, J M Division of Rules and Records 02/12/27 DEVINE, T , 
ROSENTHAL, J Government Ac coun tab i 1 > ty Project. 7pp, 17216 229 
24X Fiche 50-358,92/12/27,0302180066 


— 0302100003 Forward* JE Insp Rept 50-350/78-06 on 780228 it 0301-03 N 
noncompliance noted 

FIORELLI, 0 Region 3, Chicago, Office of the Director. 7E/03/B2 
BORO MANN, E A Cincinnati Qat U Electric Co 2pp 17216 315. 2 
Fiche 50-358,82/12/27,8302180066 


—8302100009 IE Insp Rept 50-350/78-06 on 780220 It 0301-03 No 
noncompliance noted .Major areas Inspected operational 
sta f f ing, se f ety committee act i vity, plan t procedure* h 
preoperational teat OA program 

HARPSTER, T L , WARNICK, R F Region 3, Chicago, Office of the 
Director 70/03/20. 4pp 17216 317 24* Fiche 90-350,92/12/27 

0302 100066 


- -0302 1 9009 1 Forwards IE Insp Rept 30-358/79-20 on 780911-15,21-22 it 
1024-25 No nonconpl ianc e noted 

KEPPLER, JO Region 3, Chicago- Office of the Director 70/11/1 
UDRCMANN, E A Cincinnati Oa s & Electric Co 2pp 17216 321 
24 < Fiche 50-358,62/12/27,8302180066 


Q30 2040039 Addl response to FOIA request for 12 categories of documen 
re facilities Personal info deleted from documents re util/ 
contractor employee allegation* concerning GA deficiency 
Forward* App A documents Document 31 available in PDR 
FELTON.J M Division of Rules and Records 82/12/30 HIATT, B L 

Ohio Citiiena for Responsible Energy 3p p 17045*144 24* 

riche 50-000.02/12/30,8302040039 


— 8302040111 Forwards gr-aphics summarlring const site noncompliance d 
for 1976-00 

HIND, J A Division of Emergency preparedness it Operational 
Support, 02/02/03 KEPPLER. J G Region 3, Office of Director. 
23p p 17045 219 24X Fiche 90-000,82/12/30,0302040039 


— 0302040197 Forwards updated noncompliance history for const sites f 
1976-01, per JJ Harrison request Total insp hours for each 
facility added 

HIND, J A Division of Emergency Preparedness 6 Operational 
Support 02/06/09 SPESSARD, R L Division of Project it Resident 
Programs 2pp 17045 279 24X Fiche 50-000.82/12/30,8302040039 


— 8302040332 Forwards 1901 comparison data for operating S, const plan 
consisting of total numbers of noncompliance itsms.rept* 
issued, Insp hour s, sever 1 ty levels, points it hours per rept & 
iter* 

SUCHAR6KI, L Region 3, Office of Director 82/07/09 

KEPPLER, J 0 Region 3, Office of Director I3pp 17049*201 2 

Fiche 50*000, 02/12/30, 0302040039 


8302090005 Addl response to FOIA request for documents re IE Insp Rep 
DO-398/91-13 App A document* available in PDR App B 
Documents 1-9 L 11-10 partially withheld fref FOIA 
Eiemptlom 6 & 71 

FELTON, J M Division of Rules and Records 83/01/04. DEVINE, T. * 
ROSENTHAL, J Government Accountability Project 3pp 17124:001 
24X Fiche 30-090, 83/01/04. B3020 90009 


238 


DOCKETED ITEMS 


— 8302090020 Various drafts from f? Warnick file# re allegation* 
concerning facility 

* NHC - No Dotal i erf Affiliation Oiven 03/01/04 Gpp 
17127 147 24X Fiche 30-358* 83/01 /Q4, 8302090005 


— 8302090035 Requests recommendation to suspend CP Action based on 
organ! national study recently completed of insp & 
investigations rept* from Mar 1979 to date Related info 
me 1 

DEVINE, T i MQLE, P > CLARK* L A Government Ac cour tab i J i ty Project 
at/05/U KEPPLER. J G Region 3* Chicago. Office of the Director 
(81/03/01 1 66pp 17120 107 24X Fiche 30-330,83/01/04 

0302090005 


—8302090044 Forwards draft IE Insp Kept 5Q-35B/B1-13, notice of 
violation J proposed imposition- of civil penalty, cross- 
reference* l Ifcr to licensee 

KEPPLER.J G Regions, Office of Director 83/01/04 THOMPSQN.D 
Director's Office* Office of Inspection and Enforcement 53pp 
17128 188 24 X Flche 50-350,63/01/04,8302090005 


— 6302090052 Forwards revised draft IE 
Final form of rept & rec ommenda fc 1 an 
Various drafts from R Warnick files 
Streeter files fc draft transcript e 
KEPPLER* J O Region 3* Chicago, Of 
31/10708 5TELL0* V Director's a 
Enforcement t,033pp 17120 241 

0302090005 


Insp Rept 50-350/01-13 
s ui 11 be sent by G11026 
.handwritten notes from 
nc 1 

fico of the Director (01/03/01) 
f f 1 c e * Office of Inspection and 
24X Fiche, 50-3SB, 03/01/04* 


— 9302090490 Forwards J Cummings 011110 memo forwarding interviews 
conducted during investigation Interviews will be sent to 
Subcommittee on Energy fc En\iron on 820713 W/o Kaiser Co 
BC0315 ltr 

KAtftfERERr C Office of Congressional Affairs 82/07/12 
PALLADJNQ, N . 0JL1N5KY, V , AKEARNE* J Commissioners I9pp 
17123 231 24 X Fiche 50-350,83/01/10,8302090460 


--B302090501 Forwards interviews re potential falsification of record* 
4 correspondence between util 4. HJ Kaiser Co re GC 
organization Util 001107 memo requesting elimination of GA 
review encl Details withheld per FOIA Exemption 7(A) 

CUMMINGS, J J Office of Inspector t Auditor 01/11/18 DAVIS*!) 
Region 3* Chicago* Office of the Director (Bl/08/01) 2tpp 
17123 250 24 X Fiche 90-358,83/01/10,8302096460 


— B3020905Q2 Summary of B10422 meeting w/US Atty in Cine innafci , OH re It 
investigations of const project Little info or evidence of 
violations warranting DGJ attention revealed Details 
withheld (ref FOIA Exemption 7(A)) 

SINCLAIR* J R Office of Inspector fc Auditor 01/05/05 Off lea 

pf Inspector fc Auditor 3pp 17123 323 24X 

Fit he 50-350*03/01/10,0302090460 


— 8302090503 Forwards 810520 statement Recipient name fc statement 
withheld pending continued investigation (ref FOIA 
Exemption 7(A) fc (O) 

SCHtfESELEhf, A A Office of Inspector fc Auditor 81/03/27 
Affiliation Unknown 12pp 17123 326 24X Fiche 50-350*6 3/01/10, 

8302090460 


— 8302090060 Forwards IE Investigation Rept 50-336/79-21 on 790521-24 re 
licensee statement* to ACRS Subcommittee on Staffing 
Investigation did not establish that licensee made false 
s tatements 

KEPPLER* J G Region 3* Chicago, Office of the Director 79/07/31 
DONER, 0 Executive Officer for Operations Support ip 
17131 199 24X Fiche 90-350,03/01/04*8302090005 


— 8302090508 Ac V receipt of 810909 ltr re investigation Criminal 
Investigation will be discontinued until civil investigation 
completed DOJ 910526 ltr re parallel investigation* encl 
Info deleted W/o stated encl 

C UNKINGS i J J Office of Inspector 4 Auditor 81/09/17 

HANLEY, P 7 US District Court* Southern District of OH 2pp 
17123 330 24X Fiche 50-338,03/01/10,0302090460 


— 8302090064 Forwards IE Investigation Ropt 50-350/79-21 on 790521-24 No 
n o n comp 1 lan c e noted 

KtPPLER* J 0 Region 3* Chicago* Office of the Director 79/07/31 
BORGHANN* E A Cincinnati 4ai fc Electric Co 2pp 17131 200 
24X Fiche 30-359* 03/01/04. 8302090005 


0302090460 Addl response to FOIA request for documents re IE Insp Rapt 
50-358/01-13 Forwards App A documents App 8 documents 
partially 4 completely withheld (ref FOIA Exemptions 3*5*6 
fc 7) 

FELTON, J M Division of Rules and Records 03/01/10 DEVINE, T * 
ROSENTHAL, J Government Accountability Project 6pp 17123 2i4 
24X Fiche 30-330,83/01/10,0302090460 


--9302090478 Discusses 010603 review of HJ Ka 1 s or Engineering, Inc GA 
nonconforming mat! rept logs onsite Throe files of 
nonconformance repts discovered stamped °Insp Rept, " ‘'void" 
or '‘closed " 3ixty-tuo cepts not actual insp repts 
GAMBLE, D H . PUGLIA* A Office of TnspectoT fc Auditor 01/06/15 
Office of Inspector fc Auditor 3pp 17123 222 24X 

Fiche 50-350,03/01/10*0302090460 


— B302090512 Forwards memo re Interview t WU Bchweirs 001107 memo 
directing HJ Kaiser Co to turn over sys prior to completing 
certi flea 1 1 on 

SINCLAIR* J R Office of Inspector fc Auditor 81/11/09 II L AHA, J 

NRC - No Detailed Affiliation Given Ip 17123 34-0 24X 

Fiche 50-350* 03/01 /10* 8302090460 


— 0302090520 Forward's Harpster interview connected w/ "Adequacy of IE 
Investigation 50-539/80-09 at Zimmer Nuclear Power Station " 
Interview also relevant to "Allegations re Deficient Const " 

Info deleted M/a encl 

CUM.1INQS* J J Office of Inspector 4 Auditor 02/06/24 DAVIS, E 

Region 3* Office of Director 2pp I7123>342 24X 

Fiche 50- 35 9*83/01/10*8302090460 


— 8302090524 Submits list of major issue* in investigation Nonconformance 
rept* massing from sys* 739 voided repts fc discrepancies 
between hardware fc GC documen fcation discussed Info deleted 
GAMflLE.O Office of Inspector V Auditor 81/05/29 SCHNEBELEN. A 
Office of Inspector V Auditor lp 17123 344 24X 

Fiche 30-350*83/01/10,0302090460 


— 0302090485 Forwards U3 Atty. 9nu them District Df OH B206Q4 request for 
investigation of 020327 water dousing of 00 Inspectors Addl 
resources for investigation requested due to number of 
recent serious allegations against util W/o enc i 
CUNiUNGS, J J Office of Inspector 8< Auditor 82/06/17 
PALLADINO* N Commissioner* lp 17123 225 24X 

Fiche 50-3 50, 03/01/1 0* 8302090460 


— 0302090927 Discusses P Gwynn 010600 reporting of suspected etching of 
heat number* on pipes Info deleted (ref FOIA Exempt ion 
7< A } fc (C)> Related document* encl 

GAMBLE, D H , PUGLIA* A Office of Inspector 4c Auditor GI/06/19 
Office of Inspector fc Auditor 17pp 17123 345 24X 

Fiche 50-350*03/01/10,0302090460 


—0302090488 Forward* IE draft re 
evaluation of al legations* per 
CUMMINGS * J J Office of In*p 
TRACEY. A H US District Co 
17123 226 24 X Fiche 50-35B* 


pt of investigation to a 
010807 telcon W/o encl. 
actor & Auditor 01/03/ 
urt, Southern District o 
33/01/10,0 302090460 


10 

f OH 


£n 


ip 


— 0302090546 Forwards list of exhibit* supplementing draft rept oP 
investigation W/o encl 

CUMMINQ5* J J Office of Inspector fc Auditor 01/00/26 
TRACEY, A N V 8 District Court* Southern District of OH lp 
17123 227 24 X Fiche 30-350*83/01/10,8302090460 


— 8302090491 Forwards IE rept of investigation during Jan-Nov 1981, 
Results of Interviews re alteration or fa 1* if Icat ion of QC 
document* ti an included W/o encl, 

CUMflINGB, J J Office of Inspector fc Auditor 01/12/03 
TRACEY* A N U, 3 District Court, Southern District of GH lp* 
17123 228 24 X Fiche 50-398.03/01/40,8302090460 


— 8302090493 No tif i es that computer listing re allegation* received from 
Region III on 820503 Listing placed in appropriate 
investigation file on 020304 

SINCLAIR, J R Office of Inspector 4, Auditor. 02/09/05 Office 
of Inspector 4 Auditor Ip 17123 229 24X Fiche 50-358* 

83/01/10, 03 02090460 


—0302090496 Forwards Oarnes 820602 ltr fc N Palladino 820514- ltr Barnes 
notified of invest! gati on 4. NflC reg ional i zat 1 on U/o encl 
CUMMINGS* J J Office of Inspector fc Auditor 02/06/04, 

Com.nl ss loners Ip 17123 230 24X Fiche 50-358*33/01/10, 

0302090460 


0302040279 Notification of contract execution, Task Order 32 to 
"Technical Assistance to Support IE Personnel In 
Inves ti gat i on* of Incidents " Contractor Parameter, Inc 
WOLlETTiS Technical Assistance Contract* Branch FIN B-I302 
03/01/21 BLAHA, J , LAUDAN, W Director'* Office, Office of 
Inspection and Enforcement Ip 17042 301 24X 

Fiche 50-358*03/01/21*8302040279 


—0302040292 Ltr Contract NRC-09-82-249, "Technical Assistance to 
Support IE Personnel in Investigations of Incidents “ 

Details terms of Task Ordsr 32 re independent const Insp of 
activities at plant Accepted by RA Lofy on 030121 
GUSTAVE, R P Technical Assistance Contracts Branch FIN B-1302 
03/01/14 LOFY, fl A Parameter, Inc 0pp 17042 302 24X 

FlcJi* 50-350*83/01/21,0302040279 


0212060356 IE Info Notice 03-01, "Ray Miller, Inc, 11 Svc list encl 
JORDAN* E L Division of Emergency Preparedness fc Engineering 
Response (Post 030103) 03/01/26 Consolidated Edison Co of New 

York. Inc llBpp 17023 160 24X Fiche 50-000, 03/01/26* 0212060358 


DOCKETED ITEMS 


83QP150Q13 Forward* IE Rept 50-358/83-01 on 830111-13 No noncompliance 
noted 

PAPER IELLO, C J Division of Emergency Preparedness tt Operational 
Support 83/ 01/26 BORCMANN, E A Cincinnati Gas & Electric Co 
2pp 17147 144 24 < Fiche 50-358, 83/01 /26 , 03021 50015 


— 9302150019 IE Insp Rept 90-330/83-01 on 830111—13 No noncompliance 
noted Major areas inspected radiation protection program, 
including organi xat ioni procedures & qualifications of rad/ 
cher technicians 

MILLER, D E , GREGER, L R Division of Emergency Preparedness $< 
Operational Support 83/01/23 2p p 17147 146 24X 

Fiche 50-338, 03/01/26, 63021 50015 


8212060360 IE Info Notice 03-02, "Llmitorque HOOC, HI BC, H2E3C It H3BC 
Gearheads * Svc list and 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 0301031 83/01/28 Consolidated Edison Co of New 

York# Inc I09pp 17144 001 24X Fiche 90-000, 03/01 /2B, 821 2060360 


0212060361 IE Info Notice 83-03, “Califar of Liquid Level Instruments " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/01/20 Consolidated Edison Co of New 

York, Inc 1 lOpp 17074 093 24X Fiche 50-000,83/01/28,0212060361 


8302030303 Advises of 830207 open forum In Chicago, IL re recent rev to 
1OCFRS0 94 & 50 35 IE will conduct formal presentation 
folloued by question it answer session Requests that 
participation be limited to three people 

0PE9SARD, R L Division of Engineering 03/01/28 Commonwealth 
Edison Co 2pp 17008 187 24X Fiche 50-000, 03/01 /20, 8302030303 


0212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units ’• 
Svc list end 

JORDAN, £ L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/02/18 Consolidated Edison Co of Now 

York, Inc IlOpp 17347 191 24X Fiche 50-000,03/02/10,0212060363 


8302040423 Interim deficiency rept re improper heat number used in 
transfer or structural steel Initially reported on 821126 
Review of heat number l d a n t i f i c a t i on ongoing Next rept will 
be prowded by B3031S 

DOROMANN, E A Cincinnati Gas L Electric Co 03/01/31 KEPF LER# J 
Region 3, Office of Director 2pp 17017 332 24X 

Fiche 50-398,03/01/31,0302040423 


0302090329 Interim deficiency rept re lack of insp records for Nelson 
studs for cable tray hangers Changes made to initial program 
outlined in util 021221 ltr to reflect lack of records for 
torquing of nuts on hanger ft Final rept due by 030228 
DOROHANN, E A Cincinnati Gas & Electric Co. 83/Ol/3t KEPPLER, J. i 

Region 3, Office of Director 2pp 17056 312. 24X 

Fiche 50-358,03/01/31,0302080325 


0302150529 Interim, deficiency rapt re I tern E-33 electric-al equipment 
foundation welding Initially reported on 830104 HJ Kaiser 
6 util evaluating panel mounting welds to- Imbed plates It 
as-built mounting arrangements Final rept by 930331 

HQRGMANN, E A Cincinnati Gas & Electric Co 03/01/31 KEPPLER, J ( 
Region 3, Office of Director 2pp 17156.220 24X 

Fiche 50-350,83/01/31,8302150329 


8302190377 Interim deficiency rept re lack of procedural quel i f itatl or 
for pipe bends Initially reported on 821109 Rev to Procedure 
MCP-7 to be completed by 03021 1. Ftequa I if lea ti on effort to 
be conducted after issuance of rev, 

DORGMANN, £ A Cincinnati Oat L Electric Co 03/02/04. KEPPLER, J C 
Region 3, Office of Director 2pp 17155' 221 24X 

Fiche 90-338,03/02/04,0302150377 


G3022B0435 Interim deficiency rept re lack of HJ Kaiser weld procedure 
qual l f ication Welding review group formed to review revs of 
welding procedure specs V to develop qual i f ication review 
package Next rept will be submitted by 830430 

BDRGMANN. E A Cincinnati Gas 1 Electric Co 83/02/07 KEPPLER, J, C 
Region 3, Office of Director 2pp 17307 348 24X 

Fiche 50-350, 93/02/07, B3022Q04 3 5 


0212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Vary Low Level Raduasto - 1OCFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co. of New 

Yolk, Inc lllpp 1734/ 050 24X Tiche 50-000,83/02/24,8212060369 


&312060366 IE Info Notice 03-06, "Non i d en tl c a 1 Replacement Ports " 

Svc list end 

JORDAN, C L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co, of Now 

York, Inc 1 12pp 17361 148 24X Fiche 90-000, 83/02/24, 821 2060366 


8 Reportable occurrences, LERs L related correspondence 


8302180253 Interim Deficiency Rapt M-40 re indeterminate heat treatmen 
for s-rall bore pipe Removal of pip# for destructive tests to 
determine heat treatment contingent upon NRC release of 
stop work order Followup rept to be submitted by 030413. 

DOROMANN, E A Cincinnati Gas & Electric Co 83/02/0-8, KEPPLER* J Q 
Region 3, Office of Director Ip. 17213 276 24X 

Fiche 50-35B, 83/02/08.8302180233 


8302180270 Interim deficiency rept r« lack of GA program for fire 
protection sy* installation Document & commitment review 
underway Results should indicate that Drench Technical 
Position APCSB 9 5-1, App A, met Next rept due by 030430 
DQRGMANN, E A Cincinnati Gas 4 Electric Co 03/02/00 KEPPLER* JO 

Region 3, Office of Director. !p 17212.063 24X 

Fiche 50-358, 83/02/00.8302180270 


0212140330 Part 21 rept re problem w/flrawn Boveri Electric, Inc low 
voltage circuit breakers w/solid state trip devices Units 
from San Onofro 2 k 3 failed due to long-term degradation of 
filter capacitor C209 Suspect trip units should be tested 
DUVALL. D D Drown Qo\eri Corp (subs Drown Boveri 6 Co,, Ltd ) 
82/12/10 STELLO, V Director's Office. Office of Inspection and 
Enforcement 2pp 17023 204 24X Fiche 50-000,02/12/10,8212140330 


8302100470 Interim Deficiency Rept 6-3 re Level I coatings Initially 
reported on 020928 Comprehensive Investigation initiated 
to verify Svc Level I coating integrity Followup rept to be 
submitted by 830415 

DOROMANN, E A Cincinnati Gas * Electric Co 03/02/09 KEPPLER* J G 

Region 3, Office of Director. Ip 17214*362 24X 

Fiche 30-338,83/02/09*8302100470 


8302010638 Interim Deficiency Rept re RHR HX valves Initially reported 
on 820820 Completion date for mods will be delayed because 
of failure to receive all matl & stop work order Next rept 
wilt be submitted by 830401 

BORQMANN, E A Cincinnati Qas It Electric Co 03/01/20 KEPPLER, J 0 
Region 3, Office of Director ip 16900.040 24X 

Fiche 50-358,83/01/20.0302010638 


6302010223 Interim Deficiency Rept re fire damper failures Initially 
reported on 021029 Util consulting w/ADI to determine 
solution Hooks will probably be rotated to prevent blade 
interference Final rept will be submitted by 830315 

DOROMANN, E A Cincinnati Qas & Electric Co 83/01/21 KEPPLER, J 0 
Region 3, Office of Director 2pp 16974.003 34X 

Fiche 50-338,83/01/21,8302010223 


0302100446 Interim deficiency rept re fire protection piping suspended 
from essential cable tray supports Initially reported on 
021013 Audit of Sargent fc Lundy corrective actions will be 
completed it rept submitted by 030415 

□ QRGMANN, E A Cincinnati Gas * Electric Co. 03/02/11. KEPPLER* J. G 

Region 3, Office of Director Spp 17213’ 339. 24X 

Fiche. 50-350, 03/02/11.0302190446 


0302250153 Board Notification 83-19 forwards deficiency rept re 
alteration of welding procedures Interim rept will be 
submi t ted by 630401 

EISENHJT, D 0 Division of Licensing 83/02/13 PALLADINO, N. , 
GIUNSKY.V , AMEARNErJ F Commissioners 4pp 1729S 349 24X 

Fiche 50-350,83/02/15,63 0 2 250 1 53 


6302000291 Interim deficiency rept re lack of installation Insp of 
non-Class IE cables in panels Initially reported on 821124. 

Revised const & insp procedures will be approved by 830228 
Next rept will be submitted on 030729 

DOROMANN, E A Cincinnati Gas L Electric Co 03/01/25, KEPPLER, J Q 
Region 3, Office of Director 2pp 17006-060. 24X 

Fiche 50-356,03/01/25,8302000291 


0302080299 Interim deficiency rept re fitting* w/hlgh stress stamps it 
normaliied stamps Initially reported on 020922, A1 1 fittings 
stamped by Kaiser scrapped All fittings w/hlgh stress 
stamps will be reworked, Next rept by 830401. 

DOROMANN, £ A Cincinnati Gas * Electric Co 63/01/27. KEPPLER, J G 
Region 3, Office Of Director 2pp 17056-132, 24X 

Fiche 50-350,83/01/27,8302000299 


T Hearing transcripts on non-ant i fetus t matters 


8302180066 Ad d 1 response to FOI A request for documents re IE Entp Rept 
50-356/81-13 Forwards App A documents Documents also 
available In FDR 

FELTON, J M Division of Rules and Records. 02/12/27 DEVINE, T, 
Qovernaient Acc ountabi 1 i ty Project 7pp 17216*223. 24X 

Fiche, 50-35B, 62/12/27.8302100066 


— 0302180074 Partial transcripts of Gchott & Borgmann before ACfla re 
backup svc# for technical staff 

* ACRS - Advisory Committee on Reactor Safeguards. 02/12/27 
24pp. 17216 264 24X Fi che. 90-358, 02/12/27, 8302180066. 
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DOCKETED ITEMS 


Operator Cumin** Ion* 


P Operating license stage documents L correspondence 


^ l ? l S?? 3 W 2 : n * rl S Lkr 03-06 t& ■“ P™" reactor lien, 

Jar OLi.NflQ vendors, ro*« t or vendors & AE re certificate* 

* rtvlHil Jorwifc for reactor operator * lanlor Tractor 


operator license* flve Utt end. 

(TI 0ENHUT' D 0 Division of Lie anting, 03/01/31. 
Cdtitin Co, of Maui York* Inc, l 4 pp 17347' 177 
Fich* 30-000, 03/01/31,83013102(53; 


24X 


Conso 1 1 dated 


8302020333 FGIA request for Sandia Natl Lab rapt detailing potential 
results of serious accidents at nuclear pouter plants & Info 
re existing evacuation plans & other contingency safety 
measure* at facilities 

POLLOCK, D * HAYSrS Affiliation Unknown 02/11/08 Division of 
Rules and Records 2pp 16996 024 24X Flche 50-206,82/11/00, 

0302020333 


382200229 Re. ponds to Generic Ltr 83-01 requesting projected da 
t!n*2tiv!*° r * X * m * itm D-t ** * TVl " nb « r of candidates 

CHITKARAtK K Cincinnati Gas It Electric Co 
£r8£NHUr*0.0 Division of Licensing lp 
riche: 10-330, 03 / 02 / 23 , 0302200229 


83/02/23, 
17304 332 


24X 


0302020339 Responds to FDIA request for Sandia Natl Lab rept detailing 
results of accidents at nuclear power plants & Info re 
evacuation plans at facilities Forwards Documents 2 & 3 
listed in App A App 0 documents available in LPDR 

FELTON, JM Division of Rules and Records 82/12/06 POLLOCK, D , 
HAYS, S Affiliation Unknown 3pp 16996 026 24X 

Flche; 30-206, 82/12/06, 0302020339 


OCKET 30-361 8 AN ONQFRE NUCLEAR STATION, UNIT 3 

Security, medical' emergency 6 fire protection plans 


301210340 Generic Ltr 83-04 to all licensees of aperating reactors* 
applicants for QL * holders of CPs re regional workshop 
concerning Buppl 1. NlPREQ-0737, "Requirements for Emergency 
Response Capability. * 8 vc list end 

E1BENHUT. D 0 Division of Licensing, 03/02/01. Consolidated 
Ktftson Co. of New York' Inc. 1 lpp 17221:226, 24X 

Flche, 30-000, 83/02/01, 030 J 210340, 


302100494 Rspts statue of emergency preparedness conditions per 
License Condition 2. C, Primary U backup meteorological towers 
fc health physics computer sy* fully operational epanish 
brochure In emergency planning sone not warranted 

BASKIN. K. P Southern Ca 1 if orni a Ed i son Co. 83/02/04. KNIGHTON, 0, w 
Licensing Branch 3. 0pp. 17213' 160. 24X Flche 30-361,83/02/04, 

8302100494 


302(60371 Forwards Jan 1983 physical security plan. Plan withheld 
(ref IOCFR73 20 

BASKIN, K F. Southern California Edison Co 93/02/11 Office of 

Nuclear Reactor Regulation, Director, lp 17164 204. 24X 

Flche’ 50-286, 03/02/1 i , 0302160391 


. Adjudicatory correspondence 


8302010546 Forwards revised listing of E 8 F actuation sys <ESFA9> 
subgroup relays L ESFA 8 relays which changed categor ies, per 
821220 Tech Spec change r equest, af fee ting subgroup relay 
component assignments 

BABKIN, K P. Southern California Edison Co 83/01/28 KNIGHTON, 0 w 
Licensing Branch 3 26pp 16982 358 24X Fiche 30-361,83/01/38, 

8302010546. 


0302020004 Forwards fees for Amends 9 & 10 to Llcsnse NPF-tO, changing 
Tech Specs re mod to turbine overspeed 

BASKINiKP. Southern Cal ifornla Edison Co B3/01/2B MILLER, WO 
License Fee Management Branch, 3pp 16994*337. 24X 

Flche: 30-36 1 , 83/0 1 /28, 030202000 4 


8302020142 Forward* 38 oversize P*ID»,in response to NRC request 
for Info to be used in performance of limited scope PRA on 
facility Aperture cards are available in PDR, 

KRIEGER.R, w. Southern California Edison Co 83/01/31 

PAULSON, W A , MCKENNA, E NRC - No Detailed Affiliation Given ip 

16994-336 24X Fiche 90-206,83/01/31,8302020142. 


8302030164 Advises of error in Amend* 13 * 2 to Licenses NPF-1G 4 
NPF-13, reipec tively Amends issued on 821230, incorrectly 
changed Tech Specs re EBF response times Util will continue 
to operate on basis that amends did not change times. 

BASKIN, K, P Southern California Edison Co. 03/02/04 KNIGHTON, 0 U 
Licensing Branch 3 2pp 17097 223 24X Fiche. 50-361, 03/02/04, 

0302000164 


30202029 L Expresses appreciation for meeting r» possibility of 
participation in proceeding Hearing remains suspended 
Further details re proceeding Issue* unavailable. 

CHANDLER* L. J. Hearing Branch 3 83/02/01 BROWN, R, F California, 

Uni v of* Ban Francisco. lp. 16993:316 24X Flche: 50-361, 

03/02/01' 0302020291. 


302020026 Forwards stipulation providing attention of OL conditions re 
offsite medical sves. 

CHANDLER, L, \i. Hearing Branch 2. 03/02/01 KELLEY, <J. L. Atomic 

Safety and Licensing Board Panel lp 16993:303 24X 

Flche: 00-361, 03/08/01, 8302020326 


-9302020330 Stipulation that 920314 initial decision be amended to 
allow full power operation pending resolution of medical 
SVC* Issue for 6 -mpnth period from B30317 or from Commission 
Issuance of decision on certified issues. 

CHANDLER* L, J Hearing Branch 2. PIOOTT, D. ft Southern California 

Edison Co, MCCLUNO, C E, Affiliation Unknown, 83/01/31 3pp 
16993- 336. U4X Flche: 50-361, 03/02/01. 0308020326. 


302070608 Order approving 830131 stlpu latlon, amending ABLE 920514 
Initial decision to allow full power operation pending 
resolution of medical sves Issue, for el* month* from 830317 
or from dal* NRC decides issue, 

KELLEY, J.L. Atomic Safety and Licensing Boerd Panel. 83/02/01 lp 
17034:276, 84X F I eh a ■ 00-361 1 03/02/01, B3020704 05 


— E 302080 160 Proposed corrected pages to Tech Spec Table 3, 3-B re EBF 
response time* 

a Southern California Edison Co 83/02/04 10pp. 17057 223 

24X Fiche 50-361,83/02/04,8302080164 


0302170532 Summary of 830131 meeting w/util in B*thesda,MD re control 
room pressur i sett on testing Utli agreed to conduct full 
control room test within next 2 to 3 wks, 

ROODiH. Licensing Branch 3 83/02/04 Licensing Branch 3 Spp 

17197.142 24X Fiche, 50-36 1,83/02/04, 8302 170532. 


8302090010 Submits a dd 1 info requested in 830111 ltr re duration 
between occurrence of double ended guillotine break In high 
energy line feeding steam driven auxiliary feedwater pump 6 
actuation of feedwater sye. 

BA 8 KIN 1 K P Southern California Edison Co 83/02/07, KNIGHTON, 0 U 
Licensing Branch 3 ip 17070' 272. 24X Fiche. 50-361 , 03/02/07, 

0302090010. 


8302080295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL 6 holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program 8vc 
list end. 

EISENHUT, 0, 0 Division of Licensing. 83/02/08 Consol i de ted 
Edison Co of New York, Inc Upp. 17290 247, 24X 

Fiche. 30-000, 83/02/08,8302000295. 


. Insurance it indemnity Information 


302100329 Forwards Endors smsnte 91-93 U 36 to NELIA Policies NF-146 u 
N 0-282, respectively, Ifn-tfor ssment s 80-82 to HAELV Policy 
MF-CK3, Endorsi men t B tP NELIA Binder* EB-iO fc EB-81 
!• MAELU Binder XB-fli It Cert If tea tes N-07 6 JJHJ7. t 

ROCCO-J, Southern California Edison Co. 03/O2/£4 DINITZ, I. 
Antitrust t Economic analysis Branch (Utility Finance!. 39pp. 
17213:266 247 FI ehe’ 50-206, 63/02/14, 03021 60329. 


8302000304 Generic Ltr 83-11 to all operating reactor licensees re 
licensee qualification for performing safety analysis in 
support of licensing actions, Ab 1 lity to use code must be 
demonstrated by vendor or licensee 8vc list end 
EIBEMHKJT, D G Division of Licensing. 83/02/08, Consolidated 
Edison Co of New York, Inc, ?pp, 17234:234, 24X 

Fiche. 50-000, 83/02/00,8302080304. 


8302090072 Generic Ltr 83-10B to ail licensees w/C-E designed NSSS 
re resolution of TMI Action Item II. K, 3. 3, "Automatic Trip 
of Reactor Coolant Pump*," Bye list end. 

EISENHUT, D 0, Division of Licensing 83/02/08. Consumers Power 
Co. 32 pp 17290 185. 24X Fiche. 50-000, 83/02/00, 8302090072. 


DOCKETED ITEMS 


83-02100200 Disc usses fault identified In turbine high pressure 
governor valves 2 4 4 Valve closure satisfies Tech Spec 
334 Util ni 11 Implement gags for affected valves by 
930210 W/one oversiie drawing Aperture card is in PDR 
BASKIN- K P Southern California Edison Co 83/02/00 KNIGHTON- 0 W 
Licensing Branch 3 3pp J7U0 077 24X Fiche 90-361 , B3/02/0B- 

9302100280 


83Q2170999 Summary of 021104 meeting w/util & C-E in BethssdacMD re 
natural circulation testing 

ROOD- H Licensing Branch 3 03/O2/OB Licensing Branch 3 6pp. 

1719 7 191 24X Fiche 90-361 - 83/02/08, 83021 70395 


9302170996 Summary of 821227 & 830121 meetings w/util & C-E re util 
actions in response to spurious E8F actuation signal & 
recirculating actuation signal that occurred on 821217 
ROOD- H Licensing Branch 3 03/02/08 Licensing Branch 3 3pp 

17197 137 24X Fiche 30-361-83/02/08,8302170338 


8302180903 Summary of 030120 meeting w/util & Bechtel re auxiliary 
feedwater pump motor bearing qual if icatlon 

ROOD- H Licensing Branch 3 83/02/OB Licensing Branch 3 26pp 

17221.293 24 X Fiche 90-361- 83/02/08, 8302180303 


8302140079 Submits update of info in util 821221 Itr re operability 
of post-accident sampling sys, per License Condition 
2. C il9M Operating procedures 6 hands-on training will be 
completed by 830301 

BABKIN- K P Southern California Edison Co 83/02/09. KNIGHTON- 0 W 
Licensing Branch 3 2pp 17141.098 24X Fiche 30-361,83/02/09, 

0302140079 


0002290147 Summary of 821207-08 site meetings u/Southern CA Edison Co, 
San Diego Oas fe Electric Co-City of Anaheim* CA 6 City of 
Riverside, CA re core protection calculation test program fc 
inadequate core cooling Instrumentation 

RCHJD-H Licensing Branch 3 83/02/09. Licensing Branch 3 7pp. 

17298 396 24X Fiche 30-361,83/02/09-8302250147. 


0302190053 Forwards C-E rept supporting proposed change to Tech Specs 
re emergency core cooling Document describes methodology, 
assumptions fe results of C-E analysis to derive HPSI pump 
head requirement for 03% power. 

BASKIN, K P Southern California Edison Co 03/02/10, KNIGHTON- 0 W 
Licensing Branch 3 19pp 17147 029. 24X Fiche 90-361-83/02/10- 

8302130093 


0302220118 Notification of contract execution, Mod 3 to "'Follouion to 
Simulation of Earthquake Ground Motions for Ban Dnofrne 
Nuclear Generating Station." Contrac tor. Bt Louis Univ 
LITTLE, M Administrative Contracts Branch FTN B-689B. 83/02/10. 

VQLLMER, ft. H Division of Engineering JACKSON, R NflC - No Detailed 
Affiliation Given tp. 17234:216 24X FI ch • 50-206, 03/02/1 0, 

83022201 1 8 


— 8302220123 Mod 3, extending period of performance by 1 yr fc adding 
requirement for monthly business ltr rept, to "Followon to 
Simulation of Earthquake Ground Motions for San Onofre 
Nuclear Generating Station." 

HERRMANN, R 8t. Louis Univ REBELLOrJ. E Division of Contracts, 

FIN B-6Q98. 83/02/10 3pp. 17234-217 24X Fi ch»: 50-206- 

83/02/10, 83022201 16 


0302160249 Forwards proposed Tech Spec changes. Increasing limit on 
ventilation unit flow for control room emergency air cleanup 
s ys, App 1 icati on for QL amends will be submitted 1 during ufc 
of 030228 

BASKIN, K P. Southern California Edison Co. 03/02/11. KNIGHTON, 0 W. 

Licensing Branch 3, 3pp 17170 089 24X Fich e ■ 50-361, 83/02/1 1, 

8302160249. 


— 8302160296 Proposed Tech Spec changes- increasing limit on ventilation 
unit flow for control room emergency air cleanup sys 
# Southern California Edieon Co. 03/02/11. I7pp. 17170*062 
24 X Fiche: 90-361,83/02/11-8302160249. 


8302290496 Informs of conclusions reached re auxiliary feedwater pump 
motor bearing qua! if icatlon 4 CPC software error Change 
implementation schedules requested by 830215. 

KNIGHTON, 0. Licensing Brench 3. 03/02/14. DIETCH- ft. Southern 

California Edison Co. COTTON- 0 D , BEftNATH, L. 8an Diego Gas * 
Electric Co. 6pp. 17303:139. 24X Fiche, 90-341, 83/02/14, ©302290496, 


0502180291 Sup pis 830211 proposed change to Tech Spec 3/4 7 5 re 
control room emergency air cleanup sys. Operating procedures 
to be reviewed fc/or revised by 830313 to ensure door closure 
following toxic gas Isolation signal 

BABKIN, K.P, Southern California Edison Co. 83/02/16. KNIGHTON- 0. W. 

Licensing Branch 3 2pp. 17211*247, 24X Fiche: 90-361, 03/02/16- 

0302180291. 


8302220334 Forwards Application 18 for amend to Llcenie NPF-10 tc 
Application 4 for amend to License NPF-18, r evlslng Tech 
Specs to allow mods to mitigate consequences of simultaneous 
occurrence of safety Lnjection actuation signal 

DIElCH-fi Southern California Edison Co, 93/02/17 DENTON, If, R, 
Office of Nuclear Reactor Regulation, Director. 2pp. 17232:037 
24X Fiche 90-361. 83/02/17- B302220334. 


— 8302220337 Applications 18 & 4 for amend to Licenses NPF-10 «, NPF* 
respec tivel y, r tvis intf Tech Specs to allow mods to mitigate 
consequences of simultaneous occurrence of safety injection 
& recirculation actuation signals 

DIETCH, ft Southern California Edison Co. COTTON-O. D San Dii| 

Gas & Electric Co HOYT- 0 U Anaheim- CA 03/02/17, 6pp. 
17232 039 24 X Fiche: 90-361 , 03/02/17. 0302220334 


— 8302220339 Proposed Tech Specs allowing mode to mitigate consequei 
of simultaneous occurrence of safety injection actuation 
signal 6 recirculation actuation signal. 

DIETCH, R Southern California Edieon Co COTTON, G D San Z>1 S| 
Oas 6 Electric Co. HOYT- G, W Anaheim. CA 03/02/17. 16pp. 

17232' 049 24 X Flc he: 50-361 , 83/02/17,8302220334. 


0302200280 Forwards applications for amend to Licensei NPF-IO 4 NPF 
revising Toch Spec 6 0. 4 d to allow addl improvements to 
p oit-acc itfent sampling sys. 

BABKIN, K P Southern California Edieon Co. 03/02/24 DENTON, H, f 
Office of Nuclear Reactor Regulation, Director 2pp 17313.049. 
24X Fiche, 90-361 , 83/02/24 , 8302280280 


—8302200204 Applications for amend to Licenses NPF-IO t NPF-I5,v#vi 
Tech Spec 6 8 4 d to allow addl improvement! to 
poit-acc ident sampling sys 

DIETCHj R Southern California Edison Co COTTON, 0 D. San Diet 
Oas fc Electric Co HOYT- Q W Anaheim, CA, 83/02/24 13pp. 

17313:047 24X Fiche- 50-361, 83/02/24, 0302200280, 


— 8302280208 Proposed Tech Spec 6 8 4 d re post-act iefent sampling si, 
changes 

* Southern California Edison Co. 83/02/24. 3pp. 17313.060. 
Fiche* 50-361- 03/02/24- 8302200280. 


G Inspection reports- IE Bulletins 6 correspondence 


8302070270 Addl response to FOIA requeit for documents re EE Kent 
allegations concerning facilities 

FELTON, J M. Division of Rules and Records. 82/12/13 CARPENTER, 
Orange County Alliance for Survival. Ip. 17040 001. 24X 

Fiche 30-206,82/12/13,0302070278 


— 0302070296 Confirms discussions re request for technical essistanc 
conerning allegations by EE Kent. EE Kent statement end. 

CREWS, J.L Region 5* Office of Director. 82/10/29 EI8ENHUT, D 
Division of Liceneing. 8pp 17040- 249. 24X 

Fiche - 50-206- 02/12/13- 0302070279 


8302040499 FOIA request for documents re special insp rept 

QARDE-B. Government Accountability Project. 92/12/14. Office 
Administration 2pp 17042 262 24X Fiche. 50-206, 02/12/14, 

0302040499 


0302190366 Forwards IE Insp Repts 90-206/02-34,50-361/02-44 6 
50-362/02-28 on 02U 16-1 2 16. No noncomp Lianc a noted. 

B I BHOP , T. 14 Division of Res i dent, Reactor Project 6 Engineering 
Programs 83/01/12 PAP AY, L T. Southern California Edison Co. 
Spp 17157 210. 24X Fiche: 50-206, 03/01/12, 0302150366. 


—8302150373 IE Imp Rept* 50-206/82-34,90-341/02-44 It 50-362/02-20 
8211 16-1217, No noncomp l lance noted. Major areas inspected: OA 
program 4 station organisation It edminii tratlon, 
qualification of personnel U callbr of instrumentation. 

STEWART, 0. P j KIRSCHiD.F. Division of Resident, Reactor Pro jeet 
Engineering Program*. 03/01/10 9pp. 17157.212, 24X 

Flche-50-206, 83/01/1 3, 8302 1 503 66. 


0302160497 Addl response to FOIA request for documents re EE Kent 
allegations concerning facilities Forwards documents listed 
in App* A 4 B Documents partially withheld (ref FOIA 
Exemptions 5,6 It 7), Tapes available in FOR, 

FELTON, J H Division of Rules and R« cords. 83/01/12 CARPENTER, 
Orange County Alliance for Survival. 4pp 17175. 194. 24X 

Fiche- 90-206, 03/01/12,8302160497 


— 0302160460 Submits notes taken at Region V 821014 mgt meeting re 
EE Kent all egatlons. Considered actions 11 eted. Reporters 
raised questions re allegation* Related info end 
SHACKLETON- 0. C. Region 9, Office of Director. 02/10/14 Reg 
5, Office of Director 23pp. 17179:199 24X 

Fiche* 90-206, 03/01/12, 8302160457. 
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DOCKETED ITEMS 


1302040905 Part 1*1 r«ipont« to FD TA request for documents r# special 
imp rapt Document* listed on sncl app available in FOR In 
Polders T0lA-e2-528 Carpenter " Search for add! documents 

in progress 

FELTON* J. M, Division a# Rules and Records 83/01/13 GARDE* B 
Oovernment Accountability Project. 3pp 17042:259 24X 

Fiche* 30-206* B3/01/13, B302040S09 


52L2O6O330 IE Info Notice S3-01, "Ray Miller. Inc “ Svc Hit and 
JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 63/01/26 Consolidated Edison Co of New 

York* Inc. UBpp 17023.160 24X Fic he. 50-000* 83/01/26, 021 2060358 


1212060360 IE Info Notice 83-02* “Limi torque HOBC, H 1JBC, H2EJC & H3BC 
Oearheads. u Svc list end 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103>. 83/01/20 Consolidated Edison Co of New 

York* Inc. I09pp. 17144 001. 24X Fiche 90- 000* 03/01/23* 021 2060360. 


5212060361 IE Info Notice 83-03* “Calibr of Liquid Level Instruments, •» 
Svc list incl 

JORDAN* E. L. Division of Emergency Preparednes t fc Engineering 
Response (Post 830103) 83/01/20 Consolidated Edison Co of New 

York* Inc. 110pp. 17074 095. 24X Fiche 50-000* 83/01/20* 821 2Q60361 


5302230295 Forward* IE rntp Repts 50-361/02-43 it 50-362/02-33 on 
82122-2-03011? 6 notice of violation. 

BISHOP* T. tf. Division of Resident* Reactor Project it Engineering 
Programs. 83/01/28. PAP AY* L. T. Southern California Edison Co 
2pp. 17244,339 24X Fiche 50-361*83/01/28*8302230295 


-8302230258 Notice of violation from in»p on 821222-8301 19 * 

KIR8CH* 0. F Division of Res i dent* Reactor Project k Engineering 
Programs 83/01/28. Ip. 17244 341, 24X Fiche: 50-361* 03/01 /28* 

8302230299 


“8302230263 IE In*p Repts 50-361/82-43 it 50-362/B2-3S on 82 1222-930 1 19. 
Nancompliance notsd failure to properly label container of 
radioactive matl. 

CHAFFEE* A. * KIR8CH*D Division of Resident. Reactor Project & 
Engineering Programs. 03/01/27. 6pp. 17244*342 24X 

FIche. 50-361.83/01/28, 8302230295 


1302230369 Forwards IE Insp Repts 50-206/03-03*50-361/83-04 6 
50-362/83-05 on 830117-21 6 notice of violation 
BOOKi-H, E. Division of Radiological Safety 6 Safeguards Program 
83/02/04 PAPAY* L. T, Southern California Edison Co, 2pp. 
17246. 272 24X Fiche! 50-206* 03/02/04, 0302230365. 


-8302230371 Notice of violation from insp on 0301 17-21, 

WENSLAWSKI* F A. Division of Radiological Safety fc Safeguards 
Program 83/02/04. Ip. 17246.294. 24X Fiche. 90-206* 03/02/04* 

8302230365. 


—B 302230 378 IE Insp Rspti 50-206/83-03, 50-36 1 /03-O4 it 50-362/03-09 on 
8301 17-21. Noncomp 1 lance noted: fal lure to submit 30-day 
special rept 6 one unresolved item involving meeting 
acceptance criteria of Reg Guide 4 13. 

YUHA8* 0 P, . WENSLAWSKI, F, A * BOOK* H, E Division of Radio logical 
Safety fc Safeguards Program. 83/02/03 9pp 17246 299. 24X 

Fich*; 50-206, 03/02/04* 8302230365 


302230396 Forwards IE Insp Repts 50-361/83-02 8* 90-362/03-02 on 
830110-14 I notice of violation. 

BISHOP. T, W Division of Resident. Reactor Project Sc Engineering 
Programs. 03/02/04. PAP AY* L. T. Southern California Edison Co 
2pp. 17247:269, 24X Fic h •: 50-361. S3/02/04* 8302230396, 


-030223039-9 Notice of violation from insp on 030110-14 

KIRSCHr D. F. Division of Res i dent, Reactor Project k Engineering 
Programs. B3/02/04 2pp, 17247.271. 24X Fiche 50-361*03/02/04* 

8302230396. 


-0302230406 IE Insp Repts 50-36 1/93-02 fc 50-362/03-02 on 830110-14. 
Noncomp 1 iance noted failure to maintain acceptable levels of 
housekeeping for Unit 2. 

EC KHAR DT* J K. * KIRSCH. D. F. Division of Res 1 d ent* Rsactor Project 4 
Engineering Program*. 83/02/04 10pp. 17247:273. 24X 

Fiche: 50-36 i , 03/02 / 04* 8302230 396. 


302230395 Forwards IE Insp Rspts 50-361/82-45 * 50-362/02-37 on 
821223-S30123 .no none amp Uatice noted. 

BISHOP, T. W Division of Resident* Reactor Project it Engineering 
Programs. 83/02/09. PAPAY. L. T, Southern California Edison Co. 
2pp. 17248* 074, 24 X Fic he: 50-36 1. 83/08/09* 8302230375. 


•8302230404 IE Insp Repts 50-361/82-45 it 50-362/02-37 on 021229-030123 
No noncomp 1 lane# notsd. Major areas inspec ted: LER review it 
independent in*p effort. 

PATE*R. J. * hENWJNCA* M. M. , KIRSCH* D F. Division of Resident * Rest tor 
Project 6 Engineering Programs, 03/02/09. 5pp. 17240:076 24X 

FI eh e r 30-361, 83/02/09, 0302230395. 


8212060363 IE Info Notice 03-04, ‘'Failure of Elma Power 8upply Unite " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/02/10 Consolidated Edison Co of New 

York, Inc HOpp 17347 191 24X FI ch# 50-000* 03/02/18* 8212060363 


8212060365 IE Info Notice 83-05* "Obtaining Approval for Disposing of 
Very Low Level RadwAste - 10CFR20 302 41 Svc list end 
JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York* Inc itlpp 17347 058, 24X Ficho 50-000*83/02/24,0212060365 


8212060366 IE Info Notice 03-06* “Noni dentica 1 Replacement Parts " 

Svc list enci 

JORDAN. E L Division of Emergency Preparedneis 6 Engineering 
Response (Post 830X03) 93/02/24 Consolidated Edison Co of Neu 

York* Inc U2pp 17361 148 24X Ficho 50-000*83/02/24*8212060366, 


8, Reportable occurrences* LERt & related correspondence 


8212140330 Part 21 rept re problem w/Brown Boveri Electric. Inc low 
voltage circuit breakers w/soltd state trip devices Units 
from San Onofre 2 it 3 failed due to long-term degradation of 
filter capacitor C205 Suspect trip units should be tested 
DUVALL. 0 D Brown Boveri Corp. (subs Brown Boveri & Co * Ltd. ) 
82/12/10 STELLGi V Director's Office, Office of Inspection and 
Enforcement. 2pp 17023 284 24X Fi cha * 50-000, 82/12/ 1 0, 021 2140330 


8302010394 Forwards LERs 02-164/O3L-O 6 82-166/03L-0 Detailed event 
analysis submitted 

RAYrH B. Southern California Edison Co 83/01/0B ENOELKEN* fi H. 
Region 5 ( Office of Director 3pp 16981 307 24X 

Flche 50-361,83/01/08*8302010394 


—8302010403 LEfi 82-164/03L-0 on 821209* d i es e I generator 20002 failed to 
regulate at 60 H* due to failure of electrical governor 
Caused by burnt resistor in pouer supply for control unit 
power supply replaced 

RAY* H. B Southern California Edison Co 83/01/08 Region 3, 
Office of Director. Ip 16981.310 24X Ficho 50-361,83/01/00, 

0302010394 


— 83020104 12 LER 02-146/O3L-O' on 821210* d i es# 1 generator 20003 rendered 
inoperable due to failure of electrical governor Caused by 
burnt resistor in power supply for control unit Governor 
power supply replaced 

RAY* H 8 Southern California Edison Co 83/01/08 Region 5* 
Office of Director Ip 16981*311. 24X Fich e, 50-361 , 83/01/08* 

8302010394 


0302010280 Forwards LER 02-168/O3L-O Detailed event analysis submitted 
RAYrH B Southern California Edison Co 03/Oi/U. ENOELKEN , R H 
Region 5. Office of Director 2pp 16973 136 24X 

Fichs 30-361,83/01/11*8302010280 


— 8302010285 LER 82-160/O3L-O on 82121 2, i nd ie ated position for shutdown 
control elemsnt assembly 12 wont from 140 inches to 120 
inches resulting in reactor trip Caused by failure of reed 
switch. Bwi tch replaced No further corrective action planned. 

RAY* H B Southern California Edison Co. 83/01/11 Region 3. 
Office of Director lp 16973*130 24X FIche. 50-361, 83/01/1 1. 

8302010280 


8302010468 Forwards LER 82-169/03L-0. De tall ed event analysis submitted 
RAY* H B Southern California Edison Co 03/01/11 ENOELKEN, R H 
Region 5* Office of Director 2pp 16979*202. 24X 

Fiche. 30-361 , 83/01/1 1* 8302010668 


— 0302010674 LER 82-169/03L-0. on 021212* low pressure turbine stop valve 
24V-220OR located on low pressure turbine 2 failed to 
fully close following turbine trip Caused by galling 
between disc stub shaft 6 casing bore. Shaft machined. 

RAY, H 8, Southern California Edison Co, 83/01/11. Region 3* 
Office of Director lp. 16979:204, 24X Fiche: 50-361, 83/01/11, 

8302010660 


0302010138 Forwards LER 82-150/01T-0 Detailed event analysis submitted. 
RAYrH 8 Southern California Edison Co. 83/01/12. ENOELKEN, fi, H 
Region 3* Office of Director. 2pp. 16974.152. 24X 

Fiche: 50-361, 03/01/12,8302010138 


—8302010150 LER 02-1 S0/01T-0: on 821229* Kerotest valve incorrectly 
installed restricting flow through liquid radwasta monitor 
RT-7913, Caused by improper Installation, Valve realigned fc 
liquid effluent release* sampled. 

RAY, H. a. Southern California Edison Co 83/01/12. Region 5* 
Office of Director lp. 16974:154. 24X Fiche. 50-361, 83/01/12* 

8302010130. 


DOCKETED ITEMS 


9302010327 Forwards LER 82-170/03L-0 Detailed event analysis submitted 
RAY/ H B Sou them California Ediion Co B3/01/13 ENGELKEN/R K 
Rag ion 3/ Office of Director 2pp 16773 053 24X 

Fiche 50-361/03/01/13,8302010327 


— 0302010346 LER 02-17O/O3L-O on 821214/ revi *w of chart racordinga of 
RC8 cold log tamp indicated h aatup /c ool d own rate iimiti 
exceeded on throe occasion* Caused by inability to properly 
control shutdown cooling ty* flow Personnel counseled 
RAY, H B Southern California Edison Co 03/01/13 Region 5, 
Office of Director lp 16773 037 24X Flcho 50-361/03/01/13/ 

6302010327 


0302010139 Forward* LER S2-167/03L-0 Detailed event analy«l« submitted 
RAY/H D / HQRDYz W C Southern California Edison Co 83/01/17 
ENGELKEN/R H Region 3, Office of Director 2p p 16774' 160. 24X 

Ficho 30-361/83/01/17/0302010137 


—0302010169 LER 02-167 /03L-0- on 821218/ u/b o t h unit* in Mode 9/ control 
room emergency chiller E-336 tripped on high bearing temp L 
declared inoperable Caused by faulty lolenold valve for 
motor oil cooling unit of chiller Valve replaced, 

RAY/H D / MORDY/H. C, Southern California Edison Co 83/01/17 

Region 5/ Office of Director Ip 16774 162 24X 

Fiche 50-361 , 83/01/17/ 0302010137. 


6302010690 RO 83-004 on 8301 16/ component cooling water train B declared 
inoperable since NX saltwater outlet valve would not open 
Cause under 1 nvestigeti on. Sal twater outlet valve restored to 
operable status 

RAV/H B. Southern California Edison Co 83/01/18. ENGELKENz R. H 
Region 3/ Office of Director 2pp 16777 239 24X 

Fiche 30-361,03/01/18/8302010650 


0302010471 PNS-V-03-003 on 030126/ sec ur l ty guard accidentally 
discharged newly issued revolver «c caused superficial wounds 
to right leg Guard treated fc held overnight at hosp for 
obiarvati on 

MQRTENSENrW P , SCHUSTER/ M. D Region 9/ Office of Director 
83/01/27 lp, 16781 302 24X Fiche 1 30-36 1 / 83/01 /27z 8302010471 . 


8302190955 Forwards LER 82-173/03L-0 Detailed event analysis submitted 
RAV/H 8 Southern California Edison Co 03/01/27 ENGELKEN/fl H 
Region 5, Office of Director 2pp. 17156 147 24X 

Fiche' 50-361, 03/01/27/ 8302150555 


— 0302150364 LER 02-173/0^1.-0 on 821220/ w/Un l ts 2 It 3 In Modes 4 U 9/ 
respectivel y/ emergency chiller E-335 failed to start & 
declared Inoperable Caused by loose wlra or low lube oil 
pressure switch. Wire replaced fc chiller declared operable 
RAY/H B Southern California Edison Co 03/01/27 Region 5/ 
Office of Director Ip 17196 151 R4X Fich e , 50-361 , 03/0 1 /27z 
0302130955 


8302190371 Forwards LER 82-I74/03L-0 Detailed event analysis submitted 
RAY, H B Southern California Ediion Co 83/01/27 ENOELKEN, R H 
Region 3, Office of Director 2pp, 17156 145, 24X 

Ftche 30-361/03/01/27,8302130 371. 


—0302150380 LER 82-174/03L-0 on 021228/ wh i 1 e in Mode 4/ saltwater cooling 
ays <SWC8> normal discharge yelve 2HV-6475 failed to open, 
rendering 8WC8 train B Inoperable Caused by mechanical 
binding Valve manually opened & exercised 

RAY/H B Southern California Edison Co 83/01/27 Region 5/ 
Office of Director lp 17196-147 24X Fiche 50-361/83/01/27/ 

8302190971 


0302150276 Forward* LER 82-171/03L-0, Detailed event analysis submitted 
RAY/H B Southern California Edison Co 03/01/20 ENGELKENz R H 
Region 5, Office of Director 2pp. 17148 317 24X 

Fiche, 50-361/ 83/01/20, 8302150276, 


—0302190209 LER 82-171/03L-0 on 021231 , opera tor lnsp revealed lose of 
position indication for control element assembly 77 as 
Indicated by control element assembly calculator 1 Caused by 
faulty reed switch Reed switch replaced, 

RAY/H. B Southern California Edison Co 03/01/28 Region 9/ 
Office of Director lp 17148,319. 24X Fiche : 90-361/ 03/01 /20i 

0302150276 


8302190322 Forward* LER 83-004/01 T-0. Detailed event analysis end, 
RAY.H B Southern California Edison Co, 83/01/28. ENOELKEM/R. H 
Region 3/ Office of Director. 2pp 17148 182 24 X 

Fiche 90-361,03/01/28/8302190322 


—0302150327 LER 83-004/0 IT-O. on 8301 16, component cooling water train B 
declared Inopereb le. Caused by bent pickup contact in limit 
switch L0-5 preventing valve from opening . Switch contact 
repaired, va lve exercised & tested satisfactorily. 

RAY,H B Southern California Edison Co 63/01/28 Region 9/ 
Office of Director. lp 17148' 184 24X Fiche' 90-361, 83/01/20, 

8302150322 


0302190553 Forwards LEfis 83-001/03L-0 U B3-002/03L-0 Detailed event 
analysis submitted 

RAY, H S Southern California Edison Co 03/01/20 ENOELKEN, tt H. 
Region 5, Office of Director, 4pj> 17197 003 24X 

Flcho 50-361, 03/01/20, 8302150393 


—8302150566 LER 83-001 /03L-O' on 030101/ c ondensate tank 2T-120 water 
level fell below acceptable limits Caused by inadequate 
makeup water control Level restored it operators Instructed 
on tank operations. 

RAY/H 8 Southern California Edison Co 03/01/20, Region 3, 
Office of Director. lp 17157.007 24X Fiche' 50-361/ 03/01 /20, 

0302150553 


—0302190577 LER B3-002/Q3L-0 on 030101 , c ondeneate tank T-121 water le 
fell below acceptable 1 imlte. Caused by inadequate makeup 
water c ontrol , Automatic level control sys will be installed 
by Apr 1703 

RAY/H B Southern California Edison Co 03/01/28 Region 5/ 
Office of Director lp 17197.008. 24X Fiche 50-361/03/01/20, 

8302130393 


8302070273 Forwards responses to NRC 830114 request clarified by 
830123 meeting re ESF actuation sys event on 021217 Response 
to 14 add 1 questions/ per NRC 030129 teicon also end 

BASKIN/ K -P Southern California Edison Co. 03/02/03 KNrOHTON, 0. M 
Licensing Branch 3 123p 17031.191, 24 X Fiche; 50-361/ 03/02/03/ 

6302070273 


3302190245 Forwards LER 03-OO6/O3L-O. Data i led event analysis submitted 
RAY/H B Southern California Edison Co 63/02/03 ENOELKEN t R H. 1 
Region 9. Office of Director 2pp. 17140.393. 24X 

Fiche: 30-361, 83/02/03, 0302150249, 


—0307150201 LER 03-OO6/O3L-O- on 830107/ train B ana ly ter 2/3 AIT-7762D 
failed to meet channel functional test per Tech Spec 
Surveillance Requirement 43216 declared inoperable 
Caused by faulty sample cell. Cell replaced 

RAY/H Q Southern California Edison Co 83/02/03 Region 5/ 
Office of Director. lp 17148.393. 24X Fiche . 90-361, 63/02/03. 

0302150245 


3302190433 Forwards LER 03-003/03 L-0 Detailed event analysis submitted 
RAY/H. », Southern Californio Edison Co. 03/02/04 ENQELKEN.fl H 
Region 5, Office of Director 2pp 17150* 202, 24X 

Fiche 30-361 , 83/02/04, 9302 1 50433 


— 0302150447 LER 03-OO3/O3L-O' on 030107. core protection calculator A 
failed as Indicated by channel A ONBR trip, linear power 
density trip llghts.core protection lights L light 
Indication 6 alarm. Caused by power anomaly. 

RAY/H B, Southern California Edison Co 03/02/04 Region 3, 
Office of Director. lp 17130-204 24X Fich* 50-361,83/02/04, 

8302150433, 


0302100231 Forwards LER 93-012/03L-0 Detailed event analysis submitted 
RAY/H » Southern California Edison Co. 03/02/00 ENOELKEN.fi. H 
Region 3. Office of Director 2pp 17219:293 24X 

Fiche 50-361,83/02/00,9302180231. 


—8302100234 LER 83-012/03L-0 on 830108, emergency chiller E-336 failed 
to start & declared Inoperable Caused by faulty program 
timer. Timer replaced 

RAY, H B Southern California Edison Co. 03/02/00. Region B. 
Office of Director. lp 17219-295. 24X Fiche- 30-361, 03/02/00, 

8302100231 


0302100237 Forwards LER 03-OO5/O3L-O. Detailed event analysis submitted 
RAY/H 8. Southern California Edison Co 03/02/00 ENGELKEN, R, H. 
Region 3. Office of Director. 2pp. 17212:073, 24X 

Fiche* 30-361, 03/02/08/ 830210023 7. 


—830210023? LER 03-OO3/O3L-O: on 830107, fei lure of core protection 
calculator channel D Indicated by lights on channel D DNBR 
trip & linear power density trip fc alarm. Cause unknown 
Channel D returned to sve 

RAY, H B Southern California Edison Co, 03/02/08. Region 5, 
Office of Director ip, 17212:077. 24X Fiche: 90-361/ 63/02/00. 

0302180237, 


0302250213 Forwards LER 33-007/03L-0. 

RAY/H B Southern California Edison Co. 03/02/10, ENOELKEN, R. H. 
Region 3, Office of Director. lp. 17273.080. 24X 

Fiche- 30-361/ 03/02/10/ 030 2250213. 


— 8302250224 LER 03-007 /03L-Q. on 8301 11 / i odin# removal sys valve 2HV-^ 
failed Tech Spec surveillance test it was declared 
Inoperable, Caused by misaligned upper Unit switch Limit 
switch readjusted it valve returned to sve 

RAY/H B Southern California Edison Co. 63/02/10 Region 5, 
Office of Director. Ip 17293:081 24X Fiche- 90-361/ 03/02/10, 

8302250213 
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DOCKETED ITEMS 


6303280223 Forward* LEU 03-OQ0/O3L-O 

WAY.H 0, flouthern California Ed i ion Co, 63/02/11 ENOELKEN, R H 
riOBlon 3* (Iff ice of Director 2pp 17293:063, 24X 

Fit*#: 30-36 1 h 03/02/ 1 1 1 6302230223 


0302230224 LER 03-OO0/O3L-O: on 8301 14/ during Mod# I.Train B posfc-LQCA 
hydrogen monitor 2AET-8lIi-2 failed to moot channel 
f unc t Ion# L to*t Caused by faulty detector Detector replaced 
Monitor returned to ivc, 

RAYi H E. Southern California Edison Co 83/02/11. Region 9# 
8302230223 ° iV * C *° T ' lpl 17293- 067. 24X Fiche 90-361, 63/02/ tl. 


0302230332 PWO^V-eS-OO/ on 83021 1. unit manually tripped from SOX 
powar following failure of steam bypass control valv# 
actuator duo to water hammer. R#p« Its. necessitate plant 
ShutdOwrT Until 830225 

ECKHARDTi U. H. » KIRBCH,0.F, Raglan 9* Office of Director 83/02/14, 
ip. 17246 139. 24X Fiche* 30-361,83/02/14, 8302230332 


T. Hearing transcript* on non-ant itrust matter* 


6302070378 Addi response to FOIA raqutat for document# re EE Kant 
allegations concerning facilities 

FELTON, J M Divialon of Aulas and Records. 82/12/13. CARPENTER* T. 
Drang* County Alliance for Survival. Ip. 17060*001, 24 X 

Ficha: 30-361 , 82/12/13, 0302070370. 


—6302070289 Draft tramcrlpt of EE Kant tap*d 821013 interview in Dana 
Point, CA of allegations ra weld const quality at facilities. 

Pp 1-297. R* la tad Info and. 

SHACKLE TON* 0. C. , JOOKOFF, P, V. , KIABCHiD.F. Dirac tar 's Off lea. 
Offica of Inspection and Enforcement 62/10/19 243pp. 

17040:004. 24X Ficha: 90-206, 62/12/ 13, 8302070270. 


Y, Operator Examination* 


9301310203 Centric Ltr 83-06 to all power reactor licensees, app licants 
for OLa.MBd vendors, reactor vender* 1 AE ra certificates 
fc ravisad format for raactor operator 6 senior reactor 
operator license*. Bvc list and. 

6IBtNHUT,D 0. Division of Licensing. 03/01/31. Consol Ida t#d 
Edison Co, of Haw York, Inc. 14pp 17347:177. 24X 

Ficha: 90-000, 83/01/31,6301310203. 


JOCMtr 90-362 8 AN ONOFRE NUCLEAR STATION, UNIT 3 


8302020326 Forwards stipulation providing extension of OL conditions re 
offsite medical sve* 

CHANDLER, L J Htaring Branch 2 83/02/01 KELLEY, J L Atomic 

Safety and Licensing Board Panel Ip 16993 393 24X 

Fiche, 90-361, 63/02/01,8302020326 


— 8302020335 Stipulation that 820914 initial decision be amended to 
allow full power operation pending resolution of medical 
sves issue for 6-month period from 830317 or from Commission 
issuance of decision on certified issues 

CHANDLER, L J, Hearing Branch 2 PIOOTT, D R Southern California 
Edison Co. MC CLUNG, C E Affiliation Unknown 83/01/31 3pp. 
16993:356 24X Fiche 90-361, 83/02/01 ,0302020326 


8302070609 Order approving 830131 stipulation, amending ABLE 820914 
initial decision to allow full power operation pending 
resolution of medical eves Issue, for six months from 830317 
or from date NRC decides issue 

KELtEY, J L Atomic Safety and Llcanslng Board Panel 83/02/01, l p 
17034:276 24X Fiche' 90-361, 83/02/01, 6302070609 


J. Insurance 6 Indemnity Information 


0302180329 Forwards Endorsements 91-93 6 36 to NEL1A Policies NF-146 6 
N8-202, respec tivaly, Endorsement* 80-82 to MAELU Policy 
HF-38. Endorsement 0 to NCLIA Binder* EB-10 6 EB-81 
4 MAELU Binder XB-81 6 Certificates N-87 6 M-87 
ROCCQ, J Southern California Edison Co 03/02/14 DINITZ, I, 
Antitrust & Economic analysis Branch (Utility Finance). 38fp 
17213.266. 24X Flch# 50-206,83/02/14,8302 1 80329 


P Operating license stage documents 6 correspondence 


8302020393 FOIA request for Sandia Natl Lab rapt detailing potential 
results of serious accidents at nuclear power plants 6 Info 
re existing evacuation plans 6 other contingency safety 
measures at facilities. 

POLLOCK, D Affiliation Unknown 82/11/08, Division of Rules and 
Records 2pp 16996*024 24X Fi ch e . 50-362, 82/1 1/08, 8302020393, 


8302020399 Responds to F01A request for Sandia Natl Lab rept detailing 
results of accidents at nuclear power plants & Info re 
evacuation plans at fee 11 i tias. Forwards Documents 2 6 3 
listed in App A App B documents available in LPDR 
FELTON, U. M. Division of Rule* and Record* 82/12/06 POLLOCK, D 
Affiliation Unknown 3pp 16996,026 24X Fiche- 30-362, 82/12/06, 

0302020399 


S. App! icatl on/ conetT uctlon stage documents 6 correspondence 


3302290147 Summary of 021207-08 site meet Inge w/Qouthern CA Edison Co, 
flan Diego Oat Electric Co, City of Anaheim, CA 6 city of 
Riverside, CA re cor* protection calculation test program 6 
inadequate cor* cooling i nstrumsnta tlon 

KQCDtH. Licensing Branch 3, 83/02/09. Licensing Branch 3. 7pp. 

17898. 396 24 X Fiche: 90-361, 03/02/09, B302250147. 


\ Security; medical; emergency l fir* protection plant 


1301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants far OL fc holders of CPs re regional workshop 
concerning fluppl l, NURE0-0737, h R*qu i remen be for Emergency 
Response Capability. " flve It lit end. 

GtSCNHUT, D. 0. Divialon of Licensing. 83/02/01. Consolidated 
Edison Go. of New York, Inc. 11pp. 17221:226 24X 

Fiche: 90-000, 83/02/01, 0301210340 


8302010546 Forwards revised listing of E8F actuation sys (E8FA61 
subgroup relays fc E8FA8 relays which changed categories, per 
021220 Tech Spec change request, affecting subgroup relay 
component assignments 

BABKIN, K P Southern California Edison Co. 83/01/20 KNIGHTON, O.W 
Licensing Branch 3. 26pp, 16902,358 24X Fiche- 90-361, 83/01/20, 

8302010946. 


8302020030 Forwards Affidavit of 8vc certifying sve of Amend 
Application 2 to License NPF-15 on 830129, 

MEDFORD, M 0 Southern California Edison Co. 83/01/31, 
KNIGHTON, 0. W. Licensing Branch 3, 4pp. 16994*398, 24X 

Fiche* 50-362, 63/01/31, 0302020030 


8302020142 Forward* 38 oversize PilDs, in response to NRC request 
for Info to be used in performance of limited scope PRA on 
facility. Aperture cards ere available in FDR. 

KRIEOER, R W. Southern California Edison Co. 83/01/31 
P AUL60N, W A , MCKENNA, E NRC - No Detailed Affiliation Given, ip, 
16994*336 , 24X Flch # 1 30-206, 83/01 /3i , 0302020142. 


302100484 ftspt# status of emergency preparedness conditions par 
License Condition 2. C. Primary 4 backup meteorological towers 
6 health physics computer sys fully operatl onal . Spanish 
brochure In emergency planning zone not warranted, 

BABKIN, K, P, Southern California Edison Co. 03/02/04, KNIGHTON, G. W. 

Licensing Branch 3, 0pp. 17219:160, 24X Ficha: 50-361, 93/02/04, 

8302160494. 


308160391 Forwards Uan 1983 physical security plan. Plan withheld 
(ref 10CFR73.21J. 

BASKINiK.P. eogthern California Edleon Co. 03/02/11. Office cf 
Nuclear Reactor Regulation, Director lp {7164.204, 24X 

Fiche: 90-206 1 03/02/ U; 0302160391. 


8302170561 Summary of 821103 masting w/util re readiness of facility 
for full power operation 

ROOD, H Licensing Branch 3 83/02/08. Licensing Branch 3. 12pp. 

17197.162 24X Fi che * 90-362, 83/02/03, B302 170961, 


0302080164 Advisee of error in Amends 13 6 2 to Licen.es NPF-10 6 
NFF-13, respectively . Amend s issued on 821230, incorrectly 
changed Tech Spec* re E8F response time*. Util will continue 
to operate on basis that amende did not change time* 

BASKIN, K. P. Southern Cal ifornia Edison Co. 83/02/04 KNIGHTON, 0. W 
Licensing Branch 3. 2pp. 17097:223 24X Fiche: 90-361, 93/02/04, 

0302090164, 


Adjudicatory cerreipcmdtnce 


102020291 Expresses appreciation for netting re possibility of 
participation in proceeding. Hearing remain* suspended. 

Further details re proceeding issue* unavailable, 

CHANDLER, L. U. Meeting Branch 2 83/02/0 1 , BROWN, R. F, California, 

l/nlv. 9 ** Sen Franc ieco. ip. 169*3:316, 24X Fiche: 90-361, 

03/02/01* 0302020291. 


— 0302060168 Proposed corrected pages to Tech Spec Table 3,3-9 re EBF 
response times. 

# Southern California Edison Co. 83/02/04. lOpp 17097:225. 
24X Fiche. 90-361, 83/02/04, 8302000164 


8302170552 Summary of 830131 nesting w/util in Bethesda,MD r» control 
room presswrl latipn testing, Util agreed to conduct full 
control room test' with in next 2 to 3 wke. 

ROOD, H Licensing Branch 3. 03/02/04. Licensing Branch 3. 9pp 

17197:142, 24X Fiche: 90-361, 83/02/04, 83021 70992. 
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9302390010 Submits addl info requsstad In 830111 ltr rt duration 
between occurrence of double ended guillotine break In high 
energy line feeding steam driven auxiliary feedwater pump & 
actuation of feedwater ay? 

BASKIN, K P Southern California Edison Co. 83/02/07. KNIGHTON* 6 W 
Licensing Branch 3 lp 17070 872 S4X Fiche 30-361.83/02/07* 
0308090010 


9302080295 Generic Ltr 83-09 to all operating reactor licenteeei 
applicants for OL L holders of CP for C~E PHRs re review of 
C-E Owners Group emergency procedures guideline program 8vc 
List and 

EIBENHUT, D, G Division of Licensing 83/02/08 Consolidated 
Edison Co of New York, Inc 1 1 pp 17290 247 24X 

Flche 30-000. 03/02/00*8302080293, 


8302080304 Generic Ltr 83-11 to all operating reactor licensees re 
licensee qualification for performing safety analysis in 
support of licensing actions. Ab i 1 ity to use code must be 
demonstrated by vendor or licensee Svc list end. 

EISENHOT. D 0 Division of Licensing. 83/02/00 Consolidated 
Edison Co of New York* Inc. 9pp 17234.234. 24X 

Flche. 30-000, 03/02/08, 8302000304 


8302090072 Gsnsric Ltr 83-10B to all licensees u/C-E designed N8BB 
re resolution of TMI Action Item II K. 3, 3, "Automatic Trip 
of Reactor Coolant Pumps. " Bvc list end. 

EIBENHUT, D 0 Division of Licensing. 83/02/08 Consumers Power 
Co. 32pp 17290.183. 24X Fic he. 30-000, 83/02/08, 8302090072 


8302100200 Discusses fault identified in turbine high pressure 
governor valves 2 L 4. Valve closure satisfies Tech Spec 
3 3.4 Util will implement gags for affected valves by 
830210 W/one oversixe drawing. Aperture card ie in PDR 
BASKIN, K. P. Southern California Edison Co 83/02/08. KNIGHTON, 0 W 
Licensing Branch 3 3pp 17110 077 24X Fiche, 30-361, 83/02/08, 

8302100280 


B 302170338 Summary of 021227 L 830121 meetings w/utll fc C-E re util 
actions in response to spurious ESF actuation signal 6 
recirculating actuation signal that occurred on 821217. 

ROODtH Licensing Branch 3 83/02/00 Licensing Branch 3. 3pp, 

17197 137. 24X Flche, 30-361, 03/02/00, 0302170998. 


8302180503 Summary of 030120 meeting W/util & Bechtel re auxiliary 
feedwater pump motor bearing qualification 

ROOD, H. Licensing Branch 3 03/02/08. Licensing Branch 3. 26pp 

17221 '203 24X Fichi 50-361.83/02/08,8302100303 


8302140079 Submits update of info In util 021221 ltr re operability 
of post-accid ent sampling sys.per License Condition 
2.C. <19)1 Operating procedures 1 hands-on training will be 
completed by 830301. 

BASKIN, K.P. Southern California Edison Co. 03/02/09 KNIGHTON, G. W 
Licensing Branch 3. 2pp 17141*098 24X Flche. 30-361, 03/02/09, 

6302 140079. 


8302130053 Forwards C-E rept supporting proposed change to Tech Specs 
ts emergency core cool lng. Document describes methodology, 
assumptions l* results of C-E analysis to derive HPSI pump 
head requirement for 03X power, 

BASKIN, K P Southern California Edison Co. 83/02/10. KNIGHTON, 0 W 
Licensing Branch 3 I9pp 17147.029. 24X Flche* 50-361, 03/02/10, 

8302130093 


0302220118 Notification of contract execution, Hod 3 to "Followon to 
Simulation of Earthquake Ground Motions for Ban Onofre 
Nvdsar Generating etatlon. M Contractor :8t Louis Univ, 

LITTLE, M Administrative Contract* Branch FIN B-6898 83/02/10 

VOLLMER, R H. Division of Engineering lp 17234 216. 24X 

Fiche: 30-362, 83/02/10,8302220118. 


—8302220123 Mod 3, extending period of performance by 1 yr S< adding 
requirement for monthly business ltr rept, to "Followon to 
Simulation of Earthquake Ground Motions for San Onofre 
Nuclear Generating Station.* 1 

HERRMANN, ft 8t. Louis Univ. FIN B-6B98. 83/02/10, 3pp, 

17234:217. 24X Flche: 90-362, 03/02/10, 8302220118 


0302160249 Forwards proposed Tech Spec changes, increas lng limit on 
vantllation unit flow for control room emergency air cleanup 
eye Application for OL amends will be submitted during uk 
of B3022S. 

BASKIN, K.P. Southern California Edison Co. 83/02/11. KNIGHTON, 0 W. 

Licensing Branch 3. 3pp. 17170:039 24X Fiche: 30-361, 83/02/ U, 

8302160249. 


— 8302160286 Proposed Tech Spec changes , increasing limit on ventilation 
unit flow for control room emergency air cleanup sys 
* Southern California Edison Co. 03/02/11. 17pp. 17170:062. 

24 X Fiche 30-361,83/02/11,8308160249. 


0302290496 Informs of conclusions reached re auxiliary feedwater puap 
motor bearing qualification fc CPC software error. Change 
Implementation schedules requested by 830218. 

KNIGHTON, G Licensing Branch 3 83/02/14 DIETCH, ft Southern 

California Ed lion Co COTTON, G. D. ■ BEftNATH, L San Diego Gas t. 
Electric Co 6pp 17303 139 24X Flche. 90-361, 83/02/14, 830 2250496. 


0302180291 Buppls 030211 proposed change to Tech Bpec 3/4. 7. 3 re 
control room emergency air cleanup sys Operating procedures 
to be reviewed 6/or revised by 030313 to ensure door closure 
following toxic gas isolation signal 

BABKIN, K P 0outhsrn California Edison Co 63/02/16, KNIGHTON, 0. W, 
Llcsnilng Branch 3. 2pp 17211 247, 24X Fichs. 30-361, 83/02/16, 

8302180291 


83022P0334 Forwards Application 18 for amend to License NPF-10 I < 
Application 4 for amend to License NPF-13, revising Tech 
Specs to allow mods to mitigate consequences of simultaneous 
occurrence of sefety injection actuation signal. 

DIETCH, R, Southern California Edison Co 83/02/17, DENTON, H R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 17232: 037. 
24X Fiche. 30-361, 83/02/17, 8302220334. 


—8302220337 Applications IB 6 4 for amend to Licenses NPF-10 6 NPF-13, 
respect ivel y, revising Tech Specs to allow mods to mitigate 
consequences of simultaneous occurrence of safety injection 
6 recirculation actuation signals 

DICTCH, R Southern California Edison Co. COTTON, 0. D. Ban Diego 
Gas 6 Electric Co HOYT, Q W Anaheim, CA 83/02/17. 6pp. 
17232*039 24X Flche 30-361,83/02/17,8302220334. 


— 8302220339 Proposed Tech Specs allowing mods to mitigate consequence^ 
of simultaneous occurrence of safety Injection actuation 
signal 6 recirculation actuation signal, 

DIETCH, ft aouthsrn California Edison Co. COTTON, 0 D, Ban Diego 
Gat 6 Electric Co. HOYT, 0 W. Anaheim, CA. 83/02/17 16pp. 

17232' 045 24X Fi che ' 30-36 1 , 03/02/ 17, 8302220334. 


8302280200 Forwardi applications for amend to Licenses NPF-10 It NPF-13, 
revising Tech Spec 6. 8. 4. d to allow addl improvements to 
post-accident sampling sys. 

BASKIN, K P, Southern California Edison Co B3/02/24. DENTON, H. ft 
Office of, Nuclear Reactor Regulation, Director, 2pp 17313:043 
24X Fiche: 30-361 , 83/02/24, B3O220O28O. 


— 8302200204 Application* for amend to Licenses NPF-10 6 NPF-13* rsvi sing 
Tech Spdc 6,8.4 d to allow add! improvements to 
post-accj ident sampling sy« 

DICTCH, R. Southern California Edison Co. COTTON, G. D. Ban Diego 
Gas 6 Electric Co HOYT, 0 W. Anaheim, CA 83/02/24. 13pp. 

17313,047. 24X Fiche; 50-361 , 83/02/24, 8302280280. 


— 8302200200 Proposed Tech Spec 6, 8 4 d re post-accident sampling sys 
changes 

« Southern California Edison Co. 83/02/24. 3pp. 17313:060. 24X 

Fiche. 50-361,03/02/24, 0302280280, 


0. Inspection reports, IE Bulletins It corresp on dene* 


0302070278 Addl response ta FOIA request for documents re EE Kant 
allegations concerning facilities. 

FELTON, J M Division of Rules and Records. 82/12/13. CARPENTER, T, 
□range County Alliance for Survival, lp, 17060 001, 24X 

Flche 1 30-362, 82/12/13, 8302070278, 


— 8212010524 Discusses insp effort* rt const 6 praoparatlonal feasting. No 
items discovered which would preclude istuanca of OL at 9X 
of full power. Allegations of deficient welding 6 welding 
cods requirements unsubstantiated 

ENGEL KEN, R. H Region 3, Office of Director 02/11/12, 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 7pp. 
17060*319, 24X Fiche. 30-362, 02/12/13, 8302070270. 


— 8302070296 Confirms discussions rt request for technical assistance 
conerning allegations by EE Kent. EE Kent statement end. 

CREWBrJ.L. Region 3, Office of Director. 92/10/29. EI8EMHUT, D, G. 

Division of Licensing. Bpp 17060:249, 24X 

Flche: 30-362, 62/12/13,0302070276. 


8302040499 FOIA request for documents ts special insp rapt. 

OARDE, B. Government Accountability Project. 82/12/14, Office of 
Administration, 2pp. 17042:262. 24X Fiche: 80-362, 82/12/14, 

8302040499. 


0302130366 Forwards IE Insp Rspts 30-206/82-34,90-361/82-44 * 
90-362/82-28 on 021116-1216. No noncomp i lane# noted. 

BISHOP, T. W. Division of Resident, Reactor Project 6 Engineering 
Programs. 83/01/12. PAP AY, L, T. Southern California Edison Co, 
2pp. 17137.210. 24X Fic he: 30-206, 83/01/12, B3021 30366. 
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— 0302150373 IE Insp Rapts 90-206/02-34.30-361/62-44 & 30-362/82-29 on 
921116-1217 No noncompl ianc* noted Major «r»m inspected QA 
program 6 station organ 1 cation & administrati on, 
qualification of personnel & calibr of instrumentation 
STEWART, J P . KIRBCH, D F Division of Resident, Reactor Project k 
Engineering Program* 03/01/10 9pp 17197 212 24X 

Flch* 30-206. 83/01 / 1 2, 93021 30366 


— 8302230404 IE Insp Repts 30-361/82-49 8* 90-362/02-37 on 021229-830123 
Ho noncomp 1 ianco noted Major area* Inspected LER review k 
independent ln*p effort 

PATE. R J . MEN DONG A i M M , KIR8CH. D F Division of Resident. Reactor 
Project tc Engineering Program* 93/02/09 9pp 17248 076 24X 

Fiche 30-361.83/02/09.0302230399 


0302160497 Addl response to FOIA request for documents re EE Kent 
allegations concerning facilities Forward* document* listed 
in Appe A tt B Document* partial ly withheld ' * ?nrl 

Exemption* 5. 6 k 7), Tape* available in PDR 
FELTON. J M Division of Rule* and Record* 

Orange County Alliance for Survival 4pp 
Fiche 90-362.03/01/12.030 2160437 


(ref FOIA 


03/01/12 
17173 194 


CARPENTER. 

24X 


—0302160460 Submit* note* taken at Region V 821014 mgt meeting re 
EE Kent r al legations Considered action* listed Reporter* 
raised questions re allegations Related Info end 

SHACKLETON. 0 C Region 3, Office of Director 82/10/14 Region 
3. Office of Director* 23pp 1717S 199 24X 

Fiche. 90-362. 83/0 1 / 1 2. 0 302160497 


0302040909 Partial re*pon»« to FOIA request for document* re special 
insp rept Document* listed on end app available in PDR in 
folder* “FOIA-B2-920 Carpenter " Search for addl document* 
in progress 

FELTON. J. M Division of Rule* and Records 03/01/13 GARDE. D 
Government Accountat ill ty Project 3pp 17042*299 24X 

Fiche 30-362. 83/0 i/ 13. 0302040909 


0212060359 IE Info Notice 03-01, "Ray Miller, Inc " 8vc list end 
JORDAN, £ L Division of Emergency Pr spared no** St Engineering 
Response (Po»t 030103). 83/01/26 Consolidated Edison Co, of New 

York. Inc 1 18pp 17023 160 24X Fiche 30-000.03/01/26,0212060330 


8212060363 IE Info Notice 03-04, "Failure of Elma Power Supply Unit* “ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness k engineering 
Response (Poet 030103) 03/03/10 Consolidated Edison Co of New 

York, Inc 1 lOpp 17347.191 24X F ic he 50-000, 03/02/10, 821 2060363 


0212060369 IE Info Notice 03-09, "Obtaining Approval for Disposing of 
Very Low Level Radwast* - 10CFR20 302 “ Svc lift end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 03/02/24 Con*olidated Edison Co of New 

York, Inc Ulpp 17347 090 24X Fiche 30-000.03/02/24,0212060369 


0212060366 IE Info Notice 83-06, "Nonid entica 1 Replacement Part* " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 63/02/24 Consolidated Edison Co of New 

York, Inc U2pp 17361 148 24X Fiche 90-000,03/02/24,8212060366 


0 Reportable occurrences, LER* k related correspondence 


8212140330 Part 2i rept re problem w/Broun Boverl Electric, Inc low 
voltage circuit breakers w/solid state trip devices Units 
from San Onofre 263 failed due to long-term degradation of 
filter capacitor C205 Suspect trip units should be tested 
DUVALL, D, D Brown Boverl Corp (subs Drown Boveri k Co , Ltd,) 
02/12/10 STELLO.V Director's Offlca, Office of Inspection and 
Enforcement 2pp 17023 204 24X Fiche’ 90-000, 02/12/10, 0212140330 


8212060360 IE Info Notice 83-02, “Ufflltarqus HOBC, HiDC, H2BC 6 HSBC 
Qsarhsad*. v Svc list end. 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 03/01/20, Consolidated Edison Co of New 

York, Inc I09pp 17144 001 24X Fiche- 50-000, 03/01/28, 021 2060360 


8212060361 IE Info Notice 03-03, "Calibr of Liquid Level Instrument*." 
Svc list end, 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 63/01/28 Consolidated Edison Co of New 

York, Inc HOpp 17074; 099 24X Fiche 50-000,83/01/20,0212060361. 


8302230299 Forward* IE Imp Rept* 90-361/02-43 k 30-362/82-35 on 
021222-830119 8, notica of violation 

BISHOP, T. W Division of Resident, Reactor Project *< Engineering 
Programs 03/01/28. PAPAY.L T Southarn California Edison Co 
2pp 17244 339 24X Fit he. 30-361, 03/01 /2B, B3Q2230233 


8302230263 IE Imp Rept* 90-361/82-43 k 50-362/02-35 on 021222-830119 
Noncomplianca noted* fat lure to properly label container of 
radioactive metl 

CHAFFEE, A , KIRSCH, D Division of Resident, Reactor Project k 
Engineering Programs. 83/01/27 6pp. 17244 342. 24X 

Fiche* 90-361,03/01/28. 0302230255 


8302230369 Forward* IE Insp Rapts 50-206/83-03,90-361/03-04 k 
50-362/03-05 on 830117-21 & notice of violation. 

BOOK.H E Division of Radiological Safety It Safeguards Program 
03/02/04. PAPAY, L T Southern California Edison Co, 2pp 
17246.292 24X Fiche 50-206,83/02/04.0302230369, 


—8302230378 IE Insp Rapts 90-206/03-03,90-361/03-04 k 90-362/03-09 on 
830117-21. NoneompHancf noted, failure to submit 30-day 
special rept St one unresolved item involving meeting 
acceptance criteria of Rig Ouide 4 13, 

YUHA8.0 P , HEN8LAW8KI , F. A. , BOOK, H. E Division of Radio log icel 
Safety k Safeguards Program 03/02/03 9pp. 17246*299 24X 

Fiche* 50-206, 83/02/04, 0302230365 


8302230396 Forwards IE Imp Rept* 50-36 1/B3-02 k 90-362/83-02 on 
030110-14 St notice of violation 

BISHOP, T W Division of Res ldent, Reactor Project S< Engineering 
Programs. 03/02/04. PAPAY, L T Southern California Edison Co 
2pp 17247:269 24X Fiche. 50-361, 03/02/04, 0302230396 


■8302230406 IE Insp Rept* 30-361/03-02 k 90-362/83-02 on 830110-14 
Noncompliance notad, fai 1 ure to maintain acceptable levels of 
housekeeping for Unit 2 

ECKHARDT, J H. , KIRSCH, D F, Division of Resident, Reactor Project k 
Engineering Programs. S3/02/04 lOpp 17247,273 24X 

Fichs 90-361,83/02/04,6302230396 


0302010670 Forward* LER 02-OO8/O3L-O Detailed event analysis submitted 
RAY, H B Southern California Edison Co 03/01/14 ENQELKEN, R H 
Region 3, Office of Director, 2pp 16979 167 24X 

Fiche* 50-362, 03/01/14, 8302010679 


—0302010601 LER 02-OO0/O3L-O* on 021219, while in Mode 9, RC8 chloride 
level exceeded limit of 0 15 ppm Caused by displacement of 
chloride from purification Ion exchange resin to RC8 
Resin replaced 

RAY.H B Southern California Edison Co 03/01/14, Region 9, 
Office of Director, Ip 16979 169 24X Fiche 50-362,03/01/14, 

0302010678 


0302010471 PN3-V-83-003: on 0301 26, sec ur i ty guard accidentally 
discharged newly issued revolver k caused superficial wounds 
to right leg Guard treated k held overnight at hosp for 
observati on 

M0RTEN8EN, W P j 9CHJSTER, M D Region 9, Office of Director 
03/01/27, Ip 16901 302 24X Fiche 90-361,83/01/27,0302010471. 


0302150147 Forwards LER 82-01 1/O3L-0 Detailed event analysis submitted 
RAY, H B Southern California Edison Co 03/01/28 ENQELKEN, R H 
Region S, Office of Director 2pp 17147*213 24X 

Fiche. 90-362, 03/01/28, 0302190147 


*0302190199 LER 82-01 1/03L-0* on 821217, during Mode 9, Zone 41 (cable 
spreading room) fire detector* removed from svc to permit 
repair of cables Caused by minor cable damage during const 
activities Cable replaced 

RAY, H, B Southern California Edison Co 83/01/20 Region 5, 
Office of Director, lp, 17147*219 24X Fiche 50-362,03/01/20, 

8302190147 


0302190217 Forwards LER 02-O1O/O3L-O Detailed event analysis submitted 
RAY, H B Southern California Edison Co 03/01/31 ENQELKEN, R H 
Region 3, Office of Director 2pp 17149 269, 24X 

Fiche* 90-362, 83/01/31. 0302190217 


‘0302150229 LER 82-010/03L-0 on 821 1 15, during surveillance testing, fire 
detection instrumentation found inoperab 1 e, Testing revealed 
need to rep lact/r epair parts of sys Rep lacements/repairs 
expected to be complete in 90 days. 

RAY, H B, Southern California Edison Co, 03/01/31 Region 9, 
Office of Director Ip 17149,267. 24X Fiche* 90-362, 83/01/31, 

8302130217 


83020/0273 Forwards responses to NRC 930114 request clarified by 
030123 meeting re E8F actuation sys event on 821217 Response 
to 14 addl questions, per NRC 030129 telcon also end 
BA8KIN, K P Southern California Edison Co. 83/02/03 KNIGHTON, G W 
Licensing Branch 3, 123p, 17031*191, 24X Fiche: 90-361 , 83/02/03, 

0302070273, 


0302230395 Forwards IE Insp Rapts 50-361/82-49 k 50-362/02-37 on 
821225-830123 .no noncompliance noted 

BISHOP, T W. Division of Resident.Rf actor Project k Engineering 
Programs, 83/02/09. PAPAY, L. T. Southern California Edison Co 
2pp 17240 074. 24X Fiche, 50-361, 83/02/09, 8302230395, 



DOCKETED ITEMS 


247 


T Hearing transcript* on non-anti trust matters 


0302070270 Add 1 response to FGIA request for document* rt EE Kent 
allegation* concerning facilities 

FELTON, J M Division Of Rules and Records 82/12/13 CARPENTER, T 
Orange County Alliance for Survival lp 17060 001 24X 

Fiche 50-361 . 92/ 1 2/ 1 3, 0302070278 


— 8302070205 Draft fcranicript of EE Kent taped 021015 interview in Dana 
PointiCA of allegation* re weld con«t quality at facilities 
Pp 1-257 Related info end 

SHACKLETONi 0 C Director'* Office, Office of Inspection and 
Enforcement 82/10/15 243pp 17060 006 24X 

F i c h e 50-362, 82/12/13, 8302070278 


V Operator Examination* 


0301310203 Ganeric Ltr 03-06 tp all power reactor 1 ic ttnsees, app 1 icanti 
for OL*,NSB vendors, reactor vendors St AE re certificate! 

St revised format for reactor operator «< senior reactor 
operator licenses Bvc list end 

EI8ENKUT, DG Division of Licensing B3/01/31 Consolidated 

Edison Co of New York, Inc, 14pp, 17347 177, 24X 

Ficha 50-000,83/01/31,8301310203 


DOCKET 50-363 FORKED RIVER NUCLEAR STATION, UNIT 1 


0 Inspection reports, IE Bulletins 4: correspondence 


8302030342 Act receipt of 030120 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-363/80-02 
MARTIN, T T Division of Engineering 8, Technical Programs 83/01/2B 
CARROLL, J T Jersey Central Power S< Light Co lp. 17006 106 24X 

Fiche 50-363, 03/01/28,8302030342 


— 0302030365 Responds to NRC ltr re violations noted in IE Insp Rept 
50-363/80-02, Corrective actions, soil erosion control 
project at barge unloading facility completed 

CLARK, P R General Public Utilities - GPU Service Corp 83/01/20 

HAYNES, R Region 1, Office of Director lp 17006 107 24X 

Fiche 50-363,83/01/20,8302030342. 


DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 


A App 1 ica t ion/cons true tion stage documents b correspondence 


G302030039 Releases public version of rev to site emergency plan, 
radiation emergency medical plan b State of AL radiological 
emergency response plan 

FELTON, J M Division of Rules and Records, 83/01/27 Document 
Management Branch lp, 17024 001 24X Fiche. 50-348, 83/01 /SS 7, 

8302030059, 


— 8302030063 Forward* public version of rev to site emergency plan, 
radiation amergency medical plan St State of AL radiological 
emergency response plan 

HUDSPETH, J B Alabama Power Co. 02/12/15 Office of Nuclear 
Reactor Regulation, Director. lp 17024.002 24X 

Fiche 50-340, 03/0 1 /27, 8302030059, 


— 8302030068 Public version of rev to site emergency plan, radio tion 
emergency medical plan St State of AL radiological emergency 
response plan 

MCDONALD, R P. , HAIRSTON, W 0 Alabama Power Co 82/12/06 B26pp, 
17024.003. 24X Ficha. 50-348, 03/01/27,0302030059 


0301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for QL L holders of CPs re regional workshop 
concerning Suppl 1, NURE0-0737, ''Requirements for Emergency 
Response Capability '* Svc list end 

EISENHUT, D 0, Division of Licensing. 83/02/01 Consolidated 
Edison Co. of New York, Inc 11pp. 17221.226 24X 

Fiche* 50-000, 03/02/01,8301210340 


8302090462 Releases public version of revised emergency plan 
implementing procedure. 

FELTON, J M. Division of Rules and Records. 03/02/03 Document 
Management Branch lp 17132*107 24X Fi c he. 50-340, 03/02/03, 

0302090462. 


— 0302090467 Forward* public version of Rev 1 to Emergency Plan 
Implementing Procedure OOHEIP-117, "Emergency Operations 
Facility Administrative Support u 

CLAYTON, F L Alabama Power Co. 03/01/24. VAROA, 8. A Aieiitant 
Director for Operating Reactors. lp. 17132 108 24X 

Fiche. 50-340, 03/02/03,8302090462. 


— 0302090471 Public version of Rev 1 to Emergency Plan Implementing 
Procedure G0-EIP-117# "Emergency Operations Facility 
Administrative Support. n 

MCGOWAN, J. W Alabame Power Co. 03/01/25 42pp. 17132.109. 24X 

Fiche ■ 50-340, 03/02/03,8302090462. 


M Antitrust correspondence 


8302170011 Forwards audit repts on seismic b dynamic qua 1 i f icafc i on of 
saf sty-related equipment Repts alio available in PDR 
BAOOHIrO Equipment Qua 1 i f icat ion Branch 03/02/02 NOONAN, V 8, 
Equipment Qualification Branch. 3pp. 17205*100, 24X 

Fiche 50-000.83/02/02,8302170011 


— 8302170034 Trip rept of 800707-10 visit to facility to review 
qual if icatl on methods, procedures b results for 34 Sdimic 
Category I Mechanical b electrical equipment b supporting 
structures 

HOFMAYERrC H Equipment Quel if icat Ion Branch 00/10/01 
ROSZTOCZY, 1 R Equipment Qua 1 i f i ca ti on Branch 20pp 17205 257. 
24X Fiche 80-000,03/02/02,8302170011 


F Security, medical, emergency b fire protection plant 


6302170268 Forwards AL Electric Cooperative response to AL Power Co 
motion for stjy of mandate Certificate of Bvc end, Related 
correspondence. 

MAC GUINEAS, D. B, Volpe, Boskay b Lyons. MAC0UINEA8, D B. Alabama 

Electric Coop erative, Inc . 83/02/14 ZDLLER, N E. Unknown 

Affiliation, 4pp. 17170.224 24X Fiche* 80-348, 83/02/14, 0302170265 


P Operating liceni# stage documents b correspondence 


8302030344 Advises that util will submit results of review of 
available reactor vessel level sys (TMI Action Item 
II.F.2) per Generic Ltr 02-28 schedule. 

CLAYTON, F L, Alabama Power Co. 03/02/01. VAROA, 0. A, Office of 
Nuclear Reactor Regulation, Director lp 17008*359. 24X 

Fiche* 30-348, 03/02/01,8302030344 


8302010016 Releases public version of on-call schedule for 1903 

FELTON. J M Diviiion of Rules and Records 03/01/26, Document 
Management Branch, lp 16993*003. 24X Fi che: 50-348, 03/01/26, 

8302010016, 


— 8302010021 Forwards public version of on-call schedule for 1983, per 
Administrative Procedure FNP-O-AP-4, "Control of Plant b 
Document Record*. " 

HUDSPETH, J. B Alabama Power Co 82/12/30 Office of Nuclear 
Reactor Regulation, Director, 3pp. 16995*004, 24X 

Fiche. 80-348, 03/01/26, 0302010016, 


8302010026 Releases public version of on-call schedule for 1903 

FELTON, J. M Division of Rules and Records 83/01/26, Document 
Management Branch. tp 16993 093. 24X Ft che* 80-348, 03/01/26, 

8302010026 


— 8302010029 Forward* public version of on-call schedule for 1983, per 
Admlnistrat ive Procedure FNP-O-AP-4, “Control of Plant 
Documents b Record* Ir 

HUDBPETH, J. B. Alabama Power Co 83/01/05 Office of Nuclear 
Reactor Regulation, Director, 3pp 16995.096. 24X 

Fiche. 30-348, 83/01/26, 0302010026 


0302090329 Forwards list of all ^licensing item* requiring NRC approval 
in 1903 Status will be updated monthly to reflect add 1 
submittals requiring NRC approval, 

CLAYTON, F L Alabama Power Co. 83/02/01 VAROA, S. A Office of 
Nuclear Reactor Regulation, Director, 6pp. 17070.336. 24X 

Fiche. 50-340, 83/02/01,8302090329 


8302100245 Supplemental request for administrative Tech Spec changes 
to Licenses NPF-2 b NPF-8. Changes will allow for better 
scheduling of certain surveillance testing. 

CLAYTON, FL Alabama Power Co 03/02/01, VAROA, 0. A Office of 
Nuclear Rsactor Regulation, Director. 9pp. 17114.065. 24X 

Fiche; 50-348, 83/02/01,8302100245 


—0302100248 Proposed administrative Tech Spec change* which will allow 
for better scheduling of certain surveillance testing, 

# Alabama Power Co, 03/02/01 29pp 17114 074. 24X 
Fiche* 50-340, 03/02/01,8302100245. 


8302100175 Forward* SER for environ qualification of safety-related 
electrical equipment. Plan* for qual if icatlon or replacement 
of unqualified equipment b schedule for corrective actions 
should be submitted within 90 days. 

VARGA, 9. A Operating Reactor* Branch 1 83/02/04. CLAYTON, F. L 

Alabama Power Co. 3pp. 17132,151 24X Fl Che; 80-364, 83/02/04, 

0302100175 
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DOCKETED ITEMS 


-**8302100179 SEfi r» environ qualif ication of safety-related electrical 
equipment Ittm requiring util Attention Identified. 

* Equipment Qual if it* t ton Branch 03/02/04. 5pp. 17132 154 
24K Fiche: 50-364* 03/02/04, 0302100175. 


— 8301200219 "Review of Licenee* Resolution of Outstanding- Issues From 
NRC Equipment Environ duel tfication BERe (F-ll 4* B-60), 

JH Farley Nuclaar Plant* Unit 2 * m final technical evaluation 
rapt 

TOrtAN. 0 J. Franklin Institute/FTanklin Research Cantar 

NR C- 03 -79-1 10, TER-C5257-510, 83/01/17. SHEffANSKI, P. NftC - No 

Detailed Affiliation Given. 379pp. 17132.159 24X 

Flo ha: 30-364* 83/02/04, 9302100173. 


8302000295 Oeneric Ltr 63-09 to all operating reactor licensees* 
applicant* for OL I* holders of CP for C-E PWRs re review of 
CHE Owner* Group emergency procedural guideline program Bvc 
liet end 

EXBCNHUTi 0. 0. Division of Liceming. 83/02/06, Consolidated 
Edison Co. of New York. Inc. 1 1pp. 17290:247. 24X 

Fie he 50-000* 83/02/00* 6302080295 


8302080304 Oenerlc Ltr 83-11 to all operating reactor licensee* re 
l lesntee qualification for performing safety analysie in 
support of licensing action* Ability to u«# code must be 
demon* trated by vendor or License*. Bvc list and. 

EI8ENHVT* D.Q. Division of Licensing. 83/02/00. Como lids ted 
Edison Ca of New York* Inc, 9pp. 17234.234, 24X 

Fiche: 50-000* 83/02/08, 83 020 803 04 


8302090085 Generic Ltr 83-100 to all licensees w/Wes t i ngh o use designed 
NS6S (except Yankee Atomic Electric Col re resolution of 
THI Action Item II K. 3. 5, -Automatic Trip of Reactor Coolant 
Pumps. - 6vc 1 1st end , 

Eisewur, D. 0 Division of Licensing 83/02/00. Southern 
California Edison Co, 31pp. 17290:262 24X Ft che : 50-000, 83 / 02/00, 

8302090085. 


0302180247 Responds to 030103 request far eddl info re boron 
concentration reduction in boron injection tank per util 
821230 ltr. Existing emergency operating procedure for small 
break LOCA not impacted by proposed change In concentration 
CLAYTON, F.L Alabama Power Co, 03/02/11. VARGA* 9 A Division of 
Licensing. 3pp. 17211 235. 24X Fiche- 50-340, 83/02/11, 8302160247. 


8302230197 Advises that util will implement mode to provide two upper 
head thermocouple Inputs to subcooling monitor during next 
outage of sufficient duration but no later than second 
refueling outage, per NUREQ-0737, Item II. F. 2. 

CLAYTON, F.L. Alabama Power Co 83/02/15 VAROA* 9 A Office of 
Nuclear Reactor Regulation, Director. 2pp. 17245.041. 24X 

Fiche, 50-364. 63/02/15* 8302230197 


8302230307 Informs that portions of Franklin Research Ctr technical 
evaluation rept re environ qual if icat ion of safety-related 
equipment are proprietary. 

CLAYTON, F.L. Alabama Power Co. 83/02/16. VAROA, S A Office of 

Nuclear Reactor Regulation* Director. Ip 17246:154. 24X 

FiCha 50—348, 03/02/16, 6302230387 


0. Inspection reports, IE BuUatlnt It correspondence 


8302150009 Responds to IE Bulletin 82-02, "Degradation of Threaded 
Fastener* In RCPB of PWR Plants. " Fasteners on closure 
connection* routinely opened for component insp/malnt 
during refueling outags. Result* listed. 

CLAYTON* F, L. Alabama Power Co. 83/01/17. O'REILLY* J. P Region 2, 
Office of Director, 3pp. 17146:000, 24X Fiche: 50-364, 83/01 /17, 

8302150009. 


8212060359 I£ Info Notice 63-01, "Ray Miller, Inc. •• five list end. 
JORDAN, E. L, Division of Emergency Preparedness 1 Engineering 
Response (Post 630103). 83/01/26. Consolidated Edison Co of New 

York, Inc, ItSpp 17023:160. 24X Fiche: 50-000, 63/01/26* 881206 0338, 


6212060360 IE Info Notice 83-02, -Limi torque H08C* HiBCr HSBC 6 H3BC 
Overheads. - 8vc list encl 

JORDAN* E L. Division of Emergency Preparedness I* Engineering 
Response (Post 030103). 03/01/28. Consolidated Edison Co. of New 

York, Inc. I09pp 17144:001, 24X Fiche; 50-000, 63/01/26, 6212060360, 


0212060361 IE Info Notice 83-03, "CalUr of Liquid Level Initrumenta. " 
five list encl. 

JORDAN* E, L. Division of Emergency Preparedness L Engineering 
Response (Poet 830103). 83/01/28 Consolidated Editor Co. of New 

York* Inc. ItOpp, 17074:095, 24X Fiche. 90-000, 63 /Ot/26, B21 2060361 


9302000012 Forwards summary of addl requests for relief from certain 
lpservlce insp requirements of ASME Code, Section XIrArtielo* 
IUA-5000* IMS - 3000* rUC-SOOO, HfD-3000* IWC-2000 I* IWD-2000 
Relief requested by 630901 

CLAYTON, F L Alabama Power Co 93/01/28 VAROA* 8 A Office of 

Nuclear Reactor Regulation* Director 30pp 17030 263 24X 

Fiche 30-364*63/01/26*6302060012 


—0302080017 Responds to 8ALP Repts 50-34B/S2-28 & 90-364/82-20 re lack 
of physical exams for fire brigade members it substandard 
welding 6 cutting fir# prevention procedures Present use of 
flame permits 6 exams adequate 

CLAYTON* FL Alabama Power Co 03/02/02 O'REILLY* JP Region 
2* Office of Director 6pp 17058*273 24X Fich e. 50-364, 

03/01/26.0302000012 


6212060363 IE Info Notice 83-04* “Failure of Elma Power Supply Units * 
Bvc list and 

JORDAN* E L Division of Emergency Preparedness it Engineering 
Reipon t e (Post 830103) 83/02/18 Consolidated Edison Co of New 

York* Inc, 1 10pp 17347-191, 24X Fiche 50-000*83/02/10,0212060363 


8212060365 IE Info Notice 03-09* “Obtaining Approval for Disposing of 
Very Low Level ftadwaste - 10CFR20 302 « Bvc list encl 
JORDAN* E L. Division of Emergency Preparedness & Engineering 
Response (Post 030103), 83/02/24 Consolidated Edison Co of New 

York* Inc. lllpp 17347 090 24X Fiche 90-000,83/02/24,8212060345 


8212060366 IE Info Notice 83-06, "Nonidentical Replacement Parts." 
five list encl . 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co. of New 

York* Inc II2pp. 17361 140. 24X Flc ha- 90-000* 03/02/24, 8212060366 


R Periodic operating reports 6 related correspondence 


8302220406 Forvardi monthly operating rept for Jan 1983 

CLAYTON, F L. Alabama Power Co 03/02/14 Management Information 
Branch lp 17232.136 24X F iche. 50-36 4 * 03/02/14* 03022204 00. 


— 9302220413 Monthly operating rept for Jan 1983 

HAIRSTON* U 0 Alabama Power Co 83/02/03 4pp 17232:137 24X 

Fiche. 50-364, 03/02/14, 0302220408 


3, Reportable occurrences* LEfts & related correspondence 


8302010916 Notifies of ty p ograph i e a 1 error in 830106 ltr forwarding 
LER 81-0 10/03X-1 Ltr mistakenly referred to LER 
82-043/0 IX-I 

CLAYTON. F L Alabama Power Co 83/01/24 Region 2* Office of 
Director. Ip 16977 299 24X Fiche 50-364,83/01/24*8302010516 


6302230700 Forwards LER 83-003/03L-0 

CLAYTON. F L Alabama Power Co 03/02/16. Region 2, Office of 
Director. Ip. 17246.357, 24 X Fiche * 50-364. 03/02/ 16. 8302230700 


6302230711 LER 03-OO3/O3L-O: on 030117* during performance of RHR valve 
inservlce test.moftoT operated valve 68380 failed to reopen 
after being stroked closed Caused by loose contacts in valve 
operator limiting switch Contacts replaced 

HAIRBTON* W 0 Alabama Power Co 63/02/16 Region 2. Office of 
Dirsctcr ip 17240 1 398. 24X Fiche 50-364.03/02/16,0302230700 


830220021 1 RO. on 030215, both trains of control room filtration unit I* 

A train penetration room filtration sys failed to meet Tech 
Spec criteria for carbon eff ic i ency. Caused by 
misinterpretation of Reg Guide 1.52 

HAIRSTON, W G Alabama Power Co 83/02/16. O'REILLY, J P Region 2* 
Office of Director. 2pp 17304:362, 24X Fiche* 00-340, 03/02/16. 

6302200211. 


0302200039 Forward* LER 83-002/03L-0 

CLAYTON* F.L, Alabama Power Co. 83/02/17 Region 2. Office of 
Dirsctcr ip. 17307: 199. 24X Fiche. 50-36 4* 03/02/17, 0302200038 


8302200042 LER B3-002/03L-0. on 830121* while attempting to increase 
accumulator nitrogen pres *ure* c onta Inment isolation valve 
failed to fully open. Caused by valve binding between cage it 
plug at semb 1 y. Cag e & plug replaced 

HAIRSTON, W 0. Alabama Power Co. 83/02/17. Region 2* Offic* of 
Director. Ip. 17307:200 S24X FI che* 50-364* 83/02/17* 8302200030 


9302040398 EN-83-006; on 030202* notice of violation I* proposed 
Imposition of civil penalties to be i seued. Act Ion based on 
violation re inoperability of containment spray sys. 

BARBER. 0. * AXELRAD* s). Director'* Office, Office of Inspection and 
EnJ®rcsmant. 83/01/20. ip. 17019:051. 24X Fi cha: 50-364, 83/01/20, 
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V Operator Examinations 


8301310203 Oeneric Ltr 83-06 to all power reactor 1 i cant* es, ep p 1 i cants 
for QLs,N58 vmdart , r*ac t or vendor* & AE r » c er fci f icate « 

& revi «#d Format; For reactor operator b senior reactor 
operator license* Svc list end 

E I8ENH0T 4 D 0 Division oF Licensing 83/01/31. Consolidated 

Edison Co oF New York, Inc 14pp. 17347 1 77 24X 

rich*: 90-000, 03/0 1/31, 8301310203 


DOCKET 30-366 EDWIN I HATCH NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency & Fire protection plant 


8302100221 Forward* IE Imp Rapt* 30-321/82-43 b 30-366/82-41 on 
021 120-1219. No noncompl iance noted 

DANCE* H C Division of Project b Resident Programs. 83/01/1 0. 

KELLY# R J Georgia Power Co, 2pp 17130; 033. 24X 

Fiche 30-321,03/01/10,8302130221 


— 0302150234 IE Insp Repts 50-321/82-43 b 30-366/02-41 on 021 1 20-121 9. No 
noncomp 1 lance noted Major areas inspected ■ Tech Spec 
compliance, operator performance, overall plant operations, 0A 
practices & station & site security procedures. 

H0LME6-RAY, P. Division of Project * Resident Programs 83/01/07 
4pp, 17130 037 24X Fiche 30-321 , 83/01 / 10, 8302 1 30221 . 


8302130716 Forwards IE Insp Repts 90-321/82-44 b 30-366/82-39 on 
021206-10. No noncompliance noted 

DANCE, H C Division of Project b Resident Program* 83/01/10 

KELLY, R. J Georgia Power Co 2pp 17133' 030 24X 

Fiche. 30-321, 03/01/10, 0302130716 


— 0302150721 IE Insp Repts 30-321/82-44 b 30-366/02-39 on 921206-10, No 
noncompliance noted. Major area inspected, radiological 
emergency exercise. 

ANDREWS, D. L Division of Emergency Preparedness b Materials 
Safety 03/01/07. 7pp 17133 032. 24X Fiche. 50-321, 83/01/10, 

0302130716 


0302130427 Aek receipt of 830107 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-321/82-39 b 
30-366/82-37 

DANCE, H. C. Division of Project b Resident Programs 03/01/19 

KELLY, R j Georgia Power Co, lp 17197*030 24X 

Fiche. 50-321, 03/01/19,830219042 7 


—8302150408 IE Insp Repts 90-321/02-39 8, 90-366/82-37 on 821028-1120 
Noncomp llance noted' out of svc RHR svc water strainer outlet 
valve 2E11-F116B Found shut but unlocked & inlet valve 
2E11-FU7B Found locked open 

HOLMES-RAY, p. Division of Project * Resident Programs, 82/12/08. 
4pp 17137 043 24 X Fiche 90-321,83/01/19,8302190427 


0302150611 Ack receipt of 021130 b 1230 ltr* informing NRC of steps 
taken to correct violations noted in IE In«p Repts 
90-321/82-32 * 90-366/82-30 

DANCE, H. C. Division of Project * Resident Program* 03/01/19 

KELLY* R J Georgia Power Co. lp 17194; 146. 24X 

Fiche. 90-321, 83/01/19,8302150611 


—8302150699 IE Insp Repts 90-321/82-32 b 90-366/02-30 on 020828-0920, 
None ompl iance noted Failure to follow HPCI surveillance 
proc edure, properly notify NRC b follow health physics 
prac edure 

ROGERS, R. F. Division of Project b Resident Programs. 82/10/29 
4-pp 17194; 197, 24X Fiche: 90-321, 83/01/19, 830215061 1. 


8302020336 Releases public version of revised Emergency Plan 
Implementing Procedures, 

FELTON, J M, Division of Rules and Records, 03/01/28. Document 
Management Branch. lp. 16997:040. 24X FI che' 90-321, 83/01/28, 

8302020336. 


— 6302020342 Forwards public version of revised Emergency Plen 
Implementing Procedures, including Procedures HNP-0134 re 
whole body counter sys,HNP-4530 re alert - shift supervisor 
b HNP-4730 re general emergency - shift supervisor 
NlXrH, C Georgia Power Co. 03/01/18 Office of Nuclear Reactor 
Regulation, Director, lp. 16997.041. 24X Fiche ■ 90-321, 83/01 /28, 

6302020336. 


— 0302020346 Public version of revised Emergency Plan Implementing 
Procedures, including Procedures HNP-0134 re whole body 
counter eyi,HNP-4930 re alert - shift supervisor b HNP-4730 
re general emergency - shift supervisor. 

ROGERS, W, H. , NIX, H. Georgia Power Co. 03/01/06. 108pp. 

16997.042. 24X Fiche: 90-321, 83/01/28, 8302020336, 


8301210340 Generic Ltr 83-04 to a 1 l licensees of operating reactors, 
applicants for QL b holders of CPs re regional workshop 
concerning 8uppi 1 , NURE 0-0737, "fitequi remenfcs for Emergency 
Response Capability " Svc list end. 

E iaENHLftr D„ 0 Division of Licensing 83/02/01 Consolidated 

Edison Co. of New York* Inc lipp 17221,226 24X 

Fiche 50-000,83/02/01,8301210340. 


0302180279 Requests cotif irmat ion of current revs to security plamuslns 
encl list of effective pages as guide. Recei pt form end 
QUCUA, L T. Georgia Power Co 03/02/11, 0TOLZ, J Operating 
Reactor* Branch 4 5pp 17212 094 24X Fiche. 90-321 , 83/02/11 , 

8302180279. 


8302180123 Requests meeting on or after 830329 w/NRR to appaal for 
reconsideration of NRC proposed denial of App 8 exemption 
request Add I info forthcoming to c lar If y 820701 submittal. 

QUO UA, L T Georgia Power Co. 03/02/14. 8T0L2, J- F. Operating 

Reactor * Branch 4 2pp. 17216 102 24X Fiche 90-321,03/02/14, 

8302 1 801 23. 


P, Operating license stage documents b correspondence 


8302040250 Documents verbal commitment to make simulators available 
for control room task analysis, 

BECKHAM, J. T. Georgia Power Co 83/01/20, fiTOLZiJ, Operating 
Reactors Branch 4, lp. 17020:047. 24X Fiche- 50-000, 83/01/20, 

0302040250. 


8302020402 Notification of 830223-24 meetings w/utilrEOtO b SCSI in 
Atlanta, GA to dlecws* NRC questions re review of licensee 
radiological effluent Tech Spec submittal 

RIVENSARK, 0 Operating Reactors Branch 4. 03/01/31. BTOLZ, J.F. 

Operating Reactors Branch 4, 2pp. 16999:267. 24X 

FIch«. 50-321, 03/01/31, 8302020482. 


0302040282 Notification of 830202 meeting w/utll in Bethesda, MD to 
discuss environ qualification program 

RIVENBARK, 0. W. Operating Reactor* Branch 4. 83/01/31, STOLZmJ F, 

Operating Reactors Branch 4. 2pp. 17042:290. 34X 

Fiche 50-321, 83/01/31, 8302040202. 


8302000384 Notification of 930216 meeting w/utll in Bsthesda, MD to 
discuss average power range monitor rod block monitor 
Tech Spec program prepared to Improve operational 
f lexlb 1 1 i ty. 

R TVENBARK, O, W Operating Reactors Branch 4. 83/02/01. BTOLZ, J F, 

Operating Reactors Branch 4 2pp. 17108:001. 24X 

FIch# 50—321, 03/02/01, 8302080304 


8302030089 Generic Ltr 83-00 to all Nark I containment licensees re 
mod of vacuum breakers on Mark I containmen t. Requests 
commitment to submit results of plant-unique calculations 
which formed bases for mod. Svc list encl 

EISENHUT* D. 0. Division of Licensing 83/02/02 Oeneral Public 
Utilities - GPU Service Corp. Spp. 17074:086. 24X 

Fiche. 90-000, 03/02/02, 8302030009. 


8302100036 Forward* Amends 92 b 30 to Licenses DPR-57 b NPF-5, 
respective ly, safety evaluation b notice of ieeuance b 
availability Amend* revise Tech Spec* by modifying numerical 
value* for reactor water levels b setpoint*. 

RIYENBARK, 0. W. Operating Reactor* Branch 4. 03/02/02 BECKHAM, d, T, 

Georgia Power Co. 2pp. 17135.138 24X F i the: 50-321, 03/02/02, 

8302100036. 


—8302100051 Amends 92 b 30 to Licenses DPR-57 b NPF-5# rsspec tl vely, 
revising Tech Specs to modify numerical values b setpoints 
for reactor water levels measured by shroud water level 
instrument!, 

8 T 0 LZ, J F, Operating Reactors Branch 4. 83/02/02. 23pp. 

17135' 140. 24X Fiche ■ 50-321, 03/02/02,0302100036. 


—0302100060 Safety evaluation supporting Amends 92 b 30 to Licenses 
DPR-57 b NPF-5# respectively 

a Office of Nuclear Reactor Regulation, Director. 03/02/02. 3pp. 
17139:158. 24X Fiche: 90-321 , 83/02/02, 0302100036. 


— B3O310OO76 Notice of issuance b availability of Amend* 92 b 30 to 
Heins#* DPR-57 b NPF-5# respectively. 

STOLZ, J. F. Operating Reactor* Branch 4. 83/02/02. 2pp 

17135. J61. 24X Flcha: 90-321, 03/02/02,8302100036. 


0302000020 Application to amend License NPF-5 adding Tech Specs for 
instruments installed In post-accident monitoring Instrument 
table. 

« Georgia Power Co. 03/02/03. STOLZ. J Operating Reactors Branch 
4 , 4pp. 17090:199. 24X Ft«b# : 50-366, 83/02/03# 8302000020. 
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— auoaosooas Fropowd Tuck re pott-«ct Pent monlfcoi-lnp 

i n *r.r B u'^"r c 0 . MPC 8/03. 17098. W* MX 

Fi<ho' 3o-346i es/oa/oa, aooaoaooao 


aaoaawooi t« wrtu.*i* ;♦ w*f te '**•**'' ' 0T 

rtdd L Info r* pl*nt-*paCif ie applicability of &«n*rU 

an*ly»ift 0E 1978 }*«irU * n «lv» Joufldt of lo.i 

dc powrr lourc* on LOCA P«J* 1*^63/02/07 BECKHAM. J T 

8JSS-.2 55T «» i^«r. 

8302220006, 


0304220006 Safety •valuation ra pUnt-iptclfic applicability °f 1*70 

^fg.n.ric "aty.U Analy.l. bound. of lota of « 

flpwtr tours* on LOCK P»at cladding t*»p Q7 2 

J woC - Mo DftUUad Affiliation ©Ivan A 3 >/ 02/07 2 pp 

17233 ' 310 . 2 AX F i cha: 30 - 321 . 83 / 02 / 07 , 63022*0006 

B 302080 S« C.P.MC W W'M * 1 ‘ SSrS^uSr^'J.iUi”"*' 
applicant* for DC I* holder* of CP for C-E PWR» r* roviow 
C-€ Ovriort Group amargincy procedural guidalifla program, 8vc 

■umur.i’. uvi.i* 5. “»«*<», «g*J» w *“- l,ttW 

Ediion Co, of Niu Vorlr Inc Upp 17290 ', 2 AT 
Fich»! 50 - 000 a 83 / 02 / 09,0302080295 

eaoaowaoi h».it tu m-cs to sjw 

- _ 4 { ATflum ■. an d 1 leant ft for OL « holder* of Cr ocn or 

"&»»T P g«nty Procedure flvUiUMt. JftV a, - MED0-2493A. Jun« 

ESv“Ha^ : S;;^^«asssa.. 

830300030* totit Ltr 93-11 to all op.taHa. M«t«r 11r#n«*» *» 

E!eeJwT : ‘D'o.' > 'DWUlor 0 at l uIao.ln,. M/02/9S Coneelld.t., 
edlfton Co of MftW Yori* InC 9pp 17234,20+ 24* 

Etch* 50 - 000 * 83 / 02 / 08.8302000304 


B302170W forward* far «ddl InfQ r ! <? 7!37, 1 

“Verify Qualification af Accumulator* on Automatic 

Daprat.wr nation By* VaWa#.- R**P*nfe yithin 60 

£5 !ir h A T * 

6302170527 


6302W53O FoTWtrdt r«qu*«t for addl info r* review of HURE0-0737, Itanift 
I A 2 l 4» "Upgrading of Reactor Operator It Senior Operator 
tV*Wns w * II.* 4, "Training for Mitigating Cor* Damage ” 
flaipnma Tiqueitad *itUn 30 day* of l J r r 55J*£^>g BECKMAN, J T 

5?*W rK£SfiS2*.?SSS?ifc ■ 

9302170330 


0302330*0* Rwettt *30*03 «»Ut«ti«i #«r * 

MPF-9, eon»i»t ing of change* to Tech flpac* rft poftWccldent 

oucUAtL f „ Georflia Power Co, 03/02/10- OTOLJi *) r* Optr* *irt 
S5Sir. it.Mh 4 If 247 FI chi: 50-366, 93702/19, 

C302250A32. 


3. Intpaetion report*. IE Builatin* t j; err* * pond <nt* 

6302150221 Forward* IE In*p Raptft 30-321/B2-A3 l« 50-366/02-41 on 
821120-1219 . Kq noncomplianc* notad. 

OAJMCRiH C. DlviAUn of froyact 4* 

«emVrR, J» dfftorgia PoW«r Co S*PP* 17*50 033, 24X 

FI eti « : 50-32 1 , 83/01 / 10. 63021 5022 1 


03 / 01/10 


0302150427 Act r«c»ipt of 030107 Itr informing WC of st*p» tatan to 
corraet violation* not»d in IE ln»p ftapt« 50 - 321 / 82 - 3 ? tc 
5 0-366/02-37 

J?ANC£. K C Pi viilon of Projact 6 Roftidtnt Program*, 03 / 01/19 

KELLY, R *J Oaorgia Powar Co ip 17137 037 24 X 

FUha 30 - 321 , 03 / 01 / 19 , 0302150427 


—0302130443 Rftftpond* to NRC 021209 Hr r* violation* notad In JR Imp 
6«pt* 30-321/02-09 t* 50-366/62-37 Corraet lv« action*' 
virif Icati on parfornad to an*ura propar valvo po*ition® 
prncaderra MWP-2-i i 17 re RHR - *vc raviftad 

<JtKMA.L T Qflorg 1« Powar Co 03/01/07 P 'RRILLVj, J P Raglan 2. 
0fflc« of Ojrtctor 2pp 17157 039 34X Ft ch a' 50-321, 03/W/i?,. 

03021 30427 


■0302150455 Forward* 16 In*p Rapt* 50-321/02-39 50-366/62-37 on 

021020-1120 t notlca of violation 

PAMCgTiH, C, Oivi»lon of Prqjact Ratidant Program*, 82/12/09 
KELLViR,*/ Oaorgia Pawar Co, 2pp 17157,041 24K 

FI eft*: 50-321 * 03 / 01 / 19 . 0302150427 


—6302150463 Notica of violation from in*p on 021028-1120 

* Civiftion of Project 5 * R**id»nfc Program* 02/12/09 Ip 2+X 
F^C^* 30-321,83/01/19, 03OZJ 30427 


— 8302150483 16 In*p Rapt* DO-321 /D2-39 k BO-066/B2-37 on 02iO26-H2^ 
NOrtcomplUnc* notfc/'out of «vc RKR *vc watar *tr*intr outlat 
v#3v* 2£ll-FH6B found *hut but unloctad It inlot valv* 

SEU-FU7B found locked op«n 

MCtMES-RAY, P , CftLEUJAkt fl V,, RflQGE, J F Dlviiion of Frojiet % 
R«* idant Program* 82 / 12/00 4 pp. 17157 043 24 X 

F Je ha: 50 - 32 1 , 03 / 01 / 19 , 8302150427 


0302 1 5061 1 Act racaipt of 821130 & 1230 ltr* informing WC of *tppi 
takan to corract violation* not*d in 1 C ln*p Rapt* 

50-321/02-32 ti 50-366/02-30 

DANCE. H, C DiviftHn of Projtct & Ra»idant Program*. 83 / 01/19 
KELLY. 6 . J Oaorgia Poujar Co, ip 17154,146 24 Y 

Flch* 50 - 321 , 83 / 01 / 19,8302150611 


—6302150627 0 uppl« 021130 r**pon«t to NRC 82115 D ltr r* vlaHHam rm«I 
in IE m«p Rapt* 50 - 321 / 02-32 30 - 366 / 02-30 Corr*cttv* 

*ction*;n«iad to r*pt daviatlon* of *af*ty natura to 
*up*rvl*or ampha»iead to individual involved 

OOCMAk L, T, Oaorgla Power Co 82/12/30 O'REJLLY/J P, ftrglon 
Qffica of Dlracfcor lp 17154 147 24X Fichu 30-321 , 8J/01/JP, 

6302150611, 


• 0302*50640 FUipond* to NRC 02 U 30 Hr r* vloHtlcrn* ndtfd in 16 Jnu 
Rapt* 50 - 321 / 02-33 ** 90 - 366 / 02-30 Corrupt iva action* 
o-parator raprlmandftd fc infttructad to tfollow plant 
protarfurai 6 infttrumant eback parformad 

OUCWA,L.T Oaorgl* Powar Co, 02 /U /30 O^CULYrJ.F. ftag(*n J, 
Qf f 1 c * of Dlractor 9 pp. 17154 * 14 G S 4 X Ficht 30-^21 .W/ 01 /i 4 , 
0302150611 . 


--9302130646 Forward* IE In*p Rapt* 90-321 /00-3R & 50-366/02-30 «n 
82Oaa0*'0920 It not 1 c a of violation 

OANCe.HC Diviftion of Projact It Ra*td*nt Pr»pr* ffl f 02/JO/2d 
FELLY. K . J OaorglA Powar Co, 2pp 17194,193 24X 

Flcha 50-321,03/01/19,0302130611. 


—8302150692 No tic* of violation from ln*p on 020028-0930 

* Olvitlon of Projact L Ratidant Program* 02 / 10 / 2 6 2 pp. 
17194 * 135 , 24 X Ficha 50 - 321 , 03 / 01 / 19 . 6302190611 . 


— -83021 30659 IE !n*p R#pt* 50 - 321 / 82-32 t, 30 - 366 / 82-30 on 
Noncomp 1 Unca notad. f al lura to follow HP 0 J »urv#iii«nc 4 
proc*dur*r proparly notify NRC tc follow h*a)tb pltytici 
pTo-cadura 

ROGERS, R F i HOLME 0 ~RAYtP, t BROWNLEE, V, L, 01 Vi* Ion Of Projllf I 
R*«U*nt Proyratt* 02 / 10 / 25 . 4 pp 17134.197 54 X 

F i c h • : 50 - 32 1 , 93/0 1 / 19 , 0 302 1 9061 1 . 


— Q3waoaa4 ie in*p Rapt* 50-321/82-43 t 50-066/02-41 on 021120-1219 . n<» 

nancwpUanca notftd.Majmr ar*** ln*p«a*d:T*cti 9p*t 
caaipIt*Tw%t ogirator parformanc*, ovar*U plant oparifcion*, OA 
aractlca* * fttatlon 6 lit* **durity prac»dur**. 

E+OLftea-flAY. P , BROWNLEE, V, L. D Will Ion of Projact U 

Fragram*? 83/01 /on ^PP- 1/150:037 2+X Flctia? 30-321 ,83/01/10. 

8302130221. 


8302150716 Fflrward* IE Imp Rapt* 50-32 J/83- 44 t 90 **066/82-39 on 
921206- IC. «<i montomplianc* nottrf. 

DANCE, H. C Diviftion of Project 6 Program* 83/OJ/iO, 

KELLY, R. J, Q*orgU Powtr Co, 2pp, 17153,030. 

Ficha: 50-321. 83/OI/tO, 0302150716 


24X 


— B 3021 90721 IE Inftp R*P^» 50^321/02-44 U 90-366/02-09 on 821206-10. No 
non;<iflpll»nc« not«d. Major ar*» intpftcWd; radlologlcaJ 

ANOplwS^O. l'^MARBTON, R R . JENKIN3»0,R. Diviftion of 
PrftpAradn#** It Matarial* Bafftty. 03/01/07 7PP, 17153 032, 24X 

Flch*: 80-321. 03/01/10, 0302150716. 


0212040359 IE Info Notlc* 83-01, H Ray Miller, Inc, " 0vc Hit *r<I 
JORDAN, E L Dlvlftlon of Emargancy Preparadn*** 6 £ngin«*rift| 
R»*pun»a CPo»t 030103). 03/01/26 Coniolidafctd Ed Hon Co. 4i F»* 

Yori. Inc 110pp. 17023:160. 24X Flc1>*: 50-000. 03/01/26, ttaittWrffltt 


8212060340 IE Info Notlc* 83-Ofi, "Li ml fci.Tquf HOQC. HlBC. H2BC 6 H31SC 
Oa#Tb*ad*. " 8vc ll*t *ncl 

JOflMN, £. L, DiviftHn of Emargancy Pr«p*r*dn*M U tngin«*rint 

R« lp onfta (Pott 830103). 83/01/20 Cpn*o 1 (dated EdiftpnCa *IH»* 

YoPkr Inc l09pp, 17144,001. 24XFlch« 90-000, 03/01/20. Ml 


0212060361 IE Info Notlc* 83-03, "CaMPr pf Liquid Lftvaj inilraAimi " 
Bvc tut »tvcl. 

JORDAN, E. L> Dlvlftlon of Emargmcv Fr*par*rfn*i* i Eng Ln* i r inj 
Raftpon** <Pt«t 030103), 83/01/20 C fl n*o i i dated Ed Hon C« af Kr r 

York. Inc 1 lOpp, 17074:095. 24X Fic ft «: 50- GOO, 63/01/20, 33 1 



DOCKETED ITEMS 


93021 90702 Submit* addl response to IE Bulletin 80-16, "Potential 
Misapplication of Rosemount, Inc Models 1191 b 1192 Pressure 
Transmitters 11 Instailetion of Model 1133B transmitters 
delayed until end of Cycle 4 

Ol/CWA.L T Georgia Power Co, 03/01/31 0 'REILLY, J P Region 8, 

Office of Director ip 17190 330 24X Fiche 90-366,03/01/31* 

0302 150702 


0302:190423 Act receipt of 830131 ltr informing NRC of stepi taken to 
correct violation b deviation noted In IE Intp Repts 
90-321/02-36 b 50-366/82-34 

LEWIS, R C .Division of Project b Resident Programs 83/02/09 

KELLY, R J Oeorgia Power Co Ip 17140’ i 17 24X 

Fiche 50-321,83/02/09,0302150423 


— 8302150431 Responds to NRC 821227 ltr re violation b deviation noted in 
re Insp Repts 50-321/82-36 b 50-366/82-34 Corrective 
actions QA audits scheduled for three vendors b QA program 
revised to provide annual QA audits re anviron monitoring, 

GUCWArL T Georgia Power Co 83/01/31, 0 'REILLY, J, P Region 2, 

Office of Director. 3pp 17140 118 24X Fiche 50-321,03/02/09, 

8302150423 


— 83021 S0435 Forwards IE Insp Repts 90-321/02-36 b 90-366/82-34 on 
821130-1206 b notices of violation b deviation 
LEMIB* R, C Division of Project b Resident Programs, 82/12/27. 
KELLY, R J Georgia Power Co 2pp, 17140* 121. 24X 

Fiche 90-321,03/02/09,8302190423 


—8302190441 Notice of violation from insp on 821130-1206. 

* Division of Project b Resident Programs. 82/12/27 lp 
17148 123 24X Flc he . 90-321 , 83/02/09, 03021 50423 


— 0302190449 Notice of deviation from insp on 82U30-1206 

a Division of Project b Resident Programs 82/12/27 lp, 
17149 124 24X Fiche- 50-321 , 83/02/09, 03021 50423 


R302150499 IE Insp Repts 50-321/82-36 b 50-366/02-34 on 821130-1206. 
Noncompl lance noted; fai lure to conduct annual QA audits of 
red ioaneiyt leal program b to develop program providing 
annual vendor QA audits re environ monitoring 
CUNNINGHAM, A L , MONTGOMERY, D M Division of Engineering b 
Radiological Safety Programs. 82/12/20 7pp. 17148.129 24X 

Fiche- 50-321, 83/02/09, 8302150423 


0212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units M 
Svc list end 

JORDAN, E. L, Division of Emergency Preparedness b Engineering 
Response <Post 0301031 03/02/18. Consolidated Edison Co of New 

York, Inc 110pp. 17347.191 24X Fiche 50-000,83/02/18,8212060363 


0212060365 IE Info Notice 83-09, "Obtaining Approval for Disposing of 
Very Low Level Radwaste - 10CFR20 302 “ Svc list end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103), 83/02/24. Coneo 11 dated Edison Co of New 

York, Inc lllpp 17347 058. 24X Fiche. 50-000, 83/02/24, 8212060365, 


8212060366 IE Info Notice 83-06, "Nonid entlca 1 Replacement Parts.” 

Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/02/24. Consolidated Edison Co of New 

York, Inc. 112pp. 17361,148. 24X Fiche 50-000,83/02/24,0212060366. 


R Periodic operating reports b related correspondence 


0302160232 Forwards monthly operating repts for Jan 1903. 

NIX,H. C Georgia Power Co 83/02/08 Director'* Office, Office 
of Inspection and Enforcement lp. 17170 135. 24X 

Fi q he: 50-321 , 83/02/08, 0302160232. 


— 0302160238 Monthly operating repts for Jan 1983. 

SEWEL, 8. K Oeorgia Power Co, 03/02/03 10pp 17170-136, 24X 

Fiche’ 90-321, 03/02/08, 8302160232, 


8302160243 Forwards monthly operating rapts for Jan 1903. 

NIK,H. C, Georgia Fou/er Co. 03/02/00. NRC - No Detailed 
Affiliation Given lp. 17170:200. 24X Fi che: 90-321, 03/02/00, 

0303160243. 


a Reportable occurrences, LERs b related correspondence 


0302010428 Forward* LER 82- 135/03L-0, 

NIX,H. C. Georgia Power Co, 83/01/10 O'REILLY, J P Region 2, 
Office of Director. lp. 16974:176. 24X Fiche: 90-366, 83/01/18, 

8302010428. 


— 8302010430 LER 02-135/O3L-O’ on 821220, north wall of control room air 
lock breached b. unattended during performance of control of 
transient combustibles Caused by personnel error Wall 
repaired b personnel counseled. 

SUMNER, H L Oeorgia Power Co 83/01/18 Region 2, Office of 

Director 3pp. 16974: 177. 24 X Fiche* 50-366, 03/01/10, 0302010428 


8302070395 Forwards LER 82-136/O3L-0 

Nrx,H C. Georgia Power Co 03/01/25. O'REILLY, J.P Region 2, 
Office of Director lp. 1702 9 356 24X Fiche 50-366,83/01/25, 

0302070395. 


—8302070400 LER 82-L36/03L-0 on 021229, during surveillance tee ting, pa 
monitoring relay for reactor protection sye alternate supply 
found to actuate at 132 2 volts Caused by overvoltage relay 
out of cellbr due to- instrument drift Relay recallbr. 

TIPPB, 8 B Oeorgia Power Co 03/01/25. Region 2, Office of 
Director lp 17029 357 24X Fiche. 90-366, 83/01/25, 8302070395. 


8302140169 Forward* LER 02- 1 30/O3L-O. 

NIX, H, C. Georg la Power Co 83/01/29 O'REILLY, J.P Region 2, 
Office of Director. lp 17140 110. 24X Fiche 50-366,03/01/25, 

8302140169. 


—0302140181 LER 02-130/O3L-Q on 021229, while performing RCIC turbine 
inhaust diaphragm pressure instrument FTbC procedure, RCIC 
trip b throttle valve failed to trip. Caused by limit switch 
setpoint drift. Limit switch adjusted properly 

TIPP8, 0 B, Georgia Power Co. 83/01/29. Region 2, Office of 
Director lp. 17140 111. 24X Fiche. 90-366, 83/01/25, B3O2140I69. 


8302030375 Forwards updated LER 80-199/03X-1. 

NrX,H.C. Georgia Power Co. 83/01/27. O 'REILLY, J. P. Region 2, 
Office of Director. lp 17005 106 24X F ich#' 30-366, 83/01/27, 

8302030379 


—8302030376 Updated LER B0-159/O3X-1 on 001 1 26, during manual start te 
diesel generator 2C failed Caused by broken cotter pins that 
lock connecting rod nuts in place for Cylinder II, allowing 
separation from crank shaft. Engine repaired 

TIPPSr 8. B, Oeorgia Power Co. 03/01/27. Region 2, Office of 
Director. Spp 17005:107 24X Fi che: 50-366, 83/01/27, ©302030375. 


8302030449 Forwards updated LER 80-164/03X-1. 

Nrx, H. C Oeorgi* Power Co. 03/01/27. O'REILLY, J. P Region 2, 
Office of Director lp. 17006-201. 24X F iche: 50-366, 83/01/27, 

8302030449 


—0302030460 Updated LER 00-i 64/03X- i 1 on 001210, attempt to pressurlxt 
drywall equipment drain sump to radwaste discharge piping 
failed due ta excessive leakage past outboard Isolation 
valve Caused by valve gate not seating properly. 

SUMNER* H. L. Georgia Power Co 83/01/27 Region 2, Office of 
Director. lp 17006.202 24X Fiche . 50-366, 03/01/27, 8302030449. 


8302030472 Forwards updated LER 0i-i27/O3X-l. 

Nrx, H C Georgia Power Co 03/01/27. O'REILLY, J. P. Region 2, 
Office of Director. lp 17006 137. 24X F iche : 90-366, 83/01/27, 

8302030472, 


—0302030484 Updated LER Bl -127/03X-1 . on 01 1216, during normal 

surveillance of diesel generator 2 Cj engine failed b declared 
inoperable, Caused by rod separating from crankshaft due to 
lose of one of two retaining bolt*. Engine repaired. 

TIPPB, 8 B. Oeorgia Power Co. 83/01/27. Region 2, Office of 
Director. 4pp. 17006:138, 24 X FI <h*. 00-366, 83/01/27, B302030472. 


8302030915 Forwerds updated LER 79-O80/O3X-J. 

NtX,H C. Georgia Power Co 83/01/27. Q 'REILLY, J. P. Region 2, 
Office of Director. lp 17007-299 24X F iche- 50-366, 03/01/27, 

03020305 1 9. 


—8302030523 Updated LER 79-000 /03X-1 : on 790721, Survet 1 lance Procedure 
HNP-2-3353E not completed due to failure of charcoal filter 
deluge sys to operate a utomatica 1 ly . Cause d by water 
pressure fluctuations. Water supplies changed. 

SUMNER, H. L. Georgia Power Co. 03/01/27. Region 2, Office of 
Director, 3pp. 17007.300. 24 X Fi che: 90-366, 83/01/27, 8302030918 


8302140160 Forward* LER 03-001 /03L-0. 

NIXrH, C. Georgia Power Co. 03/01/27. 0 'REILLY, J P. Region a* 

Office of Director. lp. 17140 169. 24X Fiche: 50-366, 03/01/27* 

8302140160 


—8302140165 LER 83-001 /03L-0. on 030107, while performing ECC6 statue 
check procedure, drywel 1 hydrogen oxygen enalyier discovered 
Inoperative. Caused by moisture accumulation in regulator 
sensing line. Mater removed, Pump diaphragms replaced. 

TIPPS, 0 B Oeorgia Power Cq 83/01/27. Region 2, Office of 
Director. lp 17140:166 24X Flc he: 90-366, 83/01/27, B3021 40160. 
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DOCKETED ITEMS 


0302140007 Forward* updat'd LER 02- 1J2/0IX-4. 

NIX.M C Oaargia Power Co, 83/02/01 O'REILLY. J P Rag Ion 2, 
Office of Dir actor lp 17142 141 24X F 1 che* 30-366, 03/02/ 01, 

8302140007. 


—B302I400 19 Updat'd LER 02-1 12/0 1 X-4. on B2100?,T*ch Spec testing 
requirements not adequately mat Caused bg plant procedure* 
not adequately testing automatic initiation logic of 
respective plant sys.New procedures written L performed 
BUHNER, HL, Oiorgi* Pobiir Co 03/02/01 Rigion 2, Office of 

Dirac tor. 3pp. 17142- 142 24 X Fiche 50-3 66, 03/02/01 , B3O2140OO7 


9302140028 Forward* updat'd LER SO- I 3Q/03X-1. 

N1X.H.C, O'orgla Power Co 83/02/01. O'REILLY; J P Region 2, 
□ me* of Dir actor. ip. 17141:173 24X Flcha 50-366,83/02/01, 
8302140029 


— 030214002? Updat'd LER 80-l30/03X~r on 800? 13, pr imary containment: 
hydrogen it oxygen analy r*r found inoperab le. Caused by 
analyzer being out of callbT Analyi*r calibr. 

TlPPa,S,a Georgia Power Co 03/02/01 Region 2, Of fie' of 
Dir 'ctor. lp 17141:174 24X Fi the: 90-366, 83/02/01, 8302140028 


0302140103 F-orwaT d * updat'd LER fl 0-073/ 03X- 1 . 

NIX.W.C. Georgia Power C*. 03/02/01. O'REILLY, JP. Region 2, 

Of flea of Director. lp 17142 104 24* Flch* 90-366,33/02/01, 

0302140103 


—8302140100 Updat'd LER ao-073/03X~l: on 0004 25, hy dr ogen combiner B 
fail'd to atari during t#*t, Caused by tamp controller 
setpoint too cloie to syi trip iatpolnt Procadura revised to 
lower controllar setpoint. 

TIPPS, 9,0. OaoTpla Power Co. 83/02/01. Region 2, Off lea of 
Director 2pp 17142.107. 24X Fiche- 90-366, 83/02/01, 8302 140103 


9302190091 Forward* updated LER 80- I 26/03X-1. 

NTXrH C. Georgia Power Co. 93/02/01 O'REILLY. J.P Region 2, 
Off lea of Director Ip. 17144:323 24X F Iche. 90-366, 83/02/01 , 

8302130091 


— 9302190104 Updat'd LER 8O-124/03X-1 • on 800824, p rimary containment 
hydrogen L oxygen analyier A discover'd Inoperable Caused by 
Insufficient rtap'nfc gas flow through f lewmeter. Qat flow 
increased 

TIPPS, 0 B Oearflia Power Co 93/02/01. Region 2, Office of 
Oir fetor, lp. 17146:324 24X Fie ha: 30-364, 93/02/01, B302I 50091 


8302190121 Forwards updat'd LER 80-150/03X-1 

NIX# H, C. Q'orgia Power Go 83/02/01 O'REILLY, J P. Ragion 2, 
Office of Director lp 17147 314. 24X Fiche- 30-366, 03/02/01, 

8302190121. 


—8302190135 Updat'd LER 80- 1 90/03X-I * o n 801102, HPCI 'taamline pressure 
A logic did not auto Isolate until 07 peig Possibly caused 
by switch'* not a nviromsantal ly qualified Switch" to be 
replac'd by Analog transmitter sye, 

TIPP8,B. fl. Georgia Power Co. 03/02/01. Region 2, Office of 
Director 2pp 17147-315 24X Fiche- 50-366, 83/02/01 , 8302 190121 


930219024 1 Forward' updated LER BO-1O0/O3X-I. 

NIX.HC. Georgia power Co 83/02/01. D'REILLY, U. P. Region 2, 
Office of Director. lp. 17148.390 24K F i c her 90-346, 83/02/01, 

8302190241 


— 83021 80292 Updat'd LER 80-I0Q/03X-1 , on 900720 , J toru*-tc-dryu' 1 1 vacuum 
bf'aker failed to open fc on 800723, K breaker failed followlg 
actuation Caused by broken air supply lines at air 
cylinders It faulty air control va ive. Components replaced 
TJFPfl,8.B. Georgia Power Co. 03/02/01. Region 2, Of f 1c e of 
Director. 2pp. 17148:397. 24X Fi c he- 90-366, 03/02/01, 0302 1 90241 


B3021 90203 Forward' updated LER fi 0-074 /03X-2. 

KIX,H.C Otorgl' Power Co, 03/02/03. 0 'REILLY, U. P. Region 2, 

Office of Director, lp. 17190-027. 24X FUli# • 90-366, 03/02/03, 

8302190203. 


—8302190210 Updated LER 0O-O94/O3X-2* on 8006 l 3» during routine 
'urv'lllanc •, toru# to drywell vacuum breaker B would not 
op'ti. Caus'd by broken air supply line to air cyllndsr Air 
supply lln' It air control valve replaced 

TIPPS, B. B. Georgia Power Co 83/02/03. Region 2, Office of 
Director, 2pp. 17190:020. 24X Fic he: 90-366, 93/02/03, 8302150203 


8302190401 Forwards updated LER 01-O03/O3X-I. 

NIX, H C, Georgia Power Co, 03/02/03. 0 'REILLYi J. P. Region 2, 

Office «f Director. lp. 17196:290 Z4X Fiche: 90-366, 03/02/03, 
0302190481 


— 8302190490 Updated LER 01-OB3/O3X-1 on 810902, post-acc ident monitor^, 
torus water level Indicator A read higher than Indicator B 
Caused by leaking equalizer valve which drained ref leg for 
A torus water transmitter Valve stem replaced 

TIPPS, S a Georgia Power Co 83/02/03 Region 2, Office of 
Director ip, 17196 281 24X Fic he 30-366, 83/02/03, 83021 50-101 


0302190537 Forwards updated LER 01-1O1/O3X-1 

NIX, H C Georgia Power Co 03/02/03 O'REILLY, J P Region 2, 
Office of Director lp 17156 100 24X Fiche, 30-366, 03/02/03, 
8302150539 


— 8302150547 Updated LER 01-1OI/O3X-1 on 011024, while performing HB1V 
trip test, outboard MSlVs B fc I) isolated too fast Caused by 
setpoint drift Needle valves recelibr It M8IV* returned to 
operable status 

TIPPS, S B Georgia Power Co 83/02/03 Region 2, Office of 
Director 2pp 17196 101 24X Fl che 90-366, B3/02/03, 8302 150537 


Q302150672 Forwards updated LER 82-040/01X-1 

NTXiM C Georgia Power Co 83/02/03, O'REILLY, J P Region 2, 
Office of Director. ip 17154 100 24X Fiche 50-366,83/02/02, 
8302150672 


—8302190482 Updat'd LER S2-040/01X-1 on 8301 07. C ur rent Tech Spec Haiti 
for MCPR became nonconservati ve Telcon w/NRC confirmed 
actions to continue operation w/c on servat i v# HCPR limits In 
place based on OE reanalysis 

SUMNER, H L Georgia Power Co 83/02/03 Region 2, Office ol 
Director 2pp 17194 101 24X Fi c he 50-366, 03/02/03. 03021 30i73 


B3021 50073 Forwards updated LER 8Q-024/O3X-1 

NIX, H C. Georgia Power Co 83/02/08 O'REILLY. J P Region 2, 
Office of Director Ip 17146 399 24X Fiche 50-366, 83/02/GB, 
8302150073 


— 8302130077 Updated LER B0-024/03X-1 on 800308, dur log performance of 
AStfE operability test on RHR sve water pumps, D pump flow 
dropped. Caused by debris drawn into suction of pump Intike 
structure cleaned & dredged 

TIPPS, S & Georgia Power Co 83/02/08 Region 2, Office of 
Director lp, 17146 360 24X Fiche 50-366,83/02/08,0302150073 


8302130103 Foruird* updat'd LER 81-046/03X-1 

MIX, H C Georgia Power Co 83/02/08. Q'REILLYjUP Region 2, 
Office of Director Ip 17146 150 24X Fiche 90-366,03/02/08. 
8302130103 


—8302150105 Updated LER 81 -046/03X-1. on 810519, mas attainable flaw lb 
water pump 2C found to be 5,600 gpm while performing A&ME 
Ini'rvic* operability test Caused by normal operational 
w«ar pump rebuilt it returned to «vc 

TIPPB, 8 fi Georgia Power Co 83/02/00, Region 2, Office of 
Director. Ip. 17146 15 1 24X Flc he 50-366, 83/02/00, 83021 50) W 


8302150133 Forward* updated LER 80- 147/03X-1 

NIX, H C Oaorgia Power Co 83/02/OB O'REILLY, J P Region 2, 
Office of Director lp 17140 016. 24X Fiche- 90-366, 03/02/08, 
8302190133 


—0302150142 Updated LER 80-147/O3X-1 - on 801029, A & B post-accident 
monitoring drywell hydrogen peroxide analysers found 
Inoperable Caused by combination of failures of relatid 
equipment Components associated w/analyzert repaired 
rrPPS.B B. Georg i a Power Co 03/02/08 Region 2, Office of 
Director 2pp. 1714B 017 24X Fiche 90-366,83/02/08,9302150133 


8302190397 Forwards LER 03-OO2/O3L-O, 

NIX, H, C Georgia Power Co 83/02/08 O'REILLY, U.P Region 2, 
Office of Director. lp 17150 100 24X Fiche- 50-366, 83/02/00, 
8302190397 


--8302150402 LER 03-OO2/O3L-O, on 030110, primary containment isol*tlcn 
reactor water level low-low instrument channel 8 found out 
of calihr Caused by setpoint drift. Instrument recallbr. 

TIPPS, 0 B Georgia Power Co. 83/02/08 Region 2, Office of 
Director lp 17158- 101 24X Fiche- 50-366, 83/02/08, 83021 3039? 


8302130506 Forwards updated LER 79-I39/03X-1 

NIX, If C Georgia Power Co 83/02/08. O'REILLY, J. P Region 2, 
Offici of Director lp 17156 330. 24X Fiche 90-366,83/02/08, 
8302150506 


—83021 90917 Updated LER 79-139/03X^1 * on 791219, power supply A for RCIC 
'team leak detection tys failed, Caused by excess current 
on 129-volt dc input to powsr supplies blowing fuse* 7A & 

7B. Fuses replac'd 

TIPF8, a. B Georgia Power Co 03/02/08, Region 2, Dffi-cs of 
Director 2pp. 17156-331 24X Fiche 50-366,83 /02/08,8302 1 90906 
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9302230702 Forward* LER 83-004/03L-0 

NIX, H C Georgia Power Co 03/02/09 O'REILLY, J P Region 2* 
Office of Director lp 17248 3|7 24X Fiche 50-3*6103/02/09, 
0302230702 


— 0302230705 LER 03-OO4/O3L-O on 830113 St 20, *tand by ga* treatment fan 
failed to «tart automatically w/switch in run petition 
Cau»ed by loose auxiliary switch mounting screw t* failure of 
filter train heater control latching relay Switch repaired 
TIPPS, 8 9 Georgia Power Co 03/02/00 Region 2, Office of 

Director 2 P p 17249 319 24X Fi cha 30-366, 83/02/001 0302230702 


9302230210 Forwards updated LER 90-029/ G3X- I 

N1X.H C Georgia Power Co 83/02/10 D'REILLY»J P Region 2. 
Office of Director lp 17243 193 24X Fiche 50-366,83/02/10, 
0302230210 


— 0302230217 Updated LER BO-O20/O3X-1 on 800229, d ur ing instrument check, 
drywell hydrogen dioxide analyzer 0 recorder gave erroneous 
reading Caused by sys inleakage. Leak repaired 8, analyior 
calibr fc returned to *vc 

TIPPS, 9 0 Georgia Power Co 93/02/10 Region 2, Office of 

Director 2pp 17243 194 24X Fiche 50-366, 03/02/10, 0302230210 


03O223OS5O Forwards updated LER 92-019/03X-1 

NIX, H C Georgia Power Co 93/02/10. O'REILLY, J P Region 2, 
Office of Director lp 17256 302 24X F 1 c he, 30-366, 03/02/ 10, 
8302230330 


— 0302230363 Updated LER 02-O10/Q3X-1 on 020300, evidence of mein steam 
pipe hanger embed plate pulling from ceiling found Caused by 
concrete spalling around embed plats due to localized 
detective matl fr/or faulty installation 

SUMMER , H L Georgia Power Co 03/02/10 Region 2, Office of 
Director 2pp 17236 303 24X Fi ch e 30-366, 03/02/10, 0302230330 


0302230700 Forward* updated LER 82-093/03X-1 

NIXrH C Georgia Power Co 93/02/10 O'REILLY, J P Region 2, 
Office of Director lp 17248 320 24X Fiche 30-366,03/02/10, 
0 302230700 


—0302230707 Updated LER D2-093/03X-1 on 0209 1 7, dur i ng normal full load, 
low accumulator gas pressure of 995 ptlg found for control 
rod 10-47 Accumulator declared Inoperable Caused by slow 
bleed down of accumulator pressure Accumulator recharged 
TIPPS, 8, D Georgia Power Co 83/02/10 Region 2, Office of 
Director lp 17248‘321. 24X Fiche 30-366, 83/02/10, 8302230700, 


0302230231 Forward* updated LER 90-049/03X-1 

NIXiHC Georgia Power Co 83/02/15 0 'REILLY, J P Region 2, 
Office of Director lp 17245 036 24X Fiche 30-366, 03/02/ 15, 
0302230231 


—0302230239 Updated LER 8G-049/03X-1 on 830407, while performing standby 
liquid control pump operability 6 relief valve te«t,9BLC 
pump B discharge relief valve failed to operate at required 
pressure Caused by setpoint drift 

TIPP8, B B Georgia Power Co. 03/02/15 Region 2, Office of 
Director lp 17245 037 24X Fiche. 30-366, 03/02/15, 0302230231. 


8302200146 Forwards updated LER 0O-129/O3X-1 

NIX.H C Georgia Power Co. 93/02/15 O'REILLY. V.P Region 2, 
Office of Director lp 17312' 150 24X Fiche 50-366,03/02/15. 
0302280146 


—0302280246 Updated LER SG-I29/03X-1, on 800910, while performing 
increased surveillance on torus/drywell vacuum breakers, 
breaker 0 failed to open upon actuation of test switch. 

Caused by failure of air control valve Valve replaced 

TIPPS, 8 0 Georgia Power Co 03/02/15 Region 2, Office of 

Director 2pp 17312*159 24X H che. 50-366, 03/02/15, 0302200146. 


0302200131 Forward* LER 03-OO5/O3L-O 

NIX, H. C. Georgia Power Co $3/02/17. O'REILLY, J P Region 2, 
Office of Director lp 17306 009 24X Fiche . 50-366, 83/02/ 17, 
0302200131. 


— 0302200138 LER 83-003/03L-0* on 830128, during performance of routine 
panel walkdown,2A recirculation pump discharge valve 
position not illuminated Caused by circuit breaker being 
In off position 

TIPPS, S 8 Georgia Power Co 83/02/17 Region 2, Office of 
Director. lp 17306 009, 24X Fiche 50-366,83/02/17,0302200131 


V Operator Examination* 


9301310203 Generic Ltr 83-06 to all power reactor licensee*, app 11 cants 
for OLs, N83 vendor », react or vendors St AE re certificates 
6 revised format for reactor operator & senior reactor 
operator license*. Bvc list end. 

EI8ENHUT, D G Division of Licensing 83/01/31 Consolidated 

Edison Co. of New York, Inc. 14pp. 17347.177 24X 

Fiche. 50-000, 83/0 1 /3I » 830 1 310203 


DOCKET 50-367 BAILLY GENERATING STATION 


A App licet ion/ construction stage document* 6 correspondence 


0302000295 Generic Ltr 83-09 to all -operating reactor licensees, 
epplicants for OL t* holders of CP far C-E PWRs re review of 
CHE Owners Group emergency procedures guideline program. Svc 
list end. 

EI8EWHUT,D 0, Di vie Ion of Licensing 03/02/00, Consolidated 
Edison Co. of New York, Inc llpp, 17290.247 24X 

Fiche* 50-000, 83/02/00,0302080295. 


V Operator Examinations 


8301310203 Generic Ltr 93-06 to all power reactor 1 Icensees, app 1 leant* 
for 0L*,NB8 vendors, reac tor vendors 6 AE re certificates 
5, revised format for reactor operator & senior Ttactor 
operator licenses Svc list end 

EI8ENHUT.D 0 Division of Licensing 83/01/31. Consolidated 
Edison Co of New York, Inc. 14pp, 17347.177. 24X 

Fiche 50-000, 83/01/31, 0301310203. 


DOCKET 30-360 ARKANSAS NUCLEAR ONE, UNIT 2 
F 9*curitg, medical, emergency 8, fire protection plant 


0302070374 Forward* IE Insp Rapti 30-313/02-33 U 30-360/82-33 on 
821115-19 & notice of violation 

BEIDLE, W, C. Division of Resident, Reactor Project ^Engineering 
Programs 83/01/18 CAVANAUGH, W Arkansas Power fc Light Co. 2pp 
17030-042 24X Fiche* 50-313, 83/01/10, 0302070374 


—0302070392 Notice of violation from insp on 821115-19 

* Division of Resident, Reactor Project 6 Engineering Program. 
83/01/18 lp. 17030 044 24X Fie he; 50-3 13, 03/01/18, 0302070374 


—9302070391 IE Imp Rept* 50-313/02-33 & 50-368/02-33 on 821115-19. 
Noncompl lence noted failure of plant safety committee to 
investigate licensee Identified Tech Spec Violation 6 
failure to maintain penetration fire barriers functional. 

MURPHY, M. E , WESTEftMAN, T F , JOHNSON, W D Division of Rasident, 
Reactor Project Gt Engineering Programs. B3/01/06 iOpp. 
17030-045 24X Fi che* 50-313, 03/01/ 10, 0302070374 


0302040060 Notification of 930216 meeting w/util $< Nuclear Util Fire 
Protection Group in 3 ethos*#, MD to discus* util appeal of 
NRC positions re fire protection App R exemption request* 

LYNCH, 0 D T Operating Reactors Branch 3. 03/01/26, CLARK, R, A. 

Operating Reactor* Branch 3, 3pp. 17043*176 24X 

Fiche; 50-313, 03/01/26, 8302040060. 


0302170509 Notification of cancellation of 830216 meeting e/util It* 
Bethesda«MD to appeal NRC positions re fire protection App 
R exemption request*. 

LYNCH, 0 D T, Operating Reactor* Branch 3, 83/01/26 CLARK, R. A. 

Operating Reactors Branch 3 lp 17197:097. 24X 

Fiche. 50-313, 83/01/26, 0302170509 


0302030391 Confirms 030124 It 25 tel con* re discussions on App R appeal 
meeting scheduled for 030128, Util understands NRC will grant 
all exemption requests addressed in 021111 Hr. 

MARSHALL, J.R Arkansas Power fc Light Co. 03/01/20. 8T0LZ,J F 
Operating Reactors Branch 4 CLARK, R. A Operating Reactor* Branch 
3 2pp 17005:324. 24X Fiche, 30-313, 83/01/20, 0302030391. 


0301210340 Generic Ltr 83-04 to all licensee* of operating reactors, 
applicant* for QL L holders of CPs re regional workshop 
concerning 8uppl i, NUREG-0737, "Requirements for Emergency 
Response Capability. " Svc list end, 

E I8ENHUT, D G Division of Licensing 83/02/01 Consolidated 
Edison Co of New York, Inc. llpp 17221.226. 24X 
Fiche; 50-000, 83/02/01, 0301210340. 


8302070462 Ad receipt of 021101 ltr informing NRC of steps taken to 
resolve open items noted in IE Emergency Planning Insp 
Rept* 50-313/02-11 * 50-360/02-09. 

BEIDLE, W C, Division of Resident, Reactor Project fc Engineering 
Programs 83/02/01 CAVANAUGH, W Arkansas Power * Light Co. 2pp. 
17036:281. 24X Fi che . 30-313, 03/02/01 , 8302070462 
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• — 0302070469 Respond* to NRC 930929 ltr re open item# noted in IE 
Emergency Planning Inep Reptt 30-31 3/62-1 1 4- 30-3 6-0/ 02“ 09 
Schedule for resolving open items end 

MARSHALL, J ft Arkansas Power L Light Co 92/11/01 COLLINS, J T. 
Region 4r Of fie# of Director, 6pp 17036 283 24X 

Fiche. 90-313, 03/02/01, 8302070462 


0302080180 Ac It receipt of 921231 ltr re security sys NRC pleased 
ui/prograss 6 completion of Phase It Df security eg*. 

Improvement program 

BETELS, W C, Division of Resident, Reactor Project & Engineering 
Programs. 83/02/03 CAVANAUGH, W Arkansas Fcwir & Light Co 2pp 
17059 319 S4X Flche 50-313,03/02/03.8302000160 


9302230989 ^ Ac k receipt of 830104 ltr Informing NRC of steps taken to 
correct violation* noted in IE Insp Rapt* 90-313/02-21 it 
30-368/82-10, 

SEiOLErU C Division of Resident, Reactor Project fc Engineering 
Programs 83/02/14 CAVANAUOH, W Arkansas Power & Light Ca tp 
17296'I19 24X Fiche 90-313,03/02/14,3302230998 


— B302230602 Ret pond* to NRC 021109 ltr re violation* noted in IE Infcp 
Repts 90^3 1 3/02-21 St 80-368/02-10 Corrective ac t i ons'hea 1 th 
physics training saquences revised to specify retraining 
requirement* S< frequenciss 

MARSHALL, J ft Arkansas Power 4 Light Co. 63/01/04. fJElDLE.H C 
Division of Resident, Reactor Project & Engineering Programs 3pp 
17236-116 24X Rich* 90-3 13. 03/02/14, 0302230980 


8302170907 Release* public version of licensee 030114 ItT tlarifyfcng 
Amend 6 to emergency plan 

FELTON, J.H Division of Rule* and Records B3/02/15 Document 
Management Branch. Ip. 17197 093 24X Fi ch* 90-313.83/02/15, 

0302170907 


— 0302170917 Submits public version of Info clarifying Amend 6 to 
emergency plan. In response to 021223 request Figure 10 ui U 
be amended by 830630 to identify responsible positions/ 
title* for notlf icatlon/commun teat 1 on function 

MARSHALL. J R Arkansas Power L Light Co. 63/01/14 SEIDLE.W.C 
Division of Resident, Reactor Project U Engineering Programs lp 
17197.096 24X Flche: 50-313, 03/02/15,0302170307. 


0302100223 Requests that 030216 appeal meeting ha resch edul ed. sine e 
NRG handling of partial suppression sy* as generic issue 
doss not relieve utile of having to address issue on 
individual bail* Fir# protection remains highest priority 
MARSHALL, J R Arkansas Power fc Light Co 93/02/13 BTflLZ, J. T 
Operating Reactor* Branch 4 CLARK, R A Operating Reactor* Branch 
3* 2pp. 17219-301. 24X Flche 50-313.03/02/19,8302100223 


H General correspondence 


8302230499 Motif let that J Griffin designated senior nuclear mg t 
representative 

CAVANAUGH, W Arkansas Fewer * Light Co 63/02/16 CLARK, R. A 

Operating Reactor* Branch 3 BTDLZ.U F Operating Reactors Branch 
4. 2pp. 17246,190, 24X Fich# - 90-313, 83/02/16, 0302230499 


P. Operating license stage documents & correspondence 


Q302J70019 Forwards documentation supporting justification for 
continued operation of oparetlng reactors in response to 
questions raised at 030106 meeting re environ qualification 
of electrical equipment 

EI0ENHUT. D 0 Division of Licensing 63/01/16 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp, 17196 091 24X 

Flche. 90-000. 83/01/10, 8302170019 


— 8203240420 Advises that justification for continued operation during 
equipment anvlron qualif tcatlon review, *gbg to revisions 
agreed to. Is adequate 

MAftTIff, R. E Operating Rsactors Branch 3 62/03/16 NOVAK, T M, 

Assistant Director for Operating Reactors. 16pp, 17197*029 24X 

Fiche . 50-000. 83/01/18, 8302170019. 


— 8302170129 FoTuerds tabulation of Group 2 & 3 plants shouting data* by 
which technical evaluation repts ar* expected to be 
completed. Requests justification for continued operation of 
each group by 821008 fc 19, ret pect iv*ly, 

EI8ENHUT, D. 0, Division of Licensing. 62/09/24. K1RACLIA, F. 
Assistant Director for Safety Assessment. 4pp. 17196:269. 24X 

Fiche* 90-000, 83/01/18, 0302170019 


—0302170217 Conclude* that bassd on license* sub r* 1 ttals* continued 
operation until completion of environ qualification program 
gill not present undue risk to public htalth !< safety 
STEVEN©, O, A Operating Reactors Branch 3 82/10/28 

EIBENHUT, D. 0. Division of Licensing. 2pp 17197:023, 24X 

Fiche? 90-000, 83/01 / 19, 0302 1 700 19, 


9302010699 Summary of 830110 meeting w/util St C-E tb plant prelection 
» ys connector wiring mod 

LYNCH, O D. Operating Reactor* Branch 3 83/01/19 CLARK, ft A 

Operating Reactors Branch 3 32pp 16909 311 24X 

Fiche 90-368.03/01/19,8302010699 


0302010046 Requests Tech Spec changes re key lock twitches S* leak 
tasting to resolve purge valve issue Info due within 43 

dags 

STOLZ.J. F Operating Reactors Branch 4 CLARK* R A Operating 
Reactors Branch 3 03/01/24 CAVANAUGH, W Arkansas Rower & U.u 

Co. 3pp 16990 305 24X Fiche 50-313,93/01/24,6302010046 


8302010090 Forwards request for addl info re spent fuel pool ■ ] penile,* 
Response requested within 10 days 

QTDLZrJ F Operating Reactor* Branch 4 CLARK, R A Operatlriii 
Reactor* Branch 3 83/01/24 CAVANAUGH, W Arkansas Power i List i 

Co 3pp 16990:302 24X Flche 30-313,93/01/24,0302010050 


0302010703 Summary of 821006 meeting w/util L C-E ip Dethasda, MU ri 
Btcntlv* growth in rate of closure of C-E 16*16 fuel 
shoulder gap 

3TEVEM9, J A Licensing Branch 1 83/01/26 Licensing Branch t 

29pp 16989:202 24X Flche 50-366, 03/01/26, 0302010703 


8302070497 Advises that submittal of proposed Tech Spec change* rt 
reporting of safety 6 relief valve challenges rescheduled 
to 030229, per NRC 820920 request <Oen*ric Ltr 02-16) 

MARSHALL, J R Arkansas Power it Light Co 63/01/31. 0TOLZ.J, F 
Operating Reactors Branch 4 CLARK, R A Operating Reactor* tr*Mk 
3 lp. 17035*043, 24X Fi ch e • 50-3 13, 63/01 /31 , 8302070497 


9302070575 Responds to NRC 930105 ltr requesting schedule fgr pr<wHJ p a 
addl info r« proposed spent fuel storage expansion Info util * 

be provided by 830215 

MARSHALL,- J R Arkansas Power it Light Co 03/01/31 6T0LZ, J F 
Operating Reactors Branch 4. CLARK, R A Operating Reactors ftrint* 

3, lp 17034 292 24X Flche 50-313,03/01/31,8302070575 


0302100006 Forwards request for addl info r* spent fuel pool eipintUv 
Schedule for submittal of info due in 10 days 

8TQLZ, J F Operating Reactors Branch 4 CLARK, R A Operating 
Reactors Branch 3 03/02/01 CAVANAUGH, W Arkansas Power 4, LI lb I 

Co 4pp 17135 177. 24X Fiche 30-313,03/02/01,0302100006 


83Q2160S22 Forwards request for addl info re completion of 
post-implementation review of NUREG-0737. Items ll F 1.4, 

II. F 1.5 k II F, 1 6 r» containment monitor* Response 
requested within 60 days 

CLARK, R , A Operating Reactors Branch 3 STOLZ, J F. Operating 
Reactor* Branch 4 83/02/02 CAVANAUGH, W Arkansas Power fc Util 

Co lOpp 17176-295 24X Fiche 50-313,03/02/02.0302160522 


03O2O9O31S Responds to 821221 ltr re bypass of emergency fss-duitir in 
auto start during Modes 5 it 6 Action* taken to restore sys 
to operable statu* redundant L unnecessary following main* 

B team generator bypass us* acceptable Na mods proposed 
MARSHALL, -J ft, Arkansas Power 4< Light Co 03/02/03 CLARK, 4 f 
operating Reactor* Branch 3, Dpp 170/1 0Q6, 24X 

Flche 50-360, 83/02 /03, 03020903 1 5 


0302150011 Application for amend to License NPF-6 Amend change* Tetk 
Spec re diesel generator load block timing. 

CAVANAUGH, W Arkansas Power it Light Co 03/02/03 CLARK, R A 
Operating Reactors Branch 3 2pp 17146. 197 24X 

Flche: 50-360, 83/02/03,8302150011 


—6302100016 Proposed Tech Spec re diesel generator load block Using 
# Arkansas Power 6 Light Co 83/02/00, 76p p 17146 199 341 

Flche. 50-368,03/02/03, 030215001 1 


0302160519 Inform* that 920520 request for Tech Spec change for 
resistance temp device response time surveillance 
requirements denied 

CLARK, R A Operating Reactors Branch 3 03/02/03 CAVAHAWH.U 

Arkansas Power it Light Co 2pp 17176.306. 24X 

Flche* 50-368, 03/02/03.8302160519 


8302150492 Informs that channel functional testing resumed 830201 iut 
to expiration of License Amend 39 re deletion of channel 
functional tut* during 830101-31, inc luslve Tests will hr 
conducted at rate of one per uty . 

MARSHALL, U. R Arkansas Power t< Light Co 03/02/04. CLARK, R JL 
Operating Reactors Branch 3, lp 17156*310 24* 

Fithe: 50-368, 83/02/04, 6302150492 


8302000295 Centric Ltr 83-09 to all operating reactor licensees' 
applicants for OL fc holder* of CP for C-E PWR* re review of 
C-E Owners Group emergency procedure* guideline program flvt 
list end 

EIBENHUTi D. 0. Division of Licensing. 63/02/00, Consolidate* 
Edison Co of New York, Inc. llpp 17290-247, 84X 

Fiche: 50-000, 83/02/00, 0302000295 
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8302090304 Ganeric Ltr 83-11 to *11 operating reactor licensee* rt 
licensee qualification for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or Licensee Svc list end 

EISENHUTrD Q Division of Licensing 83/02/00 Consolidated 

Edison Co of New York, Inc 9pp 17234 234 24X 

Fiche 50-000.03/02/08,0302080304 


8302090072 Generic Ltr 83-10B to all licensees w/C-E designed N8B8 
re resolution of TMI Action Item II K 3 5. "Automatic Trip 
of Reactor Coolant Pumps " 8vc List encl 

E18ENHUT, D G Division of Licensing 83/02/09 Consumers Power 

Co 32pp 17290 103 24X Fiche 30-000,03/02/00,8302090072. 


030 21 AO 16B Advises that addl Info re proposed spent fuel storage 
expansion will be provided by 830223, In response to NRC 
B30123 ltr 

MAR 8H ALL, J R. Arkansas Power it Light Co fi 3/02/00 BTOLZ, J. F 
Operating Reactors Branch 4 CLARK, R A Operating Reactors Branch 
3 lp 17162 068 24 X Fiche 30-313,83/02/08,8302160168 


8302160149 Advi ses that addl info re proposed spent fuel storage 
expansion will be provided by 830225, In response to NRC 
830201 ltr 

MARSHALL, J R. Arkansas Power & Light Co 83/02/10 BTGLZ, J F 
Operating Reactors Branch 4 CLARK, R A Operating Reactors Branch 
3, lp 17162,217 24X Fiche, 30-313, 83/02/10, 8302160149 


8302100469 Application for amend to Licenses DPR-51 & NPF-6, de 1 et ing 
nonradiolog leal water quality surveillance requirements from 
ET8 

GRIFFIN, J M Arkansas Power It Light Co 83/02/13 8T0LZ, J, F 

Operating Reactors Branch 4 CLARK, R A Operating Reactors Branch 
3 3pp 17214’ 084 24X Fiche 30-31 3, B3/0 2/ 13, 0302180469 


— 8302180472 Revised ET8, deleting nonrad i ol og i cal water quality 
surveillance requirements. 

a Arkansas Power l< Light Co. 03/02/13 34pp 17214' 007. 24X 

Fiche. 30-313, 03/02/13, 0302180469 


8302240404 Forwards request for addl info within 10 days re proposed 
spent fuel pool expansion discussed in 821109 ltr* 

8T0LZ, JF Operating Reactors Branch 4 CLARK, R. A Operating 
Reactors Branch 3, 03/02/15 CAVANAUGH, W Arkansas Power it Light 

Co 4pp. 17208 330 24X Fiche 30-313,83/02/15,8302240404 


9302220034 Informs of refund for 820620 Tech Spec change application re 
raslstance temp device response time surveillance 
requirements 

MILLER, W 0 License Fee Management Branch 83/02/16 CAVANAUGH, W 
Arkansas Power it Light Co lp 17227.340. 24X 

Fiche. 30-3601 83/02/16,8302220034. 


9302230403 Application for amend to Licenses DPR-31 & NPF-6. changing 
Tech Specs Sections 3,4,5 it 6 re spent fuel pool expansion 
Class IV fee encl. 

CAVANAUGH, W. Arkansas Power it Light Co. 03/02/17, 0TQLZ, J, F 
Operating Reactors Branch 4 CLARK, R A Operating Reactors Branch 
3 2pp. 17246-346. 24X Fiche 30-313,83/02/17,0302230403. 


— 830-2230408 Proposed changes to Tech Specs Section* 3, 4,9 It 6 re spent 
fuel pool expansion 

a Arkansas Power it Light Co 03/02/17 i7pp 17246.340. 24X 

Fiche 50-313,03/02/17,8302230403 


0 Inspection reports, IE Bulletins & correspondence 


8302010231 Forwards IE Insp Repts 90-313/82-29 it 50-360/82-27 on 
020907-17 No noncompliance noted, 

COLLINS, J.T Region 4, Office of Director 82/12/02 CAVANAUGH, W 
Arkansas Power it Light Co 2pp 16973.143. 24X 

Fiche’ 50-313, 82/12/02,8302010251. 


—0302010258 IE Insp Repts 30-313/02-29 * 30-360/02-27 on 820907-17. No 
noncompliance noted Major area* inspected . review of 
license* action* it commitments in response to IE bulletin*, 
ln*p repts, NURE0-0737 items it NRC generic ltrs 

JOHNSON, E H, Region 4, Office of Director. JAUDON, J. P. Division 
of Resident, Reactor Project it Engineering Programs TRAMMELL, C. M 
Office of Nuclear Reactor Regulation, Director, 82/11/24, 14pp. 

16973 145 24X Fiche. 30-313, 82/12/02, 830201029 1. 


0302070343 Forwards IE Investigation Rept 30-360/82-38 on 820603-10 it 
16-17,0806 it 0909. No noncomplience noted Investigation did 
not develop evidence that util intentionally submitted false 
statement re IE Bulletin 80-06 

COLLINS, JT Region 4, Office of Director 82/12/27. CAVANAUGH, W 
Arkema* Power * Light Co. Spp 17029:322. 24X 

Fiche: 30-368, 82/12/27, 3302070343. 


—0302070347 IE Investigation Rept 30-360/02-38 on 820608-10. 16-17,0006 
0909 No noncompliance noted Major areas 1 nvestigated* alleg sd 
matl false statement ra IE Bulletin 80-06, H E8F Reset 
Controls n Personally identifiable info delated. 

HERR, R, K , WARD, W J , FITZGERALD, J A Region 4, Qffic* of 
Director 82/11/24 29pp. 17029 324 24X Fiche- 30-366. 62/10/27, 

0302070343 


83020 70429 Forwards IE Insp Repts 50-310/82-35 it 90-360/82-35 on 
02X206-10, No noncomp 1 lance noted 

0EIDLE, W C Division af Resident. Reactor Project & Engineering 
Program* 83/01/03 CAVANAUGH, W. Arkansas Power It Light Co 2pp. 

17029*272 24X Fiche 50-3X3,83/01/03,0302070425. 


—0302070431 IE Imp Rept* 90-313/82-35 S< 50-368/02-33 on 021206-10 No 
noncomplience noted Major areas Inspected audit 
implementation program, surve t llance test! ng, cal ibr control 
program 4. cal ibr. 

MURPHY, M E. , JOHNSON. W. D Division of Resident. Reactor Project t 
Engineering Programs 03/01/05 4pp. 17029 274 24X 

Fiche* 30-313, 03/01/03,8302070423 


8302030315 Provides list of interim actions re approach to raviaw It 
control of ltrs 6 commitments to NRC L development of 
regulatory response It commitment control program. 

MARSHALL, J R Arkansas Power t, Light Co 03/01/14 COLLINS, J. T 
Region 4, Office of Director 9pp. 17001.271. 24X 

Fiche- 50-313, 83/01/14, 830203031 5. 


8302070374 Forwards IE Insp Repts 30-313/02-33 it 30-360/82-33 on 
021113-19 ti notice of violation 

BE IDLE. W C. Division of Resident, Reactor Project it Engineering 

Programi 03/01/18 CAVANAUGH, W, Arkansas Power & Light Co. Spp 
17030.042. 24X Fiche . 50-313, 83/01/10, 0302070374. 


—8302070302 Notice of violation from insp on 021115-19. 

a Division of Resident, Reactor Project It Engineering Programs. 
03/01/18 lp. 17030.044. 24X Fiche. 90-313, 83/01/18, 0302070374. 


—8302070391 IE Insp Repts 50-313/82-33 it 90-360/82-33 on B2U15-19. 
Noncompliance noted . fai lure of plant safety committee to 
investigate licensee identified Tech Spec violation it 
failure to maintain penetration fira barriers functional. 

MURPHY, 11 E, , STEWART. R C. , MCCRORY.S. L Division of Resident, 
Reactor Project it Engineering Programs. 83/01/06 XOpp. 

I 7030 045 24X Fi Chet 30-313, 83/01/10, 0302070374 


8302070471 Forwards IE Insp Repts 90-313/82-34 it 50-368/02-34 on 
021201-31, No noncomplience noted 

8EIDLE, W C Division of Resident, Reactor Project It Engineering 
Programs 03/01/24. CAVANAUGH, W. Arkansa t Power l< Ligh t Co. 2pp. 
17036-010 24X Fiche: 50-313, 03/01/24, 8302070471. 


—0302070479 IE Insp Repts 50-313/82-34 It 50-368/02-34 on 021201-31, No 
none o mp 1 lanes noted. Major areas i nspected . surve i 1 lance, 
long-term shutdown & preparation for refueling, operational 
safety verification it LER followup 

CALLAN, L. J. , CUMMINS, J E , JOHNSON, W. D Division of Resident, 
Reactor Project It Engineering Programs, 83/01/19. 9pp. 

17036 020 24X Fiche 30-313,83/01/24,0302070471. 


B212G6039B IE Info Notics 83-01, "Ray Miller, Inc, H Svc List encl 
JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response {Post 03OLO3) 83/01/26 Consolidated Edison Go. of New 

York, Inc 110pp. 17023-160. 24X Fiche- 30-000, S3/0I/26, 0212060338, 


83020X0470 Ack receipt of 821217 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Rapt 90-368/82-32, 

BE IDLE. W C Division of Recldsntr Reactor Project & Engineering 
Programs. 83/01/27. CAVANAUOH*W. Arkansas Power It Light Co. ip. 
16981,020 24X Fiche; 30-360, 83 /DX/27r 83020 10470. 


— 0302010490 Responds to NRC 821112 ltr re violations noted In IE Imp 
Rept 90-368/02-32. Corrective actions: proc edural changes 
will be made to require preplanning re design change package 
i natal lation. 

MARSHALL, J. R. Arkansas Power It Light Co. 82/12/17. 8EIDLE,H.C. 
Division of Resident, Reactor Project l< Engineering Programs. 3pp. 
16981 * 021 24X Fiche: 50-368, 83/01/27, 0302010478 


8302010461 Ack receipt of 820929 It 1124 lire informing NRC of step* 
taken to correct violations It deviations noted in IE Insp 
Repts 30-313/02-14 It 90-360/02-11. 

0EIQLE, W. C. Division of Resident! Reactor Project It Engineering 
Programs. 03/01/27 0 AVANAUOH , W. Arkansas Power It Light Co. lp. 

16902-063 24X Fiche: 30-313, 83/01/27i 83020 10481. 
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— 9302010499 Respond* to NRC 821029 ltr re violation* noted in IE Insp 
Rapt* 30313/02-14 I* 50-368/82-11,. Correc t iva action* 

Procedure 1403 0C3r "Radioact i ve Mafcl Sh i pment *, '* reviled to 
• msur i cart lficatlon attached to shipping paper* 

MARSHALL# J ft Arkan*** Power fi« Light Co 02/11/24 SEIDLE.W. C 
Divifion of Resident* Reactor Project b Engineering Program* Spp 
16982- 064 54X Fi eh* - 90-313- 83/01 /27# 6302010481. 


— 9302010497 Respond* to NRC 821029 ltr ra deviation* noted in IE Inep 
Rapt* 30-313/02-14 fc 30-340/82-11 Corrective action*. mod* 
during currant refueling outage to be completed ai scheduled 
4 review of LOCA procedure* completed 

MARSHALL# 0 R. ATkan*** Power b Light Co 83/01/07 BEIDLE, W C 
Division of Resident, Reactor Project 6 Engineering Program*, 2pp 
14982 069 24X Fiche, 30-3 13i 03/01 /27. 930201 040 J 


— 8302010301 Inform* of inve**jga Cion initiated to determine validity of 
deviation noted in IE in*p Rept* 90-313/82-14 & 

30-3^8/82-11 re NUREO-O 970, Item 2 1 6 b, "Design of Plant 
Shielding. " 

NAR8HALL.J. R Arkema* Power 6 Light Co 82/09/29 BEIDLE, W. C 
Division of Resident, Reactor Project & Engineering Program* 7pp 
14982.071 24X Fiche 90-313*83/01/27,8302010481. 


8212040360 IE Info Notice 83-02* "Limi torque HOftC, NiBC* H2BC b H3BC 
Overheads. " Svc list end. 

JORDAN, E L Division of Emergency Preparednei* & Engineering 
Response (Post 8301031 03/01/20. Consolidated Edison Co of New 

York* Inc. i09pj>. I7I44rQ01 24X Fiche 30-000,03/01/28.0212060360 


9212060361 IE Info Notice 83-03* "Cal Ur of Liquid Level Instruments ■ 
Svc list end, 

JORDAN* E. L Division of Emergency Preparedness b Engineering 
Response (Post 9301031 83/01/28 Consolidated Edison Co of New 

York, Inc. 1 10pj> 17074.099 24X Fiche. 50-000, 03/01/20, 8312060361, 


8302070430 Submit* result* of strontium analysis of liquid radioactive 
affluent sample omitted from IE Insp R»pt* 90-313/02-12 It 
90-348/82-29. Analyst* performed by NRC Radiological fi* 

Environ Science* Lab, nec***ltat ing omission, 

BEIDLE* H C. Division of Resident, Reactor Project b Engineering 
Program* 83/01/31. CAVANAUGH, W Arkansas Power b Light Co 3pp. 
17031.013 24X Fiche: 90-313, 03/01/31 *0302070439 


8302070462 Act receipt of 021101 ltr Informing NRC of steps taken to 
reeulve open, items noted in IE Emergency Planning Insp 
Rept* 50-313/02-1 1 U 50-368/02-09. 

SEIDLE* W C. Division of Resident, Reactor Project b Engineering 
Program*. 93/02/01 CAVANAUGH* W Arkansas Power b Light Co. Spp 
17034,201. 24X Fi cht: 90-313, 03/02 /Qt , 0302070462 


—0302070460 Respond* to NRC 020920 Hr r* open Item* noted in IE 
Emergency Planning Insp Rept* 50-313/82-11 b 90-360/02-09 
Schedule far resolving open items end 

MARSHALL, J, R. Arkanias Power b Light Co. B2/H/01 COLLINS, J T 
Region 4* Office of Director. 6pp 17034 203. 24X 

Fiche: 50-313. 03/02/0 1 * 0302070462. 


8302070941 Ac k receipt of 830120 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept* 90-313/82-32 b 
90-368/82-31 

8CIDLE, W, Division of Resident, Reactor Project i< Engineering 
Program*, 03/02/03 CAVANAUGH. W Arkansas Power & Light Co, lp 
17034. 154 24X Fiche. 50-313, 83/02/03, 8302070541. 


— 0302070592 Respond* to NRC 821223 ltr re violation* noted in IE Inap 
Rapt* 50-313/82-32 b 90-368/02-31. Cor rec t lv* action*, 
combustible* removed, co Ured fire retardant located for use 
id Identification 4 weakly insp conducted 

HARQKALLi J. R, Arlan*** Power b Light Co 03/01/20 BEIDLE, W. C 
Division of Resident* Reactor Project 4 Engineering Program* 2pp 
17034 197. 24X Fiche: 50-313.83/02/03.0302070941 


0302180393 Respond* tg NRC 03O11B Hr re violation* noted in IE insp 
rept. Correct i ve action' 000618 response to !E Bulletin 80-06 
re-evaluated b submitted 920416 Interim action* to upgrade 
mgt controls implemented. Civil penalty payment and, 

CAVANAUGH, W. Arkansas Power * Light Co 83/02/03 DEYOUNG, R. C, 
Director's Office, Office of Inspection and Enforcement 3pp. 
17209-399. 24X Ficher 90-360, 83/02/03, 83021 0O39T 


8302170333 Request* description of action* taken to establish QA 
Measure* for proper selection* procurement b application of 
feitener lubricant* b injection sealant compound** per util 
821231 response to IE Bulletin 82-02, 

BEIDLE# W„ C Dlvieton of Resident, Reactor Project 6 Engineering 
Program. 83/02/10. CAVANAUGH, M, Arkanias Power b Light Co 2pp. 
17184: 174. 24X FUha: 50-368, 93/02/10, 8302170333. 


8302230583 Ac k receipt of 830104 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt* 30-313/82-21 6 
90-369/82-18 

BEIDLE, W C Division of Resident, Reactor Project fit Engineering 
Programs 83/02/14 CAVANAUGH, W Arkansas Power b Light Co ip 
17236 ilS 24X Fiche 90-313,83/02/14,8302230909 


— 0302230602 Responds to NRC B21105 ltr ro violations noted in IE Insp 
Rept* 50-313/82-21 b 50-368/82-10 Corrective actions health 
physics training sequences revised to specify retraining 
requirements b frequencies 

MARSHALL* J R Arkansas Power b Light Co 83/01/04 8EIDLE, W C 
Division of Resident, Reactor Project & Engineering Programs 3pp 
17296 116 24X Fiche 50-313,83/02/14,0302230988 


830223053S Inform* of new program to enable more timely notification cf 
insp results by Vendor Program Branch Rept* will be , 
forwarded through NRC resident inspec tor, w/enc 1 distribution 
ticket Vendor rept info should be used in util assessments 
COLLINS, J T Region 4, Office of Director 83/02/16 CAVANAUGH, W 
Arkansas Power & Light Co 3pp 17296 310 24X 

Fiche* 50-313, 03 / 02 / 16 , 0302230938 


0212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units * 
8vc list and 

JORDAN* E L Division of Emergency Preparedness fit Engineering 
Response (Post 0301031 83/02/18 Consolidated Edison Co of New 

York* Inc liOpp 17347 l?| 24X Fiche 50-000,83/02/18,8212060363 


0212060363 IE Info Notice 83-09, "Obtaining Approval far Disposing of 
Very Low Level Radwaste - 10CFR20 302 " Svc list one I 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of Neu 

York. Inc lllpp 17347 OSB 24X Fiche 50-000*83/02/24,8212060365 


8212060366 IE Info Notice 03-06, "Non i d ent i c a 1 Replacement Part* " 

Svc list end, 

JORDAN, E L Division of Emergency Preparedness fit Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of Neu 

York, inc 112pp 17361 148 24X Fiche 90-000,83/02/24,0212060366 


6 Reportable occurrences, LER* fit related correspondence 


B 302170133 Forward* LER 83-001/03L-0 

MARSHALL, J.R Arkansas Power fit Light Co 83/02/01 SEIDLE, W C 
Division of Resident, Reactor Project fit Engineering Program* ip 
17100:219 24X Fiche 90-360,83/02/01,8302170133 


— 8302170136 LER 83-001 /03L-0 on 830106* d ur i n fl Mode 1, control room 
emergency air conditioner 2VE-10 failed surveillance test 
due to ercessive compressor cycling Caused by low freon due 
to leak on discharge relief valves Valve will be replaced 
ROOEftS, P Arkansas Power fit Light Co 83/02/01 Region At 
Office of Director Spp 17100 216 24X Fiche 50-368,83/02/01* 

8302170133 


8302170372 Forwards LER B3-003/03L-0 

MARSHALL* J R Arkansas Power fi’ Light Co 83/02/03 SEIDLE, W C 
Division of Resident, Reactor Project 8< Engineering Program*. tp 
17187 133 24X Fiche 50-360*03/02/03,8302170372 


— 8302170377 LER 83-003/03L-0 on 830109, alarm received on svc water 
monitor 2RITS-1453 for shutdown cooling HX* indicating tube 
leak Cause undetermined Tubes plugged, 

ROGERS, P Arkansas Power fi, Light Co, 83/02/00 Region 4, 
Office of Director 2pp 17107 134 24X Fiche* 90-368* 03/02/03* 

0302170372 


0302170232 Forward* LER 83-004/03L-0 

MARSHALL* J R Arkansas Power fi< Light Co 03/02/04 SEIDLE# H C 
Division of Resident* Reactor Project b Engineering Program* tp 
17187 102 24X Fiche 90-369,83/02/04,8302170232 


— 8302170237 LEr 83-004/03L— O. on 830li4*while in Mode S, fire b*rri*T 
penetration found unsealed Probably caused by personnel 
error Fire watch posted Penetration sealed fit inspected 
ROGERS, P, Arkansas Power 8. Light Co 83/02/04 Region 4* 
Office of Director 2pp 17187 103 24X Flcha S0-36B, 03/02/04, 

03021 70232, 


0302170063 Requests schedule for correction of core protection 
calculator software discrepancy noted in LER 02-O26/O3L-O 
Response requested within 30 days 

CLARK, R A Operating Reactors Branch 3 83/02/06 CAVANAUGH. W, 

Arkansas Power fit Light Co 3pp 17191.069. 24X 

Flchor 50-368* 03/02/06,8302170063 


6302230496 Forwards LER B3-002/03L-0 

MARSHALL, J R Arkansas Power fit Light Co 83/02/14 SEIDLE* W C 
Division of Resident. Reactor Project fi< Engineering Programs, lp 
17246:046, 24X Fiche 50-368*83/02/14.0302230496 
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— 0302230473 LER 83-002/03L-0 on 830106, control room indication loit for 
Intake structure exhaust fan 2VEF-25B Caused by opened fuse 
due to grounded motor power cable Cable replaced & exhaust 
Pan returned to svc 

ROGERS* P Arkansas Power 6 Light Co 03/02/01 Region 4* 

Office of Director ip 17246 047 24X Fiche 90-368*63/02/14. 

0302230456 


9302230169 PNO- IV-83-006 on 030216, fire In startup transformer 3 caused 
manual trip from 5X power Transformer 2 placed in svc & 
fire promptly extinguished. 

JOHNSON* W D * CUMMINS, J E Region 4* Office of Director 03/02/17 
lp 17249 091 24X Fiche 50-369*03/02/17,9302230169 


V Operator Examinations 


0301310203 Generic Ltr 03-06 to all power reactor 1 ic enseet* app llcants 
for OLi , N88 vendors, reactor vendors 6 AE re certificates 
Sc revised format for reactor operator fc senior reactor 
operator licenses 9vc list end 

E I 8ENHUT i D 0 Division of Licensing 63/01/31 Consolidated 

Edison Co of New York, Inc 14pp 17347 177 24X 

Flch* 50-000,03/01/31,0301310203 


DOCKET 90-369 WILLIAM 0 MCGUIRE NUCLEAR STATION, UNIT 1 


F Security, medical, emergency fc fire protection plans 


B3 02 f 50661 Forwards IE Insp Rept 90-369/02-44 on 021130-1202 No 
noncompl lance noted 

DANCE, H c Division of Project & Resident Programs 03/01/07 
TUCKER, H B Duke Power Co 2p p 17154’ 074 24X 

Fiche 30-369,03/01/07*8302150661 


““0302190665 IE Insp Rapt 90-369/82-44 on 021130-1202 No noncomp 1 lane e 
noted. Major areas inspected emergency preparedness exercise. 

CLINE, W E * MARBTON, R R , JENKIN3* 0 R Division of Emergency 
Preparedness 6 Materials Safety 03/01/04 9pp. 17134 076. 24X 

Fiche 90-369*83/01/07,0302130661 


C30201O641 Forwards supplemental pages to Rev 3 of Safeguards 
Contingency Plan. Pages withheld (ref 10CFR73. 211. 

TUCKER, H B Duke Power Co 03/01/25 DENTON, H R Office of 
Nuclear Reactor Regulation, Director lp 16980 041 24X 

Fiche 50-369,03/01/29,6302010641 


6301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL * holders of CPs r« regional workshop 
concerning Suppl 1, NUREG-0737, “Requl rements for Emergency 
Response Capability 11 Bvc list end 

EI0EMHUT, D 0 Division of Licensing 83/02/01 Consolidated 

Edison Co of New York, Inc 1 1 p p 17221.226. 24X 

Ftche. 30-000, 03/02/01, 0301210340 


8302100212 Forwards Rev 14 to security plan re implementation of 
tfopar tmental reorganl iat 1 on Rev withheld (ref 10CFR2 790). 
TUCKER, H B Duka Power Co 03/02/06, DENTON, H R Office of 
Nuclear Reactor Regulation, Director lp 17112 287, 24X 

Fiche ’ 30-369, 83/02/06, 8302100212 


6302170300 Forwards IE Safeguards Insp Repts 90-369/03-03 * 
50-370/03-06 on 030124-20 No noncomp 1 lance noted 
DANCE, H C Division of Project & Resident Programs, 03/02/14. 
TUCKER, H B Duke Power Co 2pp 17177 040 24X 

Fiche 30-369,03/02/14,0302170300 


—8302170304 IE Safeguards Insp Repts 90-369/03-03 It 30-370/83-06 on 
030124-29 No noncompiiance noted Major areas Inspected- 
security plan fc implementing instructions fc security 
organization response Details withheld (ref 10CFR73 211 
MCOUIRE.D.R , TILLMAN, A. Division of Project fc Resident Programs 
03/02/1 1 lp. 17177 030. 24X Fiche 90-369,03/02/14,9302170300. 


B3 02 2 ?0 032 Releases public version of revised emergency plan 

FELTON, J, M, Division of Rules and Records 03/02/14 Document 
Management Branch. ip. 17227-209 24X Fi che; 30-369, 03/02/ 1 4, 

0302220032 


— 0302220040 Forwards public version of Rev 9 to emergency plan 
TUCKER, H B. Duke Power Co 03/02/01 DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. ADEN0AM, E 0 Licensing 
Branch 4. 2pp. 17227.290 24X Fi che- 90-369, 03/02/14, 0302220032 


— 8302220047 Public version of Rev 9 to emergency plan. 

MCINTGBH, M. D. Duke Power Co, 03/01/31, 40pp, 17227:292 24X 

Fiche. 90-369, 83/02/14, 0302220032. 


0302220072 Releases public version of revised emergency p Ion 
implementing procedures 

FELTON. J M Division of Rules and Records 63/02/14 Document 
Management Branch lp. 17234 053 24X Ficha 50-369,03/02/14, 

0302220072 


— 0302220087 Forwards public Version of revised emergency plan 
implementing procedures * Including PT/O/ A/ 4600/06 re 
exercises & drills It PT /D/A/ 4 600/1 1 re function check of 
emergency vehicle 6 equipment 

TUCKER, H 8 Duke Power Co 63/02/Ot DENTON, H R Office af 
Nuclear Reactor Regulation, Director. ADENBAM* E Q Licensing 
Branch 4 2pp 17234.054 24X Fiche 50-369*03/02/14,8302220072 


— 0302220093 Public version of revised emergency plan implementing 
procedures, including Procedures PT/O/A/4600/06 re exe-rcis** 
tn drills & PT/Q/A/46QO/1 1 re function check of emergency 
vehicle St equipment 

# Duke Power Co 83/01/17 li7pp 17234 056 24X 

Fiche 50-369*03/02/14,0302220072 


J. Insurance 6 indemnity information 


0302090413 Requests reimbursement of pro rata portion of indemnity 
fees paid due to termination of NRC indemnification under 
Pr ice-Andsrson Act on B21L15 

HOUSE, D R Duke Power Co 03/02/04 SALTZMAN, J. Antitrust & 
Economic analysis Branch (Utility Finance) lp, 17070,362 24 X 

Fiche 30-000, 03/02/04* 8302090413 


0302100149 Amend 6 to Indemnity Agreement 0-83, deleting Item 3 of 
attachment & substituting new Item 3 for Licenses BNM-1773, 

BNM-1 083 U NPF-9 

SALTZMAN, J. Assistant Director for State L Licensee Relations 
03/02/04 lp. 17134 276 24X Fiche 50-369,83/02/04*8302100149. 


0302250422 Forwards executed Amend 6 to Indemnity Agreement 0-63 
TUCKER, H 8 Duke Power Co 03/02/16 DENTON, H. R Office of 
Nuclear Reactor Regulation, Director SALT ZM AN, J Assistant 

Director for Btate It Licensee Relation* 2pp. 17297.037 24X 

Fiche 30-369* B3/02/16, B30225O422. 


K Utility Final Safety Analysis Report CFSAR) * amend* 


0302230424 Application to amend Licenses hFF-9 & CPPR-B4* const* ting of 
Rev 45 to FSAR 

TUCKER. H.B Duke Power Co 03/02/16 DENTON, H R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM* E, G. Licensing Branch 

4 2pp. 17243260 24X Fiche 50-369,03/02/16,0302230424 


—8302230431 Rev 49 to FSAR 

* Duke Power Co. 03/02/16 66pp 17243 262 24X 

Fic he. 90-369, 03/02/16, 8302230424 


P Operating license stage documents is correspondence 


0302070332 Forwards steam generator monitoring programs, Modi to program 
subj to NRC approval 

TUCKER. H 0. Duke Power Co 03/02/03 DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing Branch 
4 2pp. 17031,002 24 X Fiche: 50-36?, 83/02/03, 8302070332. 


— 9302070334 Steam generator monitoring programs, 

« Duke Power Co. 03/02/03 9pp 17031:004 24X 

Fiche. 50-369, 83/02 /03, 0302070332. 


0302100512 Board Notification 83-1 1 1 forwards info indicating onset of 
increased turbulence 6 acceleration of tube wear occurring 
at feed flow rates of 50% #ot Model D/2 S< D/3 steam 
generator* be at 70X for Modal D/4 I* D/5 steam generators 
NOVAK* T. K. Assistant Director for Licensing, 83/02/03. Atomic 
Safety and Licensing Board Panel 6p p 17143:293. 24X 

Flefie’ 50-000, 83/02/03, 0302100512 


— 9302100522 Summery of 020219 meeting w/ORNL* ANL» TX Utils Generating C( 
0C Electric & Gas Coi We st Inghouse, TVA & representatives of 
Swedish nuclear power plant fc Krsko In flethesda.KD re 
accelerated tube wear on Mo-del D steam generators, 

CHESTNUT* 8, H, Licensing Branch I. 82/03/15, YOUNGBLOOD. B . J. 
Licensing Branch 1 46pp, 17143:290. 24X Fiche- 50-000, 03/02/03, 

0302100512 


0302150396 Submits response tc NRC concerns re elimination of boron 
injection tank from facility Decision to reduce boron 
concentration due to difficulty in removing tank. W/ten 
marked-up oversize drawings, Aperture cards are in PDR. 

TUCKER ,H B. Puke Power Go B3/02/03. DENTON* H R Office of 
Nuclear Reactor Regulation, Director ADENBAM* E. 0 Licensing Branch 
4 2pp 17157.113. 24X Fiche- 50-370.63/02/03, 6302150396 
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12302090299 fimiric Ltr 63-09 Vo all operating react©T licensees* 
applicant* for OL U holders o f CP for C-E PWR* p# rsview of 
C-E Owners Group unergency procedure* guide lint program Svc 
list end 

EISEM-RJT , 0. 0. Division of Licensing 63/02/06 Consolidated 

Edison Co, of New York. Inc tipp 17290 247 24 X 

Fit he: 3 0-000. 83/02/00.6302060299 


8302000304 Generic Ltr 83-11 to all operating reactor licensees re 
licensee qualification for performing safety analysis In 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end 
EISENHUTi D 0, Division of Licensing 03/02/03 Consolidated 
Edison Co of Mew York, Inc, 9pp 17234 234. 24X 

FI che: 90-000. 93/02/09.8302000304, 


0302090089 Generic Ltr 83-tOD to all llcansees w/West inghouse designed 
’ NB80 <*teept Yante* Atomic Electric Co) re resolution of 
THI Action Item ILK 3 5r “Automatic Trip of Reactor Coolant 
Pumps " Svc list end. 

EISENHUT, D 0. Division of Licensing 83/02/08 Southern 
California Edison Go 31pp. 17290.262 24X Fiche 90-000.63/02/06. 

6302090089 


8302 1 70042 Forwards "Caleulationa 1 Methodology for Equipment 
Qualification Radiation Dose," per 630131 telcon, 

TUCKER. If, 3. Duka Power Co. 83/02/14. DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADEN SAM. E, 0 Licensing Branch 

4. Ip. 17183 027. 24 X Fiche: 90-369. 63/02/14, 9302170042 


—0302170047 "Calculation*! Methodology for Equipment Qua 1 i f it a tion 
Radiation Dose 11 

a Duke Power Co 83/02/14 30pp. 17183*020 24X 

Fiche 90-36 9, 83/02/14.8302170042 


8302170140 Forwards Rev 6 to “Analysis of Hydrogen Control Measures, 
at McQuire Ndclaar Station. “ in rasponsa to NRC 030124 
request for addl info, 

TUCKER, H 0, Duke power Co. 83/02/19 DENTON, M R Office of 

Nuclear Reactor Regulation. Director. ADENSAMrE 0 Licensing Branch 

4 lp. 17195 186, 24X Fiche 90-369,83/02/13,8302170140 


— 8302170144 Rev 6 to "Analysis of Hydrogen Control Measure* at McGuire 
Nuclear Station." 

a Duke Power Co 83/02/15, 33pp 17199:1 37 24X 

Ficha* 90-369, 83/02/19. 8302170140 


8302230424 Application to amend Licenses MPF-9 b CPPR-94. c on* is ting of 
Rev 45 to F8AR 

TUCKER, H 0 Duke Power Co. 83/02/16 DENTON, H R Office of 

Nuclear Reactor Regulation. Director ADENSAM, E 0 Licensing Branch 

4 2pp. 17245 260 24X Fiche: 50-369, 83/02/16, 8302230424 


8 30 2240302 Application for amend to License NPF-9, authorli ing transfer 
of spent fuel between Unit 1 b Unit 2 Original issuance of 
license for Unit 2 should Include sub j provision 
TUCKER, H, 0. Duke Power Co 83/02/18 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ADEN 9 ON. E 0, Licensing Branch 

4. 3pp. 17273-349. 24X Fiche 90-369, 83/02/18, 0302240302 


8302250391 Forwards Amend 19 to Duke Power nuclear guides Amend 20 
will be forwarded In Apr 1963. 

ELLIOTT, J L Duke Power Co 83/02/18 B I RKEL, R Office of Nuclear 
Reactor Regulation, Director. 2pp. 17296 215 24X 

Fiche. 50-000. 83/02/18,6302290391 


—0302250400 Rev DA to Nuclear Guide 1.61, "Damping Values for Seismic 
Design of Nuclear Power Plants. 11 

a Duke Power Co B3/01/06 7pp 17296:217 24X 

Fiche: 50-000, 03/02/16. 9302250391. 


—8302250417 Rev 1A to Nuclear Guide 1. ill, "Methods for Estimating 
Atmospheric Transport b Dispersion of Gaseous Effluents in 
Routine Releases from Llgtit-Natsr-Coolsd Reactors. 11 
EDMONDS, R.F, Duke Power Co, 63/01/06 49pp. 17296*248 24X 

Fiche: 50-000, 83/02/16. 9302250391 


—0302280424 Rev 1A to Nuclear Guide i, 143, "Design Guidance Pot Rad waste 
tfgt By s, Structures b Components Installed in 
Light-Uater-Cooled Nuclear Power Plants " 

HILLER, R. E. Duke Power Co. 83/01/06 14pp, 17296.297, 24X 

Fiche. 50-000, 93/02/10. 9302230391. 


‘B302280436 Rev I to Nuclear Guide 1, 147, "Intarvice Insp Coda Case 
Aeceptabill ty, ABHE Section XI,Oiv I." 

DALTON, D. W. Duke Power Co. 83/01/06, 7pp. 17296 31i 24X 

Fiche: 30-000, 83/02/18. 6302290391 


8302240203 Discusses turbine trip test conducted during startup Util 
agrees description at test in startup rept does not 
accurately portray test Revised description end 
TUCKER, H B Duke power Co 83/02/22 DENTON, H R Office of 
NucleaT Reactor Regulation, Director ADEN 8AM, E 6 Licensing Branch 

4 3pp 17274 073 24X Fiche 30-369.83/02/22,0302240205 


8302240332 Advises that cold leg fiCS temp not justified on basis of 
pressuTiced thermal shock issue & App O concern* Addition of 
steam generator pressure instrumentation proposed 
TUCKER, H 8 Duke Power Co 83/02/22 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENBAM, E G Licensing Branch 
4 5pp 17274 04 9 24X Fiche 50-369.83/02/22,8302240332 


Q Inspection reports, IE Bulletins b correspondence 


B302190661 Forwards IE Insp Rept 50-369/82-44 on 021130-1202 No 
nonconpl lance noted 

DANCE. N C Division of Project b Resident Programs 03/01/07 
TUCKER, H B Duke Power Co. 2pp. 17154 074 24X 

Fiche 90-369, 03/01/07,8302190661 


— 83021 S0665 IE Insp Rept 90-369/92-44 on 821130-1202 No noncompliance 
noted Major areas in spec ted’ emergency preparedness exercise 
CLINE, W E , NARSTON.fi, R , JENKINS, G, R Division of Emergency 
Preparedness b Materials Safety 83/01/04 9pp 17154 076 24X 

Fiche 50-369, 83/01/07, 8302150661 


8302150669 Forward* IE Insp Repti 30-369/82-47 b 50-370/02-40 on 
92 1 120-1220 No non c omp 1 1 enc e noted 

DANCE, H C Division of Project b Resident Programs 03/01/25 
TUCKER. H B. Duke Power Co 2pp 17134 103 24X 

Fiche. 50-369, 03/01/25. 0302150669 


—0302150676 IE lusp Repts 50-369/82-47 ft 50-370/82-40 on 821 120-1220 No 
noncomp l ian ce noted Major areas inspected * plant operations, 
surveillance test tng. mainfc ac tiviti as, IE bulletins b 
followup on previous inspector identified items 

ORDERS, W t IGNAT0NI3.A . KRUG, H Division of Project b Resident 
Programs 83/01/23 9pp 17154 103 24X Fiche 50-369, B3/01 /29, 

83021 30669 


B2 1 2060358 IE Info Notice 83-01, "Ray Miller, Inc " Bvc list end 
JORDANrE L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of Neu 

York, Inc llBpp 17023*160 24X Rich* 50-000,83/01/26,8212060356 


0212060340 IE Info Notice 83- 02, "Limitorque HOflC, HIBC, H2BC b H3HC 
Gear heads M Bvc list end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/01/20 Consolidated Edison Co. of New 

York, Inc I09pp 17144 001 24X Fiche 50-000, 83/01 /28, 821 2060360 


8212060361 IE Info Notice 03-03, "Calibr of Liquid Level Instrument* " 
Bvc list end, 

JORDAN, E. L, Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/01/29 Consolidated Edison Co af New 

York, Inc UOpp. 17074 099. 24X Fiche* 50-000, 83/01 /28, 8212060361 


8302150442 Ack receipt of IE Insp Repts 90-369/82-46 b 90-370/82-39 
No proprietary info 

TUCKER, H B Duke Power Co 03/01/28 O'REILLY, J P Region 2, 
Office of Director Lp 17150,147 24X Fiche 90-369,03/01/28. 
8302150442. 


8302190526 Responds to IE Bulletin 82-04 re deficiencies in primary 
containment electrical penetration assemblies No Bunker- 
Ramo electrical penetrations using hard epoxy module design 
Installed or envisioned at facilities 

TUCKER, H 0 Duke Power Co. 83/02/0! O'REILLY, UP Region 2. 
Office of Director, ip 17156*22 2 24X Fiche: 90-369, 03/02/01, 
0302150526 


8302150697 Ac k receipt of IE Insp Rept 50-369/02-44 No proprietary 
info. 

TUCKER, Hi. Duke Power Co 03/02/02 0 'REILLY, J, P. Region 2, 

Office of Director tp. 17150:356. 24X Fiche, 50-369, 03/02/02, 

0302190697- 


0302170300 Forwards IE Safeguards Insp Repts 50-369/03-03 h 
90-370/03-06 on 830124-28. No noncomp 1 lance noted. 

DANCE. H. C. Division of Project 6 Resident Programs. 83/02/14 
TUCKER, H. H. Duke Power Co. 2pp. 17177 040. 24X 

Ficha: 50-369, 83/02/14,8302170300 


—8302170304 IE Safeguards Insp Repts 50-369/83-03 b 90-370/93-06 on 
930(24-28, No noncompl lance noted. Major areas inspected: 
security plan b implementing instructions b security 
organiiatlon response, Details withheld (ref I0CFR73. 211, 

MCGUIRE, D. R. , TILLMAN, A. Division of Project b Resident Programs, 
83/02/11. lp 17177.090. 24X Fiche : 90-369, 83/02/14, 8302170300. 
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8212060363 IE Info Notice 83-04* "Failure of Elma Power Supply Units " 
8vc li»t *ncl 

JORDAN* E L Division of Emergency Preparedness L Engineering 
Response (Post 630 1 03 > 03/O2/t8 Consolidated Edison Co of New 

York, Inc iiOpp 17347 191 24X Fiche 90-000*03/02/18,8212060363 


9212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Vary Low Level Radwaste - 10CFR20 302 *' Qvc list end 
JORDAN, E L Division of Emergency Preparedness ft, Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York* Inc lllpp 17347 058 24X Fiche 50-000,83/02/24,8212060365 


6212060366 IE Info Notice 83-06, "Nonidentica 1 Replacement Parts " 

8vc list end. 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 630103) 83/02/24 Consolidated Edison Co of New 

York, Inc 1 12pp 17361 148 24X Fiche 50-000,63/02/24,8212060366 


R Periodic operating reports 6 related correspondence 


6302180316 Forwards monthly operating rept for Jan 1983, 

TUCKER, H. B, Duka Power Co 03/02/15 Director's Office, Office 
of Inspection and Enforcement lp 17213 3S2 24X 

Fiche 50-369, 83/02/15, 6302100316 


— 8302100319 Monthly operating rept for Jan 1 9B3. 

REAVI0, J A Duke Power Co 83/02/19 6pp 17213 353. 24X 

Fiche’ 50-369, 03/02/15* 8302180316 


8 Reportable occurrences, LERs U related correspondence 


8212140330 Part 21 rept re problem w/Brown Boveri Electric, Inc low 
voltage circuit breakers w/ solid state trip devices Units 
from San Onofre 2 &■ 3 failed due to long-term degradation of 
filter capacitor C205 Suspect trip units should be tested, 

DUVALL, D 0 Brown Boveri Corp, (subs, Brown Boveri 8< Co , Ltd > 
82/12/10 0TELLD.V Director's Office, Office of Inspection and 
Enforcement 2pp 17023-204 24X Fiche* 50-000, 82/12/10, 6212140330 


0302140120 Forwards LER 82-OB2/03L-0 

TUCKER* H B Duke Power Co B3/01/2B O'REILLY, J P Region 2, 
Office of Director lp 17140 103 24X Fiche, 50-369, 83/01/28, 
8302140120, 


— 9302140124 LER B2-082/03L-0, on e2123irwhll# in Mode 5, three instrument 
loops found out of tolerance Caused by differential pressure 
transmitter drift Transmitters recalibr 

NAflDGC I , P B, Duke Power Co 03/01/20 Region 2, Office of 

Director lp 17140 104 24X Fiche 50-369*93/01/20,9302140120, 


6302230592 Forwards LER 83-002/03L-0 

TUCKER, H D Duke Power Co 03/02/09 0 'REILLY, J. P. Region 2, 
Office of Director lp 17256*122. 24X Fiche 50-369*03/02/09, 
8302230592 


— 8302230603 LER 03-OO2/O3L-O. on 8301 10* while in Mode i, pressur i z er 
heater group IB failed to energize in manual L declared 
inoperable Cause under Investigation Design defect Indicated 
in vacuum breaker contractor coil circuit. 

NARDOCI, P B Duke Power Co 03/02/09 Region 2, Office of 
Director lp 17256 123. 24X Fiche, 50-369, 03/02/09* B302230992 


8302280002 Forwards LER 83-003/03L-0 

TUCKER, H B Duke Power Co. 63/02/15 O'REILLY* J F. Region 2, 
Office of Director lp 17307 106, 24X Fiche, 50-369, 83/02/15, 
8302280002 


— 0302200009 LER 83-003/03L-0. on 03OU7* during Mode 1 weekly sampling 
collection, conventional waste water treatment composite 
sampler found inoperable Caused by frozen sample line due to 
improper installation of lnsu lation, Insulation reinstalled 
NARDOCI, P.B. Duke Power Co 03/02/15, Region 2i Office of 
Director lp 17307 107 24X Fiche. 50-369, 03/02/19* B3O220OOB2. 


V. Operator Examinations 


9301310203 Generic Ltr 63-06 to all power reactor 1 i c enstes , app 1 icants 
far 0L« , NSS vendors, reactor vendors fc AE re certificates 
& revlted format for reactor operator i< senior reactor 
operator licenses 8vc list end 

E I BENHUT* D 0 Division of Licensing. 83/01/31. Consolidated 
Edison Co of New York, Inc, 14pp. 17347* 177. 24X 

Fiche* 50-000, 03/01/31, 6301310203, 


DOCKET 30-370 WILLIAM B MCGUIRE NUCLEAR STATION, UNIT 2 


A Application/construction stage documents 6 correspondence 


0302100512 Board Notification 03-11 forwards Info indicating onset of 
Increased turbulence 6 acceleration of tube wear occurring 
at feed flow rates of SOX for Model D/2 & D/3 steam 
generators % at 7QX for Model D/4 6 D/5 steam generators 
NOVAK, T M Assistant Director for Licensing. 83/02/03 Atomic 
Safety end Licensing Board Panel 6p p 17143.293. 24X 

Ftche 50-000, 03/02/03,9302100512 


—0302100522 Summary of 820219 meeting w/ORNL, ANL, TX Utils Generating Co 
SC Electric 6 Oas Co, We s t lng h ou «e, TVA 6 representatives of 
Swedish nuclear power plant L Krsko in Bethesda, MD re 
accelerated tube wear on Model 0 steam generators 
CHESTNUT* 3 H, Lietnsing Branch 1 82/03/15 YOUNOBLDOD* B J. 

Licensing Branch 1 46pp 17143 290 24X Fiche* 50-000, 83/02/03, 

8302100512, 


0302150396 Submits response to NRC concerns re elimination o# boron 
injection tank from facility Decision to reduce boron 
concentration due to difficulty in removing tank U/ten 
marked-up oversize drawings Aperture cards are In PDR. 

TUCKER, H 0 Duke Power Co 83/02/03 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENGAH, E.O, Licensing Branch 
4 2pp 17157.113. 24X Fiche 50-370*63/02/03,6302150396 


8302150522 Responds to NRC concern* re elimination of boron injection 
tank from fecility,per 830129,0201 *< 02 tel cons. Plant 
considerations reducing Unit t boron concentration did not 
Involve concerns for public h ea 1 th/sa fety W/o and drawings, 

TUCKER, H B. Duke Power Co. 03/02/03. DENTON* H. R Office af 

Nuclear Reactor Regulation, Director. ADENBAM* E. 0. Licensing Branch 
4 2pp , 17136*092 24X Fic h e . 50-370, 03/02/03, 03021 30322. 


8302000295 Generic Ltr 03-09 to ell operating Ttactor licensees,' 
applicants for QL 6 holders of CP for C-E PWR* re review of 
G-E Owner* Group emergency procedures guideline program, Qvc 
list end 

El BENHUT, D 0, Division of Licensing 83/02/09 Consolidated 
Edison Co of Nsu York, Inc llpp 17290’ 247, 24X 

Fiche. 50-000* 03/02/09,8302000295 


0302090000 Generic Ltr 63-10C to all applicants w/We sting house designed 
NS8S re resolution of TMI Action Item II K 3.9, "Automatic 
Trip of Reactor Coolant Pumps. " 

EI8ENHUT* D 0 Division of Licensing, B3/02/Oe. Baltimore Oas 6 
Electric Co 30pp. 17290 212 24 X Fiche : 90-000, 03/02/09, 

8302090000. 


0302170042 Forwards "Calculations 1 Methodology tor Equipment 
Ouallf icati on Radiation Dose, 11 per 630131 telcon. 

TUCKER, H 0 Duke Power Co 63/02/14 DENTON* H, R Office of 
Nuclear Reactor Regulation, Director ADEN BAN* E 0. Licensing Branch 

4. lp, 17103*027, 24X Fiche 50-369* 03/02/14*0302170042 


— 8302J70047 "Ca 1 cu 1 at ional Methodology for Equipment duel i f i c a 1 1 on 
Radiation Dose *■ 

# Duke Pauer Co. 63/02/14 30pp 17103:028. 24X 

Fiche* 50-369, 83/02/14* 0302170042 


8302 1 70327 Forwards util 030209 ltr to DDE providing comment* an 
proposed contract for disposal of spent nuclear fuel fc/or 
high level radwaste Affirms util intention to execute DOE 
agreement per Section 302(b) of Waste Act of 1993. 

TUCKER, H 0 Duke Power Co 03/02/14 DENTON, H R Office at 
Nuclear Reactor Regulation, Director. ADEN 8 AH r E -0, Licensing Branch 
4. 13pp. 17184.161, 24 X Fiche 90-370,83/02/14, 0302170327. 


8302170140 Forwards Rev 6 to “Analysis af Hydrogen Control Measure* 
at McOuira Nuclear Station, N in response to NRC 830124 
request for addl info, 

TUCKER*HB. Duke Power Co, 93/02/15 DENTONrH. R Office of 
Nuclear Reactor Regulation, Director ADEN 8 AH* E. 0, Licensing Branch 

4. tp 17193:106, 24X Fiche: 50-369* 83/02/15,8302170140. 


— 0302170144 Rev 6 to “Analysis of Hydrogen Control Measures at McGuire 
Nuclear Station " 

# Duke Power Co, 83/02/19. 39pp 17195:107. 24X 

Fiche; 50-369, 83/02/15, 0302170140. 


6302230424 Application to amend Licenses W*F-9 CPPR-84* const* ting of 
Rev 45 to F8AR, 

TUCKER, H. B. Duke Power Co, 83/02/16 DENTON, H. R. Offictof 
Nuclear Reactor Regulation, Director. 2pp, 17245-260, 24 X 

Fiche: 50-369* 03/02/16,0302230424. 


8302240068 Responds to Qenerlc Ltr 03-01. Operator licensing exam 
schedules listed. 

TUCKER, H B. Duke Power Co B3/02/2J EI0ENHUT, D Q. Division of 
Licensing, 2pp. i728i 041. 24X Fiche. 50-000, 83/02/21 * 0302240060, 
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8302230316 Forward* response* & clarification* to NRC concern* re 
B4C control rod surv# i 1 lance, reactor vet**! noxile under 
c led erac king , nature 1 circulation training, stsam generator 
mod it control room dsclgn review 

TUCKER, H B Duke Power Co ©3/02/18 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENBAM, E Q Licensing Branch 
4. 5p p 17856 336 24X Fiche 30-370, 83/02/18, ©302230516 


83022 5039 1 Forward* Amend to Duke Power nuclear guide* Amend 20 
will be forwarded In Apr 19B3. 

ELLIOTT.*!, L Duke Power Co. 83/02/10 BIRKEL.R Office of Nuclear 
Reactor Regulation, Director. 2pp 17296 213 24X 

Fiche; 30-000, 83/02/ 10, 03022503 91 


—83022304 00 ’"Rev OA to Nuclear OuUe l 61, "Damping Value* for BelenUc 
Design of Nuclear Power Plant*. 11 

+ Duke Power Co 83/01/06 7pp 17296 217 24X 

Fiche 30-000, 83/02/10, 83022 503*? 1 


— 8302230417 Rev iA to Nuclear Ouids 1 HI, “Method* for Estimating 
Atmospheric Transport fc Dispersion of Gaseous Effluents in 
Routine Release* from Li gh t-W« t sr-CooIed Reactors *' 

EDMONDS, R F Duke Power Co 83/01/06 4?pp, 17296 249 24X 

Fiche* 30-000, 83 /02/ 18 , 830229039 1 


— 0302230424 Rev 1A to Nuclear Guide 1 143, “Design Guidance for Rad waste 
Mgt Sgci 8tructurei & Component* Installed in 
LIgh t-Water-Cooled Nucleer Power Plants." 

MILLER, R E. Duke Power Co, 83/01/06 14pp. 17296.297 24X 

Fiche' 30-000,83/02/18, 0302230391 


— B 3022 30436 Rev 1 to Nuclear Guide 1 147, M ln*»rvlce Insp Code Case 
Acceptability, A3ME Bection X3,Dlv 1 11 

DALTON, D.M Duke Power Co 03/01/06 7pp 17296. 3U. 24X 

Fiche 30-000,83/02/18,8302230391 


8302240332 Advisei that cold leg RCS temp not justified on basis of 
pressurized thermal shock issue !« App 0 concerns Addition of 
steam generator pressure instrumentation proposed 
TUCKER, H. 8 Duke Power Co. 03/02/22 DENTON, H, R. Office of 

Nuclear Reactor Regulation, Director ADENBAM, E 0 Licensing Branch 

4, 3pp. 17274-043 24X Fiche 50-369,83/02/22,8302240332 


8302200203 Responds to 1OCFR30, 49, “Environ Qualification of Electric 
Equipment Important to Safety for Nuclear Plants." Any 
requirement for completion of further analysis to be 
included in OL as condition of exceeding 3X power level, 

TUCKER, H B Duke Power C 0 03/02/23 DENTON, H R. Office of 

Nuclear Reactor Regulation, Director, ADEN S AM, E 0. Licensing Branch 
4. 3pp, 17306:067 24X Fi C he ’ 30-370, 83/02/23, 8302280203 


F Becurltg, medical, emergency & fire protection plans 


03O2O1O64I Forwards supplemental pages to Rev 3 of Safeguards 
Contingency Plan Pages withheld (ref 10CFR73.21! 

TUCKER, H B Duke Power Co 03/0 1/23. DENTON, H R. Office of 
Nuclear ReactoT Regulation, Director. Ip 16900*041. 24X 

Fiche, 30-369, 83/01/23,8302010641 


0301210340 Oensr 1 c Ltr 83-04 to all licensees of operating reactors, 
applicants for OL & holders of CPs re regional workshop 
concerning Suppl 1, NURE0-0737, "Requirements for Emergency 
Response Capability " 8vc list end. 

EI6ENHUT , D 0 Division q# Licensing 83/02/0i Consolidated 

Edison Co. of New York, Inc. i tpp 17221*226 24X 

Fiehe 30-000,03/02/01,0301210340 


— 0302220040 Forwards public version of Rev 9 to emergency plan 

TUCKER. H S Duke Power Co 83/02/01 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, E G Licensing 

Branch 4, 2pp 17227 290 24X Fiche 30-369,03/02/14,0302220032 


— 8302220047 Public version of Rev 9 to emergency plan 

MCINTOSH, M D Duke Power Co 03/01/31 4Qpp 17227-292 24X 

Fiche 50-369,83/02/14,8302220032 


©302220072 Releases public version of revised emergency plan 
Implementing procedures 

FELTON, U K Division of Rules and Records 83/02/14 Document 

Management Branch lp 17234 : 053 24X Fiche 50-369,03/02/14, 

0302220072 


— 0302220087 Forwards public version of revised emergency plan 
implementing procedures, Inc lud ing PT/0/A/4600/06 re 
exercises fe drills 6 PT/0/A/46OO/1 1 re function check of 
emergency vehicle t« equipment 

TUCKER, H 0 Duke Power Co 03/02/01 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENBAM, E 0 Licensing 
Branch 4 2pp 17234 054 24X Fiche- 50-369, 03/02/14, 8302220072 


— 8302220093 Public version of revised emergency plan implementing 
procedures, inc lud ing procedures PT/D/A/4600/06 re exercises 
fc drills it PT/O/A/460O/11 re function check of emergency 
veh ic Is 6 equipment 

* Duke Power Co. 03/01/17 U7pp 17234 056 24X 

Fiche 50-369, 83/02/14, 0302220072 


J Insurance 6 indemnity information 


8302090413 Request* reimbursement of pro rata portion of indemnity 
fee* paid due to termination of NRC Indemnification under 
Pr ics-Anderxon Act on 821115 

HOUSE, 1> R Duke Pouer Co 83/02/04 SALT 1 MAN, J Antitrust «* 

Economic analysis Branch {Utility Finance! lp 17070 362, 24X 

Fiche 50-000.03/02/04,8302090413 


8302100149 Amend 6 to Indemnity Agreement B-83, deleting Item 3 of 
attachment & substituting new Item 3 for Licenses 8NM-1773, 
8NM-1003 * NPF-9 

SALTZMANi J, Assistant Director for State St Licensee Relations 
83/02/04 Ip 17134 278 24X Fiche 50-369,03/02/04,8302100149. 


9302230422 Forward* ezecutod Amend 6 to Indemnity Agreement B-83 
TUCKER, H B. Duke Power Co 03/02/16 DENTON, H, R, Office of 
Nuclear Reactor Regulation, Director 8ALTZMAN,J Assistant 
Director for Btate It Licensee Relations 2pp. 17297:037 24X 

Fiche - 50-369. 03/02/16,83022304 22 


K Utility Final Safety Analysis Report (FSAR! & amend* 


8302730424 Application to amend Licenses ff»F-9 & CPPR-84, consisting of 
Rev 45 to FSAR 

TUCKER, H B. Duke Power Co 03/02/16 DENTON, H ft Office of 
Nuclear Reactor Regulation, Director ADENBAM, E. 0. Licensing Branch 
4 2pp 17243 260, 24X Fiche 90-369,03/02/16,0302230424 


— 8302230431 Rev 45 to FQAft 

* Duke Power Co 83/02/16 66pp 17245 262 24X 

Fiche 30-369,03/02/16,8302230424 


P. Operating license stage document* It correspondence 


8302X00212 Forward* Rev 14 to **eurity plan r* implementation of 
departmental reorganl xatlcm Rev withheld (rtf 1QCFR2 790! 
TUCKER rH B. Duke Power Co 83/02/06 DENTON, H R. Office of 
Nuclear Reactor Regulation, Director, lp 17112:287 24X 

Fiche: 30-369, 03/02/ 06r 0302 1002 1 2 


8302240295 Discusses turbine trip test conducted during startup. Util 
agrees description of test in startup rept does not 
accurately portray test Revised description end. 

TUCKER, H B Duka Power Co. 93/02/22 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, E, 0 Licensing Branch 

4 3pp 17274,073. 24X Fich tt . 50-369, 83/02/22, 8302240283 


0302170300 Forward* IE Safeguards Insp Repti 50-369/83-03 it 
50-370/83-06 on 830 124-28, No n o rtcamp 1 ianc e noted. 

DANCErH.C Division of Project & Resident Programs 03/02/14. 
TUCKER, H B, Duke Power Co. 2pp, 17177.040, 24X 

Fiche: 90-369, 03/02/14,8302170300 


8302170304 IE Safeguards Insp Rept* 50-369/03-03 6 50-370/03-06 an 
030124-20. Na none amp Hence noted Mejor areas Inepected- 
securlty plan St Implementing instructions It security 

response. Ostellt withheld (ref 10CFR73, 2i) 
MCWJIRE,OR Division of Project It Resident Program*. 83/02/11. 
lp 17177-090, B4X Fiche: 50-369, 03/02/14, 8302 1 70300, 


03 2???£2 35 , E ,U S:*! r“*5 v, r* lon et r,vl, >* d •»,rg«nc» pl.n 

FELTON * J M Division of Rules and Record*. 83/02/14 Document 

8302880031 Br * nC *'- ‘ P 17227 ' 269 2 « Ficl..' S0-3i9, 93/02/14. 


Q, Inspection reports, IE Bulletin* & correspondence 


0302150280 Ack receipt of 021203 ltr informing NRC of steps taken fcq 
correct violations noted in IE Insp Rept 50-370/82-27 
Acceptable alternate to AN8Z/ANB 56 8 re containment sys 
leakage testing not provided 

LEWIS, R C, Division of Project It Resident Program*. 03/01/29 
TUCKER, H B Duke Power Co. tp 17157 192. 24X 

Fiche! 50-370, 83/01/25,8302150208. 


— 0302190295 Respond* to NRC 021029 ltr re violations noted in IE In a a 
Rept 50-370/02-27, Evaluation performed to determine effect 
of outgaesing of trapped air on test results. No corrective 
actions necessary 

TUCKER, H. B. Duke Power Co 02/12/03 O 'REILLY, U. P Region 2, 
Office of Director. 2pp 17X97.193 24X Fiche: 50-370, 83/01/20, 

03021 50280 
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—9302150360 Forward* IE Insp Rept 50-370/82-27 or 820922-28 b notice 
of violation 

DAMCEi R C Division of Project & Resident Programs 82/10/29 
TUCKER# H S Duke Power Co 2pp 17137 195 24X 

Riche 30-370,03/01/25.0302130288 


— 6302150298 Notice of violation from insp on 820922-20 

* Division of Project b Resident Programs 82/10/2? lp 
17157 197 24 X Fiche 50-370,03/01/25,0302130208 


—8302150304 IE Insp Rept 30-370/02-27 on 820922-20 Noncomp 1 i an c e noted 
Failure to reduce containment pressure to less than H5X of 
Integrated leak rate test pressure for at least 24 h prior 
to performing test 

WHITENER# H L # JAPE, F Division of Engineering b Radiological 
Safety Programs 02/10/22 6pp 17137 190 24X 

Rich* 30-370, 93/01/25, B3021302B8 


0302150669 Forwards IE Insp Rept* 50-369/02-47 b 30-370/02-40 on 
021120-1220 No noncomp 1 lane e noted 

DANCE# H C Division of Project b Resident Programs 83/01/23, 
TUCKER, H D Duke Power Co 2p p 17154 103 24X 

Fiche 30-369, 03/01/23, 0302 1 50669 


—6302150676 IE Insp Rept* 50-369/02-47 b 30-370/02-40 on 021120-1220 No 
noncompliance noted Major areas inspected plant operational 
surveillance testing, ma int ac t i vi t i e s , IE bulletins & 
followup on previous inspector identified items, 

ORDERS# W, , IQNATONIS, A. , KRUG, H Division of Project & Resident 
Programs 03/01/23 3pp 17134 103 24X Riche. 30-369, 83/01/23, 

8302130669 


0212060338 IE Info Notice 03-01# "Ray mUer, Inc " Bvc list • nc 1 
JORDAN# E L Division of Emergency Preparedness 6 Engineering 
Response (Post 0301031 83/01/26 Consolidated Edison Co of New 

York# Inc llBpp 17023 160 24X Fich# 30-000,83/01/26,0212060330 


0302130074 Forwards IE Insp Rept 30-370/03-03 on 030104-07 No 
noncompliance noted 

DANCE, K C Division of Project & Resident Programs 03/01/26 
TUCKERrH B Duke Power Co Spp 17148 019, 24X 

FicM 50-370, 03/01/26,83 02 1 50074 


— 0302130004 IE Insp Rept 30-370/03-05 on 830104-07 No noncomp 1 ianct 
noted Major areas inspected, 1 icensee action on previous 
enforcement matters b independent insp effort? 

OIBBONS.T D , CONLON, T E Division of Project 6 Resident Programs 
03/01/25 3pp 17140 021 24X Fiche 80-370,83/01/26,8302150074 


021 2060360 IE Info Notice 83-02, "Limi t orque HOBC, H1DC, H2BC b H3DC 
Oearheads '* Svc list end 

JORDAN, E. L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/01/20 Consolidated Edison Co of New 

York, Inc I09pp 17144 001. 24X Fiche 50-000,83/01/28,0212060360 


0212060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments « 
Bvc list end 

JORDANrE L. Division of Emergency Preparednei* 6 Engineering 
Response (Post 030103) 83/01/20 Consolidated Edison Co of New 

York, Inc 1 lOpp 17074095 24X Fiche 30-000, 03/01/28,8212060361 


—0302170304 IE Safeguards Insp Repts 50-369/03-03 U 50-370/03-06 on 
830124-20 No noncompliance noted Major areas inspected 
security plan 6 implementing instructions b security 
organUation response Dstails withheld (ref 10CFR73.21) 

MCGUIRE, D R , TILLMAN, A Division of Project b Resident Programs 
03/02/11 tp 1 7177* 050 24X Fiche 50-369,03/02/14,0302170300 


0212060363 IE Info Notice 03-04, "Failure of Elma Power Supply Units 11 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/18 Consolidated Edison Co. of New 

York# Inc HOpp 17347 191 24X Fich# 50-000,03/02/10,0212060363. 


0212060365 IE Info Notice 83-05, “Obtaining Approval for Disposing of 
Very Low Level Radwaste - 10CFR20 302 " 8vc list end 
JDRDANiE L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 63/02/24 Consolidated Editor Co of New 

York, Inc Hlpp 17347 058 24X Fiche 50-000,03/02/24,9212060365 


8212060366 IE Info Notice 83-06, "Nonidentica 1 Replacement Parts." 

Svc list end 

JORDAN, E L. Division of Emergency Preparedness I < Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of New 

York, Inc 1 12pp 17361 140 24X Fich* 50-000,83/02/24,8212060366. 


B Reportable occurrences, LERs 4r related correspondence 


8212140330 Part 21 rept re problem w/Brown Boveri Electric, Inc low 
voltage circuit breakers w/solld state trip devices Units 
from Ban Qnofre 2 £< 3 failed due to long-term degradation of 
filter capacitor C205, Suspect trip units should be tasted 1 
DUVALL, D D Brown Boveri Corp (subs Brown Boveri b Co.# Ltd ). 
82/12/10 STELLO, V Director's Office, Office of Inspection and 
Enforcement. 2pp 17023*284 24X Fi c he * 50-000, 82/12/10, 02 1 2140330 


V Operator Examinations 


8301310203 Generic Ltr 83-06 to ell power reactor licensees, app 1 leant* 
for OLs i MBS vendors, reactor vendors b AE re certificates 
b revised format for reactor operator b senior reactor 
operator license*. Svc list end 

EI8ENKUT, DO Division of Licensing B3/01/31 Consolidated 
Edison Co. of New York# Inc 14pp. 17347 177 24X 

Flcha* 50-000, 83/01/31,8301310203 


8302240060 Responds to Generic Ltr 03-01 Operator licensing exam 
schedules listed 

TUCKER, H □ Duke Power Co 03/02/21 EIBENHUT, D. 0 Division of 
Licensing 2pp 17281 041 24X Fiche 30-000,03/02/21,0302240060 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 


A App 1 i cation /c onstruc t Ion stage documents b correspondence 


0302170011 Forwards audit repts on seismic b dynamic qualification of 
saf aty-rolated equipment Repts also available in PDR. 

BAQCHI , 0 Equipment Qualification Branch 03/02/02, NOONAN, V 8 
Equipment Qualification Branch 3pp 17205 100 24X 

Fiche 50-000, 63/02/02, 030217001 1 


0302130442 Ac k receipt of IE Insp Repts 50-369/02-46 b 50-370/02-39 
No proprietary Info 

TUCKER, H D Duke Power Co 03/01/28 O'REILLY, J P Region 2, 
Office of Director Ip 17159 147 24X Fiche 50-369,03/01/26, 
03021 50442 


—8103160800 Trip rept of 001117-21 site visit in Ottawa# IL re seismic 
criteria implementation 

CHEN, P Y Equipment Qualification Branch. 81/02/25. 

ROSZTOCZY, Z R Equipment Qualification Branch 43pp 17205*325. 
24X Fi c h * , 50-000, 03/02/02, 030217001 1 


8302150612 Ac k receipt of IE Insp Rept 50-370/02-30. No proprietary 
info 

TUCKER, K B Duke Power Co 03/01/20 O'REILLYiJ.P Region 2, 
Office of Director ip 17156*279 24X Fiche; 50-370, 03/01/20, 
0302150612 


0308130675 Ac k receipt of IE Insp Rapt 50-370/82-35 No proprietary 
info 

TUCKER, H B Duke Power Co 83/01/29 O'REILLY, J P Region 2# 
Office of Director lp, 17154 122. 24X Rich* 50-370,03/01/20, 
0302150675 


0302190526 Responds to IE Bulletin 82-04 re deficiencies in primary 
containment electrical penetration assemblies No Bunker- 
Ramo electrical penetration* using hard epoxy module design 
Installed or envisioned at facilities 

TUCKER, H B Duke Power Co. 03/02/01, O'REILLY, JP Region 2# 
Office of Director lp. 17156 222 24X Fiche. 50-369# 83/02/01# 

0302190526 


0302170300 Forwards IE Safeguards Insp Repts 50-369/83-03 b 
SO— 370/83-06 on 030124-29 No noncompliance noted. 

DANCE# H. C. Division of Project b Resident Programs 03/02/14 
TUCKER# H B Duke Power Co 2p p 17177 048 24X 

Fiche 50-369,03/02/14,8302170300 


8302000301 Generic Ltr 83-05 to BUR licensees of opereting reactor* 
(except LACBWR), ap p 1 icents for OL b holders of CP re 8ER of 
"Emergency Procedure Guidel inis, Rev 2," NEDO-24934, June 
1902 Guidelines acceptable Bvc list end 

EISENHUT# D. ©, Division of Licensing. 03/02/00 Commonwealth 
Edison Co 6pp, 17234 245. 24X Fich* 50-000# 83/02/08, 0302080301 


r Security# medical# emergency b fir* protection plane 


8302040033 Releases public version of revised emergency plan 
implementing procedures. 

FELTON# J. M Division of Rule* and Records, 83/01/27, Document 
Management Branch, lp 17043.230 24X Fich** 90-000# 03/01/87# 

0302040033 


— 0302040037 Forwards public version of revised Emergency Plan 
Implementing Procedures ED-29 re meteorological maint 
program* b ED-25 re computer codes for access to OOCS 
program* 

PAJOWSKI # J E Commonwealth Edison Co, 83/01/07. DENTON, N. R. NRC 
- No Detailed Affiliation Given lp, I7043;231. 24X 

Fiche. 58-000, 03/01/27, 8302040033 
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— 8302040040 Public version of revised Emergency Plan Implementing 
Procedure* ED-29 r# meteorological maint programs b ED-25 
re computer codes for iccm to CJ0C8 program* fteviie-d 
indai tncl 

LITERSKI*L.A Commonwealth Ed lion Co 63/01/06 llpp 
17043*232 24 X Fiche 50-000*03/01/27.8302040033 


3301210340 Qenartc Ltr 83-04 to all licensees of operating reactors, 
applicant* for OL U holder* of CP* ra regional workshop 
concerning Suppl l , NUREO-0737. "Requirement * for Emergency 
Raiponaa Capability “ 8vc Hit *ncl 

E ISENHUT . D 0, Division of Lieeming 83/02/01 Consolidated 

Edison Co of Nau York, Inc lipp 17221*226 24X 

Ficba. 50-000. 03/02/01.6301210340, 


6302080316 Respond* to 821209 ltr ra Incident response plan & B2Q917 
training east Ion Mo nav requirements requested for emergency 
reiponie facility Minor changes suggested aa remit of 
meeting exercise NURE0-0696 U SECY-82-1 UB guidelines valid 
KEPPLEfl,J y O. Region 3. Office of Director B3/02/04. REED, C. 
Commonwealth Edison Co. 4pp, 17056 290 24X Fiche 50-000,03/02/04* 

0302000316 


— 8302080322 Object* to 820917 masting request* to modify emergency 
raeponee f acll itie*. Requaet* contradictory to NRC directive 
for simpl if Icatlon. 

REED* C Commonwealth Edison Co, 82/12/09. KEPPLER, J 0 Region 
3. Office of Director. 3pp 17056 294 24 X Fiche* 50-000* 

83/02/04, 8302000316 


8302150647 Ac k receipt of 030103 ltr transmitting util scope & 
object! vat for facility emergency exercise rescheduled for 
Jul 1983. Sit a assembly w/aceountabl li ty should be added to 
liet of supporting objective* Meeting Invitation accepted 
PAPER IELLO, C , J. Dlviiion of Emergency Preparedness & Operational 
Support. 83/02/ 00 REED* C, Commonwealth Edison Co lp 
17150.346 24X Fiche. 50-373, 83/02/08, 0302150647 


— 8302150657 Forward* scop* *c objective* for 030322 emergency e sendee 
Primary objective is to demonstrate capability to implement 
tit* emergency plan in cooperation w/Stat* of 1L plan for 
radiological accidents 

NELLIS. C. A Commonwealth Edison Co 83/01/03. HIND, J Division 
of Emergency Preparedness U Operational Support. 3pp. 17150.347. 
24 X FIche. 50-373. 83/02/06. 0302150647 


0302100442 Forwards TE Safeguards Insp Rapt 50-373/83-03 on S30 110-14. 
HIND* J. A Region 3, Office of Director 83/02/W, REED, C 
Commonwealth Edison Co, 2pp 17215*174. 24X Fich »' 50-373, 63/02/11* 

8302180442. 


— 0302180457 IE Safaguarde Insp Rapt 50-373/63-03 on 830110-14 
None amp Hence noted ■ fei i ur* to conduct testing of some 
search equipment & equipment lacked safeguard capability. 

Details withheld <ref 10CFR73 21> 

BELAMOER.^L* KNICELEY, JR.* PIRTLE,OL. Region 3. Office of 
Director. 03/02/10 2pp 17215 176 24X Fiche* 80-373. 63/02/1 1, 

8302100442 


8302100102 Releases public version of revised corporate command ctr 
generating station emergency plan implementing procedure 
FELTON* J M Division of Rule* and Records 83/02/15, Documant 
Management Branch lp. 17223*218. 24X Fiche 50-000.83/02/15, 

8302100102 


—8302100126 Forwards public Version of Rev 2 to Corporate Command Ctr 
Oeneratlng Station Emergency Plan Implementing Procedure 
EOF-2, ^Technical Support Manager. w 

MOORE, R, D Commonwealth Edison Co 83/01/03 DENTON. H R. NRC - 
No Detailed Affiliation Given. ip 17223*219. 24X 

Fiche* 50-000, 83/02/13, 8302100102 


— 0309180156 Public version at R*v 2 to Corporate Command Ctr Generating 
Station Emergency Flan Implementing Procedure EOF-2, 

"Technical Support Manager " 

NELLIS, <3, A. Commonwealth Ed lean Co 83/02/02. 63pp 17223:220. 

24 X F i« h e , 50- 000, 83/02/ 1 5, S3 0 21 SO 102. 


8302240349 Advises that R Lickus will contact util for site visits to 
review proposed emergency notification ays * health physics 
network locations at technical support ctr* tr emergency 
operating fac i 1 {ties, per util 830128 request. 

PAPER IELLO, C. -J, Division of Emergency Preparedness 1* Operational 
Support. 83/02/18. REED. C. Commonwealth Edison Co 2pp. 

17291! 072. 24JC Fichs. 50-000, 83/02/18, 6302250349. 


*0309250361 Requests approval S< acquis ttion of necessary equipment to 
activate proposed location* for emergency notification *ys S. 
health physics network phones within technical support ctrs 
Ik emergency operating f iclll t l*e. LI sts of locations end. 

SWARTZ* E, D, Commonwealth Edison Ce, 83/01/28, KEPPLER, J, 0. 
Region 3, Office of Director. 4pp. 17291:074, 24X 

Fichei 80-000, 03/02/18, 8302250349, 


0 Adjudicatory correspondence 


0302160014 Completes NRC response to TC Fahnes 820324 petition & 
820503 amend on behalf of State of IL under 10CFR2 206 
Remaining parts of petition fe amend per allegations re Unit 
2 denied 

DENTON, HR Office of Nuclear Reactor Regulation, Director 
83/02/09 HARTIOAN, N Illinois, State of lp 17207 332 24X 

Fiche. 50-373, 63/02/09,0302180014 


— B302180020 Complete* NRC response to 820420 petition on behalf of IL 
Friends of the Earth under 1GCFR2 260 Remaining parts of 
petition p e t allegations re Unit 2 denied Director's 
Decision end 

DENTON, H R Office of Nuclear Reactor Regulation* Director 
83/08/09 ROREH, B L Friends of the Earth. lp 17207.33 4 24X 

Fiche 58-373, 83/02/09, 6302100014 


— 6302160023 Respond* to 820728 petition an behelf of Citizens Against 
Nuclear Power under IOC FR 2, 206 Petition denied for reasons 
stated in end Director's Decision 

DENTON, H R. Office of NucleeT Reactor Regulation, Director. 
83/08/09 ODOOLi E M Citizens Against Nuclear Power lp 
17207 336 24 X Fiche: 50-373, 83/02/09, B3021BQ01 4 


— 6302180052 Director's Decision DD-B3-1, deny ing remaining portion* of 
petitions of State of IL L IL Friends of the Earth re 
allegations of poor const at facility, 

DENTON, H. R- Office of NucleaT Reactor Regulation* Director. 
83/08/09 6pp 17207.338 24X Fi ch e 90-373, 03/02/09, 0302 180014 


— 8302 180050 Notice of issuance of Director's Decision OD-83-1 under 
10CFR2 206. 

DENTON, H R. Office of Nuclear Reactor Regulation* Director. 
83/08/09, 3pp 17207' 346 24X Fiche* 50-373, 83/02/09* 8302180014 


— 8200130353 Trip TSpt of 820726 meeting in Oten Ellyn, IL re safety 
implications of allegations concerning deficiencies in Zack 
Co OA & effect on HVAC sys ductwork & support design 
TERAQ, D. Mechanical Engineering Branch 02/07/30 80SNAK, R J, 
Mechanical Engineering Branch 3pp 17200 099, 24X 

Fiche. 50-373, 03/02/09* 8302100014 


— 8302180065 rE Insp Rept* 50-373/76-06 t* 50-374/70-05 on 700306-14 
None omp 1 1 ati c e noted, const practices re Welding of 
electrical equipment support* 

FOSTER* 0 E. , VANDELrT.E , NAIDU.K, R. Region 3, Office of Director 
78/04/24 19p p 17208 177 24X Fi ch •* 50-373, 03/02/09. 

8302100014. 


H. General correspondence 


0302010010 Ac k receipt of 621209 ltr NRC will isaue full rept 
explaining findings on safety of RVAC sys for facility r# 

Citizens Against Nuclear Power 620720 petition 
DENTON) H fl Office of Nuclear Reactor Regulation, Director. 
63/01/81 FAHNER.T. C Illinois* State of. 2pp 16990 309 24X 

Fiche. 50-373* 83/01/21 , 0302010040 


■6302010044 Forwards util 821222 rasp once to 821203 ltr r* HVAC 
Independent review Step* taken to complete corrective 
actions he. discrepancies Identified by CF Braun Observation 
02-53 ere 1 

□ENTONiH H. Office of Nuclear Reactor Regulation, Director. 
03/01/05, FAHNERfT. c. Illinois, State of 2pp 16990.311. 24X 

Flctit , 50-373, 03/01/21, 8302010040 


K Utility Final Safety Analyst* Report 1FSARI S* amends 


8302170167 Forwards Amend 6-2 to FSAR 

8GHR0EDER* C t W Commonwealth Edison Co, 63/02/04. DENTON* H R 
Office of Nuclear Reactor Regulation, Director, 4pp. 17179*092 
24X Fiche* 50-373, 83/02/04, 8302170187 


—0302170191 Amend 62 to FSAR 

e Commonwealth Edison Co 83/02/20 301 pt> 17179* 096 24X 

Fiche* 50-373, 03/02/04* 8302170187 


8302200344 Forward* affidavit certifying distribution of Amend 62 to 
F0AR. 

6CHR0EDER* C W Commonwealth Edison Co, 83/02/23 DENTON, H. R 
Office of Nuclear Reactor Regulation, Director. 2pp, 17300-079. 
B4X Fiche ; 50-373, 03/02/23, 8302200344. 
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P Operating license stage document* b corr*»f> ondence 


6302010296 Forward* "Verification Testing of Separation Between Class 
IE & Nonelass IE Power Cable in Raceways for Use in LaSalle 
Nuclear Generating Station - Unit* I b 2, " for review, 

BCHROEOERiC W Commonwealth Edison Co 82/01/26 8CHWENCER , A. 
Licensing Branch 2 ip 16973 117 24X Fiche 30-373. 03/01 / 28. 

83020 102BA 


—3302010292 "Verification Tasting of Separation Between Class IE 8* 
Nonclass IE Power Cable In Raceways for Use in LaSalle 
Nuclear Generating Station - Units 1 b 2, " Rev A, 

JOHNSON. F N , STENBON. T R , HAZELTINE. J Wyle Laboratories 
83/01/20. 10pp 16973.119 24X Ficha 30-373,03/01/20,9302010286 


6302030097 Requests Class II fas remittance omitted from util 031118 & 
1207 Itrs requesting Amend 12 to License NPF-11 re exemption 
from primary containment inerting requirements. 

DIGGS. R M License Fee Management Branch, S3/01/2S, D£LQEORQE,L 0 
Commonwealth Edison Co lp 17028-337 24X Fiche 50-373,83/01/28, 

0302030097 


S3020B019? Forwards Addendum I to "Ver i f i cati on Testing of Separation 
Between Class IE & Non-Clast IE Power Cable in Raceways . 11 
Temp monitoring will be provided during performance of test 
Comments requested by 630210 

SCHflCJEDERrC. W Commonwealth Edison Co. 63/02/04. 9CHWENCER, A. 
Licensing Branch 2 2pp 17093; 001 24X Fi ch e; 50-373. 03/02/04. 

8302000 I 9? 


— 03Q2O0O2Q4 Addendum t to “Vertf ication Testing of Separation Between 
Class IE b Non-Class 3E Power Cable in Raceways for Use in 
LaSalle Nuclear Generating Station - Units 1 It 2 
JOHNSON, F. N , 8TENSQN, T R , HAZELTINE. J. Wyle Laboratories. 
83/01/23 6pp. 17036' 004 24X Fi Che* 30-373, B3/02/04. S3020S0199 


0302080293 Generic Ltr 03-09 to all operating reactor licensee*, 
applicants for QL b holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program, Svc 
list end. 

EISENHJT, 0 G Division of Licensing 83/02/08, Consolidated 
Edison Co of New York, Inc 1 1pp. 17290 247 24X 

Fiche. 30-000, 03/02/08, 0302090295 


8302080304 Generic Ltr 03-1 1 to all operating reactor licensees re 
licensee qua 1 if ication for performing safety analysis in 
support of licensing actions Ability to use code must be 
dsmonstratsd fay vendor or licensee Svc list end. 

ErSENHUT.DO. Diviiion of Licensing. B3/02/0Q Consolidated 

Edison Co of New York, Inc 9pp 17234 2 34. 24X 
Fiche 30-000,03/02/08,0302090304 


030 2230 9 1 S Buppit 021006 ltr re mod to diesel generator prelube oil 
pump per License Condition 2. C. 21 b EMD MI 9466 mad will 
meet requirements In li»u of prelube pump installation 
BCHROEDER.C W. Commonwealth Edison Co, 93/02/14 SCHWENCER , A 

Licensing Branch 2. 7pp 17249,330 24X Fiche, 30-373. 03/02/14, 

0302230310 


Q Inspection reports, IE Bulletins b corrssp ondence 


6302040039 Addl response to FOIA request for 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegation* concerning QA deficiency 
Forwards App A documents Document 31 available in PDR. 

FELTON, JM Division of Rule* and Record*. 02/12/30. HIATT, 8. L. 

Ohio Citizens for Responsible Energy. 3pp, 17045.144. 24X 

Fiche' 30-000, 02/12/30.8302040039 


— B3Q2040111 Forwards graphics summarising const sits noncomp li anc* data 
for 1976-80. 

HINOiJ A. Division of Emergency Preparedness 8< Operational 
Support. 82/02/03. KEPPLER, J. 0 Region 3, Office of Director. 

23pp 17043:219. 24X Fiche: 50-000, 82/12/30, 8302040039. 


— 6302040197 Forwards updated noncompliance history for const site* for 
1976-81, per JJ Harrison request. Total intp hours for each 
facility added, 

HIND, J. A Division of Emergency Preparedness b Operational 
Support. 02/06/09 8PE98ARD,R. L Division of Project 1 Resident 
Program* 2pp. 17040; 279, 24X FI ch#: 30-000, 02/12/30, 8302040039. 


— 6302040332 Forwards 1961 comparison data for operating b const plants, 
consisting of total numbers of noncompliance items, rapt* 
issued, insp h ours , sever i ty levels, points b hour* per rept b 
item 

8UCHAR8KI, L Region G, Office of Director 82/07/00. 

KEPPLER, J. 0. Region 3, Office of Director. 13pp. 17043. 201 24X 

Fiche - 30-000, 82/12/30, 8302040039. 


8302010362 Forward* IE Insp Repts 30-373/82-52 b 30-374/02-20 on 
021101-30 b notice of violation. 

STREETER, J F. Division of Project b Reeident Programs. 03/01/19. 
REED, C Commonwealth Edison Co 2pp 16973.311 24X 

Fiche. 50-373. 83/01/19,8302010362 


— 8302010365 Notice of violation from insp on 021101-30. 

STREETER, J. F Divteion of Project b Resident Program*. 83/01/19. 
Ip 16973*313 24 X Fiche 50-373,83/01/19,8302010362. 


-8303010377 IE Insp Rept* 50-373/82-52 b 30-374/02-20 on 821101-30. 
Noncomp liance noted failure to follow radiation protection 
procedure*. 

OULDEMOND, U , MADISON, A , RAOLIN, K Division of Project b Resident 
Programs 83/01/10. I3pp 16973*314 24X Fiche 30-373, 83/01/19, 

83020 I 0362. 


0212060338 IE Info Notice 83-01, "Ray Miller, Inc H Svc list end. 
JORDAN, E, L Division of Emsrgsncy Preparedness b Engineering 
Response (Post 830103} 83/01/26, Consolidated Edison Co. of New 

York, Inc. llSpp 17023.160. 24X Fiche 30-000, 83/01/26, 0212060338. 


8212060360 IE Info Notice 03-02, "Limltorque HOBC, H1BC, HSBC b HSBC 
Gearheads " Svc lift end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103} 83/01/20 Consolidated Edison Co. of N*w 

York, Inc 107pp 17144 001 24X Fiche 1 30-000, 83/01/20, 0212060360. 


8212060361 IE Info Notice 83-03, "Celifar of Liquid Level Instruments « 
Svc list *ncl 

JORDAN, E L Division Of Emergency Preparedness b Engineering 
Response (Past 830103} 83/01/28 Consolidated Edison Co. of New 

York, Inc 1 10pp. 17074.093 24X Fiche* 50-000, 83/01/20, 8212060361. 


8302030303 Advise* of 830207 open forum in Chicago, IL re recent rev to 
tOCFRSO, 94 & 50. 35. IE will conduct formal preeentation 
followed by question b answer session. Requests that 
par tic Ipatian be limited to three people 

BPEBSARD, RL Division of Engineering. 83/01/28. Commonwealth 
Edison Co 2pp 17000*187 24X Fiche' 30-000, 83/01/28, 8302030303. 


0302040580 Forwards confirmatory measurements program data sheet for IE 
Insp Repts 30-373/82-33 b 90-374/B2-21 for bet# analysis 
of liquid sample not completed during onsite phate of insp. 

PAPER 1ELL0, C. J Division of Emergency Preparedness b Operational 
Support. 83/02/01. REED, C Commonwealth Edison Co. Ip. 

17020.031. 24X Fiche* 50-373, 83/02/01, 8302040280 


— 8302040204 Confirmatory measurements program data sheet, to be inserted 
in IE Insp Repts 50-373/82-53 b 30-374/82-21 
a Division of Emergency Preparedness b Operational Support 
83/02/01. tp. 17020:032 24X Fiche 50-373,03/02/01,8302040280. 


8302180320 Requests delay until 830320 to respond to NRC request for 
supplemental info re Rtfs <a),(b),(c) b (e) of IE Bulletin 
81-03, "Flow Blockage of Cooling Water to Safety-Related By* 
Components by Asiatic Clams b Mussels. " 

SWARTZ, ED Commonwealth Edison Co 83/02/08 DENTON, HR. Office 
of Nuclear Reactor Regulation, Director. 2pp 17136.219. 24X 

Fiche. 50-000, 83/02/08, 8302150528. 


8302170291 Ack receipt of 830120 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept* 50-373/02-51 b 
90-374/82-18. 

8PES8ARD, R L. Division of Engineering. 03/02/09. REED, C. 
Commonwealth Edison Co lp. 17177.057. 24X Fiche: 50-373, 83/02/09, 

0302170271. 


— 8302170297 Responds to NRC 821222 ltr re violations noted in IE Insp 
Repts 30-373/82-31 b 30-374/82-18. Corrective action*: audit 
items requiring long-term corrective actions not closed out 
until all corrections complete. 

DELGEORGE, L. 0. Commonwealth Edison Co. 83/01/20. KEPPLER, JO. 
Region 3, Office of Director, 3pp. 17177*058. 24X 

Fiche. 30-373.83/02/09, 8302170291. 


0302170314 Ack receipt of 030203 ltr informing NRC of stepi taken to 
correct violations noted in IE Insp Rept* 30-373/82-30 b 
50-374/02-17 

BPEBBARD, R L. Region 3, Office of Director. 03/02/09. REED,C. 
Commonwealth Edison Co. ip 17177*004 24X Fiche 50-373# 83/02/09, 

0302170314. 


— 8302170315 Responds to NRC 830106 ltr re violations noted in IE Insp 
Rapt* 30-373/82-50 b 30-374/02-17 Corrective action*: 
deficiency rept initiated on 821004 to record missing flow 
orifice b ensure that orifice will be installed 
FARRAR, D.L. Commonwealth Edison Co 83/02/03 KEPPLER, J. 0. 
Region 3, Office of Director 3pp 17177.003. 24X 

Fiche: 30-373, 83/02/09, 8302170314. 
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S302180014 Completes NRC response to TC Fahn-e* 820324 petition b 
620303 amtnd an behalf of State of JL undvr 10CFR2. 206 
Remaining part* of petition b amvnd per allegation* re Unit 
2 denied. 

DENTON* H R Office of Nuclear Reactor Regulation* Director 
03/02/0?. HARTUMN.N IlMnaid State of Ip 17207.332 24 X 

Fiche. 30-373. 03/02/09* 8302100014 


—6302100063 IE Imp Repti BO-373/70-O6 b 30-374/76-03 on 780306-14 
Noncompllence noted* conit practice* re melding of 
electrical equipment supports. 

FOSTER. J E , VANOELrT E * NAIOU.K R Region 3i Office of Director 
76/04/24 19pp 17200’ 177 24X Fiche 30-373.63/02/09; 

8302180014 


8302180442 Forwards IE Safeguard* Imp Kept 30-373/83-03 on 830110-14 
HIND. J A. Region 3* Of flea of Director. 03/02/11. REED. C 
Common wealth Ediion Co 2pp 17213,174. 24X Fich •- 30-373* 83/02/11, 

6302180442. 


—0302180437 IE Safeguard! Imp Rapt 30-373/03-03 on 830110-14. 

Noncomp lia net noted. fal lure to conduct tasting of some 
cearch equipment b equipment lacked safeguiTd capability. 

Detail! withheld <ref 10CFR73.2U. 

BELANOER.J L , KNICELEY* -J, R. * PIRTLE, G L. Region 3* Office of 
Director. 83/02/10. 2pp 17213:176 24X Fiche - 50-373* 83/02/11, 

8302100442 


0302280461 Forward* IE Imp Rapt a 00-373/02-40 4* 30-374/02-10 on 
8 20004-27 b notice of violation Description of overall 
mgt contoli to improve OA recordkeeping required 
KEPPLER.JO Regions* Office of Director 63/02/15 REED, C. 
Commonwealth Edison Co. 4pp 17308 024 24X Fiche. 30-373. 83/02/13, 

8302280461 


— 9302280468 Notice nf violation from in«p on 820804-27 

NORELIUS* C. E, Division of Project b Resident Programs. 03/02/15. 
9pp 17300 026. 24X Fiche* 30-373* 83/02/ 15, B30226-046I. 


— 8302280474 IE Insp Repts 30-373/02-40 b 50-374/02-10 on 820604-27 
Noncomp Man c e noted: failure to conduct adequate OA audit* to 
develop adequate procedure for calibr of measuring b test 
equipment t to implement rev* to OA procedures. 

REIHANN, F. W * LANKBBURY* R. D , JACK I W* I N Region 3, Office of 
Director 03/02/04. 20pp. 17308 033 24X Fiche: 50-373. 03/02/15* 

8302200461. 


8212060363 IE Info Notice 83-04* “Failure of Elma Power Supply Units 11 
five list sncl. 

JORDAN* E L Division of Emergency Preparedness b Engineering 
Response <Po*t 0301031. 83/02/18 Consolidated Edison Co of New 

Vert* Inc. liopp. 17347 191 24X F i cht. 30-000. 03/02/10, 8212060363 


6212060365 IE Info Notice 83-05, “Obtaining Approval for Disposing of 
Very Low Level Radwasts - 10CFR20. 302. '♦ 8vc list end 
JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 83/02/24 Consolidated Edison Co. of New 

York* Inc. 11 1pp. 17347 056 24X Fi die- 30-000, 03/02/24. 8212060365 


0212060366 IE Info Notice 83-06* “Non I den tice l Replacement Parts." 

8vc list and. 

JORDAN* E. L Division of Emergency Preparedness b Engineering 
Response (Poet 830103). 83/02/24. Consolidated Ediion Co, of New 

York* Ine. 112pp, 17361*140. 24X Fiche- 50-000, 03/02/24* 621 2060366 


6. Reportable occurrences* LER* b related correspondence 


8302010122 Forwards LER 02-175/O3L-O. 

DIEDERICH. 0. J. Commonwealth Ed lion Co 03/01/20, KEPPLER, J.O. 
Region 3* Office of Director. Ip. 16974; 063 24X 

Fiche; 50-373* 03/01/20* 83020101 23 


— 8302010127 LER 02-173/031-0! on S21224.div 2 position indicator of 
containment vacuum breaker IPCOOIB would not Indicate 
closed, Cause undetermined. Her k request written, inep 
performed b vacuum breaker repeatedly cycled 
MASTER BON# V. Commonwealth Edison Co, 83/01/20, Region 3* 
Office of Director. 3pp 16974.064, 24X Fiche: 30-373, 03/01/20# 

8302010122 


8302010373 Forwards LER 02- 179/03L-0, 

DIEOERICHiO, J. Commonwealth Ed Ison Co. 63/01/20 KEPPLER, J.O, 
Region 3* Office of Director. tp. i 6977, 029. 24X 

Fiches 50-373* 63/01/20, 03Q2OiO373, 


—8302010385 LER 82— i79/03L—0. on 621224, lets blowdown flaw recorder 
Indicated incorrect readings, Caused by lake blowdown flow 
instrument probe being air-bound preventing correct signal 
from being transmitted. Mod issued to modify sys 

LIN*0 L. Commonwealth Edison Co. 93/01/20 Region 3# Office of 
Director 2pp 16977:030, 24X Fiche* 50-373, 03/01/20, 0302010373 


8302000259 Forwards NPDES noncomp liancs for License NPF-1 1 

DIEDERICH, 0 J Commonwealth Edison Co 83/01/20 KEPPLER* J O 
Region 3# Office of Director 2pp 17057 015 24X 

Fiche 50-373*83/01/20,830208023? 


— B302080265 NPDE8 noncomp 1 lane e notification on 830103, increase in 
Iron discovered in waste 10 I id if tcation discharge tank 
Caused by waste* from condensate polishing *y* regeneration 
b buildup of solids in discharge tank Mod initiated 
# Commonwealth Edison Co 63/01/11 lp 17037 017. 24X 

Fiche 50-373*03/01/20* B302080239 


0302040261 Forwards LER 82-176/03L-0 

DIEDERICH, 0 J Commonwealth Edison Co. 03/01/26 KEPPLER. J 0 
Region 3# Office of Director ip 17020 039 24X 

Fiche 50-373*83/01/26*8302040261 


—0302040266 LER B2-176/03L-0 on 821226* while RHR B sys was in 
suppression pool cooling mode# excel « Ive vibration noted on 
RHR IB pump shaft Caused by excessive wear on bearings 
Bearings replaced 

HOUSTON* R W, Commonwealth Edison Co 83/01/26 Region 3* 

Office of Director 3pp 17020*040 24X Fiche 50-373* 83/01 /26i 

8302040261 


8302040260 Forwards LER 82-1Q0/03L-0 

DIEDERICH* Q J Commonwealth Edison Co 03/01/27 KEPPLER, J G, 
Region 3, Office of Director Ip 17020*054 24X 

Fiche* 50-373* 83/01/27, 6302040260 


—0302040263 LER S2-180/03L-0. on 021230* revi ew of Tech Spec Table 
3 7 9-2 revealed several administrative b clerical errors. 

Caused by issuing Tech Specs prior to incorporation of 
final UneualJc info Table will be revised 

SPENCER # D Commonwealth Edison Co 03/01/27. Region 3# Office 
of Director 2pp 17020 055 24X Fiche 50-373*03/01/27* 

6302040260 


8302040176 Forwards LER 82-177/03L-0 

DIEDERICH, GJ Commonwea 1 th Ed 1 son Co 03/01/20 KEPPLER, J 0 

Region 3* Office of Director, Ip 17021’327 24X 

Fiche* 50-373. 03/01/28, B302040176. 


—9302040197 LER S2-177/03L-0 on 821230, RHR full flow test valve A 
1E12-F024A did not close fully when sys was being shut down 
Caused by unadjusted light switch cam on throtttable valve 
Closing torque switch replaced 

HOUSTON* R W Commonwealth Edison Co 83/01/28 Region 3, 
Office of Director 2pp 17021*328 24X Fiche 1 50-373, 03/01/28* 

6302040176. 


0302040333 Forward* LER 02-178/O3L-O 

DIEDERICH, 0 J Commonwealth Edison Co 83/01/28. KEPPLER. J G. 
Region 3, Office of Director lp 17010 242 24X 

Fiche 50-373*83/01/28,0302040333 


— 0302040335 LER 82-178/03L-0 on 821230 b 31* low pressure alarms received 
for automatic depressuri tatlon sys valves 9* C b U. Caused by 
blowbaek of drywsll pneumatic air dryer IB to drywell b leak 
in Instrument nitrogen supply cheek valve, 

PETERS, J Commonwealth Edison Co 03/01/20 Region 3, Office 
of Director. 3pp 17010,243 24X Fiche 50-373,83/01/28, 

0302040333 


0302140075 PNC- II 1-83-01 1 . on 630203* fire discovered in turbine bldg in 
nonsaf ety-rel ated area Fire ext inguished in 5 minutes, No 
radioactive matl Involved Fire of suspicious origin. 

CREED, J R , JACKIH* I. N * STREETER* J F Region 3* Office of Director 
83/02/03 tp. 17142-112 24 X Fi ch e r 50-373. 83/02/03, 03021 40075 


8302180459 Forwards NPDE8 noncompliance notification for License 
NPF-1 1. 

DIEDERICH* 0 J. Commonwealth Edison Co 03/02/07. KEPPLER* J 0 
Region 3* Office of Director, 2pp 17215 132 24X 

Fiche: 50-373, 03/02/07# 8302100459. 


-“0302100467 NPDES noncompliance notlfi cation * on 6301 10, incident caused 
by wastes from Unit 2 condensate polishing sys regeneration 
b buildup of solids in discharge tank. Mod initiated to 
provide option for treatment of tanks, 

DIEDERICH* 0. J. Commonwealth Edison Co. 03/02/07 lp 17215 134 
24X Fiche 50-373*83/02/07,8302160459 


6302290209 Forwards updated LER 02-132/O3X-1 . 

DIEDERlCHf 0. L. Commonwealth Edison Co. 83/02/07 KEPPLER# J. G. 
Region 3* Office of Director Ip. 17293,102, 24X 

Fiche: 50-373. 83/02/07* 8302250209, 
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''-930225021 9 Updated LER S2-132/03X-1 on 821004j process radiation monitor 
for IB RHR svc water declared inoperable due to teal failure 
of sample pump Caused by either improper filling fc venting 
or design problem Pump repaired & returned to sve 

LUETTjW Commonwealth Edison Co 03/02/07. Region 3* Office of 
Director 2pp 17293 103 24X Fiche. 30-373, 03/02/074 0302250209 


6302250395 Forwards revised LER 82-134/03X-1 

DIEDERICH* 0 J Commonwealth Edison Co B3/02/OB KEPPLER, J 0 
Region 3, Office of Director ip 17296 212 24X 

Fiche 50-373*83/02/08,0302250395 


—9302250401 Revised LER 02-134/O3X-1 . on 821021, reactor bldg ventilation 
* y * would not maintain required pressure Caused by all 
blades of supply fan 1VR01CB broken off Standby gas 
treatment sys started to maintain pressura 

DOS, R Commonwealth Edison Co S3/02/0B Region 3* Office of 

Director 2pp. 17296:213 24X Fiche 50-373, 83/02/00, 0302250395 


8302250220 Forwards updated LER 82-067/03X-1 

DIEDERICH* 0 J. Commonwealth Edison Co 03/02/09 KEPPLER, J 0 
Region 3, Office of Director, lp. 17293*071 24X 

Fiche 50-373, 83/02/09. 0302250220 


— 0302250228 Updated 82-067 /03X-1 ■ on 020722* dampen QVE07YA «< 0VEO9YA 
would not operate manually Caused by blown oil s*a 1 in 
actuator 0FZ-VE007B (damper GVE09YA). Actuators repaired * 
shop tested satisfactorily, 

TOLBERTiR Commonwealth Edison Co 03/02/09 Region 3, Office 
of Director. 3pp 17293.072 24X Fiche 50-373*83/02/09, 

9302250220 


0302250206 Forwards revised LER 82-090/03X-1. 

DIEDERICH, 0, J Commonwealth Edison Co 83/02/0? KEPPLER* J 0. 
Region 3, Office of Director, lp, 17291:287 24X 

Fiche, 50-373* 83/02/09*8302290286 


—8302290296 Revised LER 02-O9O/O3X-1 on B20820* dur ing Startup Test 
Procedure 1 7* mechanica 1 snubber found damaged Caused by 
application of excessive forces in lateral direction 
causing snubber to bend or twist Snubber replaced 

SPENCER* D Commonwealth Edison Co 00/02/09 Region 3* Office 
of Director 2pp 17291 20B 24X Fiche - 50-373, 83/02/09* 

6302250206, 


6302230307 Forwards updated LER 82-I53/03X-1 

DIEOER ICHr 0 \J Commonwealth Edison Co. 83/02/09 KEPPLER, J. G. 
Region 3* Office of Director lp. 17291*013 24X 

Fiche, 50-373, 93/02/09, 8302250307 


— 0302250313 Updated LER 82-153/03X-1* on 021118, steam 8< water leak 
discovered on reactor water cleanup pump B regenerative 
HX shell side relief line to HX socket weld junction, Cause 
unknown. Work Request L20S66 generated to replace piping 
WlNTERHOFF* D. Commonwealth Edison Co. 83/02/09. Region 3, 
Office of Director 3pp 17291.014. 24X Fi ch ■ . 50-373* 83/02/09, 

6302200307. 


8302290168 Forwards LER 83-002/03L-0 

DIEQERICH, G J. Commonwealth Edison Co 03/02/10, KEPPLER, J, 0. 
Region 3* Office of Director lp 17294.007, 24X 

Fiche - 90-373* 03/02/10*8302250168, 


—8302250173 LER 93-002/03L-Q 1 on 030121 * func t i one 1 teiting of HPC8 keep 
filled pressure alarm not performed monthly from 820413 to 
0922. Caused by personnel error. Tech Spec review will be 
completed by 830401, 

CRAY* M A. Commonwealth Edison Co, 83/02/10. Region 3* Office 
at Director, 2pp. 17294*008, 24X Fiche: 50-373* 03/02/10, 

6302250168, 


0302290390 Forwards LER 83-003/03L-0. 

DIEDERICH, 0 J, Commonwealth Edison Co. 03/02/14 KEPPLER, J. Q 
Region 3* Office of Director lp 17297*200 24X 

Fiche: 50-373* 83/02/14* 8302250390 


—0302250397 LER 83-003/03L-0: on 8301 18, f unct ionel testing of condenser 
low vacuum HBIV isolation pressure twitches not performed 
for Aug 1982 b callbr not performed for Third Querter 1902, 

Caused by personnel error Review of Tech Specs in progress, 

TRA1N0R, A, F, Commonwealth Edison Co. 83/02/14, Region 3* 

Office of Director 2pp. 17297:281. 24X Fl chej 50-373* 03/02/ 14 , 

8302250390, 


0302280376 Forwards LER 03-005/0 1T-0. 

DIEDERICHrO J. Commonwealth Edison Co. 03/02/16 KEPPLER, J. 0. 
Region 3* Office of Director. lp 17309*249, 24X 

Fiche* 50-373, 03/02/16* 9302200376. 


-- 8302280301 LER 03-005/01 T-0 on 830207. spec ial temp switches mffl by 
Panalarm Div of Riley Co out of spec Caused by calibr 
between Riley modules fc common indicator metar I* fai lad temp 
compensator in module Modules replaced 

WITTENBERG* K C Commonwealth Edison Co 83/02/16, Region 3, 
Office of Director 5pp 17309 246 24X Fiche* 50-373* B3/02/16* 

8302280376 


0302290497 Forwards LER Q3-004/03L-0 

DIEDERICK* 0. J Commonwealth Edison Co 83/02/17 KEPPLE2* J. 0 
Region 3, Office of Director lp 17309 059 24X 

Fiche 50-373*83/02/17,0302290497 


— 0302280506 LER S3-004/03L-0 on 830121 , cal lb r of hydrogen racombineT 
temp Instrumentation L18-H0-01 not performed in Apr 1902 
Caused by surveillance requirement overlooked by personnel, 
Requirements reviewed. 

TRAINORiA F, Commonwealth Edison Co 83/02/16. Region 3, 
Office of Director 2pp 17307 060 24 X Fiche- 50-373, 63/02/17, 

0302200497 


V Operator Examinations 


8301310203 Generic Ltr 03-06 to all power reactor 1 leans# as, app I icants 
for QLs* NSS vendors, reactor vendors & AE re certificates 
1* revised format for reactor operator L senior reactor 
operator licenses, Svc list end 

EISENHVT* D 0 Division of Licensing 83/01/31, Consolidated 
Edison Co of New York, Inc. I4pp 17347 1 177 24X 

Fiche 50-000* 83/01/31,0301310203. 


DOCKET 50-374 LASALLE COUNTY STATION* UNIT 2 


A. Application/construction stage documents * correspondence 


03O2O1Q2B6 Forwards "Vari f icatlon Tatting of Separation Between Clase 
IE It Nonclass IE Power Cable in Raceway* for Use In LaSalle 
Nuclear Generating Station - Units 1 S* 2, " for review. 

6CHR0EDER*C W Commonwealth Edison Co S3/O1/20, SCHWEMCER, A, 
Licensing Branch 2 lp 16973*117. 24X Fiche* 50-373* 03/01 /2S* 

0302010206 


— 0302010292 “Verification Testing of Separation Between Clam* IE lr 
Nonclass IE Power Cable In Raceways for Us* In LaSalle 
Nuclear Generating Station - Units 1 & 2* * Rev A, 

JOHNSON* F N * STENSON* T. R. * HAZELTINE* J, Wyle Laboratories 
83/01/20 18pp 16973:119. 24X Fiche* 50-373* 03/01/28* 8302010206 


8302070460 Provide* info re expected fuel load date, par DG Eimenhlit 
820303 ltr, Fuel load expected in Aug 1903* w/o further 
extension to CP 

BCHRQEDER, C, Commonwealth Edison Co 83/02/01 BCHWENCER, A. 
Licensing Branch 2, 2pp 17036:279 24X Fiche: 50-374, 03/02/01, 

8302070460, 


0302170011 Forwards audit repts on seismic It dynamic qualification of 
safety-related equipment Repts also available In PDR, 

5AGCHI * G Equipment Qualification Branch. 83/02/02. NOONAN. V 9, 
Equipment Qualification Branch 3pp 17205.100. 24X 

F 1 c h a. 90-000* B3/02/02* 0302170011, 


—0103160000 Trip rapt of 801117-21 site visit in Ottawa* 1L re seismic 
criteria implementation. 

CHEN* P. Y Equipment Qualification Branch Sl/02/25 

ROSZTQCZY, X. R Equipment Qualification Branch. 43pp 17205,325. 

24X Fiche. 50-000, 83/02/02, 830217001 1 


8302080199 Forwards Addendum 1 to “Verification Testing of Separation 
Between Class IE 6 Non-Clast IE Power Cable In Raceways..." 

Temp monitoring will be provided during performance of test 
Comments requested by 830210 

SCHROEOER, C. W Commonwealth Edison Co. 83/02/04. BCHWENCER, A, 
Licensing Branch 2. 2pp 17055:001 24X Fiche : 50-373, 83/02/04, 

0302080199 


— 8302080204 Addendum l to "Verification Testing of Separation Between 
Class IE 6 Non-Claes IE Power Cable in Raceway* for Us* in 
LaSalle Nuclear Generating Station - Units 1 *2." 

UOHNBON.F.N, * 8TEN60N* T R. , HAZELTINE* J. Wyle Laboratories 
03/01/25, 6pp. 17056:004. 24X Fiche 50-373* 03/02/04* 9302090199, 


0302090295 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for OL l< holder* of CP for C-E PWRt re review of 
C-E Owners Group emergency procedures guideline program, Svc 
list end. 

E I8ENHUT* D G Division of Licensing 83/02/09. Consolidated 
Edison Co, of New York* Inc, Upp. 17290*247. 24X 

Fiche 50-000*03/02/00*8302000295, 
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030(2030301 Oeneric Ltr 83-OS to BWR lic«ni«n of operating reactors 
( excep fa LACHHR) , *ppl leant* for OL S. holder* of CP r« SER of 
"Emergency Procedure Guide lines • Rev 2, " NEDQ-24934, Juno 
1962. Guide 1 ine» acceptable Svc list *ncl. 

Et0ENHUT*D 0. Division of Licensing 33/02708 Commonwea 1 th 
Edison Co. 6pp 17234245 24X Fi c h e 50-000, 63/02/08, 0302000301. 


F. Security, medical, inergancy It fire protection plant 


6302040033 Rtlmn public vsrtion of invited emergency plan 
imp It wanting procedures. 

FELTON* J. H. Division of Rulai and Records 03/01/27. Document 
Management Branch, Ip 17043.230 S24X Fich a 30-000*83/01/27, 
8302040033 


030275034?- Advis** that R Liekus will contact util for tits vitlti to 
review proposed emergency notification »y» b health physic* 
network locations at technical support ctr* b emergency 
operating fat iilties, per util 030128 request 

PAPERIECLQiC J Division of Emergency Preparedness b Operational 
Support 03/02/10 REED* C Commonwealth Edison Co 2pp 
17291 072 24X Fiche 50-000*03/02/10,030285034? 


— 9302250361 Requests approval b acquisition of necessary equipment to 
activate proposed locations for emergency notification tyt 1 
health physics network phones within technical support ctrs 
& emergency operating facilities Lists of locations tncl 
SWARTZ, E D Commonwealth Edison Co 83/01/28 KEPPLER, J 0 
Region 3, Office of Director 4pp 17291 074 24X 

Fiche 50-000,83/02/19,8302250349 


— 9302040037 Forwards public version of revised Emergency Plan 
lisp lamenting Procedures ED-29 re meteorological malnt 
programs V ED-25 re computer codes for access to ODCS 
programs, 

PAJ0W8KI, J. E Commonwealth Edison Co 03/01/07 DENTON* H R NRC 

- No Detailed Affiliation Olven lp H 17043’ 231 24X 

F 1 c h a . 50-00 0, 03/0 1 /27, 8 302040033 


— 8302040049 Public version of revised Emergency Plan Implementing 
procedures ED-29 re meteorological, malnt programs & ED-25 
re computer codes for access to ODCS programs. Revised 
index end 

LITERBKI, L. A Commonwealth Edison Co. 03/01/06, lipp 
17043:232, 24X Fiche: 50-000, 63/01/27, 0302040033 


9301310340 Centric Ltr 03-04 to all licensees of operating reactors, 
applicants for DL fc holders of CPs re regional workshop 
concerning Buppl 1, NURE0-O737* "Requirements for Emergency 
Response Capability. " Svc list end. 

EIGENHUT,DG Division o-f Licensing B3/02/01, Consolidated 
Edison Co. of New York* Inc. Upp. 17221:226 24X 

Fiche- 50-000. 83/02/01, 9301210340. 


030 20803 16 Responds to 921209 ltr ft incident response plan 4c 820917 
training session, No new requirements requested for emergency 
response fact li ty. Kinor charges suggested as result of 
meeting e*erc ise. NtfftEQ-0696 b 9ECY-S2-illB guidelines valid. 

KEPPLER, J 0, Region 3, Office of Director. 83/02/04, REED, C. 
Co»monweaLth Edison Co. 4pp. 17056 290, 24X Fiche 50-000,83/02/04, 

0302000316 


— 9302000322 Objects to 820917 meeting requests to modify emergency 
response 'facilities. Bequest* contradictory to NRC directive 
far simplification 

REEOt C. Commonwealth Edison Co. 02/12/09, KEPPLER, J. 0. Region 
3, Office of Director 3pp 17036-294 24X Fiche- 50-00 0, 

83/02/04, 8302000316 


O Adjudicatory correspondence 


8302180014 Completes NRC response to TC Fahnas 820324 petition b 
920503 amend on behalf of State of II under 10CFR2 206 
Remaining parts of petition b amend per allegations re Unit 
2 denied 

DENTON, H R. Office of Nuclear Reactor Regulation, Director 
83/02/0? HARTIOANrN Illihois, State of lp 17207-332 24X 

Fiche: 30-373, 03/02/09, 8302180014 


— 83021B0020 Completes NRC response to 020428 petition on behalf of JtL 
Friendi of the Earth under 10CFR2 260 Remaining parts of 
petition per allegations re Unit 2 denied Director's 
Dads ion end 

DENTON, H.R Office of Nuclear Reactor Regulation, Director 
B3/02/0? RDREM, E L Friends of the Earth. ip J7207-334 24X 

Fiche. 50-373,83/02/09,8302100014 


- -8302 160 023 Responds to 920728 petition on behalf of Cltixens Against 
Nuclear Power under 10CFR2, 206 Petition denied for reason* 
stated in end Director's Decision 

DENTDiNiH R Office of Nuclear Reactor Regulation, Director 
83/02/09 GOGOL, E M Citiiens Against Nuclear Power lp, 
17207.336 24X Fiche 50-373, 03/02/09,830 2180014 


— 8302180052 Director's Decision DD-83-1, deny ing remaining portions of 
petitions of state of IL b il Friends of the Earth re 
allegations of poor const at facility. 

DEN TOM, JH R Office of Nuclear Reactor Regulation, Director 
83/02/09. 6pp 17207 330 24 X Fiche 50-373, 03/02/07, 0302 1 BOO 1 4. 


- -830 2 t 80050 Notice of issuance of Director's Decision DD-B3-1 under 
10CFR2 206 

DENTON, H R. Office of Nuclear Reactor Regulation, Director 
03/02/09. 3pp, 17207-346 24X Fi eh e- 50-373, 03/02/09, 0302 18001 4 


9302150647 Ack receipt of 830103 ltr transmitting util scope h 
objective* for facility emergency exercise rescheduled for 
Jul 1963 Bite assembly w/accountab 1 li ty should be added to 
Hit Of supporting ob jec tives. Meeting invitation accepted. 

PAPER 1 ELLQr C. J. Division of Emergency Preparedness b Operational 
Support 63/02/00. REED, C. Commonwealth Edison Co, lp. 
17150:346 24X Fiche. 50-373, 03/02/09, 03021 50647 


— 8302190657 Forwards scope b objectives for 030322 emergency exercise 
Primary objective is to demonstrate capability to implement 
site emergency plan in cooperation w/8tat» of IL plan far 
radiological accident* 

NELLIS, C. A Commonwealth Edison Co 93/01/03. HIND,J Division 
of Emergency Preparedness b Operational Support. 3pp 17150.347 
24X Fiche: 50-373, 03/02/08, 8302150647, 


9302190102 Releases public version of revised corporate command ctr 
generating station emergency plan implementing procedure. 

FELTON, J. H, Division of Rules and Records. 03/02/15, Document 
Management Branch lp. 17223:219. 24X Fi cha: 50-000, 03/02/1 5, 

8302180102. 


— 8302180126 Forward* public version of Rav 2 to Corporate Command Ctr 
Generating station Emergency Flan Implementing Procedure 
EOF— -2, H Technlcal Support Manager. " 

MOORE, R, D. Commonwealth Edison Co 93/01/03. DENTON, H R NRC - 
No Detailed Affiliation Divan- lp. 17223.219. 24X 

Ficha: 50-000,83/02/19, 8302180102 


-6302180156 Public version of Rev 2 to Corporate Command Ctr Generating 
Station Emergency Plan Implementing Procedure E0F-2, 

"Technical Support Manager. ,f 

NELLIS, c. A. Commonwealth Edison Co, 03/02/02. 46pp. 17223:220 

24X Fiche- 50-000, 03/02/19, 9302180102, 


8208130353 Trip rept of 920726 meeting in Glen Ellyn, IL re safety 
implications of allegation* concerning dof ic ienc les in Zacfc 
Co GA b affect on HVAC sys ductwork b support design 
TERAO, D, Mechanical Engineering Branch. 02/07/30 BQSNAK,R,U. 
Mechanical Enginearing Branch 5pp 17209-099 24X 

Ficha , 50-373, 83/02/09, 8302100014 


K Utility Final Safety Analysis Report <F8AR> b amends 


6302170107 Forwards Amend 62 to F8AR, 

0CHROEDER, C. N Commonwealth Edison Co 03/02/04 DENTON, H.R 
Office of Nuclear Reactor Regulation, Director 4pp 17179 092 
24X Fiche, 50 -373,83/02/04,0302170187. 


— 0302170191 Amend 62 to FBAR. 

e Commonwealth Edison Co 03/02/28, 301pp 17179-096 24X 

Fiche. 50-373,83/02/04,8302170187 


6302280344 Forwardi affidavit certifying distribution of Amend 62 to 
F8AR, 

8CHR0EDER, C. W Commonwealth Edison Co. 93/02/23 DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director, 2pp, 17308-079 
24X Fiche. 50-373, 63/02/23,0302260344 


P Operating license stage documents b correspondence 


0302230516 Bupp 1 1 621006 ltr re mod to diesel generator pralube oil 
pump per License Condition 2. C. 21, b.EMD MI 9466 mod will 
meet requirements in Ueu of prelube pump installation. 

BCHROEDER, C W, Commonwealth Edison Co, 63/02/14 6CHWENCER, A 
Licensing Branch 2. 7pp. 17248 330, 24X Fiche 30-373,93/02/14, 

8302230518 



DOCKETED ITEMS 


0 Inspection report#! IE BulUtin* 1 c orr esp ondenc * 


0302040039 Addl response to FOIA request for 12 c«u^orict of document# 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning GA deficiency 
Forward* App A document* Document 31 available in PDR 
FELTON# J M Division of Rule* and Record* 82/12/30 HIATT # 8 U 

Ohio Citizens for Responsible Energy 3pp 17045 144 24X 

Fiche 30-000*82/12/30,8302040039 


— 0302040111 Forward* graphic* summarizing const site none omp 1 1 anc e data 
for 1976-80 

HIND# J A Division of Emergency Preparedness & Operational 
Support. 82/02/03, KEPPLER# J 0 Region 3, Office of Director. 

23 pp 17043 219 24X Fiche 30-000, 82/12/30, 8302040039 


— 8302040 197 Forward* updated noncomp 1 i anc* history for const situ for 
1776-81# per JJ Harrison request Total Insp hours for each 
facility added 

HIND# J A Division of Emergency Preparedness & Operational 
Support 82/06/08 6 PEB 8 ARD# R, L Division of Project «< Resident 
Program* 2 pp 17045.279 24X Fiche 50-000, 82/12/30i B302040039 


— 0302040332 Forwards 1981 comparleon data for operating & const plants* 
consisting of total number* of nancompl lance item*,repts 
Issued# ln*p hours# sever 1 ty 1 evels* points & hours per rept fc 
Item 

SU0HAR8KI.L Region 3# Office of Director. 82/07/08 

KEPPLER, J 0 Region 3# Office of Director I3pp I7043.2Q1 24X 

Fiche 30-000# 02/ 1 2/30# 8302040 039. 


0302010362 Forwards IE Imp Rept* 30-373/82-52 it 30-374/82-20 on 
621 101-30 & notice of violation 

STREETER, J F Division of Project fc Resident Program* 83/01/19. 
REED# C, Commonwealth Edison Co 2pp, 16973-311. 24X 

Fich# 30-373# 03/01/19# 8302010362 


— 8302010363 Notice of violation from ln*p on 821101-30 

STREETER# J F Division of Project l< Resident Programs 83/01/19 

lp 16973 313 24X Fi cht. 30-373# 83/01/ 1 9# 8302010362. 


—6302010377 IE Insp Rept* 50-373/82-32 & 50-374/02-20 on 021101-30. 
Noncompliance noted failure to follow radiation protection 
procedure* 

OULDENOND, U # HAD I SON# A # RAOUN# K Division of Project 4< Resident 
Program* 83/01/18 I3pp 16973.314, 24X Fi ch 0 ■ 50-373# 03/01/19# 

8302010362 


0212060338 IE Info Notice 03-01# "Ray Hiller# Inc. " Svc Hit end. 
JORDAN# E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/26, Consolidated Edison Co, of New 

York# Inc HBpp 17023 160. 24X Fiche- 30-000, 03/01/26,8212060350 


0212060360 IE Info Notice 83-02# "Llmltorque HOBC, H1BC# H2BC I* H3BC 
Qearhead*. " Svc list end, 

JORDAN# E, L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/01/28 Consolidated Edison Co of New 

York# Inc I09pp 17144-001. 24X Fiche, 30-000# 83/01/20# 9212060360, 


8212060361 IE Info Notice 03-03# "Caiibr of Liquid Level Instrument*. » 
Svc list end 

JORDAN# E. L, Division of Emergency Preparedness & Engineering 
Response (Po»t 830103). 83/01/28. Consolidated Edison Co of New 

York# Inc llOpp 17074 093 24X Fiche: 50-000, 83/01/20# 821 2060361 


0302030303 Advises of 830207 open forum in Chicago, IL re recent rev to 
10CFR30. 34 90,53 IE will conduct formal presentation 

followed by question & answer session, Reque its that 
participation be limited to three people, 

8PE69ARD# R L Division of Engineering. 83/01/28, Commonwealth 
Edison Co 2pp. 17008-187 24X Fiche, 90-000# 83/01/28# 8302030303, 


6302040290 Forwards confirmatory measurements program data sheet for IE 
Insp Rept* 30-373/02-33 * 30-374/B2-21 for beta analysis 
of liquid sample not completed during onsite phase of insp, 
PAPERIELLOeC J Division of Emergency Preparedness I# Operational 
Support, 03/02/01 REED# C, Commonwealth Edison Co lp. 

17020*031. 24 X Fiche: 30-373,83/02/01,83020 40280 


—8302040284 Confirmatory measurement* program data sheet#- to be inserted 
in IE Insp Rept* 50-373/82-93 * 30-374/82-21, 

* Division of Emergency Preparedness * Operational Support, 

03/02/01, lp. 17020,032. 24 X Fiche* 30-373# 03 /02/Oi, 83020 40200. 


8302190928 Requests delay until 030328 to respond to NRC request for 
supplemental info re Refs (a)#(b)#(c) it £e) of IE Bulletin 
81-03# "Flow Blockage of Cooling Hater to 0af ety-Rflated Sys 
Components by Asiatic Clams |# Mussel* 11 

0 WARTZ# E, D. Commonwealth Edison Co. 83/02/08. DENTON# H. ft. Office 
of Nuclear Reactor Regulation# Director, 2pp. 17136:215. 24X 

Fiche: 90-000# 83/02/08,8302190328. 


8302170291 Act receipt of 830120 Itr informing NRC of steps taken to 
correct violation* noted In IE ln*p Repts 30-373/02-91 I* 

30-374/02-10 

SPEQ 8 ARD# R L Division of Engineering 83/02/09 REED# C. 
Commonwealth Edison Co. lp 17 177 0 37 24X Fiche. 90-373# 63/02/09# 

8302170291 


— 0302170297 Respond* to NRC 821222 Itr re violation* noted In IE In«F 
Rept* 50-373/82-51 it 30-374/02-18 Corrective actions* audit 
item* requiring long-term corrective actions not closed out 
until all corrections complete 

DELOEaRCE, L 0 Commonwealth Edison Co 63/01/20 KEPPLER # J. O. 
Rag ion 3# Office of Director Spp 17177*096 24X 

Fich* 30-373# 83/02/09# 83021 70291 


0302170314 Ac V receipt of 030203 Itr informing NIC of steps takan to 
correct violations noted in IE Insp Repts 90-373/82-30 It 
30-374/82-17 

0PEBSARD# R L Region 3# Office of Director. 83/02/09. REED# C 
Commonwealth Edison Co lp 17177 004. 24X Fiche 1 50-373# 83/02/09# 

8302170314 


—0302170313 Respond* to NRC 830106 Itr re violations noted In IE Insj 
Rept* 50-373/82-30 1 50-374/82- 17. Correct i v# actions, 
deficiency rept initiated on 921004 to record missing flow 
orifice it ensure that orifice twill be inetalied. 

FARRAR, D L Commonwealth Edison Co 03/02/03. KEPPLER# J, 2 
Region 3# Office of Director 3pp 17177,005. 24X 

Fiche, 30-373# 83/02/09# 8302170314. 


0302100014 Completes NRC response to TC Fahne* 820324 petition I# 
820503 emend on behalf of State of IL under I0CFR2. 206. 

Remaining part* of petition fc amend per allegations re Unit 
2 denied, 

DENTON# H R Office of Nuclear Reactor Regulation, Director. 
03/02/09. HART I GAN# N Illinois# State of lp 17207.332 24X 

Fie ha: 30-373# 03/02/09# 83021 800 1 4 


—8302180065 IE Insp R»pt* S0-373/78-06 * 50-374/70-05 on 700306-14 
Noncomp 1 lance noted 1 const practices re welding of 
electrical equipment support*. 

FOSTER, J. E 1 VANDEL# T E . NAIDUiK. R Region 3, Office of Directs 
78/04/24. 19pp. 17208:177. 24X Fiche 50-373,03/02/09# 

8302100014 


0302280461 Forwards IE Insp Repts 30-373/82-40 l 90-374/02-10 on 
020804-27 it notice of vi 0 I 4 tion. Descr lp ti dh of overall 
mgt contols to Improve GA recordkeeping required. 

KEPPLER# JO Region 3# Office of Director. 83/02/19. REED# C. 
Commonwealth Edison Co 4pp. 17308 024 2 4X Fi char 50-373# 03/02/1 ! 

0302280461 


—8302280468 Notice of violation from insp on 820804-27. 

NORELIUB# C, E Division of Project I* Resident Programs. 03/02/10 
5pp. J 7308 1 028, 24X Fitha 50-373# 83/02/ 1 5, 8302280461 


—8302280474 IE !n*p Rept* 50-373/02-40 8 # 50-374/82-10 on 820004-27. 
Noncompliance noted failure to conduct adequate GA audit# to 
develop adequate procedure for calibr of measuring 6 test 
equipment t to implement revs to GA procedures. 

REiMANNrF W # LANKBBURY, fi D # JACK I W# I N. Region 3# Office of 
Director 03/02/04. 20pp 17308:033 24X Fi che* 90-373# B3/02/U 

83022Q0461 


8212060363 TE Info Notice 83-04# "Failure of Elma Power Supply Unite . 1 
8 vc list end 

JORDAN# E. L. Division of Emergency Prepared***** 4# Engineering 
Response (Post 030103), 83/02/18 Consolidated Edison Co of Net 

York, Inc. 110pp. 17347,191 24X Fie he* 50-000# 83/02/10, 821206036: 


8212060363 IE Info Notice 83-05# "Obtaining Approval for DUpes in* of 
Very Law Level fiaduaste - 10CFR20 302, * Svc list end. 

JORDAN* E L. Division of Emergency Preparedness fi# Engineering 
Response fPo*t 030103). 83/02/24 Consolidated Edison Co. of Net 

York* Inc 11 1pp. 17347 058. 24X Fiche. 50-000, 03/02/24. 821206036! 


8312060366 IE Info Notice 83-06# "Non i den tlea 1 Replacement Parts. 11 
Svc list end. 

JORDAN# E L Division of Emergency Preparedness fi# Engineering 
Response (Post 830103). 83/02/24 Consolidated Edison Co. of N«i 

York* Inc 112pp. 17361 148. 24 X Fiche: 90-000# 83/02/24# 821206036# 


8 . Reportable occurrences# LER* fe related cor r asp on dance 


8302040053 Interim Deficiency Rept 82-08 re electrical penetration 
assembly butt splice* Replacement modules for AHO cable 
Hodulei 266 ordered from Cones. Final rept will be provided 
an or about 030303 

SCHROEDER# C, W Commonwealth Edison Co. 03/01/24 KEPPLER# J. 0, 
Region 3, Office of Director. 2pp. (7020.399, G4X 
Fiche* 30-374# 03/01/24# 8302040053. 
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DOCKETED ITEMS 


V Operator Elimination* 


0301310203 Generic Ltr 03-06 to iU power rtactor licensees, ipp 1 leant* 
for 0L*«N8S vendors, reac tor vendors it AE re c*rti f icete* 
it revised format for reactor operator it senior reactor 
operator licenses 3ve Hit mcl 

EI8ENHUT,D 0 Division dtf Lleomins 03/01/31. Consolidated 
Edison Co. of New York, Inc. 14pp. 17347 177. 24X 

Fiche SO-OOOi 03/01/3 1 1 030 13 10203 


DOCKET 50-379 NUCLEAR EXAMINATION REACTOR 


0 Inspection rtportir 1£ Bulletins it correspondence 


63020104 98 Inform* that re# to nonpenetrating radiation lavels hat been 
deleted in response to 630112 request to correct apparent 
error in lE Insp Rapt 30-373/02-02 

BQOKtH £. Divtiion of Radiological Safety it Safeguard* Program 
63/01/27 REMLEY, M E Rockwell Intarnat Iona 1 Corp lp. 16901; 296. 
24 X Fiche. 30-373i 83/01/27, 8302010438 


— 8302010465 Forward* corrected IE Imp Rapt 50-375/B2-02 on 821216. No 
noncamp lienee notad 

BOOK,H E. Division of Radiological Safety It Safeguard* Program 
03/01/03 REMLEY-M E Rockwell International Corp 2pp 
16901 297. 24X Fiche: 30-373. 03/01 /27< 8302010438 


—0302010476 Corrected EE I nap Rapt 30-373/02-02 on 821216 No 
noncomp lianc * notad Major areas Inspected license* plan for 
dismantling L-89 faclll ty, review preparation for dismantling 
It inapactor famil iariia tion w/faeility layout 

GARCIA, E M. t WGNBLAWSKI.F , BOQK.H. E. Division of Radiological 
Safety 6 Saftguarde Program. 82/12/30 3pp. 16901:299 24X 

Fi che. 30-373, 03/0 i /27, 030201 0430. 


DOCKET 30-362 WATERFORD GENERATING STATION, UNIT 3 
A. Application/ construction stage documents It c orr# f pondance 


0302090113 Board Notification 82-122A forward* USQS 821 1 IB ltr 
clarifying previous recommendation* re recurrence of 1BB6 
Char let ton-ty p » «*t tfvq.ua k a, U/o end 

NOVAK, T N. Assistant Director for Licensing 82/12/30. Atomic 
Safety and Licensing BoanJ Panel. 10pp. 17103.333 24X 

Ficha- 30-000, 02/12/30, 03020001 13. 


6302020299 Forward* Monthly Rept 17 re rtcruiting t upgrading of total 
corporate capability Nuclear Organisation staffing status as 
of 830119 i. statu* as of 610420 staffing co mmi tm* nts end. 

MAVRIN, L.V Louisiana Power it Light Co 93/01/19 WILSON, J. NRC - 
No Detailed Affiliation Given. 3pp. 16994.270 24X 

Ficha: 30-382, 03/01/19, 8002020233 


6302030932 Forwards documentation re progress it / or completion of all 
confirmatory item* In Seismic Qualification Review Team 
audit. NB6-FE-29, "Boric Acid Tank Circulating Valve, 11 only 
remaining confirmatory item, 

MAVRIN, L V. Louisiana Power Sc Light Co 63/01/21 NOVAK, T. M. 
Assistant Director fOT Licensing 206pp 17006-309. 24X 

Fiche. 30-382, 83/01/21,0302030332 


6302030090 Request* addl info re nonmetal lie metis in safety tyi in 
harsh environs, supplementing 830103 ltr 

NOVAK, T. M Assistant Director for Licsniing, 83/01/24 MAURIN,L.V 
Louisiana Power U Light Co. 2pp. 17020 3 38. 24X 

Ficha: 30-362, 93/01/24, 9302030090. 


0302010414 Forward* revised seismic qualification completion schedule, 
MAVRIN, L. V, Louisiana power it Light Co. 63/01/27, NOVAK, T M. 
Assistant Director for Licensing. 32pp. 16901:249. 24X 

Fiche* 90-382, 03/01/27, 030201041 4, 


0302010420 Forwards info ra 830104-06 equipment qualification audit* 
Including llet of attendees, tqvl pment selected for audit it 
documentation of comments One open it one confirmatory Item 
noted. 

MAt*rN,L. V. Louisiana Power t Light Co. 03/01/27, NOVAK, T. M 
Assistant Director for Licensing 110pp. 16961. 133. 24X 

Fiche* 90-382, 93/01/2 7, 8302010420, 


8302030079 Forwards responses to NRC draft technical evaluation rapt 
re facility control of heavy loads, W/19 overall* drawings 
Aperture card* are available in PDA, 

MAURIN, L. V, Louisiana Power it Light Co, 03/01/27, KNIGHTON,© 
Licensing Branch 3. 33pp. 17001,339. 24X Fiche* 90-302, 03/01/27, 

6302030079, 


8302030092 Forward* status list of all open it confirmatory item* it 
addl items of Interest 

MAVRIN, L V, Louisiana Power & Light Co 03/01/27 KNIGHTON,© 
Licensing Branch 3 4pp 17002 226 24X Flch# 30-302,83/01/27, 

0302030092 


0302030119 Forwards revised pages from FSAft Sections 11 2 & 11 4 
Changes reflect latest design c onsideration* in radwaste 
mgt it will be incorporated into next FSAft emend 
MAVRIN, L V. Louisiana Power it Light Co 03/01/27, KNIGHTON,© 
Licensing Branch 3 27pp 17002 234 24X Fiche 80-3B2, 83/01/27, 

0302030118 


0302070616 Forwards proprietary S< nonproprietary verion* of, "Buppl to 
Waterford 3, Cycle l.CPC/CEAC Phase II Software Verification 
Test " 

tiAURIN, L V, Louisiana Power it Light Co 63/01/27 KNIOHTON,© 
Licensing Branch 3, 6pp. 17039 219 24X Fiche 90-382,83/01/27, 

0302070616. 


— 8302070621 Nonproprietary version of, "Buppl to waterford 3, Cycle 1 
CPC/CEAC Phase II Software Verification Test Rept. M 
e Combustion Engineering, Inc. CEN-208< C 1-NP 801 82/11/30, 

7pp 17039 221 24X Fiche- 90-302, B3/01/27, 0302070616 


0302090940 Suggest* meeting in Wash ing ton, DC to discuss remaining open 
item* on critical path for licensing Item* include fire 
protection, equipment S< seismic qual if lcation, prel iminery 
safety info it licensee qualif lcation. 

KNIOHTON,© W Licensing Branch 3 83/01/20 MAURIN, L, V. Louisiana 

Power it Light Co 3pp 17131*341 24X Fi C he* 50-382, 03/01/28, 

0302090940 


8302100139 Notification of 630131-0204 meetings w/utll & consultants in 
BethsidajHO to discuss Tech Spec outstanding issues 
WILSON, J. H Licensing Branch 3. 03/01/31 KNIOHTON, G. Licensing 

Branch 3. 3p p, 17134-279 24X Fiche* 90-302, 03/01/31 , 8302100139. 


0 302070923 Forwards info on seismic qua l if lea tion of equipment 
supplementing util 830121 subml btal. Inf o addresses specific 
Items 6,7 it 8 r* resistor input card, Indica tor 1151 & 
control element drive mechanism reed switch position 
MAURIN, L V Louisian* Power it Light Co 83/02/01 NOVAK, T M, 

Assistant Director for Licensing, lipp 17039-297 24X 

Fiche 90-000,83/02/01,8302070933 


— 8302070931 "AZ Nuclear Power Project 130-inch Reed Switch Position 
Transmitter it Litton Electrical Connector 8ei*mtc 
Qualification Test CSInt Sweep Testing), '' Age considerations 
for seismic design fc surveillance in mild environs end, 

HA9LIN0ER, K, H Combustion Engineering, Inc TR-E8E-442. 

01/10/09 99pp. 17039*260 24X Fiche* 90-000, 83/02/01, 0302070923 


8302070102 Forward* proprietary & nonproprietary "Response* to 
Questions on CEBEC, H per 820607 request. Proprietary rept 
withheld (ref 10CFR2 790) 

MAVRIN, L V. Louisiana Pouer tt Light Co 03/02/02 KNIGHTON,© 
Licensing Branch 3. 6pp 17002-130. 24X Fiche- 30-302, 83/02/02, 

8302070 1 82 


— 0302070194 "Responses to Questions on CE8EC ♦' 

* Combustion Engineering, Inc CEN-234( C )-NP. 02/12/31, 100pp. 

17032:196 , 24X Fiche 90-302, 83/02/02,0302070182. 


0302070300 Forwards "Total Integrated Dose to ©E Stations," radiation 
analysis rept, submitted at addl info re environ equipment 
qualifi cation, per NRC 030127 request Addl relevant info also 
provided 1 

MAVRIN, L. V, Louisiana Power it Light Co. 83/02/02, NOVAK, T M. 
Assistant Director for Licensing 4pp. 17036 310, 24X 

Fich#' 30-382, 63/02/02, 8302070900. 


— 0302070307 "Total Integrated Dose to ©E Stations," 

YANO, T, L. Ebasco Services, Inc, (subs, of Enserch Corp >. 

03/02/01, i 7pp. 17036:322 24X Fiche: 90-382, 83/02/02, 8302070900. 


0302060023 Provides updated status/submittal schedule for dosing out 
open licensing Issues re environ it seismic qualification. 

MAURIN, L. V Louisiana Power it Light Co, 83/02/02 KNIOHTON,©. 
Licensing Branch 3 2pp, 17030 193. 24X Fiche: 30-302, 83/02/02, 

6302000023 


6302170011 Forward* audit repts on seismic i< dynamic qualification of 
safety-related equipment. Rapt* also available in PDR 
BAQCH1 , 0, Equipment Qualification Branch. 03/02/02. NOONAN, V S. 
Equipment Qualification Branch 3pp 17209*186 24X 

Fiche* 90-000, 83/02/02, 830217001 1 



DOCKETED ITEMS 


— 0209150350 Trip rspt of 820915-18 seismic qualif ication review t«am 
i i t o visit r 9 performance of 1 plant site review for selected 
safety-rela ted, mechanical it *Uctrlc#l equipment Revision to 
tit* visit r*pt sTic 1 W/o end 

ROSZTOCZYi Z R Equipment Qualification Branch 02/00/30 
H1RAOLIA, F Licensing Branch 3 2pp 17206 277 24X 

Fich* 30-000, 03/02/02, 0302170011 


— 0302170210 Draft "Waterford 111 Seismic Qualification Review Team Visit 
Rapt " 

8 INCH. J N , MACEKrR W r RU9SELL, M. J EOttO, Inc EGO-EA-5643 ROl 
DRFT 82/06/30 CHANG, T Y NRC - No Detailed Affiliation Qiven 
Slpp 17206 279 24X Fich* 50-000,03/02/02,0302170011 


— 0302170210 Trip rept of 010914-10 8» 820830-0903 viiit# to facility to 
review seismic &t dynamic methods b results for safety- 
related mechanical * electrical equipment 6 observe field 
installation of equipment 

OAOCHZ/O Equipment Oual if ication Branch. 02/12/13 NOONAN, V. B 
Equipment Qua! if I cation Branch 9pp 17207:023 24X 

Flche 50-000,03/02/02,0302170011 


—0302170223 “Waterford III Seismic Qua lif ica tion Review Team Visit Rept 
CSfCtind Visit) 11 

SINGH, J. N , MACEK, R W EG&G, Inc FIN A-6415 02/12/13 NRC - 

No Detailed Affiliation Given 43p p 17207:034 24X 

Flche , 30-000, 03/02/02, 0302170011. 


0302150684 Notifies that compliance w/NVREG-0737, rtem II E, 4 2 re 
containment pressure setpoint (3.3 pslg),has been calculated 
using explicit setpoint methodology per 9ER open itsm 
Info will be Included in FBAR Amend 31, 

NAUR IN, L V. Loulsiane Power & Light Co 03/02/07 KNIGHTON, 0 
Licensing Branch 3 2pp, 17154- 115 24X Fiche 50-392,03/02/07, 

0302150604 


0302000295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL Sc holders of CP for C-E PWRs r* review of 
C-E Owners Oroup emergency procedure* guideline program Bvc 
list end 

EISENHUT, D 0. Division of Licensing 03/02/08 Consolidated 
Edison Co, of New York, Inc llpp 17290 247. 24X 

Fiche - 50-000, 03/02/00, 0302000293 


0302090065 Generic Ltr 03-1OA to all applicants u/C-E designed N00B 
re resolution of TMI Action Item II K 3 5, "Automatic Trip 
of Reactor Coolant Pumpi. " Bvc list end 

EISENHUT, D G, Division of Licensing B3/02/08 Louisiana Power & 
Light Co 20pp. 17314.232 24X Ft c he- 30-000, 83/02/00, 8302090065 


0302160181 Forwards addl info re seismic qualification of equipment in 
response to 821213 memo All calculated stresses satisfy ASME 
Code Level B criteria 

MCLENDON, G D Louisiana Power 8< Light Co. 03/02/00 KNIGHTON, 0. 
Licensing Branch 3. 61pp. 17162 317. 24X Fiche: 30-302, 03/02/00, 

8302160181 


8302160373 Amend to application for OL revising Tech Spec Sections 
A. 0.2 & 6 2 3 to require minutes of safety review committee 
meetings to be approved within 6 wfc* following meeting. 

MAVRIN, L V Louisiana Power it Light Co 03/02/11 KNIOHTON, G, W 
Licensing Branch 3 2pp. 17164.133 24X Fiche: 50-382, 03/02/1 1, 

8302160373. 


— 8302160378 Proposed Tech Spec changes revising Sections 6.3 2 it 6.2,3 
to require minutes of safety review committee meetings 
be approved within 6 wk* following meeting. 

a Louisiana Power & Light Co. 03/02/11. 8pp. 17164: 155, 24X 

Flche: 30-302, 03/02/11, 0302160373 


0302230440 Responds to Instrumentation It Control By* Branch position re 
disabling of automatic E8F actuation tys function upon 
transfer to remote shutdown panel. Component* will maintain 
automatic response capability save for boric acid pumps. 

NAUR IN, L V Louisiana Power I* Light Co. 83/02/11 KNIOHTON, G 
Licensing Branch 3. 2pp 17243.361. 24X Fiche. 30-302, 03/02/11, 

8302230440 


0302200402 Confirm* transmittal of rapt* of deficiencies on equipment 
qualification during Jan 1983 audit, in response to NRC 
830128 reques t. Transmittal sufficient to close out Audit 
item 23 

NAUR IN, L. V, Louisiena Power * Light Co 83/02/11. KNIGHTON, 0. W, 
Operating Reactors Branch 3 lp. 17309: 157 24X 

Flche: 30-382, 03/02/11,8302280402, 


E NRC Safety Evaluation Report < SER > > suppls it correspondence 


8302030570 Forward » evaluation of effect of break site on consequence 
of steam line breaks w/c on current lots of offiite power fc 
analysis of feedwater line breaks Info should resolve BER 
confirmatory Issues 

NAUR IN, L V Louisiana Power l« Light Co 03/01/27. DENTON, H. R 
Office of Nuc leer Reactor Regulation, Director llpp 17008. 098. 
24X Fiche - 50-302, 83/01/27, 8302030370 


8302150684 Notifies that compliance w/NUREG-0737, I tern II E. 4 2 re 
containment pressure setpoint (3 3 pslg),h*t bean calculated 
using explicit i«tpoint methodology per SER open Item 
Info will be included in FBAR Amend 31 

MAURIN, L V Louisiana Power 6 Light Co 03/02/07 KNIOHTON, O. 
Licensing Branch 3 2pp 17154 115 24X Ftche 50-302,03/02/07, 

8302150604 


03022501 16 Notification of 830218 misting u/util,C-E 8, Ebasco in 
BethesdaiMD to discuss resolution uf two SER confirmatory 
items in licensing review 

WILSON, J H Licensing Drench 3 83/02/09 KNIOHTON, 0. W. Licenei 

Branch 3 3pp 17302-195 24X Flche 90-3 02.83/02/09,8302250116. 


F. Security, medical, emergency & fire protection plans 


0302090548 Suggests meeting in Washington, DC to discuss remaining ope 
items on critical path for licensing Item* include fire 
protection, equipment Sc seismic qua 1 i f icafcic n, prel iminary 
safety info & licensee qualification. 

KNIOHTON, 0 W Licensing Branch 3 83/01/28. MAVRIN, L. V. Louieia 

Power 8< Light Co 3pp 17131 341. 24X Fi c he: 50-382, 03/01/28, 

8302090540 


8301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for OL b holder* of CP* re regional workshop 
concerning Suppl 1 , NUREG-0737, "Requirement* for Emergency 
Response Capability " 3vc list end 

EISENHUT, D G. Division of Licensing 83/02/01. Consol I dated 
Edison Co of New York, Inc llpp 17221 226 24X 

Fich* 50-000,03/02/01,8301210340 


8302080214 Submits 49-day demonstration schedule of meteorological 
monitoring syi 0yt design upgraded to meet NUREG-0654, App 2 
criteria. CEPADA8 will be operational by fuel load 

MAURIN, L V Louisiana Power 6 Light Co. 03/02/02 KNlQKTONrQ. W 
Licensing Branch 3 3pp 17050 043 24X Fich* 30-302,83/02/02, 

8302090214 


8302070403 Informs of emergency preparedness appraisal insp on 
830222-0304 Emergency plan & emergency procedure* U support 
document availability in work area requested Entrance 
interview scheduled for 830222. 

MADSEN, 0 L. Division of Resident, Reactor Project fc Engineering 
Programs. 03/02/03 MAURIN, L. V Louisiana Power it Light Co, 2pp 
17071-083 24X Fi c he - 90-382, 03 /Q2/03, 8302090405. 


8302170041 Requests evaluation of expected plant response to 621211 
fire at Union Carbide Corp plant, if plant had been at full 
operating p ower. Evatuat 1 on comparing expected behavior to 
anticipated occurrences expected within 30 days 
EISENHUT* D. Q. Division of Licensing 83/02/03 MAURIN, L V. 
Louisiana Power & Light Co Ep p 17191 051 24X 

Flche- 50-302, 83/02/03, 9302170041. 


8302250064 Notification of 030217 meeting w/util k consultants in 
B*th*sda«MD to discuss submittal of Info on remaining open & 
confirmatory items In area of fire protection 

WILSON, J Licensing Branch 3. 83/02/09 KNIGHTON, 0. H. Licensing 

Branch 3 3pp. 17302 359 24 X Fiche 90-302,83/02/09,0302250064. 


8302230335 Forwards response* to questions re proposed installation o 
Ins ulco/HEMYC By* a* fir# protective envelops for Class IE 
electrical cables Insulco/MEMYC sys presentation data end 
MAURIN, L V. Louisiana Powsr it Light Co. 83/02/14. NOVAK, T. M. 
Assistant Director for Licensing llpp 17247.040 24X 

Fiche. 50-302, 83/02/14,8302230335 


—9302230339 "Comparison of HEMYC 9y* Fire Test to Sandie 20-Ft 
Separation Test U GMED 951“ 

a Nuclear Energy Service, Inc. 63/02/14. 33pp. 17247.059 24 

Flche 50-382,03/02/14,0302230335. 


— 8302230341 "Fire Qualif icat Lon Test HEMYC Cable Wrap Sys as Install 
by Insulco, Inc & Affiliated Co, " final rept 

a I ns ul CO, Inc. CTP-1026. 83/06/01 0 Spp 17247-009 24X 

Fiche* 50-382, 03/02/14, 0302230335, 


— 8302230348 Issue B of Procedure 8400.101, "Installation of Insulco/ 
HEMYC Cable Tray Protection By* - Straight Sections " 

8PRI0G9, LC BfcB Insulation Tnc 62/11/2? 13pp. 17247-182 

24X Fiche 50-382,83/02/14,8302230335. 


270 


DOCKETED ITEMS 


--8302230993 Issue S of Procedure 8400 102, *■ Enste U e t i an of Intulco/ 

HEMYC Cable Tray Protection Bys - Curved Section." 

SPRI003, L.C B*B InmlfltUn Inc 02/11/29 9pp 17247 196 24X 

Fiche. 30-30 2, 63/02/14, 0302230339 


•8302230358 Issue 0 of Procedure 3400 103, " In«t*l lafcion of Insulca/ 

HEHYC Cable Tr*y Protection By* Onto Single or> Multiple 
Conduits. " 

SPRIOOQ.L.C BfcB Insulation Inc. 92/11/29, 7pp 17247-204, 24X 

Fiche 50-392, 03/02/14, 0302230335 


>-8302230368 Uiu< 9 of Procedure 8400. 104, "Repair k Installation of 
Irmil co/HEMVC Gable Tray protection Sys Around Interference* 
it OJr* true tionf " 

' BPRIOOSrt 0. H6B Insulation Inc. 62/11/29 Spp 17247-210 24X 

F lc h e. 50-392, 63/02 / 1 4 , 8302230333 


8302170449 Releases public version of revised emergency plan 
implementing procedures. 

FELTON, J M Division of Rules and Record*. 93/02/13. Document 
Management Branch, lp 17209:100. 24X Flcha 30-362, 03/02/1 5, 

0302170449 


— 9302170496 Forward# public van ion of revised Emergency Plan 
Implementing Procedure* EP-i-GlO re unusual event, EP-i-020 
ra elert S< EP-1-030 ra *ite smergency. 

HAURTNrL.V Louisiana Power U Light Co 93/01/31. KNICHTOM, 0. W. 
Licensing Branch 3 lp. 17205:101. 24X Flcha 50-392,83/02/19. 

0302170449. 


—8302170461 Public version of revised Emergency Plan Imp lamenting 
Procedures EP-i-010 r# unusual avant, EP-1 -020 ra alart 6 
EF-1-O30 ra ilta emergency. 

a Louisiana Power & Light Ca 93/01/26. 27pp 17203.102. 24/ 

Fiche 30-382, 63/02/15, 0302170449 


6302250291 Forwards fl*V 7 to physical aacuritg plan Roy withheld 
(raf 1QCFR73. 2l>. 

MAURIN, L. V. Louisiana Power it Light Co 93/02/21 Off lea of 
Nuclear Reactor Regulation, Director lp, 17291 290 24 X - 

Fiche 1 90-392, 83/02/21, G3022S029I. 


O. Ad j ud lea targ c oPr •* pond « nee 


6302010943 Forwards EL Duncan affidavit ra emergency info brochure, 
trad ver t ently omitted from 8 Duplestls L 8 Hunter 
affidavit*. 

0R0E8CH, 0, L Joint Intervenors-Water f ord. 83/01/26 WOLFE, 8. J. 
Atomic Safety and Liceming Board Panel Ip. 169B3.075. 24X 

Fiche: 90-382, 93/01/26,8302010343 


— 8302010991 Affidavit of EL Duncan ra emergency info brochure Brochure 
violate* Keep It Simp La Stupid Prlnc tpla, Both maps deficient 
as presented Brochure falls to speak directly to aduc level 
of affected parson*. 

DUNCAN, E, L Joint Intarvenors-Watarf ord 83/01/24. 3lpp 
16963-076. 24 X Flche : 90-392, 83/01/26, 0302010543 


0302070932 Affidavit of EL Duncan re emergency info brochur e. Brochure 
violate* M it*p it simple stupid principle. " Method of 
brochure d Istribution faulty. Certificate of Bvc and Related 
correspondence. 

DUNCAN, E, L. Affiliation Unknown 83/01/26, 4pp. 17038-327 24X 

Fiche: 80-382, 83/01/26,3302070932 


0302020341 Inquires whether recipient wishes to remain, on *vc list. 8vc 
Hat end. Related correepandence 

CHURCHILL, 8. W Shew, Pittman, Pott* U Trowbridge. CHURCHILL, 8. W, 
Louisiana Powar fc Light Co 83/01/28, FONTANA, L. B, Joint 
Intervener s-Wettrford 2pp. 16993:348. 24X Fi che: 90-302, 83/01 /SB, 

6302020341. 


6302020248 Order rejecting Joint Intervenor* br ief. Clear, legit l e copy 
complying v/Ceinmiseien Rules of Practice shall be filed by 
030204. Or ig Inal brief i Hag ifala, uf/o Certificate of Bvc & 
falls to show r »p resen tat 1 va capacity & address, 

SHOEMAKER, C J. Atomic Safety and Licensing Appeal Panel. 03/01/31. 

Joint Intervenors-Wa ter ford. 2pp. 16994:328 24 X 

Flcha: 90-362, 83/01/31,6302020240 


0302020276 Advt*#s that applicant mag present rebuttal testimony to 
Joint Interveners witness Srt Hunter. Pr Inc i p 1 a rebuttal 
witness would be D6 Milati Prof qualification# fc sve list 
end. 

CHURCHILL, B W. Shaw, Pittman, Pott* h Trowbridge. CHURCHILL, B. W. 
Louisiana Powar k Light Co 63/01/31. WOLFE, 8 J. , FOREMAN, H , 
JORDAN, W. H. Atomic Safety and licensing Board Panel l?pp, 

16993* 326. 24X FI che : 50-392, 63/01/31 , 6302020276. 


8302070141 Forwards NRC 630203 ltr to util re 821211 chemical fire In 
plant vicinity Fire was subj of ABLB 621215 order 
TURK, 8 E Hearing Branch 1 83/02/03 WOLFE, 0 J , FOREMAN, H i 

JORDAN, W H Atomic Safety and Licensing Board Panel 3pp 
17032 336 24X Fichs 50-382,63/02/03,0302070141 


8302080246 Brief supporting Joint Interveners exceptions re Contentions 
0/9 it 17/26 < 1 ) fc (2) Certificate of Svc end 

GRQE8CH, 0 L, Joint Intsrvenors-Waterf ord 63/02/04 Atomic 
Safety and Licensing Appeal Panel 49pp 170S7 115 24X 

FI che: 50-362, 03/02/04,6302080246 


8302140051 Notice of ASLAfl reconstitution SF Eilper in, cha irman & 

WR Johnson & CN Kohl, members 

SHOEMAKER, c J Atomic Safety and Licensing Appeal Panel 03/02/10 
lp. 17142 122. 24X Fiche 50-362,63/02/10,8302140031 


8302160360 Order accepting ad-dl 14 pages filed u/Joint Intervenore 
legible copy of brief Addl pages will b* treated as properly 
filed, but Joint Interveners admonished at to such future 
effort# 

SHOEMAKER, C. J Atomic Safety and Licensing Appeal Panel 83/02/10 
3pp 17169 201. 24X Fiche 50-382,83/02/10,8302160360. 


8302160179 Forwards A6LB meeting transcript (Pp 4,027-4,0341 which 
incorporated two NRC 930203 Itrs re 021211 chemical fire 
near facility Bvc Instructions of end provided 
WOLFE, 6. J Atomic Safety and Licensing Board panel 83/02/14, 
BTUCKY, 6 W Docketing & 8ervices Branch 12pp. I71&1 032, 24X 

Fiche: 50-302, 03/02/14, 9302160179 


0302100413 Forwards loaner copy of 830211 hearing transcripts. 
Transcripts of 030209-11 hearings should be returned, once 
copies have been received by Univ of New Orleans LPDR W/o 
enc 1 

TURK, S. E. Hearing Branch 1 03/02/15 ORDESCH, 0 L Joint 

1 ntervenors-Wa ter ford Ip 17214 265 24 X Fiche. 50-3B2, 83/02/ 1 g, 

9302100413 


0302220043 Forwards License 8NM-1913, lesued on 030210 & related matls 
License does not relate to any Issues being adjudicated 6 no 
A6LB action required. 

TURK, 8. E Hearing Branch 1. 83/02/10 WOLFE, 8 J , JORDAN, W H , 

FOREMAN, H Atomic Safety and Licensing Board Panel, 22pp 

17233:175. 24X Fiche 50-302,83/02/10,0302220043 


6302250430 Request for extension until 030325 to file brief in 
opposition to Joint Intervenors exceptions Extension 
necessary because of time needed to prepare for three other 
NRC proceed ings, Certificate of Svc end 

CHURCHILL, B.W Louisian* Power 6 Light Co CHURCHILL, B W Shaw, 
Pittman, Potts fc Trowbridge, 83/02/23 Atomic Safety and 

Licensing Appeal Panel Spp, 17298 229 24X Fiche 50-382,03/02/23, 

8302290430, 


0. Advisory Committee on Reactor Safeguard* reports & correspondence 


8302090011 Summary of ACRB Subcommittee on Waterford 3 821109 meeting 6 
site visit re operator training program, uti l staffing status 
l< control room human factors program 

ZUDANB, Z. ACRB - Advisory Committee on Reactor Safeguard*. 

ZUDAN3, Z Franklin Intti tute/Frankl in Research Center. 02/11/12. 
ACR8 - Advisory Committee on Reactor Safeguard*. 2pp. 17119,176 
24X Fiche. 50-302, B2/U/I2, 03O2O9OO1I, 


8302000479 Summary of ACRB Waterford Unit 3 Subcommittee B21109 meeting 
in New □rleansrLA re training program lc staffing 
inadequacies 

CATTON, I, ACRB - Advisory Committee on Reactor Safeguard* 

02/11/29 BUCCIiD, ACR8 — Advisory Committee on Reactor Safeguard* 
2pp. 17071-274 24 X Fiche 50-302,82/11/29,8302080479. 


9302080374 Summary of ACR8 Waterford Unit 3 Subcommittee 021109 moating 
w/util in Mew Orleans, LA r# licenet* effort* to improve 
staff lng, operator training It control room human factors mod* 
for plant 

# ACRB - Advisory Committee on Reactor Safeguards 82/12/01 
ACRfi - Advisory Committee on Reactor Safeguards. I9pp 17107. 147 
24X Fiche: 90-302, 82 / 12 / 01 , 8302080374 


6. Inspection reports, IE Bulletins U correspondence 


6302070272 Responds to IE Info Notice 02-40 l< IE Bulletin 92-04 Util 
he* no Bonker-ftamo electrical penetration assemblies in use 
or planned for use at faciff ty 

MAURIM, L V Loultiana Power fc Light Co 83/01/12 CQLL1N8, J T. 
Region 4, Office of Director 4pp, 17032*146 24X 

Fiche. 50-382, 83/01/12,6302070872. 



DOCKETED ITEMS 


8302070461 Forward* IE Insp Rept 50-302/02-2? on 021213-1 6. Mo 
none amp I iance noted 

MADSEN, 0 L Division of Resident, Reactor Project fa Engineering 
Programs 63/01/13 MAURIN, L V Louisiana Power fa Light Co Spp 
17036:037 24X Fiche 50-302,03/01/13,0302070401 


—0302070486 IE Insp Rept 90-362/02-2? on 021213-16. No nancompl Unc a 
noted Major areas inspected observation of work & review of 
procedures & records for safety-related structural steel & 
supports & review of site audit repts 

JOHNQON, C E , KUNNICUTT.DM i MULL1KIN.R P Division of Resident, 
Reactor Project fa Engineering Programs 83/01/11 iOpp 
17036 03? 24X Fiche 80-382,83/01/13,8302070401 


0302030573 Forwards IE Insp Rept 50-382/82-27 on 020716-1031 fa notice 
of violation 

MAOBEN, 0 L Division of Resident, Reactor Project & Engineering 
Programs 83/01/19 MAURIN, L V Louisian* Power & Light Co Spp 
17009' 037 24X Fiche 50-382,83/01/10,0302030573. 


—8302030500 Notice of violation from insp on 8209 16-1031 

e Division of Resident, Reactor Project fa Engineering Programs 
63/01/10 2pp 17008 037 24X Fiche 30-302, 03/0 1 /IB, 8302030S73 


—0302030990 IE Insp Rept 50-382/82-27 on 020916-1031 Moncomp Uance 
noted failure to follow procedures during primary 4c 
secondary hydrostatic testing, 

CONSTABLE, 0 L, , CUMMINS, J E , FLIPPO, T A Division of Resident, 
Reactor Project & Engineering Programs 03/01/05 7p p 
17000 041 24X Fiche 50-302, 83/01/18,03020 303 73 


0212060330 IE Info Notice 83-01, *'R»y Miller, Inc " Svc list entl. 
JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response <Post 030103). 03/01/26 Consolidated Edison Co of New 

York# Inc 1 18pp 17023 160. 24X Fiche' 50-000, 03/01/26, B2i 2060358 


0302010503 Act receipt of 821029 it 1222 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rapt 
50-302/82-19 W/o 821029 ltr 

MADSEN, 0 L Division of Resident# Reactor Project & Engineering 
Programs 03/01/27. MAURIN, L V, Louisiana Power fa Light Co ip. 
16770 003 24X Fiche 30-302,03/01/27,03020 1 0 503. 


— 8302010520 Responds to NRC 821203 ltr re violations noted in IE Insp 
Rept 30-302/82-10 Corrective acti ons • Proc * d lire ASP-I-3 
“Indoctrination it Training, ,f revised fa training continuing 
on ongoing basis 

MAURIN, L V Louisiana Power it Light Co 82/12/22 MADSEN, 0. L 
Division of Resident, Reactor Project fa Engineering Programs. 2pp 
16970 006 24X Fiche 50-302,03/01/27,0302010303 


8302030095 Forwards info requested by NRC at 010826 me »t i n g, c ompar ing 
preservlce insp actually conducted on pressure vessel to 
Rag Guide 1 130 requirements. 

MAURIN, L V Louisiana Power & Light Cd 03/01/27 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director lOpp 17004 293 
24X Fiche 30-382,83/01/27,0302030093 


82 i 2060360 IE Info Notice 03-02, "Limitorque HOBC, H1BC , H2BC it H3BC 
Oearh eads. " Bve list end 

JORDAN, E L Division of Emergency Preparedness 4# Engineering 
Response (Post 030103) 83/01/20 Consolidated Edison Co of New 

York, Inc 109pp 17144 001. 24X Fiche 30-000, 83/01/20, 8212060360 


8212060361 IE Info Notice 83-03, "Calibr pf Liquid Level I ne truments. *' 
9vc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 03/01/20. Consolidated Edison Co of New 

York, Inc. 110pp. 17074 093 24X Fiche. 50-000, B3/Qt/20r 8212060361. 


0302090409 Informs of emergency preparedness appraisal insp on 
030222-0304 Emergency plan fa emergency procedures fa support 
document availability in work area raquasted, Entrance 
interview scheduled for 030222 

MADSEN, 0, L. Division of Resident, Reactor Project fa Engineering 
Programs 03/02/03 MAURIN, L. V Louisiana Power fa Light Co 2pp. 
17071.003 2 4X Fiche: 30-382, 83/02/03, 0302090405. 


8302230120 Responds to 030203 request for Info r* use of NRC mobile lab 
within protected area fa while conducting confirmatory 
measurements ln»p on 030228-0304. 

COLLINS, J. T. Region 4# Office of Director. 83/02/14. MAURIN, L. U 
Louisiana Power fa Light Co. 2p p 17243' 272. 24X 

Fiche - 90-302, 03/02/14, 0302230120, 


0302230963 Advises of program initiated to send copy pf insp repts of 
vendors used at faci titles. Repts will be forwarded Wo 
transmittal ltr through resident inspector, w/d istribut ion 
ticket used to flag significant problems. 

COLLINB, J T. Region 4, Office of Director 03/02/14, MAURIN, L V 
Louisiana Power fa Light Co 3pp. 17234 139. 24X 

Fiche: 90-302, 03/02/16, 0302230969 


8212060363 IE Info Notice 83-04, ’•'Failure of Elmo Power Supply Units. 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 03/02/13 Consolidated Edison Co. of Ni 

York, Inc LlOpp 17347 191 24X Fiche 50-000, 03/02/10# 021 20603* 


02 L 206036 5 IE Info Notice 03-05, ''Obtaining Approval for Disposing c ■ 
Vary Low Level Radwasta - 10CFR2Q. 302 H Bvc list artel 
JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103). 83/02/24 Consolidated Edison Co. of Ni 

York, Inc 1 llpp £7347 050 24X Fiche- 50-000, 03/02/24, 821 20603* 


6212060366 IE Info Notice 03-06, "Non i dentica 1 Replacement Parti." 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co. of Ni 

York, Inc tlSpp 17361;. 149 24X Fiche 50-000, 03/02/24# 0212 0603< 


6 Reportable occurrences, LERt fa related correspondence 


6302220269 Interim deficiency rept re Significant Const Deficiency 61 
"Spurious E8F Actuation By* Actuation.* 1 Initially reported 
on 630K1. Field change initiated to modify wiring of trip 
path logic to J3107 connectors. Final rept due by 830331. 

MAURIN, L. V. Louisiana Power fa Light Co 03/02/10 COLLINS, J. T. 
Region 4, Offica of Director 3pp J7230 119. 24X 

Fiche- 50-332, 83/02/10,0302220263 


6302230301 Becond interim rept of Significant Const Deficiency 60 re 
turnover documentation fa inadequate hangar welds 
Corrective action appro* 63X comple to. Next rept will be 
submitted by 830510 

MAURIN, L.V Louisiana Power fa Light Co 03/02/14 COLLINS# J. T. 
Region 4, Office of Director lp. 17243:012. 24X 

Fiche- 50-302, 83/02/14,8302230301 


0302230320 Interim deficiency rept re design Application of break 
flange* at elevated temps Documentation review in progress. 

Final rept will be submitted by B3O220 

MAURIN. L V Louisiana Power fa Light Co 03/02/14 COLLINS, J. T. 
Region 4, Office of Director lp 17240:193 24X 

Fiche 30-382,83/02/14,8302230320 


0302230343 Third Interim deficiency rept re under*! ie welds on 1/2-ii 
schedule 160 p Ipe. Corn c t i vo action complete Engineering fa 
QA reviewing fa asiembling documentation. Final rept will be 
submitted by 630321 

MAURIN, L V. Louisiana Power fa Light Co 63/02/14 COLLINS, J T. 
Region 4, Office of Director lp. 17248:311 24K 

Fiche 50-302,03/02/14,0302230349 


0302280933 informs that Final Deficiency Rept BCD 42 r« HMA auxllleri 
relays reopened. Caused by inadequate reflection of scope of 
corrective action, Final rept expected by 83 0328. 

MAUR IN, L V Louisiana Power fa Light Co 03/02/14, COLLINS, J T 
Region 4, Office of Director lp. 17309:012, 24X 

Fiche 50-302.83/02/14,9302290535 


8302200329 Fourth interim Deficiency Rept 54 re tube . tre.l <HT 16600 
laminations Corrective action described in 020511 ltr not 
comp 1 eted, Final rept will be submitted by 630310 
MAURIN, L V Louisiana Pbwer fa Light Co 03/02/17. COLLINS, J, T. 
Region 4. Office of Director. lp. 17313.040. 24X 

FiCh# 1 50-302, 83/02/17,9302280327. 


8302200333 Fourth Interim Deficiency Rept S3 re Incorrect structural 
calculations for holdup fa boric acid makeup tanks. Due to 
delays in const mod to tank suppor te , comp X $ tier delayed to 
030318. Final rept expected by 030330 

MAURIN, L V. Louisiana Fewer fa Light Co 03/02/17. COLLINS, J T. 
Region 4, Office of Director. lp. 17313:041. 24X 

Fiche: 50-382, 83/02/17, 8302200333. 


T. Hearing tranicripts on non-antitrust matters 


93021B0699 Transcript of 030208 hearing in New Or keen*, LA. Pp 4,024- 
4, 231. Support ing documentation end. 

a Atomic Safety and Licensing Board Panel, 03/02/06. 243pp. 

17153:035. 24X Fiche: 30-302, 03/02/08, 8302150699. 


8302150643 Transcript of 830209 hearing In New OrleansrLA Pp 4,232- 
4, 491. Support ing documentation end. 

a Atomic Safety and Licensing Board Panel. 03/02/09. 262pp. 

17151.040 24X Fiche 30-302, 03/02/07, 8302150643, 


8302160289 Transcript of 030210 hearing in New Orleans, LA Pp 4, 482- 
fa, 736. ©uppoT ting documentation and. 

* Atomic Safety and Licensing Board Panel, 03/02/10 293pp. 

17166:311 24X Fiche: 50-302, 03/02/10, 0302160209. 
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8302160239 Transcript of 030211 hearing in New Orl lonii LA. Pp 4*737- 
4* 903 

• Atomic Safety and Licensing Board Panel. 83/02/11 169pp 

17169-244 24X Fiche 50-382,83/02/11*8302160259 


V Operator Examination* 


8301310203 Generic Ltr 03-06 to all power reactor 1 1 ctn«e>i* app 1 i c ant* 
/or OL«*NSB vendor** reactor vendor* I* AE re certificate* 

& revieed format for reactor operator & senior reactor 
operator license*, Bvc list end 

EI8ENHUT.D 0 Division of Licensing 03/01/31 Consolidated 

Edison Co, of Mew York* Inc I4pp 17347- 177 24X 

Fiche* 30-000* 03/01/31*0301310203 


DOCKET 30-307 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


A Appl icatlon/conttruction stage documents & correspondence 


B302170011 Forward* audit repts on seismic h dynamic qualification of 
safety-related equipment Repts alto available in PDR 
BAOCHI* 0. Equipment Qualification Branch. 03/02/02, NOONAN* V 8 
Equipment Qualification Branch 3pp 17203 180 24X 

Fiche 30-000.83/02/02,8302170011. 


— 0106010266 Trip rept of 810316-20 sit* visit re qual if lea t ion methods, 
procedures fc results for selected safety-related mechanical 
l electrical equipment fc supporting structures, 

LEE. A Equipment Qualification Branch 81/03/14 ROSZTOCZY. 2 H 
Equipment Qualif icat I on Branch. 7pp 17206,006. 24X 

Fiche: 30-000* 83/02/02,0302170011 


— 0302170104 Forwards repts re 20 equipment Items reviewed during B10316- 
20 site visit 

REICH, M Brookhaven National Laboratory 81/06/23, ROSZTOCZY, Z. 
Equipment Qualification Branch 49pp 17206-013 24X 

Fiche- 30-000* 83/02/02, 03OZ17OOU 


— 8110190094 Trip rept for 010819-20 site visit to perform second seismic 
qualification review audit Program adequa te. Review including 
Phase III new load re qual i fi cation will continue until 
scheduled completion in June 1902 

LEE, A Equipment Qualification Branch 01/09/29 ROSZTOCZY* 2 R. 
Equipment Qualifies t ion Branch, 3pp 17206 112 24X 

Fiche. 50-000* 03/02/02*8302170011 


— 0302170195 Forwards summary repts of sis items audited during 010019- 
20 sit* visit 

REICH, M. Brook haven National Laboratory 82/01/10 RO0ZTOCZY*Z 
Equipment Qualification Branch 16 P p 17206 132 24 X 

Fiche 30-000*83/02/02,8302170011 


F Security* medical* emergency k fire protection plans 


0302030267 Releases public version of util request that emergency plan 
fc procedures controlled manual* be returned within LO 
working days 

FELTON* J, M, Division of Rules and Records, 83/01/26 Document 
Ha nag spent Branch. Ip 17023.206 24X FI ch > 30-387, 03/01/26, 

G3O2030267. 


— 0302030276 Submits public version of request that emergency plan 
procedures controlled manuals be returned within 10 working 

days. 

WHARTON, J. T Pennsylvania Power 1< Light Co. 83/01/19 

DENTON* H. R. NRC - No Detailed Affiliation Given ip 17023.207 

24X Fiche: 50-387* 83/01/26, 8302030267 


8302020403 Releases public version of Temporary Change Notices 

FELTON* J. M. Division of Rules and Records, 83/01/27 Document 
Management Branch lp 16999.343 24X Fiche: 30-387, 03/01/27* 

0302020405. 


— B 30202 04 10 Forwards public vera ion of Temporary Change Notices 83-0021 
through 83-0028 for Emergency Plan Implementing Procedures* 

Including Procedures EP-IP-001 re emergency classification 8* 

EP- IP-021 re site emergency evacuation 

a Penney lvani* Power & Light Co, 03/01/10. DENTON, H, fi NRC - No 
Detailed Affiliation Given, lp. 16999:346. 24X 

Fiche. 30-307. 83/0 1 /27, 8302020403, 


—0302020418 Public version of Temporary Change Notices 83-0021 through 
83-0028 for Emergency Plan Implementing Procedures, inc luding 
Procedures EP-IP-001 re emergency c lass 1 f Icetion L EP-IP-021 
re site emergency evacuation. 

• Pennsylvania Power & Light Co. 03/01/07. Spe 16999:347. B4X 
Fiche. 30-307. 83/01/27,6302020405, 


0302070247 Application for Amend 16 to License NPF-14, revising 
Item 2 C 6 re fire protection program 

CURTIS, N W Pennsylvania Power 6 Light Co 83/01/31 8CHWENCER, A 
Licensing Branch 2 2pp 17031 205 24X Fiche 50-307,03/01/31, 

0302070247 


0301210340 Oeneric Ltr 03-04 to all licensees of operating reactors, 
applicants far OL & holders of CPs re regional workshop 
concerning Suppl 1 , NUREG-0737, "Requirement* for Emergency 
Response Capability " Svc list end 

EI8ENHUT, D 0 Division of Licensing 83/02/01 Consolidated 
Editor Co of Neu York, Inc Upp 17221 226 24X 

Fich# 50-000,83/02/01,8301210340 


8302090382 Requests continued submittal of threa copies of changes to 
emergency plan St emergency plan implementing procedure* 

Dedicated controlled copies assure better coordination 
during accident situations 

MARTIN.T T Division of Engineering L Technical Programs 03/02/02 

KENYON, B Pennsylvania Power & Light Co 2pp 17071.007 24X 

Fiche: 50-387, 83/02/02, 8302090382 


8302180222 Forwards IE Imp Rept 50-387/83-01 on 030110-14 No 
noncomp 1 iance noted 

MARTIN, T T. Division of Engineering it Technical Programs 83/02/04 
KENYON, B D Pennsylvania Power it Light Co 2pp 17215 303 24X 

Fiche. 50-387, 83/02/04, 8302180222 


— B3O210O225 IE l n sp Rept 50-387/83-01 on 830110-14 No noncamp 1 iance 
noted Major areas inspsc ted. implementation of administration 
procedures, fire brigade train Ing, observat ion of ignition 
source & combustible matl control & plant fire areas 
FINKEL,A E , ANDERSON, C Division of Engineering & Technical 
Program*. 83/01/31 5pp 17219 305 24X Fiche 50-307,83/02/04. 

8302100222 


8302170059 Informs that proposed changes to program for storage of 
safeguard* info transmitted in 030111 ltr acceptable 
BCHWENCER, A Licensing Branch 2 83/02/07 CURTIS, N W 

Pennsylvania Power U Light Co lp 17191,060, 24X 

Fiche: 50-307, 83/02/07, 8302170059, 


8302240146 Forwards Amend 10 to License NPF-1 4, safety evaluation & 
notice of issuance 6 availability Amend adds Fire Zone 1-28 
L deletes Fire Zone 1-6A from Tech Spec 3 7 6 2 r# sprinkler 
i> spray sys operability 

SCHWEMCER, A Licensing Branch 2 83/02/10 CURTIS, N W. 

Pennsylvania Power It Light Co 3pp 17288 277 24X 

Fiche 50-387,83/02/10,8302240146 


.0302240151 Amend 10 to License NPF-14, add ing Fire Zone 1-2B «< deleting 
Fire Zone 1-6A from Tech Spec 3. 7 6 2 listing areas where 
spray L sprinkler sys shall be operable 

6CHWENCER, A Licensing Branch 2 83/02/10 Spp 17208 280 24X 

Fiche* 50-387, 83/02/10,8302240146 


'8302240196 Safety evaluation supporting Amend 10 to License NPF-14. 

* Office of Nuclear Reactor Regulation, Director, 83/02/10 2pp 
17208 285 24X Fiche 50-387,83/02/10,8302240146 


— 8302240160 Notice of Issuance L availability of Amend 10 to License 
NPF-14. 

SCHWENCEH, A Licensing Branch 2 83/02/1 0 Spp 17280 287 24X 

Fiche 50-307, 83/02/10, 8302240146 


E302IB0251 Forwards Change B to security training & qualification plan 
Change withheld (ref 10CFR2 790), 

CURTIS, N. W Pennsylvania Power * Light Co 83/02/11 DENTON, H, R. 
Office of Nuclear Reactor Regulation* Director lp. 17215.274, 24X 

Fiche: 50-387, 03/02/11,8302180251 


8302170405 Releases public version of revised emergency plan 
implementing procedures, 

FELTON, J M Division of Rules and Records 03/02/15, Document 
Management Branch lp 17203*213, 24X Fi che* 50-387. 83/02/1 5, 

8302170405 


— 8302170490 Forwards public version of Rev 1 to Emergency Plan 
Implementing Procedure EP-IP-002, "Emergency Mgt 
Notifications" 6 Rev 0 to EP-IP-I02* "Surveillance Testing 
of Emergency Communiceti on* Equipment." 

* Pennsylvania Power fc Light Co 03/01/28, 8CHWENCER, A NRC - 
No Detailed Affiliation Given lp. 17203,214, 24X 

Fich •; 50-387* 83/02/15, 0302170485 


-8302170497 Public vtreion of Rev 1 to Emergency Plan Implementing 
Procedure EP-IP-002, "Emergency Mgt Notifications" * Rev 0 
to EP-IP-102, "Surveillance Testing of Emergency 
Communication* Equipment H Ravieed index end. 

* Penney Ivania Power St Light Co 03/01/20 94pp, 17203 215, 

24 X Fiche: 50-337, 83/02/15,8302170465 
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Q302250021 Releases public version of revised emergency plan 
imp lementing procedure 

FELTON, J M Division of Rules and Records 83/02/16 Document 
Management Branch lp 17299 QOi 24X Fiche 50-307# 83/02/ 1 6, 
8302250021 


— 8302250029 Forward* public version of Rev 1 to Emergency Plan 
Implementing Procedure EP-IP-044, “Emergency Environ 
Sampling 11 Revised table of contents it index end 

* Pennsylvania Power it Light Co 83/01/26 SCHWENCER, A NRC « 
No Detailed Affiliation Given 6pp 17299 002 24X 

Fiche 90-387,83/02/16,8302230021 


— 8302250033 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EP-IP-044. "Emergency Environ Sampling ° 

* Pennsylvania Power it Light Co 83/01/21 65pp 17299 000 
24X Fiche 90-387,83/02/16,8302230021 


G Adjudicatory correspondence 


B302020234 Forwards license amend , incorporate ng limiting condition 
for operation restricting increases in unidentified leakage 
tf/o #ncl 

CUTCHIN. J M Hearing Branch 4 83/02/01 MOORE, T 8 , 

EILPERIN,9 F # BUCK* J H Atomic SaPety and Licensing Appeal Panel 
lp 16993317 24X Fiche 50-307,83/02/01* 8302020304 


H General correspondence 


8302150511 Comments on concerns expressed re plume & ingestion exposure 
pathway emergency planning tones Concerns re radiological 
emergency response plan for communities around facility will 
be addressed by FEMA & FA Emergency Mgt Agency 

HAYNES, R C Region t* Office of Director 83/02/09 MEMETHV, E 
Affiliation Unknown 3pp 17196 250 24X Fiche 90-307,03/02/09, 

8302150511 


f* Operating license stage documents &t correspondence 


G20BQ60366 Board Notification 82-70 notifies of differing prof opinion 
re sens i ti xat ion of BWfl stainless steel weldments 
EI8ENHUT, D 0 Di Vi s 1 on a f Li c « ns i ng 82/07/20 PALLADINO* N, J 

Commissioners 4pp, 17043001 24X Fiche 30-000,02/07/20, 

8208060366 


—8302040531 Presents rebuttal to 88 Pawlicki 810414 memo to RH Vol lmnr 
on differing prof opinion re generic sensitization of BNR 
stainless steel weldments 

HALAPATZ, J Materials Engineering Branch 81/04/14 VQLLMER, R. H 
Division of Engineering Sp p 17043 009 24X 

Fiche 90-387,82/07/20.8209060366 


8302000113 Board Notification 82-122A forwards USG8 821118 ltr 
clarifying previous recommendations re recurrence of 1006 
Charleston-type earthquake W/o end 

NOVAK, T H Assistant Director for Licensing 02/12/30 Atomic 
Safety and Licensing Board Panel 10pp 17105-335 24X 

Fiche 30-000,82/12/30,8302080113 


6302030403 Application to amend License NPF-1 4, c on* i sti ng of proposed 
Amend I8ireviiing Items 2.A,2 B 12) (t S C <9> re post-fuel 
loading initial test program 

CURTIS, N W Pennsylvania Power & Light Co B3/0t/31 BCHWENCER, A 
Licensing Branch 2 3pp 17005 199 24X Fiche 50-307,83/01/31, 

8302030403 


0302070247 Application for Amend 16 to License NPF-14# revising 
Item 2 C 6 re fire protection program 

CUftri8,N W, Pennsylvania Power Light Co 83/01/31, SCHWENCER, A 
Licensing Branch 2 2pp 17031 205 R4X Fiche 50-387,83/01/31, 
8302070247 


0302080406 Forwards Amend 7 to License NPF-1 4, saf e ty evaluation U 
notice of issuance 6 availability Amend revises Tech Specs 
to be consistent w/NUREQ-0313 U 8TS re RGB, 

SCHWENCER, A Licensing Branch 2. 03/01/31 CURTJ8, N W 

Pennsylvania Power 6 Light Co 3pp 17074 340 24X 

Fiche 90-387,83/01/31,8302080406 


— 8302080409 Amend 7 to License NPF-14, revl si ng Tech Specs 3 4,3,2 fc 
4. 4 3 2, l to be consistent w/NUREG-0313 it STB re RGB 
SCHWENCER, A Licensing Branch 2 83/01/31. 0pp 17074 345 24X 

Fiche, 50-307, 83/01/31 , 8302080406. 


— 8302080413 Safety evaluation supporting Amend 7 to License NPF-14 

* Office of Nuclear Reactor Regulation, Director 83/01/31 2pp 
17074.353 24 X Fich e* 50-307, 83/01 /31, 8302000406 


— 8302080417 Notice of issuance it availability of Amend 7 to License 
NPF-14 

SCHWENCER, A Licensing Branch 2 83/01/31 9pp 17074 355 24X 

Fiche 90-307, 03/01/31* 8302080406 


0302090309 Forwards application for Amend 19 to License NPF-14, chang ing 
Tech Specs to allow expansion of operating region of power/ 
flow map for initial fuel cycle it sampling alignment to 
either drywell or suppression pool 

CURTT8, N W Pennsylvania Power it Light Co 03/02/03 BCHWENCER, A 
Licensing Branch 2. 2pp 1706? 284 24X Fiche 50-387,03/02/03, 

8302090309 


— 8302090314 Application for Amend 19 to License NPF-14, revis ing Tech 
Specs to allow expansion of operating region of power/flou 
map for initial fuel cycle 6 sampling alignment to either 
dryutll or suppression pool. 

CURTIS, N, H Pennsylvania Power it Light Co, 83/02/03 ip 
17069 286 24X Fiche 80-387,83/02/03,0302090309 


—0302090320 Proposed Tech Specs 2, 2 1 1,3 2. 2, 4. 2, 2 it 3 3 6-2 re 
reactor protection sys instrumentation, average power rang* 
monitor & control rod block instrumentation setpoints, 

* Pennsylvania Power it Light Co 83/02/03, 3pp 17069,207 24X 

Fiche 50-397, 03/02/03, 8302090309 


—0302090323 "OE BWR Extended Load Line Limit Analysis for Susquehanna 
Steam Electric Station Unit 1 " 

# General Electric Co NEDO-22120 82/05/31, 43p P 17069.291, 

24X Fiche 50-307,83/02/03,8302090309 


— 8302090332 Proposed Tech Specs 3, 4 3 1 4 4 3 re RC8 leakage detection 
sys 

# Pennsylvania Power it Light Co 83/02/03. lp, 1706? 332. Z4x 
Fiche 50-397, 03/02/03, 830209030? 


8302160121 Provide* daily highlight far 030204 Reactor power of 10DX 
achieved 

PERCH, R L Licensing Branch 2 83/02/04, DENTON, H R. , CA8E,E Q , 

CARTERrJ Office of Nuclear Reactor Regulation, Director ip 
17160 253 24X Fiche' 30-307, B3/02/04, 8302160121 


8302160050 Forward* Amend ? to License NPF-14, safety evaluation it 
notice of issuance 6 availability Amend allows 25 
operational cycles on recirculation discharge valve 
assemblies u/o motor brat# 

EI8ENK0T, I> G Division of Licensing 83/02/07, CURTIS, N. W 
Pennsylvania PoweT 6 Light Co 3pp, 17160*336 24X 

Fiche 90-307,83/02/07,8302160090 


— 8302160094 Amend 9 to License NPF-14, al lowing 29 operational cycle# 
On recirculation discharge valve assemblies w/o motor brake 
EISENHUT, D 0. Division of Licensing 03/02/07 2pp. 17160.339. 
24X Fiche: 90-387, 03/02/07,0302160090. 


— 8302160060 8af«ty evaluation supporting Amend 9 to License NPF-14 

e Office of Nuclear Reactor Regulation, Director 03/02/07. 2pp. 
17160.341 24X Fich o , 50-307, 03/02/07, 8302160050. 


— 8302160064 Notice of issuance & availability of Amend 9 to License 
NPF-14 

BCHWENCER, A Licensing Branch 2. 03/02/07. 2pp 17160.343, 24X 

Fiche* 50-397, 63/02/07,8302160050 


8302180026 Forward* Amend 8 to License NPF-I4i safety evaluation it 
notice of Issuance 6 availability Amend makes administrative 
corrections. 

SCHNENCER, A Licensing Branch 2 03/02/07. CURTIB,NW. 

Pennsylvania Power & Light Co 2pp 17221:343 24X 

Fiche 90-307,03/02/07.8302180026 


— 0302180029 Amend 0 to License NPF-14, chang 1 ng Tech 8pec* to 
correct typographical errors 

BCHWENCER, A. Licensing Branch 2 83/02/07 9pp. 17221.345* 24 X 

Fich# 50-307,83/02/07,0302180026 


— 8302180034 Safety evaluation supporting Amend 0 to License MPF-14. 

# Office of Nuclear Reactor Regulation, Director* 03/02/07 2pp 
17221 354. 24/ Fiche* 50-307, 03/02/07, 0302180026, 


— 0302180037 Notice of issuance St availability of Amend 0 t-o License 
NPF-14 

BCHWENCER, A Licensing Branch 2. 03/02/07. 2pp. 17221 356 24 X 

Rich# 50-307,83/02/07, 0302180026. 
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0302080295 Generic Lfc r B3-G9 to all operating reactor licensees, 
applicant* for DL b holder* of CP for C-E PWR* ra review of 
€-£ Owner* Group emergency procedure* guideline program Svc 
lilt tncl. 

EI6ENKUT, D 0 Division of Licensing B3/02/08 Con col i da ted 

Ed lion Co of New York, Inc llpp 17290:247 24X 

Flche 50‘000 ( 03/02/09. S30208029S 


8302000301 Generic Ltr B3-09 to BWR licensee* of operating reactor* 
(except LAC BUR), applicant* for OL it holder* of CP re BER of 
"Emergency Procedure Ouldel ineit Rev 2*" NED 0-2493 4 r June 
1 902. Guideline* acceptab le. Bvc lift end 

EtQBWhJTiD.G Divi slon of Llceming 83/02/00 Commonwealth 

Edison Co 6pp 17234 245 247 Fiche 30-000, 83/02/00, 0302 080 30 JL 


0302080304 Generic Ltr 03-11 to ell operating reactor license** re 
licensee quel if 1 cation for performing safety analysis in 
support of licensing actions Ability to use cod* must be 
demonstrated by vendor or licensee Svc list end 
EIBENHUr/D 0 Division of Licensing 83/02/08 Consolidated 
Edison Co, of New York* Inc 9pp 17234 234 24X 

FI che. 90-000. 03/02 /OB, 03G2OSO3O4. 


0302190190 Forward* application for Amend 20 to License NPF-14, revising 
Tech Spec Table 3 3,3-1 re ECC3 actuation I n* truraen tat i on to 
correct typographical error. 

CURTIS, N W Pennsylvania Power & Light Co 93/02/00 flGHWENCEfl, A, 
Licensing Branch 2 lp 17190“ 022, 24* F ic he. 50-387, 83/02/08, 

0302190190 


— 8302190207 Application far Amend 20 fcd License NPF- 1 4. revl sin g Tech 
Spec Table 3 3 3-1 re ECCS actuation instrumentation to 
correct typographical error. 

CURTIBi N. W Pennsylvania Power it Light Go. 03/02/00 lp 
17150.023 24X F i che - 50-307, 03/02/00, 03021 50198 


— 8302150212 Proposed Tech Spec Table 3 3 3-1 re ECC0 actuation 
instrumentation, correct lng typographical error 

e Pennsylvania Power t Light Co 63/02/08 lp 17190 024 04X 

Fi che. 90-387, 03/02/08, 8302150190 


8302150734 Notification of 030218 meeting u/utll in Bethesd*, HD to 
discuss dose calculations & reporting 

PERCH, R L. Licensing Branch 2 83/02/00 8CHWENCER,A Licensing 

Branch 2 3pp 171*0 101 24X Fiche 30-307,83/02/08,8302190734 


B302230634 Forward* determination of eligibility notification for four 
Site* in Luiern* CountyrPA Site* considered eligible for 
inclusion in Natl Register of Historic Places 

* Interior, Dept. of, National Park Service, 83/02/10 WHC - No 
Detailed Affiliation Given 5pp 17255.249 24X 

Flche 50-387, 03/02/10,0302230634 


0302240146 Forward* Amend 10 to License NPF-1 4, safety evaluation U 
notice of issuance 6 aval lab i 1 1 ty, Amend adds Fire Zone 1-2B 
* deletes Fire Zone 1-6A from Tech Spec 3,7 6 2 re sprinkler 
l< spray sys operability. 

fJCHWENCERr A Ljcensing Branch 2 03/02/10 Cl/RTIBtN W. 

Pennsylvania Power & Light Co 3pp 1720B 277 24X 

Fiche: 50-387, 83/02/10,8302240146 


— 0302240191 Amend 10 to License NPF-14, add ing Fire Zone J-2B U deleting 
Fire Zone i-6A from Tech Spec 3762 listing areas where 
spray it sprinkler sys shall he operable 

SCHWENCER.A Licensing Branch 2 83/02/10, 5pp. 17288 280. 24X 

Fiche 50-387, 83/02/10, 8302240146 


— 0302240196 Safety evaluation supporting Amend 10 to License NPF-14 
* Office of Nuclear Reactor Regulatien, Director 03/02/10, 2pp, 
I7289-295. 84X Flche, 90-307, 83/02/JO, 830S240I46 


—0302240160 Notice of Issuance lr availability of Amend 10 to License 
NPF-H 

SCHWENCERiA. Licensing Branch 2 83/02/10 2pp 17208:287. 24X 

Flche. 30-387, 03/02/10,8302240146 


8302280091 Forwards 503 overall# revised drawings per Reg Guide 1,70 
Marked-Up FBAR Table 1,7-1 end 1 . Aperture cards are 
available in FOR. 

COODINOTON, C. T, Pennsylvania Power it Light Co 83/02/11. 
Commissioners, jgpp 17306 090. 24X Fiche: 50-307, 03/02/1 1, 

0302280091. 


0302180019 Notification of 030218 meeting w/util in Bethesda, MD bo 
discuss requirements for startup test r«pt. 

PERCH, R, L Licensing Branch 2 83/02/14. SCHWENCER, A, Licensing 

Branch 2. 3pp. 17221 390. 24X Fiche 90-307. 83/02/1 4, 0302180019 


8302290090 Notification of cancellation of 830218 meeting w/util in 
ffethc«tf«,MD to discuss requirements for startup test rept 
Heating will be rescheduled 

PERCH. R L Licensing Branch 2 03/02/14 SCHWENCEfl. A Licensing 

Branch 2 3p p 17302 320 24X Fiche 90-307,03/02/14.8302250090 


Q Inspection reports. IE Bulletins it correspondence 


0302100208 Forwards IE Insp Repts 50-307/02-49 It 50-3BB/B2-14 on 
B2£2O1-03O1 11 No none omp 1 x anc e noted 

SrAR09TECKI,R Division of Project 4- Resident Programs 03/01/25 
KENYON, B D Pennsylvania Power & Light Co 2pp 17112 007 24X 
Fiche 90-387, 83/01/25,0300100280 


— 0302100292 IE Insp Repts 30-387/02-45 & 50-300/80-14 on 02120 1-830LU 
No noncompliance noted Major areas inspec ted. preoperatxonal 
test review L startup test wl tries* ing, 1 icensee event 
fol louiup. Tech Spec camp 1 lance, open item it plant status 
RHOADS, G 0 , MCCANN, J F , MCCABE, E C Division of Project 4c 
Resident Program* 02/01/24 9pp 17112 009 24X 

Flche 1 50-3B7 . 03/01/25, 0302100200 


0302100430 Forward* IE Insp Rept 5O-3B7/02-43 On 021129-1003 No 
noncamp 1 1 an c e noted 

MAREIN, T, T- Division of Engineering 8< Tebhnical Programs 83/01/85 
KENYON, B D Pennsylvania Power it Light Co 2pp 17117,176. 2« 

Flche 5-0—307, 83/01/25,0302100430 


—8302100437 IE Insp Rept 30-307/82-43 on 821129-1203 Na none omp I i ante 
noted Major areas inspected previous insp findings, IE 
Bulletin 00-10, radiation survey, chemical it radiochemical 
tests, radwa *te «yi mods & personnel exposure record* 

NIMITZ , R L. r COLLINS, D J , SHANBAKY, M M Division of Engineer!*} i 
Technical Programs, 83/01/19 llpp 17117 178 24X 1 

Fiche 50-387, 83/01/29, 8302100430 


0212060350 IE Info Notice 83-01, "Ray Miller, Inc M Bvc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/06 Consolidated Edison Co, of N»w 

York, Inc 1 £0pp 17023-160 24X F l che 50-000, 03/01 /26, 82 1 2060358 


8212060360 IE Tnfo Notice 83-02, "Limi torque HOBC, H1BC, H2BC 4, H38C 
Gearhead* H Bvc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Past 830103) 83/01/20 Consolidated Edison Co. of New 

Yarkj Inc. 1 Q?pp 17144.001 24X Fiche. 50-000, 03/01/20. 821 2060360 


0212060361 IE r nf o Notice 03-03, “Calibr of Liquid Level Instruments " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Past 030103) 83/01/20 Consolidated Edison Ca of New 

York, f i*c llOpp 17074.095 24X F Ic he 50-000, 83/01 /28, 82 1 2060361 


0302030559 Ac k receipt of 830112 itr informing NRC of step* taken to 
correct violations notsd in IE Insp Rept* 50-307/82-40 L 
50-360/82-12 

GTAR03TECKI , R, Division of Project L Resident Program* 83/01/28 
KENYON, B D. Pennsylvania Power & Light Co 2pp, 17008.029 04X 

Fiche 50-387, 83/01/28,8302030599 


— 0303030564 Respond* to NRC 821214 ltr re violations noted In IE Insp 
Rapt* 90-307/00-40 L 50-300/00-13 Correctly* action*: 
requirement to verify suppression pool temp per Tech Spec 
-Section 4.6.2- 1. b 1 added to operating test procedure 
KENYON, 8 P Pennsylvania Power it Light Co, 83/01/12 
8TAR0STECK I , R Division of Project L Resident Program* 3pp. 

1700B 031 24X Fiche 50-387,03/01/20,9302030559 


0302(80222 Forwards IE Insp Rept 50-307/83-01 on 830110-14 No 
noncomp liance noted 

MARTIN, T. T. Division of Engineering L Technical Program* 83/02/04 
KENYON, B D. Pennsylvania Power U Light Co 2pp 17218 303 241 

Fiche 1 50-387, 83/02/04,8302100222 


—8302180229 IE Insp Rept 50-387/03-01 on 030110-14 No noncompliance 
noted. Major area* Inspected' implementation of admini* trati on 
procedures, fire brigade training, observation of ignition 
source L combustible matl control *• plant fire areas. 

F I-NKEL, A, E. , ANGER 80N, C. Division of Engineering it Technical 
Programs 03/01/31, 5pp 17215:305. 24X Fiche* 30-387, 83/02/04, 

8302180222. 


83O22B0441 Farward* IE Insp Rept 50-307/02-42 on 021 1 15-1222, No 
noncompliance noted 

MARTIN, T T Division of Engineering fc Technical Programs 83/02/14 
KENYON, fi. D Pennsylvania Power fc Light Co. 2pp. 17307*350 24K 

Flche. 90-387. 03/02/14,0302280441. 
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— 8308280446 IE I nsp Rapt 30-387/82-42 on 821113-1222 No none omp 1 lance 
notid Major 1 anas inspected licensee action on previous 
in-tp findingsr administrative controls of startup testing, 
plateau review of heatup phase testing & callbr tests 
PUJLANIiB . PETRONE, C , ChfJNG, J tJ Division of Engineering t 
Technical Programs 83/02/08 19pp 17307 352 24X 

Fich* 90-307) 83/02/14, 8302280441 


G2 12060363 IE Info Notice B3-04r "Failure of Elma Power Supply Units '* 
8 vc list enci 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 83/02/18 Consolidated Edison Co of New 

York. Inc 1 10pp 17347 191 24X Fiche 50-000)83/02/18,8212060363 


0212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Lou Level Radwaste - 10CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 83/02/24 Consolidated Edison Co of New 

York, Inc lllpp 17347 058 24* F 1 c he, 50-000, 83/02/24, 82i 2060365 


0212060366 IE Info Notice 83-06, “Nonidentica I Replacement Parts " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness * Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York. Inc ll?pp 17361 140 24X Fiche 90-000.03/02/24.0212060366 


R Periodic operating reports fc related correspondence 


8302290547 Forwards annual personnel exposure rept for CY82 
reflecting activities both before l< after 820717 receipt of 
PL 

KENYON, B D. Pennsylvania power «< Light Co 83/02/22 HAYNE9, R C 
Region i. Office of Director lpp 17309*138 24X 

Fiche 30-387,83/02/22,0302280347. 


— 8302280333 Annuel personnel exposure rept for CYB2 

a Pennsylvanie Power & Light Co 83/02/22 2pp 17309 139 24X 

Fiche 30-337,83/02/22,8302280 547. 


9 Reportable occurrences, LERi &< related correspondence 


9212140330 Part 21 rept re problem w/Brewn Dover! Electric* Inc low 
voltage circuit breakers w/*olid state trip devices Units 
from Sen Onofre 2 It 3 failed due to long-term degradation of 
filter capacitor C203 Suspect trip units should be tested 
DUVALL, D D Brown Boveri Carp (subs Brown Boveri & Co , Ltd ) 
82/12/10 STELLO, V Director's Office, Office of Inspection end 
Enforcement 2pp 17023 204 24X Fiche 30-000,02/12/10,0212140330 


0302910160 Forwards LER 92-079/03L-0 

KEI8ER, H U Pennsylvania Power * Light Co. 03/01/17 HAYNES, R C 
Region I, Office of Director Ip 16974 163 24X 

Fiche 30-387,83/01/17,0302010160 


— 8302010160 LER 82-078/03L-0 on 821210, d ur in g startup testing program, 
two jet pumps did not indicate flowrate Caused by air 
trapped in lines Air bled off & indicators returned to 
normal. Source of air could not b« determined 

MITCHELL, D 0 Pennsylvania Power & Light Co, 03/01/17 Region 
1, Office gf Director Ip 16974 164 24X Fiche 30-307,63/01/17, 

0302010160 


6302010191 Forward* LER 93-OOl/OlT-O 

KEIBER.H W Pennsylvania Power 4 Light Co 03/01/19 HAYNEB, R. C 
Region 1, Office of Director. tp 16974.197 24X 

Fiche* 30-387, 03/01/19, 8302010151 


—“6302010158 LER 83-001 /01T-0* on 030109, main condenser offgas monitor 
train declared Inoperable precipitating entry into action 
statement requiring grab sample be taken every 4 h. Sample 
not taken due to technician error 

MITCHELL, D 0, Pennsylvania Powar fc Light Co, 83/01/19 Region 

1* Office of Director 2pp 16974 158 24X Fiche; 90-307, 

83/01/19, 8302010151 


0302010331 RO, on 92121 1, channels to loots parte monitoring sys 
determined Inoperable due to arronaou* data.Caused by 
incorrect leu level alarm sett! ngs. Alarm levels reset. 

KEI8ER, H W Pennsylvania Power & Light Co, 03/01/19 HAYNE9, R C. 
Region 1, Office of Director 2pp 16977.027. 24X 

Fiche 50-307* 93/01/19, 830201 033 1 


9302010324 RO;on 021207, fire detector 113-101 determined Inoperable 
Cause undetermined. Plant mod required prior to installation 
of replacement since failed detector no longer in 
production. 

KE18ER, H W. Pennsylvania Powar t. Light Co. 83/01/20, HAYNES, R. C. 
Region 1, Office of Director. 2pp 16973:004. 24X 

Fiche* 30-397, 03/01/20, 9302010324. 


0302030223 LER 03-OO2/OtP-O on 030*20, during review of plant matrix, 
discovered monthly channel functional tests of M01V closure 
position switches not performed Functional testing 
successfully completed 

KE!8ER,H W Pennsylvania Power fc Light Co 03/01/21 HAYNES, R C 
Region 1, Office of Director ip 17001 339 24X 

Fiche 50-397, 93/01/21, 8302030223. 


0302030553 Forwards LER 82-079/03L-0 

KEISEft, H W Pennsylvania Power I, Light Co 63/01/21 HAYNES, R. C 
Region 1, Office of Director ip. 1700G 034. 24X 

Fiche 30-307,83/01/21,8302030555 


— 8302030360 LER 82-079 /03L-0: on 021222, durin g recovery from startup 
program t*it,RCS temp exceeded 100 F/h heatup rate Caused 
by operator error Event will be incorporated into operator 
training & requalif i cat ion, Procedures revised 

KUC ZYN8M * L, A Pennsylvania Power tc Light Co 03/01/21, Region 
1, Office of Director. 2pp 17000 035 24X Fiche 50-387, 

83/01 /21 * 8302030553 


8802030074 RO on 821221 , one uthor i i • d releaie of liquid radwaste 
discharged Caused by inadvertent aligning of C S* D sample 
tanks to discharge line Instead of laundry drain sample 
tank*. Release status board installed. 

KEI9ER, H W. Pennsylvania Power & Light Co 93/01/24. HAYNES* R C. 
Region l, Office of Director 2pp 17004,323 24X 

Fiche 50-307,03/01/24,8302030074 


0302030270 Forward* LER 82-O01/O3L-O. 

KEISEFtiH W. Pennsylvania Power L Light Co 93/01/29. HAYNES, R C. 
Regien I, Office of Director Ip, 17001 253 24X 

Fiche. 90-307, 83/01/25. 8302030 2 79 


—9302030297 LER 82-081 /03L-0: on B212B6, while decreasing power during 
startup testing, four fuses blew In main reactor manual 
control sy*, causing Loss of rod position display Caused by 
transient current surge Fuses replaced. 

MITCHELL* D 0 Pennsylvania Power l< Light Co. 83/01/25. Region 

1* Office of Director. 2pp 17001 254 24X Fic he; 90-387, 

83/01/29,0302030279 


0302030337 Forwards LER 82-090/Q3L-0 

KEI66R, H W. Pennsylvania Power U Light Co 03/01/25 HAYNES* Rt C. 
Region 1, Office of Director ip, 17005*351, 24X 

Fiche: 30-387, 03/01/25, 8302030337 


— B307030361 LER B2-08Q/03L-0* on G21226, sur ve illanc e per Tech Spec 4.2 £ 
could not be performed within time limits Caused by failure 
of nuclear steam tys processor due to interaction between 
transversing in-core probe switch position fc processor 
MITCHELL* D 0 Pennsylvania Power Sc Light Co 03/01/25. Region 

1, Office of Director Spp 17005 352 24X Fiche. 30-397, 

03/01/25* 8302030337 


0302100418 Forward* LER 83-003/03L-0. 

REISER, H U Pennsylvania Power L Light Co 03/01/31. HAYNES, R, C. 
Region 1, Office of Director Ip 17117.022 24X 

Fiche* 30-387, 83/01/31,030210041 9 


—0302100424 LER 03-OO3/O3L-O an 83010L, r equi red vacuum of HVAC Zone II. 
not maintained Caused by pressure fluctuations at exterior 
delta pressure sensor due to excessive high winds Vacuum 
setpoint ra ised to decrease sensitivity 

* Pennsylvania Power & Light Co 93/01/31 Region ti Office of 
Director £pp 17117*023 24X Fich • 50-387, 83/01 /3I, 0302 100419. 


9302230289 Forwards LER 83-002/01 T~0- 

KEIBER, H, W Pennsylvania Power & Light Co. 83/02/02 HAYNES, R C. 

Region 1* Office of Director. Ip. 17244*328 24X 

Fiche. 50-397* 83/02/02*9302230289, 


— 0302230292 LER 03-OO2/OIT-0 on 0301 19* main steam isolation valve 
closure surveillance not performed per Tech Bpece. Caused by 
omission from implementing procedure Procedure performed. 

M8IV position switches tested operable 

MITCHELL, D 0. Pennsylvania Power It Light Co. 83/02/02 Region 
1, Office of Director 2pp. 17244:329. 24X Fiche* 50-397, 

83/02/02, 0302230289 


0302230447 Forwards LER 83-O04/O3L-O 

KEI0ER,H.H Pennsylvania Powar & Light Co 03/02/02 HAYNES, R. C. 
Region 1, Of f 1 ct of D tree tor. Ip 17246 043 24X 

Fiche 90-397*83/02/02,8302230447. 


— 9302230497 LER 03-OO4/O3L-O on 630103, during startup testing, diesel 
generator C failed to start. Caused by overvoltage trip 
due to incorrect setting foT voltage regulator l< relay 
picking up lower than e xpec ted. Free edures revised. 

MITCHELL, 0.0 Pennsy lvania Power fc Light Co 83/02/02 Region 

1* Office of Director 2pp 17246 044 24X Fiche: 50-397* 

83/02/02, 8302230447 
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0302230133 Forwards LER 93-00 9/03L-0 

KEIBER.H M Pennsylvania Power «c Light Co 83/02/03 HAYNES, fl C 
Region 1, Office of Director Ip 17243 274. 24X 

Fiche 50-387, 03/02/03. 0302230133 


— 830223013? LER 83-009/03L-0 on 830104, aver* ge power range monitor D 
declared inoperable after failing weekly functional test 
Caused by human error Channel gains adjusted 

MITCHELL. D G Pennsylvania Power t Light Co 03/02/03 Region 

1, Office of Director 2pp 17243 275 24X Fiche 30-397. 

83/02/03. 3302230133 


8302230494 Forwards LER B3-003/03L-0 

KEI8ER. H W Pennsylvania Power It Light Co 63/02/03 HAYNES. R C 
Region 1. Office of Director If 17257 327 24X 

Fiche *50-307. 83/02/03. 0302230694 


—8302230497 LER B3-00»/03L-0 on 830104. during startup testing program, 
unidefitifi ed RCS leakage exceeded 5 gpm Caused by valve 
packing failure Valve repacked 

MITCHELL. D G Penns y 1 Vania Power it Light Co 83/02/04 Region 

1. Office of Director 2pp 17257 328 24X Fiche 50-387. 

03/02/03, 0302230694 


0302180245 Sup pi to final deficiency rept n vertically installed 
Anchor-Darling check valves Satisfactory totting completed 
on 10 of 12 valves 

CURTIS. N H, Pennsylvania Power 8< Light C D 83/02/04 HAYNES. R C 
Region 1. Office of Director 2pp. 17213 261 24X 

Fiche 30-307.83/02/04.9302100243 


8302 1 00273 Forwards LER 83-OO0/O3L-O 

KEIBER.KW Pennsylvania PaweT L Light Co, 83/02/04 HAYNES, R, C 
Region 1. Office of Director ip 17212 059 24K 

Fich* 50-307.03/02/04.0302100273 


— 8302180202 LER 03-OO0/O3L-O an 030107. during startup test program, h oth 
control structure chlorine detectors declared Inoperable 
due to failure of constant drip feature Caused bg 
contaminated wick. Hick replaced 

MITCHELL. D 0 Pennsylvania Power it Light Co B3/02/04 Region 
J, Office of Director lp 172132 060 24X Fiche 30-307,03/02/04. 

8302180273, 


0302100317 Forwards LER 03-006/03 L-0 

REISER, H W Pennsylvania Power t< Light Co 83/02/04 HAYNES. R C 
Region 1. Office of Director ip 17213 349 24X 

Fiche 50-307.83/02/04.8302100317 


—8302100325 LER 83-006/03L'-0 on 03O1OB.RC0 conductivity exceeded 2 0 
mlcromhof/cm while in Operational Condition 2, Caused by- 
Inadvertent isolation of reactor water cleanup eg* due to 
faulty relay module In control circuitry Module replaced 
MITCHELL. D O, Pennsylvania power It Light Co B3/02/04 Region 
1 j Office af Director. 2pp. 17213 350 24X Fiche 50-307. 

83/02/04, 03021 B031 7 


8302230333 Forwards LER B3-007/03L-0. 

KEI8ER. H H. Pennsylvania Power & Light Co 03/02/09 HAYNES, n C 
Region 1. Office of Director Ip 1 7246 269 24X 

Fiche 50-307, 83/02/09. 0302230333 


—8302230330 LER 03-OO7/O3L-G an 9301 10. during startup testing, average 
power range monitor scram & rod block setpoints not in 
tolerance Caused by inherent qualities of xenon free startup 
causing excessive power peaking Setpoints adjusted 1 
MITCHELL.D O Pennsylvania Power U Light Co 83/02/09 Region 
1, Office of Director. 2pp. 17248 270 24X Fiche. 50-307. 

83/02/09. 8302230333 


030 2220300 Forwards LER 83-01 1/03L-0 

KEI6ER.H.W Pennsylvania Power it Light Co 63/02/10 HAYNES, R C 
Region i, Office of Director, tp. 17232 223 24X 

Fiche. 50-387, 83/02/10, 830222030 0 


—0302220386 LER 03-01 1/03L-Q on 8301 1 1 < during startup test program, 
diesel generator C declared inoperable due to air start 
receiver pressure below 240 p*Cg limit Caused by setpoint 
drift Setpoint recatibr 

MITCHELL.D Q Pennsylvania Power U Light Co, 83/02/10 Region 
1, Office of Director. 2pp. 17232 224 24X Fiche- 30-307, 

03/02/10, 0302220380 


8302230820 LER 03-OtO/OlP-O, an 830209, runout flow on feedwater pumps 
found in excess of 135’4 assumption in feedwater controller 
failure/max demand transient ana 1 ys i s, Feedwater motor speed 
changer reduced to limit flow, Stops will be adjusted 
KEI6ER, H W, Pennsylvania Power «< Light Co 83/02/10 HAYNES.lt C 
Region I. Office of Director lp 17256. 2B0 24X 

Fiche? 50-387, 83/02/10. 0302230520 


0302220165 Forwards LER 83-013/03L-0 

KEIBER. H U Pennsylvania Power & Light Co 83/02/11 HAYNES, R. C 
Region 1, Office of Director lp 17233 135 24X 

Fiche 50-387.63/02/11,8302220165 


——0302220172 LER 83-013/03L— 0 on 830109. dur ing startup test, channel A ai 
found data last due to incorrect use of test equipment 
Caused by inadvertently inserting pressure regulator before 
pressure indicator Instrument recalibr 

MITCHELL.D 0 Pennsy 1 va n i* Power & Light Co 83/02/11 Region 

1, Office of Director 2pp 17233 134 24X Fiche 50-307, 

83/02/11.8302220165 


0302270390 Forwards LER 03-O12/O3L-O 

KEISER, H W Pennsylvania Power It Light Co 03/02/11 HAYNES, R C 
Region 1, Office af Director lp 17232 034 24X 

Fiche 50-387.63/02/11,9302220398 


— 0302220404 LER 03-O12/O3L-O on 8301 1 3, dur i n g startup test program, 
reactor rec ircula t ion pump A tripped off Caused by defective 
transformer that had shorted secondary Transformer replated 
Pump returned to svc 

MTTCHELL.D Q Pennsylvania power & Light Co 83/02/11 Region 
1, Office of Diroctor lp 17232 033 24X Fiche 50-307, B3/02/1 1, 

0302220396 


V Operator Examinations 


0301310203 Generic Ltr 03-06 to all power reactor 1 icertsees, app 1 leant* 
for OLs.NSS vendors, rea c t or vendors it AE re certificates 
it reviled format for reactor operator i- senior reactor 
operator licenses Svc list end 

EfSENHtlT, D 0 Division of Licensing 83/01/31 Consolidated 
Edison Co of New York, Inc l4pp 17347 177 24X 

Fiche: 50-000, B3/01 /31 , 830 1 3 10203 


DOCKET 50-300 SUSQUEHANNA STEAM ELECTRIC BTATIGN. UNIT 2 


A App li cation /construction stage documents it correspondence 


0302170011 Forwards audit repts on seismic & dynamic qualification u f 
saf sty-related equipment Repts also available in PDR 
DAOCHI.O Equipment Goal i f icat ion Branch 83/02/02 NOONAN. V S, 
Equipment Qualification Branch 3pp 17205 188 24X 

Fiche. 50-000, 03/02/02,030217001 1 


— 0106010246 Trip rapt of 010316-20 site visit re qualification methods, 
procedures * result* for selected safety-related mechanical 
it electrical equipment it supporting structures 

LEE. A Equipment Qua 1 i f i q* t i on Branch 81/05/14 ROSZTOCZY, Z R 
Equipment Qualification Branch 7pp 17206 006 24X 

Fiche 50-000,83/02/02,8302170011 


0302170104 Forwards repts re 20 equipment items reviewed during 810316- 
20 site visit 

REICH, M Brookhavan National Laboratory 01/06/25 RQSZTaCZY- Z 
Equipment Qua 1 1 f i cati on Branch 4Spp 17206 013 24X 

Fiche 50-000.03/02/02,0302170011 


-0110190094 Trip rept for 010819-20 site visit to perform second seismic 
qualification review audit Program adequate Review including 
Phase III new load requa 1 if f cation will continue until 
scheduled completion In June 1982 

LFE, A Equipment Qualification Branch 81/09/29 R08ZTQCZY, Z R 
Equipment Qual if ication Branch 5pp 17206 112 24X 

Fiche SO'OOO, 83/02/02. 8302170011 


— 8302170195 Forwards summary repts of six items audited during 810019- 
20 si te Vi* it 

REICH. M Brookhaven National Laboratory 82/01/18 R03ZT0CZYr 2 
Equipment Oual i f ication Branch 10pp 17206 132 24X 

Fiche: 50-000. 03/02/02, 0302170011 


0302000295 Opnerlc Ltr 03-09 ta all operating reactor licensees, 
applicants for OL it holders of CP for C-E PWR* re review of 
OE Owners Group emergency procedures guideline program Svc 
list and 

EISENHJT, D 0 Division of Licensing 83/02/00 Consol ida tod 
Edison Co of Neu York. Inc llpp, 17290 247, 24X 

Fiche. 50-000, B3/O2/O0. 0302080295 


030208030 1 Ganerlc Ltr 83-05 to BWR licensees of operating reactors 
(except LAC BWR ). applicants for OL it holder* of CP re BER of 
'‘Emergency Procedure Guide! ines. Rev 2." NEDQ-24934. June 
1982 Guidelines ac cep tab 1 e. Svc list end 

EISENHUT.D Q Division of Licensing, 83/02/08 Commonwealth 
Edison Co 6pp 17234 245 24X Fiche 50-000,03/02/08.0302090301 
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&3Q21506I6 Forwards State of PA Air Pollution Permit 40-302-0106 for 
temporary auxiliary boiler 

CUFUIS-N W Pennsylvania Power £ Light Co 03/02/OH 0CHWENCER. A 
Licensing Branch 2 4pp 17154 161 24X Fiche 5Q-39B, 03/02/08. 

8302130616 


8302150734 Notification of 030210 meeting u/util in Bethesda, MD to 
discuss dose calculations V reporting 

PERCH, R L Licensing Branch 2 83/02/00 8CHNEMCER, A Licensing 

Branch 2 3pp 17160 101 24X Fiche 50-307,63/02/00,8302150734 


6302230634 Forwards determi nation of eligibility notification for four 
sites in Luierne County, PA Sites considered eligible for 
inclusion in Natl Register of Historic Places 

a Interior, Dept of. National Park Service 03/02/10 NRC — No 

Detailed Affiliation Given 5pp 17255249 24X 

Fiche 50-387, 03 /02/ 10, 030223063 4 


8302? 0009 1 Forwards 503 ovarsiie revised drawings per Reg Guide 1 70 
MaTked-up FSAR Table 1 7-1 end Aperture cards are 
available in pDR 

C ODD I NO TON, C T Pennsylvania Power 8. Light Co 83/02/11 
C omuls* loners 12pp 17306 090 24X Fi c h e 50-307, 03/O2/U, 

830223009 I 


F Security, medical, emergency It fire protection plans 


8302030367 Releases public version of util request that emergency plan 
& procedures controlled manuals bB returned within 10 
working days 

FELTON, -J M Division of Rules and Records 03/01/26. Document 
Management Branch Ip 17023 286 24X Fiche 30-397,83/01/26, 

8302030267 


— 8302030276 Submits public version OP request that emergency plan it 
procedures controlled manuals be returned within 10 working 
days 

WHARTON, J T Pennsy lvania Power Light Co 03/01/19 
DENTON.HR NRC - No Detailed Affiliation Given Ip 17023 207 
244 Fiche 50-387,03/01/26,0302030567 


8302020405 Releases public version of Temporary Change Notice* 

FELTON; J. M Division of Rules and Record* 03/01/27 Document 
Management Branch Ip 16999 345 24X Fiche 50-387, B3/0 1 /27 j 

8302020403 


— 0302020410 Forwards public version gf Temporary Change Notices 03-0021 
through 83-0020 for Emergency Plan Implementing Procedures, 

Including Procedures EP-IP-OOi re emergency c las s i fi c a fri o n & 
EP-IP-021 re site emergency evacuation 

* Pennsylvania Power It Light Co 83/01/10 DENTON, H fl. NRC - No 
Detailed Affiliation Oiven lp 16999 346, 24X 

FLche 50-3B7, B3/01/S7, 8302020405 


— 0302020418 Public version of Temporary Change Notices 83-0021 through 
03-0020 for Emergency Plan Implementing Procedures, lnclud In g 
Procedures EP-IP-001 re emergency c 1 ass i f icat ion & EP-IP-021 
re site emergency evacuation 

a Pennsylvania Power * Light Co 03/01/07 Bpp 16999 347 24X 

Fiche 50-307,03/01/27,0302020405. 


0301210340 Generic Ltr 83-04 to all licensee* of operating reactors, 
applicants for QL 1 holders of CPs re regional workshop 
concerning 8uppl 1 , NURE0-0737, "Requirements for Emergency 
Response Capability 11 8vc list end, 

EISENHUTrD 0 Division of Licensing 83/02/0i Consolidated 

Edison Co of New York, Inc 1 lp p 17221 226, 24X 

Fiche 50-000,83/02/01,0301210340 


8302090392 Requests continued submittal of three copies of changes tD 
emergency plan It emergency plan implementing procedures, 

Dedicated controlled copies assure better coordination 
during accident situations 

MARTIN, T T Division of Engineering 6 Technical Programs 03/02/02 

KENYAN, B Pennsylvania Power l< Light Co 2pp 17071 097 24 X 

Fiche* 50-307, 03/02/02, 0302090302. 


0302170059 Informs that proposed changes to program for storage of 
safeguards info transmitted in 830111 ltr acceptable 
8CHWENCER, A Licensing Branch 2 03/02/07. CURTI8,N W 

Pennsylvania power 6 Light Co. ip 17191 060 24X 

Fiche* 30-307, 83/02/07, 0302170059 


8302180251 Forwards Change B to security training & qua 1 if icati on plan. 
Change withheld (ref 10CFR2 7901 

CURTIS, N W. Pennsylvania Power * Light Co 03/02/U DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. ip. 17215.274. 24X 

Fiche, 30-397, 03/02/11,8302190231. 


83Q2170495 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J M Division of Rules and Records 03/02/15 Document 
Management Branch lp 17203 213 24X Fiche 50-387,03/02/13, 

03O217O4B5 


—0302170490 Forwards public version of Rev 1 to Emergency plan 
Implementing Procedure EP-IP-002, "Emergency Mg t 
Notifications" 4 Rev O to EP-IP-102. "Surveillance Testing 
of Emergency Communications Equipment 11 

* Pennsylvania Power 4, Light Co, S3/01/2S BCHHENCER , A NRC - 
No Detailed Affiliation Given lp 17203 214 24X 

Fiche 30-3B7. 03/02/15, B30217O4BS 


*—0302170497 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EP-IP-002. "Emergency Mgt Notifications" it R«v 0 
to EP-IP-102, "Surv-ei 1 lance Testing of Emergency 
Comrunicati ons Equipment " Revised index end 

* Pennsylvania Power & Light Co 83/01/20 ?4pp 17203 215 
24X Fiche* 30-387, 83/02/15, 0302170485 


0302250021 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J <1. Division of Rules and Records 83/02/16 Document 

Management Branch lp 17299 OOi Z4X Fi ch# 50-307,03/02/16, 
8302250021 


— 9302230029 Forward* public version of Rev 1 to Emergency plan 
Implementing procedure EP-IP-044, "Emergency Environ 
Sampling " Revised table of contents fc index end 

* Pennsylvania Power S< Light Co 03/01/26 8CHWEWCER,A NRC - 

No Detailed Affiliation Given 6 P p 17299 002 24X 

Fiche 50-307,03/02/16.0302250021 


— 8302250039 Public version of Rev 1 to Emergency Plan Imp 1 emen ting 
Procedure EP-IP-044; "Emergency Environ Gamp ling. " 
a Pennsylvania Power & Light Co 03/01/21. 65pp 17299 000 
24X Fiche 50-387,83/03/16,0302250021 


G Adjudicatory correspondence 


0302020204 Forward* license amend , incorporate ng limiting condition 
for operation restricting increase* In unidentified leakage 
W/o end 

CUTCHINrO fi Hearing Branch 4. 83/02/01 MOORE, T 8 , 

E ILPER IN, 0 F, , BUCK, J H Atomic Safety and Licensing Appeal Panel 
Ip 16993 317 24X Fiche 50-387,03/02/01,9302020204 


H General correspondence 


0302150511 Comments on concerns expressed re plume 6 ingestion exposin' 
pathway emergency planning zones C-oncrrns re radiological 
emergency response plan for communities around facility wilt 
he addressed by FEHA & PA Emergency Mgt Agency. 

HAYNEB, R C Region I, Office of Director, 03/02/09 NEKETHY, E. 
Affiliation Unknown 3pp 17156.250. 24X Fich* 50-307,03/02/09, 

8302130511 


P Operating license stage documents U correspondence 


0302080113 Board Notification 02- 122A, forward s USQ3 821118 ltr 
clarifying previous recommendations re recurrence of 1886 
Charleston-type earthquake W/o end 

NOVAK, T M Anistant Director for Licensing 82/12/30. Atomic 
Safety and Licensing Board Panel. I0pp 17105* 333 24x 

Fiche. 50-000, 92/12/30, 0302080113 


G Inspection reports, IE Bulletins 1c correspondence 


0302100280 Forwards IE Insp Rept* 50-397/92-45 8« 50-388/82-14 on 
821201-8301 H , No none omp 1 i ance noted 

BTAROSTECKI, R . Division of Project & Resident Programs. 83/01/25 
KENYON, 0. D, Pennsylvania Power it Light Co 2pp 17112 007. 24X 
Fiche 50-387,93/01/25,9302100290 


— 8302100292 3E Imp Repts 50-387/82-45 U 30-300/92-14 on 02120 1-8301 1 
No noncompliance noted. Major areas inspec ted* p reap era tiona l 
test review & startup teet wi tnessing, lie enste event 
fo 1 1 owup, Te eh Spec comp llance, open item It plant statu* 

RHOADS, 0. 0. r MCCANN, J F , MCCABE, E C Division of Project it 
Resident Programs 82/01/24 ?pp 17112*009 24/ 

Fiche; 50-387, 83/01/25, 8302100288 


0212060358 IE info Notice 83-01, "Ray Miller, Inc. " Bvc Ilit end. 
JORDAN, E L Division Of Emergency Preparedness & Engineering 
Response (Post 830103) 33/01/26 Consolidated Edison Co of N#h 

York; Inc 110pp 17023.160, 24* F i Che; 50-000, 03/01/26, 621 206035E 
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02120603*0 IE I nf o Notice 83-02, "Limi torque HOBCr H1QC, H2BC 4 H3BC 
Oearhead* " 9vc list *ncl 

JORDAN. E.L Division of Emergency Prepared ness 6 Engineering 
Response (Post 030103) 03/01/20 Ctmso 1 i date i Edison Co of N*u 

York, Inc 10?pp 17144 001. 24X Fie he’ 50-000, 03/01/20. 8212060360 


0212060361 IE Info Notice 03-03, "CaUbr of Liquid Level Instruments " 
0vc 1 1st enci 

JORDAN, E L Division of Emergency Prepared net * U Engineering 
Response (Pott 0301031. 03/01/28 Consolidated Edison Co of New 

VotIc, Inc 1 lOpp 17074 0*5 24X Fich« 50-000, 83/01/20, 0212060361 


0302030959 Ack receipt of 030112 l frr informing NRC of steps taken to 
correct violations- noted in IE Insp Kept* 50-307/02-40 & 

5 0-300 / 82- 1 2 

6TARO0TECK1, R .Division of Project L Resident Programs, 03/01/23 
KCNVONr B D Pennsylvania Power h Light Co 2pp 1700B 029. 24X 

FiChe: 50-387, 03/01/20. 0302030559 


— 8302030S64 Respond* to NRC 021214 Itr r* violations noted in IE Insp 
Rep t« *50-307/02-40 50-388/82-12 Corrective actions 

requirement to verify suppression pool temp peT Tech Spec 
Section 46.2.1 6.1 added to operating test procedure, 

KENYON, B D Penney ivania Power ic Light Co 03/01/12 
STAHOaTECKIj ft Division of Project * Resident Programs. 3pp 
170-00: 031 24 X FiChe- 50-387, 03/01/23,0302030559 


8 21 2D 60363 IE Info Notice 03-04, “Failure of Elma Power Supply Units," 
0vc list encl 

JORDAN, E L Division of Emergency Preparedness &» Eng ineering 
Response CPost 030103) 83/02/18 Consolidated Edison Co, Df New 

York. Inc. tlOpp 17347:191 24X F 1 Che' 50-000, 03/02/18. 0212060363 


0212060365 IE Info Notice 03-03, "Obtaining Approval for Disposing of 
Very Lou Level Radwast* - 10CFR20 302, " Bvc list end 
JORDAN, E L Division af Emergency Preparedness & Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of New 

York, Inc tltpp 17347 050 24X Fiche 90-000,03/02/24,0212060365 


8212060366 IE Info Notice 83-06, "Nonidentiea 1 Replacement Parts. 11 
Eve list sn cl 

JORDAN, E L Division of Emergency -Preparedness fc Engineering 
Response (Post 030103). 03/02/24 Consolidated Edison Co of New 

York* Inc UBpp. 17361 148 24X Fide 50-000,33/02/24,0212060366 


S Reportable occurrences, LERs 6 related correspondence 


8212140330 Part 21 rept re problem w/Broyn Boveri Electric, Inc low 
vultage circuit breaker* w/solld state trip devices Units 
from San Onofr# S l 3 failed due to long-term degradation of 
filter capacitor 0203 Suspect trip units should be tested 
DUVALL, D D Brown Boveri Corp (subs Brown Boveri 6 Co., Ltd J. 
02/12/10 8TELL0* V Director's Office, office of Inspection and 
Enforcement. 2pp. 17023:294 24X F 1 c he: 50-000, 82/1 2/10, 021 2140330 


8302040288 part 21 rept re stamped tubing sleeve used to h-ouse hot-cold 
electrical spice in Inconel M I. heating cable assemblies 
High residual ttTsst present in finished condition. 

Quest 1 o-nabl « circuits mill be checked by Jan 1983 

KARR, B. Nelson Electric Co, 82/12/13 COLLINS, J Region 4, Office 
of Director. 3pp, 17020 048 24X Fiche 90-000, 82/ L2/ 1 3, 0302040200 


8302100134 Filial deficiency rept re inadequacies w/deilgn, rnfg b 
installation of Pacific Scientific shock suppressors I* 
associated ITT Orinnsll clamps. Initially reported on 920820 
Specs fc procedures revised Also reported per Part 21 
CURTIS. N « Pennsylvania Power 4* Light Co 83/02/04. HAYNES, R. C. 
Region *, Office of Direc tor 4pp. 17216,174 24X 

Fiche 90-300,03/02/04,0302100134 


0302100191 Final deficiency rept re inadequate restraint provided by 
pipe friction clamp anchors. Ini tially reported on 020723 
Drawings revised & previously accepted friction clamps to 
be reinspected 6 reworked, Alio reported per Part 21. 

CURTIS. N. W Penney 1 vania Power * Light Co. 03/02/04 HAYNEB, R.C 
Region 1, Office of Director. 4pp, 17213:395. 24X 

FiChe: 50-308, 03/02/04* 83021801 9 1 


8302100245 Suppl to final deficiency rept re vertically installed 
Anchor-Darling check valves. Sat 1 sfectory testing completed 
on 10 of 12 valves. 

CURTIS, N W. Pennsylvania Power 4t Light Co. 03/02/04 HAYNESrR C 
Region 1, Office of Director. 2pp. 17215:261. 24X 

Ficho, 50-387, 03/02/04,8302100245 


03022302? I Final deficiency rept re defects In Byron-Jac kion 
recirculation pump lug welds Initially reported on 930106 
Helds repaired 4 liquid penetrant examined. Also reported 
per Part 21. 

CURT 10, N. W Pennsylvania Power U Light Co. 03/02/04 HAYNES, ft C 

Region 1, Office of Director, 3pp 17344:325. 24X 

Fiche ' 9O-3&0, 03/03/04, 8302230291 


V Operator Eiaminations 


8301310203 Generic Ltr 03-06 to all power reactor 1 icensees, app Itcants 
for OL*,NSS vendors, reactor vendors t AE re certificates 
6 revised format for reactor operator 8< senior reactor 
operator licenses 8ve list end 

E ISENHUT i D 0 Division of Licensing 03/01/31 Consolidated 

Edison Co of New York, Inc 14pp 17347 177 24X 

Rich# 50-000,83/01/31,0301310203 
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A Application/construction stage documents & correspondence 


0302020469 Notification of 030127 meeting w/util in Beth**da,HD to 
discuss remaining util actions & to assure all parties 
understand what need* to be done to support issuance of 
1 icenss 

NERSE8, V, Licensing Branch 3 03/01/18 KNIQHTQN, 0 W Licensing 

Branch 3 3p p 16999 274 24X Fiche 30-309, 83/01/18, B30202 0460 


8302010522 Forwards proposed test abstract for performing natural 
circulation testing during Hot Ops II Abstract focuses on . 

reducing impact of natural circulation testing at facility 
8c meet* requirements of NUREQ-0737, Item I 0 1 
JHRIO.R E Florida Power k Light Co 03/01/24 EISENHUT, D 0 
Division of Licensing 2pp 16977 292 24X Fiche , 50-389, 83/01/24, 

8302010522 


0302170011 Forwards audit repts an seismic & dynamic qual if icat i on of 
*afety-re lat #d equipment Repts also available in PDR 
BAGCHI, 0 Equipment Qualification Branch B3/02/02 NOONAN, V 9 
Equipment Qualification Branch 3pp 17205 188 24X 

Ficha 50-000,83/02/02,8302170011 


— 8302170227 "Audit of Pump $< Valve Operability Assurance Program at 
St Lucie Nuclear Station, Unit 2," technical evaluation rept 
KILLER, CF , HONKA, 0 EOK>. Inc FINA-6415 E00-EA-5907 

82/09/31 ROSZTOCZYiZ R Division of Engineering I6pp 
17207077 24X Fiche 50-000,83/02/02,8302170011 


8302160219 Notification of 830223-24 mg t review meetings W/util at site 
to discuss licensed operator staffing 6 training 6 health 
physics organization 

NERSES, V Licensing Branch 3 83/02/03 KNIGHTON,© W Licensing 

Branch 3 4pp 17234 230 24X Fiche 30-309,83/02/03,8302160219 


8302240003 Forwards Amend 4 to CPPR-144, safety evaluation 4t notice of 
issuance L availability Amend adds FL Municipal Power Agency 
a* co-owner * co-applicant 

ElSENHlffrD Q, Division of Licensing 83/02/03 UHRIOiR E Florida 
Power L Light Co 3pp 17288-011 24X FI che 90-389,03/02/03, 

0302240003, 


-8302240004 Amend 4 to CPPR-144, adding FL Municipal power Agency a* 
co-owner U co-applicant 

EISENHUT, D 0. Division of Licensing B3/02/03 ip 17280 OH 
24‘< Fiche: 50-389, 03/02/03, 8302240003 


— 8302240005 Safety evaluation supporting Amend 4 to CPPR->I44 

a Office of Nuclear Reactor Regulation, Director 83/02/03 Spp 
17208* 015 24X Fiche, 50-389, 83/02/03, 8302240003 


— 8302240006 Request* correction of error in safety evaluation supporting 
Amend A to CFPR-M4 Plant 1% utiiixation fadlityrnot 
production facility Draft FR notice end. 

8C INTO. J F Office of the Esecukive Legal Director 83/01/29 
VIC,J NRC - No Detailed Affiliation Given ip 17888.017 24x 

Fiche 30-389.83/02/03,8302240003 


8302000299 Oenerlc Ltr 83-09 to all operating reactor licensees, 
applicants for OL L holders of CP for C-E PWR* r* review of 
C-E Owners Group emergency procedures guideline program 8vc 
list end. * 

EISENHUT, D 0. Division of Licensing 83/02/08, Consolidated 
Edison Co of Neu York, Inc ilpp 17290 247 24X 

Fiche 30-000,83/02/08,0302000295 


8302090065 Generic Ltr 83-10A to oil applicants w/C-E designed N899 
re resolution of TMI Action Item II K 3 3, “Automatic Trip 
of Reactor Coolant Pumpi, " Svc list end 

EISENHUT, D, 0. Division of Licensing. 03/02/00, Louisiana Power 4 
Light Co. 20pp. 17314,232 Q4X Fiche 90-000, 83/02/08, 8302090065 


0302100422 Forwards list of drawing* of raceway sys hand carried to NRC 
on 021222 for review, per 021012 commitment. 

UHRIO, R E Florida Power 4 Light Co 03/02/U EISENHUT, D Q 
Division Of Licensing 2pp. 17219:192, 24X Fiche: 90-389, 83/02/11, 

0302180422 
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0302100313 Forward* justification for not imp lamenting, prior to core 
lea if i certain control panel mod* , requi red as result of 
Human Factors Engineering Branch audit finding* 

UKfUGrR E Florida Power St Light Co 03/02/14 EISENHUT, D 0 
Division of Licensing 7ipp 17211 190 24X Fiche 50-309, 63/02/ 14, 

0302160313 


B302250I11 Notification of cancellation of 830215 meeting w/util in 
BethesdarHO to discuss actions to be taken to complete 
axial growth t high burnup fission gas release actions prior 
to license issuance 

NERSES, V Licensing Branch 3 83/02/15 KNIGHTON, 0 W Licensing 

Branch 3 3p p 17303 074 24X Fiche 50-309,03/02/1010302230111 


030225Q4&6 Submits completion dates for engineering & const items 
(hardware items) not expected to be completed at core load, 
in response to 021000 Itr Info includes dates for fire 
protection U boron dilution alarms 

NOVAK. T M Assistant Director for Licensing 03/02/19 UNRIG, R E 
Florida Power It Light Co 4pp 17303 169 24X 

Fiche. 30-389, 03/02/19, 8302250406 


0302280350 Forwards revised test abstract clarifying sections of 
proposed natural circulation testing plan Abstract focuses 
on reducing impact of test 6 meeting requirements of 
NURE0-0737, Item I 0 1 

UHRiOtR E Florida Power S. Light Go ©3/02/23 EISENHUT, 0 0 
Division of Licensing 2pp 17313 029 24X Fiche 30-309,83/02/23, 

8302200350. 


8302290271 Forward* "Auxiliary Feedwater By* Pump Endurance Test Rept,'* 
demonstrating accep tab i 1 i ty of pump* against bearing 
housing/oil temp L vibration V verifying pump performance 
UHRiGrR E Florida Power L Light Co 83/02/29 EIBENHUTiQ 0 
Division of Licensing ip 17313 006 24X Fich*’ 90-309, 03/02/29, 

8302200271 


- -0302280276 "Auxiliary Feedwater Bys Pump Endurance Test Rept " 

* Florida Power 6 Light Co 83/01/12 14pp 17313 007 24X 

Fiche. 30-309, 03/02/23, 8302200271 


E NRC Safety Evaluation Report ( 9ER ) , suppl* & correspondence 


8302160234 Provides results of evaluation of new electronic diesel 
generator load sequencing relay s, undertaken per SER 
CNUREG-0843), Section 0 3 11 New relays will be installed 
by end of first refueling 

IWRIG,R.E Florida Power & Light Co 83/02/10 EISENHUT, D 0 
Division of Licensing ip 17170 134. 24X Fiche : 50-309, 83/02/ 10, 

0302160234 


F Security, medical, emergency & fire protection plan* 


8210150452 Forward* reviews of procedures proposed by utils in 
emergency plans to consider meteorological conditions at 
fac i 11 1 i esi in response to Task Order 1 of interagency 
agreement 

VAN DER HOVEN Commerce, Dept of, Natl Oceanographic & Atmospheric 
Administration NRC-03-0 i-099 02/10/00 SPTCKLER, X. Office of 

Nuclear Reactor Regulation, Director lp 16951 303, 24X 

Fiche 50^000, 82/10/00,8210150432 


— 8210130459 "Evaluation of Procedures Proposed by FL Power & Light Co 
In Emergency Plans to Consider Meteorological Condition* in 
St Lud« Plant Coastal Environ 11 

VAN DER HOVEN Commerce, Dept of, Natl Oceanographic & 

Atmospheric Administration NRC-03-81-099 02/10/00 Office of 

Nuclear Reactor Regulation, Director, 3pp 16951 304 24X 

Ftche 50-000,82/10/08,8210130452 


©3012103+0 Generic Ltr 83-04 to all licensees of operating reactors, 
applicant* for OL V holders of CPs re regional workshop 
concerning Buppl 1, NUREQ-0737, "Requirement* for Emergency 
Response Capability u 8vc list end 

EISENHUT, D 0 Divisiqn of Licensing B3/02/01 Consolidated 

Edison Co of New York, Inc llpp 17221 226 24X 

Fiche 90-000, 03/02/01,0301210340 


B3O2170336 Inform* that hard copy readout will be provided in Unit 2 
control room Mod consist* of feeding signal from Unit 1 
control room meteorolog i cal cabinet Into six-channel 
recorder in Unit 2 control room via telephone line 
UHRIO/ R E Florida Power Si Light Co 03/02/00, EI8ENHUT, D 0. 
Division of Licensing lp 17185 121 24X Fiche’ 50-309, 03/02/08, 

0302170336 


8302150706 Forward* revised fire protection *v» commitment schedule 8< 
responses to NRC requests W/two oversite charts Aperture 
cards are available in PDR 

UHRIO, R E Florida Power * Light Co 03/02/09. EI8ENHUT, D 0 
Division of Licensing i2pp 17192 009, 24X Fiche 90-309,03/02/09, 

8302150706 


8302230149 Forwards Info re proposed solution to security sy* peTlisatei 
fence, peT 021115 license conditions Info withheld 
(ref 10CFR73 21) 

UHRIO, R E Florida Power le Light Co 83/02/15 EIBENHUT , 0. Q 
Division of Licensing 2 PP 17243 228 24X Fi che: 50-309, 03/02/19, 

0302230149 


8302240127 Summary of 830127 meeting u/util in 8»the*de, MD ri 
implementation schedule for installation of fire protection 
hardware items & firs program for operation of plant beyond 
5% power 

NERSES, V Licensing Branch 3 93/02/15 Licensing Branch 3. 

4pp. 17268 266 24X Fiche 50-399,03/02/15,0302240127 


6302250486 Submits completion dates for engineering It const items 
(hardware items) not expected to be completed at core load, 
in response to 621008 ltr Info Includes dates for fire 
protection & boron dilution alarms 

NOVAK, T M Assistant Director for Licensing 03/02/19 UHRIO, R E. 
Florida Power & Light Co. 4pp 17303 165 24X 

Fiche 50-369,03/02/15,8302250496. 


J insurance 6 indemnity information 


0302000273 Forwards Endorsement 44 to NELIA Policy NF-227 Sc Endorsement 
35 to MAELU Policy KF-SB 

DVCKiJ R Marsh & McLennan# Inc. j M S H Nuclear Consultants. Inc. Div, 
82/12/23 SALTZMAN, J Assistant Director for State fc Licensee 
Relation* 3pp 17036: 342 S4X FI C he 90-335, 62/1 2/23, 83020 00279 


0302070207 Forwards Endorsements 45 fc 36 to NELIA Policy NF-227 * MAELI 
Policy MF-80, respective 1 y 

DUCK, J. R Marsh St McLennan. Inc , M St M Nuclear Consultants# I nc. Div 
03/01/24 9ALTZKAN.J Assistant Director for State t Licensee 
FfeUtions. 3pp 17031310 24X Fic he: 50-339, 83/01/24, 0302070207 


0 Inspection reports, IE Bulletins & correspondence 


B302190596 Forward* IE Imp Rept 50-399/62-45 on 021004-00. No 
noncomp l iahco noted, 

LEWIS, R C Division of Project l* Resident Programs 02/11/09, 

UHRIO, R E, Florida Power fc Light Co. 2p p 17156 259 24X 

Fiche 50-309,02/11/09,8302190996 


— S302190607 IE Insp Rept 90-389/62-45 on 621004-08. No no neomp 1 ianc • 
noted Major areas tnsp acted: onsite design actlv 1 ties, QA insp 
of mechanical supports /res tr* lists, p iplng, el ectr leal St 
instrumentation 6 potentially generic const deficiency rept. 

WRIGHT. R, U r DEBBAQE, A 0., MCFARLAND, C. R Division of Engineering 
& Radiological Safety Programs 02/11/00. 16pp 17196261. 24X 

Fiche 50-309, 02/11/09, 8302190590. 


0302150308 Forwards IE Insp Rept 5O-3B9/82-60 on 621212-17 No 
noncortip 1 iance noted. 

DANCEiH.C, Division of Project & Resident Programs, 03/01/06 
UHRIO, fi. E, Florida Power Ac Light Co 2pp 17146 244 24X 

Fiche: 50-369. 03 / 01 / 06 , 03O2i 50300 


— 0302190316 IE Insp Rept 50-389/92-68 on 821212-17, No noncomp L lance 
noted. Major area Inspected’ pt eoperati onal test program 
Imp lemenfcat ion 

LANDIS, K D, , JEWISON, K K . JULIAN, C. A Division of Project Si 
Resident PTogrami 93/01/09 9pp 17148 246. 24X 

Fiche. 50-369,83/01/06, 8302150300 


0302150422 Forwards IE Insp Rept* 50-339/02-41 Si 90-389/92-63 on 
021 1 11-1210 No roncomp l lanco noted 

DANCEiH.C Division of Project Si Resident Programs. 03/01/12. 

UHR 1 0, ft. E Florida Power L Light Co 2pp 17148,09? 24X 

Fiche 50-335,03/01/12,0302150422 


—0302190428 I£ Imp Rept* 50-339/92-41 St 90- 399/82-63 on 621111-1210. 
noncompliance noted Major areas inspected : main t, 
s uryt i 1 lance, procurement, operational safety ver If i cation 
new fuel handling & operating procedure review. 

ELROD, 8 A., BIBB, H, E. . DANCE, H Division of Project Si Resident 
Program* 63/01/il 16pp. 17146:101 24X Fiche: 50-338, 03/01/ IS 

6302150422 


0302190696 Forward* IE Insp Repts 50-335/82-42 Si 50-369/02-64 on 
821210. No noncomp 1 iance noted Differing in*p date* noted 
throughout package 

DANCE, H. C Division of Project << Resident Programs 03/01/12. 
UHRIO, R E Florida Power fc Light Co. 2pp 17192.001. 24X 

Fiche’ 90-335, 83/01/12, 8302150696 
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—0308130704 IE intp Repts 30-335/ 02-42 S. 30-339/02“ £4 an 021806-10 No 
noncompl iance noted Major areas inspected previous 
enforcement matters* maint pro grams* test it experiments 
programs it licensee action on previous lnsp findings 
SKIMMER* P. H t UPRIGHT* C. M Division of Engineering & Radiological 
Safety Programs 33/01/10 6pp. 17132 003 24X 

Fiche 30-333.83/01/12. 03O2L 50696 


8302190392 Forwards IE lnsp Rapt 50-389/62-60 on 821116-19 U notice 
of violation 

LEWIS, R C. Division of Project S< Resident Programs 63/01/13 
UHRIOjR E Florida Power k Light Co 2pp 17137 830 24X 

rich* 30-389. 83/01/13. 0302150382 


—8308130383 Notice of violation from lnsp on 821116-19 

e Division of Projact 4c Resident Programs. 83/01/13 if 
17197 232 24X Fiche 30-389.93/01/13.8302190382 


— 83021903B6 IE lnsp Rept 50-389/02-60 on 02111-6-19 Nonco mp 1 ian c# noted 
between B2031 1 -14. two examples of underside safety-related 
socket ueld joints noted which had been visually inspected it 
accepted. 

KLEINSDRGE. W. P . BLAKE* J J Division of Engineering k Radiological 

Safety Programs 83/01/03 7pp. 17137 233 24X 

Fiche 30-38 9. 03/0 1 / 1 3. 83021 30 362. 


8302190713 Forwards IE lnsp Rept 90-389/62-65 on 021127-1203 Mo 
noncompliance noted. 

DANCE. H, C, Division of Project Resident Program* 83/01/19. 
UNRIG. R E. Florida Power U Light Co 2pp 17153 016 24X 

Fiche 30-389.83/01/19,9302130713 


—0302130720 IE Imp Rept 30-389/92-65 on 821127-1203 No noncompliance 
noted Major areas inspec ted: i ntogra ted k local leak rate 
tes ting* i nc lud ing exam of test con trols. procedural review 6 
test witnessing 

WHITENER.H L. r JAPE, F. Division of Project U Resident Program 
83/01/13 Bpp 17133:018 24X Fiche 50-309,83/01/19,8302130713. 


0302190090 Forward i IE Imp Rept 5O-3B9/03-O3 on 030103-06, No 
noncomp Lienee noted 

DANCE, H G. Division of Project 6 Resident Programs 03/01/24. 
UNRIG* R, E, Florida Power it Light Co 2pp 17148 024 24X 

Fiche. 30-389 , 63/01/24,8302150090 


—0302130102 IE lnsp Rapt 90-389/83-03 on 030103-06, No no ncomp 1 ian co 
noted MajoT areas inspec tedr procedure review, preop ora tional 
test results evaluation. review of SER c on f i rmatory Items per 
NUREO-OS43, inspector followup items & plant tour 
TAYLOR, P. A , KRUO.H-, JAPE, F. Division of Project C< Resident 
Programs 63/01/18. Spp 17140 026 24X Fiche, 50-309. 83/01 /24, 

0302130090. 


B21 2060399 IE Info Notice 83-01, "Rag Mi 1 ler. 3nc, " 8vc list end. 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 63/01/26, Consolidated Edison Co of New 

York* Inc. U8pp, 17023:160, 24X Fiche . 30-000, 83/01/26, 821 2060338 


0302190258 Forwards IE lnsp Rept 50-389/03-04 on 030103-07 No 
noncamp 1 ian« a noted. 

DANCE, H C. Dlviiion of Project k Resident Programs 83/01/26. 
UHRIO.ft E Florida Power U Light Co 2pp. 17140*334 24X 

Fiche: 30-369, 03/01/26,0302130238 


—0302130277 IE lnsp Rept 30-389/93-04 on 630103-07 No noncompliance 
noted Major areas inspec ted: onsite design activity re 
non-conforming mechanical supp ort/restra ints It exam of (1A 
lnsp it nonconformance records 

DEBBAGE'A. Q « UPRIGHT, C M Division of Engineering & Radiological 
Safety Programs 63/01/24 Spp. 17148.336 24K 

Fiche 30-389,03/01/26,6302130230. 


8212060360 IE Info Notice 83-02* "Limi torque H0BC.HJBC.H2BC Sr N3BC 
Oearheeds. 11 Sve list end. 

JORDAN, E, L, Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/01/28 Consolidated Edison Co, of New 

York, Inc. I09pp 17144 001. 24X Fiche. 30-000*83/01/20, 821 2060360 


8212060361 IE Info- Notice 83-03* "Calihr of Liquid Level Instruments 41 
Svc list end. 

JORDAN, E,L Division of Emergency Preparedness & Engineering 
Response (Post 930103) 63/01/29 Consolidated Edison Co. of Neu 

York, Ine. UOpp. 17074:093, 24X Fiche* 30-000, 83/01/20, 8212060361 


8212060363 IE Info Notice 93-04, "Failure of Elma Power Supply Units ■" 
Svc list end. 

JORDAN, E. L Dlviiion of Emergency Preparedness & Engineering 
Response (Poet 030103) 63/02/10 Consolidated Edison Co of Neu 

York, Ine. 110pp. 17347: 191. 24X Fiche 30-000, 83/02/ 18, 82i 2060363 


02 1 2060363 IE Info Notice 83-03, "Obtaining Approval for Disposing of 
Very Low Level Radwaste - 10CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 83G103) 03/02/24 Consolidated Edison Co of Neu 

York, Inc Ulpp 17347 050 24X Fiche 50-000,83/02/24,8212060363 


6212060366 IE Info Notice 83-06, "Non id ent I ca 1 Replacement Parts. 11 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of Neu 

York, Inc 112pp 17361 146 24X Fiche 30-000,03/02/24,8212060366 


R Periodic operating reports & related correspondence 


B302010&13 Forwards const/s tartup progress repts for Nov it Dec 1932 
UHRIGjR E Florida Power it Light Co 03/01/24 EI9ENHUT, D 0 
Division of Licensing 3pp 16977 299 24X Fiche 50-389,83/01/24. 

0302010513. 


5302180460 Forwards "Cons t/8tar tup Progress Rept for Jan 1983 " 

UHR TO, R E Florida Power it Light Co 03/02/13 EISENHUT, D 0 
Division of Licensing Lp 17214 360 24X Fiche 50-389,83/02/15* 

0302180460 


— 8302180464 “C ons t /Startup Progress Rept for Jan 1963 11 

* Florida power 6 Light Co. 63/02/15 ip 17214 361 24X 

Fiche 30-389,03/02/13,0302160460 


S, Reportable occurrences, LERs & related correspondence 


0302040200 Part 21 rept rs stamped tubing sleeve used to house hot-cold 
electrical spice in Inconel M I heating cable assemblies 
High residual stress present in finished condition 
Ouestionable circuits will be checked by Jan 1983 

KARR, 8 Nelson Electric Co 62/12/13 COLLINS, J Region 4, Office 
of Director 3pp. 17020 046 24X Fiche 50-000,82/12/15,8302040288 


9302010444 Final deficiency rept re diesel generator fuel oil day tank 
overflow piping Initially reported on 821221 Piping 
redesigned to eliminate any water intrusion into diesel 
fuel oil day tank under backflushlng conditions 
UHftlO.R E Florida Power 6 Light Co B3/0I/21. O'REILLY, J P 
Region 2, Office of Director Spp 16974 240 24X 

Fiche 50-389,03/01/21,8302010444 


0302010447 Final deficiency rept re defective heat trace cabling 
Initially reported an 821221 All heat trace sleeves of 
affected 03 Nelson electric batch will be subj to IOOX 
nondestruct ive dye penetrant exam 

UHR 1 0, R , E Florida Power it Light Co 03/01/21 O'REILLY, J P 

Region 2, Office of Director 2pp 169BI 320 24X 

Fiche 30-389,83/01/21,8302010447 


8302010452 Interim deficiency rept re ITT Barton pressure transmitters 
Initially reported on 821221 Util,C-E k Ebasco Svcs 
continuing evaluation Final rept to be submitted by 830223 
UHRIO.R E Pennsylvania Power it Light Co. 83/01/21 O'REILLY* J P 
Region 2, Office of Director lp 16931 318 24X 

Fiche 30-389.83/01/21,8302010432 


8302030099 Final Deficiency Rept re lack of documentation on Class 1 
6 2 bolts U nuts Initially reported on 821013 Bolts for all 
Class 1,2 i 3 flanges will be replaced per site QC 
procedures 

UHR TO, R. E Florida Power i< Light Co 03/01/26 O'REILLY, J P 
Region 2, Office of Director 2pp 17004 291 24X 

Fiche 30-389, 83/01/26, 8302030096 


S302030427 Interim deficiency rapt re (nsp of approx 240 smalt bare (2 
inches 6 under) piping bends Initially reported on 021013 
Imp complete Final response will be submitted by 830222 
Results undergoing engineering evaluation 

UHR 10, R. E Florida Power & Light Co 03/01/26 O'REILLY, J P 
Region 2, Office of Director lp, 17003,220, 24X 

Fiche 30-389,83/01/26,0302030427 


8302030077 Final Deficiency Rept re Conax supplied ring tongue 
connector assemblies at electrical penetration terminals 
Initially reported on 821110 Safety terminal block retaining 
nuts retorqued. 

UHR 10, R. E Florida Power it Light Co. 03/01/20 O'REILLY, J P 
Region 2, Office of Director 3pp 17002 129. 24X 

Fiche 30-389,03/01/28,8302030077 


8303170173 Interim Deficiency Rept 82-002 re fan belts on diesel 
generators 2A & 2D Initially reported on 020210 Engineering 
work on generators completed Final rept will be submitted 
by 630223 

UHR 10, R. E Florida Power it Light Co 83/02/08, O 'REILLY, J P 
Region 2, Office of Director lp 17160*210 24X 

Fichs- 30-389, 83/02/00, 8302170173 



DOCKETED ITEMS 


8302290 150 -Interim deficiency rept re failure of reactor shutdown 
cooling bypass valve* to respond to command signal* 

Initially reported on 820630 Final rept will be submitted 
by 830225 

UHRIO.R.E Florida Power i Light Co B3/02/1S O'REILLY* J P 
Region 2, Office of Director ip 17307 201 24X 

Fiche S0-3B9, 93/02/1 Sr 8302290129 


V Operator Examination* 


F Security, medical, emergency 4< fire protection plan* 


0301210340 Generic Ltr 03-04 to all licensee* of operating reactor*, 
applicants for QL S, holders of CP* re regional workshop 
concerning Suppl 1, MURE0-0737, "Roqu irement i for Emergency 
Response Capability " five list *ncl 

EISENKUT, D 0 Division of Licensing 83/02/01 Consolidated 
Edison Co of New York, Inc lipp, 17221 226 24K 

Fich* 90-000, 03/02/01, 6301210340, 


0301310203 Generic Ltr 83-06 to all power reactor 1 ie ense es, app 1 icants 
for QLs,NS8 vendor** reactor vendors AE re certificate* 

& revised format far reactor operator it, senior reactor 
operator license* 8vc list end 

EISENHUT* D 0 Division of Licensing B3/01/31 Consolidated 

Edison Co of New York. Inc i4pp 17347 177 24X 

Fich* 90-000,83/01/31*8301310203 


03021004 i 3 Forward* rev to physical security plan Rev reflect* 
utlli cation of power black concept Rev withheld (ref 
10GFR73 21) 

KAKMER , D S Tenneite# Valley Authority 03/02/03 DENTON, H R 
Office of Nuc 1 »er Reactor Regulation, Director, ip 17117 29-7. 
Fiche 50-390* 83/02/03/ 83021 004 J 5 


24 


DQCKE1 50 ”390 WATTS BAR NUCLEAR PLANT, UNIT 1 
A Application/construction *tag# documents (it correspondence 


0302720001 Notification of contract execution, Mod 1 to "Review of 
Soil Exploration Results Beneath ERCW Pipeline* b Electrical 
Duct Banks, Wett* Bar Nuclear Plant " Contractor NOS 
HOYLE, A Administrative Contracts Branch FIN 8-B6Q4 02/00/30, 

VOLLMER , R Division of Engineering GUPTA, D C NRC - No Detailed 
Affiliation Oiven lp. 17233 319 24X Fiche 50-390,82/08/30, 

0302220001 


— 0302220003 Mod 1, modifying statement of work & extending period of 
performance, to "Review of Soil Exploration Results Beneath 
ERCW Pipelines U Electrical Duct Banks, Watts Bar Nuclear 
Plant, " 

SCI Ifll TT» M 8 Commerce, Dept of, National Bureau of Standards 
REBELLOrJ Administrative Contracts Branch FIN B-8404, 

92/08/30 4p p 17233 320 24X Fiche 50-390,02/08/30,8302220001 


8302170011 Forwards audit repts on teismlc k dynamic qua 1 i f ica t i on of 
se f ety-reiated equipment Repts also available in PDR 
BAOCHI, 0 Equipment Qualification Branch 83/02/02 NQDNAN, V S 
Equipment Qua 1 if icetion Branch, 3pp 17209’ 189 24X 

Fich* 50-000, 03/02/02, 8302170011, 


— 0302170231 Trip rept of 820426-30 sit# visit to review «a fe ty -re lated 
electric & mechanical equipment 

ROS/TOCZY* I R Equipment Oua 1 i flea t ion Branch- 02/09/10 
ADEN9AM, E G Licensing Branch 4 39pp 17207 093 24X 
Fiche 50-000, 03/02/02, 830217001 1 


8302100512 Board Notification 83-li forwards info indicating onset of 
increased turbulence & acceleration of tube wear occurring 
at feed flow rates of 507, for Model D/2 k D/3 steam 
generators 6 at 70',* for Model D/4 & D/9 steam generators 
NOVAK, T M Assistant Director for Licensing 83/02/03 Atomic 
Safety and Licensing Board Panel. 6pp, 17143 293 24X 

Fiche 30-000,03/02/03,8302100912 


— 0302100322 Summary of 820219 meeting w/QRNL, ANL, TX Utils Generating Co, 
SC Electric i. Gat Co, Westinghouse, TVA U representatives of 
Swedish nuclear power plant & Krsko in Beth*sda,MD re 
accelerated tube wear on Model D steam generators 
CHESTNUT, 8 H Licensing Branch 1 82/03/15 YOUNGBLOOD, 9 J. 

Licensing Branch i 46pp 17143 298 24X Fiche 50-000,83/02/03, 

8302100312 


8302000299 Generic Ltr 03-09 to *11 operating reactor licensee** 
applicant* for QL fc holder* of CP for C-E PWR* re review of 
C-E Owner* Group emergency procedures guideline program, Bvc 
list end 

EISENHUT, D, 0 Division of Licensing 83/02/08 Consolidated 
Edison Co of New York, Inc Upp. 17290 247 24X 

Fich* 50-000, 83/02/08* 0302000295 


8302090080 Generic Ltr 83-10C to all applicants w/Westinghouse designed 
NBS8 re resolution of TMJ Action Item II K 3 5, "Automatic 
Trip of Reactor Coolant Pump*. n 

EISENHUT, D 0 Division of Licensing 83/02/08 Baltimore Gas & 
Electric Co 30pp. 17290- 212 24X Fiche 90-000,83/02/00* 

0302090080 


0 Advisory Committee on Reactor Safeguards reports & correspondence 


8302000111 Summary of ACRS Subcommittee on Watt* Bar 020810 mat ting in 
Washington, DC re application for QL 

* ACR8 - Adv 1 tory Committee on ReactoT Safeguard* 82/09/15 
ACR8 - Advisory Committss on Reactor Safeguard* 21pp 17100 018 
24X Fiche 30-390,02/09/15* 03020 001 U 


G Inspection report*, IE Bulletin* & correspondence 


8302130462 Forward* IE Insp Rept* 30-390/82-42 & 50-391/02-39 on 
821214-17 No noncomplianc* noted 

VERRELLI, D M Division of Project 4c Resident Program*. 83/61/12 
PARR 16 , H G Tennessee Valley Authority. 2pp 17157-046 24X 

Fiche 90-390*03/01/12,6302190462. 


-0302150496 IE Insp Repts 30-390/02-42 Ik 90-391/82-39 on 821214-17 No 
noncompliance noted Major area* i n*p#c ted * independent insp 
effort, 1 icentee identified item* 4: inspector followup 
item.* 

GIBBONS* T D , CONLON, T E Division of Engineering 6 Radiological 
Safety Programs 83 / 01/10 4pp, 17157 048 24X 

Fiche 50-390,03/01/12,8302150462 


8302130698 Forwards IE Insp Rept* 30-390/92-41 b 3O-391/02-3B on 
821121-1220 No noncomplianc* noted 

VERRELLI, D M Diviilon of Project St Resident Program* 03/01/12, 
PARRIS, H, G, Tennessee Valley Authority 2pp 17154.085. 24X 

Fiche 30-390*03/01/12, 6302190630 


— 8302150662 IE Insp Rept* 30 - 390 / 02-41 & 50 - 891 / 82-38 on 821121-1220 
noncompi ian c e noted Major area* i nspec ted . foil owup on 
regional re que* ts , 1 icen it * identified items * Independent 
in*p effort Si license* action an previous in*p finding* 

HEATHERLY* T. L * FREDER ICKSON* P Division of Project it Resident 
Programs, 83/01/12 5pp. 17154 007 24X Fi ch#, 50-390* 03/01/12, 

8302130690 


0302150610 Respond* to IE Bulletin 08-04, "De f iclencies In Primary 
Containment Electrical Penetration Assemblies 11 & NRC 
821203 ltr Bunker-Ramo Co electrical penetration assemblies 
not in use at facilities 

MILLS* L,M Tennessee Valley Authority. 83/01/24 O'REILLY* J P. 
Region 8, Office of Director lp 17153 309 24X 

Fiche 30-000, 03/01/24,0302130610 


8212060358 IE Info Notice 03-01, "Ray Miller, Inc." 8vc ll*t end 
JORDAN* E L Division of Emergency Preparedness St Engineering 
Response (Post 030103) . 03/01/26. Consolidated Edison Co. of New 

York* Inc 1 18pp 17023:160 24X Fich*. 30-000, 83/01 /26, 8212060330 


8212060360 IE Info Notice 03-02, M Limi torque NOBC* H1BC*H2BC Si H3UC 
Oearhaads ” Bvc list end. 

JORDAN* E L Division of Emergency Preparedness l< Engineering 
Response (Post 0301031 03/01/23. Consolidated Edison Co of New 

York* Inc 10?pp 17144:<)0i. 24X Fiche 50-000,83/01/20,0212060360 


8212060361 IE Info Notlcs 83-03, "Catibr of Liquid Level Instruments » 
Bvc list enc I 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103). 83/01/28 Consolidated Edison Co. of N#k 

York* Inc 1 iOpp, 17074.093 24X Fich#. 50-000, 83/01/20. 0212060361 


8302170051 Notification of 830301-03 caseload forecast meetings w/TVA 
In 8we#fcwater , TN to discus* projected fuel load date* 

Agenda end 

KENYON* T J Licensing Branch 4 83/02/00 ADENSAM, E 0 Licensing 

Branch 4 6pp, 17191.062 24X Fiche* 50-390* 83/02/08, 0302170091 


8302150340 Ack receipt of 830117 ltr informing NRC of iteps taken to 
correct violet! on* noted In IE Insp Rept* 50-390/82-39 6 
90-391/82-32. 

LEWIS, R C Division of Project & Resident Program*. 83/01/31 
PARR 1 8* H. 0. Tennessee Valley Authority. lp 17157’ 170 24X 
Fiche: 30-390* 83/01/31, 8302150348 


282 


DOCKETED ITEMS 


--8302130353 Respond* to NRC 621102 Ifcr re violation* noted In IE Insp 
Rapt* 50-390/02-35 U 30-391/62-32 Corrective action* 

I4BNP-QCP-1 36 reviled to change overall r esp ons i fc i 1 1 ty for 
storage 6 houstkftep ing imp to const engineer for 30 
H ILLS i L H Tennessae Valley Authority B3/01/17 O'REILLY, J P. 
Region 2. Office of Director 4pp 17137 171 24X 

riche; 5 0-390 1 83/01 /31. 6302150346 


—0302150339 Forward* IE Imp Repts 30-390/02-35 & 30-391/82-32 on 
020821-0922 b notice of violation 

LEWIS, R C. Division of Project & Resident Program* 92/11/02 
PARRIS, H 0. Tennessee Valley Authority 2pp 17157 175, 24X 

Fi C h « 50-39 0, 03/ 0 1 /31 * 9302 1 50340 


— 0302150362 No t Ice of violation from insp on 820021-0922 

* Dlvlilon of Project & Resident Program* 82/11/02, Spp 
17157 177 24X Fiche 50-390,03/01/3110302150340 


—8302150365 IE Insp Reft* 50-390/02-35 L 50-391/62-32 on 920021-0922 
Non«ompii*nce noted mechanical deficiency not reported to 
supervisor by plant personnel identifying suspected 
motor-to-f l angt mine 1 ignment 

HEATHERLY.T L , QUICK, D R Division of Project S* Resident 
Program*. 02/10/22, 1 Ip p 17157 179 24X Fi c he 50-390, 03/01/31, 

0302130349 


6302200495 Forward* Rev 9 to "Technical Instruction TI-5QA ASME Section 
XI Preservice Intp Program Unit 1 " Requests for relief 
Included in App E 

MILLS, L M Tann»**ee Valley Authority 03/02/17 ADENSAM, E 
Clean* Ing Branch 4 ip 17308. 0B7 24X Fiche 30-390,03/02/17, 

□302200495 


—9302280300 Rev B to, "Technical Instruction TI-30A ASME Bection XI 
Preservice Insp Program Unit i " 

DETUILLO, D , 0WALU3W8, J M Tennessee Valley Authority 03/01/ 11 
193 pp 17308.000, 24X Fiche 30-390,83/02/17,0302200493 


6212060363 IE Info Notice B3-04, "Failure of Elm* Power Supply Unit* " 
0vc li»t end 

JORDAN, E L Diviilon of Emergency Pr epar 0 d he* * t Engineering 
Response (Post 630103) 63/02/10 Consolidated Edison Co of New 

York, Inc. UOpp 17347 191 24X Fiche 50-000, 83/02/1 B, 021 2060363 


6212060363 IE Info Notice 63-05, "Obtaining Approval for Diipnsing nf 
Vary Low Laval Radwaita - IOCFR20 302 « Svc list end 
JORDAN, E L Division of Emergency Prepar ednets & Engineering 
Response (Post 0301031 83/02/24 C on *oli dated Edison Co of New 

York. Inc Itlpp 17347 050 24X Flc he • 50-000, 63/02/24, Q 2 I 2060365 


8212060366 IE Info Notice 03-06, "Noni danti Ca 1 Replacement Part* 11 
9v< II* t end. 

JORDANiE L Division of Emergency Preparedness & Engineering 

R * 1 pan* t (Post 630103) 03/02/24 Consolidated Edison Co of New 

York, IlU, 112pp. 17361 148 24X Fiche 30-000,83/02/24,0212060366 


0 Reportable occurrence*, LERs L related correspondence 


6302160253 Supplemental deficiency rept re overload of component 
cooling «y« pump discharge nozzle* Initially reported on 
800 1 03. Completion of corrective action delayed until 030115 
do* to unanticipated problem* 

HILLS, L M Tennessee Valley Authority 02/12/09 O 'REILLY, J P 
Region 2, Office of Director Ip 17170 059 24* 

Fiche- 50-390, 82/12/09,8302160253 


8302010243 Third Interim Deficiency Rept ra diesel generator electrical 
equipment temp rating Initially reported on 020601 HVAC sys 
will be modified to reduce temp i t* area* of subj component* 

Neat rapt expected by 930622 

MILLS, L. H Tennessee Valley Authority. 83/01/19 O'REILLY, J P 
Region 2, Office of Director 2pe 16973 361. 24X 

Fiche: 50-390, 83/01/19. 3302010243 


630201-0648 Fourth Interim deficiency rapt re engineering change review 
fc handling Initially reported on 811215 Motts Bar Deficiency 
2 not applicable Qef Iclenc 1 a* 3 k 4 require add 1 sampling 
before ra solution. Be lie font* sampling under evaluation 
MILLS, L. M Tannest** Valley Authority 03/01/19, O'REILLY, J P. 
Region 2, Office of Director 2pp 16980- 049 24X 

Ficha- 50-000, 83/01/19,9302010646 


9302010230 Seventh Interim Deficiency Rept re retrievable info used in 
piping analyiit Initially reported on 010316 Data in Master 
Valve Statu* Rept* updated Engineering procedure to control 
rapt* being developed. Nex t rapt util be submitted by 830512 
HILLS, L, N. Tennessee Valley Authority, 03/01/20, O'REILLY, J P. 
Region 2, Office of Director Ip, 16974 046. 24X 

Ficha: 30-390, 83/01/20, 8302010230 


6302010598 Interim deficiency rept re failure to evaluate operator 
action* to realign ERCW Train A Initially reported on 
820510 More complex analytical methods being used than 
initially planned Next rept expected by 830527 

MILlSiL M Tennessee Valley Authority 03/01/20 Q'REILLYj J P. 
Region 2, Office of Director Ip 1697 8 129 24X 

F U he 80-390, 93/01 /20, 0302010398 


0302010233 Final deficiency rept re discrepancies in pipe rupture 
hardware Initially reported an 821006 Reanalysis of piping 
c onf i gurati on proved that original thermal movements not 
excessive Deficiency not reportable under 10CFR30 55e 
MILLS, L H Tennessee Valley Authority 03/01/21 □ 'REILLY, J P. 

Region 2, Office af Director 2pp 16974 047 24X 

Fiche 30-390,83/01/21,8302010833 


0302010293 Final deficiency rept ro analyiis error by Gilbert 
Commonwealth Initially reported on 020518 Problems N3-67-21A 
b N3-67-2ZA reanalyzed incorporating correct response 
criteria Design change* completed Also reported per Part 21 
HILLS, LM Tennessee Valley Authority 03/01/21 O'REILLY, J P 
Region 2, Office of Director Spp 16973 115 24X 

Fich* 50-390,03/01/21,0302010293 


8302010461 Final deficiency rept re failure to consider seismic & 
Inertial loadings an ladder* Initially reported on B20B26 
Item not considered reportable per 10CFR30 53(e) based on 
eva.1 uat ion 

MILLS, L M Tennessee Valley Authority 03/01/24 O'REILLY, J P 
Region 2, Office of Director 2fP 16981 305 24X 

Fiche 50-390,83/01/24,8302010461 


9302010215 Second interim deficiency rept re voiding of engineering 
change notices w/o proper review Initially reported on 
020816 Info on Yellow Creek or Hartsville deferred until 
final decision re projects Next rept expected by 630531 
MILLS, L M Tennessee Valley Authority 03/01/26 O'REILLY, J P 
Region 2, Office of Director 3pp 16974 037 24X 

Fiche 90-000, 83/01/26,8302010215 


□302010493 Tenth interim deficiency rept re failure of safety-related 
We* ting house gate valve* Initially reported on 601031 Mod in 
progress Next rept expected by 030622 Also reportable per 
Part 21 

MILLS. L M Tennessee Valley Authority 03/01/26 O'REILLY, J P 
Region 2, Office of Director lp 16901 315 24* 

Fiche 50-390,83/01/26,0302010453 


9302010254 Final Deficiency Rept re design of axial supports for piping 
using lug* welded to pipe Intlaily reported on 010922 Lug 
criteria still meet ASME Code requirements All typical 
supports found to be adequate 

MILL9.L M Tennessee Valley Authority 83/01/27 O'REILLY, J P 
Region 2, Office ef Director 2pp 16973 356 24X 

Fiche" 50-390, 63/01/27,6302010254 


8302030459 First interim deficiency rept re auxiliary initrumant room 
fire dour failure Initially reported on 621229 Door failure 
fc pres* ure limiting structural elements under evaluation 
Next rept expected by 030330 

MTLLSjL M Tennessee Val lay Authority 03/01/27 O'REILLY . J P 
Region 2 , Office of Director 2pp 17006 192 24X 

Fiche 50-390, 83/01/27,0302030459 


8302030514 Fifth interim deficiency rept ra failure of Limitorque motor 
operator* during valve cl o*ure. Ini tia 1 ly reported on B20126, 

Bpecific set of motor operator* deficient not determined 

Also reported per Part 21 Next rept expected by G30622 

MIlLE, L M Tennessee Valley Authority 03/01/27 O'REILLY, J P 

Region 2, Office of Director 2pp 17007' 303 24X 

Flcll* 50-390,03/01/27,6302030514 


B3O2O3O490 Final deficiency rept re defective Meetinghouse W-2 
handsuitch pull guide* 6 pull guide cover* Initially 
reported on 020604, Defective cover* will be replaced & GC 
procedure revised. Also reportable per Part 21 

MlLlS, L, M Tennessee Valley Authority 03/01/20 O'REILLY, J. P 
Region 2. Office of Director 2pp 17007*307 S4X 
Fiche 50-390, 83/01/20, 0302030490 


8302140038 Third interim deficiency rept re questionable patches of 
plastic cement mortar Initially reported on 020429. Util 
currently investigating methods to determine if safety 
factors for anchors acceptable Next rept by 830429 
MI 1 LS 1 L.H Tennessee Valley Authority 03/01/20 0 'REILLY, J P. 

Regi on 2, Office of Director 2pp, 17141 163 24X 

Fiche 30-390, 03/01/28,8302140038 


6302070339 Final deficiency rept re repacking Meetinghouse valves 
w/grafoil pac king, Ini tial ly reported on 020607 Correct valve 
packing procedure* provided Nonconformance determined not 
reportable per 10CFR30 35(e) 

MILLS, L. M, Tenn«s*«e Valley Authority, 03/01/31 O'REILLY, J P 
Region 2, Off ice of Director 2pp. 17030 231 24X 

Fiche- 30-390, 83/01/31,8302070339 
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0302070985 Second Interim deficiency rept re control of non-GA hex 
nut* Initially reported on 821021 All SO nut* recovered $< 
replaced 0«u«e under invet tigat ion Next r»pt will be 
submitted by 830630 

MILl&rL M. Tennessee Valley Authority 03/01/31 O'REILLY, J P 
Region 2, Office of Director 2pp 17034 265 24X 

Fiche 50-390, 03/01/31, 830207099 9 


3302140071 Fourth Interim deficiency rept re discrepancy in as-built va 
as-analyied piping eye Initially reported on 010226 Unit 1 
review U draining reve complete Unit 2 rev* proceeding Next 
rapt expected fay 630701 

MILLS, L M Tennessee Valley Authority 63/02/01 0 'REILLY* J. P 

Region 2, Office of Director 2pp 17142*134 24X 

Fiche: 50-390, 83/02/01,6302140071 


6302140059 BupTp 1 to final deficiency rept re Improper weld attachment 
of shearing luge. Initially reported on 001030 Comp letion 
date of corrective action* extended to 830215 

MILLS, L, M T ennet »ea Valley Authority, 03/02/02 O'REILLY, J, P 

Region 2, Office of Director lp 17142 129, 24X 

Fiche, 90-390, 83/02/02,8302140095 


8302140099 Second interim deficiency rept re Incomplete or 
undocumented checking of analysis Initially reported on 
820513 Independent review to be performed for all Improper 
review*. Next rept expected by 630624 

MILLS, L.M, Tenne»*ee Velley Authority. 03/02/03. O'REILLY, JP 
Region 2, Office Df Director, 2pp. 17142. 128, 24 X 

Fiche- 90-390, 83/02/03, 8302140059, 


8302140066 Second interim deficiency rept re operating condition* used 
in piping analy*i« Initially reported on 820510. Samp Ung 
program to determine *cope & *erlou*ne«« of problem 
eitabllfhed Next rept expected by 630624 

MILLS, L,M. Tenne**ee Valley Authority B3/02/O3. O'REILLY, J.P 
Region 2, Office of Director. 2pp 17142- 113, 24X 

Fiche- 50-390, 83/02/03, 8302140066, 


0302140054 Final deficiency rept re unistrut clamp* loaded in more than 
one direction Initially reported on 620700 Condition not 
reportable Under 10GFR50 59(e), 

HILLS, L. M Tenneieee Valley Authority 83/02/04 0 'REILLY, J, P 

Region 2, Office of Director, 2pp 17140. 109 24X 

FI che: 50-390, 03/02/04, 8302140094 


8302140129 Fir*t interim deficiency rapt re improper overlapping 
analyei* technique* Initially reported on 030111 Terminal 
pointi uncomervative ly overlapped uting tnubber*i thu* 
itiffnei* not included in analy «i*. Next rept by 030630 
KILLS, L, M Tenne**a« Valley Authority 83/02/04 O'REILLY, J. P 
Region 2, Office of Director, 2pp 17141:204 24X 

Fiche: 90-390, 83/02/04, 8302140129, 


8302140194 Final deficiency rept re omi**lon of tome movement*, in Input 
to evaluate pipe Interference*. Initially reported on 020519 
Conet Spec N3C-912 r*vl«ed re evaluation of pipe clearance*. 

Condition not reportable per 10CFR50. 59(e) 

MILLS, L.M, Tenne**ea Valley Authority, 03/02/04, O'REILLY, J.P 
Rag ion 2, Office of Director. 2pp 17140: 193, 24X 

Flcha- 90-39Q, 83/02/04, 8302140154 


8302140043 PNO- 11-83-007: on 830204, uni dent! fi ed caller telephoned in 
tomb threat Identified device found near temporary bldg but 
contained no exploviye*. Proper authorities notified & thr*at 
considered hoax. 

HCOUTRE, D R. Region 2r Office of Director 03/02/07 2pp, 
17142.139, 24X Fiche- 50-390, 83/02/07, 03021 40043 


8302150051 Second interim deficiency rept re failure to document 
certain piping analyei* calculation*. Initially reported on 
020023 Review of analyele calculation package* to ensure 
proper documentation continuing. Next rept due by 830630, 

MILLS, L.M Tennessee Valley Authority, 83/02/07. O'REILLY, J. P. 
Region 2, Office of Director. 2pp. 17140:033, 24X 

Fiche: 30-390, 63/02/07, 0302150031. 


8302150271 Fourth interim deficiency rept re errors in NERCO program 
distributed by AAA Technology, initial ly reported on 820409. 

NERCO ueers manual made controlled computer program 
document, Next rept due by 830422, 

MILLS, L.M. Tennessee Valley Authority. 83/02/07 O'REILLY, J.P 
Region 2, Office of Director, Spp 17148:320, 24X 

Fiche: 50-000, 03/02/07, 8302150271. 


8302150160 Fifth interim deficiency rept re foam eealt in mechanical 
plpa sleevte Initially reported on 81 1204. Investigations 
continue to determine integrity of silicone foam teals. 

Procedures under development. Ne xt rept expected by 030624. 

KILLS, L.M, Tennessee Valley Authority. 93/02/08, O'REILLY, J.P 
Region 2, Office of Director, lp, 17147; 237. 24X 

Fiche: 5Q-390, 93/02/08, 83021 50160. 


0302170336 Third interim deficiency rept re grouted anchors L anchor 
bolt spacing violations Initially reported on 820528 
Evaluation* to determine adequacy of anchorage* in progress 
Next rept expected fay 830624 

MILLS, LM Tennessee Valley Authority 83/02/08. O'REILLY, J P 
Region 2, Office of Director 2pp 17185 141 24X 

Fiche 30-390,83/02/08,8302170336 


0302230132 Final deficiency rept re inadequate Oa program for masonry 
block work Initially reported on 020902 Condition not 
reportable per 10CFR50. 95(© ) 

MILLS, L M Tennessee Valley Authority 83/02/14 O'REILLY, J P 
Region 2, Office of Director 2pp 17243 234 24X 

Fiche 90-390,83/02/14,8302230152 


8302230514 Final Deficiency Rept* 50-390/82-96 4c 50-391/02-92 re 
interpretation of radiographic test film on welded pipe by 
6NEPCQ Tube Corp Initially reported on 631001 Noncompl iance 
not reportable under 10CFR50 95(e) 

MILLS. L M T *nne« *ee Valley Authority 03/02/14 O'REILLY, J F 
Region 2, Office of Director 3pp 17237.282 34X 

Fiche 30-390,83/02/14,8302230514 


0302230647 Final deficiency rept re installation of pipe support 
uf/inability to withstand thermal movement. Ini tia 1 ly reported 
on 830117 Pipe sleeve will be cut flush to walls. Hanger 
engineering 6 GC units will receive addl training 
MILLS, L M Tennessee V»1 ley Authority 03/02/14 O'REILLY, J.P 
Region 2, Office of Director 2pp 17240- 339. 24X 

Fiche 90-390,83/02/14,8302230647 


8302230160 Interim deficiency rept re incorrect use of Category I CL) 
supports on pipes near water chiller* Initially reported on 
030117 Deficiency under investigation Next rept expected by 
030906. 

MILLS, L.M Tennessee Valley Authority. 03/05/14 O'REILLY, J.P 
Region 2, Office of Director 2pp 17245.044 24X 

Fiche 50-390, 03/02/46, 8302230140 


8302230343 First interim deficiency rept re supports net designed gr 
modified per Engineering Change Notice 2376 Initially 
reported on 830118. Util reviewing all affected eupporti on 
auxiliary feedwater sys Next rept expected by 830606 
MILLS, L M. Tennessee Val ley Authority 83/05/16, O'REILLY, J. P 
Region 2, Office of Director 2pp 17248:004 24X 

Fiche. 90-390, 03/02/14, 8302230343 


8302280123 Third interim deficiency rept re auxiliary bldg platform 
design documentation Initially reported on 020426 Drawing 
Sells* 40N121O platforms redesigned Next rept will be 
submitted by 030513. 

MILLS, L, M, Tennessee Valley Authority 83/02/16 O'REILLY, J, P 
Region 2, Office of Director 2pp 17307:202 24X 

Fiche: 90-390, 03/02/16, 0302280123 


8302280169 First interim deficiency rept re failure to provide bolt 
tightening requirement*. Initial ly reported on 830120 Design 
documents under review Flan for corrective action 
formulated Next rept by 030621. 

MILLS, L.M. Tennessee Valley Authority. 83/02/16 O'REILLY, J P. 
Region 2, Office of Director 2pp 17305 361 24/ 

Fiche 30-390,03/02/16,0302200165. 


8302280142 Final deficiency rapt re failure to Inspect stud welds on 
flush-mounted embedded plates Initially reported on 020012 
QCP 4,07-1 revised to include insp of welded equipment 
during initial equipment setting. 

MILLS, L M T ennessee Valley Authority. 83/02/17 O'REILLY, J.P 
Reglen 2, Office of Director. Zpp 17306.085 24X 

Fiche, 50-390, 83/02/17,0302280142 


V, Operator Examinations 


0301310203 Oeneric Ltr 03-06 to all power reactor 1 i censees, app lican 
for OLs, N9S vendors, reactor Vendors L AE re certificates 
fc revised format for reactor operator 6 senior reactor 
operator licenses 9vc list end. 

EISENHUT,DO. Division Of Licensing 83/01/31 Consolidated 
Edison Go. of New York, inc I4pp 17347. 177. 24X 

Fiche- 50-000, 03/01/31,8301310203. 


DOCKET 50-391 WATT8 BAR NUCLEAR PLANT, UNIT 2 


A, Application/construction stage document* & correspondence 


8302220001 Notification of contract execution, Mod 1 to "Review of 
Soil Exploration Results Beneath £RCN Pipelines St Electrical 
Duct Banks., We tt* Bar Nuclear Plant M Contractor: NB8. 

HOYLE, A. Administrative Contracts Branch. FIN B-8604. 02/08/30 

VOLLMERift. Division of Engineering. GUPTA, D C NRC - No Detail) 
Affiliation Given lp. 17233 319 24X FI che- 50-390, 02/00/30, 

0302220001. 



234 


DOCKETED ITEMS 


— 8302220003 Mod 1* modifying statement of wark It extending period a f 
performance r to “Review of Soil Exploration Remit* Beneath 
ERCU Pipeline* 6 Electrical Duct B a nks, Wa 1 1 s Bar Nuclear 
Plant " 

8CffKITT*H B Commerce, Dept of* National Bureau of Standard* 
REBELLO. J Administrative Contracts Branch FIN 0-0604. 

82/0 8/30 4pp 17233 320 24X FI ch e 50-390, 02/00/30, 030222000 1 


0302100512 Board Notification 03-11 forward* info indicating onset of 
increased turbulence St acceleration of tube wear occurring 
at feed flow rates of 50% for Model D/2 6 0/3 steam 
generator* 6 at 70% for Model D/4 L D/S steam generators 
NOVAK, 1* M Assistant Director for Licencing, 83/02/03 Atomic 
Safety and Licensing Board Panel 6pp 17143 293 24X 

Fiche 30-000,03/03/03,8302100312 


— 8302100322 Summary of 020219 meeting w/ORNL, ANL, TX Utils Generating Co, 
SC Electric 6 Gal Co, Westingh ouse, TVA b representatives of 
Sued i ih nuclear power plant St Krsko in Bathesda, MD re 
accelerated tube wear on Model D steam generators 
CHESTNUT, S H Licensing Branch 1 02/03/13 YOUNGBLOOD, B J 

Licensing Branch 1 46pp. 17143 298 24X Fiche 50-000,83/02/03, 

8302100512 


8302060295 Generic Ltr 03-09 to a 1 1 operating reactor licenseen 
applicants far OL & holders of CP for C-E PUR* re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

EI8ENHUT, D, 0 Division of Licensing 83/02/OB Consolidated 
Edison Co of New York* Inc. llpj> 17290 247 24X 

Fiche 30- 000. 03/02/03, B302080 295 


8302090080 Generic Ltr B3-10C to all applicant* w/West inghou*« designed 
N85B ra resolution of TMI Action Item II K 3. 5, “Automatic 
Trip of Reactor Cooiant Pumpi.” 

EISENHUT, D Q, Division of Licensing 83/02/08 Baltimore Gas & 
Electric CO 30pp 17290 212 24X Fi cl»e. 50-000, 83/02/00, 

030209008 0. 


0302170051 Notification of 830301-03 caseload forecast meeting* w/TVA 
in Sweetwater, TN to discuss projected fuel load dates. 

Agenda and 

KENYON, T J Licensing Branch 4 83/02/00 A0EN9AM, E 0 Licensing 

Branch 4. 6pp 17191 062 24X Fiche 50-390*03/02/00,0302170051 


F Security, medical, emergency & fire protection plans 


8301910340 Generic Hr 63-04 to all licensee* of operating reactors, 
applicants for OL L holders of CPs r# regional workshop 
concerning 0uppl li NUHEG-0737, “Requi remepti for Emergency 
Response Capability " Svc Hit end 

EI8ENHUT, D 0 Division of Licensing 83/02/01, Consolidated 
Edison Co of New York* tne Hpp 17221*226 24X 

Fich* 50-000* 03/02/01, 6301210340 


8302100419 Forwards rev to physical security plan Rev reflects 
utilisation of power block concept Rev withheld (ref 
10CFR73 211- 

KAMMER* D 6 Tennessee Valley Authority. 83/02/03 DENTON, H. R. 
Office of Nuclear Reactor Regulation* Director, Ip 17117.297. 24X 

Fiche 50-390* 03/02/03, 8302100415 


Q Advisory Committee on Reactor Safeguards reports & correspondence 


6302000111 Summary of AGR8 Subcommittee on Matts Bar 020010 meeting in 
Washing ton, DC re application for OL. 

a ACftB - Advisory Committee on Reactor Safeguards. 02/09/19 
ACRE - Advisory Committee on Reactor Safeguards 21 pp 17100,010. 
24 X Fiche 50-390,02/09/15,8302000111. 


0 Inspection reports, IE Bulletins 6 correspondence 


0302150462 Forwards IE Insp Repte 50-390/82-42 & 30-391/82-39 on 
821214-17. No none omp lie nee noted 

VERRELLI,D.i1 Division of Project & Resident Program* 83/01/12. 
FARRIS, H 0. Tennessee Valley Authority. 2pp. 17i57 046 24X 

Fiche. 90-390, 83/01/ 12, 9302 1504*2. 


— 6302150496 IE Insp Rapt* 90-390/82-42 It 50-391/82-39 on 821214-17. No 
noncompliance noted Major area* Inspected * Independent insp 
#f f ort, 1 lcensee identified Items 6 inspector followup 
item. 

GIBBONS, T, D. * CONLQW, T. E Division of Engineering & Radiol ogical 
Safety Programs. 03/01/10. 4pp. 17157 040 24X 

F i c h • * 50-390, 83/0 1 / 1 2, 8302150462. 


8302150690 Forwards IE Insp Repts 50-390/02-41 * 50-391/02-30 on 
021121-1220 No noncamp I iance noted 

VERRELLI, 0 N Division of Project 6 Resident Program*. 53/01/12 
PARR 1 8, H. 0 Tennessee Valley Authority 2pp. 17154:005, 24X 

Fiche 50-390,83/01/12,8302150650. 


—0302150662 IE In*p Repts 90-390/02-41 t, 50-391/02-38 on 021121-1220. No 
noncompliance noted Major areas inspected . followup on 
regional requests* licensee identified item* 6 independent 
Insp effort fc licensee action on previoue insp findings. 

HEATHERLY. T L , FREDERICKBQN, P Division of Project It Resident 
Programi 03/01/12. 3pp 17154 087 24X Fiche. 50-390, B3/01 /12, 

8302150638 


8302150610 Responds to IE Bulletin 62-04, "Deficiencies In Primary 
Containment Electrical Penetration Assemblies" U NRC 
021203 ltr Bunker-Ramo Co electrical penetration assemblies 
not in use at facilities 

MILLS, L M Tennessee Velley Authority 03/01/24. O'REILLY, J. P. 
Region 2, Office of Director 1 p . 17153 309. 24X 

Fiche 50-000, 83/01/24,8302150610 


0212060356 IE Info Notice 83-01, “Ray Millar, Inc “ Bvt list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Raiponec (Post 030103) 03/01/26 Consolidatsd Edison Co of New 

York, Inc llOpp 17023 160. 24X Fiche: 50-000, 03/01/26, 0212060398 


8212060360 IE Info Notice 03-02, "LImitorque HOBC, H1BC* H28C 6 H3BC 
Gearheadt “ Svc list end. 

JORDAN, E, L Division of Emergency Preparedness t Engineering 
Response (Post 830103) 63/01/28, Consolidated Edison Co. Of New 

York, Inc 109pp 17144.001. 24X Ficha 50-000,03/01/28,0212060360 


021 2060361 IE Info Notice 83-03, “Calibr of Liquid Level Instrument* * 
Bvc list end 

JORDAN, E. L Division of Emergency Preparedness Engineering 
Response (Post 030103) 03/01/20 Consolidated Edison Co, of New 

York, Inc UOpp, 17074*095 24X Fiche. 50-000, 03/01/20, 02 1 2060361 


0302150349 Ack receipt of 030117 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Repts 50-390/82-35 It 
30-391/82-32. 

LENTO, R. C Division of Project 6 Reiident Program* 03/01/31 
PARR 18* H 0 Tennessee Valley Authority ip. 17157.170. 24X 

Fiche- 50-390, 63/01/31. 6302150348. 


— 8302150353 Respond* to NRC 821102 ltr r# violation* noted in 16 Insp 
Rapt* 50-390/82-35 S, 50-391/82-32 Corrective actions: 

WflNP-GCP-1. 36 revised to change overall responsibility for 
storage 6 housekeeping insp to const engineer for OC, 

MILLS, L M Tenneteet Valley Authority. 83/01/17. O'REILLY, J. P. 
Region 2, Office of Director 4pp. 17157:171. 24X 

Fiche* 50-390* 03/01/31, 83021 50346, 


— 0302190399 Forward* IE Insp Rapt* 50-390/82-35 6 50-391/82-32 on 
620821-0922 & notice of violation. 

LEWIS, R, C. Division of Project It Resident Program*. 02/11/02. 
PARRIS, H O Tannessa# Valley Authority. 2pp. 17157.175 24X 
Fiche 50-390,03/01/31,8302150346. 


—8302190369 IE Insp Repts 50-390/82-35 It 50-391/82-32 on 820621-0922 
Noncompliance noted. mechanical deficiency not reported to 
supervisor by plant personnel identifying suspected 
motor-ta-f lange misalignment 

HEATHERLY# T, L, , QUICK, D.fi. Division of Project It Resident 
Programs. 62/10/22. 1 tpp, 17157 179 24X Fich e • 50-390, 83/01 /SI, 

6302190340 


B2 12060363 IE Info Notice 03-04, “Failure of Elma Power Supply Unit* " 
Svc list end 

JORDAN* E, L, Division of Emergency Preparedness It Engineering 
Response (Pott 830103) 83/02/10 Consolidated Edison Co. of New 

York, Inc. 110pp. 17347:191. 24X Fiche* 50-000* 83/02/10, 0212060363. 


8212060369 IE Info Notice 83-05, “Obtaining Approval for Disposing of 
Very Low Level Radwast* - 10CFR20 302.“ Svc list end, 

JORDAN* E, L. Division of Emergency Preparedness It Engineering 
Response (Post 830103) 03/02/24. Consolidated Edison Co. of New 

York, Inc lHpp 17347.058. 24X Fiche. 50-000, 83/02/24, 0212060365. 


8212060366 IE Info Notice 03-06, “Nonidentical Replacement Parts." 

Bvc list end. 

JORDAN, E. L Division of Emergency Preparedness It Engineering 
Response (Post 830103). 83/02/24 Consolidated Edison Co, of New 

York* Inc 112pp. 17361.148 24X Fiche' 50-000, 83/02/24, 0212060366. 


B. Reportable occurrences, LERe It related correspondence 


0302160253 Supplemental deficiency rapt re overload of component 
cooling tyt pump discharge nonlet Initially reported on 
800103. Comp let ion of corrective action delayed until 830115 
due to unantic Ipated problem#. 

MILLS, L M. Tennessee Valley Authority 02/12/09. O'REILLY, J. P. 
Region 2, Office of Director Ip 17170.058 24X 

Fiche* 50-390, 02/12/09,8302160253 
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28 J 


9302010243 Third Interim Deficiency Rep t re diesel generator electrical 
equipment temp rating Initially reported on 620601 HVAC sys 
ulll be modified to reduce temp in areas of »ub j components 
Hast rept expected by 630622 

HILL BiL H Tennessee Valley Authority 83/01/19 O'REILLY. JP 
Region 2, Office of Director 2pp 16973 361 24X 

Fiche 50-390.83/01/19.6302010243 


6302010640 Fourth interim deficiency rept re engineering change review 
b handling Initially reported on 811215 Watts Bar Deficiency 
2 not applicable Deficiencies 3 l< 4 require addl sampling 
before resolution Bellefonte sampling under evaluation 
MILLS) L M Tennessee Valley Authority 03/01/19 O'REILLY. U P. 
Region 2. Office of Director 2pp 16960 049 24X 

Fiche 50-000i 83/01/19. 8302010646 


0302010230 Seventh Interim Deficiency Rept re retrievable info used in 
piping analysis Initially reported on 810316 Data In Master 
Valve Status Repts updated Engineering procedure to control 
repfcs being developed Next rept will be submitted by 630512 
MILLS, LM Tennessee Valley Authority 83/01/20 O'REILLY, VP, 
Region 2, Office of Director ip 16974 046 24X 

Flche 50-390.63/01/20,8302010230 


6302010596 Interim deficiency rept re failure to evaluate operator 
actions to realign ERCW Train A Initially reported on 
620510 Mare complex analytical methods being used than 
Initially planned.Next rept expected by 830527 

MILLBrL M Tennessee Valley Authority 03/01/20 O'REILLY, J P 
Region 2. Office of Director Ip 16978 129 24X 

Fiche: 90-390, 03/01/20. 0302010596 


8302010233 Final deficiency rept re discrepancies in pipe rupture 
hardware Initially reported on 821006 Reanalysis of piping 
conf iguration proved that original thermal movements not 
excessive Deficiency not reportable under 10CFR30 55* 

MILLS. L M Tennessee Valley Authority 03/01/21 O'REILLY, J P. 
Region 2, Office af Director 2pp 16974 047 24* 

Fiche - 50-390. 83/01/21, 8302010233 


0302010293 Final deficiency rept re analysis error by Gilbert 
Commonwealth Initially reported on 020510 Problems N3-67-21A 
N3-67-22A reanalyied incorporating correct response 
criteria Design changes completed Alto reported per Part 21 
MILLS. L M Tennessee Valley Authority 03/01/21 O'REILLY. V P. 
Region 2. Office of Director 2pp 16973 115 24X 

Fiche: 50-390. 03/0 1 /2l . 8302010293 


8302010461 Final deficiency rept re failure to consider seismic It 
inertial loadings on ladders Initially reported on 020026 
Item not considered reportable per 10CFRS0 55(e) based on 
evaluation 

MILLS. L M Tennessee Valley Authority 83/01/24 O'RErLLY, J P 
Region 2. Office of Director 2pp 16981 305, 24X 

Fiche. 50-390. 83/01/24. 8302010461 


0302010215 Second interim deficiency rept re voiding of engineering 
change notices w/o proper review Initially reported on 
820816, Info on Yellout Greet or Hartsvllle deferred until 
final decision re projects Next rept expected by 030531 
HILLS, L M Tennessee Valley Authority 63/01/26 O'REILLY. J P 
Region 2, Office of Director 3pp 16974 037. 24X 

Fiche: 50-000. 83/01/26, 8302010215. 


8302010433 Tenth Interim deficiency rept re failure of safety-related 
Uestinghouse gate valves Initially reported an 001031 Mod In 
p rogres s. Next rept expected by 830622 Also reportable per 
Part 2t 

M ILLS. L M Tennessee Valley Authority. 03/01/26 O'REILLY, J P 
Region 2. Office of Director lp. 16981 315, 24X 

Fiche 50-390, 83/01/26,0302010433. 


0302010254 Final Deficiency Rept re design of axial supports for piping 
using lugs welded to pipe Intially reported on 010922 Lug 
criteria still meet A8ME Code requirements, All typical 
support* found to be adequate 

MIL18, L M, Tennessee Valley Authority 83/01/27. O'REILLY, J p. 
Region 2, Office of Director 2pp 16973,356 24X 

Fiche. 50-390, 63/01/27,8302010254 


0302030459 First Interim deficiency rept re auxiliary instrument room 
fir* door failure Initially reported on 821229 Door failure 
S* pressure limiting structural elements under evaluation 
Next rept expected fay 830520. 

NIL1 0, L M, Tennessee Valley Authority, 03/01/27 O'REILLY, V P. 
Region 2, Office of Director. 2pp. 17006:192. 24X 

Fiche 50-390, 83/01/27, 9302030459. 


0302030514 Fifth interim deficiency rept re failure of Limitorque motor 
operators during valve closure. Initially reported on 920126 
6pecific set of motor operators deficient not determined 
Alio reported per Part 21 Next rept expected by 030622, 

MILLS, L M Tennessee Valley Authority. 83/01/27. O'REILLY, V.P 
Region 2, Office of Director, 2pp. 17007:303 24X 

Fich*. 50-390, 93/01/27, 8302030314. 


0302030490 Final deficiency rept re defective Meetinghouse W-2 
handsultch pull guides it pull guide covers Initially 
reported on 020604 Defective covers will be replaced & Gc 
procedure revised Also reportable per Part 21 

MILLS, L M Tennessee Valley Authority 03/01/28. O'REILLY. J P. 
Region 2. Office of Director 2pp 17007- 307 24X 

Fiche 50-390. 03/01/20, B30203049B 


6302140035 Third Interim deficiency rept re questionable patches of 
plastic cement mortar Initially reported on 02042? Util 
currently investigating methods to determine if safety 
factors for anchors acctp tab le. Next rept by 63042? 

MILLS, LM Tennessee Valley Authority 03/OI/2B 0 'REILLY, J. P. 

Region 2, Office of Director 2pp. 17141 160 24X 

Fiche 50-390,03/01/28,8302140030 


0302070339 Final deficiency rept re repacking Weetinghouee valves 
w/grafall packing Initially reported on 020607. Cor rec t valve 
packing procedures provided, Nonconformance determined not 
reportable per 10CFR50 53(e) 

MILLB.LM Tennessee Valley Authority 83/01/31 O'REILLY, J. P. 
Region 2, Office of Director 2pp. 17030 231. 24X 

Fiche 50-390,63/01/31,830207035? 


0302140071 Fourth interim deficiency rept re discrepancy in as-built ve 
as-analyxed piping sys. Ini tial 1 y reported on 810226. Unit 1 
review U drawing revs camp let#. Unit 2 rev* proceeding Next 
rept expected by 030701 

MILL8, L M Tennes*** Valley Authority 83/02/01 O'REILLY, J P 
Region 2, Office of Director 2pp. 17142 134. 24X 

Fiche 50-390,03/02/01,0302140071. 


6302140055 Supp 1 to finel deficiency rept re improper weld attachment 
of shearing lugs Initially reported on 901030. Completion 
date af corrective action* extended to 830215, 

MILLS, L M Tennessee Val ley Authority. 83/02/02 O'REIULY, J. P. 
Region 2. Office of Director ip. 17142.125. 24X 

Fiche 50-390,03/02/021030214003 5 


03O214QO39 Second interim deficiency rept re Incomplete or 
undocumented checking of analysis Initially reported on 
620313 Independent review to be performed far all improper 
reviews, Next rept expected by 630624 

MrUS.LM Tennessee Valley Authority 03/02/03 O'REILLY, JP 
Region 2, Office of Director. 2pp. 17142 120. 24X 

Fiche 50-390. 03/02/03, 0302140059 


0302140068 Second Interim deficiency rept re operating condition! used 
in piping anaLysle Initially reported on 020516 Samp ling 
program to determine scope & seriousness of problem 
established. Next rept expected by 630624. 

MILLS, L M Tennessee Valley Authority 83/02/03 O'REILLY, J. P. 
Region 2, Office of Director 2pp 17142 113 24X 

Fiche. 50-390. 83/02/03, 8302140068 


0302140054 Final deficiency rept re unlstrut clamps loaded in more than 
one direction Initially reported on 820708 Condition not 
reportable under 10CFR50. 3S(») 

MILLS, LM Tenntise* Vei ley Authority, 83/02/04. O'REILLY, J. P. 
Region 2, Office of Director. 2pj> 17140:109 24X 

Fiche 50-390, 03/02/04, 83021 40054. 


0302140129 First Interim deficiency rept re Improper overlapping 
arte lysis techniques Initially reported on 6 30 ill Terminal 
points ^conservatively overlapped using snubbsrsi thus 
stiffness not included in analysis Next rept by 030630. 

MILLB, L M Tennessee Valley Authority B3/02/04. O'REILLY, J. P. 
Region 2, Office of Director. 2pp 17141*204 24X 

Fiche: 50-390, 83/02/04, 8302140129 


0302140154 Final deficiency rept rt omission of some movement* in input 
to evaluate pipe interferences Initially reported an 020519. 

Const Spec W3C-912 revised re evaluation of pipe clearance*. 

Condition not reportable per 10CFR50. 35<* >. 

MILLS, LM Tennessee Valley Authority 63/02/04. □ 'REILLY, J. P 

Region 2, Office of Director 2pp. 17140*153 24X 

Fiche: 50-390, 83/02/04, 0302140154 


0302140043 PMO- 1 1-03-007* on 030204, uni den tl #i *d caller telephoned In 
bomb threat Identified device found near temporary bldg but 
contained no explosives Proper authorities notified & threat 
considered hoax. 

MC0V1RE, D R Region 2, Office of Director. 63/02/07. 2pp. 
17142*139 2 4X Fiche: 50-390, 33/02/07, 83021 40043. 


8302150051 Second Interim deficiency rept re failure to document 
certain piping analysis calculations Initially reported on 
020623 Review of analysis calculation packages to ensure 
proper docume ntation continuing Next rept due by 930630, 

M ILL8, L M Tennessee Velley Authority 83/02/07 O'REILLY, J P. 
Region. 2, Office of Director. 2pp. 17140.033 24X 

Fiche: 50-390, 93/02/07, 0302150051. 
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DOCKETED ITEMS 


3302130271 Fourth interim deficiency rept re error* in WERCO program 
distributed by AAA Technology Initially rep-orted on £2040? 

WERCO user* manual mad* controlled computer program 
document Next rapt due by B30422 

MILL0.L M. Tennessee Valley Authority 03/02/07 O'REILLY, J P 
Region 2, Office of Director 3pp 17140 320 24X 

Ficht 1 30-000* 03/02/07, 0302150271 


8302190160 Fifth interim deficiency rep t re foam seals in mechanical 
pipe sleeves Initially reported on 81 1204, Investigations 
continue to determine integrity of silicone foam seals. 

Procedures under development Next rtpt expected by 830624 
MILLS, L.M Tennessee Valley Authority 83/02/00 Q 'REILLY, J. P 
Region 2, Office of Director lp 17147 237 24X 

Fiche 30-390. 03 / 02 / 00 , 0302130160 


0302170336 Third interim deficiency rept t* grouted anchors 6 anchor 
bolt spacing violations Initially reported on 820928 
Evaluations to determine adequacy of anchorages in progress 
Next rep tr exp acted by 030624 

KILLS, L Mi Tennessee Valley Authority 83/02/08 0 'REILLY. J. P 

Region 2. Office of Director 2pp 17109 141. 24X 

Fi che; 30-390, 03/02/00, 9302170396 


8302230132 Final deficiency rept re inadequate OA program for masonry 
b loci wort. Initially reported on 820902. C on d i tian not 
reportable per 10CFR30 55<e», 

MILLS, L. M Tennessee Valley Authority 03/02/14. O'REILLY, J P 
Region 2. Office of Director 2pp, 17243 236 24X 

Fiehe 30-390, 03/02/14,8302230132 


8302230314 Final Deficiency Rept* 30-390/02-96 it 30-391/82-92 re 
interpretation of radiographic test film on welded pip* by 
BWEPCO Tub* Corp Initially reported on 821001 . Non c omp 1 1 anc* 
not reportable under 10CFR90 55(e). 

KILLS, L M Tennessee Valley Authority. 83/02/14 0 'RETLLY , J P 

Region 2, Office of Director. 3pp. 17237 2B2 24X 

Fiche 30-390, 83/02/14, S3022303t 4. 


8302230647 Final deficiency rept re installation of pipe support 
^/Inability to withstand thermal movement Initially reported 
on 830117 Pip# sleeve will he cut flush to walls. Hanger 
engineering k QC units will receive addl training 
MILLS, L M. Tennessee Val ley Authority 83/02/14, 0 'RETLLY, J P 

Region 2, Office of Director 2pp. 17248-333 24X 

Fiche* 30-390. 83/02/14, 0302230647. 


8302230160 Interim deficiency rept re incorrect use of Category I CL) 
supports on pipes near water chillers Initially reported on 
830117 Deficiency under 1 nva«t i gat Ion. Nex t rept expected by 
630506. 

MILLS, L. M Tennessee Valley Authority 83/02/16 O'REILLY, JP 
Region 2, Office of Director 2pp. 17245.044 24X 

Fiche. 50-390, 83/02/16, 8302230160 


0302280123 Third interim deficiency rept re auxiliary bldg platform 
design documentation Initially reported on 820426 Drawing 
Series 48N1210 platform* redesigned Next rept will be 
submitted by 830313. 

MILLS, L M. Tennessee Valley Authority. 83/02/16 O'REILLY, J P. 
Region 2, Office of Director. 2pp. 17307-202. 24X 

Fiche* 30-370, 83/02/16. 8302280123 


8302280163 First interim deficiency T*pt re failure to provide bolt 
tightening requirements, 1 nitlal ly reported on 830120, Design 
documents under review Plan for corrective action 
formulated. Next rept by 830621 

MILLS, L PL Tennessee Valley Authority 83/02/16 □ 'REILLY, J. P. 

Region 2. Off lee of Director. 2pp. 17303:361 24X 

Fiche. 30-390, 83/02/16, 8302200163 


8302280142 Final deficiency rept re failure to inspect stud welds an 
f lush-mounted embedded p late*. Ini t ial ly reported on 820912 
QCP 4.07-1 revised to Include Insp of welded equipment 
during Initial equipment setting. 

MILLSr L. K. Tennessee Valley Authority. 83/02/17. O'REILLY, J. P. 
Region 2, Office of Director. 2pp. 17306:085. 24X 

Fiche; 50-390, 03/02/17, 8302280142 


V Operator Examinations 


8301310203 Generic Ltr 03-06 to all power reactor 1 icensees, app licants 
for OLe.NSS vendors, reac tor vendors b AE re certificate* 

6 revised format for reactor operator it senior reactor 
operator licenses. 8vc list end 

EI8ENHUT, D, 0. Division of Licensing 89/01/31. Consolidated 
Edison Co. of New Yort, Inc. I4pp. 17347- 177. 24X 

Fiche- 00-000, 03/01/31 , 0301310203 


DOCKET 50-393 VIRQIL C BUMMER NUCLEAR STATION, UNIT 1 


A App 1 i cat ion/c on* true t i on stage documents 6 correspondence 


9302170011 Forwards audit repti on seismic & dynamic qualification of 
safety-related equipment Repts also available in PDR, 

BAGCHI, G Equipment Qualification Branch 83/02/02 NOONAN, V B 
Equipment Qualification Branch 3pp 17209 188 24X 

Fiche 90-000,83/02/02,8302170011 


— 8302170060 Trip rept of 901014-17 vie it to facility to review 
qualification methods, procedures 6 results for Seismic 
Category I mechanical 6 electrical equipment & supporting 
structure* 

HQFNAYEfi, C H Equipment Qualification Branch 81/02/04. 
R0SZT0C2V, Z, R. Equipment Qualification Branch 40pp 17203 277. 
24X rich# 50-000, 03/02/02, 830217001 1 


F Becurifcy, medical, emergency 6 fire protection plans 


8302010342 Forwards replacement sheets for Bafeguards Contingency Plan 
Sheets withheld (ref 10CFR7321) 

DIXON, 0 W. South Carolina Electric 6 Oat Co. 03/01/21 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 16973 012 
24X Fiche. 30-395,83/01/21,8302010342 


8301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL it holder* of CPs re regional workshop 
concerning 9uppl 1, NUREG-0737, "Raqui rement s for Emergency 
Response Capability * 3vc lift encl 

EISENHUT, DO. Division of Licensing 83/02/01 Consolidated 
Edison Co. of New York, Inc 1 1 pp 17221 226 24X 

Fiche 90-000,03/02/01,0301210340 


9302170390 Forwards Amend 9 to License NPF-12, safety evaluation t 
notice of issuance 6 availability Amend provide* for annual 
independent review of security plan 6 Implementing 
procedures 

ADENSAM, E 0 Licensing Branch 4 03/02/03 DIXON, 0 W South 

Carolina Electric U Gas Co 2pp 17199.267 24X 

Fiche 90-399,03/02/03,8302170398 


— B302170399 Amend 9 to License NPF-12, provid ing for annual Independent 
review of security plan 6 Implementing procedures 

AOENSAM, E 0 Licensing Branch 4 03/02/03 5pp 17199 269. 24X 

Fiche 50-399,83/02/03,0302170398. 


— 8302170401 Safety evaluation supporting Amend 9 to License NPF-12 

# Office of Nuclear Reactor Regulation, Director 83/02/03 2pp 
17193 274 24X Fiche 50-395,83/02/03,8302170398 


— 8307170402 Notice of issuance it availability Df Amend 9 to License 
NPF-12 

8TAHLE, C R Licensing Branch A 03/02/03 2pp 17195*276 24X 

Fiche 50-395,83/02/03,0302170398 


8302100317 Forwards Amend 9 6 replacement pages for physical security 
plan, per Generic Ltr 82-14 Amend it pages withheld 
<T*f 10CFR73. 21 > 

DIXON, 0 W South Carolina Electric it Ga* Co 83/02/04 DENTON, H R. 

Office of Nuclear Reactor Regulation, Director 2pp 17116 321. 

24X Ficho: 50-395, 83/02/04,0302100317 


8302130712 Forwards IE Safeguards Insp Rept 30-395/02-61 on 021227-30. 
No noncompl lance noted. 

DANCE, H C. Division of Project U Resident Programs 03/02/07. 

DIXON, 0. M South Carolina Electric 6 Qae Co 2pp 17153 026 24X 

Fiche. 50-395, 83/02/07, 8302 1 5071 2, 


— 6302150717 IE Safeguards Insp Rept 50-393/82-61 on 821227-30. No 
nqncompl iance noted Major areas inspected sit* orientation, 
review of security plan 6 implementing procedures 6 security 
organixat Jon/mg t. Details withheld (ref 10CFR73. 21 ) 

TILLMAN, A , STANSBERRY, w , MCGUIRE, D R, Division of Emergency 
Preparedness it Materials Safety. 83/02/04 lp. 17153-026. 24X 

Fiche, 30-395, 93/02/07,8302150712 


8302100090 Releases public version of revised radiation emergency 
p Ian 

FELTON, J. M, Division of Rule* and Records, 83/02/14, Document 
Management Branch, lp 17223:288, 24X FI c he. 50-395, 63/02/14, 

8302180090. 


— 0302180096 Forward* public version of R#v 9 to Radiation Emergency 
Plan EP-100. 

DIXON, G. W South Carolina Electric it Oas Cq. 83/01/28 

DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 

17223 289, 24X Fiche' 50-395, 83/02/14, 8302180090, 



DOCKETED ITEMS 


— B 3021 00099 Public version of Rev 9 to Radiation Emergency Plan EP-100 
BEALE. K E South Carolina Electric * Gas Co 83/01/20 23pp 
17223.291 24X Fiche 50-395,83/02/14.0302100090 


J Insurance % indemnity information 


8302090237 Forward 1 Amend 2 to Indemnity Agreement B-B6 adding MAELU 
Pol leg HP- 100 

DIX0N#0 W South Carolina Electric & Oat Co 82/0B/18 DINTIZ,1.P 
Office of State Programs. Director 2pp 17057 107 24X 

F l cite • 50-393, 02/08/18, 0302000237 


P Operating license stage documents & correspondence 


8302030392 Forward* Rev 4 to “General Procedure for Inservice Testing 
of Pumps, 11 first interval imp program 

DIXON# O W South Carolina Electric * Gas Co 83/01/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 17005.294. 
24X Pic he 30-395,03/01/27,0302030392 


—8302170399 Amend 9 to License NPF-12* provl d ing for annual Independen 
review of security plan & implementing procedures 

A DENS AM, E 0 Licensing Branch 4 93/02/03. 5pj> 17199*269. 24 

F i c U e 30-393, 93/02/03. 8302 170399 


— 8302170401 Safety evaluation supporting Amend 9 to Llcenee NPF-12, 

* Office of Nuclear Reactor Regulation, Director 63/02/03 2pp 
17193 274 24X Ptcha 50-393.83/02/03.8302170398 


— 0302170402 Notice of issuance 8, availability of Amend 9 to License 
NPF-12 

STAHLE.CR Licensing Branch 4 83/02/03. 2pp 17193-276 24X 

Fiche 30-393,03/02/03,0302170390 


8302160034 Forwards Amend 10 Vo Llcanae NPF-12, safety evaluation Sc 
notice af issuance & availability Amend changes Tech Space 
re EBF actuation sys instrumentation 

ADEN9AM, E. 0 Licensing Branch 4 63/02/04. DIXON, 0. W South 

Carolina Electric & Oat Co. 2pp 17170 341 24X 

Fiche 30-393, 83/02/04, 8302 1 6003 4 


-0302030399 Rev 4 to ''General Procedure for Inservlce Testing of 
Pumps. " 

TUSXETT, J South Carolina Electric * Gas Co 83/01/13 27pp 
170 03 297 24 X Fiche 30-395,83/01/27,8302030392 


— 0302160041 Amend 10 to License NPF-12, c hang lng Tech Specs re EflF 
actuation sys instrumentation 

ADEN8AM, E 0 Licensing Branch 4. 83/02/04. 6pp. 17170.348 2* 

Fiche: 50-39 9, 83/02/04 ,8302160 034 


6302070594 Application far amend to License NPF-12, requesting extended 
operation of facility in excess of 2,000 h Proprietary 
i< nonproprietary "VC Summer Interim Power Operation 
Evaluation Rept" enc 1, Proprietary rept withheld 

DIXON, 0. U South Carolina Electric & Gas Co 83/01/31. DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp. 17033 233 
24X Fiche 30-395,03/01/31,0302070394 


— 03020705)99 Application for withholding proprietary SOP-9 2-3QQ9R. “VC 
Summer Station Interim Power Operation Evaluation Rept." 

Affidavit end. 

WIE6EMANN,R A Meetinghouse Electric Corp 83/01/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Bpp 17038 236 
24X Fiche - 30-393, 83/01 /31 , 0302070394 


— 8302070602 Nonproprietary "VC Summer Station Interim Power Operation 
Evaluation Rept “ 

* Meetinghouse Electric Corp 8GF-9, 2-3009R 03/01/31. 9pp 

17033 244 , 24X Fiche 50-393, 03/01/31, 8302070394 


0302040361 Forwards rev to FSAR Section 13 2 2 6 t. 3 re licensed 
operator requal if icetlcn tr*ining,p«r 10CFR30 54(i>. 

Approval requested 

DIXON. O W South Carolina Electric fc Gas Co 03/02/01 DENTON, H R 
Office of Nuclear Reector Regulation, Director 4pp. 17010 271. 
24K Fiche- 50-395, 03/02/01 , 8302040361 


8302100223 Forwards "Seismic Confirmatory Program, VC Summer Nuclear 
Station Unit t, " containing results of experimental phase, 
per License Condition 2 C 23 

DIXON, 0 W South Carolina Electric 4. Gas Co 83/02/01 DENTON. H R 
Office of Nuclear Reactor Regulation, Director. Ip 17110 190. 

24X Fiche, 30-393, 83/02/01, 8302100223 


— 8302160046 Safety evaluation supporting Amend 10 to License NPF-12 
a Office of Nuclear Reactor Regulation, Director 83/02/04 3pt 
17170 349. 24 X Fich* 50-393,03/02/04,0302160034. 


—8302160051 Notice of issuance Sc availability of Amend 10 to License 
NPF-12. 

ADENQAM, E. 0 Licensing Branch 4 83/02/04. 4pp 17170 332 2- 

Fiche 50-39 5,03/02/04,8302160034 


8302000295 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for OL t holders of CP for C-E PWRs re review of 
C-E Owner* Group emergency procedures guideline program Bvc 
list end. 

ElSENHOTiD.O Division of Licensing 83/02/08 Consolidated 
Edison Co of New YoTk, Inc. llpp 17290:247 . 24X 

Fleh* 50*000, 83/02/00, 8302080295 


8302080304 Generic Ltr 83-11 to all operating reactor licensees re 
licensee qualification for performing safety analysis in 
support of licensing actions, Ab i 1 i ty to use code must be 
demons trated fay vendor or licensee. Svc list end 
EI8ENHUT, D G Division of Licensing 83/02/08 Consolidated 
Edison Co. of New York, Inc 9pp 17234 234 24X 

Fich*' 30-000, 83/02/09, 8302000304 


8302090085 Generic Ltr 63-10D to all licensees w/West Inghouse design# 
NESS (except Yankee Atomic Electric Col re resolution of 
TMI Action Item II, K 3 5, “Automatic Trip of Reactor Coolant 
Pumps " Bvc list end. 

EI8ENHUT, D 0, Civilian of Licensing. 83/02/08. Southern 
California Edison Co 3lpp 17 290; 262 24X Fiche. 50-000. 63/02/08 

0302090085 


— 8302100226 "Seismic Confirmatory Program, VC 8ummer Nuclear Station Unit 
1. *' 

e South Carolina Electric It Q«* Co 83/02/28. 203pp. 17110:191 

24X Fiche- 50-395, 03/02/01, 0302100223. 


0302100512 Board Notification 83-il forward* info indicating onset of 
increased turbulence fc acceleration of tube wear occurring 
at feed flow rate* of 50% for Model D/2 6 D/3 steam 
generators 6 at 70X for Model D/4 & D/3 staam generators 
NOVAK, ?. M Assistant Director for Licensing. 83/02/03. Atomic 
Safety and Licensing Board Panel 6pp 17143:293. 24X 

Fiche- 30-000, 83/02/03, 8302 1003 1 2 


0302230432 Submits description of proposed mods to West inghous# Steam 
Generator Model D-3, per License Condition 2. C 14. Mod 
summartied in "Wsitlnghouse Preheat 9t«am-Qeniratar-P2/D3 
Design Mod Evaluation Package, " Dec 1962 L addenda, 

DIXON, 0 W South Carolina Electric U Gas Co 83/02/14 DENTON, N, 
Office of Nuclear Reactor Regulation. Director, Bpp, 17246:160 
24X Fiche 50-395, 03/02/14, 8302230432 


8302220244 Informs that 830120 request for Tech Spec change should ba 
Action Statement 21 of Item 86 not statement 14. 

DIXON, 0 W. South Carolina Electric L Gas Co 03/02/15. DENTON, H 
Office of Nuclear Reactor Regulation, Director. 2pp. 17230:132. 
24X Fiche 50-395,83/02/15,8302220244. 


—8302100522 Summary of 620219 meeting w/QRNL, ANL, TX Utils Generating Co, 
SC Electric 6 Gas Co# West Inghouse, TVA * representatives of 
Swedish nuclear power plant 6 Krifco in Bethesda,MD re 
accelerated tube wear on Model D steam generators, 

CHESTNUT, 0. H Li coming Branch 1, 62/03/15 YOUNGBLOOD, B , J. 

Licensing Branch 1. 46pp. 17143' 298 24X Fiche, AO-OOQ, 03/02/03, 

8302100312 


0302170390 Forwards Amend 9 to License NPF-12, saf sty tveluation * 
notice of issuance k aval lability, Amend provides for annual 
independent review of security plan U implementing 
procedures. 

A DENS AM, E 0. Licensing Branch 4 83/02/03. DIXON, 0, W, South 

Carolina Electric * Gas Co. 2pp 17193.26 7. 24X 

Fiche. 50-393, 03/02/03, 8302170390. 


8302230381 Requests relief from ASHE Section XI re hydrostatic teetlr 
requirements for feedwater sys Steam generator & feedwater 
piping mod* described in util 830214 ltr tentatively 
scheduled to begin 630308 Details of relief request enc 1 
DIXON, 0 W South Carolina El ic trie * Gas Co. 03/02/10. DENTON# H, 
Office of Nuclsar Reactor Regulation, Director, 9pp, 17246 124. 
24X Fiche. 50-393, 83/02/10, 0302230301. 


0 Inspection report*# IE Bulletins L correspondence 


0302150649 Responds to IE Bulletin 92-04, “Deficiencies in Primary 
Containment Electrical Penetration Assemblies H No 
Bunlter-Ramo electrical penetration assemblies need or 
planned for use at facility 

DIXON# Q. W. South Carolina Electric fc Gas Co. 83/01/03. 

0 'REILLY, J P. Rsgion 2, Office of Director. Ip. 17130*350. 24 X 

Fiche: GO-39'5, 63/01/03,0302150649 
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docketed items 


8218060336 IE Info Notic* 83-01. "R«*| Klllnr. Inc " |**J JJJ! 1 

Jordan. E L Division of Emergency Preparedness ft Engineering 

«s-aiSS:iRia.a.AB 


6302030392 Forward* Rev 4 to "General Procedure for In»*rvic* Ta»tin fl 
of pump*. w first Interval in*p program ar.„n/a* neuTfiN,Nn 

DIXON. Q W South Carolina Electric ft D*s Co 03/01/27 17009>a9 4 
Qffic* of Nircliar Reactor Regulation, Director 3pp 17003 2V4 
24X Fiche: 30-395, 83/01/27, 0302030392 


0302030396 Rev 4 to "General Procedure for Intervic* Meeting of 


PWfpt *' 
TUSKETT, J 
17003 297 


South Carolina Electric Sc Oa* Co B3/01/13 S7pp 
24Jt Rich* 30-395. 63/0l/27f 0302030392 


0 Reportable occurrence*. in?* ft uUtod cor roipondonco 


0302010111 Forward* LFR 02-062/001-0 Detailed event analysis gn c I 
DIXON- 0 U South Carolina hlectilc ft 0<»* Co 03/01/19 
0 ' RE II LY, J P R* o 1 on J. tiff lea of 1)1 roc tor 2p p 16974 000 24* 

Flch# 30-394, 03/01 /| 9. 030201011 1 


—0303010120 LEI? 02-O62/O3L -0 on 021220. « el *mi c suM tch YM-1702 found tp 
hav# oul-of-tol#rance ti ip point qn tran»v*r«# #an»or 
Cau»*d by setpoint drift on hoiiranlel t, antverse sensor 
Switch calitir & returned to »vc 

MCKINNEY, C J flouth Carolina Electric ft 9e» Co 03/01/19 
Ration 2, Office of Director Ip 16974 002 24X 

Rich* 30-390,03/01/19,0302010111 


■"Limit argue M0BC»H1DC' H2DC ft HI3DC 


8212060360 IE Info Notice 03-02, 

Oearhrad*. " Svc list *ncl. . _ . . 

JORDAN, E.L Plvliton of Emergency Preparedness ft Enginaarinj 
fletpo-nie (Post 830103) 03/01/28 Con *c 1 1 data d Editon Co 

York, I no 109pp. 17144 001 


of New 

24X FicSt: 50-000. 93/01/20, 021 2060360 


8212060361 IE Info Notice 03-03. "Calihr of Liquid Level Instruments 
five lift end* , . , * „ 

JORDAN, E L Division of Emergency Preparedness h Eng near lng 
Response (Post 030103) 93/01/20 Con* o Ud* t ad Ed 1 son Co of New 

York, Ire 1 lOpp 17074-095. 24X Fiche 50-000103/01/28.0212060361 


0302010139 Forward* LER £)2~063/03L-0 Da tall ad event analysis fT ) f ) 
OfXOfftfl W Houth Carolina Electric 6 Oat Co 03/01/19 
0 'REILLY, J P Rag 1 on 2, Offic* of Director 2pp 16974 067 24K 

Rich# 50-393, OJ/Oi/i?, Q30P010IJ9 


— 0302010162 L ER 02-063/031-0 on 021220, 1 sotop it Iodine analytl* not 
performed within 6 h after plant want from 3X to 21'/ 
thermal power within 1 h Caused by failure to notify 
Chemistry Dept to perform analysis Procedure developed 
FfElDfLH C South Carolina Electric. ft Oat Co D3/01/19 H*4Ur 
2, Office of Director Ip 16974 069 24X riche 50-395,93/01/19, 

0302010139 


030815063? Inform* that info necessary to r#«olva ovar^P criteria 
Ittu* par IE BwIIatin 79-14 ratcbidulad for completion by 
830228 dua to mor* axtenilve affprt required by contractor. 

Final rapt expected by 830304 

DIXON.O.W South Carolina Electric h Ga* Co. 03/01/28 
O'REILLY, J P Region 2, Office of Director. Ip 17150,334 24K 

Flch*: 30-393, 83/01/20,0302150639 


0302150712 Forward* IE Bafeguard* Jn*p Reft 50-395/02-61 on 021227-30 
No none timpl lane* noted. 

DANCE, H c. Division of Project ft RetJdenfc Programs B3/02/D7 

DtXON,a. W. South Carolina Electric ft Qai Co, 2pp. 17153 " 026 24 X 

Ftche . 50-395, 83/02/07. 8302150712 


0302010374 Forward* Lm 02-069/001.-0 Detailed event analyti* enel, 
DIXON. 0 W Oouth Carolina LlaCtrlc ft Oat Co 03/01/21, 

O'REILLY, JR Region 2, Office of Director 3pp J 6970 295 24* 

Tiche 50 399* 03/01/21,03020103/4 


—0302010370 LER U2-065/03L* 0 on (12 1222 , electrical pouer l(j»t to Train A 
radiation monitoring *y« During Investigation of lott of 
power, malnt partotmel accidently thort circuited Train D 
CauMd by blown power futei due to partonnel error, 

FIFLD8.MC South Carolina Flectric ft Oa* Co. 03/01/21 Region 
2, Office of Director ip 169/3 290 24X TUhe 30-395, Q3/Q1/2I. 

0302010374 


— 0302150717 IE Safeguard* In«p Rept 50-399/82-At on 821827-30, No 
nonca/rpl ianct noted Najor area* ln*p • ct*d , *1 te oriantation, 
review of wcurity plan ft imp 1 «ment ihg procadure* ft security 
oryanUatlon/agt Datalli withheld <rtf 10CFR73, 21) 

TILLMAN. A. , STANSfiCFRY, W , MCOUIREi D. R Division of Emergency 
Preparsdnesi ft Material* Safety 83/02/04. Ip. 17153 020 24X 

Fiche: 50-395, 83/02/07, 0302150712 


0212060363 IE Info Notice 83^04, ''Failure of Elms Power Supply Unit* " 
Svc list end 

JORDAN, E L Division of Emergancy Preparedness ft Engineering 
Response (Past 830103). 83/02/10 Consolidated EdUon Co Of New 

York, Inc 1 top p. 17347 191 24X Fich# 50-000, 83/02/10, 821 2060363 


8212060365 IE Info Notice 03-05. "Obtaining Approval for Disposing pf 
Very Lou Level Radwasbe - 10CFR20 302 n Svc list end 
JORDAN. E L, Division of Fmergancy Preparedness ft Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co. of New 

York, Inc. Ulpp. 17347 058. 24X Flche * 50-000, 03/02/24. 821 2060365 


0212060366 IE Info Notice 83-06, "Nonidenti cal Replacement Pert* 11 
8vc list *ncl , 

JORDAN, E L. Divislan of Emergency Preparednes* ft Engineering 
Response CPost 030103) 03/02/24. Con«olldated Edison Co of New 

York, InQ 112 pp, i736i 140. 24X F l c h* 1 50-000. 03/02/24, 821 20603*6 


0302010904 Forward* LER 02- 064/03U-0 Detailed event anelyti* »hcl 
DIXON, 0 W South Cirolioa Electric ft Oae Co 03/OJ/2J 
□ 'REILLY. J, P, Region^, Office of Director 2pp i 6970- 167 24* 

TUhe 50-399, 03/01/21,030201051)4 


--8302010591 LFR 02-O64/O3L '0 on 021223. hue lear sampling »y» velvi* 
9390A (8) failed to close within required isolation time 
identified in 8urv*ill«nc* Requirement 4643 Caused by 
crud buildup on vslve seats Crud buildup dislodged 
HCKINNCY, C J flouth Caroline llectric ft Oas Co 83/01/21 
Region 2. Office of Director Ip 169/0 169 24V 

riche, 50*399,03/01/21, 0302010904 


0302010199 Forward* lER 02-O66/O3L-O Detailed event analysis end 
DIXON, 0 0 Qouth Carolina Flectric ft Oat Co 03/01/29 
Q'RElU.YrJ P Region 2, Office of Director 3pp 16974 076 24X 

flch#, 30-390. 03/01/25, Ov)O20!Ot9D 


—0302010165 LED 02-066/03L- 0 on 021226, dor ing Mode 1 operation, nector 
bldg lump leakage detection sys declared Inoperable when 
high level alarm remained In alarm state. Caused by failure 
of capacitance level detection sye, 6yg recalibr 
MCKINNEY, C, J South Carolina Uectric ft 0*s Co 03/01/25 
Region 2. Office of Director ip 16974 079 24X 

Fiche 1 BO-399, 03/Ol/an, 0302010195 


R periodic operating reports ft related correspondence 


8302150132 Forwards monthly operating rapt for Jan 1983 

DIXON, O W South Carolina Electric ft Cat Co 83/02/10 Office of 

Resource Management. Director lp 17140:011 24 X 

Fiche* 50-399. 03/02/10* 8302150132. 


— 0303150136 Honthly operating rapt for Jan 1983. 

TAYLOR r 0. J Bout* Carolina Electric ft Gat Co, 03/OQ/lO 4pp. 

17140' 012. 24X Fiche: 50-395, 03/02/ io, 0302190132 


0302250437 Forward* Technical flept 82-2, “Seiemic Activity Near VC 
Summer Nuclea r etation for Period Apr-June 1902." 

DIXON, 0 W. South Carolina Electric ft Oas Co 03/02/22. 0ENT0N, H R 
Office of Nuclear Reactor Regulation, Director lp, 17297 001 
34 X Fich*: 90-395, 83/02/22, 83022 50437. 


0002070301 Forwards LFR 03-001 /OlT-0, Do U< led event Analysis >nel 
DlXDNrO If. South Carolina Electric ft Oas Co 03/02/01 
0'flEIU.Y, J P, Region 2, Office of Director 4pp 17030 033 24X 

Fiche: 90-395, 03/02/01, 0302070301 


■03020703Q3 UER 03-OOI/O1T *0 on 03OU9, w/pUnt in Mode i, three 
refueling water itoraga tank leval transmitter* failed high 
Caused by fraren instrument line* transmitters thawed, 
Insulated ends will he installed. 

HCKINNCY, C J, 8oUth Carolina Electric ft Oas Co 83/02/01. 
Region 2, Office of Director Ip 17030 036 24X 

Fiche 30-399, 03/02/01, 0002070301 


8302190696 Forward* LCR 83-002/03L-0 Detailed svent analysis sncl 
DfXON.iJW South Carolina Electric ft Oa* Co 83/02/03 
O'REILLY, JP Region 2, Office of Director »pp 17194 092. ?+< 

Fiche 90-393, 03/02/03 . 0302130696 


■8302230442 "Seismic Activity Near VC aummsr Nuclear Station for 
Period Apr-Jgne 1982 u 

TAU4AN1, P. South Carolina, Utllv. of, 82-2. H3/02/22. 19pp. 

17297:002. 24X Fiche j 8 0-39S, 83/02/22,0302250437 


—0302190666 l.ER 83**O02/O3L-O. on 030109, while in Mode l.mein pl«nb vmt 
exhaust sys flow rate indication failed low Caused by 
corrosion on either fuss block or card edge connector of 
miHng amplifier circuit board Circuit board cleaned 
MCKINNEY. C J South Carolina Electric ft Oas Co 83/02/03 
Region 2. Office of Director tp 17154 094 Z4X 
rich* 50-398, 83/02/03, 83021 50696 
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8302150215 Forward* LER 83-004/03L-0 Detailed event analysis encl 
DIXON, a W South Carolina Electric L Gas Co 03/02/07 
D 'RETLLY, J P Region 2< Office of Director 2pp 17149 262 24X 

Flchi, 30-395. 83/02/07. 0302150215 


— 0302150223 LER 03-OO4/O3L-O on 030109. spuri ou* inadequate core cooling 
alarms received on Channel Q of RC8 subcooling margin 
monitor Cause unknown Channel & * y * re-energized on 030110 & 
channel returned to sve on 030111 

MCKINNEY, C J South Carolina Electric «< Oat Co 03/02/07 
Raglan 2, Office of Director Lp 17149 264 24X 

Flche 50-395,03/02/07.0302150213 


0302040069 Forwards Suppl 3 to "Eng inetr 1 r>g Evaluation of WNP-2 
Sacrificial Shield Wall *' Rapt closes all previous Item* S, 
discusses work performed to complete programs outlined in 
original rept 

MATLOCK, R 0 Washington Public Power Supply By stem 03/01/23 
ENOELKEN, R H Region 3, Office of Director 2pp 17020 154 24X 

Flche 50-397, 83/01/23. 0302040069 


—0302040102 Suppl 3 to "Engineering Evaluation of WPPB Unit 2 
Bacrificial Shield Wall 

* Washington Public Power Supply Byitem. 83/01/25 27pp 
17020 156 24X Fiche 50-397.83/01/25,0302040069 


G3021 30613 Forwards LER 63-003/03L-0 Detailed event analysis encl. 
DIXON, O W South Carolina Electric L Oat Co 83/02/07 
□'REILLY, J P Region 2, Office of Director 3pp 17151 31 1 24X 

Fiche- 50-395. 03/02/07. 8302150613 


—8302150624 LER 83-003/03L-0 on 830108 U 20, main control hoard 
indication for steam generator A feedwater flow IFI-477 
failed law Caused by high Instrument cabinet temp Power 
supply card replaced recalibr 

FIELDS, H C South Carolina Electric * Gas Co 03/02/07 Region 

2, Office of Director lp 17151 314 24X Fich e - 50-395. 83/02/07, 

0302150613 


—0302040110 Forwards "Eng i near 1 ng Evaluation of WPPB Unit 2 Bacrifie 
Shield Wall," constituting util corrective action plan 
W/o encl 

RENBERQER, D L Washington Public Power Supply System 80/QB/01. 
ENGELKEN, R H Region 5, Office of Director 2pp. 17020 103 2 

Fiche 50-397. 03/01/25, 8302040069 


— 0302040128 Forwards suppl to “Engineering Evaluation of WPPB Unit 2 
Sacrificial Shield Wall “ Suppl responds to questions raised 
In 000806 meeting W/o encl 

RENbergeR. D„ L Washington Public Fawe*r Supply System 80/0B720 
ENOELKEN, R H Region 5, Office of Director 2pp 17020 185 2 

Flche 50-397,03/01/25.0302040069 


3302150504 Forwards LER 83-005/03L-0 Detailed event analysli encl 
»IXQM*Q W South Carolina Electric 8< Gas Co 03/02/09 
O'REILLY, JP Region 2, Office of Director 2pp 17156 119 24X 

Flche 50-395. 03/02/09,8302150504 


—0302150595 LEr 83-005/03L-0 on 8301 12, whll » in Mode 1, f ire detector 
ian« DDD in «vc water pumphouse failed to reset when 
performing operational test Caused by grounded smoke 
detector Ground cleared after head installed properly. 

MCKINNEY- C, J South Carolina Electric 6 Gas Co 83/02/09 
Region 2- Office of Director lp 17136 121 24X 

Fiche 50-395, 03/02/09, 83021 50594 


8302170241 Forwards LER 03-OO6/O3L-O Detailed event analysis encl. 
DIXON. 0 W South Carolina Electric $< Gas Co 03/02/10 
O'REILLY. JP Region 2. Office of Director 3pp. 17107 097 24X 

Fiche: 50-395, 83/02/10, 0302170241. 


—0302170244 LER 83-006/03L-0 on 030113, while in Mode 1 . pos t-ac c iden t 
hydrogen analyzer A declared inoperable Caused by sscesslve 
heat damage to wiring & detector cell falling to adequately 
Insulate cover Covar, da tector cell & wiring replaced 
HCKINNEY, C j, South Carolina Electric & Gas Co 83/02/10 
Region 2, Office of Director lp 17107.100, 24X 

Fiche 50-395,03/02/10,8302170241 


0302280196 Forwards LER 83-007/03L-0 Detailed event analysis end 
DIXON, 0 W South Carolina Electric & Gas Co 83/02/17 
□ 'REILLY* J, P Region 2, Office of Director 3pp 17306 063 24X 

Flche. 30-395, 83/02/17,0302280196. 


—0302280190 LER B3-007/03L-0 on 830124,97, discrepancy found between main 
control board fc control room evacuation panel (CREP) 
indication for pressurized relief tank level.Caused by 
Instrument drift, CREP calibr & returned to sve 
MCKINNEY, C, J South Carolina Electric & Gas Co 83/02/17, 

Region 2, Office of Director lp 17306 066. 24X 

Flche- 50-395, 83/02/17, 8302280196 


V. Operator Examinations 


8302020033 Requests response to 021223 request for addl info re fuel 
rod corrosion measures be withheld per 10CFR2 790 
DOUCHE YV G D Washington Public Power Supply System 03/01/26. 
BCHWENCER,A Licensing Branch 2 2pp 17004 331 24X 

Fich* 50-397,83/01/26,8302020033 


8302230374 Forwards final suppl to 800001 ''Engineer ing 
SacTiflcial Shield Wall," closing all previous items 
providing discussion of work performed to complete 
previously outlined programs in Aug 1900 rept 
BOUCHEY, O D Washington Public Power Supply System. 
SCHUENCER. A Licensing Branch 2 2pp 17248095 
Flche* 50-397, 03/01/26,0302230374 


Evaluation of 
L 


03/01/26. 

24X 


— 0302230303 "Engineering Evaluation of Sacrificial Bhield Mall," fir 
suppl, 

a Washington Public Power Supply System 83/01/26 27pp 
17248 097 24 X Flche 50-397,03/01/26,0302230374 


0302230203 Responds to NRC 021209 request for addl info re 
qualification of safety-related electrical equipment Item 
10 re environ qualification of mechanical equipment to 
be addressed w/electrlcal equipment during audit 
□DUG HEY , 0 D Washington Public Power Supply System 03/01/31, 

BCHWENCER, A Licensing Branch 2. 75pp 1 7242*102. 24X 

Fiche 30-397,03/01/31.0302230205 


8302090300 Requests concurrence in delaying control room chiller 
installation until 04033! Control room can be maintained 
under all accident conditions if Seismic Category I standby 
sve water syi left installed as backup for radwamt* Chiller 
001/CHEY. G D Washington Public Power Supply System 83/02/01 
SCHWENC ER, A Licensing Branch 2 lp, 17067 021 24X 

Fiche 50-397,83/02/01.0302090308 


8302100137 Notification of 830209 meeting w/util in Bethesda,MD to 
discuss proposed operational GA procedures 

AULIJCK, R Licensing Branch 2 03/02/04 BCHWENCER, A Licensing 

Branch 2. 3p p 17134 202 24 X Fiche 50-397,83/02/04,0302100137. 


0301310203 Qsntrlc Ltr 03-06 to all power reactor ii censees, app iicants 
for OLirhfSS Vendors, reactor vendors 4- AE re certificate* 

& revised format for reactor operator & senior reactor 
operator licenses Sve list encl 

EI0ENHUT, DO Division of Licensing 83/01/31 Consolidated 
Edison Co, of New York, Inc I4pp 17347 177 24X 

Fiche 50-000,83/01/31,8301310203 


8302000293 Generic Ltr 03-09 to a 1 1 operating reactor licensees* 
applicant* for OL L holders of CP for C-E PWR» re review of 
C-E Owners Group emergency procedures guideline program Sve 
list »nc 1 

EI0ENHUT, D 0 Division of Licensing 83/02/00 Consolidated 
Edison Co of New York, Inc. 1 ipp 17290 247. 24X 

Flche 50-000,03/02/00,8302000295 


8302290479 Forwards info re plans for current J, future operator license 
• cams* In response to 030111 Generic Ltr 03-01, 

DIXON* 0 W South Carolina Electric L Gas Co. 83/02/22 DENTON, H R. 

Office of Nuclear Reactor Regulation, Director. 4pp 17309:226. 

24X Fiche: 50-393, 83/02/22, 8302200479, 


0302080301 Generic Ltr 83-05 to BUR licensees of operating reactors 
(except LACBWR), applicants for OL 6. holders Of CP re 8ER of 
"Emergency Procedure Guide L Ines, Rev 2," NEDO-24934* June 
1902 Guidelines acceptable Sve list encl 

ElSENHUT.D 0 Division of Licensing B3/02/0B Commonwealth 

Edison Co. 6pp. 17234 249. 24X Fiche 50-000,03/02/08,8302080301 


DOCKET 50-397 WPFS8 NUCLEAR PROJECT, UNIT 2 
A Application/construction stage documents L correspondence 


8302140189 Notification, of 8302 1 5-17 maetingi w/utll & EOfcO in 
RlehlandrWA to discus* environ equipment qua! i f i cat ion 
aud it 

AULlfCK, R. Licensing Branch 2 83/02/08 SCHUENCER, A. Lfcmslnc 

Branch 2 4p p . 17145*316 24X FI ch •• 50-397, 83/02/00* ©30214 0189 


8302090366 Forwards evaluation of containment pressure boundary matl 
compliance u/ODC 51 Evaluation justifies revising NRC lowest 
sve metal temp values 

BOUCHEY, 0. D Washington Public Power Supply System. 83/01/18, 
9CHWENCER.A Office of Nuclear Reactor Regulation, Director ilpp 
17070*812. 24X Fich a: 50-397, 03/01/18, 8302090366 
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83Q213016? Advi ten of necessity o f capping three downcomers to 
eliminate LOC A jet load* on ECCB auction piping in wotweil 
Capping will bo aecomp 1 isherf by welding i/4-itKh plate to 
gat do f 1 actor 

DOUCHED 0 D Washington Public Power Supply System 03/02/08 
BCHWENCER,A. Licensing Branch 2 lp 17147.162. 24X 

Fiche: 50-397, 83/02/00, 03021 5Q1 89 


8302190597 Foruardi addl info re containment out-of-roundnes* of shell 
pl«ta« par util 621208 ltr* in response to K.C Leu question* 

BOUCHEY, G. D Washington Public Power Supply Bystem 83/02/00 
8CHWEN-CER, A, Licensing Branch 2 60pp 17136 020 24X 

Ficha- 50-397, 83/02/08, 8302150997. 


8302190637 Forward* corrected Page 2 of 830118 evaluation -of 
containment pressure boundary mail* re QDC 51 , c prrec ting 
typographical error 

BDUCHEYrQ. D, Washington Public Power Supply Syetem B3/02/08. 
8CHWENCER, A Licensing Branch 2 2pp. 17130*344 24 X 

Fiche.: 50-397, 03/62/08, 8302190637 


0302170391 Discusses actions taken re quali f i cat! on of Rayc bem-FI amtrol 
Cables par 821210 Itr , Roc e iving 6 test rep t*» sh ipp ing 
notices t interview notes reviewed Application of cable from 
subg reel researched. 

B DUCKET, 0 D Washington Public Power Supply System 83/02/10 

DEYOUNG, R, C Director's Office, Office of Inspection and 

Enforcement 3pp. 17183 349 24X Fiche 90-397,83/02/10,8302170391 


8302230521 Requests written confirmation of teleon u/RH Nelson, R Auluck 
& R Olardina that beckfitting of diesel generators u/alr 
dryers by first refueling outage acceptable 

BOUCHEY, G.P. Washington Public Power Supply System 83/02/14 
B-CHWEN-CEft, A. Licensing Branch 2. 2pp 17297.241 24X 

Fiche: 50-397, 83/02/14, 8302230921. 


0302250051 Notification of 630224 meeting u/u til in BethesdaiHD to 
discuss Internally generated missiles 

AULUCK, R Licensing Branch 2, 33/02/16 6CHWENCER, A Licensing 

Branch 2. 3p p 17303 004. 24 X Fiche 50-397,83/02/16,6302230051 


6302290062 Notification of 830306 meeting w/util In Be thesde, MD tp 
discuss estimated plant completion date 

AULUCK, fl Licensing Branch 2. 63/02/17 8CWWENCER, A Licensing 

Branch 2. 3pp 17303001 24X Fiche 90-397,93/02/17,0302290062 


F, Security, medical, emergency fc fire protection, plans 


0302030346 Forwards Rev 1 to, "Hanford Site Evacuation Time Assessment 
Study. H Study provides technical basis for info- included in 
emergency preparedness plan 

BOUCHEY, © D. Washington Public Power Supply System 83/01/18 
SCIJHENCEftrA Licensing Branch 2. lp 17006,001 24X 

Fiche: 50-397, 83/01/16, 9302030346, 


— 8302030351 Rev 1 to, "Hanford Site Evacuation Time Assessment Study, " 
HOOLE, R. D. Washington Public Power Supply By item 82/09/30 
104pp. 17006:002 24X Fiche 90-397,03/01/18,0302030346 


8302230366 Forwards proposed mods to restricted area boundary, per 
830120 teleon Nods to be Incorporated into F8AR Amend 29. 
BOUCHEY lO D Washington Public Power Supply By stem. 83/01/27. 
8CHWENCER, A, Licensing Branch 2 2pp 17246- 271. 24X 

Fiche 90-397, 83/01/27, 9302230386. 


03P 12103 40 Generic Ltr 83-04 ta a|) licensees of operating reactors, 
applicants for OL fc holders of CPs re regional workshop 
concerning 8vppl 1, NUREG-0737, "Requirements for Emergency 
Response Capability." flve list end, 

EI9ENHUT, 0 O Division of Licensing 63/02/01, Consolidated 
Edison Co of Nsu York, Inc. Upp 17221 226. 24X 

Fiche. 50-000, 83/02/01,9301210340. 


8302290020 Notification of 830322-23 meetings w/Oage-Babcock Assoc Sc 
util in Rich l and, NA to discuss site audit far fire 
protection sys. Agenda end. 

AULUCK, R Licensing Branch 2 63/02/16. 5CHWENCER , A Licensing 

Branch 2. Spp, 17302*304. 24X Fiche, 50-397,03/02/16, 8302230020. 


Q. Adjudicatory correspondence 


8302240307 Memorandum & order denying Coalition for Bale Power 920222 
petition to intervene Sc request for hearing 4 dismissing 
proceeding. Opal ition failed to pertic uleri i e or support 
contention. 

HARBOUR, J. , BRIGHT, 0. 0. , GROSSMAN, H. Atomic Safety and Licensing 
Board Panel. 83/02/22. Coalition for Safe Power. 7pp. 

17274:011. 24X Fiche: 50-397, 83/02/22, 83022 40307. 


H. General correspondence 


8302060024 Appeals denial of FOIA request for SECY-82-377 8, 

SECY- B2-377A, "Hearing Requests on Extension of Const 
Completion Dates for WPPBS U S u k "Minor Revs to 
SECY-82-377, 11 respectively 

NEWMAN, K A Deb evoise fc Liberman 82/11/09 CHILK,8J Office of 
the Secretary of the Commission 2pp 17106 161 24X 

Fiche 30-397, 82/ 1 1/09, 8302080024 


0302080010 Responds to appeal re denial of FOIA request for 
SECY- 82-377 & SECY-83-377A Appeal denied Documents withheld 
iref FOIA Exemption 5) 

CHILK.8 U. Office of the Secretary of the Commission 03/01/12 
NEWMAN, K A Debevoise 6 Liberman 2pp 17106 139. 24X 

Fiche 30-397-83/01/12,8302080018 


I. Financial information 


8302160215 Forwards Annual Financial Rept 1982 

BOUCHEY, 0 D Washington Public Power Supply System. 83/02/09 
DENTON, H R. Office of Nuclear Reactor Regulation, Director Ip 
17167 244 2 4X Fi che . 50-000, 83/02/09 , 83021 6021 9 


—8302160239 Annual Financial Rept 1982 

CAIN, a. H Washington Public Power Supply System 63/02/09 30pp 
17167 24 S 24 X Fiche 50-000,63/02/09,8302160213. 


J, Insurance & Indemnity information 


0302100210 Forwards Endorsement 6 to NELIA Policy NF-270 

ASHBURN, D J Marsh it McLennan, Tnc , HH Nuclear Consultants, Inc 
Div. 93/02/03 8ALTZMAN, J Office of State programs, Director 
2pp. 17112 361 24X Fic h e • 50-397, 83 /02/03, 0302100210 


0302190200 Requests interpretation of regulations re geographical 
boundaries for indemnity location described in Indemnity 
Agreement B-94 

BOUCHEY, Q. D Washington Public Power Supply System 03/02/10 
DLNITZ, I. Office of State Programs, Director lp I7I47 197 «4X 

Fiche: 90-397, 83/02/10,0302150200 


G Inspection reports, IE Bulletin* fc correspondence 


0301100173 Forwards IE Insp Rept 50-397/82-27 on 021101-30 fc notice 
of violation. 

6TERNBER0, 0. M Division of Res 1 dent. Reactor Project 6 Engineering 
Programs 83/01/04 MATLOCK, R 0 Washington Public Power Supply 
System 2p p 16831 283 24X Fi che - 30-397, 83/01 /04, 0301 1801 7 9 


— 8301180179 Notice of violation from insp on 821101-30 

D0DD9.R.T Division of Res ldent, Reactor Project & Engineering 
Programs 03/01/04 2pp 16831 205 24X Fiche. 50-397, 03/01 /04. 

aaoi IB0175 


—8301180104 IE Insp Rept 50-397/02-2 7 on 821101-30 None omp l ian ce noted 
completed weld joint SLC-045-13 19 misaligned & pipe 
support strut end brackets did not hav* pipe curvature 
sufficient to result in flare bevel configuration 
TOTH, A D , FEIL, fi A , DODDS, R T Division of Resident, Reac tor 
Project & Engineering Programs. 83/01/03 19pp, 16831.287 24X 

Fiche* 90-397, 83/01/04, 8301100175 


8302090401 Forwards Rev 0 to "Visual Exam Acceptance Criteria fur 
Re veri fleet Ion Insp of Welded Structures " 

BOUCHEY, G. D Washington Public Power Supply System 83/01/17 
0CHWEN-CER, A, Lleaming Branch 2 lp. 17067 109 24X 

Fiche - 50-397, 83/01/17,8302090401 


• — 0302090404 Rev 0 to, "Visual Exam Acceptance Criteria for 
Reverification Insp of Welded Structures H 

GYOELMAN, A I. Burns fc Roe Co GVI-09 ROO 02/09/12, 9pp. 
17067 HO. 24X Fiche. 30-397, 83/01/17,8302090401 


0212060353 IE Info Notice 63-01, "Ray Miller, Inc » gvc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031. 63/01/26 Consolidated Edison Co of H»w 

York# Inc l 10pp 17023 160 24X Fiche: 30-000, 03/01/26, Q21 2060 350 


83021904B9 Responds to IE Bulletin 82-04, "Deficiencies In Primary 
Containment Electrical Penetration " Only Wettinghause 
penetrations used at facility, 

MATLOCK, R- O Washington Public Power Supply System. 93/01/27 
ENOELKEN, R H. Region 5, Office of Director 2pp. 17156*313 SMX 
Fich*. 90-39-7, ©3/01/27,8302150489 
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93-02230369 Forward* IE Insp Rept 30-397/82-2? on 821201-30 No 
noncomp I lane e nested 

STERNBERG, D N Division of Res ident, Reactor Project it Engineering 
ProsTJms 83/01/27 MATLOCK, R 0 Washington Public Power Supply 
By*tm 2pp 17246 273 24X Fiche 50-397,83/01/27,0302230369 


— 0302230372 IE tnsp Rapt 50-397/82-29 on 021201-30 No noncomp 1 lane * 
noted Major areas inspected reverification program 
activities, Safety-related pipe supports & restraints & 
preoperational testing preparations it training 
TOTH, A D , PEIUR A , DODDS, R T Division of Resident, Reac tor 
Project it Engineering Programs 93/01/25 I7pp 17246 275 24X 

Fiche' 30-397, B3/01/27, B302230369 


8212060360 IE Info Notice 03-02, "Limi torque HO0C, Hi BC, H2BC «< H3DC 
Oearhaads 11 8y c list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03 / 01/28 Consolidated Edison Co of New 

York, Inc i09pp 17144 001 t 24X Fiche 90-000,83/01/20,8212060360 


0212060361 IE Info Notice 83-03, “Calibr of Liquid Level Instrument* *' 
Svc list end, 

JGRDAN,E L Division of Emergency Preparedness S< Engineering 
Response (Past 030103) 83/01/20 Consolidated Edison Co, of New 

Yo-rltr Inc 1 JOpp 17074 095 24X Fiche. 50-000, 83/01 /20, 021 2060361 


0302230220 Forwards IE Insp Rept 50-397/82-25 on 021018-22 No 
noncemp 1 lance noted. 

STERNBERG, D M. Division of Res i dent, Reac tor Project & Engineering 
Programs 83/02/10 MATLOCK, R 0, Washington Public Power Supply 
System 2pp 17249 139 24X Fiche 90-397,83/02/10,8302230220 


—8302230226 IE Imp Rept 5 Q- 397 / 82-25 on 821018-22 No noncomp l ian ci 
noted Major areas impacted potentially reportable 
10CFR50. 55< e ) Items 6 action on followup item* 

0 'ANGELO i A. J, , DODDS, R T Division of Re s i dent, Reac tor Project t< 
Engineering Programs 83/02/09 9pp 17245 141 24X 

Fiche 50-39 7,83/02/10,8302230220 


0302180409 Act receipt of 830202 ttr Informing NRC of steps taken to 
correct violations noted in IE Irtsp Rept S0-397/82-27 
STERNBERG, D M Division of Re* i dent, Reac to r Project 6 Engineering 
Programs B3/02/H MATLOCK, R 0 Washington Public Power Supply 
System lp. 17214 267. 24X Fiche* 50-397, 83/02/11, 8302100409, 


— 8302180423 Responds to NRC 030104 Itr re violations noted In IE Insp 
Rept 30-397/82-27 Corrective action* re-e va luat i an program 
Instituted fco review reverifi cation OC tnsp record*. Support 
will be reinipected by 030311 

MATLOCK, R. 0 Washington Public Power Supply System. 03/02/02 
STERNBERG, D M Division of Resident, Reac tor Project Jfc Engineering 
Programs. 5pp 17214 268 24X FI ch» 50-397, 83/02/1 1, 8302100409 


8212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units " 
Svc list enei. 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 03/02/IB Consolidated Edi*on Co of New 

Yorkr Inc. ItOpp. 17347 191 24X Fich* 50-000,83/02/10,0212060363 


8212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing op 
Very Low Level Raduaste - 10CFR20 302 11 Svc list end 
JORDAN, E L Division of Emergency Preparednei* U Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co. of New 

York. IhC. lllpp 17347:050 24X F i c he 1 30-000, 83/02/24, 821 2060369. 


8212060366 IE Info Notice 03-06, "Nonid entlea 1 Replacement Parts “ 

0vc list enci 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/02/24. Consolidated Edison Co. of New 

York/ Inc 112pp. 17361 148 24X Fiche. 50-000, 83/02/24, 8212060366, 


R Periodic operating report* it related correspondence 


8302040376 Forward* thirteenth progress rept fo review of completed 
safety-related work for Oct - Dec 1902 

MATLOCK, R, 0 Washington Public Power Supply By stem 63/01/27. 

ENOELKEN. R. H, Regions, Office of Director 16pp 17010*286, 24X 

Fiche: 30-397, 83/01/27, 8302040376, 


8 Reportable occurrences, LER* * related correspondence 


8302070231 Final deficiency rept for Condition 73 re concrete it grout 
work Initially reported on 801117 All grout types 6 
Installations found unsuitable in process of being replaced. 

Grout placement consolidated to one contractor. 

MATLQCKi R. 0. Washington Public Power Supply Bystem. 63/01/21 

ENGELKEN.R. H, Regions, Office of Director 2pp. 17031*298. 24X 

Fiche 90-397* 03/01/21, 830207023 1 


0302070242 Final deficiency rept* for Conditions 10,58,62.83,98 fc 199 
re unacceptable installation of concrete anchors It anchor 
bolts, out-of-caii br torque wrenches it welding on baseplates 
Tech Specs revised It retorque program expected by 830601. 

MATLOCK, R O. Washington Public Power Supply System 63/01/20 
ENGELKEN, R H Region 5, Office of Director. 9pp 17031 207 24X 

Fiche 30-397,83/01/20,8302070242 


0302070283 Final & Interim deficiency rept* re Condition* 22,29,37.43, 
49,59,53-34.60,64,82 & 102 concerning electrical separation. 

Nest rept re Conditions 37, 49, 54, 60, 64 Sc 02 will be provided 
by 830410 

MATLOCK, R 0 Washington Public Power Supply System 83/01/28 
ENOELKEN, R H Region 5, Office of Director I7pp, 17029 180. 24X 

Fiche 50-397, 03/01/20, 0302070283. 


0302230205 Forward* Interim deficiency repts re installation of 
unqualified NAMCO EA740 limit switches in Glass IE 
applications & nonconformance to design in nameplate voltage 
for 125-volt dc motor operator Next repts by 830426, 

MATLOCK, R. G Washington Public Power Supply System 83/02/02 
ENOELKENiR H Region 5, Off lea of Director. Ip 17243 208 24-X 

Fiche: 30-397, 03/02/02,8382230205. 


— 0302230209 Interim deficiency rapt r* Installation of unqualified NAMC 
EA740 limit switches S0T-PO8-V/2A * 2B in Class IE 
appl Ications, 6wi tches replaced w/qualifled Class IE limit 
switches. Quarter ly repts will be submitted. 

* Washington Public Power Supply System, 33/02/02. Region 5* 
Office of Director Ip 17243.20? 24X Fiche 30-397,83/02/02, 

8302230209 


— B3Q2230213 Interim deficiency rept re nonconformance to design in 
nameplate voltage of 125-volt dc motor operator for valve 
RC1C-V-69 Motor operator will be replaced -Review of Valves 
conducted to ascertain if similar conditions exist. 

* Washington Public Power Supply System. 63/02/02 Region 5, 
Office of Director, 2pp. 17243:210. 24X Fiche* 50-397, 83/02/02, 

8302230205 


T. Hearing transcripts on non-ant i trust matter* 


0302020006 Transcript of 830126 prehearing conference in Richland, WA. 
Pp 1-165 

* Atomic Bafety and Licensing Board Panel. 63/01/26 171pp. 

16992 061 24X Fiche. 50-397,03/01/26, 8302020006. 


0302020007 Transcript of 830127 prehearing conference in Richland, 
WA. Pp 166-204 

* Atomic Safety and Licensing Board Panel. 63/01/27, 119pp. 

16991*299, 24X Fiche* 50-397, 83/01 /27. 03020 20007 


V Operator Examinations 


8301310203 Generic Ltr 83-06 to all power reactor 1 tc ense«*, app 1 lcants 
for 0L*,W89 vendors, reactor vendors it AE re certificate* 

6 revised format for reactor operator it senior reactor 
operator license*. Bvc list end. 

EISENHJT, 0. 0, Division of Licensing. 83/01/31, Consolidated 
Edi*on Co. of New York, Inc. I4pp, 17347 177 24X 

Fi c he: 50-000, 83/01 /31 r 0301310203 


DOCKET 50-400 BHEARDN HARRIS NUCLEAR POWER PLANT, UNIT 1 


A. App I lea 1 1 on/ ^ on struct ion stage documents U correspondence 


0302290499 Forward* request for add! info in lupport of seismic it 
dynamic qualification Tevi*w of qualification program 
outlined in F0AR fe onsite audit*. 

KNIQHTON, Q, W, Operating Reactors Branch 3. 63/02/02. l/TLEY, E E. 

Carolina power 6 Light Go. 27pp 17303 105 24X 

FI Che 1 90-400, 83/02/02, 0302250499 


0302100512 Board Notification 03-11 forwards info indicating onset of 
increased turbulence & acceleration of tube wear occurring 
at feed flow rate* of 30X for Model D/2 it D/3 steam 
generators & at 7GX for Model D/4 is D/5 eteam generators. 

NOVAK, T. M. Assistant Director for Licensing 93/02/03. Atomic 
Safety and Li canting Board Panel. 6pp 17143 293. 24X 

Fiche* 50-000, 83/02/03, 0302100012. 


— 0302100922 Summary of 8202(9 meeting w/ORNL, ANL, TX Utils Generating C 
8G Electric it Gae Co, Nest Inghouia, TVA 6 representatives of 
Swedish nuclear power plant it Kreko in 0ethe*<t*,MD re 
accelerated tube wear on Model 0 steam generator*. 

CNE8TNUTr 8. H. Licensing Branch 1 02/0*3/15 YOUNGBLOOD, B . J. 

Licensing Branch 1 46pp. 17143:298. 24X Fiche: 50-000, 83/02/03, 

0302100512. 
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S30206G293 Generic Ltr 03-09 to ill operating reactor lionictir 
applicant® for 0U $< holder® of CP for C-E PWR* r* review of 
C-E Owner® Group emergency procedures guideline program five 
net end 

ETBENHt/Tr D, G Division of Licensing 03/02/08 Consolidated 
Edison Co of Neu York, Inc lipp 17290, 247 24X 

Fiche. 50-000. 63/02/08. S3 020802 9 5 


6302090080 Generic Ltr 83-10C to all applicant® w/W«*t j nglio nee designed 
NS08 re resolution of TMI Action Item It K 3 3, "Automatic 
Trip of Reactor Coolant Pomp® 11 

EISJEMHUT. D G Division of Licensing 63/02/03 Baltimore Ga* It 
Electric Co 30pp. 17290,212 24X Fiche 50-000.03/02/00. 

0302O9OO8O 


D, NRC Draft/Final Envi ronm* ntal Statement*. *uppl* it corrtt pondence 


8302070271 Forward® three table* re filter sludge activity calculations 
(normal it design) Sc feed streams to vol reduction ays (Unit 
2 operation) i per P Kadambi request for use In preparation of 

oea 

ZIMMERMAN. S R Carolina Power & Light Ca 03/02/02 DENTON. H R, 

Office of Nuclear Reactor Regulation. Director 5pp 17035 036 

24 X Fiche 50-400.83/02/02,6302070271 


0302150255 Forwards source term • valuation for vol reduction sys, 
requested by NRC for us* in DEB. NRC based decontamination 
factors on e*tT*m*ly conservative assumpti an®, inconsistent 
w/Topical Rep t AECC-1 

ZIMMERMAN. 8 R Carolina Power it Light Co. 83/02/li, DENTON .H R. 
Office of Nuclear Reactor Regulation, Director. &pp 17140:347 
24X Fiche, 50-400. 03/02/ II* 83021 502S5 


F Security, medical, emergency St fire protection plans 


9301210340 Generic Ltr 63-04 to all licensees of operating reactors, 
applicants for 0L & holders of CP® re regional workshop 
concerning SuppI 1* NUREG-0737* “Requirements far Emergency 
Response Capability u Svc list end 

E18ENHI/T* 0 0 Division of Licensing 83/02/01 Consolidated 
Edison Co- of New York, Inc i Ipp 17221 226 2 4X 

Fiche : 50-000, 03/02/01, 6301210340 


0. Ad jud icatoT v correspondence 


8302020321 Answer to applicant response to motion re D6RDR Info & 
proposed neu contentions DCflDR not specific enough to 
formulate contentions in number of areas 

EDDLEMAN, W Eddleman, If 83/01/26, Atomic Safety and Licensing 
Board Panel 6pp. 16994 008 24* Fiche. 50-400. 03/01/26, 6302020321 


—0302020334 Responds to A8LB 630111 Memorandum, it Order* Hen V. L No 
off arise intended by cited language Certificate of Svc end 
EDDLEMAN, W Eddleman, W 03/01/26 KELLEY, BRIGHT, CARPENTER 
Atomic Safety and Licensing Board Panel 2pp 16994,014 24X 

Fiche 30-400,83/01/26,6302020321 


0302010063 Response opposing w Eddleman 830108 motion to admit addl 
contention* Proposed contentions premature it should b« 
deterred Relevant documents unavailable Certificate of Svc 
enc 1. 

BARTH, C. A, Hearing Branch 1, 83/01/28 Atomic Qafety and 

Licensing Board Panel, 7>p. 16974 036 24X Fiche 30-400* 83/0 i /SB, 

8302010063 


0302010372 Response opposing P Lotchin proposed contention* based on 
util Amend 3 to Environ Rept Contention* fall *pecificity 
requirement Pleading so vague that other parties not put on 
notice. Certificate of 8vc snd. 

BARTH* C A Hearing Branch 1, 83/01/31 Atomic Safety and 

Licensing Board Panel. 5pp 1697? 080 24X Fiche- 30-400, 63/01/31, 

B3O2O10572 


0302070490 Interrogator!** 8 request for production of document* 
(flr*t set) Certificate of Bvc and Related correspondence. 
TROUBRip0e,O. jr, Carolina Power & Light Co TRDWB JUDGE, 0, F Shew* 
Pittman, Potts fc Trowbridge, 83/01/31 Eddleman, U I74pp 
17039,039 24X Fich*,* 50-400* 83/0 1/3 i , 6302070490 


83020/0514 Rsflrets failur* to agree on extensions of time re Eddleman 
630115 discovery on Contention 15, Sine* util would not agrae 
to equal extension for Edd leman, extending time to answer 
discovery would tv hardship Certificate of Svc end. 

EDDLEMAN, W. Eddleman* W 83/01/3) BAXTER, T, Shew, Pittman, Potts 
6 Trowbridge BAXTER* T Carolina Power it Light Co 2pp 
17039:001 24X Fiche: 90-400* 83/01/31. 8302070514. 


8302030190 Motion for extension of time to respond to W Eddleman 
initial interrogatories 4, request for production of 
documents re Eddleman Contention 15 Time should be extended 
to 14 days after ASL8 order Certificate of Svc enc I 

BAXTER, t A Carolina Power & Light Co BAXTER, T A Shaw, Pittman, 
Potts 6 Trowbridge 03/02/01 Atomic Safety and Licensing Beard 

Panel. 7pp 17004 222 24X Fiche 90-400,03/02/01,8302030160 


8302070590 Response to applicant 620121 motion for dismissal of 
Contention TVS Human factors design evaluation rept, 
submitted a* final detailed control room design review rept, 
inadequate per NUREG-0700, Secti on 5 2 W/Cer ti ficate of Svc 
WILSON, R Wilson, R 63/02/02 Atomic Safety and Licensing Board 
Panel 4pp J 7039 032 24X Fiche 50-400, 83/02/02, 9302070390 


8302080009 Request for admission of fact that plants can be brought to 
cold shutdown even if heat removal capability of main 
condenser unavailable 

BARTH, C A. Hearing Branch 1 03/02/04 Conservation Council of 

North Carolina Ip 1705B.299 24X Fiche 50-400,63/02/04* 

8302000008 


— - 8302060011 Interrogatories directed to Conservation Council of NC 
Certificate of Svc end 

BARTH, C A Hearing Branch 1 83/02/04, Conservation Council of 

North Carolina llpp 17050 300 24X Fiche 50-400*83/02/04. 

8302090009 


8302090241 Answer to util 630201 motion for extension of time Util 
fails to show info sought ii pri vi leged, irrelevant* unduly 
burdensome or otherwise improper to produce 

EDDLEMAN, W Eddleman, W 63/02/04 Atomic Safety and Licensing 
Board Panel 4pp. 17070 251 24 X Fiche 50-400,03/02/04,0302090211 


— 8302090251 Motion to compel discovery from app 1 leant*. Appi leant* hi** 
apparently not answered 630115 interrogator ies fc fail to 
show interrogator las irrelevant, pri vi leged or unduly 
burdensome Certificate of Svc end 

EDDLEMAN, W, Eddleman, W 03/02/04 Atomic Safety and Licensing 
Board Panel 2pp 17070 255 24 X Fiche 50-400, 93/02/04* 

0302090241, 


6302160363 Memorandum it order re 030224 prehearing conference in, 
Raleigh, NC Due dates for responding to all pending 
Interrogator i es suspended until further ASLB order Listed 
subjt added to conference agenda 

KELLEY* J L Atomic Safety and Licensing Board Panel 63/02/10 
3pp 17169 195 24X Fiche 30-400, 83/02/1 0, 8302160363 


8302160331 Rivi sedr amended & addl contention* based on W Eddleman 
Contention 13 t< environ rept Amend 5 Certificate of Svc 
end 

EDDLEMAN, W- Eddleman, V), 83/02/11 Atomic 8afety and Licensing 

Board Panel 22pp 17164 269 24X Fiche 50-400,03/02/11* 

8302 1 6035 J. 


6302230360 Forwards proposed discovery schedule in response to ASLB 
me-morandum memorlall* ing 630121 conference call Four 
separate hearings should be held Certificate of Svc enc L 
Related correspondence 

PAYNE, M T Ed# 1st* in it Payne. PAYNE, M T Chapel Hill Anti-Nuc lr*r 
Group Effort PAYNE, M T Conservation Council of North Carolina 
63/02/16 KELLEY, \f L , BRIGHT, 0 0 , CARPENTER, J H Atomic Safety 
and Licensing Board Panel 5pp 17256 241. 24X 

Fiche 30-400, 03/02/1610302230366, 


— 9302230379 Motion for extension to respond to applicant first set of 
lnterroga tories it request for production of documents, un* i 1 
IS deys after formal ruling on proposed discovery schedule 
W/Cer t if i cate of Svc 

READ, D F, Chapel Hill Anti-Nuclear Group Effort EDDLEMAN, W 
Eddleman, W, RUNKLE, J D Conservation Council of North Carolina 
03/02/16, Atomic Safety and Licensing Board Panel 3pp 
17256 246. 24X Fiche 30-400,83/02/16,0302230560 


8302230417 Response opposing proposed Wilton Contention V re detailed 
control room design rept Contention fail* to express 
specific safety concern which could be litigated 
Certificate of 8vc ancl 

O'NEILL, xJ H, Carolina Power it Light Co O 'NEILL, J. H Shaw* 
Pittman, Potts it Trowbridge 03/02/17 Atomic Safety and 
Licensing Board Panel 6pp 17246 U4 24X Fiche 30-400,63/02/17, 
9302230417, 


6302230496 Proposed schedule for remainder of licensing proceeding re 
intervenor contention* on environ, safety it emergency 
preparedness Certificate of eve encl. 

BAXTER. T A Carolina Power it Light Co. BAXTER* T. A Shaw* Pittman, 
Potts it Trowbridga, 83/02/17 7pp 17246 182 24X 

Fiche 90-400* 93/02/ 17, 0302230496 
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93022J05B9 Forward* corrected Pp 5, 10/ 19 S< 22 to util 030121 list of 
admitted contention* 

BAXTER) T A Shaw. Pittman, Pott* k Trowbridge BAXTER. 7 A 
Carolina Power «. Light Co 83/02/10 KELLEY* J L , BRIGHT. 0 O * 
CARPENTER, J H Atomic Safety and Licensing Board Panel. 2pp 
17299 217 24X Fiche 50-400.83/02/10/8302230589 


— 8302230596 Corrected Pp 5< 16/ 19 I< 22 to 830121 list of admitted 
contentions Svc list end 

#> Carolina Power & Light Co 03/02/10 Atomic Safety and 
Licensing Board Panel 5pp 17255 219 24X FIche 50-400. 

03/02/19. 03 02230509 


O Inspection report*. IE Bulletin* 6 correspondence 


8302150703 Forward* IE ln«p Rept* 30-400/02-37 it 30-401 /S2-37 on 
821214-17 Ho nancomfl lianc e noted 

V ERR ELL I . D Division of Project i< Resident Program*. 83/01/07, 

UTLEY, E E Carolina Power & Light Co 2pp 17191:001 24X 

Ficha 30-400,83/01/07,8302150703 


-“8302130711 IE In»p Rfpts 50-400/82-37 8, S0-40 1/02-37 on 021214-17 No 
noncomp 1 lance noted Major area* inspected licensee action 
on previous enforcement matter*, structure 1 concrete & 
licensee identified item 

HARRIS, J ft , CONL0N.T E. Division of Engineering it Radiological 
Safety Program* 83/01/03 3pp. 17131 003 24X 

Fich# 50-400. 03/01/07, 0302150703 


0212060339 IE Info Notice 83-01, "Rag Miller, Inc " Svc Ii*t end. 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103} 83/01/26 Consolidated Edi» on Co of New 

York. Inc 1 18pp 17023 160 24X FIche 30-000,93/01/26.0212060333 


8212060360 IE Info Notice 03-02, "Limitorque HOSC, H1BC. H2BC it H3JJC 
Oearheads *' Svc list end, 

JORDAN) E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 83/01/28 Consolidated Edison Co of New 

York, Inc lG9pp 17144 001 S4X F iche, 50-000, 03/01/20, 8212060360 


8212060361 IE Info Notice 03-03. “Calibr of Liquid Level Instruments « 
Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness tt Engineering 
Rasponsv (Post 830103) 83/01/20 Consolidated Edi»c>n Co of New 

York. Inc HOpp 17074 095 24X Fiche 50-000,93/01/20,8212060361 


B2 1 2060363 IE Info Notice 03-04. "Failure of Elma Power Supply Unit* '* 
Svc Hit end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/18 Consolidated Edi*on Co. of New 

York) Inc. 110pp. 17347 191 24X F iche 50-000, 03/02/ IS, 0212060363 


8212060363 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Level Raduasta - 10CFR20 302. »’ 8vc list end. 

JORDAN, E. L Division of Emergency Preparedness !< Engineering 
Response <P»« t 030103) 83/02/24 Consolidated Edison Co of New 

York, Inc tllpp 17347 058 24X Fiche 50-000,83/02/24,8212060365. 


8212060366 IE Info Notice 03-06, "Nonidentical Replacement Parts. " 

Bye list end , 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103). 83/02/24 Consolidated Edison Co of Neui 

York, Inc. 1 12pp 17361 140 24X Fie he, 50-000, 03/02/24, 921 2060366 


ft Periodic operating reports it related correspondence 


B 30 2010442 Forward* Quarterly Seismic Monitoring Rept for Oct - Dec 
1902. 

TIMMERMAN, 8. R. Carolina Power It Light Co 03/01/20 DENTON, H R. 

□ met of Nuclear Reactor Regulation, Director. Ip 16981“ 077 24X 

Fleht ‘ 50-400, 83/01/28,8302010442 


--B3020J0445 Quarterly Seismic Monitoring Rept for Oct - Dec 1902. 
e Carolina Power h Light Co 03/01/28 Ip. 16981 070. 24X 

Fiche 50-40 0,63/01/28,8302010442 


9 Reportable occurrences, LERs & related correspondent* 


8302010272 Interim deficiency & Part 21 rept* r* seismic qualification 
test failure of starting «It check valve* for emergency 
dieicL engine generator nets Initially reported on 821223 
Valves returned to manufacturer. Final rept by 831219 
PARSONS, R M. Carolina Power U Light Co. B3/01/21 O'REILLY, J- P, 
Region 2, Office of Director 3pp. 16973 159. 24X 

Fiche; 30-400 , 03/01 /2t , 83020 10272. 


0302010361 Interim deficiency rept re deficiencies in bolted structural 
steel connections Initially reported on 821229 Relnep of 
turbine bldg « evaluations of other deficiencies continue 
Next rept expected by 830415 

PARSONS, R. M Carolina Power U Light Co. 03/01/21 0 'REILLY, J P 

Region 2, Office of Director lp 16973 327 24X 

Fiche 30-400.83/01/21,8302010361 


0302010500 Second interim, deficiency & Part 21 rept* re defective 
governor drive coupling purchase order Initially reported on 
820909 Isoprene governor drive coupling will be replaced per 
Transamerlce DeLaval Instruction* Final rept by 831219 
PARSONS, R M Carolina Power 6 Light Co 03/01/21. O'REILLY, J. P. 
Region 2, Office of Director 4pp 16977' 071 24X 

Fiche 50-400.83/01/21,0302010580 


0302010590 Fourth interim deficiency rept re threaded studs w/ 
insufficient threaded engagement into embedded strip plate* 
Initially reported on 011110 Extension until 830225 
requested for submittal of final rept 

PARSONS. R M Carolina Power & Light Co 83/01/21. O'REILLY, J P, 
Region 2. Office of Director 4pp 16978*098 24X 

Fiche - 50-400, 93/01/21,8302010590 


0302030304 Second interim rept re 480-volt switchgear design deficiency 
of secondary disconnects Initially reported on 021ID2 Newly 
designed disconnect* to replace originals Final rapt will be 
submitted by 830429 Also reported per Part 21 

PARSONS. R M Caroline Power * Light Co 03/01/28. O'REILLY, J P* 
Region 2, Office of Director 4pp 17001*264 24X 

Fiche 50-400, 93/01/28, 9302030304 


0302150177 Interim deficiency rept re auniliary relay cabinets. 
Initially reported an 821101 Extension requested for final 
rept to allow for evaluation of vendor seismic analysis of 
structural integrity of cabinet* Final rept by 830429 
P ARSONS, R , M Carolina Power it Light Co 83/02/04. O'REILLY, J P. 
Region 2, Office of Director. ip I7I47‘221 24X 

Fich# 50-400, 03/02/04. 8302150177 


0302170240 Interim deficiency rept re defective wsld & unidentified 
bolting matl In boric acid transfer pumps Initially reported 
on 830113 Evaluation in progress Next rapt will be submitted 
by 830516 Alto reported per Part 21 

PARSONS, ft h. Caroline Power it Light Co 83/02/00 O'REILLY, J P. 
Region 2, Office of Director lp 17181.362. 24X 

Fiche 50-400.03/02/08,8302170240 


8302280173 Interim deficiency rept rt emergency diesel generator engine 
anchor bolt* 4 < nuts, Item 114 Initially reported on 830117 
Bolts if nut* type & grade ditcr epancl os *tiil under 
evaluation Next rept by 830415 Also reportable per Part 21 
PARSQNB, ft M Carolina Power it Light Co 03/02/17. O'REILLY i J P> 
Region 2, Office of Director. Ip 17303 310 24X 

FlChe 50-400,03/02/17,0302200173 


V Operator Examination* 


0301310203 Generic Ltr 03-06 to all power reactor l ic emeeti app 1 leante 
for QLs.MBS vend or *, r sect or vendors 6 AE re certificates 
8< revised format for reactor operator k senior reactor 
operator license*. Svc list end 

EIEEUHilT, D 0 Division of Licensing. 83/01/31 Consolidated 

Edison Co of New York, Inc 14pp. 17347. 177, 24X 

Fiche: 50-000. 83/01/31, 0301310203 


DOCKET 50-401 SHE ARON HARRIS NUCLEAR POWER PLANT, UNIT 2 


A Ap p 1 1 ca ti on/con* true fci on stage document* Ic correspondence 


8302250499 Forwards request for add 1 info in support of seismic it 
dynamic qua 1 1 f 1 cat ion review of qualification program 
outlined in F0AR 6 onsite audits 

KNIGHTON, G W Operating Reactor* Branch 3 03/02/02. UTLEY, E. E, 

Carolina Power 6 Light Co. 27pp 17303.105 24X 

Fiche: 50-400, 03/02/02, 0302250499 


9302100512 Board Notification 93- 11 ‘ forward*, info indicating onset of 
increased turbulence if acceleration of tube wear occurring 
at feed flaw rates of 50-X for Mode) D/2 & D/3 steam 
generators V at 70% for Model D/4 it D/5 steam generator* 

NOVAK, T. M. Assistant Director for Licensing. 03/02/03 Atomic 
Safety and Licensing Board Pane 1 6pp. 17143,293, 24K 

Fiche: 50-000, 03/02/03. 8302100512. 


—8302100522 Summary of 82021? meeting w/CRNL, AWL, TX Util* Generating Co, 
SC Electric It Oa* Co, West ingh oue®, TVA It representatives of 
Swedish nuclear paweT plant fc Krsko in Batb*«da,MD re 
accelerated tube wear an Model D steam generators 
CHESTNUT , S H, Licensing Branch I 82/03/15 YOUNGBLOOD, B. J 
Licensing Branch 1 46pp. l7i43'29S 24X Ficha, 50-000, 83/02/03, 

3302100512 
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DOCKETED ITEMS 


8302000299 Generic Ltr 83-09 to a 11 operating r«actoT licensees, 
applicant* for OL i« holder* of CP for C-E PWRs re review of 
C-E Owner* Group emergency procedures guideline program Svc 
list end 

ElSENHUlf, D O Division of Licensing 83/02/08 Consolidated 

Edison Co of N»u York, Ire llpp 1729 0 24 7 24X 

Fiche 90-000. 03 /O2/O0 , ©30200029 5 


0302090080 Generic Ltr 03-tOC to all applicants w/Mestlng house designed 
N8B0 ra resolution of TMI Action Item 1 1. K 3 9# "Automatic 
Trip of Reactor Coolant Pumps * 

EIEENHUT, D O Division of Licensing 83/02/00 Baltimore Gas 8, 

Electric Co 30pp 17290212 24X Fiche 90-000,03/02/08, 

8302070080 


D NRC Draft/Final Environmental Statements, tuppls U correspondence 


6302070271 Forward* three table* r« filter sludge activity calculations 
(normal it design) it feed streams to vol reduction sys (Unit 
2 opera t ion), per P Kadambi requeit for use in preparation of 
DE6 

TIMMERMAN, 0 « Carolina Power & Light Co 03/02/02 DENTON, H R 

Office -of Nuclear Reader Regulation. Director 5pp 17035 056 

24X Fie he 30-400. 83/02/02,8302070271- 


8302130235 Forwards source term evaluation for vol reduction sys, 
requested by NRC for use in DEE NRC based decontamination 
factors on extremely conservative assumptions. inconsistent 
u/Topical Rep t AEGC-1 

1 IMMERMANr S R Carolina Power & Light Co 83/02/11 DENTON, H R. 

Office of Nuclear Reactor Regulation, Director App I714B 347. 
24X Fiche: 30-400, 33/02/11.8302130235, 


F, Security, medical, em«rg*n.ey (h fire protection plans 


8301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for OL & holders of Cps re regional workshop 
concerning Suppl 1, NURE0-0737. "Requirements for Emergency 
Response Capability, 1 ' Svc list encl 

EISENHUT, do Division of Licensing 83/02/01 Consolidated 

Edison CO of Niu York. Inc llpp 17221' 226 24X 

Fiche, 90-000, 03/02/01,3301210340 


0 Adjudicatory correspondence 


8302020321 AmweT to applicant response to motion re DCRDR info & 
proposed new contentions. DCRDR not specific enough to 
formulate contentions in number of area* 

ED0LEM4N.W Eddleman, W 03/01/26 Atomic Bafsty and Licensing 

Board Panel 6pp. 16994 000 24X Fiche 50-400.83/01/26,0302050321 


—0302020334 Responds to A5LB 030111 Memorandum Order, Item V. L No 
offense intended by cited language Certificate of Svc end, 
EDOLEMAN, W Eddleman, W 83/01/26 KELLEY, BRIGHT, CARPENTER 
Atomic Safety and Licensing Board Panel Spp 16994' 014. 24X 

Fiche: 50-400, 03/01/26, 8302020321 


8302010063 Response opposing W Eddleman 830108 motion to admit addl 
contentions Proposed contentions premature & should be 
deferred Relevant documents unavailable Certificate of Svc 
enc 1 

EARTH, C A Hearing Branch ! 03/01/28 Atomic Safety and 

Licensing Board Panel 7pp, 16974 086 24X Fiche 30-400, B3/0I /20, 

8302010063 


0302010572 Response apposing P Lotchin proposed contention* based on 
uttl Amend 5 to Environ Rep t. Contentions fail specificity 
requirement Pleading so vague that other parties not put on 
-notice Certificate of Svc end 

BARTH, C, A. Hearing Branch 1 03/01/31 Atomic Safety and 

Licensing Board Panel. 3pp 16977 089 24X Fiche 30-400,03/01/31, 

8302010972 


8302070490 Interrogator la* S* request for production of documents 
(first set ). Certi flcate of Svc end Related correspondence 
TROHBRIDOE, O F Carolina Power & Light Co. TROWBRIDGE, 0 F Shaw, 
Pittman, Pott* * Trowbridge 03/01/31 Eddleman, U 174pp, 

17039 039. 24X Fiche. 50-400, 83/01 /31 , 83020 70490 


1302070514 Rsgrets failure to agree on extension* of time re Eddleman 
830115 discovery on Contention 15 Since util would not agree 
to equal extension for Edd 1 eman, # stand Ing time to answer 
discovery would be hardeh i p. Cer tif ica to of Svc end, 

EDDLEMAN. W Eddleman, U 83/01/31 OAXTER, T. Sham, Pittman, Potts 
fc Trowbridge BAXTER, T Carolina Power <* Light Co 2pp 
I7039J 001 , 24X Fiche- 30-400, 83/01/31, 03020 705J 4 


S 302030190 Motion for extension of time to respond to W Eddleman 
initial interrogatories 6 request for production of 
document* re Eddleman Contention 13 Time should bo extended 
to 14 days after ASLB order Certificate of Svc end 

OAXTER, T A Carolina Power t Light Co BAXTER, T A Shaw, Pittman, 
Potts 6 Trowbridge 83/02/01 Atomic Safety and Licensing Board 

Panel 7pp 17004 222 24X Fiche 90-400,03/02/01,8302030160 


8302070590 Response to applicant 820121 motion for dismissal of 
Contention IVB Human factors design evaluation rept, 
submitted as final detailed control room design review rept. 
inadequate per NUREG-0700, Secti on 5 2 W/Cer ti f icate of 8vc 
WILSON, R Wilson, R 03/02/02 Atomic Safety and Licensing Board 
Panel 4pp 17035032 24X Fiche 50-400,83/02/02.6302070390 


S3020B0003 Request for admission of fact that plants can be brought to 
cold shutdown even if heat removal capability of main 
condenser unavailable 

BARTH, C A Hearing Branch 1 83/02/04 Conservation Council of 

North Carolina Ip 17050 299 24X Fiche 50-400,83/02/04, 

8302000000 


— 0302000011 Interrogatories directed to Conservation Council of NC 
Certificate of Svc end 

BARTH, C A Hearing Branch 1 83/02/04 Conservation Council of 

North Carolina llpp 1709Q 300 24X Fiche 50-400,03/02/04, 

8302080008 


8302090241 Answer to util 830201 motion for extension of time Util 
fails to show info sought is pr ivi leg ed, irrel evant, unduly 
burdensome or otherwise improper to produce 

EDDLEMAN, W Eddleman, W 83/02/04 Atomic Safety and Licensing 
Board Panel. 4pp, 17070 251 24X Fiche* 90-400, 83/02/04, 8302090241 


--03O2O9O291 Motion to compel discovery from applicants Applicants have 
apparently not answered 030115 interrogatories L fail to 
show interrogator ie< irrelevant, pr ivi leged Dr unduly 
burdensome Certificate of Svc end 

EDDLEMAN, U Eddleman, W 83/02/04 Atomic Safety and L icensinj 
Board Panel 2pp 17070 295 24X Fiche 50-400,83/02/04, 

0302090241 


8302160363 Memorandum & order re B3D224 prehearing conference in 
Raleigh, NC Bus dates for responding to all pending 
interrogatories suspended until further ASLB order Listed 
sub js added to conference agenda 

KELLEY, J L Atomic Safety and Licensing Board Panel 83/02/10 
3pp 17149 193 24X Fiche 50-400,83/02/10,0302160363 


0302160351 Revi sed. amended 6 addl contentions based on W Eddleman 
Contention 15 A: environ rept Amend 5 Certificate of Svc 
enc 1 

EDDLEMAN, W Eddleman, W 03/02/11 Atomic Safety and Licensing 

Board Panel 22pp 17164 289 24X Fiche 90-400, 03/02/1 lr 

8302160351 


0302230560 Forwards proposed discovery schedule in response to ASLB 
memorandum mtmar ia 1 i 1 1 ng 03O12J conference call Four 
separate hearings should be held Certificate of 8vq end 
Related correspondence 

PAYNE, M T t Edelstein «» Payne PAYNE, M T Chapel Hill Anti-Nuclear 
Group Effort PAYNE, M T Conservation Council of North Carolina 
03/02/16 KELLEY, J L , BRIGHT,© 0 , CARPENTER, J H Atomic Safety 
and Licensing Board Panel 9pp 17256 24i 24X 

Fiche 90-400,03/02/16,0302230968 


— 0302230979 Motion for extension to respond to applicant first set of 
Interrogatories 6 request for production of documents, untt 1 
19 days after formal ruling on proposed discovery schedule 
W/Certi f ica fra of Svc 

READ, D F Chapel Hill Anti-Nuclear Group Effort EDDLEMAN, W 
Eddleman, W, RUNKLE, J D Conservation Council of North Carolina 
03/02/16 Atomic Safety and Licensing Board Panel 3pp 
17896 246 24K Fiche 50-400,83/02/16,0302230560. 


0302230417 Response opposing proposed Wilton Contention V re detailed 
control room design rept Contention fails to express 
specific safety concern which could he litigated 
C«i tif Icate of Svc end 

D 'NEILL, d H Carolina Power 6 Light Co Q 'NEILL, J K 8hau, 
Pittman, Potts U Troubridgs 03/02/17 Atomic Safety and 
Licensing Board Panel 6pp 17246 114 S4X Fiche 50-400,63/02/17, 
0302230417 


0302230496 Proposed schedule for remainder of licensing proceeding re 
intervtnor contentions on environ, safety 6 emergency 
prtpar ■ dness Certificate of Svc end 

BAXTER, T A Carolina Power & Light Co. BAXTER, T A Shaw, Pittman. 
Potts k Trowbridge 83/02/17 7pp 17246-182 24X 

Fichs ■ 50-400, 63/02/17,8302230496 



DOCKETED ITEMS 


2 


6302230599 Forwards corrected Pp 5. iQi 1 *? k 22 to util 830121 list of 
admitted contention! 

BAXTER r A Shaw, Pittman. Pott! U Trowbridge BAXTER , T A 
Carolina Power * Light Co 03/02/18 KELLEY. J L i BRIGHT. 0 0 , 
CARPENTER. J H Atomic Safety and Licensing Board Panel 2pp 
17253 217 24X Fichfl 50-400.03/02/10,0302220509 


—8302230596 Corrected Pp 5,18.19 k 22 to 030121 LUt of admitted 
contentions 8vc list end 

■* Carolina Power k Light Co 83/02/18 Atomic Safety and 
Licensing Board Panel 5pp 17255 2!? 24X Fiche 50-400. 

83/02/18. 0302230589 


O Inspection reports, IE Bulletins 5. correspondence 


0302130703 Forwards IE Insp Rept* 50-400/82-37 k 50-401/82-37 on 
821214-17' No noncompliance noted 

VERRELL 1 1 D Division of Project k Resident Programs 03/01/07 
UTLFY. E E Carolina Power b Light Co 2pp 17151 001 24X 

FlcJia* 30-400. 03/01/07,8302150703 


— 0302150711 IE Insp Repts 50-400/82-37 k 50-401/02-37 on 021214-17. No 
noncocnp 1 lance noted Major areas inspected licensee action 
on previous enforcement matters, strut tura \ concrete k 
licensee identified item 

HARRIS, J. R , CONLON, T E Division of Engineering k Radiological 
Safety Programs 83/01/05 5pp 17131 003 24X 

FI Che 30-400,03/01/07,0302150703 


8212060350 IE Info Notice 03-01, ‘-Ray Miller, Inc " Svc list end, 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Ratponse <Post 030103). 03/01/26 Consolidated Edison Co of New 

York, Inc U0pp 17023 160 24X Fiche 50-000,03/01/26,0212060350. 


8212060360 IE Info Notice 03-02, "Limitorque HOBC, HI DC, H2DC k H3BC 
Overheads " Svc list end 

JORDAN,. E L Division of Emergency Preparedness 6 Engineering 
Response <Post 830103) 03/01/20 Consolidated Edison Co of New 

York* Inc 1 09p p 17144 001. 24X Fiche 50-000,03/01/28.8212060360. 


0212060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments 11 
6vc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co of New 

York, Inc. UOpp 17074 095 24X Fiche* 50-000, 03/01 /28, 0212060361 


8212060363 IE Info Notice 03-04, “Failure of Elma Power Supply Units " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/18 Consolidated Edison Co of New 

York, Inc UOpp 17347 191. 24X Fiche 50-000.03/02/18,8212060343 


0212060363 IE Info Notice 83-05. “Obtaining Approval for Disposing of 
Very Low Leva 1 fladwaste - 1QCFR20 302 11 Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co, of New 

York, Inc lllpp 17347 058 24X Fiche- 50-000. 83/02/24, 821 2060365. 


8212060366 IE Info Notice 83-06. "Nonid entlca i Replacement Part* *' 

Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co, of New 

York, Inc 112pp 17361 148 24X Fiche 50-000,83/02/24,8212060366 


R Periodic operating reports A related corre spondence 


8302010442 Forwards Quarterly Seismic Monitoring Rept for Oct - Dec 
1962 

ZIMMERMAN, S R Carolina Power * Light Co 03/01/28 DENTON, H R 
Office of Nuclear Reactor Regulation, Director, lp 16981,07 7. 24X 

Fiche 50-400, 03/01/28, 0302010442 


— 8302010445 Quarterly Seiimic Monitoring Rapt for Oct - Dec 1982. 
* Carolina Power k Light Co 83/01/28, lp 16981.078 24X 

Fiche 50-400,83/01/29,8302010442 


6 Reportable occurrences, LERs k related correspondence 


6302 01 027 2 Interim deficiency k Part 21 repts re seismic qual if icafcinn 
test failure of starting air check valves for emergency 
diesel engine generator sets Initially reported on 821223 
Valves returned to manufacturer. Final rept by 631219 
PARSONS, R.M Carolina Power k Light Co. 03/01/21 O'REILLY# J P. 
Region 2, Office of Director 3pp 16973.159 24X 

Fiche' 90-400, 83/01 /2l , 8302010272 


0302010361 Interim deficiency rept re deficiencies in bolted structural 
steel connections Initially reported on 821229. Relntp of 
turbine bldg 6 evaluations of other deficiencies continue 
Next rapt expected by 830415 

PARSONS. R M Carolina Power k Light Co 03/01/21 O'REILLY, J P. 
Region 2, Office of Director Ip 16973 3 27 24X 

Fiche 50-400. 03/0 L/2 1,0302-010361 


8302010500 Second interim deficiency t* Part 21 rept* re defective 
governor drive coupling purchase order Initially reported on 
920909 Isoprenc governor drive coupling will be replaced per 
Transamerica DeLaval instruction* Final rapt by 031219 
PARSONS# R M Carolina Power k Light Co 63/01/21 O'REILLY, J P 
Region 2, Office of Director. 4pp 16977:071 24X 

Fiche 50-400,03/01/21,0302010580 


0302010590 Fourth interim deficiency rept re threaded studs w/ 
insufficient threaded engagement into embedded strip plates. 
Initially reported on 01 1 HO. Ex tension until 030225 
requested for submittal of final rept 

PARSONS, R M Carolina Power U Light Co 83/01/21 O'REILLY, J.P 
Region 2, Office of Director 4pp 1697B 096 24X 

Fiche* 50-400, 03/01/21,0302010590. 


8302030304 Second interim rept re 480-volt switchgear design deficiency 
of secondary disconnects Initially reported on 821102 Newly 
designed disconnects to replace criglnali Final rept will be 
submitted by 830429 Also reported per Part 21 

P ARSONS, R M, Carolina Power k Light Co B3/0!/2fl, O 'REILLY# J. P. 
Region 2, Office of Director. 4pp 17001 264. 24X 

Fiche 50-400, 83/01/28,8302030304 


8302150177 Interim deficiency rapt re auxiliary relay cabinets. 
Initially reported on 021101 Extension requested for final 
rept to allow for evaluation of vendor seismic analysis of 
structural integrity of cabinets. Fine l rept by 030429 
PARSONS, R M Carolina Fowst k Light Co 83/02/04, O'REILLY# J P 
Rag ton 2, Office of Director, lp 17147,221. 24X 

Tiche* 50-400, 83/02/04, 0302150177 , 


8302170248 Interim deficiency rept re defective weld k unidentified 
baiting mafcl in boric acid transfer pump* Initially reported 
on 0301 13. Evaluation in progrei s, Ne x t rept will be submitted 
by 830516 Also reported per Part 21, 

PARSONS, R M Caroline Pouir k Light Co 03/02/08 O'RElLLY.O P 
Region 2, Office of Director, lp 171B1 362 24X 

Fiche 50-400,03/02/08,9302170248 


0302280173 Interim deficiency rept re emergency diesel generator engliv 
anchor bolts k nut*, Item 114 Initially reported on 030117. 

Bolt* nuts type U grade discrepancies still under 
e value tion. Ne xt rept by 830415 Also reportable per Part 21. 

PARSONS, R. fl Carolina Power k Light Co, 83/02/17 O'REILLY. J. P. 
Region 2, Office of Director lp. 17305*319 24) 

Fiche 50-400, 03/02/17, 93022001 73 


V, Operator Examinations 


8301310203 Generic Ltr 83-06 to all power reactor 1 icensees, app 1 1 cants 
for OLs , NSS vend or*. react or vendors k AE re certificates 
k revised format for reactor operator k senior reactor 
operator licenses, Svc list end 

EI8ENHUT, D O Division of Licensing. 83/01/31 Consolidated 
Edison Co of New York, Inc, 14pp. 17347: 177. 24X 

Fiche 50-000,03/01/31,8301310203 


DOCKET 50-402 BHEARQN HARR 1 8 NUCLEAR POWER PLANT, UNIT 3 


A App 1 icat ion/con struct ion stage documents k correspondence 


8302100512 Board Notification 63- 1 1 . forward* Info indicating onset off 
increased turbulence k acceleration of tube wear occurring 
at feed flow rates of 505C for Model D/2 & D/3 steam 
generators k at 707. for Model D/4 k D/5 steam generators, 

NOVAK, T. M. Assistant Director for Licensing. 03/02/03, Atomic 
Safety and Licensing Board Panel 6# p 17143:293 24X 

Fiche; 50-000, 03/02/03, 8302100512. 


— 0302100322 Summary of 820219 meeting w/ORML# ANL# TX Util* Generating 
8G Elsctric k Qa» Coj West Ingh ouse# TVA k representat ivss of 
Swedish nuclear power plant k Krsko in Bethasde,HD re 
accelerated tube wear an Model D steam generators. 

CHESTNUT, 8. H, Licensing Branch i. 02/03/ IS YOUNG 9 LOO Di B J. 

Licensing Branch 1 46pp 17143.296 C4X Fiche. 50-000, 03/02/03, 
8302 100512 


8302090000 Generic Ltr 03-1OC to all applicants w/West inghouse design' 
NSS9 re resolution of TMI Action Item U K 3 9, “Automatic 
Trip of Reactor Coolant Pumps 14 

EIBENHUT, D, 0, Division of Licensing 83/02/08 Baltimore Gas I* 
Electric Co, 30pp, 17290,212 24 X Fl ehe: 50-000, 03/02/09, 

0302090080, 
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DOCKETED ITEMS 


DOCKET 30-403 8 HE ARON HARRIS NUCLEAR POWER PLANT , UNIT 4 


A App I icat i on/ c on»tru c t i an stage documents U correspondence 


9302100312 Board Mot i i i cat i on 63-11 forwards info indicating onset of 
increased turbulence t acceleration of tube wear occurring 
at feed f 1 OUJ rates of 50X far Model 0/2 fc D/3 steam 
generator* L at 70X for Model D/4 ?« D/5 steam generators 
NOVAK, T M Assistant Director far Licensing 03/02/03 Atomic 

Safety and Licensing Board Panel 6pp 17143 293 24X 

Fiche 50-000*83/02/03,8302100512 


— B302100522 Summary of 92021*? meeting w/ORNL* ANL, TX Utils Generating Co, 
SC Electric b Gas Co* We ifctngh oust, TVA & representatives of 
Swedish nuclear power plant & Krsko in DethesdaiMD re 
accelerated tube wear on Model D steam generators 
CHESTNUT, S H Licensing Branch 1 82/03/ 15 VOUNGDLOaD, D J 

Licensing Branch t 46pp 17143 29B 24X Fiche 50-000* 93/02/03* 

03O21OO3J2 


8302090080 Generic Ltr B3-10C to all applicants w/We *t img h ouse designed 
NS S3 re resolution of TMI Action Item II K 3 5, "Automatic 
Trip Of Reactor Coolant Pumps." 

EI6ENHUT, D 0 Division of Licensing B3/02/0S Baltimore Gas «, 

ElectTic Co, 30p p 17290 2|2 24X Fiche 50-000,33/02/09, 

63 020 90 080 


DOCKET 50-404 NORTH ANNA POWER STATION, UNIT 3 


8 Reportable occurrences, LER* fe related correspondence 


— 0302250269 Proposed Tech Specs adding contingency plans to Section 
6 5 1 6 ( 1 > , respons i b i 1 i t i es t Section 6 5 2 3(f), Tech Spec 
aud Its 

* Da try land Power Cooperative 83/02/18 2pp 17292 127 24X 

Fiche - 50-409, 83/02/10, 8302230262 


8302200269 Forwards response to NRC telcon request for addl info on 
rewrite of Section 8 of fire protection rule 10CFR50 48 
Key lock switches in Individual junction boxes located in 
electrical penetration room will be provided 

LINGER, F Da iry land Power Cooperative 03/02/23 CRUTCHFIELD, D 
Operating Reactors Branch 5 3pp 17312 264 24X 

Fiche 30-409, 83/02/23, 8302280269 


P Operating license stage documents b correspondence 


8302010627 Forwards final evaluation of SEP Topic III —4 B, "Turbine 
Missiles," Turbine missile risk for LACBWR safety-related 
ays acceptable provided listed conditions met Exam of 
factual correctness of SER requested 

CRUTCHFIELD, D Operating Reactors Branch 3 83/01/27 LINDER, F 

Dairy land Power Cooperative ilpp 16980 281 24X 

Fiche 50-409,83/01/27,8302010627 


0302100210 Forwards evaluation of SEP Topic I II, 2, "Wind & Tornado 
Loadings " Evaluation identifies structures b portions of 
structures which cannot withstand postulated tornado loads. 

Topic may be changed if facility design changes 

CRUTCHFIELD, d Operating Reactors Branch 5 B3/OI/27 LINDER, F 

Dairy land Power Cooperative lipp 17109 353 24X 

Fiche 30-409, B3/01/27, 8302100210 


0302030495 Part 21 rept re determination that post-LOCA hydrogen 
recombiner is likely to malfunction following exposure 
to elevated temp, high humidity environ Replacement pert 
Identif 1 cation will be provided to operators by 030218 
EI4PEV* D C Rockwell International Corp 82/12/17 COLLINS, U 
Region 4, Office of Director 4pp 17006 128 24X 

Fiche 30-000* 82/ 1 2/ 1 7, 83020304 9 3 


DOCKET 50-403 NORTH ANMA POWER STATION, UNIT 4 


B Reportable occurrences# LERs It related correspondence 


0302030493 Part 21 rept r« determination that post-LDCA hydrogen 
recomblner is likely to malfunction following exposure 
to elevated temp*high humidity environ Replacement part 
identification will be provided to operators by 03O21B 
EMPEY# D C Rockwell International Corp 82/12/17 COLLINS, J 
Region 4, Office of Director 4pp 17006 128 24X 

Fiche 50-000.82/12/17*8302030493 


DOCKET 50-404 TUSKECEE INST. RESEARCH REACTOR 


P Operating license stage documents & correspondence 


— 8208190201 l W ind & Tornado Load i ngs, LaCrus s e Nuclear Generating 
Station, 11 technical evaluation rept 

BARRETT, D J Franklin Institute/Franklin Research Center 

NRC ~ 03- 79-* t 18 TER-C 3257-408 02/08/16 PERQJNKO, D NRC - No 

Detailed Affiliation Given 67pp 17110 004 24X 

Fiche 50-409,83/01/27,8302100210 


B3O207O564 Forwards evaluation of SEP Topic 1 1 — 1 A, "Exclusion Area 
Authority 6 Control * Util has authority to determine all 
activities within exclusion area per lOCFRIOO NRC should 
be advised of changes in occupancy. 

CRUTCHFIELD, D Operating Reactors Dranch 3 03/01/31 LINDER, p 

Da try 1 and Power Cooperative Bpp 17034 233. 24X 
Fiche 30-409, 83/01/31, 8302070564 


8302070433 Advises that Rev 1 to GA program, d td 800B26, acceptab 1 b 
CRUTCHFIELD, D Operating Reactors Branch 5 83/02/02 LINDER, F 

Dairy 1 and Pouer Cooperative 2pp 17036 272. 24X 

Fiche 30-409, 83 / 02 / 02 , 8302070433 


B302140057 Application for amend to License DPR-45, chang ing plant 
controlling annual tests to refueling shutdown tests 
LINDER, F Dairyland Power Cooperative 03/02/03 CRUTCHFIELD, D 
Operating Reactors Branch 5. 2pp 17140 105 24X 

Fiche 30-409, 83/02/03, 8302 1 40057 


B3020201B7 Advises that joint request may be filed for au thor i i at 1 on to 
dismantle & dispose of AGN-201 reactor component* & to 
terminate License R-122 Addl actions to be taken listed 
THOMAS, C D. Standard i lat ion U Special Project* Branch 83/01/20 

CLAYTON, W F Tusfcegee Inst 3pp 14999 242 24X 

Fiche 50-406,03/01/20.8302020187 


DOCKET 30-409 LA CROSSE BOILING WATER REACTOR 


F Security* nedicel, emergency «, fire protection plan* 


0301210340 Generic Ltr 83-04 to a 1 1 licensee* of operating reactors* 
applicants for CL & holders of CPs re regional workshop 
concerning Buppl 1, NURE0-0737* ■"Requirements for Emergency 
Response Capability." Svc list end 

E IBENHUT , D, G Division of Licensing 83/02/01. Consolidated 

Edison Go, of New York, Inc ilpp 17221* 226, 24X 

Fiche* 30-000, 83/02/01 , 830 1210340 


— 9302140061 Proposed Tech Specs changing plant controlling annual tests 
to refueling shutdown tests 

a Da iry lan d Power Cooperative 83/02/03 2pp 17140 187 24X 

Fiche 50-409,03/02/03,8302140037 


0302170319 Discusses review of NRC draft safety evaluation for SEP 
Topics III-6, "Seismic Design Consideration*! " t* Ill-il* 
"Component Integrity " Safety consequences of mod to 
facility minimal Supporting documentation enci 

LINGER, F. Dairyiand Power Cooperative, 83/02/07 CRUTCHFIELD* D 
Operating Reactors Branch 5 Sflpp 17185. 159 24X 

Fiche 50-409,83/02/07,8302170319 


— 8302170321 Rev 3 to "Ssf e ty-R»latvd Electrical Equipment Anchorages 
for LACBWR " Related info *ncl. 

RUI1PF*R t , BTRNAD, T Nuclear Energy Service, Inc 91AOOOI ROD 
03/01/04 209pp 17105* 2i7 24X Fiche 50-409,03/02/07* 

0302170319 


8302230131 Forwards changed page to training t* qua 1 if lea tion plan Page 
withheld (ref 10CFR73 213. 

LINDER, F. Dairy land Power Cooperative 83/02/04 CRUTCHFIELD, D 
Operating Reactors Branch 3 2pp 17243 311 24X 

F i c h e 50-409, 03/02/04 , 830223013 1 


0302250262 Application for amend to License DPR-45 adding contingency 
plans to Section 6 9 1, 6< i J , responsib 1 1 itle s & Section 
6 5. 2 Gif), audit* of Tech Specs 

LINGER* F. DaiTyland Power Cooperative 03/02/ 13, CRUTCHFIELD, D. 
Operating Reactors Branch 5 2pp 17292' 125 24X 

Fiche 50- 409* 83/02/ 1 G , 8302 2 50262 


■0302170323 Rev 0 to "Seismic & Btres* Analysis qf LACBWR Manual 
Depressurization 0ys, " 

STiRNABi T Nuclear Energy Service, Inc 81A0052 ROO 02/1 i/ 19 
03pp 17106 065 24X Fiche. 50-409, 83/02/07, 8302170319 


— 3302170325 Rev 1 to "Seiimic & Structural Analysis of LACBWR Stack 
Using NRC Site-8p ecif ic Ground Response Spectra " 

HOSTETLER, M , RUMPF, R , CAO, N Nuclear Energy Service, Inc 
81A004A R01 82/09/27 163pp. 17186 147 24X 

Ficho: 50-409, 83/02/07, 8302170319, 


DOCKETED ITEMS 


297 


— B302170326 Addendum t to "Seismic U Stress Analysis 0 f UACBWR HPC8 
Discharge Lin* Piping 8ys " 

□BLIQADO, A i HUSAIN. I , YDLE, A H Nuclear Energy Service. Inc 
01AOO9I ADD 01 82/06/30 130pp 17J86 310 24X 

Fiche 50-40 9, 83/Off /Q7, 8302170319 


0302080295 Generic Ltr 93-09 to all operating reactor licensee*, 
applicants for OL & holders of CP for C-E PWRs re review of 
C “ E Ogner* Or oup emergency procedures guideline program Bvc 
list enc 1 

EISENHUTiD 0 Division of Licensing 83/02/08 Consolidated 
Edison Co of New York. Inc 1 1 p p 17290 247 04X 

Fiche 50-000. 93/02/00. 0302080295 


0302080304 Generic Ltr 03-11 to all operating reactor licensees re 
license* qual i f i cat 1 an for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Bvc list end 

EIBEMHUT.D, Q Division of Licensing 83/02/08 Consolidated 

Edison Co of New York. Inc ? PP 17234 234 24X 

Fiche 50-000. 83/02/00. 0302000304 


0302230393 Submits contacted as-built conditi on*. per 821213 BER re SEP 
Topic HI-3 A. "Effect of High Water Level on Structures *' 

No assessment of Oenoa 2 4* 3 stacks performed for flood 

design 

LIHDER.F Dairyland Power Cooperative 83/02/14 EI8ENHUT. D 0 
Division of Licensing 2pp 17246 341 24X Fiche 50-409.83/02/14. 

0302230393 


8302240024 Forwards reply to NRC requests for review summary of 
differences between current guidelines for new reactor const 
t* original const stds identified by NRC SEP 

LINDER. F Da iry land Power Cooperative 83/02/16 CRUTCHFIELD, D 
Operating Reactor* Branch 5 43pp 17274 291 24X 

Fiche. 50-409. 83/02/16. 8302240024 


8302250262 Application for amend to License DPR-45 adding contingency 
plans to Section 6 5 1 6( i ) . responsl b i 1 lti o s tt Section 
692 B(f>,audlt« of Tech Specs 

UNDER. F, Da iry land Power Cooperative 83/02/10 CRUTCHFIELD, D 
Operating Reactor* Branch 5 2pp 17292 123 24X 

Fiche- 30-409. 83/02/10. 8302230262 


— 0302230269 Pr oposed Tech Specs adding contingency plans to Section 
& 3 1 6(i), responsibilities 4: Section 6 3 2 8(f).Tech Spec 
audits 

a Dairyland Power Cooperative 83/02/10 2pp 17292' 127 24X 

Fiche 30-40 9,83/02/18,8302250262 


O Inspection report*. IE Bulletins & correspondence 


6302040039 Ad d 1 response to FOIA request for 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning OA deficiency 
Forwards App a documents Document 31 available in PDR, 

FELTON. J, M Division of Rule* and Records 82/12/30 HIATT, 8 L 
Ohio Citizens for Responsible Energy 3pp 17045 144 24X 

Fiche- 30-000, 02/12/30. 0302040039 


— B302040332 Forwards 1901 comparison data for operating 8* const plants, 
consisting of total numbers of noncompliance Items, repts 
Issued, insp hours, sever i ty lev* Is, points 6 hours per rapt & 

Item 

SUCHARSKI.L Region 3, Office of Director 02/07/08 

KEPPLER.JO Region 3, Office of Director 13pp 17049,281 24X 

Fiche 90-000,82/12/30.0302040039 


830-2040067 Forwards IE Insp Rept 50-409/ 82- 20 on 821101-1231 «< notice 
of violation 

STREETER, J F Division of Project 6 Resident Programs, 83/01/20, 
LINDER, F W. Dairyland Power Cooperative 2pp 17020 315 24X 

Fiche, 30-409, 03/01/20. 0302040067 


— 8302040073 Notice of violation from insp on 821101-1231 

STREETER, J F Division of Project L Resident Programs 83/01/20, 
2pp. 17020:317 34X Fiche > 50-409, 03/01/20, 8302040067 


— 8302040080 IE Insp Rapt 90-409/82-20 on 821101-1231 Noncomp 1 1 mce 
noted failure to conduct proper shift turnovers * failure 
to property document testing malnt 

BRANCH, M w , REYES. L Division of Project & Resident Programs. 
03/01/20 *8p p 17020.319 24X Fiche 50-409,83/01/20,8302040067. 


9302040046 Respond* to IE Bulletin 82-04, "Deficiencies in Primary 
Containment Electrical Penetration Assemblies " No 
Bunker-Ramo electrical penetrations used at facility.No 
further action required 

LINDER, F Dairyland Power Cooperative 83/01/24 KEPPLER, J 0. 
Regions, Office of Director 2pp 17021.099 24X 

Fiche* 30-409, 83/01/24, 0302040046 


0212060359 IE Info Notice 03-01, "R ay Miller, Inc " 8vc list enc l 
JORDAN, E l Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of New 

York, Inc i 10pp 17023 160 24X Fiche 50-000,83/01/26.8212060398 


8302010456 Ack receipt of 630105 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-409/82-18 
NORELIUS, C E Division of Project & Resident Programs 03/01/26 
LINDER. F W Dairyland Power Cooperative lp 16980 360 24X 

Fiche 50-409, S3/0I/26, 0302010456 


— 8302010462 Respondi to NRC 021202 ltr re violations noted in IE Insp 
Rept 30-409/02-10 Corrective action* procedures will be 
revised to include specific criteria r# monthly test for 
emergency diesel generator 

LINDER, F Dairyland Power Cooperative 83/01/05 9PES3ARD.R L 
Division of Project & Resident Programs 2pp 16980 361 24X 

Fiche 50-409, 83/01/26# 8302010456 


0212060360 IE Info Notice B3-G2, "Limitorqui H0BC.H1BC.H2BC It H3DC 
Oearhead* " Svc List encl 

JORDAN. E, L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/28 Consolidated Edison Co of New 

York, Inc I0?pp 17144 QGl 24X Fiche 50-000,83/01/20,8212060360 


0212060361 IE Info Notice 63-03, "Caiibr of Liquid Level Instruments M 
8vc list encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/28 Consolidated Edison Co of New 

York, Inc I 10pp 17074 095 24X Fiche 50-000, 03/01/20, 821 2060361 


8302030303 Advises o# B3D207 open forum in Chicago, 1L re recent rev to 
10CFR30 34 U 30,53 IE will conduct formal presentation 
followed by question L answer session Requests that 
participation be limited to three people 

8Pb8SARD, R L Division qf Engineering 03/01/28 Commonwealth 
Edison Co 2pp 17009 187 24X Fiche 50-000, B3/01 /2B, 8302030303, 


0212060363 IE Info Notice 83-04. "Failure of Elms Power Supply Units. « 
8v< list encl. 

JORDAN. E L Division, of Emergency Preparedness & Engineering 
Response (Post 930103). 83/03/18 Consolidated Edison Co. of New 

York, Inc 1 10pp 17347 19J. 24X Fiche 50-000,83/02/18,8212060363 


8212060363 IE Info Notice 83-03, "Obtaining Approval for Disposing of 
Very Low Level Radwaite - IQCFR20 302 " 8vc list encl 
JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) B3/0ff/Z4 Consolidated Edison Co of New 

York, Inc iiipp 17347 030 24X Fiche 50-000, 03/02/24, 821 2060365, 


8242060366 IE Info Notice 03-06, "Noni d entice 1 Replacement Parti " 

Bvc list encl. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 83/OZ/24 Consolidated Edison Co of New 

York, Inc 1 12pp 17361 148. 24X Fiche 50-000, 03/02/24, 021 2060366 


V Operator Examinati ons 


0302070569 Responds to Qeneric Ltr 03-01 re operator licensing exam 
site visit Proposed schedule only for Category 5 submitted 
LINDER. F, Dairyland Power Cooperative 83/01/28. EIBENHUT, D 0 
Division of Licensing lp 17034 170 24 X Fiche 50-409.83/01/28, 

8302070 568 


8301310203 Generic Ltr 63-06 to all power reactor 1 icensae*. app llcents 
for OLi.NSS vendor*, reactor vendors & AE re certificates 
& revised format for reactor operator It senior reactor 
operator licenses Bvc list encl 

EISEWHUT.DO Division of Licensing B3/01/31. Consolidated 
Edison Co of New York, Inc J4pp 17347 1 77 24X 

Fiche. 50-000, 03/01/31.8301310203 


DOCKET 50-410 NINE MILE POINT NUCLEAR 8TATI0N, UNIT 2 


A. AppH cation/ construction stage documents & correspondence 


9302020022 Forwards OL app 1 Ication. cons isting of acceptance review FBAR 
(filed in PDR Category K), Environ Rept (Category O.Physlcal 
Security & Emergency Plans (withheld), Failure Mode i, Effects 
Analysis & proprietary & nonproprietary Assessment Repts, 

MANOAN, C V. Niagara Mohawk Power Corp 03/01/25, DENTON, H, R 
Office of Nuclear Reactor Regulation, Director lp 24X 
Fiche- 50-410, 03/01/35.8302020022 


— 83020 2 0 034 Application for DL, consist ing of acceptance review F8AR, 
Environ Rep t, Physical Security S« Emergency Plans (withheld). 
Failure Modes & Effects Analysis & proprietary fc 
nonpropr ietary Design Assessment Repts 
* Niagara Mohawk Power Corp 83/01/21. 30pp 24X 
Fiche 50-410,83/01/55,8302020022. 
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—0302020064 "Failure Modes fc Effects Araly s i %, Nine Mil# Point Nuclear 
Station* Unit 2.'* Book# | & £> 

* Niagara Mohawk Power Corp 03/01/25 l,200pp 24X 

Ftch# - 30-41 0, 03/01/25, 0302020022 


8302020098 Forward i request for arfdl info re B20921 Ur on revetment - 
dttqh *ys,p*r 030121 discussion Response Teouesfced within 2 
uks. 

SCnUENCEfl.A Licensing Branch 2 03/01/37 RHODE, 0 K. Niagara 

Kahaut Pew«T Carp 3pp 1699B 350 24X Fiche 50-410*03/01/27, 

0302020 090 


0302140209 Notification of 830222-24 caseload forecast panel tit* visit 
In 0c r i ba» NV to discuss conit progress 8< to obtain Info for 
assessing projected foal load data Agenda and 

HAUOHEY, Mr Licensing Branch 2 B3/02/04 8CHNENCER, A Licensing 

Branch 2, 6p p 17149 328 24X Fiche 50-4 10, 03/02/04, 8302 14 020 9 


0302170016 Forwards lilt of info to be reviewed at NRC caseload 
forecast panal 030222-24 site visit ra status of const 
8CHUENCER, A Licensing Branch 2 83/02/04 RHODE* 0 K Niagara 

Mohawk Power Corp $PP 17176*346 2 4X Fiche 50-410,83/02/04, 

0302170016 


8302080299 Generic Ltr 03-09 to ell aperating reactor licensees, 
applicant* for OL 6 holder! of CP for C-E PWRs r# review of 
C-E Owner* Group emergency procedure* guideline program Svc 
list enci 

EI8EWHUT, D 0, Division of Licensing 83/02/0B Consolidated 
Edison Co of Neu York, Inc. llpp 17290; 247 24X 

Fiche* 90-000, 83/02/00, 0302090295. 


8302000301 Generic Ltr 03-09 to BWR licensee* of operating reactors 
(except LACBWr), app 1 leant* for OL & holders of CP re SER of 
"Emergency Procedure Qui del in**, Rev 2 , u NEDO-24934, June 
1982 Guidelines acceptable Bvc list end. 

EI8ENHUT»D G. Division of Licensing 03/02/00 Commonwealth 
Edison Co. 6pp. 17234 249. 24X Fieh #. 30-000, 03/02/06, 8302060301 


0302250412 Forward* response* to NRC 030127 ltr re can*t of revetment 
ditch »y« at facility. One ovarsia* figure end Aperture 
card 1* available in FDR 

MAN0A.N, C V Niagara Mqhawk Power Corp 03/02/10 SCHWENCER • A. 
Licensing Branch 2. 7pp 17296 109 24X Fiche* 50-410, 83 / 02 /lB, 

8302290412 


C Utility Environmental Report <ER), amend* lc cor respond ence 


0302020022 Forward* acceptance review copy of Environ Rept for Nine 
Mil# Point Nuclear Station, Unit S 

MANGAN, C.V. Niagara Mohawk power Corp 83/01/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. Ip 24X 
Fiche: 50-410, 83/01/25,8302020022 


—0302020036 Acceptance review copy of Environ Rept - OL stage for Nino 
Mila Paint Nuclear Bta tion, Uni t 2 

a Niagara Mohawk Power Corp 03/01/25 950pp 24X 

Fiche- 30-410, 03/01/25, 9302020022 


F. Security, medical, emergency & fire protection plaht 


0302020022 Fonoard* OL app 1 ieat Ion, con* i sting of acceptance review FSAR 
(filed in FOR Category K*)iEnviron Rept (Category C), Physical 
Security & Emergency Plan* (uithh eld ), Failure Mode % Effects 
Analysis & proprietary fc ronpropr ietar y Assessment Repts 
HANGAN, C. V. Niagara Mohawk Power Corp 83/01/29. DENTON. H R 
Office of Nuclear Reactor Regulation, Director. Ip, 24X 
Fiche. 50-410, 03/01/25,0302020022. 


— 0302020031 Forward* acceptance review copy of Physical Security Plan 
Plan withheld (ref 10CFR2 790) 

HANGAN, C V. Niagara Mohawk Power Corp 03/01/26. DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp. 24X 
Fiche 50-410,83/01/25*6302020022. 


BOO L 2 10340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicant* for OL U holders of Cp» re regional workshop 
concerning Btippl l, NUREG-0737, "Requirement* for Emergency 
Response Capability, 11 Svc list end 

EI9CNHUT, D. 0. Division of Licensing 83/02/01 Consolidated 

Edison Co. of N*v York, Inc llpp. 17221,226. 24X 

Fiche. 90-000. 63/02/01. 9301210340, 


8302160408 Releases public version of revised site emergency plan. 
FELTON, J. M Division of Rules and Records. 03/02/07, Document 
Management Branch. Ip. 17174:031 24X Fi che: 50-410, 03/02/07, 

0302160400 


— 8302160410 Public version of Rev 10 to site emergency p lan, cons i sting 
of App 13B to FSAR 

* Niagara Mohawk Power Corp B2/12/31 SlSpp 17174 039 24X 

Fiche 50-410,83/03/07,0302160408 


K Utility Final Safety Analysis Report <F8AR ) S< amends 


0302020022 Forwards acceptance review copy of FSAR for Nine Mile- Point 
Nuclear Station, Unit 2 

MANOAN, C V Niagara Mohawk Power Corp 03/01/25 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 24X 
F l the 50-410,03/01/20,8302020022 


— 0302020039 Acceptance review copy of FSAR for Nine Mile Point Nuclear 
Station, Unit 2 

* Niagara Mohawk Power Corp 03/01/25 22,028pp 24X 

Fiche 50-410.03/01/23,8302020022 


8302020069 Acceptance review copy of Chapter 1 to Nino Mile Point 
Unit 2 FSAR, “introduction b General Description of Plant " 
a Niagara Mohawk Power Corp 03/01/25 700pp 24X 

Fiche. 90-410, 03/01/25, 8302020069 


6302020076 Acceptance review copy of Chapter 2 to Nine Mile Point 
Unit 2 FSAR, "Site Charac teri s t i c s M 

# Niagara Mohawk Power Corp 83/01/25 0ODpp 24X 
Fiche 30-410,03/01/25,8302020076 


8302020085 Acceptance review copy of App 2A to Nine Mile Point Unit 2 
FSAR, “Haiardoua Matls Data Collection " 

* Niagara Hohawk Power Corp 03/01/25 llpp 24X 
Fiche 50-410,83/01/23,8302020089 


0302020091 Acceptance review copy of App 2J3 to Nine Mile Point Unit 2 
F9AR, "Onsite t Syracuse Natl Weather Svc Station 
Meteorological Summaries " 

* Niagara Mohawk Power Corp 83/01/25 OOOpp 24X 
Fiche 30-410,03/01/25,8302020091 


0302020098 Acceptance review copy of App 2C to Nine Mile Point Unit 2 
FSAR, "Visible Plum* Model Description " 

* Niagara Mohawk Power Corp 03/01/25 I6pp 24X 
Fiche 90-410,83/01/29,8302020098 


0302020101 Acceptance review copy of App 2D to Nine Mile Point Unit 2 
FSAR, "Salt Drift Model Description " 

* Niagara Mohawk Power Corp 93/01/25 14pp 24X 
Fiche 30-410,93/01/23,8302020101 


0302020103 Acceptance review copy of App 2£ to Nine Mile Point Unit 2 
FSAR, ‘"Descri p tion of Relative Humidity Augmentation Model " 

* Niagara Mohawk Power Corp 03/01/25 5pp 24X 
riche 30-410,83/01/25,0302020103 


8302020107 Acceptance review copy of App 2F to Nine Mile Point Unit 2 
FSAR, "Conservative 6 Realistic Short-Term Diffusion 
Estimates for Hypothetical Releases From Unit 2 Main Stack, 

Combined Radwast* & Reactor Bldg Vent L Main Bteam " 

* Niagara Mjhawk Power Corp 83/01/25 50pp 24X 
Fiche 50-410,03/01/25,8302020107 


8302020110 Acceptance review copy of App 20 to Nine Mile Point Unit 2 
FSAR, "Long-Term (Routine) Diffusion Estimates for Main 
Stack 6 Combined Radwastu it Reactor Bldg Vent " 

* Niagara Mohawk Power Carp 83/01/25 12pp 24X 
Fiche 50-410,03/01/25,8302020110 


8302020111 Acceptance review copy of App 2H to Nine Mile Point Unit 2 
FSAR, "Excavation Maps " 

* Niagara Mohawk Power Corp 83/01/25 300pp. 24X 

Fiche 50-410,83/01/25,8302020111 


03020201 12 Acceptance review copy of App 21 to Nine Milt Point Unit 2 
FSAR, "Demster Structural Zone W/Oi sc ussion on Origin & 

Extent. M 

« Niagara Mohawk Power Corp 83/01/25 600pp 24X 

Ficha 90-410, 03/01/25, 83020201 12 


0302020114 Acceptance review copy of App 2J to Nine Mile Point Unit 2 
FSAR, "Test Procedures " 

* Niagara Mohawk Power Corp 83/01/25 15pp. 24X 

Ficha 50-410,83/01/25,0302020114 


0302020117 Acceptance review copy of App 2K to Nine Mile Point Unit 2 
FSAR, "Boring Logs " 

a Niagara Mohawk Power Corp 83/01/25 300pp 24X 

F i c h e ; 50-4 1 0, 83/0 1 /29, 8302020 1 1 7 
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6302020120 Acceptance review copy of App 2L to Nine Mile Point Unit 2 
FSAR, “Population Distribution 14 

* Niagara Mohawk Power Carp 83/01/25 50pp 24X 
Fiche 50-410,03/01/25.6302020120 


8302020124 Acceptance review copy of Chapter 3 to Nine Mile Point 
Unit 2 FSAR. "Design of Structures, Components, Equipment & 

Bv« 

* Niagara Mohawk Power Corp 83/01/25 S.SOOpp 24* 

Fiche 50-410,63/01/25,8302020124 


0302020120 Acceptance review copy of App 3A to Nine Mile Point Unit 2 
FSAR, "Computer Programs for Dynamic & Static Analysis of 
Category I St rue ture s , Equ i pmen t b Components n 
* Niagara Mohawk Power Corp 03/01/25 133pp 24X 

FI Che; 30-410, 83/01/25, 0303020128 


030202012? Acceptance review copy of App 30 to Nine Mile Point Unit 2 
FSAR, "Pressure Analysis for Subcompartments Outside 
Containment *' 

a Niagara Mohawk Power Corp 03/01/25 75pp 24/ 

Ft Che. 30-410, 63/01/25, 830202012? 


9302020133 Acceptance review copy of App 30 to Nine Mile Point Unit 2 
FSAR, '’Failure Mode Analysis for Pipe Breaks & Cracks " 
a Niagara Mohawk Power Corp 83/01/25 Qpp 24X 
Fiche- 30-410, 03/01/25, 8302020133 


0302020135 Acceptance review copy of App 3D to Nine Mile point Unit 2 
FSAR, "Method of Panel Frequency Analysis " 

* Niagara Mohawk Power Corp 03/01/25 App 24X 
Fiche 30-410,83/01/25,8302020135 


6302020130 Acceptance review copy of Chapter 4 to Nine Mile Point 
Unit 2 FSAR, "Reactor " 

•» Niagara Mohawk Power Corp 93/Qi/25 200pp 24X 

Flche 30-410,03/01/23,0302020138 


630-2020140 Acceptance review copy of Chapter 3 to Nine Milo Point 
Unit 2 FSAR, "RCS & Connected By* ” 

* Niagara Mohawk Power Corp 93/01/25 40Qpp 24X 
Fiche 30-410,83/01/25,0302020140 


8302020143 Acceptance review copy of App 3A to Nine Mile Point Unit 2 
FSAR. "Compliance W/10CFR50, App Q Upp H " 

« Niagara Mohauik Power C 0 rp 03/01/23 I9pp 24X 
Fiche 30-410, 83/01/25, 8302020143 


8302020144 Acceptance review copy of Chapter 6 to Nine Mile Point 
Unit 2 FSAR, “ESPs, * 

► Niagara Mohawk Power Corp 63/01/23 3,300pp 24X 

Fiche 30-410, 03/01/25, 8302020144 


030202014? Acceptance review copy of App 6A to Nine Mile Paint Unit 2 
FSAR, "Design Assessment Rept for Hydrodynamic Loads " 

* Niagara Mohawk Power Corp 83/01/23 400pp 24X 

Fiche 50-410, 83/01/25, 830202014? 


8302020197 Acceptance review copy of App 60 to Nine Mile Point Unit 2 
FSAR, *’ THREED Sub c ompar tment Analytical Model " 

* Niagara Mohawk Power Corp B3/Q1/25 13pp 24X 
Fiche 30-410. 03/01/25, 8302020157 


8302020LA7 Acceptance review copy of Chapter 7 to Nine Mile Point 
Unit 2 FSAR, "Instrumentation *< Controls," 
a Niagara Mohawk Power Corp 83/01/25 700pp 24X 

FUhe 30-410,83/01/23,6302020167 


8302020170 Acceptance review copy of Chapter 0 to Nine Mile Point 
Unit 2 FSAR, "Electric Power " 

a Niagara Mohawk Power Corp 83/01/25 t.lQOpp 24X 
Fiche 30-410,63/01/25,0302020170 


6302020172 Acceptance review copy of Chapter 9 to Nine Mile Point 
Unit 2 FSAR, "Auxiliary 8ys *' 

a Niagara Mohawk Power Cprp 03/01/25 5, 400pp 24X 

Fiche' 50-410, 03/01/29, 8302020172 


8302020175 Acceptance review copy of App ?A to Nine Mil* Point Unit 2 
FSAR, "Fire Protection Program Evaluation Rept (FPPER) " 
a Niagara Mohawk Power Corp 63/01/25 400pp, 24X 

Fiche; 50-410, 03/01/25,0302020175 


0302020178 Acceptance review copy of Chapter 10 to Nine Mile Point 
Unit 2 FSAR, "Steam U Power Conversion Sy* " 
a Niagara Mohawk Power Corp 83/01/25 J*500pp 24X 

Fiche- 30-410, 83/01/25, 8302020170 


0302020180 Acceptance review copy of Chapter 11 to Nine Mile Point 
Unit 2 FSAR, “Raduaste Kg t. " 

* Niagara Mohawk Power Corp 63/01/25 400pp 24X 

Fiche 30-410,63/01/23,0302020190 


6302020183 Acceptance review copy of App 11A to Nine Hill Point Unit 
FSAR, "Radiological Dose* “ 

*» Niagara Mohawk Power Corp 63/01/25 2Bpp 24X 
Fiche 30-410, 83/01/23,8302020103 


9302020106 Acceptance review copy of Chapter 12 to Nine Nile Point 
Unit 2 FSAR, "Radiation Protection “ 

# Niagara Mohawk Power Corp 03/01/25 7G0pp 24X 
Fiche 90-410, 83/01 /23, 0302020186 


□302020189 Acceptance review copy of Chapter 13 to Nina Mila Point 
Unit 2 FBAR, "Conduct of Operation* " 

* Niagara Mohawk Power CoTp 63/01/25 200pp 24X 

Fiche 30-410,03/01/23,630202016? 


0302020192 Acceptance review copy, of App 13A to Nina Hi la Point Unit 
FSAR, "Typical Resumes " 

* Niagara Mohawk Power Corp 93/01/23 200pp. 24X 

Fiche 50-410,93/01/29,3302020192 


8302020195 Acceptance review copy of App 13B to Nine Mile Point Unit 
FSAR, "Site Emergency Plan " Plan withheld 
# Niagara Mohawk Power Corp 83/01/25 Ip E4X 
Ftche 50-410,83/01/29,9302020195 


0302020197 Acceptance review copy of Chapter 14 to Nine Mile Point 
Unit 2 FSAR, "Initial Teat Program " 

* Niagara Mohawk Pawar Corp 03/01/25, 45Qpp, 24X 
Fiche 50-410,03/01/25,9302020197 


0302020200 Acceptance review copy of Chapter 13 to Nine Mile Point 
Unit 2 FSAR, "Accident Analysis “ 

* Niagara Mohawk Power Corp 03/01/25 300pp, 24X 

Fich* 50-410, 83/01/23,8302020200 


□302020203 Acceptance review copy of App 15A to Nine Kile Point Unit 
FSAR, "Plant Nutloar Safety Operational Analysis (NSOAK " 

* Niagara Mohawk Power Corp 83/01/25 lOOpp 24X 
Fiche* 50-410, 83/01/23, 6302020203 


6302020209 Acceptance review copy of Chapter 16 to Nine Mile Point 
Unit 2 FSAR, “'Tech Specs " 

a Niagara Mohawk Power Corp 03/01/25 200pp 24X 

Fiche 50-410,03/01/25,9302020209 


8302020211 Acceptance review copy of Chapter 17 to Nine Kile Point 
Unit 2 FSAR, “OA 11 

» Niagara Mohawk Power Corp 03/01/25 50pp 24X 
Fiche SO-410, 83/01/25,8302020211 


M Antitrust correspondence 


8302190346 Forward* "Info for Antitrust Review of OL Appl i catiom Mini 
Mile Point Nuclear Btat i on, Un i t 2," per Reg Guide 9 3, Info 
supple info submitted to Atty General for antitrust review 
re license application per 10CFR50,App L 

MANOANrC V Niagara Mohawk Power Corp B3/02/14. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director lp 17210,225. » 

Fiche 50-410, 03/02/14, 8302160346 


— 0302180348 "Info for Antitrust Review of QL Application, Nine Mile F 
Nuclear Station, Unit 2 ■ 

* Niagara Mohawk Power Corp, 03/02/14 36pp 17210 236 24X 

Fiche 30-410,63/02/14,8302180346 


G Inspection reports, IE Bulletins & correspondence 


8212060358 IE Info Notice 83-01, "Ray Miller, Inc " Svc list end 
JORDAN, E L Division of Emergency Preparedness u Engineering 
Response (Post 930103) 63/01/26. Consolidated Edison Co. of Ni 

York# Inc 1 ISpp 17023.160 24X Fiche 50-000,83/01/26,82120603! 


8212060360 IE Info Notice 03-02, "LJmi tor que KOBC, H1DC, H2J3C fe H3BC 
Oearh eads, " Svc list end 

JORDAN, E. L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 63/01/28 Consolidated Edison Co of N 

York# Inc, lQ9pp 17144 OOl 24 X Fiche; 30-000, 93/01 /28, 62120603. 


8212060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments 
3vc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 630103) 93/01/26 Consolidated Edison Co of N 

York, Inc I 10pp 17074 093 24X F Uhe: 30-000, 93/01/2B. 821 20603 
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DOCKETED ITEMS 


S3O2O703BO Responds to IE Bulletin BO-16 re misapplication of R os n mount 
transmitter* Model U31 transmi tter* w/A or D amplifier 
boards will be replaced w/equivalent transmitter Bulletin 
not applicable to Modal 1152 transmitters 

KANN0#8 F. Niagara Mohawk Power Corp 03/01/31 STAflOBTECKl. R 
Division of Project b Resident Program* lp 17071 0B9 24 X 

Fiche: 50-410. 83/01/31,0302090300 


8212060363 IE Info Notice 63-04, "Failure of Elmo Power Supply Units." 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 63/02/19 Consolidated Edison Co. of New 

York. Inc. UOpp 17347 191 24X Fiche- 50-000, 83/02/18, 8212060363 


6212060363 IE Info Notice 03-03. "attaining Approval for Disposing of 
Very Low Level Radweste - 10CFR20 302 " Svc list ancl, 

JORDAN, E L«- Division of Emergency Prepared ness U Engineering 
Response (Post 0301031 83/02/24, Consolidated Edison Co of New 

York. Inc lltpp 17347 030 Z4X Fiche- 50-000, 83/02/24, 0212060365 


8212060366 IE Info Notice 03-06. "Nonidentical Replacement Parts 11 
Bvc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/02/24 Consol Ida ted Edison Co of New 

York. Inc. 1 12pp 17361-140. 24X Fiche 50-000, 63/02/24, 921 2060366 


8 Reportable occurrences, LERs b related correspondence 


8302090160 Final deficiency rept re ITT Orlnnell issue of planner w/o 
prioT approve L Initially reported on 821101 ITT Orlnnell 
committed to route all Category £ planners through QC prior 
to field Issuance 

MANNC,S,F. Niagara Mohawk Power Corp 83/01/31 STARdSTECK I , R, 
Division of Project 6 Resident Programs, 2pp. 1706? 360, 24X 

Flche' 30-410, 03/01/31,8302090160 


6302090346 Final deficiency rept re enhancement of ITT Orlnnell weld 
radiographs Initially reported on 621100 Site radiographs 
Isolated to 810430-0713 Welds rsrad iographed b found 
acceptable except for one weld 

MANNO, 8 F. Niagara Mohawk Power Corp. 63/01/31 STARDSTECK I , ft 
Division of Project b Resident Programs 3pp. 17070 340. 24X 

Flche 30-410, 03/01/31. 8302090346 


0302230331 Final deficiency rept re hydrogen recomblntTs Initially 
reported on 021119. ITT Barton pressure transmitters replaced 
b disconnect switch eliminated from circuit Alta reported 
per Part 21 

MANOAN, C V. Niagara Mohawk Power Carp 03/02/U 8TAR08TECKI , R 
Division of Project b Resident Programs, 2pp £7248 130 24X 

F i C h • : 30- 410, 83/02/ 1 1 . 030223033 1 


6302230662 Interim deficiency rept re weld radiograph for recirculation 
piping spool p iece. Initia I lg reported on 030113, G£ requested 
to respond to problem, Final rept to be submitted by 630313. 

MANOAN, C V, Niagara Mohawk Power C-orp 03/02/14 STAROBTECK I , R 

Division of Project b Resident Programs 2pp. 17233; 047 24X 

Fiche, 30-410, 03/02/14,0302230662. 


8302230430 Final deficiency rept re error In QHDSH computer program. 
Initially reported on 821008 Program revised to correct 
error 

MANOAN, C, V. Niagara Mohawk Power Corp, 03/02/13 STAROBTECK! , R. 
Region 1, Office of Director. 3pp. 17294 013 24X 

Flche. 30-410, 83/02/13,8302230438. 


V Operator Examinations 


6301310203 Centric Ltr 03-06 to all power reactor 1 ic insets, app 1 1 cants 
for OLi, NS8 vendors, reactor vendors b AE r# certificates 
It revised format for reactor operator b senior reactor 
operator licenses. Svc list encl. 

EI0ENHUT, D 0 Division of Licensing. 03/01/31, Consolidated 
Edison Co. of New York. Inc 14pp. 17347 1 177. S4X 

Flche: 30-000, 03/0 1/31, 8301310203 


8302140074 Responds to Generic Ltr 03-01 re planning for operator 
i teens log. 

LEHP0E8, T. E Niagara Mohawk Power Carp, 83/01/31. EISENMUT, D, Q. 

17142-113 24X Fiche. 30-220, 03/01/31, 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


A Application/construction stage documents b correspondence 


0302040403 Notifies that NRC caseload forecast panel will visit plant 
on 830126-28 to obtain Info re status of const activities 
Agenda encl 

KNIGHTON, QW Licensing Branch 3 03/01/10 WOOLEVER, E J 

Duquesne Light Co 9pp 17042 312 24X Flche 30-412,83/01/10, 

0302040403 


0302030016 Dally highlight memo Util has submitted F9AR b environ rept 
for review FSftR acceptance review to be performed by EQbO, 
environ rept by NRC General info section of OL application 
received 821222 

LAZO, L Licensing Branch 3 03/01/26 DENTON, H R , CASE. E 0 , 

CARTER, J Office of Nuclear Reactor Regulation, Director, Ip 
17041-093 24X Flche 30-412,03/01/26,0302030016 


0302170403 Notification of 83020? meeting w/util in Bathesda,hD to 
discuss review plan for control room 

LAZO. L Licensing Branch 3 83/02/03 KNIGHTON. 0 W Licensing 

Branch 3 3pp. 17195-256 24X Flche- 50-412, 03/02/03. 0302170403 


8302000295 Generic Ltr 03-09 to all operating reactor licensees, 
applicants far OL b holders of CP for C-E PWR* re review of 
C— E Owners -Group emergency procedures guideline program, flve 
list encl. 

EISENHUT, D,0 Division of Licensing 83/02/08 Consolidated 
Edison Go. of N«w York, Inc llpp 17290 247. 24X 

Ficha- 50-000, 83/02/00,0302090295 


0302090090 Generic Ltr 03-lOC to all applicants w/Westlnghou*e designed 
NBSS re resolution of TMI Action Item 1 1 K 3 5# "Automatic 
Trip of Reactor Coolant Pump* ♦' 

ElSENHJTrD O Division of Licensing 03/02/08 Baltimore Oat b 
Electric Co 30pp 17290-212 24X Fiche 50-000,03/02/00, 

0302090000 


8302170954 Summary of 821115 meeting u/util In Bethesda.MD re Initial 
F8AR submittal 

LAZO, L Licensing Branch 3 DOOLITTLE, E, L Licensing Branch 1 
03/02/00 Licensing Branch 3 4pp, 17197 147 24X 

Fiche 50-412, 03/02/00,0302170554 


F. Security, medical, emergency b fire protection plans 


0301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL b holders of Cp» re regional workshop 
■concerning Suppl 1, NVRE0-0737, "Requirements for Emergency 
Response Capability h Bvc list encl 

EISENHUT, D. 0, Division of Licensing 83/02/01 Consolidated 
Edison Co. of New York, Inc llpp 17221 226. 24X 

Ficha- 50-000, 83/02/01, 0301210340 


Q. Inspection reports, IE Bulletins b correspondence 


821206035Q IE Info Notice 03-01, *'Ray Miller, Inc " 8vc list encl. 
JORDAN, E. L, Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/01/26, Consolidated Edison Co of New 

Yortr rnc llQpp 17023 160 24X F Ic he: 50-000, 03/01 /26, 02 1 2060358 


B21 2060360 IE Info Notice 83-02, H Limi torque HOBC, HlBCr H2BC L H30C 
Gearheads, ** Svc list tncl, 

JORDAN, E, L Division of Emergency Preparedness b Engineering 
Response (Rost 030103) 03/01/20 Consolidated Edison Co Of N#w 

York# Inc. I09pp. 17144 001 24X Fi c he: 50-000. 83/01 /29, 021 2060360 


0212060361 IE Info Notice 03-03, “Celibr of Liquid Level Instruments " 
Bvc list encl. 

JORDAN, E„ L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/01/20, Consolidated Edison Co of W»w 

York# Inc ilOpp 17Q74 099 24X Fiche: 50-000, 83/01/29, 921 2060361 


6302100329 Rsspunds to IE Bulletin 02-04, “Deficiencies In Primary 
Containment Electrical Penetration Assemblies, N flunker-Ramo 
electrical penetration assembllas not used at facility nor 
planned for Installation 

WOOLEVER, E J. Duquesns Light Co 83/01/20. HAYNES, R. C, Region J, 
of Otr * ctor * 2 PP' 17110 093 24 X Fiche 50-412,03/01/28. 

B302 100329, 


8302140199 Notification 83-09 of 830215 meeting w/ltceneee In 
Sh ipp lngport, PA to discuss 8ALP, 

TRIPP, L E Division of Project b Resident Programs. 03/02/03 
Region 1# Office of Director. Ip. 17145:326 24X 

Fichot 50-41 2r 83/02/03,8302140199 



DOCKETED ITEMS 




63021906-26 Forwards add l info in 

idili adopt ms fctioda used by Unit t fn"*! *° tE B^leiu , 
fSou blockage or degradat laT) tf to l * d Pt< * c fc lr 3 Pote-»,« " 
WOdLEVER,E J Duquesn* Light cl bII^cV u 

of Em* r gene y Preparedness & En a , n*,., r . ~ JO»Da»„ r , 

17191 326 24X Fiche 90-4IB. SsJSaw? J5SS!53U* ' P “* * ' 

B 302230336 Forward* IE Ihsp R ep t 50 - 4 1 

n one amp I iance noted «*/e 3 -Q 2 on B 3 D| 0 V:}j i 

STAROBTECKI.R Division o f Pro.ect » „ 

W 00 LEV£R ( E J Duquesn* Light Co 2 h PT = 9 r^, , 

Fiche 30 - 412 , 83 / 02 / 09,03023 5033 * ?P 172 *1 05 E 3 

—-0302230343 IE In*p Rept 50 — 4137 m 

<U,ov ,r.« «» 

connections, installation 0 f spare oljl*! ! I \ *’ r 
to piping, site tours & control of contain!!" 

WALTON, 0 - GRANT, J , TRIPP, L £* S 0ri ^i,j. 

Programs 63/02/09 llpp 17291 060 PdC r e J * ct ** * t * 3 "s * 

0302250336 1 060 24 * p >Cft« ZZ Ai£ 


0302200478 Forwards IE Insp Rapt 50 - 4 12 1 

violation *12/03-01 on 030103-07 fc - 

MAR FIK, T T Division of Engineering & c 

WOOLEVER.E J Ouqgesne Light Co 2 1 iSS 1 „^ ar ! P * 1 1 

Fiche 50 - 412 , 03 / 02 / 10 , 03 O 229 O 47 Q PP ,7j09 0fl7 


— 0302260482 Notice of violation From i 
a Division of Engineering & Techni 
17309 089 24 X Fiche 30 - 412 , 33 / 02 / 


nip on 830 J 03-07 

cal Program* 03 , 02 / 

10,8302280470 


U 


-8302280480 IE Insp Rapt 30 - 412 / 03-01 OR 630103-07 Hjr „«i 14 
V!!!„ af , lU n *** u '* ld procedure for melding tn * 

n of Engineering fe Technical Prtjr 4nt 
of Director 03 /O 2 /OB 3p p 173 :? r , 0 

/in O' 1 /V'vio.n^-TQ, J *■' f *' 


Inconel 

ORAT, E H Division 
Region 1 , Office 
Fiche 50 - 4 i 2 , 03 / 02 / 10 , 8302200478 


"'Failure of Elma Power Sjppl* 


02 1 2060363 IE Info Notice 83 - 04 , 

Svc list end 

JORDAN, E L Division of Emergency Ft epar ednes* fe Enninp*ri-a 
Response (Post 030103 ) 83 / 02/16 Consolidated Eansn C- 

Vork, Inc UOpp 17347 191 24 * Fiche 30 - 000 . 63 / 02 / 10 .**./ 


021 2060365 IE Info Notice 03 05 , 11 Obtaining Approval fer D 1 s p - 5 1 j l * 

Varg Low Level Raduraste - 10 CFR 20 302 ■* Svc list end 
JORDAN, E L Division of Emergency Preparedness fe Eng 1 n 1 ~ 5 
Response (Post 830103 ) 03 / 02/24 Consolidated Edjscn C t r f 

York, Inc lllpp 17347 OSS 24 * Fiche 5 0 - 000 . 63 / 02/24 C*d - j * 


0212060366 IE Info Notice 83 - 06 . “Nonidentica 1 Replacement Fa*-t» 

Svc list end 

JORDAN, E, L Division of Emergency Preparedness S, Engineert-g 
Response (Post 030103 ) 63 / 02/24 Consolidated Ediscr Cc J Ni 

York, Inc 1 l 2 pp 17361 148 24 X Fiche 50 - 000 . B 3 / 02/24 &Zl* - /' 


S Reportable occurrences, LERs fe related cor respond*nc* 


B 302030495 Part 21 rept re determination that poit-LOCA h^dfCpe'- 
recomblner is likely to ma 1 f unc t i on following tipoion 
to elevated temp, high humidity environ Replacement pa-rt 
identification will he provided to operators by 83021 B 
EMPEY.D C. Rockwell International Carp 62 / 12/17 COLLINS J 
Region 4 , Office of Director 4 pp 17006 128 24 X 

Fiche 50 - 000 , 02 / 12 / 17 , 8302030495 . 


03 O 22 SO 383 Interim Significant Deficiency Rep t 83-01 re WMt^g">-»» 
gat* valve position Indication Initially reported on 833 IU 
Weitinghouse conducting p lent— s pecif i c review Results of 
review will be submitted bij 0304-03 - r 

I 400 LEVER, E J Duauesn* Light Co 83 / 02/11 HAVWES R c 
Office of Director 4 p p 17297 219 24 X 

0302230389 


Rf g is* I 
Fiche 50 - 412 . 03 ' C 3 fli 


* - » • 
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V Operator Examinations 


9301310203 Generic Ltr 03-06 to all power re* c t or 1 ** f ‘ * 9 9 1 5 C * ** 

for 0L*,N5S vendors 1 react or vendors k AE re 
fi< revised format For reactor operator fe senior 


format For reactor ap< 
operator licenses Svc list end. 
EISENNJT, D 0 Division of Licensing 
Edison Co of New Vork, Inc 14pp. 
Fiche : 50-000, 03/01/31.0301310203 


83/01/31 
17347 177 


Z4X 


Consols** *** 


T#D$2?Hj*n44 Rev ia in Wirdear ■Srfxds 1 141 u £»*<g* * x st e 

St^vcfctfT-iS fe Ceejs^e^ts Installed i* 1 
M g*R r -iKfeS*F Power Pleats " 

MUUSft. 0 C Ip-okt Ptheer Co e?^,Vl/06 Hpj •.‘'Ifb # ’ Z*i 

f i $*-* vy &0-0-, ®a/ 53 / 1 $, 0 1 


WJK&SPOi * Pev 1 %e belter 0«td* 1 14 -1 I” ip • mi «** 

Atttejp^e^a Ht«,AQiHK Sesttit® tl &>« l 

S! 1 ** -’pj i^f* »n £•* 


DL ess Iiseti^s tnmuN jv * xa * **"* 
i *WMPl ** 4f SRftrif F^tr W'&r&i » « *e#ss r* 

sjvJieer »ee>tt*e Pei^leti^ Ciffti tisr E « M j, e r ti*'i 3 '4" ■* 

4 1 *"2^ DD1 JK4* Fus-e 
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0 Nfic Draft/Final Envi rcrmenta 1 9t afceme nts* suppls U correspondence 


9302230390 Interns that FES reviewed Document adequate m describing 
environ impact of plant 

HCORE, S N Environmental Protection Agency 03/02/17 JABBOUR* K N 
Division of Licensing Ip 17247 047 24X Fiche 50-413. 03/02/ 17, 

83022303 90 


E NRC Safety Evaluation Report CSEft). suppls h correspondence 


9302010056 Forward* preliminary draft SEft for power sy* Comments, 
including schedules for completion of further analyses or 
other work associated ui/r eso 1 ut i o n of open t terns , raqu e s ted 
within 2 wks o-f Itr receipt 

NOVAK, T Ji Assistant Director for Licensing 63/01/24 TUCKER, H B 
Duke Power Co 62pp 16990 2 40 24X Fiche 50-413. 03/01/24, 

B302010056 


8302100307 Disavows any knowledge of differing technical opinions on 
part of reviewers Involved in SER 

MfRAGLl A* F J Assistant Director for Safety Assessment 63/02/07 

NOVAK, T M Assistant Director for Licensing lp 17143 262 24X 

Fiche 50-413* 83/02/07, 9302100 50 7 


6302260007 SAFE TV EVALUATION REPORT RELATED TO THE OPERATION OF CATAWBA 
NUCLEAR STATION, UNITS i AND 3 Docket Nos 50-453 And 50-414 
(Duke Power Company, et al ) 

» Office &f Nuclei fieactor ReguUtloJii Director NUREG-0954 
93/02/28 5£>6p p Available at NRC *12 00 17318 001 24X 

riche 30-413.63/02/23,03022600 0 7 


F Security, medical, emergency & fire protection plans 


0302070391 Forward* Rev 2 to safeguards contingency plan changing 
position titles Rev withheld <reF 10CFR73 21) 

TUCKER, H B Duke Power Co 83/01/25 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 2pp 17029 217 24X 

Fiche 50-413,63/01/23,9302070351 


8301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL t* holders of CPs re regional workshop 
concerning Suppl I , NVREG-0737, ‘'Requirements for Emergency 
Response Capability 1 Svc list end 

EfSENHJT,D 0 Division or Licensing 63/02/01 Consolidated 

Edison so of New York. Inc llpp 17221 226 24X 

Fiche 50-000. 83/02/01. 8301810340 


8302180399 Forwards '"Sys Description for Radio Controlled Prompt Alert 
& Notification Sys far Catawba Nuclear Station.” in response 
to NRC 610723 reRu®*t fur schedule for installation of 
public notification sys 

TUCKER. H 0 Duke Power Co 83/02/10 DENTON, H R Office of 

Nuclear Reactor Regulation. Director ADENSAM, E 0 Licensing Branch 

4 NEWTON, F Federal Emergency Management Agency 2pp 17214.311 
24X Fi«he 50 -413* 03/02/1 0, 6302 180399 


— 8302180402 'Sys Description for Radio Controlled Prompt Alert 8. 
Notification Sys for Catawba Nuclear Station M W/two 
oversize maps Aperture cards are available in PDR 
* Duke Power Co EL40101Y 63/02/10 24pp 17214 313 24X 

Fiche 50-413, 03/02/10, 8302180399 


9302230037 Forward* plans for complying u»/gui dance far emergency 
response f*cilit<«* per NUREG-0696 Plans part of more 
extensive overall emergency planning under implementation 
since Sept 1979 

TUCKER. H 0 Duka Power Co 93/02/15 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAH, E 0 Licensing Branch 

4 6pp 17307 176 24X Fiche 50-413.83/02/15,9302290037 


B302280I99 Forward* sys description for proposed upgrade to 
meteorological sys including Class A model Upgrade will 
be completed by fuel load 

TUCKER, H B Duke Power Co 03/02/21, DENTON, H ft Office of 

Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 

4 Qpp 17312 163 24X Fiche 50-413-83/02/21.6302260199 


G Adjudicatory correspondence 


8302010070 Forward* P 2 of NRC response* to Palmetto Alliance third set 
of interrogatories b requests to produc e, i nadvertently 
omitted from original answer 

JOHNSON. O Hearing Branch 4 83/01/26 GUILD, R Palmetto 

Alliance lp 16974 087 24X Fiche 50-413.83/01/28*6302010070 


— 6302010074 P 2 of NRC response* to third set of interrogatories L 
requests to produce, inadvertently omitted from original 
answer 

■* NRC - No Detailed Affiliation Given, 83/01/28 Palmetto 

Alliance ip 16974 G0B, 24X Fiche 50-413, 83/01 /S8. 8302010070 


8302010610 Motion to compel discovery from util re util 021231 
inadequate responses to Interrogatories Sc requests to 
produce on Contentions 6, 7 U 44 Buppls it renews B21002 b 
1103 motions U/Certif icato of Svc Related correspondence 
GUILD, R Palmetto Alliance GUILD, R Guild, R 83/01/26 
Atomic Safety and Licensing Board Panel 28pp 16980-223 24X 

Fiche 50-413,83/01/20,9302010610 


6302070561 Memorandum & order denying Palmetto Alliance U Carolina 
Environ Study Group 821220 joint motion for reconsideration, 
or a Ifcernatlveiy , for cer 1 1 f icat i on Adopts applicant proposed 
schedule as revised 

KELLEY, J L Atomic Safety and Licensing Board Panel 03/02/02 
Palmetto Alliance 13pp 17034 241 24X Fiche 50-413,03/02/02* 

8302070561 


8302070540 Forwards ASL0 830202 memorandum L order denying motion for 
reconsiderati on of rulings rejecting contentions based on 
DE8 as untimely Order may be relevant to pending review of 
ALAB-697 W/o end 

KELLEY* J L Atomic Safety and Licensing Board Panel 03/02/03 
NALSCH.fi 0 Office of the General Counsel lp 17034 111 24X 

Fiche 50-413,83/02/03,6302070548 


0302100267 Advises that NRC will not file reply brief to applicant St 
Palmetto Alliance initial briefs file per Commission 821223 
order determining to review ALAO-607 sua sponte NRC position 
fully presented in initial brief 

JOHNSON, 0 E Hearing Branch 4 03/02/09 CHILK, 8 J Office of the 

Secretary of the Commission lp I7II0 123 24X 

Fiche 30-413,03/02/09,8302100267 


0302140145 Memorandum & order ruling on util motion* to compel 
d i sco very of Palmetto Alliance 

KELLEY, J L Atomic Safety and Licensing Board Panel 03/02/09 
Dufc# Power Co I4pp 17140 009 24X Fiche 50-413,03/02/09. 

8302140145 


0302150485 Requests that listed documents be sent to LPDR in Rock Hill, 
SC for insp U copying Documents responsive to portions of 
Palmetto Alliance first set of interrogatories & requests to 
p roduc * W/o enc 1 

JOHNSON. 0 E Hearing Branch 4 83/02/10 9DUDER, J Public 

Document Branch 2pp 17156 299 24X Fiche 30-413,63/02/10. 

0337150405 


8302160339 Amicus curiae brief on whether law requires ASLB to give 
controlling weight to good cause factor In determining 
admission of late-filed contention & on what constitutes 
good cause for late filing Certificate of five end 
COWAN, B Z Atomic Industrial Forum 83/02/11 Commissioners 

1 5p p 17169 204 24X Fiche 50-413, 83/02/1 1,030216035? 


0302170305 Amicus curiae brief re controlling weight of good-cause 
factor when late-filed contention submitted based solely on 
prior unavailability of licensing document Certificate of 
Sv« end 

RASKIN, D 0 Florida Power & Light Co RASKIN, D B Houston Lighting 
bt Power Co RASKIN, D B Iowa Electric Light * Power Co 63/02/11 
Commissioners, 19pp. 17177 029 24X Ficha 50-413,83/02/11. 

8302170305 


0302170226 Advises of decision not to file reply brief to Palmetto 
Alliance & NRC briefs filed per ALAB-687 Alliance request 
for oral argument opposed Alliance brief provides no 
meaningful argument & is of no value in appellate review 
HCOARRY.JM Debevoise b Liberman MCGARRY, J M Duke Power Co 
83/02/14 CH ILK, S J Office of the Secretary of the Commission 
2pp 17167 105 24 < Fiche 50-413,03/02/14,0302170220 


0302170307 Motion to file amicus curiae brief out of time Extension 
needed due to billiard 

JORDAN, W S Union of Concerned Scientists JORDAN, W S Harmon & 
Weiss 03/02/14 Commissioners 2pp 17177 008 S4X 
FUhe 50-413,63/02/14,8302170307 


— 8302170312 Anicus curiae brief in response to Commission question* re 
circumstances under which ins 1 1 tuti oriel unavailability of 
info justifies admission of late-filed contentions 
Certificate of Svc end 

WEISS, E ft , JORDAN, W S Union of Concerned Scientist* WEISS. E R 
Harmon & Weiss 83/02/14 Commissioners 19pp 17177 010 
24X Fiche 50-413,83/02/14,0302170307 


9302160320 Supplemental response to interrogatories & production 
requests on Contentions i 1 7 Certificate of Svc end 
JOHNSON, G E Hearing Branch 4 83/02/17 Prairie Allianea 

37pp 17213 305 24X Fiche 50-413,03/02/17,8302160328 


0302240276 Forward* SER W/o end 

JOHNSON, G E Hearing Branch 4 83/02/23 KELLEY, J L , FOSTER, R F . 

CALLJHANrD Atomic Safety and Licensing Board Panel lp 
17274 1S7 24X Fich* 50-413,03/02/23,8302240276 



DOCKETED ITEMS 


K Utility Final Safety Analysis Report (FQAR ) & amends 


0302240200 Amend 29 to GL applicati on s, consisting of Rev 7 to FEAR 
TUCKER, H D Duke Power Co 03/02/22 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ADENSAM, E 0 Licensing Branch 
4 2p-p 17269 001 24X Fiche 50-413,03/02/22.0302240200 


— 8302240210 Rev 7 to FSAR 14/134 oversize P&ID* Aperture cards are 
aval table in PDR 

* Duke Power Co 03/02/22 866pp 17269 003 24X 

Fiche 30-413.03/02/22,9302240200 


M Antitrust correspondence 


0302040100 Confirms telcons b ack receipt of counsel 630106 Itr to 
util requesting transmission svcs for Carr a -a an Pdidpt Co 
VOCLER, Q H Hearing Branch 2 93/02/03 WENNER, A Van Neas, 

Feldman, SuttUffe, Curtis Levenberg Ip 17021 330 24X 

Fiche 50-413.83/02/03,9302040180 


G Inspection reports. IE Bulletins £< correspondence 


0302 1 50636 Forwards IE Insp Repts 50-413/92-32 b 50-414/82-30 on 
021126-1225 No none amp 1 i anc e noted 

DANCE, H C Division of Project b Resident Programs 83/01/07 
TUCKER, K 0 Duke Power Co 2pp 17154 126 24X 

Fiche 50-413,03/01/07.8302150636 


—0302150645 IE Insp Repts 50-413/82-32 b 50-414/82-30 on 021126-1225 No 
noncomp 1 ian ce noted Major areas inspected review of 
nonconforming i terns, fol lowup of licensee b NRC identified 
items ?< followup of IE bulletins 4- circulars 
VANOOQRNiP K . BRYANT, J C Division of Project b Resident 

Programs 83/01/07 9pp 17154 120 24X Fiche 30-413,03/01/07, 

0302150636 


8302190130 Forwards IE Insp Repts 30-413/82-31 4 90-414/82-2? on 
021228-30 No none amp I ianc e noted 

DANCE, H C Division of Project b Resident Programs 83/01/24 
TUCKER, H 0 Duke Power Co 2pp 17148 002 24X 

Fiche 50-413.03/01/24,9302150130 


—0302150140 IE Insp Repts 30-413/92-31 4 50-414/82-29 on 021220-30 No 
noncomp 1 ian c e noted Major areas inspected JE Bulletin 79-02 
b licensee identified items 

LFWAHAN, J J , CCJNLONi T E Division of Project b Resident Programs 
83/01/19 7pp 17149 004 24X Fiche 50-413,03/01/24,0302150130 


0302 1 502 i ? Responds to IE Bulletin 82-04 re Qunker-Ramo electrical 
penetrations No sub j equipment installed or planned to bo 
installed at plants 

TUCKER* H B Duke Power Co 83/01/24 a 'REILLY, J P Region 2, 
Office of Director Ip 17150 034 24X Fiche 30-413,82/01/24, 

8302150219 


0212060350 IE Info Notice 03-01, "Ray Miller. Inc " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/01/26 Conso lidated Edison Co of Now 

York. Inc H8pp 17023 |60 24X Fiche 50-000,03/01/26,9212060330 


8212060360 IE Info Notice 03-02, "Llmi torque HOOCr H1DC, H2BC 4, H3BC 
Qearheads " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/28 Consolidated Edison Co of Now 

York, Inc 109pp 17144 001 24X Fiche 50-000,03/01/20,0212060360 


8212-060361 IE Irifo Notice 03-03, "Calibr of Liquid Level Instruments 11 
0/c list enc l 

JORDAN- E L Division of Emergency Preparedness 4, Engineering 
Response (Post 930103) 83/01/20 Consolidated Edison Co of Naw 

York, Inc UOpp 17074 095 24X Fiche 50-000,03/01/29,8212060361 


8302150259 Ack receipt of IE Insp Repts 50-413/82-32 4< 50-414/02-30 
No proprietary info 

TUCKER, H B Duke Power Co 03/02/04 O'REILLY, J P Region 2, 
Office of Director Ip 17140*333 24X Fiche 30-413,83/02/04, 
03 02 l 50239 


02)2060363 IE Info Notice 83-04, "Failure of Elma Power Supply Unite " 
Svc Hit end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/02/10 Consolidated Edison Co of New 

York, Inc I lOpp 17347 191 24X Fiche 30-000.83/02/18,0212060363 


B212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Level Raduaete - 10CFR20 302 " 9vc list end 
JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103} 03/02/24 Consolidated Edison Co of Now 

York, Inc 1 lipp 17347 058. 24X Fiche 50-000,83/02/24.0212060365 


B212060366 IE Info Notice B3-06. "Nonidentical Replacement Parts " 

Svc list one 1 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03-^02/24 Consolidated Edison Co of New 

York, Inc 112pp 17361 148 24X Fiche 50-000,83/02/24,0212060366 


S Reportable occurrences, LERs & related correspondence 


8302030467 Part 21 rept re defective ASHE 1 1 1 -3 butterfly valves 
supplied to facility Defect consists of mathematical error 
in seismic rept resulting in undersized actuator mounting 
plate Inadequate mounting plates will be replaced 
R ICAF* ITG, R , LIDDLE.AH General Signal Corp 83/01/07 
Director's Office, Office of Inspection and Enforcement 4pp 
17006 157 24X Fiche 50-413,03/01/07,8302030467 


0302030432 Significant Deficiency Rept SD 413-414/82-27 re cracked cel 
containers in Transamerica Ueiaval diesel generator 
batteries Initially reported on 921230 Sample of damaged 
cells returned to manuf ac fcui e r Final rept by 830601 
TUCKER, H 0 Duke Power Co S3/01/26 O'REILLY, J P Region 2. 
Office of Director 3pp 17003 141 24X Fiche 30-413,83/01/26. 

0302030432 


0302280170 Significant Deficiency Rept SD 413-414/03-01 re undersized 
valve electric operator mounting plates Initially reported 
on 3301 12 Vendor will provide qualified 3/4-inch actuator 
support plates Also reportable per Part Z 1 

TUCKER, H 0 Duke Power Co 03/02/11 O'REILLY, J P Region 2, 
Office of Director. 2pp 17306 032 24X Fiche 30-413, 83/02/1 1, 

B3oaaaoi7o 


V Operator Examinations 


0301310203 Generic Ltr 83-06 to all powei Tesctor 1 t c ensees, app 1 i can t s 
for OLs.NSS vendors, reactor vendors b AE re certificates 
b revised format for reactor operator 8, senior reactor 
op e 1 a t or licenses Svc list end 

E 1 SENHUT , D 0 Division of Licensing 83/01/31 Consolidated 

Edison Ca of New York, Inc I4pp 17347 177 24X 

Fiche 50-000, E3/01/31, B301310203 


8302240069 Responds to Generic Ltr 83-01 Operator licensing exam 
och edul es listed 

TUCKER. H D Duke Power Co 03/02/2 1 EI8EWHUT , D Q Division of 

Licensing 2pp 1729 1 041 24X Fiche 50-000, 83/02/21 , B30224006B 


DOCKET 90-414 CATAWBA NUCLEAR STATION, UNIT 2 


A Ap pi icat i on/c onstruc ti on stage documents b correspondence 


0302010639 Advises that target Fuel load date far Unit l is May 1904 
TUCKER, H 0 Duke Power Co 03/01/26 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENBAM, E G Licensing Brnnc 
4 2pp 16980 064 24X fiche 50-4 1 3, B3/0 ) /26> 83Q20J Q639 


9302080174 Clarifies util plan* for training for mitigating core 
damage b for cold license certification program, per TMI 
Ac t ion I tan 110 4 

TUCKER, H 3 Duke Power Co 03/01/31 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADEN S AM, E Q Licensing Bronc 

4 4p p 17059 340 24X Fiche 50-413,93/01/31,0302000174 


0302100512 -Board Notification 03-ii forwards info Indicating onset of 
increased turbulence b acceleration of tube wear occurring 
at feed flow rates of 50H for Model D/2 i« D/3 steam 
generators b at 70 7. for Model D/4 & D/9 steam generators 
NOVAK, T M Assistant Director for Licensing 83/02/03 Atomic 
Safety and Licensing Soard Panel 6pp 17143 293 24X 

fiche 50-000,83/02/03,0302100512 


—0302100922 Summary of 820219 meeting w/ORNL, ANL, TX Utils Generating 
SC Electric U Gas Co, Nes ting h oust, TVA (* representatives of 
Swedish nuclear power plant & Krsko In BethesdaiMD re 
accelerated tube wear on Model D steam generators 
CHESTNUT, 9 H Licensing Branch 1 02/03/15 YQUNQBLODD. B, J 

Licensing Branch 1 46pp 17143 296 24X Fiche 50-000. 03/02/03, 

8302100 512 


0302080295 Generic; Ltr 83-0 - ? to all operating reactor lictn§«»«i 
applicants for OL b holders of CP far C-E PURs ra review of 
C-E Owners Group emergency procedures guideline program Bvc 
list end 

EIBENKUT. D G Division of Licensing 83/02/08 Consolidated 

Edison Co of New York, Inc 1 1 p p 17290 247 24* 

Fiche 50-000. 83/02/08, 8302090293 



304 


DOCKETED ITEMS 


0302090080 Generic Ltr 93-iOC to all applicants w/Wes 1 i nghouse designed 
N9SS re resolution of TMI Action Item f I W 3 5, '‘Automatic 
Trip of Reactor Coolant Pumps " 

EI8ENHUT. D 0 Division of Licensing 03/02/08 Baltimore Gas 4 

Electric Co 30p p 17290 212 24 X Fiche 50-000,93/02/08. 

0302090080 


6302230391 Forwards Amend 19 to Duke Power nuclear guides Amend 20 
mill be forwarded In Apr 1963 

ELLIOTT, J L Duke Power Co 63/02/18 BIRKEL.R Office of Nuclear 
Reactor Regulation, Director 2pp 17296 215 24 X 

Fiche 30-000, 83/02/16. 630225039 1 


— 8302230400 Rev OA to Nuclear Guide 1 61, "Damping Values for Seismic 
Design of Nuclear Power Plants ** 

* Duke Power Co 03/01/06 7pp 17296 217 24X 

Fiche 50-000,83/02/16,0302230391 


— 6302250406 Rev 19 to Nuclear Qulde 1 94, "-Design b Fabrication Code 
Case Acceptabi 1 i ty, A9ME Section, Div 1 " 

WYKErT F Out* Power Co 03/01/06 12pp 1729* 224 24X 

Fiche 50-000,63/02/16,8302250391 


— B3022504I1 Rev 19 to Nuclear Guide 1 95. "Metis Code Case 
Acceptability. ASHE Section III, Div 1 ’« 

WYKE, T F Duke Power Co 03/01/06 llpp 17296 237 24 X 

Fiche 30-000,93/02/16,8302250391 


— 6302250447 Rev 1A to Nuclear Guide 1 111, "Methods #ot Estimating 
Atmospheric Transport 4 Dispersion of Gaseous Effluents in 
Routine Releases from Light-Water-Caoled Reactors *’ 

EOMONDS. R F Duke Power Co 83/01/06 49pp 17296 240 24X 

Fiche 30-000,93/02/16,8302230391 


— 8302230424 Rev 1A to Nuclear Guide 1 143, "Design Outdance for Radwaste 
Kgt Sys, Str uctures b Components Installed in 
Light-Water -Cooled Nuclear Power Plants " 

MILLER, R t Duke Power Co 03/01/06 1 4pp 17296 297 24X 

Fiche 30-000,83/02/18,0302230391 


—8302250436 Rev 1 to Nuclear Guide 1 147, "Inservice Insp Code Case 
Acceptability, ASHE Section XI. Div l " 

DALTON, O M Duke Power Co 63/01/06 7pp 17296 311 24X 

Ficht’ 50-00 0. 83/02/16, 8302250391 


9302240209 Amend 29 to OL a pp 1 i qa t i ans, e on* i s t ing of Rev 7 to FBAR 
TUCKER, H D Duke Power Co 83/02/22 DEN TON. H R Office of 
Nuclear Reactor Regulation, Director 2pp. 17269 00J 24X 

Fiche’ 30-413, 03/02/22, 630224020B 


D NRG Draft/Final Environmental Statements, tuppls L correspondence 


6302230390 Informs that FES reviewed Document adequate in describing 
environ impact of plant 

H0aRE,S N Environmental Protection Agency 03/02/17 JABBQUR.K N 
Division of Licensing lp 17247 047 24X Fiche 30-413.63/02/17, 

6302230390 


E NRC Safety Evaluation Report (SER), tuppls k correspondence 


8302010056 Forwards preliminary draft SER for power sys Comments, 
including schedules for completion of further analyses or 
other work associated cu/resol ut ion of open i tems, requested 
within 2 tufts of ltr receipt 

NOVAK, T M Assistant Director for Licensing 93/01/24, TUCKER, H Q 
Duke Power Co, 62pp, 16990 240 24X Fiche 50-413,93/01/24, 

6302010056 


0302100507 Disavows any knowledge of differing technical opinions on 
part of reviewer* involved in SER 

IIIRAOHAiF. J Assistant Director for Safety Assessment 03/02/07 
NOVAK , T M Assistant Director for Licensing lp 17143 262 24X 

Ftehe • ^n-an O'* yn n /nt a nr.-.. 


LATED TO THE OPERATION OF CATAWBA 
Nos 30-413 And 30-414 

irettor NURE0-09S4 
DO 17310 001 24 X 


ction plans 


ingency plan changing 

?n 

fTON. H R Office of 
17029 217 24 X 


8301210340 Generic Ltr 63-04 to all licensees of operating reactors, 
applicants tor DL & holders of CPs re regional workshop 
concerning Suppl 1 , NUREG-0737, "Requirements for Emergency 
Response Capability " Svc list end 

E ISENHUT, D G Division of Licensing 03/02/01 Corvsoli tfa ted 

Edison Co or New York. Inc 1 1 p p 17221 226 24X 

Fiche 50-000,03/02/01.8301210340 


0302160399 Forwards "Sys Description for Radio Controlled Prompt Alert 
b Notification Sys for Catawba Nuclear Station," in response 
to NRC 810723 request for schedule for installation of 
public notification sys 

TUCKER, H D Duke Power Co 03/02/10 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, E G Licensing Branch 

4 NEWTON, F Federal Emergency Management Agency 2pp 17214 31J 
24X Fiche 50-413,63/02/10,8302100399 


— B3021B0402 "Sys Description for Radio Controlled Prompt AleTt 8, 
Notification Sys for Catawba Nuclear Station " W/tuo 
oversale naps Aperture cards are available in PDR 
* Duke Power Co EL40101Y 83/02/10 24pp 17214 313 24X 

Fiche 50-413,63/02/10,8302100399 


SGOSasoOS? Forwards plans for complying w/gui dance for emergency 
response facilities per NUREQ-Q696 Plana part of more 
entenslve overall emergency planning under implementation 
since Sept 1979 

TUCKER, H B Duke Power Co 03/02/15 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 

4 6p P 17307 176 24X Fiche 30-413,83/02/13,0302290037 


0302260199 Forwards sys description for proposed upgrade to 
meteorological sys including Class A model Upgrade will 
be completed by fuel load 

TUCKER, HO Duke Power Co 63/02/21 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 

4 8pp 17312 163 24X Fiche 50-413.03/02/21,6302200199 


0 Adjudicatory correspondence 


0302010070 Forwards P 2 of NRC responses to Palmetto Alliance third set 
of interrogatories 8, requests to produce, inadvertent! y 
omitted from original answer 

JOHNSON, 0 Hearing Branch 4 03/01/28 GUILD, R Palmetto 

Alliance lp 16974 0B7 24X Fiche 30-413,03/01/20,8302010070 


— 0302010074 P 2 of NRC responses to third set of i n terro-g ator i e s 8, 
request* to produce, inadvertent ly omitted from original 
answe r 

* NRC - No Detailed Affiliation Given 03/01/20 Palmetto 

Alliance lp 16974 080 2 4X Fiche 50-413,83/01/20,03020 10070 


0302010610 Motion to compel discovery from util re util 821231 
inadequate responses to interrogatories h requests to 
produce on Contentions 6,7 fc 44 Supple * renews 021002 & 

1103 motions W/Certi f 1 cate of Svc Related correspondence 
GUILD, R Palmetto Alliance GUILD, R Guild, R 03/01/20 
Atomic Safety and Licensing Board Panel 28pp 169B0. 223 24X 

Fiche 50-413.83/01/20,0302010610 


9302070561 Memorandum & order denying Palmetto Alliance & Carolina 
Environ Study Group 021220 joint motion for recons iderat i on, 
or a 1 tar nat ive ly, f or certification Adopts applicant proposed 
sch edu | e as r evised 

KELl EY, J L Atomic Safety and Licensing Board Panel 63/02/02 
Palmetto Alliance 13pp 17034 241 24X Fiche 50-413,83/02/02, 

0302070 561 


■9302070548 Forwards A6L9 030202 memorandum 8< order denying matt on for 
reconsideration of rulings rejecting contentions based on 
DES a l untimely Order may be relevant to pending review of 
ALAB-687 W/o end 

KELl EY, J L Atomic Safety and Licensing Board Panel 03/02/03 
MAL8CH. M 0 Office of the General Counsel ip 17034*111 24X 

Fiche 50-413, 83/02/03, 0302070548 


9302100267 Advises that NRC will not file reply brief to applicant & 
Palmetto Alliance initial briefs file per Commission 021223 
order determining to review ALAB-6B7 sua sponte NRC position 
fully presented in initial brief 

JOHNSON, 0 £ Hearing Branch 4 83/02/09 CH1LK, 9 J Office of the 

Secretary of the Commission Id 17110 123 24X 

Fiche 50-41 3, 93/02/09, 0302100267 


8302140145 Memorandum 6 order ruling on util motions to compel 
discovery of Palmetto Alliance 

KELLEY, J L Atomic Safety and Licensing Board Panel 83/02/09 
Duke Power Co 14pp 17140 009 24X Fiche 50-413,83/02/09. 

0302140145 



DOCKETED ITEMS 


0302 1 504S5 that listed documents be sent to LPDR in Reck Hill, 

SC for msp l> copying Documents responsive to portions of 
Pelmetto Alliance first set of interrogatories & requests to 
produce W/o end 

JOHNSON.. G E Hearing Branch 4 83/02/10 SQgDER.J Public 

Document Branch 2pp 171S6 299 24X Fiche 50-413, 83/02/10. 

0302150435 


8302160359 Amicus curiae brief on whether law requires ASLB to give 
controlling ueight to good cause factor in determining 
admission of late-filed contention b on what constitutes 
good cause for late filing Certificate of Svc enc 1 
C DU AN. D Z Atomic Industrial Forum 83/02/11 Commissioners 

1 5p p 17169 204 24X Fiche 50-413,03/02/11.8302160359 


8302170305 Amicus curiae brief re controlling weight of good-cause 
factor when late-filed contention submitted based solely on 
prior unavo i 1 ab i li ty of licensing document Certificate of 
Svc end 

RASKIN ■ D Q Florida Power b Light Co RASKIN, [> B Houston Lighting 

U Power Co RASKIN, 0 0 Iowa Electric Light b Power Co 83/02/11 
Ctml ss loners 19pp 17177 029 24 X Fi che 50-413, 83/02/1 1, 

0302170305 


G302I70228 Advises of decision not to file reply brief to Palmetto 
Alliance b NRC briefs filed per ALAB-607 Alliance request 
for oral argument opposed Alliance brief provides no 
meaningful argument U is of no value in appellate review 
MCGARflY, J M Debevoisa b Liberman MC GARRY, J M Duka Power Co 
83/02/14 CH ILK, S J Office of the Secretary of the Commission 
2pp 17187 105 24< Fiche 50-413,03/02/14,8302170228 


0302170307 Motion to file amicus curiae bxief out of time Extension 
needed due to billiard 

JORDAN, W S Union of Concerned Scientists JORDAN, W S Harmon Ec 
Welts 03/02/14 Commissioners 2pp 17177*008 24X 

Fiche 50-413, 83/02/14, B302I 70307 


— 0302170312 Aniens curiae brief in response to Commission questions to 
circumstances under which ins t i tuti onal unava i 1 ab i 1 i ty of 
info justifies admission of lato-filod contentions 
Certificate of Svc end 

WEISS, E R , JORDAN, W 8 Union of Concerned Scientists WE IBS, E R 
Herman 6 Weiss 03/02/14 Comm i ss i on erg 19pp 17177 010 
24 ( Fiche 50-413,83/02/14,8302170307 


0302100328 Supplemental response tn interrogatories b production 
requests on Contentions 6 k 7 Certificate of Svc end 
JOHNSON, 0 E Hearing Branch 4 83/02/17 Prairie Alliance 

37pp 17213 305 24X Fiche 50-413,03/02/17,8302100320 


0302240276 Forwards SER W/o end 

JOHNSON, 0 E Hearing Branch 4 83/02/23 KELLEY, J L , FOSTER, R F , 

CALL I HAN, D Atomic Safety and Licensing Board Panel lp 

1 7274 107 24X Fiche 50-413,83/02/23,03022 40276 


K Utility Final Safety Analysis Report (FSAR) & amends 


83-02240200 Amend 29 to OL applications, const* ting of Rev 7 to F9AR 
TUCKER. H U Duke Power Co 83/02/22 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E G Licensing Branch 
4 2pp 17269 001 24X Fiche 50-413,83/02/22,8302240208 


--8302240210 Rev 7 to FSAR W/134 oversize PldD« Aperture cards are 
available in PDR 

4 Out* Powbt Co 83/02/22 866pp 17269 003 24X 

Fiche 50-4 1 3, 83/02/22, 8302240200 


Q Inspection reports, IE Bulletins correspondence 


0302150636 Forwards IE Insp Rapt* 50-413/82-32 b 90-414/82-30 on 
821126-1325 No nonconpliance noted 

DANCE. H C Division of Project b Resident Programs 03/01/07 
TUCKER, IT B Duke Power Co 2pp 17134 126 24X 

Fiche 50-413.03/01/07,8302150636 


- -8302 150645 IE Insp Reptg 50-413/82-32 b 50-414/02-30 on 821126-1829 No 
noncomp t lance noted Major areas inspected review of 
nonconforming items, fol lowup of licensee ?< NRC identified 
items b followup of IE bulletins 6 circulars 
VANDDORN, P K , BRYANT, J C Division of Project «< Resident 

Programs 83/01/07 5pp 17154 128 24X Fiche 50-413,83/01/07, 

6302150636 


9302150130 Forwards IE Insp Repts 50-413/02-31 b 50-414/02-29 on 
821228-30 No noncomp l ience noted 

DANCE, H C Division of Project b Resident Programs 83/01/24 
TUCKER. H B Duke Power Co 2p p 17140 002 24X 

Fiche* 50-413, 03/01/24.0302150130 


— 0302150140 IE Insp Repts SO-4 13/02-31 b 50-414/02-29 on 821228-30 h 
nonconpliance noted Major areas inspected IE Bulletin 79-02 
it Licensee identified items 

LENAHAN, J J „ CONL0N, T E Division of Project 8« Resident ProjTan 
83/01/19 7pp 17148 004 24X Fiche 50-413,03/01/24,03021901: 


0302150219 Responds to IE Bulletin 82-04 re flunti r-Rano electrical 
penetrations No sub j equipment installed or planned to be 
installed at plants 

TUCKER, H □ Duke Power Co 83/01/24 O'flEILLY. J P Region 2. 
Office of Director lp 17150 034 24X Fiche 30-413. B3/01 / 24, 

0302150219 


0212060358 IE Info Notice 83-01, “Ray Miller, Inc " Svc list end 
JORDAN, E L Division of Emergency Preparedness 8« Engineering 
Response (Post 830103) 03/01/26 Consolidated Edison Co of Ns 

York. Inc ll8pp 17023 S60 24X Fiche 90-000,63/01/26,021206031 


0212060360 IE Info Notice 83-02, "Limitorque HOBC, HI BC, H2BC b H30C 
Otar-head* 11 Svc list end 

JORDAN. E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 83/01/23 Consolidated Edison Co of N< 

York. Inc 109pp 17144 001 24X Fiche 30-000. 93/01 /20. 821 20603* 


0212060361 IE Info Notice 03-03, "Calibr of Liquid Level Instruments 
Svc list end 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Poit 030103) 03/01/28 Conso 1 i da te tf Edison -Co of N> 

Yorfc, Inc HOpp 17074 095 24X Fiche 30-000,93/01/28,82120603, 


0302150259 Act receipt of IE Tnsp Repts 50-413/82-33 & 50-414/82-30 
Nq proprietary info 

TUCKER, H D Oufce Power Co 83/02/04 O'flErLLY, J P. Region 2, 
Office of Director lp 17148 333 24X F I ch e , 59-4 l 3, 03/02/04, 

0302150259 


0212060363 rE Info Notice 03-04,- “Failure of Elma Fuuibt Bupply Units 
Svc list enc 1 

JORDAN, E L Division Of Emergency Preparedness 1* Engineering 
Response (Post 830103) 83/02/10 Consolidated Edison Co of PI 

York. Inc UOpp 17347 191 24X Fiche 50-000,03/02/10,02120603 


0212060365 IE Info Notice 03-09, “Obtaining Approval for Disp-osing ti 
Very Low Level Radwast* - 10CFRS0 302 " Svc list end 
JOKDAMpE L Division of Emergency Preparedness !< Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co of N 

York, Inc lllpp 17347 050 24X F i c he . 30-000, 03/02/24, 821 20603 


0212060366 IE Info Notice 03-06, "Non 1 d anti ca 1 Replacement Parts " 
Bv< list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of iN 

York, Itic U2pp- 17361 140 24X Fiche 50-000,83/02/24,82100603 


8 Reportable occurrences. LERs & related correspondence 


8302030467 Part 21 rept re defective ASMS IH-3 butterfly valves 
supplied to facility Defect consists of ma theme tica 1 error 
in seismic rept resulting in undersized actuator mounting 
Plato Inadequate mounting plates will be replaced 
RICAPITO.R , L I DOLE. A H General Signal Corp 03/01/07 
Director's Office, Office of Inspection and Enforcement, 4pp 
17006 157 24X Fiche 50-413,03/01/07,0302030467 


8302030432 Significant Deficiency Rept 8D 413-414/02-27 re cracked c 
containers in Transamerica Oelavat diesel generator 
batteries Initially reported on 821230 Sample of damaged 
csils returned to manuf -ac turer Final rapt by 030601 
TUCKER, H D. Duke Power Co 83/01/26 O'REILLY. J P Region 2, 
Office of Director 3pp 17005 141 24X Fi ch*r 50-413, 83/01 /26, 

B 302030432 


0302070353 Interim Deficiency Rept SD 414/82-25 re incomplete 
penetration on Class 3 butt welds Initially reported on 
B21122 Caused by Welder 600 falling to maintain level of 
quality Welder 600 weld* radiographed Full rept by 031001 
TUCKER, H B Duke Power Co 03/01/23 O'REILLY, J P. Region 2, 
Office of Director 2pp 17029 212 24X Fi che. 30-4 1 4. 83/01 /28, 

8302070353 


0302200170 Significant Deficiency Rept 0D 413-414/93-01 re undersign 
valve electric operator mounting plates Initially reported 
an 830112 Vendor will provide qualified 3/4-lnch actuator 
support plates Also reportable per Part 21 

TUCKER, M B DuJt# Pouer Co 83/02/11 O'REILLY, J P. Region 2, 
Office of Director 2pp, 17306.032 24X Fiche 50-413,63/02/11. 

0302230 1 70 
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V Operator Examination* 


0301310203 Generic Ltr 03-06 to all power reactor 1 i q enst^tj applicants 
for OL*. N3S vendors , reactor vendors & AE re certificates 
& revised format for reactor operator U senior reactor 
operator licenses Svc list one 1 

EISENHUT, D G Division of Licensing 83/01/31 Consolidated 

Edison Co of New York, Inc I4pp 17347 177 24X 

Fiche 50-0D0, 03/01 /31r 9301310203 


8302240068 Responds to Generic Ltr 93-01 Operator licensing exam 
schedules listed 

TUCKER, H B Duke Power Co 63/02/21 EISENHUT. D 0 Division of 
Licensing 2pp 17291 041 24X Fiche 50-000,83/02/21,8302240060 


DOCKET 50-416 GRAND GULF NUCLEAR STATION, UNIT l 


A Appl ication/cons tr uction stage documents & correspondence 


6302170492 Board Notification 93-1 forwards BNL draft rept, 
"Identification of Selimically Risk-Sensitive Sys h 
Components in Nuclear Power Plants - General Methodological 
Approach " 

EISENMUTtD 0 Division of Licensing FIN A-3397 03/02/01 

PALLADINQ, N J Commissioners 134pp 17203 309 24X 

Fiche 30-000,83/02/01,8302170482 


830217001 f Forwards audit repti on seismic & dynamic qualification of 
saf ety-rel*t*d equipment RepU also available in PDR 
BAGCHT, Q Equipment Qualification Branch 93/02/02 NOONAN, V 3 
Equipment <lu« U fication Branch 3pp 17203 180 24X 

Ficha 30-000, 03/02/02, B302 17001 1 


—9111170912 Trip rept of 010729-30 site visit to Port Gibson, MS re 
review of seismic & dynamic qual if i cat! on method s , pro c edur« s 
& results for selected mechanical U electrical equipment 5< 
of field installation to verify equipment modeling 
CHANG, T Y Equipment Qual i f l cation Branch 01/10/22 
R05ZTQCZY, Z R Equipment Gua 1 if ication Branch 57pp 17206 330 
24Y Ficht 90-000, 83/02/02, 030217001 1 


E NRC Safety Evaluation Report <SER), suppls & correspondence 


0302160295 Forwards "Nuclear Environ Qualification Final Rept of 
Hydrogen Ignitor Assemblies for Grand Gulf Nuclear Station 
Unit 1,” Vo 1 1 License condition referenced on P 22-5 of 
6ER Suppl 3 removed NUREG-058B evaluation worksheet one 1 
DALE, L F Mississippi Power h Light Co B3/02/I4 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4 p p 17164 331 
24X Fiche 50-416, 03/02/14, 83021 60295 


F. Security, medical, emergency & fire protection plans 


0302130347 Atk receipt of B30106 ltr informing NRC of steps taken to 
correct violations noted in IE Insp fiept 50-416/02-76 
LEWIS, R C Division of Project & Resident Programs 03/01/25 
STAHPLEYrN L Mississippi Power t Light Co lp 17140 132 24-X 

Fiche 30-416, 03/01/23,8303130347 


-9302150351 Responds to NRC 821207 ltr re violations noted in IE Insp 
Rapt 30-416/02-76 Corrective actions equipment clearances 
Independently verified, plant quality insp deviation/mod Form 
generated 6 security past-instructions revised 
MCGAUOHY, J P Mississippi Power k Light Co 83/01/06 

O'REILLY, J p Region 2. Office of Director 3pp 17140 153 24X 

Fiche 50-416,83/01/25,0302130347 


— 0302130397 Notice of violation from insp on 021010-1115 

* Division of Project 6 Resident Programs 02/12/07 2pp. 
17148 159 24X Fiche 30-416, 83/01/25, B0O21 30347. 


— 0302190206 Responds to NRC B21126 ltr rc violations noted in tE Insp 
Rept 30-416/82-69 Corrective actions fire rated hatch cover 
installed S, sealed,apen fire doors closed 6 signs will be 
posted for fire door placement 

MCGAUCHY.U P Mississippi Power 6 Light Co 03/01/05 

O'REILLYpJ P Region 2, Office of Director 4pp 17140 2 72 24X 

Fiche 50-416,03/01/26,0302150274 


— 0302150252 Forwards IE Insp Rept 50-416/02-69 on 821101-04 t notice 
of \iolation 

VERRELLi,D M Division of Project £ Resident Programs 82/11/26 

STAWLEY, N L Mississippi Power 6 Light Co 2pp 17140 276 24X 

Fiche 50-4k6, 03/01/26, 0302150274 


— 0302130297 No tic e of violation from insp on 021101-04 

* Division of Project 6 Resident Programs 02/11/26 2pj> 
17149 276 24X Fiche 50-416,83/01/26,8302150274 


— B302150303 IE Insp Rept 50-416/02-69 on 821101-04 None omp 1 ian ce 
noted failure to implement Tech Spec requirements for fire 
rated assemblies fy barriers & failure to establish £« 
implement procedures for fire protection program 

MILLER, W H r CONLGN, T E Division of Engineering fy Radiological 
Safety Program* 82/11/23 0pp 17148 200 24X 

Fiche 30-416,03/01/26,830215027 4 


0302010503 Responds to NRC 021122 comments on 820922 Physical Security 
Plan, Rev 5 Ad d 1 j us t i f i ca t i on addressing NRC concern w / 

Section 6 6 2 2 will be provided by S3O220 Clarification 
a f Section 3 6 5 will be included in Rev 7 

DALE, L F Mississippi Power «< Light Co B3/01/2B DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16978 000 
24X Fiche 50-416, 83/01 '29, 0302010508 


0301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL 6 holders of CPs re regional workshop 
concerning Suppl 1 , NUREG-0737, "Requirements for Emergency 
Response Capability " Svc list end 

EISEMHUT, DG Divi s ion of Licensing 83/02/01 Consolidated 

Edison Co of Neu York, Inc llpp 17221 226 24X 

Fiche 50-000,83/02/01,9301210340 


P Operating license stage documents t* correspondence 


8302010528 Informs that detailed review in progress addressing listed 
issues to support util position of initiating containment 
sprays at same time as hydrogen igniter sys when reactor 
core level reaches top of active fuel, per NRC request 
DALE, L F Mississippi Power h Light Co 83/01/28 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16977 244 
24X Fiche 50-416,03/01/28,0302010520 


63O2Q301Q3 Advises that NRC review of certain applications for license 
amends revealed outstanding balance due Remittance 
requested 

MILLER, W O License Fee Management Branch 03/01/28 MCGAUOHY, J P 
Mississippi Poorer 6 Light Co ip 17028 336 24X 

Fiche 50-416,93/01/20,8302030103 


8302030101 Requests approval by 030210 of proposed rev to F3AR 
Subsection 19 1 4, in response to NUREG-0737, I tern I A 2 1, 
■'Upgrading Reactor Operator 4 Senior Reactor Operator 
Training fy Qua ] i f ica fc i ons 11 

DALE, L F Mississippi Power fy Light Co 03/01/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 17004 22? 
24X Fiche 50-416,93/01/20,0302030181 


8302040426 Requests provisions of proposed OL Condition Item 3 CI42M 
bo extended to include re instal lotion of vibration 
monitoring equipment Responses to request for add! infa re 
protective sleeves far local power range monitors encl 
DALE, L F Mississippi Power 4. Light Co 83/02/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 17017 320 
24X Fiche 50-416,83/02/02,8302040426 


—8302150426 IE Inftp Rept 30-416/62-76 on 821010-1115 Noncomp 1 1 anc e 
noted failure to follow Admin i strative Procedures 01-B-06-1, 

Rev 6, "Protective Tagging 8ys," * 12-8-0 1-0, Rev 0, "Plant 
Quality Insp," fc Emergency Plan Procedure 10-8-QI- 16, Rev l 
WAGNER, A 0 , SCOTT, D E , CANTRELL, F S Division of Project & 
Resident Program*. 82/12/06 0pp 17149 160 24X 

Fiche 30-416,83/01/25,0302150347 


8302160139 Forwards Amend 6 to License NPF-13, safety evaluation lc 
notice of issuance h. availability Amend changes license 
conditions re schedule for submitting info on proposed mods 
to automatic depressuri lation sys logic 

0CIIWENCER, A Licensing Branch 2 03/02/07 MCOAUGHY, J P 

Mississippi Power i< Light Co 2 pp 17174 017 24X 

Fiche 50-416,83/02/07,9302160139 


8302150274 Ac k receipt of B30105 ltr informing NRC of steps taken te 
correct violations noted in IE Insp Rept 50-416/02-69 
VERRELLC, D H Division of Project & Resident Program* 83/01/26 

BTAMPLEY,N L Mississippi Power 4 Light Co lp 17148 S7i 24X 

Fiche SO-41 6, 03/01/26,8302150274. 


—0302160144 Amend 6 to License NPF-13# chang i ng license conditions re 
schedule for submitting info on proposed mods to automatic 
depre* suri x ati on sys logic fy Tech Spec exception for Phase I 
operation 

ETSENHUr, D G Division of Licensing 03/02/07 3pp 17174 019 
24X Fiche 50-416,83/02/07,0302160139 


— 0302160146 Safety evaluation supporting Amend 6 to License NPF-13 

« Office of Nuclear Reactor Regulation, Director 03/02/07 4pp 
17174 022 24X Fiche 50-416.83/02/07,0302160139 
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-8302:160150 Notice of issuance 6 availability of Amend 6 to License 
NPF-13 

SCHUENCER.A Licensing Branch 2 03/03/07 3pp 17174 026 24X 

Fiche 50-416,83/02/07,8302160139 


9302090295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for 0L & holders of CP for C-E PNRs re review of 
C-E CjnflTs Group emergency proceduies guideline program 6vc 
1 1 *t enc 1 

EISSNHUT.D G Division of Licensing 03/02/00 Consolidated 

Edison Co of New York, Inc l 1 p p 17290 247 24X 

Fiche 50- 000, 83/02/00, 8302080295 


BTO2O0O3OI Generic Ltr Q3-05 to BUR licensees of operating reactors 
(except LACDWR) , app 1 leant s for OL L holders of CP re SER of 
"’Errur g enty Procedure Guid el ines , Rev 2," NEDO-24934, June 
1982 Guidelines acceptable Svc list end 

EISENHJT. D 0 Division of Licensing 83/02/08 Commonwealth 

Edison Co 6 p p 17234 243 24X Fi c he 50-000, 93/02/00 , 0302000301 


0302000304 Generic Ltr B3-1 i to all operating reactor licensees re 
licensee qua 1 i f icat ion for performing safety analysis in 
support of licensing actions Ability to use code must be 
demonstrated by vendor or licensee Svc list end 

E 3 SENl-fUT, D G Division of Licensing 03/02/00 Consolidated 

Edison Co. of New York, Inc 9pp 17234 234 24X 

Fiche 30-000, 83/02/09, 8302000304 


8302160295 Forwards "Nuclear Environ Qualification Final Rept oP 
Hydrogen Ignitor Assemblies for Grand Gulf Nuclear Station 
Unit if" Vol t License condition referenced on P 22-5 of 
SER Suppl 3 removed NUREG-0500 evaluation worksheet end 
DALE, L F Mississippi Power 8, Light Co 03/02/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 17164 331 
243t Fiche 30-416,03/02/14,0302160295 


— 8302160300 "Nuclear Environ Qualification Final Rept of Hydrogen 
Ignitor Assemblies for Grand Gulf Nuclear Station Unit 1," 

Vol l Ignitor Assemblies fully qualified pei IEEE 333-1974 
GREENWOOD, D D , H ATM AKER, D F , YON, J R Corporate Consulting U 
Development Co, Ltd A-516-G2 V01 02/11/12 56?pp 17164 339 

24< Fiche 50-416,93/02/14,9302160295 


Q Inspection reports, IE Bulletins 4 correspondence 


33 02 1 503 1 7 Ack receipt of 630106 ltr informing NRC of stops taken to 
correct violations noted in tE Insp Rept 50-416/02-76 
LENIS, R C Division of Project U Resident Programs 83/01/23 
8 TaMPLEV,NL Mississippi Power * Light Co lp 17140 132 24X 

Fiche 30-416,03/01/25,03 02150347 


— G302130351 Responds to NRC 021207 ltr re violations noted in IE Insp 
Rept SQ-416/B2-76 Corrective actions equipment clearances 
Independently ver i f led, p lant quality insp d*viat ion/mod form 
g«nerated l security post-instructions revised 
MCGAUQHY, J P Mississippi Power 6 Light Co 03/01/06 

O'REILLY, J p Region 2, Office of Director 3pp 17140 1 53 24X 

Fiche 50-416,83/01/23,8302150347 


— B302IS0354 Forwards IE Insp Rept 50-416/02-76 on 021010-1113 h notice 
of violation 

LEWIS* ft C Division Of Project 4, Resident Programs 82/12/07 
3TAMPLEY.N L Mississippi Power t, Light Co 2pp 17148 1 156 24X 

Fiche 50-416,93/01/25,0302150347 


— 83021S0357 Notice of violation from insp on 921018-1115 

# Division of Project L Resident Programs 82/12/07 2pp 
17148 1 50 24X Fiche 50-416,03/01/25,0302150347 


— 8302150426 IE Insp Rept 50-416/02-76 on 821018-1115 None omp 1 i anc e 
noted failure to follow Administrative Procedures 01-8-06-1, 

Rev 6, "Protective Tagging Sys," 6 12-5-0 1-8, Rev 8, "Plant 
Quality Insp," 4, Emergency Plan Procedure 10-S-01-16, Rev I 
WAGNER, A G , SCQTT,D E , CANTRELL, F S Division of Project fc 
Resident Programs 82/12/06 Spp 17148 160 24X 

Fiche 50-416,03/01/25,8302150347 


aai2060358 IE Info Notice 03-01, "Ray Miller, Ihc M Svc list end 
JORDAN, e L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/01/26 Consolidated Edison Co of New 

York, Inc 1 18pp 17023 160 24X Ficha 50-000,83/01/26.9212060338 


6302150274 Ack receipt of 030105 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-416/02-69 
VERRELLIjD N Division of Project 8, Resident Programs 83/01/26 

BTAflPLEY, N L Mississippi Power * Light Co lp 17148 271 24X 

Fjch* 50-416,03/01/26,830215027 4 


— B302150286 Responds to NRC B21126 ltr re violations noted in IE Insp 
Rept 50-416/02-69 Corrective actions fire rated hatch •c over 
installed & sealed, open fire doors closed U signs will be 
posted for fire door placement 

MCQAUGHV, J p Mississippi Power U Light Co 03/01/03 

0 'REILLY, J P Region 2, Office of Director 4pp 17140 272 24X 

Fiche 30-416,03/01/26,0302130274 


— 8302150292 Forwards IE Insp Rept S-G-A 1 6/02- 69 on 021101-04 8< notice 
of violation 

VERRELLI.D M Division of Project 6 Rosident Programs 82/11/26 

3TAMPLEV.N L Mississippi Power t* Light Co 2p p 17140 276 24X 

Fiche 50-416, 03/01 /26, 0302150274 


— 8302150297 Notice of violation fTom insp on 821101-04 

* Division of Project h Resident Progiams 02/11/26 2pp 
17140 270 24X Ficha 50-416,83/01/26,8302150274 


--0302150303 IE insp Rept 50-416/82-69 on 021101-04 Noncompliance 
noted failure to implement Tech Spec requirements for fire 
rated assemblies & barriers & failure to establish 4 
implement procedures for fire protection program 

MILLER. WH , CDNLON, T E Division of Engineering & Radiological 
Safety Programs 82/11/23 Bpp 17148 200 24X 

Fiche 50-416,03/01/26,8302150274 


8212060360 IE Info Notice 63-02. "Limi torque HODC, HIDC, H2DC t* H3QC 
Giartinads " Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post B30103) 93/01 /2B Consolidated Edison Co of New 

York, Inc 109pp 17144 OOI 24X Fiche 50-000,83/01/20,8212060360 


0212060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co of New 

York, Inc ilOpp 17074093 24X Fiche 50-000,83/01/20.0212060361 


9302030554 Forwards response* to NRC informal questions re IE 
Bulletin BO-11, "Masonry Walls " All toad combinations in 
design enter ia, inc luding ODE, SEE L tornado 
deprenurisat Ion, addressed 

DALE, L F Mississippi Power 6 Light Co 93/01/2Q DENTON, H R 
Office of Nuclear Reactor Regulation, Director 52pp 17006 232 
24X Fiche 50-416, 03/O1/2B, B302030554 


8212060363 IE Info Notice 83-04, “Failure of Elma Power Supply Unite." 
Svc list enc I 

JORDAN, C L Division of Emergency Preparedness & Engineering 
Response (Post G30103) 03/02/16 Consolidated Edison Co of Now 

York, Inc IlOpp 17347 191 24X Fiche 50-000. B3/O2/10, aat2060363 


8212060369 IE Info Notice B3-Q5, "Obtaining Approval for Disposing of 
Very Low Level ftatfwa ste - I0CFR20 302 " Svc list encl 
JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co af New 

York. Inc tlipp 17347 053 24/ Fiche 50-000,03/02/24,0212060365 


8212060366 IE Info Notice 83-06, "Nonidentical Replacement Parts " 

Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 930103) 03/02/24 Consolidated Edison Co of New 

York, Inc 1 { 2pp 17361 14B 24< Fiche 50-000,83/02/24,8512060366 


ft Periodic operating reports L related correspondence 


8302530232 Forwards monthly operating rept for Jan 1903 

I1COAUOHY, J P Mississippi Power L Light Co 03/02/13 DEYOUNG, ft C 
Director'’* Office, Office of Inspection and Enforcement lp 
17545 123 24/ Fiche 30-416,03/02/15,8302230232 


— 0307230235 Monthly operating rept for Jan 1983 

RICHARDSON, J D Mississippi Power 4, Lf gh t Co 03/02/11 6pp, 
17245 129 54 X Ft che , 50-416 , 03/02/ 1 5 , 930 2230232 


B Reportable Occurrences, LERs Sc related correspondence 


8302150148 Final deficiency rept re corroded terminal board* on 
Rosemount pressure, f low & level transmitters in safety- 
related applications Initially reported on 820421 Malnt 
work orders issued to restore transmitters to design specs 
MCGAUQHY, J, P Mississippi Power «< Light Co 82/02/02 

O'REILLY, J P Region 2, Office of Director 4pp 17147 234 24X 

F lch«‘ 50-416, 02/02/05, 03O215OL48 
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Bai2t4<m0 Part 21 r«pt re problem u/Broiun Boveri Electric, Inc low 
vxi 1 g « circuit breakers w/solid state trip devices Units 
Prom San GnoPre S k 3 failed dfue to long-term degradation of 
filter capacitor C203 Suspect trip units should be tested 
DUVALL, D D Broun Boveri Corp (subs Brown Boveri A Co * Ltd >. 
02/12/10 BTELLO. V Director's Officer Office of Inspection and 
Enforcement 2pp 17023 264 24X Fiche 50-000,82/12/10,8212140330 


— 0302030106 LER 82-179/03L-0 on 321229, smoke detectors covered during 
planned raint to prevent false alarms A/or damage Hourly 
fire watch established Detectors uncovered A returned to 
sve 

BAILEY, J P Mississippi Power A Light Co B3/OW20 Region 2, 

Office oi Director 3pp 17002 089 24X Fiche 30-416.03/01/27, 

0302030100 


83020 10495 Interim deficiency rapt re Nelson stud failures on embedded 
plates Initially reported on 021221 Lab testing of plates 
in progress Deficiency reported per 10CFR2I for Unit 1 6 
10CFR30 53(e) for Unit 2 Final rapt eipectad by B30315 
MCCAUOHY.jp Mississippi Power 6 Light Co 03/01/20 

0 'REILLY. J P Region 2. Office of Director 4pp 16901.331. 24X 

Fiche 30-416. 83/01 /20. 03020 10495 


8302010172 Forwards LER 83-004/01 T-0 

MC0AU3HY.JP Mississippi Power A Light Co 83/01/24 

Q •'REILLY. J P Region 2. Office of Director lp 16974 015 24X 

Fiche 30-416.83/01/24.6302010172 


0302030110 Forwards LER 03-002/01 T-0 

MCOAUOHY.JP Mississippi Power t Light Co 03/01/27 

Q 'REILLY., J P Region 2. Office of Director lp 17004 200 3-l)( 

Fiche 50-416, 83/01/27,8302030110 


— 0302030113 LER S3-002/01T-0 on 8301 14. heat detectors In control rots 
standby fresh air sys not functionally tested Caused by 
lack of proper procedure Surveillance Review Committee 
will write proper procedure 

FREEMAN, M S Mississippi Power A Light Co 83/01/28 Region a. 

Office of Director 2pp 17004 289 24X Fi ch e- 30-4 16, 33/ 01 /27. 

0302030110 


— B3020I01B2 LER 83-004/01T-0 an 830110 discovered that control roam 
floor penetration open sine* 821213 Caused by performance of 
planned malnt work Incident noticed while implementing 
corrective actions to LER B2~i32/-0i T-0 

BVRO. fl Mississippi Power & Light Co 03/0-1/24. Region 2, 
Office of Director 2pp 16974 016 24X Fiche 30-416,83/01/24, 

B3020J0172 


B3020I0194 Forwards LER 82- 1 70/99X-O 

MCOAUOHY.JP Mississippi Power A Light Co 03/01/24 

O'REILLY. J P Region 2, Office of Director (p 16974 007. 24X 

Fiche 30-416, 83/01/24,8302010194 


8302030356 Forwards LER 82-182/03L-0 

MCOADOHY, J P Mississippi Power A Light Co 03/01/29 

0 'REILLY, J P Region 2, Office of Director Ip 17005 354 24* 

Flchf 50-416,83/01/28.8302030336 


— 8302030339 LEr 02-182/O3L-O on 021229 A 31, two fire doors blocked cpe-i 
to perform maint Open fire doors contrary to Tech Spec 
3 7 7 Limiting condition of operation A fire watches 
established Mdint completed A doors closed on 030103 
FREEMAN, M S Mississippi Power A Light Co 83/01/26 Regions, 

Office of Director ip 17009 353 24X Fiche 30-4 1 6, 63/0 1 /28* 

8302030396 


—8302010200 LER 82-1 7B/99X-0 on B2l2lB,fire barriers found open on 
control room floor Caused by need to reroute cable through 
floor Fire watch established 

FKEEMANiB Mississippi Power A Light Cd B3/01/24. Region 2, 
Office of Director ip 16974 000 24X Fiche 30-416,82/01/21. 

6302010194 


0302010470 Buppl to 620909 final Part 21 rept fur potentially 
reports!)!* deficiency re relay failure In Div J standby 
diesel generator Magnicraft W83LCPX-I2 relay will be 
replaced since sufficient contacts not available for mod 
HCOAUQHYj J P Mississippi Power A Light Co B3/OI/24 

O'REILLY, JP Region 2. Office of Director 2pp 16982 044 24X 

Fich* 50-416,03/01/24,8302010470 


0302010171 Forward* final LER B2-180/03L-0 

MCOAUOHY, J P Mississippi Power A Light Co. 83/01/25 

O'REILLY, JP, Region 2, Office of Director lp 1*974 0l8 24X 

Pith* 50-416.83/01/23,8302010171 


—0302010181 Final LER 82-I80/03L-0 on 821227, 1 s a 1 at ion valve for hose 
station in control room replaced due to leaking which 
pressuriiad hose Add! hos* run to supply backup fir* 
protection Leaking valv* replaced Sys returned to sve 
FREEMAN, M 9 Mississippi Power A Light Co 03/01/23 Region 2, 
Office of Director, Ip 16974 019 24X Fiche 30-416,03/01/25, 

0302010171 


8302010425 Forwards LER 82-177/03L-0 

MCOAUOHY, J P Mississippi P-ower A Light Co 03/01/25 

□ 'REILLY, J P Region 2. Office of Director ip 16974 235 24X 

Ficha 30-416, 03/01/23, 8302010425 


— 8302010427 LER 82-177/03L-0 on B2l227,wbil# attempting to start control 
room air conditioner B, common supply breaker for fan 
compressor tripped as soon as shut Caused by failed trip 
unit Unit replaced 

8FARK8.0 L, Mississippi Power A Light Co. 03/01/25 Region 2, 

Office of Director lp 16974.256 24X Fiche 50-416,03/01/25, 

8-302010425 


83020 10252 Forwards LER 62- 181/03L-0. 

MCOAUOHY. J P Mississippi Power A Light Ca. 63/01 fZ7 

□ 'REILLY, J P Region 2, Office of Director lp, 16974 052 24X 

Fiche - 50-416, 03/01/27. 9302010232 


— 6302010361 LER 82-181/03L-0 on 621226, two fire rated doors in control 
bldg blocked open to perform control room pressure test 
Continuous firs watch established Doors closed A fire watch 
disbanded upon test completion. 

FREEMAN. M S, Mississippi Power A Light Co 63/01/27 Region 2, 

Office of Director lp. 16974.053 24X Fich e . 50-416, 63/0 1 /27, 

0302010252 


0302030100 Forward* LER 62-179/03L-0, 

MCOAUOHY, J P Mississippi Fewer A. Light Co- 03/01/27 

O'REILLY, JP Reg ion 2, Office of Director Ip 17002 0B9 24X 

Fiche 30-416,83/01/27,6302030100 


0302030363 Forwards LER S2-186/99X-0 

HCOAUCHV, J P Mississippi Power A Light Co 83/01/20 

O'REILLY, JP Region 2. Office df Director Ip 17005 346 24* 

Fiche 30-416,83/01/28,0302030363 


— 8303030367 LER 82-186/99X-0 on 021223, two fire doors in control bldg 
blocked open to perform planned maint in control room Open 
fire doors contrary to Tech Spec 377 Limiting condition of 
operation A fire watches established 

MCOAUSHY, J P Mississippi Power i Light Co 03/01/20 Region 

2, Office of Director lp 17005 349 24X Fiche 50-4 l6,83/O|/?0. 

8302030363 


B3O2030397 Forwards LER S2-104/O3L-O 

MCOAUOHY, J P Mississippi Power A Light Co 83/01/28 

O'REILLY, J P Region 2, Office of Director lp 17005 343 24* 

Fiche 50-416,83/01/20,8302030387 


— 8302030393 LER 02-1B4/O3L-O on 821229, smoke detection Zone 2-14 -C 
A LPCS pump rooms) alarmed w/no smoke or fumes present A 
would not reset Caused by spurious actuation Zone restored 
to operation on 830II2 

BYftD.R Mississippi Power A Light Co 03/01/20 Region B* 

Office of Director lp 17005 344 24X Fiche 50-416,83/01/20, 

0302030387 


0302030562 Forwards LER 82- 1 0S/O3L-O 

MCOAUOHY, J P Mississippi Power A Light Co B3/01/28 

O'REILLY, J P Region 2. Office of Director lp 17008 091 24X 

Fiche 50-416,83/01/20,6302030562 


--B302030569 LEfi 02-105/O3L-O On 021229, smoke detection Zone S-I7 !ee*t 
corridor of auxiliary b idgj el evation 103 ft) alarmed A 
would not reset No fumes or smoke present Caused by spurious 
actuation Zon* returned to operation on 030112 

BAILEY, J P Mississippi power A Light Co 83/01/20 Region 2. 
Office of Director lp 17000 092 24X Fiche 50-416,63/01/28. 

8302030562 


8302030300 Forward* LER 93-009/Q3L-0 

MCOAUOHY, J P Mississippi Power A Light Co 83/01/31 

O'REILLY, J P Region 2. Office of Director Ip 17001 262 24K 

Fiche 50-4 £6, 83/01/31,6302030300 


— 9302030307 LER 03-OO9/O3L-O on 030101 , shutdown cooling loop A declare* 
Inoperable Caused by need to replace discharge check valve 
for RHR jockey pump Control rod drive pump started to 
provide alternate DHR 

FREEMAN, fl S Mississippi Power A Light Co 03/01/31 Region?, 

Office of Director lp 17001 263 24X Fiche 50-416,83/01/31, 

6302030300 


8302070466 Fifth Interim deficiency rept re sheared bolts on diesel 
generator rear crankcase cover Initially reported on 62032? 

Final rept will be submitted by 030601 Also reportable per 
1 0CFR21 for Unit l. 

MCOAUOHY, J P Mississippi Power A Light Co 63/01/31 

0 'REILLY, J P Region 2, Office of Director, 2pp 17036 361 24* 

Fich* 90-416,83/01/31,6302070466 
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0302140030 Forwards LER 03-OO0/99X-O 

MCGAUGHY. J P Mississippi Power 6 Light Co 83/02/03 

0 J RE1LI_Y, J P Region 2. Office of Director l p 17141 171 24X 

Fiche 30-416, 03/O2/O3i 9302140030 


—0302140032 LER 03-QG0/99X-O on 030104, one door in control bldg (OC409) 
ft one door in auxiliary bldg (1A2031 blocked open for 
planned raint activities Hourly fire watch established 
FftE£MAN,M S Mississippi Power L Light Co 03/02/03 Region 2* 
Office of Director lp 17141 172 24X Fiche 50-41 6, 03/02/03, 

0302 1 40030 


6302140053 Forwards LER 82-1B3/99X-0 

MCOAUOHY, J P Mississippi Power Z Light Co 63/02/03 

O'REILLY, JP Region 2, Office of Director lp 17142 123 24X 

Fiche 50-416,63/02/03,8302140053 


— 0302140060 LER 82-163/99X-0 on 821222, smoke detection lone covering 
auxiliary bldg corridor area alarmed i would not reset No 
smoke- or fumes present Zone found functionally operable 8< 
alarm* -reset 

FREEMAN, K S Mississippi Power it Light Co 83/02/03 Region 2, 
Office of Director ip 17142 124 24X Fiche 50-416,83/0 2/03, 

83021 40053 


0302140050 Forwards LER 03-OO7/O3L-O 

MCOAUOHY, -J P Mississippi Power fr Light Co 83/02/03 

O'REILLY, JP Region 2, Office of Director lp 17142 126 24X 

Fiche 50-416,83/02/03,6302140050 


— B302140064 LER 03-OO7/G3L-O on 830107, fire door DCS20 temporarily 
blocked open to facilitate planned maint area Doors closed 
on 830112 at completion of work 

BAXLEY, J P Mississippi Power & Light Co 83/02/03 Region 2, 

Office of Director lp 17142 127 24X Fiche 50-416,03/02/03, 

0302140059 


8302140063 Forwards LER Q3-0U/99X-0 

MCQAU9KY, J P Mississippi Power 6 Light Co 03/02/03 

O'REILLY, JP Region 2, Office of Director Ip 17142 130 24X 

Fiche 50-416,83/02/03,0302140063 


--8302 140-067 LER 83-0U/99X-0 on 030103-24, certain fire rated barriers in 
control bldg & auxiliary bldg opened to perform planned 
naint Caused by cable routing Barriers to be restored by 
Apr 1983 

BYRD, R Mississippi Power 6 Light Co 83/02/03 Region 2, 

Office of Director 3pp 17142 131 24X Fiche SO-4 16, 03/02/03, 

8302140063 


0302140014 Forwards LER 83-01 7/03L-0 

MCOAUOHY, J P Mississippi Power t Light Co 03/02/04 

□ 'REILLY, J P Region 2, Office of Director Ip 17141 175 24X 

Fiche SO-41 6, 83/02/04, 8302140014 


—8302140019 LER 83-017/03L-0 on 030107, while in cold shutdown, fire 
detection ions 2-2 auxiliary bldg corridor alarm activated 
ui/no smoke or flames present L would not reset Caused by 
dirty detector Detector cleaned L satisfactorily tested 
BYRD. R Mississippi Power fr Light Co 83/02/04 Region 2, 

Office of Director lp 17J41 176 24X Fiche 50-416,83/02/04, 

9302140014 


B3021 40031 Forwards LER 03-01 5/03L-0 

MCGAUGMY, J P Mississippi Power ft Light Co 03/02/04 

O'REILLY, JP Region 2, Office of Director lp 17141 169 24X 

F i c h * 50-416, 03/02/04, 830214003 1 


— 830^140039 LER 03-O13/O3L-O on 830105, shutd own cooling loop B removed 
from, sve for planned maint Caused by need to replace 
feedwater check valve 01B21FO32B carbon steel disk 
u/stainless steel disk 

BYRD, R Mississippi Power ft Light Co 03/02/04 Region 2, 

Off lea of Director lp 17141 170 24X Fiche 50-416.03/02/04, 

0302140031 


B30214QQB9 Forwards LER 83-018/99X-0 

MCOAUOHY, J P Mississippi Power * Light Co 03/02/04 

O'REILLY, JP Region 2, Office of Director lp 17140 162 24X 

Fiche 5 O- 4 1 6, 83/02/04, 0302 140089 


— 03O2MOO93 LER 83-018/99X-0 on 830105, d iese 1 generator 11 unloaded U 
secured following trip on high bearing temp it indication of 
increased crankcase pressure Caused by loose sensor on rear 
main bearing allowing air to vent off pneumatic logic ays, 

FREEMAN, M 6 Mississippi Power L Light Co 03/02/04 Region 2, 
Office of Director 2pp 17140 163 24X Fiche 50-416,83/02/04, 

8302 14008? 


8302140100 Forwards LER 03-OI2/O3L-O 

MCOAUOHY, J P Mississippi Power U Light Co 03/02/04 Region 2, 

Office of Director lp 17142 170 24X Fiche 50-416,03/02/04, 

B3O214O10O 


— 0302140102 LER 03-O12/O0L-O on 830106, fire door 0C505 in control bldg 
blocked open due to broken hinge Fire watch established 6 
hinge repaired 

FREEMAN, M S Mississippi Power fe Light Co 83/02/04 Region 2, 

Office of Director ip 17142 171 24X Fiche 50-416,83/02/04, 

0302140100 


8302140196 Forwards LER B3-014/03L-0 

MCOAUOHY, J P Mississippi Power V Light Co 83/02/04 

O'REILLY, JP Regions, Office of Director. lp 17140 061 24X 

Fiche 30-416, 83/02/04, 8302140196 


— 0302140304 LER B3-014/03L-0 on B3D107 , dur i n g told shu t d own , sup er vi s ory 
syt alarms for several fire doors found in continuous alarm 
& would not reset Caused by problems w/limit switches, 
latches 6 magnets Fire watch established Doors reworked 
FREEMAN, M 5 Mississippi Power * Light Co 83/02/04 Region 2, 

Office of Director 2pp 17140 062 24X Ficha 50-416,03/02/04, 

8302140196 


8302130099 Forwards LER 03-O1O/99X-O 

MCOAUOHY, J P Mississippi Power ft Light Co 03/02/07 

O'REILLY, JP Region 2, Office of Director lp 17146 322 24X 

Fiche 50-416,83/02/07,830215009,9 


— 0302150106 LER 03-O1O/99X-O on 830 105, d ur i n g Insp of correction of 
fire protection deficiencies on redundant rac euays/cab 1 re, 
similar deficiencies noted in aux i 1 iary « t urb in* 5* control 
bldgs Caused by incomplete const Maint work initiated 
BYRD, ft Mississippi Power 8c Light Co 03/02/07 Region 2, 

Office of Director 2p p 17146 323 24 X Fiche 50-416,83/02/07, 

8302150099 


0302 1 50083 Forwards LER 83-006/03L-0 

MCOAUOHY, JP Mississippi Power St Light Co 83/02/08 

O'REILLY, JP Region 2, Office of Director lp 17M6 152 24X 

Fiche 50-416, 03/02/08, Q302150093 


—0302150094 LER 03-OO6/O3L-O on 030112, fire doors QC714 St QCT 1 0 
temporarily blocked open to Facilitate planned 1 maint F i re 
watch posted 6 doors closed at completion of work 

BAILEY, JP Mississippi Power Sl Light Co 83/02/OB Region 2, 

Office of Director lp 17146 153 24X Fiche 30-416,83/02/08, 

83021 SOO03 


8302150110 Forwards LER 02- 1 87/99X-0 

MCOAUOHY, J P Mississippi Power fc Light Co 83/02/08 

O'REILLY. JP Region 2, Office of Director lp 17146 142 B4X 

fiche 30-416. 03/02/08. 03021501 10 


--0302150115 LER 02-1B7/99X-D on 021229. smoke detection lone covering 
auxiliary bldg corridors at 166-ft elevation alarmed U would 
not reset Caused by accumulation of dust in detector. 

Detector c 1 caned, f uncti onal ly tested & returned to sve 

FREEMAN, M S Mississippi Power L Light Co. 03/02/08 Region 2, 

Office of Director lp 17146 143 24X Fiche 30-416,03/02/08, 

0302150110 


8302190635 Forwards LER B3-005/03L-0 

MCOAUOHY, JP Mississippi Power 4c Light Co. 83/02/09 

O'REILLY, J P. Region 2, Office of Director lp 17131 302 24X 

Fich* 50-416,03/02/09,8302150635 


—0302130641 LER 03-OQ5/O3L-O on 830111. fire door ORlOf, blocked opened 
allow transport of resin Fire watch established per Tech 
Bps c s Door closed when job completed on 030112 

BAILEY, J P Mississippi Power It Light Co 03/02/09 Region 2, 

Office of Director lp 17151 303 24X Riche 50-416, 83/02/09, 

9302150635 


0302170121 Forward* LER 83-01 9/03L-0 

MCOAUOHY, J P. Mississippi Power ft Light Co 03/02/11 

0 'REILLY, J. P Region 2, Office of Director lp 17181.334 24X 

Rich* 50-416,03/02/11,8302170121 


—8302170127 LER 83-019/03L-0 on B30H2 L 20, one smoke detector in Zone 
i-15 1 eight detectors in Zone 2-18 covered during planned 
maint functions to prevent false alarms or damage to unit 
Detectors uncovered after maint completed 

FREEMAN, M 8 Mississippi Power it Light Co 83/02/11 Region a, 

Office of Director. lp. 171B1 335 24X Fiche 50-416,83/02/11, 

0302170121 


8302170308 Forwards updated LER S2-044/03X-1 , 

MCOAUOHY, JP, Mississippi Power it Light Co 83/02/11 

O'REILLY, JP Region 2, Office of Director ip 17177 001 24X 

Fiche- $0-416, S3/02/1 1 , 0302170308 



310 


DOCKETED ITEMS 


— 0302 1 7031 1 Updated LER B2-044/O3X-1 on 8200 13. whi 1 e venting nuclear 
boiler i nstruments, several ECCS initiations occurred Caused 
by procedural inadequacy Plant Procedure 07-S-13-23 written 
A approved 

RflHRER/M V Mississippi Power A Light Co 03/02/09 Region 2, 

Office of Director 2pp 17177 002 24X Fiche 50— 4 1 6, 03/02/ M , 

6302170309 


Q302I7031B Forwards LER 83-023/03L-0 

MCGAUQHY, J P Mississippi Power A Light Co 93/0-2/11 

□ 'REILLY. JP Region 2, Office af Director tp L7184 159 24X 

Fich* 50-416,03/02/11.0302170319 


— 0302170320 LER B3-023/Q3L-0 on 830113 A 20. fire rated doors In control 
bldg 0CT10.QC714 A 0C7O9 blocked open to route hose* being 
used in planned naint activities Doors restored on 830113 A 
27 

BYRD. R Mississippi Power A Light Co 03/02/H Region 2, 

Office of Director Ip 17184 160 24X Fiche 50-416,83/02/11, 

8302170319 


8302170322 Forwards LER 03-O24/O3L-O 

HCGA.UGHY, J P Mississippi Power A Light Co 03/02/U 

0 'REILLY, J P Region 2, Office of Director Ip 17184 001 24X 

Fichu 50-416, 83/02/ 1 1 . 9302170322 


— 0302170324 LER 03-O24/O3L-O on 8301 1 4 . s evera 1 smoke detector zones in 
auciiiarg bldg A control bldg would not reset Cause 
attributed to spurious action One detector replaced A 
remaining detectors cleaned 

FREEMAN. M S Mississippi Power 6 Light Co 83/02/11 Region 2, 

Office of Director 2pp 17104 002 24/ Flche 90-416. 03/02/ 1 1 , 

8302170322 


9302170346 Forward* updatad LER 02-057/01 X-l 

MCGAU9HY, J P Mississippi Power A Light Co 03/02/11 

O'REILLY, J P Region 2, Office of Director 2pp 17193 143 24X 

Fiche 50-416,93/02/11,8302170346 


--0302 1 70354 Updatad LER 82-059/01X-1 on 920907, while performing RHR 
high to low pressure interface valve leakage tes t, setpoints 
for RHR injection vaJvo differential pressure switches 
found greater than Tech Specs Caused by misinterpretation 
FLOYD, J fl Mississippi Power & Light Co 03/02/09 Region 12. 
Office of Director 2pp 17103 145 24X Flche 50-416,03/02/11, 

8302170346 


8302170359 Forwards LER 03-O22/O3L-O 

MCGA.UGHY, J P Mississippi Power A Light Co 03/03/11 

□ 'RErLLY, J P Region 2, Office of Director Ip 17104 174 24X 

Fiche 50-416,93/02/11,0302170 338 


— 8303170362 LER 83-022/03L-0 on 830112 >< 13, alarm received for two fire 
rated doors in auxiliary bldg A temporary door in control 
Toom Caused by unadjusted limit switch A faulty door strike 
Alarms cleared A doors restored 

BYRD, R Mississippi Power It Light Co 83/02/11 Region 2. 

Office nf Director »p 171B4 175 24X Flche 50-416,83/02/11, 

63021 7035B 


0302220358 Forwards LER B3-020/03L-0 

MCOAUOHY, J P Mississippi Power A Light Co 83/02/14 

O'REILLY. JP Region 2. Office of Director Lp 17232 010 24/ 

Fiche. 30-416, 83/02/14, 03 02220359 


— 8302220361 LER 03-O2Q/O3L-O on 0301 1 5. dor i ng 5 hutdown, 1 ub e oil heater 
on diesel generator $2 failed , resu 1 t ing in diesel generator 
12 A Diy 2 ECC8 being declared inoperable Caused by 
overheating A shorting to ground Heater replaced 

FREEMAN, M S Mississippi Power A Light Co 03/02/14 Region 2, 
Office of Director Ip 17232 011 24X Flche 30-416,83/02/14, 

8302220359 


0302220367 Forwards LER 03-O13/99X-O 

MCOAUGHY, J P Mississippi Power A Light Co 83/02/15 

O'REILLY, J P Rig ion 2, Off Us of Director lp L7232 340 24X 

F i c h e - 50-4 1 6, 83/02 / 1 5, 0302220367 


—B 302220 37 7 LER 03-OI3/99X-O on 630117, while in cold shutdown, throe 
doors in auxiliary bldg blocked open to support plant 
testing Fire watches established Testing completed - A doors 
closed on 830127 

6HIZLET, E B Mississippi Power l Light Co 83/01/15 Region 2, 

Office of Diractar lp 17232 341 24X Fiche 50-416,03/02/15, 

0302220369 


0302200235 Forward* updated LER B2-047/03X-J 

HCOAUCHY, J P Mississippi Power A Light Co 83/02/18 

O'REILLY, J P Region 2, Office of Director 2pp 17304 344 24X 

Flche 50-416.03/02/10,0302200235 


— 8302200243 Updated LER S2-047/03X-1 on 020830, rea c tor vessel flange 1 
head flange temps not verified according to Tech Spec* 

Caused by personnel erroi procedwial inadequacy Procedure 
revised to record temps as required 

ROHRER, M V Mississippi Power ft Light Co 03/02/18 Region 2, 
Office ot Director 2pp 17204 346 24 X Fiche 50-416,63/02/10, 

8302280235 


8302280283 Forwards LER B3-02B/03L-0 

MCOAUGHY, J P Mississippi Power A Light Co 03/02/18 

O'REILLY, Jfi Region 2, Office of Director lp 17313 Q2i 24X 

Fiche 50-416.93/02/10,0302280203 


—0302280289 LER 83-O20/O3L-O on 830120, shutdown cooling loop A CFIHR A) 
declared inoperable to install accelerometers on standby sve 
water loop Loop declared operable on 830123 

BYRD, R Mississippi Power l Light Co 83/02/18 Region 2, 
Office of Director lp 17313 022 24X Fiche 50-416,03/02/10, 

□302280293 


8302200274 FoTUards LER 63-031/99 <-0 

MCOAUGHY, JF Mississippi Power A Light Co 83/02/18 

O'REILLY, JP Region 2, Office of Director lp 17312 355 24X 

Fiche 50-416,, 93/02/18,8302280274 


— 6302260301 LER B3-031/99X-0 on 830113, fire rated door OCI04 blacked 
open to route temporary discharge hose from hot machine shop 
sump to turbine bldg floor drain sys Hourly fire watches 
established De-sign change requested 

SHINGLE TO, I, E D Mississippi Power A Light Co 83/02/18 Rfifllor, 

2, Office of Director lp 17312 356 24X Fiche 50-416, S3 / 02/1 [J 

8302280294 


8303200071 Forwards updated LCR 02-l45/O3X'l 

MCOAUGHY, J P Mississippi Power l light Co 83/02/22 

O'REILLY, J P Region 2, Office of Director 2pp 17307 135 24X 

Fiche 50-416, 83/02/22,8302280071 


—0302280079 Updated LER B2-145/03X-1 on 02 11 27, me t o oro J og t c al monitcrirj 
sys removed from sve to perform work required by Design 
Change Package 82-457 Caused by planned naint outage Change 
package completed A sys testored 

«■ Mississippi Power l Light Co 83/02/22 /legion 2, Office of 
Director lp 17307 137 24X riche 50-416,03/02/22,0302260071 


0302200225 Forwards LER B3-030/99X-0 

MCGAUCHY, J P Mississippi Power A tight Co 83/02/22 

O'REILLY, JP Region 2, Office of Director lp 17304 355 24X 

Flche 50-416,83/02/22,8302280225 


—8302280228 LER S3 030/79X-0 an 030109, Halon control panel QIH13P9I/ 
trouble alarm annumcated w/ no fire or smoke present A would 
not reset Caused by loose detector mounting Loose screws 
tightened Fire watch established 

SHINQLETCN, E I? Mississippi Rower A Light Co 83/02/22 Regiax 

2, Office of Director ip 17304 356 24X Fiche 50-416,03/02/23. 

8302280225 


0302280230 Forwards LER 83-037/03L-0 

MCOAUGHY, J P Mississippi Power A Light Co 93/02/22 

O'REILLY, JP Region 2, Office of Director lp 17304 350 24* 

Fiche 50-416, 83/02/22, B302280230 


—0302280234 LER B3-037/03L-0 on 830123, one air start receiver for 
diesel generator 12 found pressurized to less than min Tech 
Spec requirement Caused by stuck /a Ive on inlet to air dryer 
for electric driven air compressor 

SHINOLETDN, E 0 Mississippi Power A Light Co 03/02/22 Return* 

2, Office of Director lp 17304 351 24X Fiche 50-416,03/02/22, 

8302280230 


3302200458 Forwards LER Q3-036/03L-0 

MCOAUGHY, J P Mississippi Power A Light Co 83/02/22 

□ 'REILLY, J P Region 2, Office of Director lp 17309 217 JMX 

Fiche 50-416, 83/02/22,0302280458 


— 0302280464 LER 93-036/03L-0 on 830124, heater element in steam generate-!* 
for humidifier section of control room air conditioning 59 a 
B train found arcing Caused by mineral deposits from 
makeup water Generator cylinders replaced 

SHINOLETON, E B Mississippi Power A Light Co 93/02/22 Region 

3, Office of Director 2pp 17309 218 24X Fiche 50-416, 

03/02/22, 0302280450 


9302200424 Forwards LER 83-025/03L-0 

MCOAUGHY, J P Mississippi Power A Light Co 03/02/23 

O'REILLY, JJ> Region 2, Office of Director Ip 17307 323 24 X 

Fiche 50-416. 93/02/23, B302280424 
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—9302280429 LER 03-O25/O3L-O on B30124, au* 1 1 lary bldg equipment hatch on 
elevation 166 ft removed Caused by deliberate personnel 
action to allow tracispor t of neutron source into 
containment Equipment hatch leplaced 

FflEEI1AN.fi S , SH INGLE TON « fl Mississippi Pouiot t* Light Co 

83/02/23 Region 2, Office of Djiector Ip 17307 396 24X 

Pith e 50-416, 03/02/23, 8302580424 


0302290434 Forward* LER 83-035/01T-0 

MCOAUOHY.JP Mississippi Power b Light Co 03/02/23 

O'REILLY. J P Region 2, Office of Director lp 17309 206 24X 

Fiche 30-416. 83/02/23. 0302200434 


--$3302200440 LER 03-O35/O1T-O on 030209. per formant e of previous refueling 
interlock surveillance procedure Pound to violate Tech Specs 
*ir>ce reactor mode switch placed in startup/hot standby 
position Cause not stated Procedure changed 
FREEMAN* M 8 , 9HINGLET0N, [1 Mississippi Power h Light Co 
83/09/23 Region 2. Office of Director 2pp 17309 207 24X 

Fichu 30-416,03/02/23.8302980434 


0302280448 Forward* LER 83-016/03L-0 

MCQAUGHY, J P Mississippi Power t> Light Co 03/02/23 

O 'REILLY, J P Region 2, Office of Director lp 17309 212 24X 

F i che 50-416, 03/02/23, 8302200448 


-*-8302200454 LER 03-Ot6/O3L-O on 830124, dur ing cold shutdown, supervision 
sys for fire-rate door C)C 5 1 7 alarmed t would not reset w/ 
door closed Door doclarod Inoperable Cause unknown 8ys 
declared operational 1 wk latei U dooi restored 
BYRD* R , SHtNGLETON, B Mississippi Power & Light Co 83/02/23 
Region 3, Office of Director lp 17309 913 24X 

Fiche 50-4 1 6, 03/02/23. 8302280448 


V Operator Examinat i on* 


6301310203 Generic Ltr 03-06 to all powei reactor licensees, app Licants 
for QLs.NBS vendors , rpac tor vendors & AE re certificates 
& revised format for reactor operator l senior reactor 
operator licenses Svt list enc 1 

EISENHUT.D Q Division of Licensing 83/01/3! Consolidated 
Edison Co of New York. Inc I4pp 17347 177 24X 

F i the 50-000, 83/01/31, 8301310203 


DOCKET 30-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A App 1 i cation/cons true ti on stage documents & correspondence 


Q30201052B Informs that detailed review in progress addressing listed 
issue* to support util position of initiating containment 
sprays at *an e time a* hydrogen ignitoi sys whon reactor 
core level reaches top of active fuel. per NRC request 
OALE.L F Mississippi Power S Light Co 83/01/28 DENTON, H R 
Office of Nuclear Roactor Regulation, Director 2pp 16977 244 
24X Fiche 50-416,03/01/28.0302010528 


9302170492 Board Notification 83-1 forwards UNL draft rept, 
’’Identification of Setsmicaliy Risk-Sensitive Sy* b 
Components In Nuclear Power Plants - General Methodological 
Approach ' 

EISENMUT, D O Division of Licensing FIN A-3397 03/02/01 

PALLADINO. N J Commissioners I34pp 17203 309 24X 

Fiche 50-000, 83/02/0 1 , 83021 70402 


0302040426 Requests provision* of proposed OL Condition Item 2 C(42)i 
be extended to include reinatal latlon of vibration 
monitoring equipment Responses Co request for add) info re 
protective sleeves for local power range monitors end 
DALE, L r Mississippi Power l Light Co 83/02/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 17017 320 
24X FI che 30-416,83/02/02,8302040426 


B3020S0295 Generic Ltr 03-09 to a 1 1 operating reactor licensee*, 
applicant* for OL b holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedure* guideline program 8vc 
list end 

EISENHUT, DO Division of Licensing 83/02/08 Consolidated 
Edison Co of New York, Inc 1 lpp 17290 247 24X 

Fiche 30-000, 03/02/08, 8302000295 


6302080301 Generic Ltr 03-05 to BUR licensees of operating reactors 
(except LACflNR ) , a p p 1 i can t s for OL fc holder* of CP re SER of 
"Emergency Procedure Guidel ines» Rev 2," NEDO-24934, June 
1902 Guideline* acceptable Svc list end 

El SEN HUT. D 0 Division of Licensing B3/02/08 Commonwealth 
Edison Co 6pp 17234 245 24X riche 50-000,83/02/08,9302000301 


F Security, rfrdical, emergency b fire protection plans 


0302010509 Responds to NRC 021122 comments on 020922 Physical Security 
Plan- Rev 5 Aid! justification addressing NRC concern u/ 

Section 6622 will be provided by 030228 Clarification 
of Section 363 will be included in Rev 7 

DALF, L F Mississippi Power & Light Co 83/01/28 DENTON, H fl 
Office of Nuclear Reactor Regulation, Director 2pp 16970 OBO 
24/ Fiche 50-416,83/01/20,8302010500 


9301210340 Generic Ltr B3-04 to all licensees of operating reactors, 
applicants for OL t* holders of CP* re regional workshop 
concerning Suppl 1, NUREG-0737, "Requirements for Emergency 
Response Capability 11 Svc list end 

ElSENHUTiD G Division of Licensing 83/02/01 Consolidated 
Edison Co uf Neu York, Inc 1 1 p p 17221 226 24X 

Fiche 30-000,03/02/01,8301210340 


Q Inspection reports, IE Bulletins 4 correspondence 


8212060358 IE Ir.fo Notice 83-01, "Ray Mil leT, Inc >■ 0vc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/01/26 Consolidated Edison Co of New 

York. Inc l IBpp. 17023 160 24X Fithe 30-000,03/01/26.9213060350 


B31 2060360 IE Info Notice 03-02, “Limitorque HOBC, H1BC, H2BC it H3BC 
Overheads " Svc list enc l 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Past 930103) 03/01/29 Consolidated Edison Co of New 

York* Inc 109pp 17144 001 24X Fiche 50-000, 83/01/29, B21 2060360 


8212060361 IE Info Notice 03-03, "Calibr of Liquid Level Instruments " 
8vc list one! 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 030103) 93/01/20 Consolidated Edison Co of New 

York. Inc 1 iOpp 17074 095 24X F i c he 30-000, 83/01 /2B, 02 1 2060361 


8302030554 Forwards responses to NRC informal question* re IE 
Bulletin 00-11, "Masonry Walls " All load combinations in 
design cr i ter ia, including OBE.SSEi tornado 
depressuriiat fon, addressed 

DALE, L F Mississippi Power V Light Co 83/01/29 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 52pp 17006 232 
24X Fiche 50-416, 83/01 /2a, 8302030554 


8212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units " 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 930103) B3/Q2/10 Consolidated Edison Co of New 

York, Inc I IOpp 17347 191 24X Fiche 50-000,93/08/18,8212060363 


0212060365 IE Info Notice 83-03, "Obtaining Approval for Disposing nf 
Vary Low Level Radwaste - J0CFR20 302 " Svc list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc lUpp 17347 058 24 < F 1 c he 30-000, 03/02/24, 021 2060365 


0212060366 IE Info KloMce 83-06, “Non l tf Bnti ca 1 Replacement Parts," 

Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/34 Consolidated Edison Co of New 

York, Inc 1 12p p 17361 149 24X Fiche 50-000, 83/02/24, 0212060366 


S Reportable occurrences, LERs b related correspondence 


8302010495 Interim deficiency rept re Nelson stud failures on embedded 
plates Initially reported on 821221 Lab testing of plates 
in progress Deficiency reported per 10CFR21 for Unit 1 b 
10CFR90 55(e) for Unit 2 Final rept expected by 030315 
MCOAUGH Y, J P Mississippi Power b Light Co 03/01/20 

0 'REILLY, J P Region 2, Office of Director 4pp 16991*331 24X 

Tiche 50-416,83/01/20,6302010495 


0302070466 Fifth interim deficiency rept re sheared bolts on diesel 
generator rear crankcase cover Initially reported on 820322 
Final ropt will be submitted by 830601 Also reportable per 
J0CFR21 for Unit 1 

MCOAUGMY, J P Mississippi Power it Light Co 03/01/31 

O'REILLY, J P Region 2, Office of Director 2pp 17036 361 24X 

Fiche 50-416,93/01/31,9302070466 


V Operator Examinations 


9301310203 Generic Ltr B3-06 to all power reactor licensees, applicants 
for OLs.NSS vendors, reactor vendors b AE re certificates 
V revised format for reactor operator & senior reactor 
operator license* Svc list end 

EISENHUT, D G Division of Licensing 83/01/31 Consolidated 
Edison Co of New York, Inc I4pp 17347 177 24X 

Fiche 50-000,83/01/31,8301310203 
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DOCKETED ITEMS 


DOCKET 50-423 MILLBTONE NUCLEAR POWER STATION. UNIT 3 
A App 1 i cat ion/ c (instruct inn stage documents i cor r espondenc e 


B3Q2090545 Forwards requests Tor addl info needed ta complete 
acceptance review of OL application Info provided sufficient 
for docketing application t initiation of safety «< environ 
r ©views 

ElSCNKUTf D 0 Division Of Licensing 03/01/31 CCIUNS1L.U 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 5Bpp 
17132 001 24X Fiche 30-423,03/01/31.8302090345 


0302030106 Forward* OL appl icatian. cons i sting of general info, design 
basis response to Reg Qulde l 97# failure mode & effects 
analysis* FSAR (POR Category K>. environ ropt (Category C) U 
fire protection evaluation t* emergency plan (Category F> 

CQUNSIL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) C0UN5IL, W 0 Northeast Utilities 03/02/02 
DENTONiH R Office of Nuclear Reactor Regulation. Director 2pp 
17075 001 24X Ficha 50-42 3.83 / 02/02,0302030136 


— B 3 02 03020 4 Application for OL, c onsist mg of general info. Design Basis 
Response to Reg Quid* 1 97, Failure Made !< Effects Analysis, 

FSAR, Environ Rapt, Fire Protection Evaluation U Emergency 

* Northeast Nuclear Energy €o (subs of Northeast Utilities! * 
Northeast Utilities 83/02/02 106pp 17075 003 24X 

Fie he 50-423, 03/02/02, 8302030 1 86 


— 0302030230 "Design Basis Response to Reg Guide l 97, Rev 2 " 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) 
Northeast Utilities 03/02/02 46pp 17075 107 24X 

Fiche 50-423, 83/02/02, 8302030 1 36 


— 0303030237 "Failure Modes U Effects Analysis (FMEA> " 

« Northeast Nuclear Energy Co (subs of Northeast Utilities! a 
Northeast Utilities 03/02/02 7l6pp 17075 157 24X 

Fich* 50-423, 03/02/02, 8302030 1D6 


S302100313 Submit* daily highlight for 830202 GL application 
acceptance review completed License review schedule will he 
issued following docketing Projected fuel load date 
estimated to he 851101 

DDDLI TTLE, E L Licensing Branch 1 83/02/02 DENTON, H R . CASE, E , 

CARTER, J Office of Nuclear Reactor Regulation, Director lp 
17143 357 24X Fiehe 90-423,83/02/02,930210 0513 


0302080295 Generic Ltr B3-09 to all operating reactor licensees, 
applicants for OL & holders of CP for C-E PWRs re review of 
C-E Owners Group emergency proceduies guideline program 5vc 
list enc 1 

EISEUNUT, D G Division of Licensing 93/02/OB Consolidated 

Edison Co of New York, Inc I Ipp 17290 2 4 7 24X 

Fiche. 50-000, 83/02/08,8302080295 


8302090080 Generic Ltr 03-1QC to all applicant* w/West ing house designed 
NSSS re resolution of Till Action Item II K 3 5, "Automatic 
Trip of Reactor Coolant Pump* u 

EISENHUT i D 0 Division of Licensing 83/02/00 Baltimore Gas & 

Electric Co 3Qpp 17270 212 24X Fiche 30-000,03/02/00. 

0302070080 


8302220148 Certifies distribution af 830131 application for OL to 
federal , state & local officials 

C0UN9IL, W 0 . SEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) SEARS, CF Northeast Utilities 03/02/11 
DENTON. H R Office of Nuclear Reactor Regulation, Director 2pp 
17233 291 24X Fiche 50-423, 83/02/1 1 , 03022201 4B 


C Utility Environmental Report (ER), amends b correspondence 


0302030186 Forward* environ rept for Millstone Unit 3 

CQUNSIL, W.G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 83/02/02. DENTON, H R Office af Nuclear Reactor 
Regulation, Director 2pp 17075 00| 24 X Ficha 50-423. 03/02/02, 

G 302030 1B6 


— B 302030240 Environ rept - OL stage for Millstone Unit 3 Seven overs lie 
drawings end Aperture cards available in PDR 

e Northeast Nuclear Energy Co (sub* of Northeast Utilities) * 
Northeast Utilities 83/02/02 1.411pp 17079 121 24X 

Fiche. 50-423, 03/02/02, 0302030 J B6 


F Security, medical, emergency & fire protection plan* 


Q302010091 Releases public version of revised title pages to Emergency 
Plan* 

FELTON, J M Division of Rules and Records 03/01/26 Document 

Management Branch lp 16990 233 24X Fiche 30-000,03/01/26, 

8302010061 


— B3020100B4 Forwards public version of revised title pages to Millstone 
6 Haddam, Neck. Nuclear Power Plant Emergency Plans , i nc lud ing 
correction to site plan Figure 7-lc ie lines of 
cormunicati on between emergency response ctr* 

ST PIERRE, M Northeast Utilities 93/01/13 DAILEY, 1 NRC - No 
Detailed Affiliation Given lp 16790 234 24X 

Tiche 50-000, 03/01/26. S3020100B1 


— 63020)0091 Public version of revised title page to Millstone Nuclear 
Plant Emergency Plan 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) 
03/01/13 lp 16990 2J5 24X Fi che 50-000. 03/01 /26, B302010031 


630 1 310340 Generic Ltr 03-04 to all licensees of operating reactor*, 
applicant* for OL 6 holder* of CPs re regional workshop 
concerning Suppl 1 , NUREG-0737, "Requirements for Emergency 
Response Capability " Svc list end 

EISEUHUT.D G Division or Licensing 03/02/Ql Consolidated 

Edisin Co of New York, Inc I Ipp 17221 226 24X 

Fiche 50-000,03/02/01,0301210340 


83 02030 186 Forwards fire protection evaluation ropt t> emergency plan 
CQUNSILiW G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 03/02/02 DENTON, M R Office of Nuclear n M (tor 
Regulation, Director 2pp J7075 001 24X Fiche 50-423,03/02/02, 

0302030186 


0302030234 "Fire Protection Evaluation Rept " 

** Northeast Nuclear Energy Co (subs of Northeast Utilities) * 
Northeast Utilitlos 03/02/02 270pp 17077 333 24 X 

Fich© 50-423, 03/02/02, 0302030 1 86 


— 8302030250 Public version of di af t emergency plan 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) * 
Northeast Utilities 03/02/02 213pp 17070 260 24 X 

Fiche 50-423, 83/02/02, 0302030106 


K Utility Final Safety Analysis Report (TSAR) $- amends 


0302030106 Forwards FSAR for Millstone Unit 3 

CQUNSIL.M 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 83/02/02 DFNTON, H R Office of Nuclear Reactor 
Regulation, Director 2pp 17079 001 24 X Fiche 90-423,83/02/021, 

0302030186 


— 0302030243 FSAR for Millstone Unit 3 Thiee ovorsiie drawings & maps 
arc) Aperture card* available in PDR 

© Northeast Nuclear Energy Co (sub* of Northeast Utilities) © 
Northeast Utilities 03/02/02 13pp 17003092 24X 

Fiche 50-423,93/02/02,0302030106 


0302030305 Chapter 1 to Millstone Unit 3 FSAR, "Introduction t General 
De-scription of Plant 

* Northeast Nuclea* Energy Co <s‘ibs of Northeast Utilities) « 
Northeast Utilities 83/02/02 335pp 17083 iOS 24X 

Fiche 90-423’ 03/02/02, 8302030305 


0302030310 Chapter 2 to Millstone Unit 3 FBAR, "Site Characteristics 11 
Forty-five oversiie drawings end Aperture card* available 
in PDR 

■h Northeast Nuclear Energy Co (subs of Northeast Utilities) # 
Northeast Utilities 03/02/02 l.OOGpp 17004 000 24X 

Fiche 50-423,03/02/02,8302030310 


0302030317 Ap p 2 5A to Millstone Unit 3 FBAR, "Age of Till at 
Millstone Point, CT " 

* Northeast Nucloar Energy Co (subs of Northeast Utilities) * 
Northeast Utilities « Williams College, Massachusetts 75/12/31 
lOpp 170B7 009 24 < Fiche 30-423,83/02/02,0302030317 


0302030352 Ap p 2 53 to Millstone Unit 3 FSAR, "Pctrograph tc Rept* 
Final Grade 11 

* Northeast Nuclear Energy Co isubs of Northeast Utilities) a 
Northeast Utilities, 03/02/02 lOpp 17097 014 24X 

Fiche 30-423,83/02/02,8302030322 


8302030339 App 2 5C to Millstone Unit 3 FSAR, "Mineralog ica 1 Analysis 
of Millstone Fault Gouge Samples " 

» Northeast Nuclear Energy Co (subs of Northeast Utilities) * 

Northeast Utilities 93/02/02 6pp 170B7 029 24 < 

Fiche 50-423, 83/02/02, 9302030328 


6302030330 App 2 9D to Millstone Unit 3 FSAR. "Potass i um-Ar port Age 
Determination * 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) * 
Northeast Utilities 82/06/07 12pp 17007 032 24X 

Fiche 30-423,83/02/02,8302030330 



DOCKETED ITEMS 


8302030334 App 3 5E to Millstone Unit 3 FSAR, "Separation of Lcs s Than 
2 Micron Fraction It Clay Analysis of Samples D, C, D (ESF 
Bldg) A' P-1 6 R-2 (Pumphouse) ' 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) «■ 
Northeast Utilities * Dartmouth College 03/02/02 7pp 
17007 0*1 5 24X Fiche 50-423,83/02/02.0302030334 


0302030360 Chapter -6 to Kill* ton* 
oversire drawings end Aperture 
* Northeast Nuclear Energy Co 
Northeast Utilities 83/02/02 
Fiche 30-423, 93/02/02, 8302030368 


Unit 3 FSAR, "E8Fs « Thirteen 
cards available In PDR 
(subs of Northeast Utilities) * 
38 4 p p 17092 287 24X 


0302030336 App 2 F£ to Millstone Unit 3 FSAR, “Dynamic Soil Testing on 
Beach Sands 1 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) * 
Northeast Utilities * Geotechnical Cng i n e ers ■ I nc 79/09/05 
62pp 17007 053 24X Fiche 50-423,03/02/02,0302030336 


8302030338 App 2 50 to Millstone Unit 3 FSAR, "Consolidated Undrained 
Tests on Beach Sands 1 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) * 

Northeast Utilities 76/07/31 9pp 17007 109 24X 

riche 50-423, B3/02/02, 8302030339 


0302030-369 Chapter 7 to Millstone Unit 3 FSAR, "Instrumentation t* 
Controls " 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) * 
Northeast Utilities 83/02/02 260pp 17093311 24X 

Fiche 30-423,03/02/02,8302030369 


0302030370 Chapter B to Millstone Unit 3 FSAR, "Electric Power “ 

Five oversite drawings encl Aperture cards available in PDR 
* Northeast Nuclear Energy Co (s-ubs gf Northeast Utilities) * 
Northeast Uti lities 83/02/02 I0?pp 17094 219 24X 

Fiche 50-423, 83/02/02, 8302030370 


8302030341 App 2 SH to Millstone Unit 3 FSAR, "Seismic Velocity 
Measurements " 

■* Northeast Nuclear Energy Co (subs of Northeast Utilities) # 
Northeast Utilities * Weston Geophysical Carp 72/04/30 8pp 
170S7 119 24X Fiche 50-423,03/02/02,0302030341 


0302030371 Chapter 9 to Millstone Unit 3 FSAR, "Auxiliary By a " 
Beventy-three oversize drawings encl Aperture card* 
available in PDR 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) * 
Northeast Uti lities 03/02/02 4lSpp 17094320 24X 

Fichu 50-423,03/02/02,0302030371 


0302030343 App 2 51 to Millstone Unit 3 FSAR, "Direct Shear Tests on 
Natural Rocfc Joints 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) * 
No-rtheast Utilities * Stone Webster Engineering Corp 03/02/02 
40pp *7037 129 24K Fiche 50-423,93/02/02,0302030343 


03020303 4 7 App 2 9J to Millstone Unit 3 TSAR, "Goring Logs " Oversize 
drawing* encl One hundred six oversize drawing* encl 
Aperture card* available in PDR 

• Northeast Nuclear Energy Co (subs of Northeast Utilities) * 
Northeast Utilities 92/04/24 46pp 17037 160 24X 

Fiche 50-423,03/02/02,8302030347 


0302030349 App 2 5K to Millstone Unit 3 FSAR, "Seismic Survey " Eight 
oversize drawings encl Aperture cards available in PDR 
* Northeast Nuclear Energy Cd (subs of Northeast Utilities) * 
Northeast Utilities « Weston Geophysical Corp 72/04/30 J5pp 
17007 2(4 24/ Fiche 50-423,03/02/02*8302030349 


0302030332 App ? 3L to Millstone Unit 3 FSAR, "Seismic L 0a fchymetr i c 
Survey ,J Thirteen oversize drawings ehc) Aperture cards 
available in PDR 

» Northeast Nuclear Energy Co (sub9 of Northeast Utilities) * 
Northeast Utilities * Weston Geophysical Corp 72/06/30 14pp 
17007 223 24 < Fiche 50-423,63 / 02/03,83020 30353 


0303030335 App 2 3h to Millstone Unit 3 FSAR, "Lab Tost Program for 
Proposed Addl structural DacVfiU Sources " 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) * 
Northeast Utilities * Stone << Webster Engineering Corp 76/06/30 
21 p p 17097 237 24X Fiche 50-423.03/02/02,8302030355 


0302030330 Chapter 3 to Millstone Unit 3 FSAR, "Design of Structures, 
Components, Equipment & By s " Two oversize drawings encl 
Aperture cards available in PDR 

a Northeast Nuclear Energy Co (subs of Northeast Utilities) * 
Northeast Uti l ities 03/02/02 l,076pp t 7087 209 24X 

Fiche 50- 4 23, 03/ 02/02, 0302030358 


0302030372 Chapter 10 to Millstone Unit 3 FSAR, "Steam L Power 
Conversion By* M Thirty-four oversize drawings encl 
Aperture cards available in PDR 

* Northeast Nuclear Energy Co Csubs of Northeast Utilities) -» 
Northeast Utilities 83/02/02 l!6pp. 17096023 24X 

Fiche 50-423,03/02/02,8302030372 


0302 03 0373 Chapter ii to Millstone Unit 3 FSAR, "Radwaste Mgt " 

Eight oversize drawings encl Aperture cards available In 
PDR 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) * 
Northeast Utilities 03/02/02 I33pp 17096139 24X 

Fiche 50-423, B3/02/02, 0302030373 


0302030374 App UA to Millstone Unit 3 FSAR, "Summary of Annual 
Radiation Doses.Dose Calculation Models it Assumptions Ki 
Cost-Benefit Analysis " 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) » 
Northeast Utilities 03/02/02 43pp 17096272 24X 

Fiche 50-433 ,03/02/02, 830203037 4 


8302030390 Chapter 12 to Millstone Unit 3 FSAR, "Radiation Protection 
Four oversize drawings encl Aperture cards available in PDR 
* Northeast Nuclear Energy Co. (subs of Northeast Utilities) * 
Northeast Utilities 03/02/02 B4pp 17096319 24* 

Fiche 50-423, 03/02/02, 8302030380 


0302030301 Chapter 13 to Millstone Unit 3 FSAR, "Conduct of 
Operations 

* Northeast Nuclear Energy Co (sub* of Northeast Utilities) * 
Northeast Utilities 03/02/02 106pp 17097043 24X 

Fiche 50-423, 03/02/02, 030203038 1 


Q302030382 Chapter 14 to Millstone Unit 3 FSAR, "Initial Test Program 
On* oversize drawing encl Aperture card available In PDR 
* Northeast Nuclear Energy Co (subs of Northeast Utilities) * 
Northeast Uti lities 03/02/02 18lpp 17097229 24X 

Fiche 50-423,03/02/02,8302030382 


6302030360 App 3A to Millstone Unit 3 FSAR, "Computer Programs for 
Dynamic 4 Static Analysis of Seismic Category I Structures, 
Equipment U Components H 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) * 
Northeast Utilities 03/02/02 IJOpp 17090 205 24X 

Fiche 50-423,83/02/02,0302030360 


0302030362 App 38 to Millstone Unit 3 FSAR, "Environ Design 
Conditions ’ 

e Northeast Nuclear Energy Co (subs of Northeast Utilities) # 
Northeast Utilities 83/02/02 168pp 17091039 24X 

Fiche 50-423,83/02/02,8302030362 


0302030364 Chapter 4 »-o Millstone Unit 3 FSAR, "Reactor " 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) * 
Northeast Utilities 83/02/02 229 p p 17091 203 24X 

Fiche 50-423, 03/02/02, 8302030364 


8302030366 Chapter 5 to Millstone Unit 3 FSAR, "RCB t/ Connected Sys " 
Six oversize drawings encl Aperture cards available in PDR 
« Northeast Nuclear Energy Co (subs of Northeast Utilities) * 

Northeast Uti lities 83/02/02 2)5p p 17092072 24X 

Fiche 50-423, 03/02/02, 0302030366 


0302030393 Chapter 15 to Millstone Unit 3 FBAR, "Accident Analyses. - " 
* Northeast Nuclear Energy Co (subs of Northeast Utilities) a 
Northeast Utilities 83/02/02 402pp 17090 050 24X 

Fiche 50-423,03/02/02,8302030303 


0302030396 Chapter 16 to Millstone Unit 3 FSAR, "Tech Specs " 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) * 

Northeast Utilities 83/02/02 S PP 17099 092 24X 

Fich* 50-423, 03/02/02, 8302030336 


030203 0390 Chapter 17 to Milistohe Unit 3 FSAR, "OA " 

* Northeast Nuclear Energy Co v (subs of Northeast Utilities) # 
Northeast Utilities. 03/02/02 7pp 17099 099 24X 

Fiche 50-423, 83/O2/0a, 0302030370 


8302030394 Chapter 18 to Millstone Unit 3 FSAR, "Human Factors 
Engineering " 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) * 

Northeast Utilities 03/02/02 Spp 17099099 24X 

Fiche 50-423,03/02/02,8302030374 


314 


DOCKETED ITEMS 


M Antitrust correspondence 


B3Q2040153 Notifies that antitrust info, received u/util 021029 ltr 
for review as part of application for OL, ui 11 appear for 
a imu Itaneo'js publication in FR, Public Power Ueeili;, 

Electric Light & Power b Rural Electric Magazine 
YOUNGBLOOD, □ J Licensing Branch I 83/01/24 COLINS I L, W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities! 4p p 
17043 114 24X Fiche 50-423,63/01/24,03020 40153 


— 030^040157 Notice of receipt of antitrust Info re application for OL 
YDUNODLOOD, B J Licensing Branch 1 03701/24 6p p 17043 1 IB 

24< Fiche 50-423,03/01/24.6302040153 


G Inspection reports, IE Bulletins 4 corresp ondenre 


B212060359 IE Info Notice 63-01, "Reg Miller, Inc " Svt list end 
JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post B30LO3) 63/01/26 Consolidated Edison Co> of New 

York, Inc liflpp 17023 160 24X Fiche 3 0-000, 03/01 /26, 621 2060350 


0302010631 Forwards SALP Repts for Sept 1991 - Aug 1962 Performance 
exhibits, high level of mgt attention k involvement Ample 
resources appear to be effectively used 

HAYNES, R C. Region 1, Office of Director 83/01/27 COUNSIL.H 0 
No-rthe.ai.fc Nuclear Energy Co (subs of Northeast Utilities) 4pp 
16979 045 24* Fiehe 50-000,63/01/27,8302010651 


— 0302010672 SALP rept on 021007 Geologic excavation & mapping by 
licensee accomplished Const deficiencies thoroughly analyied 
t promptly reported 

* Region 1, Office of Director 82/10/07 2Qpp 16979 107 ZMX 
Fiche 50-000,03/01/27,0302010651 


“0302010679 Notifies of 621103 meeting to provide forum for candid 
discussions re util performance 

STAROSTECKI , R Division of Project & Resident Programs 02/10/27 
COUNBIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 16979 160 24X Fiche 50-000,03/01/27, 

B3020 10651 


*8302010682 Provides comments on 021103 meeting to ensure mutual 
understand! ng of detailed performance evaluation of utils 
COUNCIL, U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 82/ 1 f /23 HAYNES, R C Region 1, Office of Director 
9pp 16979 162 24X Fiche 90-000,03/01/27,8302010651 


8212060360 IE Info Notice 03-02, "Limi torque HODC, Hi DC, H2HC L H3RC 
Gearheads *' Svc list encl 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response IPoit 830103) 03/01/20 Consolidated Edison Co of New 

York, Inc 109pp 17144 001 24/ Fiche 50-000,83/01/20,0212060360 


0212060361 IE Info Notice 03-03. "Caiibr of Liquid Level Instruments " 
Svc list «r>cl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 930103) 03/01/20 Consolidated Edison Co of New 

York, Inc. 1 10pp 17074 095 24/ Fiche 50-000,83/01/20,9212060361 


8302180193 Forwards IE Insp Rept 50-423/92-15 on S21206-B30 1 07 Nd 
noncomp 1 iance noted. 

8TARD8TECKI , ft Division of Project & Resident Programs 03/02/04 
COUNSlL, W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 17215 328 24X Fi c he 50-423, 83/02/04, 8302 100 1 93 


—9302180200 IE Insp Rept 50-423/02-15 on 821206-830107 No none omp 1 1 ant. o 
robed. Major areas inspected installation of steam generator 
supports k heating k ventilation filters in auxiliary bldg k 
followup of previous insp findings 

MATTSON, J C , EL8ASSER, T Division of Project 8 < Resident Programs 
83/01/26 8pp 17215330 247 Fiche 90-423,83/02/04,0302100193 


9212060363 IE Info Notice 83-04, “Failure of Elma Power Supply Units " 
Svc list end 

JOflDAMrE L Division of Emergency Preparedness & Engineering 
Response CPos t 030103) B3/O2/10 Consolidated Edison Co of New 

York. Inc HOpp 17347 171 24X Fiche 50-000, 03/02/ ID, 02 J 2060363 


0212060365 IE Info Notice 03-05, “Obtaining Approval for Dis-posinq of 
Very Lou Level Raduacte - IOCFR20 302 11 Svc list ere) 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response CPoe t 030103) 03/02/24 Consolidated Edison Co. of New 

York, Inc Uipp 17347 098 24X Fiche 50-000,83/02/24,0212060365 


9212060366 IE Info Notice 03-06, “Non i d entl c a 1 Replacement Parts " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response iPos fe 030103) 03/02/24 Consolidated Edison Co of Now 

Yorkr Inc 1 I2pp 17361 140 24X Fiche 50-000,83/02/24,0212060366 


S Reportable occurrences, LERs k related correspondence 


G302030495 Part 21 rep* re determination that post-LOCA hydrogen 
reconbiner is likely to malfunction following exposure 
to elevated temp, high humidity environ Replacement part 
identification will bo provided to operatois by 030210 
EMPCY, D C Rockwell Internat l una 1 Corp 02/12/17 COLLINS. 3 
Region 4, Office or Directoi 4pp 17006 128 24X 

Fiche 30-000, 82^12/17,0302030495 


V Operator Examinations 


B301310203 Gener i c Ltr 03-06 to all power reactor 1 1 c kps ee e , ap p 1 1 c an t s 
for 0Ls,h05 vendors, reactor vendors is AE re certificates 
L reviled format for reactor operator l senior reactor 
operator licenses Svc list enc ] 

CISENHJT, D G Division of Licensing 83/01/31 Consolidated 

Edison Co of Neu York, Inc I4pp 17347 t77 24* 

Fiche 90-000,03/01/31,8301310203 


8302390097 Responds to Geneiic Ltr 03-01 re requests for site visits 
for licensing /certification exams from Apr 1993 - Dec 1985 
Estimated exam dates tentative 

COUNSlL, W o Connecticut Yankee Atomic Rower Co SEARS, C F 
Northeast Nuclear Energy Co (subs oF Northeast Utilities) 

COUNSlL. W 0 Northeast Utilities 03/02/18 EI5ENHUT , D G 

Division of Licensing 5pp 17309 1 a? 24X Fiche 50-000,83/02/19, 
0302280097 


DOCKET 50-424 ALVIN W VOQTLE NUCLEAR PLANT, UNIT L 


A Ap p licati on /construction stage documents k correspondence 


8302A40250 Documents verbal commitment to make simulators availably 
for control room task analysis 

DECKHAH, J T Georgia Pouiei Co B3/01/20 STCJLZ, J Operat l nq 
Reactors Branch 4 lp 17020 047 24X Fiche 50-000.83/01/20, 

0302040250 


0302080295 Generic Ltr 83*09 to all operating reactor licensees, 
applicants for OL 6 holders of CP for C-E PWRs re review of 
C-E Qjners Group emergency proceduies guideline program. Svc 
list enc 1 

C ISENriUT , t) G Division or Licensing 83/02/08 ConsoS i da ted 

Edison Co of New York, Inc 1 ipp 17290 247 24X 

Fiche 50-000, 83/02/0B, 8302000295 


0302090030 Generic Ltr 03-1OC to all applicants w/Wes ting house deulqned 
NS&S re resolution of TMI Action Item 1 1 K 3 5, "Automatic 
Trip 3 f Reactor Coolant Pumps 1 

E ISEKhUT , D 0 Division of Licensing 03/02/08 Baltimore Ons l 

Electric Co 30pp 17290 ?12 24/ Fiche 50-000,83/02/00, 

0302090030 


•0302170044 Forwards addl info requested during 630104 meeting re 
mailing of FSAR, submitta 1 of security p lan, proposed fee 
structure 4 issuance of rev to STS 6 radiological effluent 
Tech Specs 

A DENS AM i C 0 Licensing Branch 4 83/02/06 DUTTON, D Georgia 

Power Co 3pp I7t9l 059 24< Fiche 50-424,03/02/00,8302170044 


C Utility En\ i runmentai Report (ER), amends & correspondence 


□302030261 Discusses preparation of environ rept - OL stage Certain 
sections of environ rept will be deleted to eliminate 
duplication of info between FSAR k environ rept 
UARREN, D H Southern Co SerMces, Inc 03/01/26 MILLER. M 

Division or Licensing 2pp 17000 084 24X Fiche 50-424, 03/0 J /36. 

8302030261 


F Security, nodical, emergency k fire protection plans 


0301210340 Generic Ltr 83-04 to all licensees of operating reactor*, 
applicants for OL ( holders of CPs re regional workshop 
concerning Suppl 1» NUfiEG-0737, "Requirements for Emergency 
Response Capability 1 Svc list end 

E I SENHliT , D <5 DiviUon of Licensing 03/02/01 Coneo t (da tod 

Edison Co of Neu York, Inc Upp 17221 226 24 X 

Fiche 50- 000, 83/02/01,0301210340 


G Inspection reports, IE Bulletins 4 correspondence 


0302150975 Forwards IE Insp Repfcs 90-424/02-26 k 50-425/02-26 on 
021026-29 {■ notice ot deviation 

DANCE, H C Division of Project k Resident Programs B2/I1/1B 

KELLY, R J QeoTgia Power Co 2pp 17156 130 24X 

Ftcha 50-424, 02M 1/18,8302150575 



DOCKETED ITEMS 


--830215050 1 Notice ot' deviation from map on 821026-2? 

* Division of Project K Resident Programs 82/11/10 Ip 
17156 132 24 X Fiche 50-424, 82/11 / 1 0. 0302 1 50575 


— B303150591 IE Insp Repts 90 *424 '82-26 i 50-435/02-26 on 821026-29 
Nor c omp 1 iance noted failure to perform separate tensile test 
eyelet for each splicing crew 

HARRIS, J R , CGNLQNi T E Division qf Engineering 6 Radiological 
Safety Programs 02/11/12 5pp 17156 133 24* 

Fiche 50-424, 82/ 11/18, 0302150575 


93021 50714 Responds to NRC Ur re deviation noted in IE Insp Repts 
90-424/02-26 i 50-425/92-26 Corrective actions Field 
Procedure C0-T-06 re rebar & caduield OC revised to formally 
incorporate test sample frequency changes 

FOSTER, t) 0 Georgia Pouer Co FOSTER, 0 0 Southern Co Services, 
Inc 03/01/07 DANCE, H C Region 2, Office of Director 2pp 
17131 361 24/ Fiche 50-424,01/01/07,0303130714 


8302150493 Ack receipt of 821207 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-424/82-26 ti 
50-425/62-26 

LEWIS. R C Division of Project b Resident Programs 83/01/25 

KELLY, R J Georgia Power Co Ip 17156 31? 24X 

r i cha- 30-424,83/01/25,8302150493 


02(2060358 IE Info Notice 03-01, “Ray Killer, Inc 11 Svc list end 
■JORDAN. E L Division of Emergency Preparedness 8c Engineering 
Response (Post 8301031 83/01/26 Consolidated Edison Cq of New 

York. Inc UBpp 17033 160 24X Fiche 50-000, 83/01 /2&, 02 I 2060358 


0212060360 IE Info Notice 83-02, "Ltmttorque HODC, H1BC, H20C tc H38C 
Oearheads r * Svc list end 

JORDAN. E L Division of Emergency Pr epared ne es f< Engineering 
Response <Post B30JG3) 83/01/28 Consolidated Edison Co Df New 

York. I itc 1 09p p 1*144001 24X Fjche 50-000, 33/01 /20, 021 2060360 


05*12060361 IE Info Notice 83-03, “Callbr of Liquid Level Instruments " 
Eve list end 

JORDAN, E L Division of Exigency Preparedness St Engineering 
Response (Post 830103) 03/01/28 Consolidated Edison Co of New- 

'mrk. Inc ilOpp 17074 095 24X Fiche 50-000, B3/0 1 /29, 82 1 206034 1 


0212060363 IE Info Notice 03-04, "Failure of Elma Power Supply Units IJ 
Svc list end 

JORDAN. E L Division ot Emergency Preparedness it Engineering 
Response (Post 830103) 03/02/18 Consolidated Edison Co of New 

York. Inc 1 10pp 17347 191 24 < Fiche 50-000, 83/02/19, 921 2060363 


B2J 2060369 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Vary Low Level Radwaste - (0CFR20 302 " 8vc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of New 

York. Inc Ulpp 17347 058 24 < F ich* 50-000, 03/02/24, 0212060363 


0212060366 IE Info Notice 83-06, "Nonidentical Replacement Parts " 

Svc list and 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Respome (Post 030103) 83/02/24 Consolidated Edison Co of New 

York, Inc 1 12pp 17361 140 24X Fiche 50-000, B3 /02/24, 821 2060366 


S Reportable occurrences, LERs b related correspondence 


0302010212 Interim Deficiency Rept re piston skirt cracking in Delaval 
diesel generators Initially reported on 821223 Repor ta b i 1 1 ty 
still under evaluation Nest rep t will be submitted by 
930229 

FOSTER* D 0 Georgia Power Co 83/01/24 9 'REILLY, J P Region &. 

Office af Director ip 16974 036 24X Fiche 50-424,83/01/24. 

0202010212 


9302010239 Interim Deficiency Rapt re unverified computer cod* used in 
main feedwater pipe supports Initially reported on 021222, 
Reportability still under evaluation Noxt rapt will be 
submitted by 830228 

FOSTER, D O Georgia Power Co 83/01/24 Q 'REILLY. J P Region 2, 
Office of Director, ip 16974 049 24X Fiche: 50-424. B3/01 /24, 

63 02010239 


8302010647 Interim Deficiency Rept re Reliance Electric Co cable 
termination Initially reported on 821223 Results of 
evaluation uUl be provided by 830506 

FOSTER, 0 0 Cincinnati Gaj b. Electric Co FOSTER, D 0, Southern Co 
Services, Inc 83/01/24 O'REILLY, J P Region 2, Office of 
Director lp 16900 048 24X Fiche 50-434, 83/01 /24, 8302010647 


9302280136 Potential deficiency rept re use af cadwelds as end 
anchorages Initially reported on 930113 Engineering 
evaluation & completion schedule not yet determined Interim 
rept will be submitted by 830331 

FOSTER. D 0 Georgia Power Co 83/02/17 O'REILLY, J P Region 2, 
Otflce of Director Ip 17306 0B7 24X Fiche 50-424,93/02/17, 

9302200136 


V Operator Examinations 


8301310203 OeneTic Ltr 03-06 to all power reactor 1 1 c ens eei, a pp l i cart t s 
for OLirNSS vendor s , rea c tor vendors it AE re certificate* 
b revised format for reactor operator 6> senior reactor 
opejator license* Svc list end 

El SEN, [OT* D 0 Division of Licensing 83/01/31 Consolidated 

Edison Co of Meu York. Inc I4pp 17347 177 24X 

Fiche 30-000, 83/01/31.8301310203 


DOCKET S 0-42 3 ALVIN W VOGTLE NUCLEAR PLANT, 1/NIT 2 


A Appl lcation/construction stag* documents ft c arrespontfenc • 


8302040250 Documents verbal t emmi tment to make simulators available 
for control room task analysis 

BECKHM1, J T Georgia Power Co 93/01/20 STOLZ. J. Operating 
Reactors Branch 4 lp 17020 047 24X Fiche 50-000,03/01/20, 
9302040250 


0302080295 Generic Ltr 83-09 fc© all operating reactor licensee*, 
applicants for DL U holders of CP for C-E PUR* r* review of 
C-E Duners Group emergency procedure* guideline program 8vc 
Uit »nc 1 

ErSENKUr.DO Division of Licensing 83/02/00 Consolidated 

Edison Co of New York, Inc 1 ipp 17290 247. 24X 

JFiche 50-000.83/02/09,9302090295 


0302090080 Generic Ltr 83-10C to all applicants w/We* t i nghouse designs 
NSSS re resolution of TMI Action Item 1 1 K 3 5. "Automatic 
Trip of Reactor Cuolant Pumps " 

EIEENHUT, D 0 Division of Licensing 93/02/00 Baltimore Gas b 

Electric Co 30 p p 17290 212 24K Fiche 50-000.83/02/08, 

8302090000 


8302170044 Forwardi addl info requested during 030104 meeting re 
mailing of FSAR, subml ttal of security p Ian. proposed fee 
structure b issuance of rev to STS b T»d* ol ogica 1 effluent 
Tech Specs 

ADENSAM, E G Licensing Branch 4 03/02/00 DlfTTCW, D Georgia 

Power Co 3p p 17191 059 24X Fiche 50-4 24,03/02/08,8302170044 


C Utility Environmental Report (ER), amend* b correspondence 


0302030261 Discusses preparation of environ rept - CL stage Certain 
section* of environ rept will bo deleted to eliminate 
duplication of info between FSAR & environ rept 
WARREN, D H Southern Co Services, Inc 33/01/26 MILLER. hi 

Division of Licensing 2pp 17000 004 24X Fiche 50-424,63/01/26 

0302030261 


F Security, medical, emergency & fir* protection plans 


9301210340 Otneric Ltr 03-04 to all licensees of operating reactor*, 
applicant* for OL b holder* of CPs re regional workshop 
concerning Suppl 1 , NUREO-0737, "Requirement* for Emergency 
Response Capability 1 Svc list encl 

EI8ENHUT, D G Division of Licensing 83/02/01 Consolidated 

Edison Co of New York. Ih« Upp 17221 226 24X 

Tiche. 50-000, 83/02/01. B301210340 


Q Inspection repqrti, IE Bulletins K correspondence 


0302150575 Forwards IE Insp Repts 50-424/82-26 V 50-425/02-26 on 
821026-29 6 notice of deviation 

DANCE, H C Division of Project & Resident Program*. 02/11/19 

KELLY. R J Georgia Pouer Co 2pp 17156 130 24X 

Fiche 50-424, 62/11/18.830215057 9 


— 9302130581 Notice of deviation from Insp on 921026-29 

a Division of Project b Resident Programs, 02/11/18 lp 
17196 132 24X Fiche 50-424,82/11/19,9302150575 


— 93021 505?£ IE Inip Repts 30-424/02-26 L S0-423/92-26 on 021026-29 
Non-compliance noted failure to perform separate tensile test 
cycles for each splicing crew- 

HARRI6, J R ■ CONLON. T E Division of Engineering & Radiological 
Safety Program* 82/11/12 5pp 17136 133. 24X 

Fiche 90-424,82/11/19,8302130373 



316 


DOCKETED ITEMS 


8302150714 Respond* to NRC ltr re deviation noted in IE Insp Repts 
50-424/02-26 i 50-425/02-26 Corrective actions Field 
Procedure CD-T-06 re rebar 4. cadwelri QC revised to formally 
incorporate test sample frequency changes 

FOSTER* D □ Georgia Pouer Co FOSTER. D 0 Southern Co Services* 
Inc 83/01/07 DANCE* H C Region 2, Office of Director 2pp 
17151 361 24X F iche 50-424,83/01/07*0302130714 


G3021S0493 Ack receipt of 021207 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-424/82-26 & 

50-425/ 02-26 

LEWIS. R C Division of Project & Resident Programs 83/01/23 

KELLY. R J Georgia Power Co Ip 17156 319 24X 

F i ch e 50-424 . S3/01 /23* 8302 1 50493 


8212060358 IE Info Notice B3-01* "Ray Miller, Inc u Svc list enc 1 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of Neu 

York, Inc liBpp 17023 160 24X Fiche 50-000,83/01/26,8212060358 


8212060350 IE Info Notice 03-02, "Linn t orque H08-C, HIDC, H2DC * H 3 UC 
Qearheads 11 Svc list end 

JORDAN. E L Division of Emergency Preparedness t Engineering 
Response (Post 030103) 83/01/20 Consolidated Edison Co of Now 

York, Inc I09pp 17144 001 24X Fiche 50-000,83/01/28,8212060360 


8212060361 IE Info Notice 03-03. "Calibr of Liquid Level Instruments ’■ 
Svc list end 

JORDAN, E L. Division of Emergency Preparedness fc Engineering 
Response (Post B30103) 83/01/28 Consolidated Edison Ccj of New 

York, Inc 1 10 pp 17074.095 24X F iche 50-000, 83/01 /28, 021 2060261 


8212060363 IE Info Notice 03-04* "Failure of Elms Pauitr Supply Units " 
Svc list end 

JORDAN* E L Division of Emergency Preparedness Engineering 
Response (Post 0301031 83/02/IB Consolidated Edison Co of Now 

York, Inc 1 iOpp 17347M91 24X Fiche 50-000,83/02/18.8212060363 


DOCKET 50-434 SURRY POUER 5TATICW, UNIT 3 


S Reportable occurrences, LERs 4 , related correspondence 


8302030495 Part 21 rep* - re determination that post-LOCA hydiogen 
recombiner is likely to malfunction following exposure 
to elevated t-emp.high humidity envnan Replacement part 
identification will be provided to operators by 830218 
EMPEY.DC Rockwell International Corp 02^12/17 COLLINS J 
Region 4, Dr-rice or Director 4pp 17006 138 24X 

Fiche 50-000* 02/12/17, 8302030495 


DOCKET 50-435 SURRY POUER STATION, UNIT 4 


S Reportable occurrences, LERs related correspondence 


0302030495 Part 21 rept re detei mination that poat-LOCA hydrogen 
recomoiner is likely to malfunction following exposure 
to elevated temp.hlgh humidity environ Replacement port 
identi f icatlon will be provided to operators by 830210 
EMPEY.DC Rockwell International Corp 82 / 12/17 COLLINS, J 
Region 4. Office of Director 4pp 17006 130 24X 

Fiche 30-000, 02/12/17, 8302030495 


DOCKET STN-90-437 FLOATING NUCLEAR PLANT 


F Security, medical, emergency v fire protection plans 


0301210340 Generic Ltr 03-04 to all licensees of operating readers* 
applicants tor GL J- holders of CPs re regional workshop 
concerning Suppl 1 , KUflEG-0737, "Requi rements for Emergency 
Response Capability " Svc list end 

EfSENHUT* D 0 Division of Licensing 63/02/01 Consolidated 

Edison Co of Neu York* Inc llpp 17221 226 24 X 

Fiche 50-000*83/02/01,8301210340 


8212060363 IE Info Notice 83-05* "Obtaining Approval for Disposing nf 
Very Low Level Radwasbe - 1GCFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc lllpp 17347 050 24X Fiche 50-000,83/02/24*8212060365 


8212060366 IE Info Notice 03-06* "Noniff en fcica 1 Replacement Parts " 

Svc list and 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co of New 

York* Inc 1 12 pp. 17361 148 24X Fiche 50-000,83/02/24,0212060366 


8 Reportable occurrences* LERj 4- related corresp prxdene * 


Q Inspection reports, IE Bulletins K correspondence 


0212060358 IE Info Notice 03-01, "Ray Hiller, Inc M Gvc list enc I 
JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 930103) B3/01/26 Consolidated Edison Co of Now 

York* Inc 110pp 17023 160 24/ Fiche 50-000*03/01/26,0212060.358 


0212060360 IE Info Notice 83-02. "Limitorquo KODC* HIDC, HSBC U H3HC 
Gearheads ” Svc list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post B301Q3) 83/0i/28 Consolidated Edison Co of Now 

York. Inc 109pp 17144 001 24X Fiche 50 -000* 83/01/20, 02 1 206 OJA 0 


B302010212 Interim Deficiency Rept re piston skirt cracking in Delavd 
diesel generators Ini tial ly reported on B21223 Re-portab i li ty 
still under evaluation Next rept will be submitted by 
830220 

FOSTER. D- 0 Georgia Power Co 83/01/24 0 'RE TLLY, J P Region 3, 

Office of Director Ip 16974 036 24X Fiche 30-424* B 3/0 1 / 24 * 

0302010212 


8302010239 Interim Deficiency Rept re unverified computer code used in 
main feedwater pipe supports Initially reported on 021222 
Rep or ta b f lity still under evaluation Next rept will be 
submitted by B30223 

FOSTER, D □ Georgia Power Co 63/01/24 O'REILLY, J P Region 2, 
Office of Director ip 16974 049 24X Fiche 80-424,03/01/24, 

8302010239 


8302010647 Interim Deficiency Rept re Reliance Electric Co cable 
termination Initially reported on S2I 223 Res u | ts of 
evaluation uill be provided by 030306 

FOSTER. D 0 Cincinnati Gas * Electric Co FOSTER* D O Southern 
Services, Inc 93/01/24 O'REILLY* J P Region 2* Office of 
Director lp 16900 040 24X Fiche. 50-424, 03/81 /24* 8302010647 


Co 


0302780136 Potential deficiency rept re use of cadwelds as end 
anchorage* Initially reported on 0301 13 Engineering 
evaluation * completion schedule not yet determined Interim 
rept uill be submitted by 030331 

FOSTER, DO Georgia Power Co 03/02/(7 O'REILLY, J P Region 2. 
0302290136° C *° r P 17306 007 24x F‘«he 30-434*03/02/17* 


Operator Examinations 


0301310503 |. n . ri , Ur 83-06 t» ,U C o.„r reactor 1 Irene,,,, app 1 .can 

IL5.L** v.r*or.,r..ctor vendor, t, AS re cert I f . cote, 

& r*vl«ed format *or reactor operator «. ,enlor reactor 
operator licenies.Svc list encJ 

Crf?«o^C« D Ki DlV i* 4 ! n UcBniln9 83/01/31 Consolidated 

Edieon Co, of N»u York* Inc i 4 pp 17347 177 sax 
Fiche 38-000, 63/01/31*0301310203 P * * 


8212060361 IE Info Notice 03-03* "Calibr of Liquid Level Instruments " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 030103) 83/01/20 Consolidated Edison Ca of Nuw 

York. Inc IJOpp 17074 095 24 < Fiche 50-000* 03/01 /20, 82 1 2060.! 6 1 


0212060363 IE Info Notice 83—04, "Failure of Elrra Power Supply Unitu " 
Svc list end 

JORDAN* E L Division of Emergency Preparedness 8 * Engineering 
Response (Post 830103) 83/02/10 Consolidated Edison Co nf New 

York* Inc UOpp 17347 191 24X Fiche 50 -000, 03 /02/ IB, B2| 2060363 


8212060365 IE Info Notice 83-05* "Obtaining Approval for Disposing of 
Very Low Level Radwaste - 10CFR20 302 " Svc list end 
JORDAN* E L Division of Emergency Preparedness t< Engineering 
Response <PD*tB30103> 63/02/24 Consolidated Edison Co of New 

York* Inc lllpp 17347 058 24X Fiche 5 0-000, 03/02/24, 821 2060 J 65 


0212060366 IE Info Notice 03-06* "Noni denti ca l Replacement Parts " 

Svc list end 

JORDAN, E L Division of Emergency Pr eparednes* fc engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of New 

York* Inc I12pp 17361 148 24< Fiche 50-000,03/02/24,6212060366 


V Operator Examinations 


0301310203 Generic Ltr 03-06 to all power reactor 1 ic enaees* app 1 i cant* 
for QLs * MBS vendors* reac tor vendors 4- AE re certificates 
& revised format for reactor operator t senior reactor 
operator licenses Svc list end 

EIEENHUT* D G Division of Licensing 83/01/31 Consolidated 

Edison Co or New York* Inc I4pp 17347 177 gay 
Fiche 30-000, 03/01/31, 03Ot3JO2O3 



DOCKETED ITEMS 


3 


DOCKET 50-430 l) EU-EFONfE NUCLEAR PLANT , UNIT 1 


A Ap p 1 » c a 1 1 on/ c ons t r uc t 1 on stage documents 6 correspondence 


Q3D2010450 Requests entension of const completion dates until 060501 
for Unit 1 6 070501 for Unit 2 Factors contributing t-o const 
delay listed 

MULS-L It Tennessee Valley Authority 03/01/26 DENTON* H R 
Office of Nuclear Reactor Regulation. Director 3pp 16931 312 
24X Fiche 50-430-03/01/26*8302010450 


□302030599 Forwards revised NRG review schedule for facilities Rev 
necessitated by delay In const Review schedule delayed 
appro* 9 months DES will be issued after review resumed 
NOVAK. T M Assistant Director for Licensing 03/02/01 PARRIS,H 0 
Tennessee Valley Authority 3pp 1/013 336 24X 

Flche 30-430,03/02/01,8302030599 


□302080295 Generic Ltr 83-09 to all operating reactor licensees- 
applicants ror OL it holders of CP tor C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list enc 1 

E ISENH'JT , D G Division of Licensing 83/02/00 Consolidated 
Edison Co of New York, Inc llpp 17290 247 24X 

F i c h e 50- QOO, 03/02/00, 0302080295 


□302090092 Generic Ltr 83-10E to all applicants w/B&W designed NB5B 
re resolution of TMI Action Item II K 3 3, “Automatic Trip 
of Reactor Coolant Pumps " Svc list encl 

EISEN-IJT, D 0 Division of Licensing 03/02/08 Consumers Power 
Co 25pp 1 7298 316 24X Flche 90-000.03/02/00,8302090092 


0302250102 Notification of 030223 meeting u/D&W regulatory response 
group in Both esda.ND to discuss small break LOCA procedures 
& malnt of proper steam generator uafcer level 
VAN VLIET, J Operating Reactors Branch 4 83/02/17 STDLZ, V 

Operating Reactors Branch 4 3pp 17303 090 24X 

Flche 50-000.03/02/17*830225010? 


C Utility Environmental Report (ER), amends *< correspondence 


□302160183 Forwards response to 020713 ltr on Question 100 1 re 
summary of differences in environ effect discussed in 
environ rapt 6 environ hearings 

hILL5*L M Tennessee Valley Authority 03/02/10 ADCNSAtt. C 
Licensing Branch 4 9pp 17163 015 24X Ficho 50-430,83/02/10- 

8302160183 


F Security* medical* emergency fire protection plans 


03O1?1O34O Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for OL 6 holdeis of CPs re regional workshop 
concerning Suppl 1 * NUHEQ-0737* “Requirements for Emergency 
Response Capability '* Svc list end 

EISENrliJT, D 0 Division of Licensing 03/02/01 Consolidated 

Edison Co of New York- Inc llpp 17221 226 24X 

Flche 50-000*03/02/01,0301210340 


G Inspection reports, IE Bulletins i correspondence 


G30215QMO Responds to IE Bulletin 02-04* “Deficiencies in Primary 
Containment Electrical Penetration Assemblies" 6 NRC 
02 1 203 ltr Dunker-Ramo Co electrical penetration assemblies 
not In use at facilities 

MILLS, L 14 Tennessee Valley Authority 03/01/24 0 'REILLY* J P 

Region 2. Office of Director Ip 17153 309 24X 

Fiche 50-000*83/01/24,0302150610 


6212060350 IE Info Notice 03-01, "Ray HllUr, Inc " five list enc l 
JORDAN* E L Division of Emergency Preparedness U Engineering 
Response <Pos t 0301031 03/01/26 Consolidated Edison Co of Now 

York, Inc U0pp 17023 160 24X flche 90-000,83/01/26,0213060350 


6312060360 IE Info Notice 83-02* “Limi torque HOBC* KlBC, H20C it H3BC 
Oearheade. 11 Svc list anc 1 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co of New 

York. Inc 109pp 17144 001 24X Flche 50-000*03/01/20.8212060360 


8212060361 IE Info Notice 83-03. "Calibr of Liquid Level Instruments " 
Svc list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response iPos t 030103) 03/01/28 Consolidated Edison Co of New 

York. Inc UOpp 17074 095 24/ Fiche 50-000,83/01/20,0212060361 


8302150474 Ac Ic receipt of 920913 h. 6301 10 Itrs informing NRC of steps 
taken to correct violations noted in IE I ns p Repts 
30-430/02-18 h 50-439/82-10 

VERRELLI-D M Division of Project L Resident Programs 03/01/31 
PARRIS. H 0 Tennessee Valley Authority lp 17157 075 24 X 

Fiche 50-430,83/01/31,8302150474 


— 830? 1 SD4B4 Responds to NRC ©20726 ltr re violations noted in IE Insp 
Repts 50-430/02-16 6 50-439/82-10 Corrective actions lesson 
plan drafts for training program completed & reviewed 
within unit far content 

MILLS, L M Tennessee Valley Authority 03/01/10 O'REILLY, J P 
Region 2* Office of Director 2pp 17157 076 24X 

Fiche 90-438*03/01/31.8302150474 


0212060363 IE Info Notice 03-04, "Failure of Elma Power Supply Units 11 
3 vc list end 

JORDAN, £ L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/02/10 Consolidated Edison Co of New 

York, Tnc UOpp 17347 191 24X Fiche 50-000* 03/02/ IB, 0212060363 


0212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Laval Radwaste - 10CFR2O 302 " 8vc list end 
JORDAN, E L Division of Emergency Preparedness 8t Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co of New 

York* Inc Hlpp 17347 038 24X Fiche 30-000,93/02/24.0212060365 


0212060366 IE Info Notice 03-06, "Non i d on t i ca 1 Replacement Parti ” 

Svc list end 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 030103) 03/02/24 Conso 1 i tfat ed Edison Cd of New 

York, Inc 1 12pp 17361 140 24/ Fiche 50-000, 83/02/24, 821 2060366 


S Reportable occurrences, LEfts 6 related correspondence 


03O215O444 Revised final deficiency rept re o vetp r essu r i i a t i on af 
makeup l> purification piping t valves Initially reported on 
□20520 Valves will be visually examined for signs of 
distress U deficient valves replaced 

MILLS, L M Tennessee Valley Authority 82/02/03 O r RElLLY, J P 
Region 2, Office of Director 2pp 17158 192 24X 

fiche 50-430* 82/02/03, 93021 5044 4 


B3Q201064B Fourth interim deficiency rept re engineering change review 
U handling Initially reported on 811215 Matts Bar Deficiency 
2 not applicable Deficiencies 3 & 4 require add! sampling 
before resolution Bellefonte sampling under evaluation 
MILLS* L M Tennessee Valley Authority 03/Oi/l? Q '"REILLY, J P 
Region 2, Office of Director 2pp 16980 049 24X 

Fiche 50-000,03/01/19,8302010640 


8302010265 Final deficiency rept re deficient welds or cable tray 
supports Initially reported on 820908 Support mods scheduled 
for completion by 030707 Surveillance program revised to 
include preweld insp 

MILLS, LM Tennessee Val ley Authority 03/01/21 O'REILLY. JP 
Region 2, Office of Director 2pp J6973 3 58 24X 

Ficha 50-438* 03/01/21, B302010265 


8302010300 First interim deficiency rept re relief valves violating 
ASttF Code Section III-Div l.Section ND-3677 2 Initially 
reported on 021223 Condition could damage seal area coolers 
Condition under evaluation Next rept expected by 030703 
MILLS, LM Tennessee Valley Authority 93/01/21 O'REILLY. J. P, 
Region 2* Office of Director 2p p 16973 090 24X 

Fiche 50-438,03/01/21,0302010300 


8302010419 First interim deficiency rept re potential deterioration of 
isoprene gasket* on standby diesel generator Initially 
reported on 021217 Transamarlca D*Laval,Inc changed mat! 
fo, dri element to neoprene Also reportable per Part 21 
MILLS, L M Tennessee Valley Authority 03/01/24 □ 'REILLY* J P 

Region 2, Office of Director 2pp 16974 260 24X 

Fiche 50-000,03/01/24*8302010419 


0302010659 Second interim deficiency rept re pipe supports Initially 
reported an 811215 Support design load drawings* ha vi ng "0" 
in thermal movement column, revised to remove erroneous info* 

Next rept expected by 830715 

MILLS. L M Tennessee Valley Authority 03/01/24 O'REILLY, J.P 
Region 2, Office of Director 2pp 16990 050 24X 

Fiche 50-439*03/01/24,0302010659 


93O2010664 Third interim deficiency rept re failed valve control unit 
Initially reported on 020727 Control unit replaced Next rept 
expected by 830727 Deficiency also reportable per Part 21 
NILIS.LM Tennessee Valley Authority 03/01/24 Q 'REILLY* J P 
Region 2* Office of Director 2pp 16900*061 24X 

Fiche 30-430*03/01/24,8302010664 
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9302010213 Second interim deficiency rept re voiding of engineering 
change notices w/o proper review Initially reported on 
820816 Info on Yellow Creek or HartsvilU deferred until 
final decision re projects Next rept expected by 330531 
MILLS, L M Tennessee Valley Authority 03/01/26 O'REILLY. J P 
Region 2f Office of Director 3pp 16974 037 24X 

F i c h e 30- 000, B3/01 /26, 830201021 5 


9302010631 Revised Final Deficiency Rept re solid state ac voltage 
relays Initially reported an 010102 Delivery date of 
modified Telays will be 030709 Corrective actions will be 
completed by 630B17 Also reported per Part 21 

MILL&iL M Tennessee Valley Authority 93/01/27 O'REILLY, J P 
Region 2. Office of Director Ip 16980 025 24X 

Fiche 30-430,63/01/27,8302010631 


8302030542 Second Interim deficiency rept re lack of environ 
jiualif ication of equipment in auxiliary bldg Initially 
reported an 020422 Engineering Change Notice 1579 Initiated 
Next rept by 83O3J0 

MILLSjL M Tennessee Valley Authority 93/01/27 O'REILLY, J P 
Region 2, Office of Director 2pp 17006-297 24X 

Fiche 50-430,93/01/27,8302030542 


6302030490 First interim deficiency rept re backflow not considered for 
ERCW booster pump shutoff Initially reported on 021230 Pipe 
design drawings revised, Next rept by 830306 

MILlSiL tf Tennessee Valley Authority 93/01/23 O'REILLY, J P 
Region 2, Office of Director 2pp 17007 305 24X 

Fiche 30 - 430, 83/0 1 /20, 8302030490 


6302030529 First interim deficiency rept re power for emergency air 
cleanup units after loss of offsite power Engineering Change 
Notice 1690 initiated to correct control logic Next rept 
expected by 631021 

MILLS, L M Tennessee Valley Authority 03/GI/2B O'REILLY, J P 
Region 2, Office of Director 2pp 17007 161 24X 

Fiche 50-438, 83/01/20*0302030329 


0302030330 Third interim deficiency rept re design problems w/steam 
generators Initially reported on 820030 0&W to install 
external auxiliary feedwater header at top of steam 
generators Also reported per Part 21 Next rept by 031024 
MILLS, L K Tennessee Valley Authority 63/01/20 O'REILLY. J P 
Region 2. Office of Director 2pp 17006 230 24X 

Fiche 30-430. 03/01/20,0302030550 


0302140001 Fourth interim deficiency rept re nonconforming weldolets on 
Natl Valve & Mfg -Co spool pieces Initially reported on 
020224 Calculations performed per A8ME & ANSI R31 1 piping 
codes Next rept due by 030606 Also reportable per Part 21 
MILLSiL M Tennessee Valley Authority 03/02/03 O'REILLY, J P 
Region 2, Office a-f Director 2pp 17142 164 24X 

Fiche 50-430.83/02/03,0302140001 


0302140010 Final deficiency rept re weld defects on 24 mitered joints 
on 12 header supports used on reactor bldg cooler coils 
Initially reported an 820621 Supports returned to 
manufacturer Also reported per Part 21 

MILLS, L M Tennessee Valley Authority 93/02/03 O'REILLY, J P 
Region 2, Office of Director 2pp 17141 £92 24X 

F i c h * • 30-438 , 83/ 02/03 . 0302 1 400 1 8 


9302150271 Fourth interim deficiency rept re errors In NERCO program 
distributed by AAA Technology Initially reported on 020409 
NERCO users manual made controlled computer program 
document Next rept due by 830422 

MILLS, L M Tennessee Valley Authority 93/02/07 O'REILLY, J P 
Region 2, Office of Director 3pp 17148-320 24 X 

Fiche 50-000,93/02/07,8302150271 


0302130572 Eighth interim deficiency rept re seismic qualification of 
B&U equipment in TVA panels Initially reported on 901124. 

Affected equipment being requalified by Dailey Meter Co 
through fl&N Next rept due by 930909 

MILLS, L M Tennessee Valley Authority 83/02/07, O'REILLY. J P 
Region 2. Office of Director 2pp 17196, 143 24X 

Fiche 30-43Sr 83/02/07, 8302150372 


63021505B3 Sixth Interim Deficiency Rept 30-439/61-61 re reactor 
coolant impel l«r-to-shaft mismatch Initially reported on 
910917 Pump IP1AZ shaft tt Impeller returned to vendor for 
remachining Next rept to be submitted by 630819 

Mill 6, L M, Tennessee Valley Authority 93/02/07 O'REILLY, 0 P 
Region 2, Office of Director 2pp 17196- 122 24X 

Fiche. 50-430, 63/02/0 7, 0302150303 


6302150192 Addl supplemental info to interim deficiency rept re 
unacceptable replacement for component cooling water pump 
shaft Initially reported on 020301 Corrective actions 
delayed until 830419 Also reportable per Part 21 
MILLS, L M Tennessee Valley Authority 83/02/09 O'REILLY, J P 
Region 2. Office of Director. Ip 17147*161 24X 

Fiche 50-438,83/02/08.8302150192 


0302130376 First interim deficiency rept re defective sequencer control 
cards from Consolidated Control Corp Initially reported on 
030112 Failed cards returned to vendor for insp Next rept 
will be provided by 940206 Also reported per Part 21 
MIUSiL M Tennessee Valley Authority 83/02/00 Q'RCILLY, J P 
Region 2, Office of Director 2pp I715B 103 24X 

Fiche 30-430, 03/02/OB, 8302 1 50376 


0302150473 First interim deficiency rept re GE electric motors supplied 
by Ingersoll Rand exceeding rated load Initially reported 
on 830110 Calibr oscillograph measurement will be sent to 
supplier Next rept will be submitted by 030725 

MILLS. L M Tennessee Valley Authority 83/02/00 O'REILLY. J P 
Region 2, Office of Director 2pp 17158 105 24X 

Fiche 50-439, 63/02/09, B3021 50 473 


6302170207 Third interim deficiency rept re failure of Dasics Inflow, 
Inc butterfly valve seats Initially reported on 820511 Addl 
deficiencies discovered during investigation Next rept will 
be submitted by 830531 Also reported per Part 21 

MILLS. L M Tennessee Valley Authority 93/02/00 O'REILLY, J P 
Region 2, Office of Director 2pp 17179 0B4 24X 

Fiche 90-435,03/02/08,0302170207 


B30217021S Supplemental final deficiency rept re mislocation of flow 
characteristic indicators Initially reported on 010109 Unit 
1 corrective action will be completed by B30331 Use of 
3/4-inch 3,000-|b threadolet* approved 

MILLS, LM Tennessee Valley Authority 03/02/09 O'REILLY, JP 
Region 2, Office of Director Ip 17179 082 24X 

Fiche 50-435,03/02/09,8302170215 


B302170342 Forwards list of deficiencies determined to have no adverse 
impact on safe operations of plants L were removed from 
10CFR50 55 1 e ) status 

MILLS, L M Tennessee VaJloy Authority 03/02/10 O'REILLY, J P 
Region 2, Office of Director 2pp 17104, 100 24X 

Fiche 50-430,03/02/10,9302170342 


B302220245 Supplemental final deficiency rept re makeup %> purification 
letdown cooler supports Initially reported on 000226 
Completion date for corrective action* revised to 030601 
MILLSiL M Tennessee Valley Authority 53/02/14 O'REILLY, J P 
Region 2, Office of Director lp 17230 131 24X 

Fiche 50-439,03/02/14.8302220245 


B302230S96 Final deficiency rept re Inadequate Installation of 
ml»ce 1 leneous structural steel Initially reported on 021000 
Extensive craft training program implemented & personnel 
reinstructed in following QC procedures 6 design documents 
MILLS, L K Tennessee Valley Authority 03/02/15 O'REILLY, J P 
Region 2, Office of Director 3pp 17244 300 24X 

riche 90-439,03/02/15,6302230296 


0302230219 Interim deficiency rept re unqualified auxiliary bldg fuel 
handling zone ventilation fans Initially reported on 810506 
Review of manufacturers seismic qualification rept on coils 
fc coil support mods in progress Next rept by 030005 
MILLS, LH Tennessee Valley Authority 93/02/16 O'REILLY, J P 
Region 2, Office of Director 2pp 17245 146 24X 

Tiche S0-43B, 03/02/16. B302230219 


0302230234 Fifth interim deficiency rept re analysis for loss of 
feedwater event Initially reported on B10316 Preliminary 
review of B&W rept indicates FEAR analysis conservative Next 
rept expected by 830624 Also reported under Part 2i 
MELLB.L M Tennessee Valley Authority 03/02/16 O'REILLY, J P 
Region 2. Office of Director 2pp 17245 126 24X 

Fiche* 50-439, 63/02/16,8302230234 


8302230330 Second interim deficiency rept re underdesigned snubber on 
main feedwater piping in valve Room 0 Initially reported on 
621013 Util documenting completed analysis & reviewing 
rigorous analysis probLems Next rept expected by B30527 
MILLS, L M Tennessee Valley Authority 03/02/16 O'REILLY, J P 
Region 2, Office of Director 2pp 17247 360 24X 

Fiche 50-439,03/02/16,6302230330 


0302230-645 First interim deficiency rept re improperly qualified 
nozzle loads Initially reported on 030224 Piping analysis 
packages reviewed to ensure nozzle qual if lc at lonn performed 
according to mfg specs Next rept expected by 030427. 

MILLS, L M Tennessee Valley Authority 03/02/16 0 'REILLY, J P 

Region 2, Office of Director, 2pp 17255 215 24X 

Fiche 50-439, B3/02/16, 8302230643 


0302280178 Final deficiency rept re grease In reactor bldg cooling 
fans Initially reported on 810128 Caused by hardened grease 
In bearingi.Fan motors cleaned & bearings relubricated Also 
reportable per Part 21 

M ILL! B, L M Tennessee Valley Authority 03/02/17 O'REILLY, J P 
Region 2, Office of Director 2pp 17303 266. 24X 

Fiche 30-438,03/02/17,6302260178 
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9302280335 First interim deficiency rept re makeup & purl f icati o-n 
letdown cooler inlet/outlet piping reversal Initially 
reported on 030124 Letdown coolers being inverted requiring- 
rev of design activities Next rept expected by 831214 
MILLS. L M Tennessee Valley Authority 03/02/18 □"REILLY. J P 
Region 2# Office of Director 2pp 17313 042 24X 

Fiche. 50-430. 03/02/10. 8302280333 


8302280499 First interim deficiency rep t re tube leaks in component 
cooling uater HXs Initially reported on 830124 Cause of 
leaks Under investigation by UfcW Next rept expected by 
030403 

MILLS- L N Tennessee Valley Authority 03/02/18 O'REILLY. JP 
Region 2. Office of Director 3pp 17309 062 24X 

Flche 50-430. 03/02/18. 8302280499 


V Opera tor Examinat ions 


0301310203 Generic Ltr 03-06 to all power reactor 1 icensees. app 1 icants 
for 0L*,NSQ vendor*, reac tor vendors k AE re certificate* 

6 revised format for reactor operator l> senior reactor 
operator license* Qvc list end 

EISEIIHIJT.D 0 Division of Licensing B3/01/31 Consolidated 

Edison Co of Neu York. Inc I4pp 17347 177 24X 

Fiche 50-000,83/01/31.0301310203 


DOCKET 50-439 BELLEFQNTE NUCLEAR PLANT. UNIT 2 


A Appl icati on /construction stage documents l correspondence 


8002010450 Request* extension of const completion dates until 060301 
for Unit 1 b 870501 for Unit 2 Factors contributing to const 
delay listed 

MILLS. L fl Tennessee Valley Authority 83/01/26 DENTON. H fl 
Office of Nuclear Reactor Regulation. Director 3pp 16901 312 
24/ Flche 50-430,83/01/26,0302010450 


0302030599 Forwards revised NRC review schedule for facilities Rev 
necessitated by delay In const Review schedule delayed 
appro* 9 months DES uill be issued after review resumed 
NOVAK, T M Assistant Director for Licensing. 03/02/01. FARRIB.H 0 
Tennessee Valley Authority 3pp 17013 336 24X 

Flche 50-430, 03/02/01. 0302030599 


0302000295 Osneric Ltr B3-0? to all operating reactor licensees, 
applicants for OL t< holders of CP for C-E PHRs re review of 
OE Owners Group emergency procedures guideline program Svc 
list end 

EIEEWIUT.DO Division of Licensing 83/02/00 Consolidated 
Edison Co of New York, tnc Ilpp 17290 247 24X 

Fiche 50-000, 83/02/09. 8302080295 


0302090092 Generic Ltr 03-IOE to all applicants ui/D&W designed NSBS 
re resolution of TMI Action Item II K 3 3. "Automatic Trip 
of Reactor Coolant Pumps " Svc list end 

EIBENHUT.DO Division of Licensing 03/02/00 Consumers Power 
Co 25pp 17290 316 24X Fiche 50-000,93/02/00.8302090092 


830223-0102 Notification of 630223 meeting w/B$<W regulatory response 
group in Oethesda.MD to discuss small break LOCA procedures 
k maint of proper steam generator water level 

VAN VLIET, J Operating Reactors Branch 4 03/02/17 0TOLZ. J, 

Operating Reactor* Branch 4 3pp 17303 090 24X 

Fiche 30-000,03/02/17,0302230102 


C Utility Environmental Report <ER), amends k correspondence 


9302160183 Forwards response to 820713 ltr on Qusition 100 1 re 
summary of differences in environ effect discussed in 
environ rept k environ hearing* 

MILLS. L M Tennessee Valley Authority, 83/02/10 ADENBAM, £, 
Licensing Branch 4 0pp 17163 013 24X Fiche 30-438,03/02/10, 

8302160103 


F. Security, medical, emergency 6 fire protection plant 


8301210340 Generic Ltr 63-04 to all licensees of operating reactors, 
applicants for OL & holder's of CPs re regional workshop 
concerning Suppl 1, NURE0-0737, "Requirement* for Emergency 
Response Capability 11 Svc list end 

EISENHUTiD 0 Division of Licensing. 03/02/01 Consolidated 

Edison Co of Neu York, Inc llpp 17221,226 24K 

Fiche: 30-000, 83 / 02 / 01 . 0301210340 


Q Inspection reports. IE Bulletins & correspondence 


0302130610 Responds to IE Bulletin 02-04, "Be f ic ienc ies in Primary 
Containment Electrical Penetration Assemblies' 4 & NRC 
821203 ltr Bunkar-Ramo Co electrical penetration assemblies 
not in use at facilities, 

MILLS. L M Tennessee Valley Authority 83/01/24 0 "REILLY, J P 

Region 2, Office of Director lp 17133 309 24X 

Fiche 50-000,03/01/24.0302150610 


0212060350 IE Info Notice 63-01, "Ray Miller, Inc 14 Svc list end 
JORDAN, E L Division of Emergency Preparedness l< Engineering 
Response {post 030103) 03/01/26 Consolidated Edison Co of Neu 

York. Inc 1 10pp 170-23 1 60 24X Fiche 50-000.83/01/26,8212060359 


021 2060360 IE Info Notice 83-02. "Limi torque HOBC. H1BC, N20C fc H3DC 
Gearheadt " Svc list end 

JORDAN, E L Division of Emergency Preparedness <« Engineering 
Response (Post 830103) 83/01/20 Consolidated Edison Co of Neu 

York, Inc I09pp 17144 001 24X Fiche 50-000,83/01/29.8212060360 


021 2060361 IE Info Notice 03-D3, "Calibr of Liquid Level Instruments " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 03/01/28 Consolidated Edison Co of Neu 

York, Inc UOpp 17074 095 24X Fiche 50-000,83/01/20,0212060361 


03O215O474 Ack receipt of 820913 k 030110 ltr* Informing NRC of steps 
taken to correct violations noted in IE In*p Repti 
50-438/02-10 k 50-439/82-18 

VERR6LL I , D M, Division of Project k Resident Programs 83/01/31 
PARRISrHO Tennessee Valley Authority, Ip 17157,075 24X 

Fiche 50-430. 03/01/31, B3D2 1 5047 4 


— 8302150484 Respond* to NRC 820726 ltr re violations noted in IE In*p 
Repti 50-439/82-18 U 50-439/82-18 Corrective actions lesson 
plan draft* for training program completed k reviewed 
within unit for content. 

MILLS, L M Tennessee Valley Authority 83/01/10 Q "REILLY, J P 
Region 2, Office of Director 2pp 17157 076 24X 

Fiche 50-430,03/01/31,8302150474 


0212060363 IE Info Notice 83-04, '"Failure of Elma Power Supply Unite " 
Qvc list one 1 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post B30103) 83/02/18 Consolidated Edison Co of New 

York, Inc UOpp 17347 191 24X Fiche 50-000,83/02/18,8212060363 


0212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Level Radwaste - 10CFR20 302 " 8ve list end 
JORDAN, E L Division of Emergency Preparedness !< Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of New 

York. Inc lllpp 17347 058 24X Fiche 50-000, 93/02/24, 8212060365 


8212060366 IE Info Notice 83-06, "Non l d «n ti ca 1 Replacement Parts 11 
Qvc list end 

JORDAN, E, L, Division of Emergency Preparedness $« Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co. of New 

York, Inc U2pp 17361 148. 24X Fiche 50-000, 83/02/24. 821 2060366 


S fitportable occurrences* LERi 6 related car respondenc e 


8302010649 Fourth interim deficiency rept re engineering change review 
k handling. Initially reported on 011213 Watts Bar Deficiency 
2 not applicable Deficiencies 3 It 4 require eddl sampling 
before resolution Bellefonte sampling UnrfeT evaluation, 

MILL8.LM Tennessee Vallry Authority 88/01/19 O'REILLY, J P 
Region 2, Office of Director 2p p 169Q0 049. 24X 

Piche- 50-000, 03/01/19, 8302010648 


0302010263 Final deficiency rept re deficient welds on cable tray 
supports Initially reported on 82090B Support mods scheduled 
for completion by 830707 Surveillance program revised to 
include prewe Id imp 

M ILLS, L M, Tennessee Valley Authority 83/01/21 0 'REILLY, J P 

Region 2, Office of Director 2pp 16973 358 24X 

Fiche- 50-439, 03/01/21, 8302010265 


8302010300 First Interim deficiency rept re relief valves violating 
AGUE Code Section III.Div i, Section ND-3677.2 Initially 
reported on 921223 Condition could damage seal area copiers. 
Condition under evaluation Next rept expected by 030705 
MILLS, L M Tennessee Valley Authority 83/01/21 O'REILLY, J.F 
Region 2, Office Of Diractor 2pp 16973.090 24X 

Fiche* 50-438, 03/01/21,8302010300 
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0302010417 First interim da f ic lent y rapt re potential deterioration of 
isoprene gasket* on standby diesel generator Initially 
reported on 621217 Transamerica Dolaval-lnc changed natl 
for drive element to neoprene Also reportable per Part 21 
MILLS, L M Tennessee Valley Authority 03/01/24 O'REILLY, J P 
Region 2. Office of Director 2pp 16974 260 24X 

Fiche 30-000, 83/01/24, 0302010419 


B3Q20105Q0 Second interim deficiency rept re linear indications in 
NAVCO spool piece* Initially reported on 820924 Evaluation 
in progress Next rept by 030510 Also reported per Part 21 
MILLS, L M Tennessee Valley Authority 03/01/24 O'REILLY, J P 
Region 2# Office of Director 2pp 16977 032 24X 

Fiche 50-439, 83/01/24,8302010300 


83020106S9 Second interim deficiency rept re pipe support* Initially 
reported on B11S15 Support design load dr auj i ng h avi ng "O" 
in thermal movement column, rev! *ed to remove erroneous info 
Next rept expected by 03071S 

MILLS, L M Tennessee Valley Authority 83/01/24 O'REILLY, J P 
Region 2, Office of Director 2pp 16900 03B 24X 

Fiche 50-436.81/01/24,0302010659 


0302010215 Second interim deficiency rept re voiding of engineering 
change notice* w/o proper review Initially reported on 
920916 Info on Yellow Creek or Hartsville deferred until 
final decis.lon re project* Next rept expected by 830531 
MIlLB, L M T enntssee ValUy Authority 03/01/26 O'REILLY, J P 
Region 2, Office of Director 3 pp 16974 0 3 7 24X 

Fiche 50-000,83/01/26,0302010215 


0302010631 Revised Final Deficiency Rept re solid state ac voltage 
relays Initially reparted on 810102 Delivery date of 
modified relays will be 830708 Corrective actions will be 
completed by 030017 Also reported per Part 21 

MILLS, L M Tennessee Valley Authority 03/01/27 O'REILLY, JP 
Region 2, Office of Director Ip 16980 023 24X 

Fiche 30-438,03/01/27,0302010631 


8302030342 Second Interim deficiency rept re lack of environ 
qua! if ication of equipment in auxiliary bldg Initially 
reported on 620422 Engineering Change Notice 1379 Initiated 
Neat rept by 030510 

MILLS, L M Tennessee Valley Authority 03/01/27 O'REILLY, J P 
Region 2, Office of Director 2pp 17006 2B7 24X 

Fiche 50-439,83/01/27,6302030542 


0302030490 First interim deficiency rept re backflow not considered for 
ERCW booster pump shutoff Initially reported on B2I230 Pipe 
design drawing* revised Next rept by 030506 

MlLLSiL M Tennessee Valley Authority 03/OI/2B 0 'REILLY, J P 

Region 2, Office of Director 2pp 17007 305 24X 

Fiche 50-433,03/01/29,8302030490 


0302030529 First interim deficiency rept re power for emergency air 
cleanup units after loss o-f offsite power Engineering Change 
Notice 1690 initiated to correct control logic Next rept 
expected by 331021 

MILL8, L M Tennessee Valley Authority 03/01/28 O'REILLY, J P 
Region 2, Orfice of Director 2pp 17007 161 2 AX 

Fi Che 50-433, 03/01/26,0302030529 


0302030559 Third interim deficiency rept re design problems w/s team 
generator* Initially reported on 020830 flictf to install 
external auxiliary feedwater header at top of steam 
generators Also reported per Part 21 Next rept by 031024 
MILLS, L M Tennessee Valley Authority 03/01/20 O'REILLY. J P 
Region 2, Office of Director 2pp 17006 230 24X 

Fiche 50-433, 03/01/28,6302030550 


0302140094 Final deficiency rept re corrosion of Trapienierica Dolavol 
diesel generator control panel Initially reported on 010320 
Replacement voltage regulation panel will bo reinstalled by 
030817 L Procedure HNP-8CP-1 3 initiated 

MILLS, L M Tennessee Valley Authority 03/02/03 O'REILLY, J P 
Region 2, Office of Director 2pp 17141’ 210 S4X 
Fiche 30-437,03/02/03,0302140094 


8302130271 Fourth interim deficiency rept re errors in WERCQ program 
distributed by AAA Technology Initially reported on 820407 
UERCO users manual made controlled computer program 
document Next rept due by 830422 

MILLS, L M Tennessee Valley Authority 83/02/07 O'REILLY* J P. 
Region 2, Office of Director 3pp 17£40 320 2 4X 

Fiche 50-000,83/02/07,8302150271 


0302150572 Eighth interim deficiency rept re seismic qualification of 
BLW equipment in TVA panels Initially reported on 801124 
Affected equipment being requalified by Dailey Meter Co 
through DbH Next rept due by 830909 

MILLS, L M Tennessee Valley Authority 03/02/07 O'REJLLY, J P 
’eglon 2, Office of Director 2pp, 17156 143 24X 

i c h e 50-438, 83/02/07* 93021 SO 572 


0302 1 70207 Third Interim deficiency rept re failure of Basics Inflow, 
Inc butterfly valve seats Initially reported on 820511 Adrfl 
deficiencies discovered during invest 1 gati on Next rept will 
be submitted by 830531 Also reported per Part 21 
MILLS, LM Tennessee Valley Authority 03/02/08 O'REILLY, JP 
Region 2, Office of Director 2pp 17177 094 24X 

Fiche 50-430, 03/02/09,830217020 7 


03021 7021 5 Supplemental final deficiency rept re mislocafcion of flow 
c harac ter i fit 1 c indicators Initially reported on 010109 Unit 
1 corrective action will be completed by 930331 Use of 
3/4-inch 3.000-lb threadolets approved 

MILLSiLM Tennessee ValUy Authority 03/02/09 O'REILLY, JP 
Region 2, Office of Director, Ip 17179 082 24X 

Fiche 50-438,93/02/09,0302170215 


0202170342 Forwards list of deficiencies determined to have no adverse 
impact on safe operations of plants & were removed from 
10CFR50 55(e) status 

MILLS, L M Tennessee Valley Authority 83/02/10 O'REILLY, J P 
Region 2, Office of Director 3pp 17184 109 24X 

Fiche 50-430. 03/02/10,8302170342 


□302230296 Final deficiency rept re inadequate installation of 
misc el larieous structural steel Initially reported on 921008 
Extensive craft training program implemented 5, personnel 
reinstructed in following QC procedure* & design documents 
MILLS, L 11 Tennessee Valley Authority 83/02/15 O'REILLY, JP 
Region 2, Office of Director 3pp 17244 300 24X 

Fiche 50-438,03/02/15,8302230296 


9302230219 Interim deficiency rept re unqualified auxiliary bldg fuel 
handling lone ventilation fans Initially reported on 010506 
Review of ma n ufac tur ers seismic qua 1 1 f icati on rept on coils 
& coii support mod* in progress Next rept by 030805 
MILLS, LM Tennessee ValUy Authority 03/02/16 O'REILLY, JP 
Region 2, Office of Director 2 PP 17245 146 24X 

Fiche 50-438,83/02/16,0302230219 


0302230234 Fifth interim deficiency rept re analysis for lass af 
feedwater event Initially reported on 010316 Preliminary 
review of B4U rept indicates F8AR analysis conservative Next 
rept expected by 030624 Also reported under Part 21 
MILLS, L M Tennessee Valley Authority 93/02/16 O'REILLY, JP 
Region 2, Office of Director 2pp 17245 126 24X 

Fiche 50-438,03/02/16,8302230234 


0302230330 Second interim deficiency rept re underdasigned snubber on 
main feedwater piping in valve Room B Initially reported on 
821013 Util documenting completed analysis & reviewing 
rigorous analysis problems Next rept expected by 030327 
MILLS, LM Tennessee ValUy Authority 83/02/16 O'REILLY, JP 
Region 2, Office of Director 2pp 17247 360 24X 

Ficha 50-430.83/02/16,8302230330 


0302230643 Firs t interim deficiency rept re improperly qualified 
non 1 e loads Initially reported on 030224 Piping analysis 
packages reviewed to ensure nonle qualifications performed 
according to mfg spec* Next rept expected by 830427 
MILLS.LM Tennessee Valley Authority B3/02/16 O'REILLY, J P 
Region 2, Office of Director 2pp 17255 215 24X 

Fiche 30-430.93/02/16,8302230645 


B3O220O170 Final deficiency rept re grease in reactor bldg cooling 
fan* Initially reported on 81012B Caused by hardened grease 
in bearing* Fa,n motors cleaned * bearing* relubricated. Also 
reportable per Part 21 

MILLS, L M Tennessee ValUy Authority B3/02/i7 □ 'REILLY, J P 

Region 2, Office of Director 2pp 17305 266 24X 

Fiche 50-430, 03/02/17,0302200178 


9302290333 First interim deficiency rept re makeup % purification 
letdown cooler InUt/outUt piping reversal Initially 
reported on 090124 Letdown coolers being inverted requiring 
rev of design activities Next rept expected by 031214 
MILLS, L M Tennessee ValUy Authority 83/02/10 O'REILLY, J P 
Region 2, Office of Director 2pp 17313 042 24X 

Fiche 50-430,03/02/10,0302280335 


0302290499 First interim deficiency rept re tube leaks In component 
cooling water HX» Initially reported on 830124. Cause of 
leaks under investigation by 8&U Next rept expected by 
830603 

MlLLSiL K Tennessee Valley Authority 83/02/10 O'REILLY, J P 
Region 2. Office of Director 3pp 17309.062 24k 

Fiche 50-438,83/02/10,0302200499 
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V Opirator Eiaminat ion* 


5301310303 Generic Ltr 03-06 to all power reactor 1 l c cn<i e a a , ap p 1 i cants 
fur GLs.NSS vendors! reactor vendors l AE re certificates 
6 revised format for reactor operator 4 senior reactor 
operator licenses Svc list enc 1 

EISENH’JTiD O Division of Licensing 83/01/31 Consolidated 

Edison Co of Neu York, Inc 14pp 17347 177 24X 

Fiche SO- 000, 83/01/31, 0301310303 


DOCKET 50-440 PERRY NUCLEAR PONER PLANT , LMJT 1 


A Ap p I ica t ion/cons true t i on stage documents h correspondence 


6302G7OJ46 Ad d 1 response to F01A request for five categories of 
documents Forwards documents listed in App A App B documents 
withheld (ref FOIA Exemption 3) Info re Item 4 available in 
POft No documents re Item 5 located 

FELTON, J H Division of Rules and Records 02/12/02 HIATT » S 
Ohio Cltiiens for Responsible Enorgy 4pp 17065 325 24X 

Fiche 50-000, 83/12/03, 0302070146 


0302170462 Board Notification 83-1 forwards DNL draft rept, 
“Identification of Soismicallg Risk-Sensitive Sys & 
Components in Nuclear Power Plants - General Methodological 
Approach 

EISENHUT, D 0 Division of Licensing FIN A-3397 93/02/01 

PALI AD I NO, N J Commissioners I34pp 17203 309 24X 

F 1 che 50-000,83/02/01,0302170482 


0302240112 Forwards request for addl info re plant-specific application 
of BUR Owners Group saf e ty/rei i ef valve opeiability test 
Tesults per TMJ Action Plan Item II D 1 Response requested 
within 7 dags of receipt of ltr 

YOUNGBLOOD, B J Licensing Branch 1 83/02/04 EDELMAM, M R 

Cleveland Electric I Humlnating Co 4pp 17260 299 24X 

riche 90-440, 03/02/04, 83022401 1 2 


B 30 208029 5 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL & holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

E TSENG UT, D 0 Di v i s i on o f Li c e ns i ng 83/02/08 Consolidated 
Edison Co of Neu York. Inc llpp 17290 247 24X 

F { Che 50-000, 83/02/08, 8302000293 


B30208030-1 Generic Ltr 03-05 to BWR licensees of operating reactors 
(except LACQWR >, app 1 i cants for OL S, holders of CP re BER of 
"Emergency Procedure Gu i de l ines > Rev 2." NEDQ-24934, June 
1982 Guidelines acceptable Svc list end 

EISENHJT^D G Division of Licensing 03/02/00 Commonwealth 
Edison Co 6pp 17234 245 24X Fiche 30-000,03/02/00,0302000301 


0302240319 Summary of 030203 meeting w/applicant in Bethesda.MD re 
s efiemi c /dynamic equipment qua 1 1 f icat 1 on, pump V valve 
qualification & environ equipment qualification List of 
participants end 

6TEFAH0, J J Licensing Branch 1 83/02/09 Licensing Branch 1 

Spp l 7284 341 24X Fiche 50-440,03/02/09,8302240319 


8302240123 Requests updated description of QA program for design & 
const indicating revs relative to program reviewed & 
accepted by NRC h documented in P5AR 

YOUNGBLOOD, B J Licensing Branch 1 03/02/10 EDELKAN, M R 

Cleveland Electric Illuminating Co 3pp 17268 270 24X 

Fiche 50-440,83/02/10.8302240123 


0302230719 Informs of intent to submit updated description of 
corporate nuclear QA program used for design & const of 
plants, in response to 830210 ltr Info will be incorporated 
into FBAR Chapter 17 t 

EDELMAN, M R Cleveland Electric Illuminating Co 03/02/17 
YOUNGBLOOD, B J Licensing Branch 1 Ip 1724B 362 24X 

Fiche 30-440,83/02/17,8302230719 


0302200259 Forwards Rev 1 to NEDE-24326-1-P, "OE Environ Qualification 
Program " Rev withheld (ref 10CFR2 790) 

EDEtMAN, M R Cleveland Electric Illuminating Co 83/02/22 
YOUNGBLOOD, B J Licensing Branch 1 App 17310336 24X 
Fiche 50-440,03/02/22,0302280259 


E NRC Safety Evaluation Report (SER), supple t/ correspondence 


0302040400 Forwards draft FSAR changes re SER mods to standby liquid 
control sys, scram discharge sys 4. new redundant reactivity 
control sys Changes will be incorporated into next FSAR 
amend 

EDEt-MAN, M R Cleveland Electric Illuminating Co 03/01/26 
YOUNGBLOOD, B J Licensing Branch 1 70pp 17010 078 24X 

Fiche 50-440,03/01/26,8302040400 


0302070325 Forwards update of program to resolve concerns raised by 
J Humphrey, w/resuits of completed action plans, per SEP 
Outstanding Issue B on Mark 1TI containment lys Issues 
Schedule for completion of unresolved items noted 
EDELMAN# M R Cleveland Electric Illuminating Co 03/01/26 
YOUNGBLOOD, B J Licensing Branch l 01pp 17030 233 24X 

Fiche 50-440,03/01/26,0302070329 


S30204003B Forwards draft FSAR pages for App 3A S< 3B Change provides 
description of safety relief valve & LOCA-related 
hydrodynamic load definition for Mark III containment re 
SER Outstanding Issue 9, "Pool Dynamic Loads ,r 
EDELMAN. M R Cleveland Electric Illuminating Co 03/01/31 
YQUNQDLOODj B J Licensing Branch 1 75pp 17021 001 24X 

Fiche 50-440,63/01/31,0302040038 


0302070301 Forwards response to BER Confirmatory Issue 21 re 
suppression pool tamp limits Response addresses plant- 
specific info & assumptions used in analyses to meet 
NURE0-0783 requirements 4, criteria 

EDELMAN, II R Cleveland Electric Illuminating Co 83/01/31 
YOUNGBLOOD, B j Licensing Branch 1 I6pp 17029 097 24X 

Fiche 50-440,03/01/31,0302070301 


8302070313 Forwards addl info re SER Outstanding Issue 12 on manual 
initiation of ESP sys, per 821104 request Design provisions 
consistent ui/IEEE-279 guidelines 6 meet 10CFR50 
requirements 

CDFLMAN.M R Cleveland Electric Illuminating Co 83/01/31 
YOUNGBLOOD,!? J Licensing Branch 1 Bpp 17029 133 24X 

Fiche 50-440,03/01/31,8302070313 


0302100276 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF PERRY 
NUCLEAR POWER PLANT, UNITS 1 AND 2 Docket Not 50-440 And 
50-441 (Cleveland Electric Illuminating Company) 

* Office of Nuclear Reactor Regulation, Director WUREG-0B87 802 
03/01/31 60 pp 17133 206 24 X Fi c h « 30-440, 83/01 /31 , 03021 00276. 


0302130909 Documents commitment to provide fire protection feature* for 
portable communication sy« fixed repeaters, per SER 
Confirmatory (tsiue 37 Repeaters separated & Halon fire 
suppression sys provided 

EDEI MAN, M R Cleveland Electric II lumina ti ng Co 03/02/09 
YOUNGBLOOD, B J Licensing Branch 1 lp 17156 333 24X 

Fiche 30-440,83/02/09,0302150509 


0302290200 Responds to 030105 ltr re SER Confirmatory Issue 14 oi> 
overheating of gadolltiia fuel pellet* GE rept verified that 
fuel melting not expected to occur during normal steady- 
state operation or during whole core anticipated transient 
EDELMAN, M R Cleveland Electric Illuminating Co 03/02/10 
YOUNGBLOOD, B J Licensing Branch I Jp 17312-161 24X 

Fiche 90-440,03/02/18,0302200200 


F Security, medical, emergency it fire protection plans 


8302070196 Advises of delay in submittal of revised emergency plan. duo 
to extensive NRC-required rev* & need fur consistency 
w/offsite plan* Revised emergency plan will be submitted by 
83030 1 

EDELMAN, M R Cleveland Electric Illuminating Co B3/01/31 
YOUNGBLOOD,!? J Licensing Branch 1 lp 17031 307 24X 

Tiche 50-440,83/01/31,8302070196 


6301210340 Generic Ltr 03-04 to all licensees of operating reactor*, 
applicants for DL & holders of CPs re regional workshop 
concerning Suppl 1 , NURE 0-0737, "Requirements for Emergency 
Response Capability 11 Svq list one 1 

EIBENHUT, D 0 Division of Licensing 83/02/01 Consolidated 

Edison Co of New York, Inc llpp 17221 226. 24X 

Fiche 50-000,03/02/01.0301210340 


6302150509 Documents commitment to provide fire protection features for 
portable communication *y* fixed repea tors, per SER 
Confirmatory Issue 37 Repeaters separated 6 Ha Ion fire 
suppression sys provided, 

EDELMAN, M R Cleveland Electric Illuminating Co 83/02/00 
YOUNGBLOOD, B j Licensing Branch 1 lp 17156 333 24X 

Fiche 50-440,03/02/08,83021505 09 


0302160192 Forwards final SALP Rept* 50-440/03-04 & 50-441/83-04 for 
Oct 1981 - Bept 1982 

KEPPLER, J G Region 3, Office of Director, 83/02/10 EDELMANj M R 
Cleveland Electric Illuminating Ct> 2pp 17162 183 24X 

fiche 90-440,03/02/10,8302160192 


— 0302 1 60201 SALP Repts 50-440/83-04 It 50-441/03-04 for Oct 1901 - Sept 
1982 Licensee rating In containment & other safety-related 
structures improved based on ability to identify Ik promptly 
correct deficiencies QA program adequate 

a Region 3, Office of Director 83/02/10- 21pp 17162 103 24X 

Fiche 50-440, 83/02/10. 0302160192 
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—8302160209 Coin (rent* on 630114 m.otlnj r. Oct 1901 ” ®JJ* !’fl„ 
.valuation Health p„,,*>e« pneJ'-am ctrensthen.d ouhetantial 1 4 
einc, imp Strcnj ngt attention paid to itaPPins S. 

eiELMAM?tlV' V cl«volena Electric Illuminating Co 83/01/2^ 
KEPPLER.J 0 Region 3< Office of Director 4pp 17162 206 24X 

F j c N* 50-440,63/02/10,8302160192 


-ras/issu as: 

s- „tke -sss»“ 

03 022802 06 


8302170233 Requests to make limited appearance statement at CL 
hearings 

HOFFMAN, M V Affiliation Unknown 83/02/07 NITC - Wo Oatiiin 

Affiliation Given ip 171B7 101 24 X Fiche 50-440,03/02/07., 

0302170233 


3302100202 Answer supporting NRC 030114 notion for sumrary dlipontm 
of Issue 9 re rad 1 a t i on-ind uc ed degradation of polymers NflC 
final rule on environ qua 1 1 f 1 c a t i on of elec tncal equipment 
compliance schedules remove issue as matter of controversy 
SILBERQ.J E Cleveland Electric Illuminating Co SILBERQ. J E 
Shaw, Pittman, Potts 4 Trowbridge 03/02/00 Atomic Safety anf 

Licensing Board Panel 4pp 17112 311 24X Fiche &0-440,, 83/07/’ ■J 

G302100202 


G Adjudicatory c orT* * p ond arc e 


9302010472 Memorandum U Order denying util 830106 motion for 
reconsideration of AS LB S21222 Memorandum U Order on summary 

JiScS , i t i°r K^i“u%^ C 8R!SH°r^ # S rPr AUmTc 0 S aJ:ty and Licensing 
BoeH^ane S5/il/W Cleveland Electric Illuminating Co I3pp 

?K« S« 24 X Fief,* SO-440, 03 / 0 . /26, W020 10472 


0302070601 to ■»« opp.oronc. «t»toiunt *t OL 


NANO ALL i 8 Affiliation Unknown 83/01/29 

Affiliation Given Ip 17034 200 24X Fiche 

0302070601 


NRC - No Detailed 

90-440, 03/01/29* 


0302060220 Requests to make limited appearance statement at OL 

OLOHlS?R Affiliation Unknown 83/01/30 Docketing h Services 
Branch lj> 17097 268 24X F iche, 50-440, 03/01/30, 8302080220 


--0302100209 Affidavit of S Kasturi supporting NRC motion for turur^ 
disposition of Issue 9 No reasonable basis exists to believe 
radiation dose rate affects on polymers wilt induce failures 
in safety-related equipment Prof qualifications enc 1 
KABTURIiS Cleveland Electric 1 1 luminatt ny Co KASTUR1,8 ET>5 
Nuclear, Inc 03/02/04 33pp 17112 315 24X 

Ftche 50-440,03/02/00, 8302100202 


--B302100213 Affidavit of DR Green supporting NRC motion for sur-ar 1 
disposition qf Issue 9 Surveillance 8< maint program incLudai 
features that enable identification of equipment 
degradation Certificate of Svc end 

GREEN, D R Cleveland Electric Illuminating Co 83/02/04 l£u 
17112 351 24X Fiche 50-440,83/02/00,0302100202 


0302250144 Advises of deadline extension until B30222 to respond t 0* 
Citiiens for Responsible Energy ninth set of 
interrogatories 

YOUNGBLOOD, B J Licensing Branch 1 83/02/00 QEffL CHGEifl, C II fir* 

Performance Branch LIAW, B D Materials Engineering Branch lj 
17299 359 24X Fiche 50-440,03/02/00,8302250144 


8302070553 Third set of interrogatories request for production of 
Certificate of Bvc end Related correspondence 
BWIOErIk A CUv.Und ClKtrU Co SHIOEB.rt A Bh»u, 

Pitt-ran. Patti 4 Traubridae 03/01/31 Ohio Citiiens for 

«^,r «»» '25 »« ««»• 90-440,83/01/31. 

83020705S5 


8302170264 Requests to make limited appearance statement at OL 
hearing 

DONAHUE, M United Assoc of Journeyman tc Apprentices of Pignbirj ; 
Pips Titters Industry 93/02/10 Docketing !< Services Ora^c* 
lp 17178 220 24 X Fiche 50-440,03/02/10, 8302170264 


9302000234 Ninth set of I nterroga fcories Certificate 
correspondence. 

HIATT, B L Ohio C & 1 1 tens fOT Responsible Energy 
Cleveland Electric Illuminating Co 14pp 17097 
Fiche 50-440, 03/01/31 . 83020B0234 


of Qvc end Related 

B3/01/31 
191 24X 


8302000269 Ninth set of interrogatories Certificate of Bvc end 


Related correspondence Q _ yA1 

HIATT, S L Ohio Citiiens for Responsible Energy 03/01/31 
Office of the Executive Legal Director 9p p 17056 34B 
Fiche 50-440, 03/01/31, B3020B026? 


24 X 


0302000 146 Requests to make 
h earing s 

T INIANOW, J C Sierra Club 
Branch lp 17097 221 


United appearance statement at OL 

03/02/02 Docketing k Services 
24 X Fiche 50-440, 03/02/02, B302080166 


8302040252 Answers to 820913 sixth set of interrogatories U ABLB 021223 
questions Certificate of Svc end 

CUTCHIN, J H Hearing Branch 4 63/02/03 Ohio Citiiens for 

Responsible Energy 65pp 17019 319 24X Fiche 50-440, 03/02/03, 

0302040252 


6302060217 Requests to make limited appearance statement a t OL 

hearings . _ , 

P INZONE, C R Af f i 1 iafclan Unknown 83/02/03 Docketing & Services 

Branch Ip 17057 274 24X Fiche 90-440,83/02/03,0302000217 


6302140009 Response in opposition to NRC 8301 I* motion for summary 
disposition of Issue 9 NRC failed to meet burden of 
proof Issue of environ qualification within ASLB 
jurisdiction Certificate of Svc end 

HIATT, 3 L Ohio Citizens far Responsible Energy 83/02/07 9pp 
I7J41 100 24X Fiche 50-4 40,03/02/07.6302140009 


0302090249 Roquasts to make limited appearance statement at OL 
bearing s 

PALUMBO, R Affiliation Unknown 03/02/11 Docketing AServlMl 

Branch lp I7D70 250 24X Ficho 50-440, 93/02/ 11, 8302O9O.M9 


0302170396 Requests to make limited appearance statement at OL himfj 
MORGAN, M J United Assoc of Journeyman & Apprentices qf FJuahlrj I 
Pips Fitters Industry 83/02/11 Office of the Secratary of t-i 

Commission Ip 17170 207 24X Fiche 50~ 440, 03/02/ 1 1 , 0302 1 7Gi?4 


8302160353 Requests to make limited appearance statement at DL 
hearings 

GLADDrNG, H Affiliation Unknown 83/02/12 NRC - Ho Ditiilil 

Affiliation Given lp 17167 30B 24X Fiche 90-440,03/02/1?. 

□302160353 


S3Q217D21 4 Requests to make limited appearance statement at l)L r**k»* 
hearing,per 10CFR2 713 

foMITH, L E United Assoc of Journeyman & Apprentices of Plutbiril 
Pipe Fitters Industry 03/02/12 Office of the G«c rotary «f t*» 

Commission lp 17179 083 24X Fiche 30-440,93/02/12.0302170314 


0302170206 Confirms 030214 tolcon b provides info re obtaining 
interrogatories an Issues 13-15 Copy of int orToga tor i *i will 
be hand delivered Postal Svc deserves blame for nondelivery 
W/s vc list 

BTLSEROrJE Shaw, Pittman, Potts Trowbridge B3/02/14 WI*1T-S 
Ohio Citiiens for Responsible Energy 2p p 17179 007 24X 

Fiche 30-440* 03/02/14, B3021 70206 


8302160438 Requests to make limited appoarance statement at t>L 
hearings 

QRUNTNERiC United Assoc of Journeyman 8< Apprentices of PlgUri l 
Pipe Fitters Industry 83/02/15 Docketing U Services 
lp 17213 019 24 X Ficho 50-440,83/02/15,0302160430 


—0302140016 Supplemental response to seccnd set of interrogatories & 
request for production of documents Certificate of Bvc 
• nc 1 

HIATT, 8 L, Ohio Citiiens for fiespomible Energy 63/02/07 
Cleveland Elactric Illuminating Co 5lpp I7I4I 109 24X 

F I e h • - 50-440, 83 A02/07. 63021400 09 


8302230429 Requests to make 
hearings 

MCI NT fflE, S Affiliation 

Affiliation Given tp 
0302230429 


limited appearance statement at OL 

Unknown 03/02/13 NRC - No OeUlUt 

17246 159 24X Fiche 80-440,03/02/15' 


0302140025 Requests to make limited appearance statement at DL hearing 
RICHMOND, 0 C International Brotherhood of Electrical Workers 
83/02/07 Docketing * Service* Branch lp 17141*179 24X 

Fiche’ 50-440, 03/02/07, 6302140025, 


6302100479 Advises that NRC will voluntarily answeT OK Citiiens far 
Responsible Energy 830131 interrogatories ra Issues 13.14 l» 

CUTCHIN, J M Hearing Branch 4 83/02/17 BLOCH - ,? D » 5 RIGHT, 6 0 r 

KLINE. J R Atomic Safety and Licensing Board Panel Ip J7?L0 •**] 
24X Fiche 50-440,83/02/17,0302180479. 
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3: 


9302230436 Requests to make 
hea rings 

BATTAGLIA. F Affiliation 
Branch lp 17245 255 


limited appearance statement at OL 

Unknown 83/02/17 Docketing L Services 
24 < Fiche 50-440, 83/02/17,8302230436 


8302230580 Motion to strika refs to "synergistic effects' 1 in OH 
Citicons for Responsible Energy 830207 response to NRC 
motion for summary disposition of Issue 9 re radiation 
induced degradation of polymers Certificate of Svc end 
SILBERQ, <J E Cleveland Electric Illuminating Co 3IL0ERG, J E 
Shaw, Pittman, Potts 6 Trowbridge 83/02/18 Atomic Safety and 

Licensing Board Panel 6pp 17257 095 24X Fiche 50-440, 83/02/18, 

0302230590 


8302250270 Requests to make limited appearance statement at OL hearing 
SULLIVAN, J F , HOULEHAN, F M Inti Assoc of Heat l* Frost Insulators 
* Asbestos Workers 83/02/18 Docketing St Services Branch lp 

17292 113 24/ Fiche 30-440,03/02/18,8302250270 


8302230244 Requests to make limited appearance statement at OL 
hearings 

GENOVESE, J Affiliation Unknown 83/02/20 NRC - Md Detailed 

Affiliation Given lp. 17292 328 24X Fi che 50-440, 93/02/20, 

83022S0244 


0 3022Q0160 Answer supporting NRC 830200 motion for deadline by which OH 
Citizens for Responsible Energy must specify scenario to be 
litigated under Issue 8 Concurs in NRC arguments Certificate 
of Qvc end 

3ILBER0, JE Cleveland Electric Illuminating Co 6IL0ERG, J E 
Shaw, Pittman, Potts b Trowbridge 83/02/23 Atomic Safety and 
Licensing Board Panel 4pp 17306 039 24X Fiche 50-440,83/02/23, 

8302280160 


0302280266 Forwards amend to F8AR filed w/NRC re itandby liquid control 
sys Amend referenced in util 820B13 1 tr to NRC included in 
applicant 820820 answer to Sunflower Alliance second set 
of interrogatories W/a end Related correspondence 
BrLBERG, J E Shaw, Pittman, Pott* 6 Trowbridge 8IL0ERG, J E 
Cleveland Electric Illuminating Co 83/02/23 HIATT ■ 0 Ohio 

Citizens for Responsible Energy 2pp 17312267 24X 

Fiche 50-440,83/02/23,8302280266 


K General correspondence 


G Inspection reports, IE Bulletins & correspondence 


8302040039 Addl response to FOIA request for 12 categories of documents 
re facilities Personal info deleted from documents r« util/ 
contractor employee allegations concerning GA deficiency 
Forwards App A documents Document 31 available in PDI? 

FELTON, J li Division of Rules end Records 82/12/30 HIATT, 0 L. 

Ohio Citizens far Responsible Energy 3pp 17045 144 24X 

Fiche 50-000,02/12/30,0302040039 


— B30204007J Control complex bldg high strength bolting operation insp J 
testing checkoff sheet 

CRAY, 0 PBI Industries. 77/03/09 lp 17045 149 24* 

Fiche SO'OOO, 02/12/30, 0302040039 


— 8302040076 Forwards util 000825 mono discussing alligation re imprope 
sandblasting of containment liner plate Investigation 
underway LK Comstock Co, Inc noncanf ormanc * rept end 
WILLIAMS, C Region 3, Chicago, Reactor Construction & Engineering 
Support Branch 30/09/04 N OREL I US, C Region 3, Chicago* Office 

of the Director 4pp 17045 ISO 24X Fiche 50-000,82/12/30, 
8302040039 


— 8302040101 Discusses allegations received by TV reporter re reactor 
biological shield 6 weld craclc coverup Biological shield 
problems reported under 10CFR90 99(e) Cracked weld on 999- f t 
elevation could not be located Matters closed 

WEIL,C If Region 3, Chicago, Office of the Director (81/03/01) 
32/01/20 Region 3, Chicago, Office of the Director (01/03/01) 
3pp 17043 211 24X Fiche: 50-000, 82/12/30,8302040039. 


—8302040107 Advises of 811202 teicon w/E Cor y, re p or ter for WEW9-TV in 
Cleveland,™ allegations concerning reactor biological 
shield & weld CT«ck coverup 

MARABITO, R J Office of Public Affairs 01/12/03 WARNICK, R 
Enforcement L Investigation 8taff ip 17045>214 24X 

Fiche 50-000, 62/ 12/30, 8302040039 


— 8302040111 Forwards graphics summarising const site noncompli ance dat 
for 1976-80 

HIND. J A Division of Emergency Praparodnss* & Operational 
Support 02/02/05 KEPPLER, J 0 Region 3, Office of Director, 
23pp 17045 219 24X Fiche 50-000*82/12/30,930204003?. 


8302040105 Responds to 821214 ltr commenting on potential propane leak 
from Lake Underground Storage Facility to Morton Balt Mine 
& effects on safe operation of nuclear plants Accidents at 
Morton Mine would have no 111 effects on nuclear plants 
YOUNGBLOOD, D J Licensing Branch 1 83/01/27 D 1MBER, R 

Affiliation Unknown 2pp 17043 174 24X Fiche 30-440,83/01/27, 

8302040105 


— 0302040168 Forward* CH Mill 820200 memo re allegation concerning 
Pullman Power Products, mechanical subcontractor at 
facilities Alieger refused to provide NRC further info 
Assistance request form end 

WARWICK, R F Region 3, Office of Director. 92/02/0? 
NOR-ELlUSiC E Division of Engineering 3pp. 17049 271 24X 

Fiche 30-000,02/12/30,8302040039 


0302040496 Forwards R Bimber 821214 ltr re potential propran* leak 
from Lake Underground Storage Facility to Morton Salt Mine 6 
effects on nuclear plants Util requested to address any 
inconsistencies claimed FSAR will be updated or corrected 
70UNGDLQQD, B J Licensing Branch I 03/01/31 EDELMAN, M R 
Cleveland Electric Illuminating Co 2pp 17042 237 24X 

Fiche 50-440,03/01/31,8302040456 


K Utility Final Safety Analysis Report (FSAR) it amends 


0212020091 Forwards Amend 10 to FSAR 

DAVIDSON* D R Cleveland Electric Illuminating Co 02/11/23 
DENTON, H R Office of Nuclear Reactor Regulation,, Director 3pp 
16274 176 24X Fiche 50-440, 82/ U/23, 8212020091 


— 821.2020090 Amend 10 to FSAR W/629 oversize drawl ng s. Ap erture cards are 
available in PDR 

« Cleveland Electric Illuminating Co 02/11/2? 420pp 

16274.17? 24X Fiche 30-440,82/11/23,8212020091 


0302170338 Forwards Amend 11 to FSAR Amend incorporates previously 
submitted responses to Environ duel i f icatian Branch 
quit Hons 

EDELMAN. M R Cleveland Electric illuminating Co 03/02/15 
DENTON, H R Office of Nuclear Reactor Regulation! Director 3pp 
17104 181, 24X Fiche 50-440,83/02/15,8302170330 


— 8302040178 Discusses allegation re Pullman Power Products welding 
«c t i vi t i e * , mat 1 storage & enai nt, nonconf ormanc « repts,NDE» & 
piping Alieger refused to provide NRC further info 
WE It., C H Region 3, Office of Director 82/02/00 Region 3. 
Office of Director 3p p 17045 274 24X Fiche 50-000,02/12/30, 

9302040039 


— 0302040106 Discusses allegation re installation of diesel generator 
*tator 4t rotor u/o approved procedures Field mod of 
procedure acceptable Case closed 

WEIL, C H Regiona, Office of Director, 02/03/17 Region 3, 
Office of Director 2p p 17045 277 24X Fi che 90-000, 92/ 12/30, 

0302040039 


— 8302040197 Forwards updated noncompliance history fur co-net sites for 
1976-01, per <JJ Harrison request Total insp hours for each 
facility added 

HIND, J A Division of Emergency Preparedness 6 Operational 
Support 02/06/00 SPESBARDiR L Division of Project & Resident 
Programs. 2 P p 17045 279. 24 X Fi che 30-000, 82/12/30, 0302040039 


— 0302040332 Forwards 1901 comparison data for operating fc const plants 
consisting of total numbers of none amp l lane e items, repti 
Issued, Insp hours, sever £ ty lave Is* p oints U hours per rept U 
i tern 

SUCHARSKI, L Region 3, Office of Director 82/07/00 

KEPPLER, J 0 Region 3, Office of Director 13pp 17043 201 24> 

FicM* 30-000*82/12/30. 0302040039 


— 83-02170340 Amend U to F8AR. 

* Cleveland Electric Illuminating Co 03/02/19 275pp 

17104 184 24X Fiche. 90-440, 83/02/15,0302170338. 


--03O2O4O33S Advises that insp of allegations re Pullman Power product? 
at facilities conducted per Region 3, Div of Engineering & 

Technical Program 820209 request IE - Insp Repte 30-440/02-03 
h 30-441/02-03 Issued. Insp evaluation end 

WElLrC H Region 3, Office of Director 82/07/00 Region 3i 
Office of Director. 3pp 17043*294 24X Plche. 50-000* 82/ 12/30, 

030204003? 
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—03 020 4 037 3 Forward* DO Wilt 020514 ltr for r esp o n s e* ad d r sts in g 
potential damage to piping between cooling tower t< turbine 
condenser at facility Investigation unwarranted 
FOSTER* J E Region 3, Office of Director 92/07/21 
NQRELIOB, C E Division of Engineering Ip 17045 299 24X 

Fiche 50-000*02/12/30*0302040039 


—0302040370 Evaluation of 021011-1? in ip CJE Insp Rept* 50-440/02-12 h 
80-441/02-1 1 ) 

YIN. I Region 3, Office of Director 02/10/13 3pp 17045 301 
24X Fiche 50-000.02/12/30.9302040039 


— B3020 40301 Reipontf* to 620514 ltr expressing concern re piping between 
coaling towers U turbine condensers at facility Piping i-a 
not saf ety-rela ted 6 does not come under NRC jurisdiction or 
insp program 

KEPPLER, J G Region 3. Office Of Director 02/00/20 WILT* D D 
Wegman, Messier & Vandenburg Ip 17045 304 24X 

Fiche 50-000,62/12/30,0302040039 


—0302040306 Forwards Kfl Nairfu 620624 memo to CE Morel ius re flammable 
matl used in Class IE switchgear Plan 8* schedule for action 
required by 820924 

DAVIS, A B Division of Project & Resident Programs 92/06/25 
Division of Engineering lp 17043 305 24X 

Fiche 50-000,62/12/30,6302040039 


— 03020 403S8 Evaluation of 021012-13 ii*sp < IE Insp Repts 50-440/62-13 !< 
50-441/62-12) 

OEGTHANN. M J Region 3. Office uf Director, B2/10/I4 2pp 
17045 310 24X Fiche: 30-000, 62/12/30,6302040039 


--B30204Q3B9 Forwards JO Keppler 790524 response to ltr to Senator 
Ketrenbaum re shoddy workmanship at facilities Matter closed 
per 790522 discussion Personal info delated 
NOR EL I US, C E Region 3, Chicago, Office of the Director 
79/05/30 WARD, W J Office of Inspection & Enforcement, Office Df 
the Director lp 17045 312 24X Fiche 50-000, 82/12/30* 

0302040039 


— 0302040395 Discusses allegations re electrical work at facilities 
Unresolved items re conduit reaming documented in IE Insp 
Repts 50-440/80-16 l, 50-441/00-15 Mo basis found for full 
investigation Personal info deleted Related info unci 
FOSTER* J E Region 3, Chicago, Office of the Director (31/03/01) 
01/01/20 Region 3, Chicago, Office of the Director (01/03/01 J 

7pp 17045 320 24X Fi che 50-000, 02/ 1 2/30, 6302040039 


— B302040431 Discusses alleged threat against life of QC inspector 
employed by LK Comstock Co Individual life not threate-nod 
No further action planned & matter considered closed 
Personal info deleted Related info end 

WEIL.C M Region 3, Chicago, Office of the Director (01/03/01) 
81/12/31 Region 3, Chicago, Office of the Director <91/03/01) 

App 17045 391 24X Fiche 50-000*02/12/30.0302040039 


--6302040435 Discusses allegations from former employee of Gilbert 
Aisoc re pipe stress calculations S' concrete in syr water 
bldg Mgt meeting held w/Ucens ee on 011215 re planned 
tuprovements Case closed Personal info deleted 

FOSTER, JE Region 3, Office of Director 02/02/02 Region 3, 
Office of Director 2pp 17045 357 24 X Fiche 50-000* 82/ 12/30 

0102040039 


— 0303040440 Discusses allegation re possession of false AWS certiflcat* 
by former QC inspector Matter closed for listed reasons 
Personal info deleted 

WEIL, C H Region 3, Office of Director 02/03/13 Region 3, 

Office of Director 2pp 17043 33? 24X Fiche 30-000.02/12/30, 

0302040039 


8302O4037S Expresses concern re potential defect in piping between 
cooling tower £, turbine condenser at facility 

WILT, D D We gman. Messier L Vandenburg 92/05/14 KEPPLER.J 0 
Region 3, Office of Director lp 17043 300 24X 

Fiche 30-000,02/12/30,0302040375 


0302040040 Forwards IE Insp Repts 5Q-440/B2-I7 8, 30-441/02-16 on 
021101-1231 Wo n one ump 1 ia nc c noted 

KN0P,R C Division of Project U Resident Programs 83/01/20 
EDELMAN* M R Cleveland Electric Illuminating Co 2p p 17020 344 
24X Fiche 50-440,03/01/20*0302040040 


— 0302040045 IE Insp Repts 50-440/B2-17 & 50-441/82-16 on 921101-1231 N 0 
noncomp Han noted Major areas inspected safety-related 
const activities, Including followup on previous insp 
findings & participation in SALP Board fi, licensee meetings 
01 LDNER, tt L , ftONKLIN, J e Division of Project t Resident 

Programs 03/01/19 3pp 17020346 24X Fiche 50-440*03/01/20, 

0102040040 


0212060353 IE Info Notice 03-01, ’'Ray Miller, Inc 11 Svc list enc 1 
JORDAN* C L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of New 

York, Inc llBpp 17023 160 24X Fiche 50-000,03/01/26,0212060350 


— 6302040396 Forwards Allegation ltr received by licensee from former 
electrical inspector at facilities Individual has not 
contacted NRC W/o end 

WILLIAMS, C C Region 3, Chicago, Office of the Director 
00/06/23 NORELTUD, C E Region 3* Chicago* Office of the 
Director lp 17045 327 24X Fiche 30-000,02/12/30,8302040039 


— 0302040405 Forwards IE Insp Repts 50-440/90-2? & 50-441/80-27, per 
601222 & 23 ttlcooft Personal Info deleted W/o end 
PHILLIP, 0 A Region 3, Chicago* Office of the Director (61/03/01) 
81/01/20 Affiliation Unknown Ip 17045 342 24X 

Fiche 30-00 0,62/12/30*6302040039 


— 0302040400 Forwards IE Insp Repts 50-440/80-29 & S0-44I/&0-27 re 
allegation concerning defective weld U C Weil transcribed 
notes No further action planned & matter considered closed 
Personal info deleted W/o ends 

PHILLIP, 0 A Region 3, Chicago, Office af the Director <01/03/01) 

81/01/20 Region 3, Chicago, Office of the Director <91/03/01) 

lp 17045 343 34X Fiche 50-DOO, 82/12/30, 0302040039 


8302000167 Responds to IE Bulletin 02-04, "Do f lc 1 enc les In Primary 
Containment Electrical Penetration Assemblies " Burtkei — Remo 
electrical penetration assemblies not utiliied at 
f-ecili ties 

CDELMAN,M R Cleveland Electric Illuminating Co 
KEPPLER , J F Region 3, Office of Directoi lp 
Fiche 50-440,83/01/27,8302000167 


03/01/27 
17057 222 


24K 


9212060360 IE Info Notice B3-02, M Llmi torque HOOC, H1BC, H3BC l< H3BC 
©airheads ” Svc list end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Raspons* (Post 330103) 83/01/20 Consolidated Edison Co of New 

York, Inc i09pp 17144 001 24X Fiche 50-000,03/01/20*8212060340 


0212060361 IE Info Notice 03-03, "Calibr of Liquid Level Instruments “ 
Eve lift enc I 

JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/28 Consolidated Edison Co of New 

York, Inc 1 lOpp 17074 095 24X Fiche 50-000*03/01/20,0212060361 


03020404 14 Forwards RN Gardner 011005 memo to CC Williams re allegation 
concerning reactor vessel inner steel No basis found for 
investigation No further action planned & matter considered 
closed Personal info deleted 

PHILLIP, 0 A Region 3, Chicago, Office of the Director <01/03/01) 
81/10/13 Region 3* Chicago, Office of the Director <91/03/01) 

lp 17043 '347, 24X Fiche 50-000, 62/12/30, B302G4003? 


0302040421 Informs of allegation re reactor vessel inner steel 
Stainless steel welded to cover defective paint/coating 
Steel tensile strength ruined during welding process 
Personal Info deleted 

GARDNER, R M Region 3, Chicago, Office of the Director (01/03/01) 
81/10/03, WILLIAMS, C C Engineering Inspection Branch lp. 
17043 340 24 X Flchs 50-000, 82/12/30, @302040039 


B302040429 Discusses allegation t* foundation work at facilities Dub 
Insufficient inf q< ho further action planned & matter 
considered dosed Personal info deleted. 

A 3, Chicago, Office of the Director <01/03/01) 

ai/12/17 Region 3, Chicago, Office of the Director <01/03/01) 
2pp 17049 34? 24X Fiche 50-000,82/12/30,0302040039 


B302030303 Advtaei of 630207 open forum in Chicago, IL re recent rev tu 
1 OCFRSO 54 It 50 55 IE will conduct formal presentation 
followed by question fi- answer session Requests that 
participation be limited to throe people 

0PESSARD, R L Division of Engineering 83/01/20 Commonweal th 
Edison Co 2pp 17009 107 24X Ficho 50-000,03/01/29,0302030303 


0302040363 Ac k receipt fo 021027 1110 Itrs informing NRC of steps 

taken to correct violation# noted in IE Insp Repts 
30-440/01-1? 50-441/01-19 Response did not meet format of 

1 0CFR2 201 


KEPPLER, J 0 Region 3, Office of Director 
Cleveland Electric 1 1 luminating Co 2pp 
Fiche 50-440,83/01/20,0302040363 


83/01/29 
17019 013 


EDELMAN, M R 
24X 


■03020 40366 Responds to NRC 020927 ltr re violations noted in IE Insp 
Reft* 30-440/01-19 fc 50-441/Bl-l? Corrective actions memo 
Issued reiterating correct procedure for routing ?< review of 
vendor drawings 1 LK Comstock Procedure 433 revised 
DAVIDSON, D R Cleveland Electric Illuminating Co 62/10/2? 

KEPPLER, J G Region 3, Office of Director 17pp 17019 017 24X 

Flcha. 50-440, 83/01/20, 0302040365 



DOCKETED ITEMS 


—8302040368 Corrects info tn Paragraph V 0 2(b) of 021027 response to 
NRC 020927 ltr re violations noted in IE Insp Rept* 

50-440/01-19 it 50-441/01-19 LK Comstock Procedure 4 3 3 
evaluated No procedure rev necessary 

DAVIDSON, D R Cleveland Electric Illuminating Co B2/1I/10 
KEPPLER, J 0 Region 3, Office of Director 2p p 17019 034 24X 

Fiche 50-440,03/01/28,8302040365 


8303150363 Forwards IE Insp Repts 50-440/82-15 L 50-441/92-14 on 
021101-04 No noncompliance noted 

NQRELIUS, C E Division of Engineering 83/01/20 EDELMAN, M R 
Cleveland Electric Illuminating Co 2pp 17157 257 24X 

Fiche 30-440, 03/01/28, 0302 1 50363 


■8302150367 IE Insp Repts 50-440/82-15 t 50-441/02-14 on 821101-04 Nd 
nsncomplUnce noted Major areas inspected licensee 021027 
response to noncomp 1 iance noted in IE Insp Repts 
30-440/01-1 9 t< 50-441/01-19 ra cable pulling procedures 
N4IDU, K R , WILLIAMS, C C Division of Engineering 83/01/13 
Qpp 17197 259 24X Fiche 90-440,83/01/28,8302150363 


0302070261 Ack receipt of NRC 030126 ltr on info re recent deficiencies 
in quality IE Info Notice 83-01 will be acted upon promptly 
Significant deficiencies identified will be reported per 
1 OCFR50 93* 

GINN, R M Cleveland Electric Illuminating Co 03/02/01 YOUNG, R C 

Director 7 * Office, Office of Inspection and Enforcement ip 

17031 355 24X Fiche 30-440, 03/02/01 , 8302070261 


8302100204 Forwards IE Insp Repts 50-440/83-01 tt 50-441/83-01 on 
030111-14 & notice of violation 

KNOP , R C Division of Project t Resident Program* 83/02/03 
EDELMANrM R Cleveland Electric Illuminating Co 2pp 17215 342 
24X Fiche 50-440,03/02/03,8302180204 


— 8302100200 Notice of Violation from insp on 830111-14 

KNOP,R C Division of Project $< Resident Programs 03/02/03 lp 
17215 344 24X F i che • 50-440, 83/02/03, B302 1 00204 


—0302100213 IE Insp Repts 30-440/83-01 it 30-441/03-01 on 830111-14 
Noncompliance noted failure to take timely corrective action 
re procedure rev 

PELKEiP R , KONKLINiJ E Division of Project * Resident Programs 
33/02/02 4pp 17215 345 24X Fiche 50-440, 83/02/03, 0302 1 80204 


0302160(92 Forwards final SALP Repts 50-440/03-04 it 50-441/03-04 for 
Oct 1981 - Sept 1982 

KEPPLER, JO Region 3, Office of Director 03/02/10 EDELM AN, M R 

Cleveland Electric Illuminating Co 2pp 17162 103 24X 

Fiche 50-440,03/02/10,8302160192 


—0302160201 SALP Repts 50-440/03-04 * 50-441/03-04 for Oct 1901 - Sopt 
1982 Licensee rating in containment L other saf ety-related 
structure* improved based on ability to identify !< promptly 
correct deficiencies OA program adequate 

* Region 3, Office of Director 83/02/10 21pp 17162 185 24X 

Fiche 50-440,83/02/10,0302160192 


— 8302160209 Comment* on 930114 meeting re Oct 1901 - Sept 1902 SALP 
eva luation, Heal th physics program strengthened substantially 
since insp. Strong mgt attention paid to staffing tt 
experience levels 

EDELMANiM R Cleveland Electric Illuminating Co 03/01/21 

KEPPLER, J 0 Region 3, Office of Director 4pp 17142 206 24X 

Fiche- 50-440, 03/02/10, 8302160192 


0302180424 Act receipt of 830121 ltr informing NRC of step* taken to 
correct violations noted in IE Insp Rept* 50-440/81-19 & 
50-441/01-19 

NDRELIUS, C E Division of Project L Resident Programs 83/02/14 
EDELhANiM R Cleveland Electric Illuminating Oo Ip 17215-189 
24X Fiche 50-440,83/02/14,0302180424 


—3302100434 Responds to NRC 820927 ltr re violations noted in IE Insp 
Repts 50-440/81-19 50-441/81-19 Corrective actions: 

penetration insp records reviewed tt motor control ctr,unit 
substation i- switchgear reverification program* complete 
EDELMAN, M R Cleveland Electric Illuminating Co 83/01/21 

KEPPLER, J 0 Region 3, Office of Director 2pp 17215*190 24X 

Fiche, 30-440, 83/02/ 1 4, 03021 00424 


82 1 2060363 IE Info Notice 83-04* ’'Failure of Elma Power Supply Units " ( 
9 vc list end 

JORDAN* E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 03/02/10 Consolidated Edison Co of Neui 

York, Inc UQpp 17347.191 24X Fiche. 50-000, 83/02/10, 821 2060363 


0212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Leva 1 Radwaste - 10CFR20 302 " 8vc list end, 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of New 

York, Inc lllpp 17347 050 24X Fiche, 50-000, 63/02/24* 821 2060365, 


8212060366 IE Info Notice 83-06, "Nonld entica 1 Replacement Pert* M 
8vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 93/02/24 Consolidated Edison Co. of Nf 

York, Inc 1 12pp 17361 148 24X Fiche 5 0-000, 03/02/24, 021 20603f 


8302200509 Ad receipt of 020927 ltr informing NRC of steps taken to 
correct violations noted in (E Insp Repts 50-440/81-16 & 
50-441/81-16 

SPESSAR D, R L Division of Engineering 03/02/24 EDELMAN, M R 
Cleveland Electric Illuminating Co lp 17309 075 24X 

Fiche 50-440, 03/02/24,0302280509 


— 0302280513 Respond* ta NRC 820103 ltr re violations noted in IE Ins 
Repts 50-440/01-16 it 50-441/81-16 Corrective action* remain 
a* identified in 020128 ltr Completion scheduled for 030630 
DAVIDSON, D R. Cleveland Electric Illuminating Co 02/09/29 
NOREL I US, C e. Division of Engineering lp. 1730? 076 24X 

Fiche 50-440.63/02/24.8302280509 


8 Reportable o cc urrenc a*. LER* L related correspondence 


0302040061 Interim Deficiency Rept ROC 64<B3) r# bracket weld* for me 
steam It rec ir cv lation eye pipe whip restraint* Initially 
reported on 821228 Linear indication* caused by mfg error. 
Corrective action will he evaluated Next rept by 830415 
EDELMAN, M R. Cleveland Electric Illuminating Co 03/01/26 

KEPPLER, JO Regions, Office of Director 2pp 17020331 24X 

Fiche 50-440, 83/01/26, 8302040061 


0302000323 Clarifies 030114 final rept on suppression pool floor plat 
welding deficiencies Top 1/4-inch of weld matl removed from 
all suspect weld* in suppression pool floor 
EDE( MAN, M R Cleveland Electric Illuminating Co 63/02/01 

KEPPLER, JG Region 3, Office of Director 2pp 17056 310, 24X 

Fiche 50-440, 03/02/01,8302000323 


93021 30216 Fina 1 deficiency rept re Drillco corebore type bit* 
Initially reported on 830104 Addl testing determined that 
3/4-inch it 1-inch Dri 1 lco-Ini ta 1 1 ed bolt* acceptable Issue 
not reportable per 10CFR30 55<el 

EDELMAN, M R Cleveland Electric Illuminating Co 83/02/03 

KEPPLER, J 0 Region 3, Office of Director. 2pp. 17130 032 24X 

Fiche 30-440, 83/02/03,8302150216 


U Congras slona 1/Execut l v* Correspondence 


8302040039 Addl response to FQIA request for 12 categories of documen 
re facilities Personal Info deleted from document* re util/ 
contractor employee allegations concerning OA deficiency 
Forward* App A document* Document 31 available in PDR, 

FELTON* J M Division of Rule* and Record*. 82/12/30 HIATT* 8 L 
Ohio Citiien* for Responsible Energy 3pp. 17043 144 24X 

Fiche 50-000, 02/12/30, 0302040039 


— -7910230415 Forwards constituent ltr r* concern over lhoddy work 
practices at nuclear reactor const site 

MET7ENQAUM, H M Senate 79/04/16 Commissioners 5pp. 
17045 315 24 X Fiche 50-000,02/12/30,0302040039 


V Operator Examinations 


0301310203 Generic Ltr 83-06 to all power reactor 1 (centres, ap p 1 leant 
for OLsjNSS vendors* reac tor vendors k AE re certificate* 
tt revised format for reactor operator L senior reactor 
operator licenses 8vc List end 

EI8EMHUT, D O Division of Licensing 83/01/31 Consolidated 

Edison Co of New York, Inc I4pp 17347 177 24X 

Fiche 50-000,03/01/31,0301310203 


0302200306 Responds to Generic Ltr 03-01 re operator license exams. 
Schedule of license exams through 1905 submitted 
EDELMAN* M R Cleveland Electric Illuminating Co. 03/02/22, 
EISENHUT, D O Division of Licensing 2pp. 17312.361 84X 

Fiche 50-440, 03/02/22, 0302280306 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A App! icafci on /con struct! on stage documents tt corre*pondence 


0302170482 Board Notification 03-1 forwards DNL draft rept* 

,f Id enti f icati on of Selsmlcally Risk-Sensitive 8ys & 
Components in Nuclear Power Plant* - General Methodological 
Approach H 

EJSENHUT, D, O, Division of Licensing FIN A-3397 03/02/Ot 

PALLADINOi N. J Commissioners 134 pp 17203 30? 24X 

Fiche 30- 000, 03/02/01, 83021704 82 
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8302240112 Forward* request for addl info re plant-specific application 
of BUR Owner* Group saf e t y/r* l i ef valve operability test 
results per Tfll Action Plan Item II D I Response requested 
within 7 days of receipt of Itr 

YOUNGBLOOD, B J Licensing Branch 1 83/02/04 EOELMAN.M ft 

Cleveland Electric Illuminating Co 4pp 17268 299 24 X 

Fiche 50-440, 03/02/04 f 93022401 12 


B3020B0295 Generic Lfcr 83-09 to all Operating reactor licensees, 
applicants for QL k haldars of CP for C-E PWR* re review of 
C-E Owners Group emergency procedures guideline program Eve 
1 1 it «nc 1 

EtSENHUT, D 0 Division of Licensing 83/02/00 Consolidated 

Edison Co of New York* Inc llpp 17290 247 24X 

Ficht. 50-000, 03/02/08, 9302000295 


8302090301 Generic Ltr 03-05 to BWR licensees of operating reactors 
(accept LACBWR ), applicants for OL & holders of CP re SER of 
"Emergency Procedure Guide 1 ines rftev 2. n NEDO-24934, June 
1992 Gu i d el i n ft ac cep tab 1 e„ Svc lift end 

EI8ENHUT, D 0 Division of Licensing. 83/02/00 Commonwealth 

Edison Co 6pp 17234 245 24* Fiche 50-000, 83/0 2/OB, 8302000301 


83022403 1 9 Summary of 030203 meeting u/appl i c ant in Oethesda, MD re 
seismic /dynamic equipment qua! 1 f lea fri on* pump & valve 
qualification U environ equipment qualification List of 
participants end 

BTEFANO, J J Licensing Branch I 83/02/09 Licensing Branch 1 

5pp 17284' 341 24 X Fiche 50-440, 03/02/09.8302240319, 


8302240123 Requests updated description of GA program for design «< 
const indicating revs relative ta program reviewed & 
accepted by NRC A documented In PSAR 

YOUNGBLOOD, B J, Licensing Branch 1 83/02/ io EOELMAW, H R 

Cleveland Electric Illuminating Co. 3pp 17260 370 24X 

Fiche 30-440.03/02/10,9302240123 


8302230719 Informs of intent to submit updated description of 
corporate nuclear GA program used for design le const of 
plants, in response to 030210 ltr Info will be incorporated 
into F8AR Chapter 17 l 

EDELMAMiM R Cleveland Electric Illuminating Co 83/02/17 
YOUNGBLOOD, B J Licensing Branch I lp 1724B 362 24* 

F t c h e . 30-4 40, 03/02/ 17, 830 22307 1 9 


0302200239 Forwards Rev 1 to fEDE-24326-1 -P, "QE Environ Qualification 
Program " Rev withheld (ref 10CFR2 790) 

EDEUfAN.fi R Cleveland Electric Illuminating Co. 83/02/22 
YOUNQBLGDD, B J Licensing Branch 1 6pp 17310 396 24* 

Fiche - 30-440, 83/02/22, 8302290239. 


E NRC Safety Evaluation Report <S£R), supple U cur r espontf enc« 


B302040400 Forwards draft FBAR changes re SER modi to standby liquid 
control sys, scram discharge eye & new redundant reactivity 
control sgs Changes will be incorporated into next F9AR 
amend. 

EDELMAN, M R Cleveland Electric Illuminating Co 83/0 J /26 

YOUNGBLOOD, B J Licensing Branch 1 7Bpp r 17019 078 24* 

Fiche 30-440, 03/01/26, 0302040400. 


0302070325 Forwards update of program to resolve concerns raised by 
J Humphrey, w/resul t* of completed action plans, per BER 
Outstanding Issue 9 on Mart III containment sys issues 
Schedule for completion of unresolved item* noted 
EDELMAN, M R Cleveland Electric 1 1 luml nati ng Co 03/01/26 
YOUNGBLOOD, 8 J Licensing Branch l 8lpp 17030 233 24* 

Fiche: 30-440, 83/0 i /2A, 0302070323 


0302040038 ForweTds draft F8AR pages for App 3A & 30 Change provides 
description of safety relief valve * LOCA-relaterf 
hydrodynamic load definition for Mart III containment re 
8ER Outstanding Itiua 9. "Pool Dynamic Loads H 
EDELMAN. M R Cleveland Electric Illuminating Co 83/01/31 
YOUNGBLOOD, B J Licensing Branch 1 75pp 17021:001 24X 

Fiche 30-440 1 03/01/31,0302040038 


0302070301 Forwards response to 8ER. Confirmatary Issue 21 re 
suppression pool temp limit* Response addresses plant- 
ipeciflc info & assumption* used in analyses to meet 
NURE0-0783 requirements <k criteria 

EDEiMAN, M. R, Cleveland Electric Illuminating Co 03/01/31 
YOUNGBLOOD, 8 J. Licensing Branch l l&pp. 17029 097, 24X 

F i c h e • 50- 440, 03/01/31, 930207030 1 


8302070313 Forwards add! info re SER Outstanding Issue 12 on manual 
initiation of E8F eye, per 921104 request Design provisions 
consistent u/IEEE-279 guidelines It meet 10CFR50 
requirements, 

EDELMAN, M. ft Cleveland Electric Illuminating Co. 03/01/31 
YOUNGBLOOD, B J Licensing Branch 1. 8pp. 17029.133, 24X 

F i c h e • 50- 440, 03/01 /3 i , 830207031 3 


03021 0027A SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF PERRY 
NUCLEAR POKER PLANT. UNITS 1 AND 2 Docket Nos 50-440 And 
50-441 (Cleveland Electric Illuminating Company) 

* Office of Nuclear Reactor Regulation, Director NUREQ-0887 SQ2 
B3/01/3I 60 p p 17133 28A 24* Fie ho 50-440. 03/01 /3 l , 8302100276 


8302150509 Documents commitment to provide fire protection features foi 
portable communication eys fixed repeaters, per SER 
Confirmatory Issue 37 Repeaters separated l> Halon fire 
suppreision sys provided 

EDEtMANrM R Cleveland Electric Illuminating Co 03/02/09 
YOUNGBLOOD, B J Licensing Branch 1 lp I715A 333 24X 

Fiche 50-440, 03/02/00. 0302150509 


03Q228O2O0 Responds to 930105 ltr re SER Confirmatory Issue 14 on 
overheating of gadolinia fuel pellets CE rept Verified that 
fuel melting not expected to occur during normal steady- 
state operation or during whole core anticipated transient 
EDELMAN. MR Cleveland Electric Illuminating Co 83/02/19 
YOUNGBLOOD, B J Licensing Branch i lp 17312 1A1 24X 

Piche 30-440, 83/02/18, 0302200200 


T Security, medical, emergency tt fire protection plans 


0302070196 Advise* of delay in submittal of revised emergency plan, due 
to extensive NRC-required revs & need for consistency 
tu/offsite plans Revised emergency plan will be submitted by 
830301 

EDELMAN, M R Cleveland Electric Illuminating Co 83/01/31 
YOUNGBLOOD, B J Licensing Branch 1 lp 17031 307 24* 

Fiche 50-440, 03/01/31, 8302070196 


330 1210340 Generic Ltr 03-04 tq all licensees of operating reactors, 
applicants for OL L holders of CPs re regional workshop 
concerning Suppl l , NUREG-0737, "Requirements for Emergency 
Response Capability " 8vc list end 

EISENKLPT.DO Division of Licensing B3/02/0J Consolidated 

Edison Co of New York. Inc llpp 17221 22A 24X 

Fiche 50-000.03/02/01,8301210340 


03021 90509 Documents commitment to provide fire protection features for 
portable communication sys fixed repeaters, per SER 
Confirmatory Issue 37 Repeaters separated tt Halon fire 
suppnssion sys provided 

EDELMAN, M R Cleveland Electric Illuminating Co 03/02/OS 
YOUNGBLOOD, 9 J Licensing Branch 1 lp 17156 333 24X 

Tiehe 30-440,03/02/00,0302130509 


0302160192 Forwards final SALP Repts 50-440/83-04 U 50-441/B3-D4 for 
Oct 1981 - Sept 1982 

KEFPLER, J G Region 3, Office of Director 83/02/10 EDELMAN, M R 
Cleveland Electric Illuminating Co 2pp 17162 183 24X 

Fiche 30-440,03/02/10,8302160192 


— 8302 1 60201 SALP Repts 50-440/83-04 fs 50-441/83-04 for Oct 1901 - flept 
1982 Licensee rating in containment 6 other safety-related 
structures improved based on ability to identify V promptly 
correct deficiencies QA program adequate 

a Region 3, Office of Director 03/02/10 2tpp 17162 185 24X 

Fiche, 50-440, 83/02/10, 0302160192 


— □302160209 Comments on 0301 14 meeting re Oct 1901 - Sept 1902 8 ALP 
evaluation Health physics program strengthened substantially 
since insp Strong mgt attention paid to staffing 
experience level* 

EDELMAN, M R Cleveland Electric Illuminating Co 93/01/2! 

KEPPLER, J G Region 3, Office of Director 4pp 17162 206 24X 

Fiche 50-4 4 0,83/02/10,0302160192 


0302200206 Submits info re emergency operations facility (EOF) per 
J Stefa^o 030215 telcon request EOF located approx O 4 mi las 
from fac i 1 1 ty 

EDEi MAN, M R Commonwealth Edison Co 03/02/17 YOUNGBLOOD, B J 
Licensing Branch 1 ip 17312 162 24X Fiche 50-440.83/02/17, 

8302280206 


G Adjudicatory correspondence 


8302010472 Memorandum h Order denying util 030106 motion for 
reconsideration of ASLB 021222 Memorandum 8< Order on summary 
disposition of Issue 3 Claim of surprise w/o merit 
BLOCH, P B , KLINE, J R * BRIGHT, Q 0 Atomic Safety and Licensing 
Board Panel 03/01/20 Cleveland Electric Illuminating Cp 13pp. 

16982 046 24 X Fiche 50-440,03/01/20,0302010472 


0302070601 Requests to make limited appearance statement at OL 
hearings 

RANDALL, S Affiliation Unknown 83/01/29 NRC - No Detailed 
Affiliation Given lp 17034 200 24X Fiche 50-440,93/01/29, 

8302070601 
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6302080320 Requests to make limited appearance statement at OL 
h ear inga 

GLORIOjR Affiliation Unknown 03/01/30 Docketing & Services 

Branch ip 17057 268 24X Fiche 50-440,03/01/30,8302000220 


03O2O7O555 Third set of interrogatories tt request for production of 
documents Certificate of 0vc ehcl Related correspondence 
SWIGER,M A Cleveland Electric Illuminating Co 8WIGER.M A Shaw, 
Pittman, Potts L Trowbridge 03/01/31 Ohio Citizens for 

Responsible Energy I9pp 17034 125 24X Fiche 50-440,83/01/31, 

8302070535 


8302080234 Ninth aet of interrogatories Certificate of Svc encl Related 

correspondent e 

HIATT, S L Ohio Citizens for Responsible Energy 03/01/31 
Cleveland Electric Illuminating Co I4pp 17057 191 24X 

Flche 50-440, 83/01/31, 0302000234 


8302060269 Ninth set of interrogatories Certificate of Svc encl 
Related correspondence 

HIATT, S L Ohio Citizens for Responsible Energy 03/01/31 
Office of the Executive Legal Director 9p p 17036 348 24X 

Fiche 50-440,83/01/31,8302000269 


8302000166 Requests to make limited appearance statement at OL 
hear ing s 

T INI ANON, J C Sierra Club 03/02/02 Docketing Ik Services 
Branch Ip 17057221 24X FiChe 50-440, 03/02/02, 0302080 166 


8302040252 Answer* to 020913 sixth set of i n terroga tor 1 es & ASLB 821223 
questions Certificate of Svc encl 

CUTCH1N, JM Hearing Branch 4 03/02/03 Ohio Citizen* for 

Responsible Energy 63pp 17019 319 24X Fiche 50-440,03/02/03, 

0302040252 


0302000217 Requests to make limited appearance statement at OL 
hearings 

PINZONE, C R Affiliation Unknown 03/02/03 Docketing * Services 
Branch Ip 17057 274, 24X Fiche 50-440.03/02/03,0302000217 


8302140009 Response in opposition to NRC 830114 motion for summary 
disposition of Issue 9 NRC failed to meet burden of 
proof Issue of environ qual if i cation within ASLB 
jurisdiction Certificate of 8vc encl 

HIATT, S L Ohio Citizens for Responsible Energy 83/02/07 9pp 
17141 100 24X Fiche 50-440,83/02/07.8302140009 


— B 3021 4001 6 Supplemental response to second set of interrogatories & 
request for production of documents Certificate of Svc 
enc 1 

HIATT.8 L Ohio Citizens for Responsible Energy. 03/02/07, 
Cleveland Electric Illuminating Co 51pp 17141.109 24X 

Fiche 30-440,03/02/07,0302140009 


0302140025 Request* to make limited appearance statement at OL hearing 
R ICHNQND, 9 0 I nterna t i ona 1 Brotherhood of Electrical Workers 

83/02/07 Docketing * Services Branch Ip 17141.179 24X 

Fiche 50-440,83/02/07,0302140023 


0302170233 Requests to make limited appearance statement at OL 
hearings 

HOFFMAN, M V Affiliation Unknown 03/02/07 NRC - No Detailed 
Affiliation Given Ip 17107 101 24X Fiche 50-440,83/02/07, 

6302170233 


0302100202 Answer supporting NRG 830114 motion for summary disposition 
of Issue 9 re rad iatlon-induced degradation of polymers NRC 
final rule on environ qualif Icati on of electrical equipment 
compliance schedules remove Issue as matter of controversy 
0ILBERO.J E Cleveland Electric Illuminating Co. 0ILBERQ.J E 
Shaw# Pittman# Potts 6 Trowbridge 83/02/00 Atomic Safety and 
Licensing Board Panel, 4pp 17112 311 24X Fiche 50-440,03/02/00. 

0302100202 


— B3021 00209 Affidavit of S Kasturi supporting NRC motion for summary 
disposition of Issue 9 fto reasonable basis exists to believe 
radiation dose rate effects on polymers will induce failures 
In safety-r elated equipment prof qualifications encl 
KASTURI, 8 Cleveland Electric Illuminating Co. KASTURI# B EDS 
Nuclear# Inc 63/03/04 33pp 17112.315 24X 

Fiche 80-440, 83/02/08# 8302100202 


— 8302100213 Affidavit of DR Green supporting NRC motion for summery 
disposition of Issue 9. Surve 1 1 lance fcmaint program includes 
features that enable identif i cation of equipment 
degradation Certificate of Svc tncL 

GREEN, DR Cleveland Electric Illuminating Co, 03/02/04 10pp 
17112 351, 24X Ficha* 90-440. 83/02/00,0302100202 


0302-250144 Advises of deadline ei ten* ion until 030232 to> respond tc 
Citizens for Responsible Energy ninth set of 
t n terrogatori es 

YOUNGBLOOD. 0 J Licensing Branch 1 03/02/00 BERLINQER, C H 

Performance Drench LI AW, B D Materials Engineering Branch if 

17299 355 24* Fiche 50-440,83/02/00,03022 50144 


0302170264 Requests to make limited appearance statement at OL 
h earing 

DONAHUE. M United Assoc of Journeyman L Apprentices of plumbing 
Pipe Fitters Industry 83/02/10 Docketing L Services Branc 
lp 17170220 24X Fiche 50-440,03/02/10.0302170264 


8302090249 Requests to make limited appearance statement at OL 
h earing* 

PALUMBO. R Affiliation Unknown 83/02/11 Docketing & Gervtt 

Branch ip 17070 253 24X Fiche 50-440.83/02/11,0302090249 


8302170296 Requests to make limited appearance statement at OL ho«i 
MORGAN, M J United Assoc of Journeyman & Apprentices of Plumblz 
Pipe Fitters Industry 03/02/11 Office of the Secretary oi 

Commission lp 17170 207 24X Fiche 90-440, 03/02/11, 63021 705* 


0302160353 Requests to make limited appearance statement at OL 
h earing* 

GLADD1N0.H Affiliation Unknown 03/02/12 NRC - No Data lie. 

Affiliation Given Ip 17167 308 24X Fiche 30-440,03/02/12, 

8302160053 


0302170214 Request* to make limited appearance statement at QL rev 
hearing, per 1 0CFR2 713 

SMITH, L E United Assoc of Journeyman & Apprentices of Pli/mbin- 
Pip* Fitters Industry 83/02/12 Office of the Secretary o 
Commission lp 17179 083 24X Fiche 50-440,83/02/12.83021702 


0302170206 Confirms 030214 telcon & provides Jzifo re obtaining 
interrogatories on Issues 13-13 Copy of interrogatories will 
be hand delivered Postal Svc deserves blame for nondelivery 
H/ svc liit 

E3ILBERQ* J E Shaw# Pittman. Potts & Trowbridge 83/02/14 HlA 
Ohio Citizens for Responsible Energy 2p p 17179 007 24X 

Fiche 50-440, 03/02/14.8302170204 


0302180430 Requests to make limited appearance statement at OL 
hear ing s 

GRUNTNER,C United Assoc of Journeyman 4* Apprentices of Plumbii 
Pipe Fitters Industry 03/02/13 Docketing ** Service* Bran- 

ip 17515019 24X Fiche 50-440,03/02/15,0302100430 


0302230429 Request* to make limited appearance statement at OL 
hearing s 

hC INTYRE# 6 Affiliation Unknown 03/02/15 NRC - No Detail* 
Affiliation Given lp 17246 159 24X Fiche 30-440,03/02/13# 

0302230429 


8302180477 Advises that NRG will voluntarily answer OH Citizens Pd 
R esponsible Energy 830131 Interrogatories re Issues 13, i 4 & 

15, 

CUTCHIN, J M Hearing Branch 4 03/02/17 BLOCH* F Q . BRIGHT, <5 

KLINE, J R Atomic Safety and Licensing Board Panel lp 17210 
24 X Fiche 50-440,83/02/17.8302180479 


B302230436 Requests to make limited appearance statement at OL 
hearings 

BATTAGLIA, F Affiliation Unknown 93/02/17 Docketing * Qbt 
B ranch ip 17245 253 24X Fiche; 50-440, 03/02/17, 0302230436 


0302230390 Motion to strike refs to “synergistic effects" in OH 
Citizens for Responsible Energy 030207 response to NRC 
motion for summary disposition of Issue 9 re radiation 
induced degradation of polymers Certificate of Svc encl 
SILRERG.J E Cleveland Electric Illuminating Co. 91L8ERQ. J E, 
a haw# Pittman, Pott* Trowbridge 83/02/10 Atomic Safety * 
Licensing Board Panel, 6pp 17237 095 24X Fiche 50-440.83/02 

8302230580 


0302290270 Request* to make limited appearance statement at OL bee 
BULlIVANfJ F , HOULEHANrF M Inti Assoc of Heat L Fro»t Insul 
At Asbestos Workers 83/02/10 Docketing L Services Branch* 
17292 113 24X Fiche 50-440,03/02/10,0302250270 


0302250244 Request* to make limited appearance statement at OL 
hearing*, 

GENOVESE# J Affiliation Unknown 03/02/20 NRC - No Details 
Affiliation Oiven lp. 17292 320 , 24X Fiche 50-440,03/02/20# 

8302250244 
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8302230160 Answer supporting NRC 830208 motion lor deadline by which OH 
Citizens for Responsible Energy must specify scenario to be 
litigated under Issue 6 Concurs in NRC arguments Certificate 
of Svc end 

SILflERQ, J E Cleveland Electric Illuminating Co BILBERD, J E 
5 h*w. Pittman. Potts & Trowbridge 83/02/23 Atomic Safety and 

Licensing Hoard Panel 4pp 17306 039 24X Fiche 30-440103/02/23, 

0302280160 


0302280266 Forwards amend to FSAR filed w/NRC re standby liquid control 
ays Amend referenced in util 820813 1 tr to NRC included in 
applicant 820820 answer to Sun flower Alliance second set 
of interrogatories W/n and Related corres p ondence 
SlLBERQ'J E Shaw. Pittman, Potts It Trowbridge 5ILBER0, J E 
Cleveland Electric Illuminating Co 83/02/23 HIATT, S Ohio 
CJtiiens for Responsible Energy 2pp 17312 267 24X 

Fich* 50-440*03/02/23,8302280266 


hi General correspondence 


0302040105 Responds to 821214 l tr commenting on potential propane leak 
from Lake Underground Storage Facility to Morton Salt Mine 
h effects on safe operation of nuclear plants Accidents at 
Horton Mine would have no ill effects on nuclear plants 
YOUNGBLOOD, B J Licensing Branch 1 63/01/27 GIMBER, R 

Affiliation Unknown 2pp 17043 174 24X Fiche 50-440, 03/0 1 /27, 

0302040105 


0302040456 Forwards ft Bimber 821214 ltr re potential praprano leak 
from Lake Underground Storage Facility to Morton Salt Mine it 
effects on nuclear plants Util requested to address any 
inconsistencies claimed FSAR will be updated or corrected 
YOUNGBLOOD, B J Licensing Branch 1 83/01/31 EDELMAN. M R 

Cleveland Electric Illuminating Co 2pp 17042 237 24X 

Fiche' 50-440* 03/01/31*8302040436 


K Utility Final Safety Analysis Report (FSAR) t< amends 


0212020091 Forwards Amend io to FSAR 

DAVIDSON, D R Cleveland Electric Illuminating Co 02/11/23 
DENTON, H R Office of Nuclear Reactor Regulation* Director 3pp 
16274 176 24X Fiche 30-440,82/11/23,8212020091 


--0212020090 Amend 10 to FSAR W/629 oversize drawings Aperture um ds are 
available in FDR 

a Cleveland Electric Illuminating Co 82/11/29 420p p 

16274 179 24X Fiche 50-440,82/11/23,6212020091 


0302170338 Forwards Amend 11 to F6AR Amend incorporates previously 
submitted responses to Environ Qualification Branch 
questions 

EDELMAN, M R Cleveland Electric Illuminating Co 03/02/15 
DENTONi H R Office of Nuclear Reactor Regulation, Director 3pp 
17184 181 24X Fiche 50-440,83/02/15,0302 1 70330 


—8302170340 Amend 11 to FSAR 

a Cleveland Electric Illuminating Co 83/02/15 275pp 

17104 104 24X Fiche 50-440,83/02/15,8302170330 


Q Inspection reports, IE Bulletins 4, correspondence 


8302040039 Add! response to FOIA request for 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning QA deficiency 
Forwards App A documents Document 31 available in PDR 
FELTON* J M Division of Rules and Records 82/12/30 HIATT, S L 

Ohio Citizens for Responsible Energy 3pp 17045 144 24X 

Fiche 50- 000* 02/12/30, 8302040039 


—0302040071 Control complex bldg high strength bolting operation Ansp & 
testing checkoff iheet 

CRAY, B PBr Industries 77/00/08 lp 17045 149 24X 

Fiche 30-000*62/12/30,8302040039 


— 830204Q076 Forwards util 800825 memo discussing allegation re Improper 
sandblasting of containment liner pUte Investigation 
underway LK Constock Co, Inc nonconformance rept one 1 
WILLIAMS, C Region 3, Chicago, Reactor Construction t/ Engineering 
Support Branch 80/09/04. NORELIUS, C Region 3. Chicago, Office 
of the Director. 4pp 17045 150 24X F i che. 50-000, 82/ 1 2/30, 

8302040039 


■03O2O4O1OL Discusses allegations received by TV reporter re reactor 
biolpgical shield tt weld crack coverup Biological shield 
problems reported under IOCFR50 55(e) Cracked weld on 599-ft 
elevation could not be located Matters closed 

WElLiC H Region 3, Chicago, Office of the Director C01/O3/O1) 
82/0 1 /29 Region 3, Chicago, Office of the Director <01/03/01) 

3pp 17045 211. 24X Fiche 50-000,82/12/30,0302040039 


— 8302040107 Advises of 811202 telcon w/E Cory, reporter for WEWS-TV in 
Cleveland, re allegations concerning reactor biological 
shield l> weld crack coverup 

MARABITO, R J Office of Public Affairs 01/12/03 WARWICK, R 
Enforcement (* Investigation Staff lp 17045 214 24X 

Fiche 50-000,82/12/30,8302040039 


* — 8307040111 Forwards graphics summarizing const site noncompliance data 
for 1976-00 

HIND, J A Division of Emergency Preparedness & Operational 
Support 82/02/05 KEPPLER, J 0 Region 3, Office of Director 
23pp 17045 219 24X Fiche 50-000,02/12/30,0302040039 


— 0302040169 Forwards CH Weil 620200 memo re allegation concerning 
Pullman Power Products, mechanical s ubc on t rac tor at 
facilities AJleger refused tD provide NRC further info 
Assistance request form end 

WARWICK, R F Region 3* Office of Director 02/02/09 
NQRELIUBiC E Division of Engineering 3pp 17045 271 24X 

Fichu 50-000,02/12/30,8302040039 


— 0302040 179 Discusses allegation re Pullman Power Products welding 
act! vi ties, mat 1 storage & ma int, nonconformance repts,NDEs it 
piping Alleger refused to provide NRC further info 
WEIL, C H Region 3, Office of Director 02/02/00 Region 3, 

Office of Director 3pp 17045 274 24X Fiche 50-000,82/12/30, 

8302040039 


— 8302040186 Discusses allegation re installation of diesel generator 
stator it rotor w/o approved procedures Field mod of 
procedure acceptable Case closed 

WEIL, C H Region 3, Office of Director 02/03/17 Region 3* 

Office of Director 2pp 17045 277 24X Fiche 50-000,82/12/30, 

0*302040039 


— 8302040197 Forwards updated noncompliance history for const sites for 
1976-81, per JJ Harrison request Total insp hours for each 
facility added 

HIND, J A Division of Emergency Preparedness & Operational 
Support 82/06/08 SPESSARD, R L Division of Project ft Resident 
Programs 2pp 17045 279 24X Fiche 50-000,82/12/30,8302040039 


—0302040332 Forwards 1901 comparison data for operating 8< const plants, 
consisting of total numbers of noncompliance items, repts 
i«tued,insp hours, sever! ty levels, points it hours per rept l 
i tem 

8UCHARSKI , L Region 3, Office of Director 82/07/08 

KEPPLER, J G Region 3, Office of Director I3pp 17049 201 21X 

Fiche 50-000,02/12/30,0302040039 


— 03OPO4O355 Advises that insp of allegations re Pullman Power Products 
at facilities conducted per Region 3, Div of Engineering it 
Technical Program 020209 request IE Insp Repts 50-440/02-03 
it 50-441/82-03 issued Insp evaluation end 

WEIL, C H Region 3, Office of Director, 82/07/08. Region 3, 
Office of Director 5pp 17045 294 24X Fiche 50-000,02/12/30, 

8302040039 


0302040370 Evaluation of 021011-12 insp (IE Insp Repts 50-440/02-12 
50-441/82-11) 

YIN, I Region 3, Office of Director 02/10/13 3pp 17045 301 
24X Fiche 50-000,02/12/30,8302040039 


— B3O2O4O306 Forwards KR Naidu 820624 memo to CE Morel Jus re flammable 
natl used in Class IE switchgear Plan it schedule for action 
required by 020924 

DAVIS, A B Division of Project i> Resident Programs 02/00/25 
Division of Engineering Ip 17043 305 24X 

Fiche 50-000,82/12/30,8302040039 


—0302040380 Evaluation of 821012-13 insp (IE Insp Repts 50-440/02-13 ?< 
50-441/02-12) 

QESTMANN, H J Region 3, Office of Director 02/10/14 2pp 
17045 310 24X Fiche 50-000,82/12/30,0302040039 


--8302040389 Forwards UQ Keppler 790524 response to ltr to Senator 
Metzenbaum re shoddy workmanship at Paci I i ties, Matter closed 
per 790922 discussion Personal info delated 
NORELlUBrC E Region 3, Chicago, Office of the Director 
79/05/30 WARD, W J Office of Inspection V Enforcement, Office of 
the Director Ip 17045 312 24X Ficha 50-000,82/12/30, 

0302040039 


— 0302040395 Discusses allegations re electrical work at facilities 
Unresolved items re conduit reaming documented in IE Insp 
Repts 50-440/80-16 & 50-441/00-15, No basis found fnr full 
investigation Personal info deleted Related info end 
FOSTER, J E Region 3, Chicago, Office of the Director (81/03/01) 

81/01/20 Region 3, Chicago, Office of the Director (81/03/01) 

7pp 17043 320 24 X Fiche 30-000,82/12/30,0302040039 
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— 8302040396 Forwards allegation ltr received by licensee front former 
electrical inspector at facilities Individual has not 
contacted MRC W/o end 

WILLIAMS. C C Region 3. Chicago. Office of the Director 
80/06/23 NORELIUSjC E Region 3, Chicago. Office of the 

Director tp 17045 327 24X Fiche 50-000, 02/ 12/30. 8302040039 


— 8302040405 Forwards IE Insp Repts 50-440/60-29 & 50-44 1 /BO-27 , per 
001222 4> 23 telcons Personal info deleted W/o end 
PHILLIP. G A Region 3, Chicago. Office of the Director (81/03/01) 
81/01/26 Affiliation Unknown ip 17045 342 24X 

Fiche 50-000,02/12/30,8302040039 


— 6302040400 Forwards IE Insp Repts 50-440/00-29 J, 50-441/80-27 re 
allegation concerning defective weld h C Well transcribed 
notes No further action planned L matter considered closed 
Personal info deleted W/o ends 

PHILLIP, 0 A Region 3. Chicago, Office of the Director (01/03/01) 

61/01/28 Region 3, Chicago, Office of the Director (Bl/03/01) 

lp 17045 343 24X Fiche 50-000,02/12/30,8302040039 


— 6302040414 Forwards RN Gardner 011005 memo to CC Williams re allegation 
concerning reactor vessel inner steel No basis found for 
Investigation No further action planned t matter considered 
closed Personal Info deleted 

PHILLIP, 0 A Region 3, Chicago. Office of the Director (01/03/01) 

81/10/15 Region 3, Chicago, Office of the Director (81/03/01) 

lp 17045 347 24X Fiche 50-000,62/12/30,0302040039 


— 8302040421 Informs of allegation re reactor vessel inner steel 
Stainless steel welded to cover defective paint/coattng 
Steel tensile strength ruined during welding process 
Personal info deleted 

GARDNER, R N Region 3, Chicago, Office of the Director (01/03/01) 
01/10/05 WILLIAMS, C C Engineering Inspection Branch lp 
17045 348 24X Fiche 50-000,82/12/30.6302040039 


— 0302040428 Discusses allegation re foundation work at facilities Due to 
Insufficient info.no further action planned & matter 
considered closed Personal info deleted 

PHILLIP, 0 A Region 3, Chicago, Office of the Director (01/03/01) 

01/12/17 Region 3, Chicago. Office of the Director (01/03/01) 

2pp 17043349 24X Fiche 50-000.02/12/30,0303040039 


— 8302040431 Discusses alleged threat against life of GC Inspector 
employed by LK Comstock Co Individual life not threatened 
No further action planned 4 matter considered closed 
Personal info deleted Related info end 

WEIL.C H Region 3, Chicago, Office of the Director (01/03/01) 
81/12/31 Reg ion 3, Chicago, Office of the Director (81/03/01) 

6pp 17045 351 24X Fiche 50-000,82/12/30,0302040039 


—0302040435 Discusses allegations from former employe* of Gilbert 
Assoc re pipe stress calculations concrete in svc water 
bldg Mgt meeting held w/licensee on 011215 re planned 
improvement* Case closed Personal Info deleted. 

FOSTER, J E Region 3, Office of Oirectar 82/02/02 Region 3, 
Office of Director 2pp 17045 337 24X Fi ch e „ 90-000, 82/ 1 2/30, 

8302040039 


—9302040440 Discusses allegation re possession of false AWS certificate 
by former OC inspector Matter closed for listed reasons 
Personal info deleted 

WEIL.C H Region 3, Office of Director 02/03/13 Region 3, 
Office of Director 2pp 17045 359 24X Fiche 50-000,02/12/30, 

8302040039 


0302040040 Forwards IE Insp Repts 50-440/02-17 & 50-441/82-16 on 
021 101-1231 No noncomp 1 iance noted 

KNCJP.R C Division of Project 4, Resident Program* 03/01/20 
EDELMAN.M R Cleveland Electric Illuminating Co 2pp 17020 344 
24X Fiche 50-440,83/01/20,0302040040 


--0302040045 IE Insp Repts 30-440/82-17 t, 50-441/02-16 on 021101-1231 No 
noncompliance noted Major areas inspected saf e ty-r* la ted 
const act ivi ties. Inc lud ing followup on previous insp 
findings & participation in 8 ALP Board it licensee meetings 
01 LONER, M L , KONKLIN, J E Division of Project * Resident 
Programs 63/01/19 3pp 17020 346 24X Fiche: 50-440, 83/01 /20, 

8302040040 


0212060330 IE Info Notice 03-01, “Ray Miller, Inc " Svc list end 
JORDAN, E, L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co, of New 

York, Inc l!8pp 17023 160 24X Fiche 50-000,83/01/26,0212060350 


8302080167 Responds to IE Bulletin 82-04, “Deficiencies in Primary 
Containment Electrical Penetration Assemblies " Bunker-Ramo 
electrical penetration assemblies not utilized at 
Fac 11 i t iss 

EDELMAN.M R Cleveland Electric Illuminating Co 83/01/27 

KEpPLER, J, F Region 3, Office of Director. lp 17057 222 24X 

Fiche. 50-440, 83/01/27, 8302000167 


8212060360 IE Info Notice 63-02, “Limitorque HO0C. H1DC, H2BC & K3DC 
Gsarheads “ Svc list encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of Nei 

York, Inc 109pp 17144 001 24X Fiche 50-000. 83/01 /29» 82 1 206036( 


0212060361 IE Info Notice 63-03, "Caltbr of Liquid Level Instruments * 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness fe Engineering 
Rssponse (Post 830103) 03/01/26 Consolidated Edison Co of Neu 

York, Inc llOpp 17074 095 24X Fiche 50-000.83/01/28.0212060361 


0302030303 Advises of 030207 open forum in Chicago, IL re recent rev tc 
10CFR50 54 6 50 59 IE will conduct formal presentation 
followed by question fe answer session Requests that 
participation be limited to three people 

SPEB9ARD.fi L Division of Engineering 03/01/20 Commonwealth 

Edison Co 2pp 17000 187 24X Fiche 50-000,83/01/28,63020^0303 


8302040365 Ack receipt fo 021027 6 1110 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-440/01-19 6 30-441/01-19 Response did not meet format of 
10CFR2 201 

KEPPLER.J 0 Region 3, Office of Director 83/01/23 EDELMAN.M ft 
Cleveland Electric Illuminating Co 2pp 17019 019 24X 

Fiche 50-440. B3/O1/20, 0302040363 


— 8302040366 Responds to NRC 020927 ltr re violations noted in IE Insp 
Repts 50-440/81-19 V 50 -441 /B I - 1 9 Corrective actions memo 
issued reiterating correct procedure for routing 6 review of 
vendor drawings it LK Comstock Procedure 4 3.3 revised 
DAVrDSPN, D R Cleveland Electric Illuminating Co 82/10/37 

KEPPLER. JG Region 3, Office of Director 17pp 17019017 24 

Fiche 50-440,83/01/20,0302040365 


— 0302040360 Corrects info in Paragraph V B 2(b) of 021027 response to 
NRC 020927 ltr r* violations noted in TE Insp Repts 
50-440/81-19 6 50-441/01-19 LK Comstock Procedure 433 
evaluated No procedure rev necessary 

DAVIDSON. D FI Cleveland Electric Illuminating Co 02/11/10. 
KEPPLER, J 0 Region 3, Office of Director 2pp 1701? 034 24X 

Fiche 50-440,03/01/20,0302040365 


0302150363 Forwards IE Insp Repts 50-440/82-15 & 50-441/02-14 on 
021101-04 No non c omp l 1 anc e noted 

NORE-LTUS, C E Division of Engineering 83/01/23 EDELMAN.M f? 
Cleveland Electric Illuminating Co ?pp 17157 257 24 X 

Fiche 50-440, 03/01 /2B, 0302 1 50363 


—0302190367 IE Insp Repts 50-.M0/02-15 h 30-441/02-14 on B21 101-04 No 
noncomp 1 lance noted Major areas Inspected licensee 021027 
response to none onp 1 i ant e noted in IE Insp Repts 
50-440/81-19 6 50-441/01-19 re cable pulling procedures 
NA 1 DU, K R , WILLIAMS, C C Division of Engineering B3/01/13 
8p p 17157 25? 24 X Fiche 50-440.03/01/28,8302150363 


0302070261 Ack receipt of NRC 830126 ltr on info re recent deficiencie 
in quality IE Info Notice 83-01 will bo acted upon promptly 
Significant deficiencies identified will be reported per 
1QCFR50 55* 

GINN, ft M Cleveland Electric Illuminating Co 83/02/01 YOUNG, R C 

Director's Office, Office of Inspection and Enforcement lp. 

17031 355 24X fiche 50-440.83/02/01,8302070261. 


8302180204 Forwards IE Insp Repts 50-440/03-01 it 50-441/B3-01 on 
030111-14 h notice of violation 

KNOP, ft C Division of Project «, Resident Programs 83/02/03 
EDELMAN.M R Cleveland Electric Illuminating Co 2pp. 17215 342. 
24X Fiche 50-440.83/02/03,0302180204 


— 0302180200 Notice of violation from Insp on 030111-14 

KNOP, R C Division of Project 6. Resident Programs B3/02/03 4 

17215 344 24X Fiche 50-440.83/02/03.8302160204 


--8302180213 IE Insp Repts 90-440/83-01 it 50-441/83-01 on 330111-14 
Noncomp l iance noted failure to take timely corrective action 
rt procedure rev 

PELKE.P R , KQNKL1N.J £ Division of Project & Resident Prggrams, 
83/02/02. 4pp 17215 345 24X Fiche 50-440,83/02/03,8302180204 


03OP1 60192 Forward* final 8ALP Repts 50-440/03-04 & 50-441/83-04 for 
Oct 190 1 - Sept 1962 

KEPPLER, J G Region 3, Office of Director 03/02/10. EDELMAN, M R 
Cleveland Electric Illuminating Co 2pp 17162 183 24X 

Fiche. 30-440, 03/02/10, 8302160192 


—8302160201 SALP ftepts 50-440/83-04 fr 30-441/83-04 for Oct 1981 - 8e 
1982 Licensee rating in c onta i nment & other safety-related 
structures improved based on ability to identify fe promptly 
correct deficiencies QA program adequate, 

# Region 3, Office of Director 83/02/10 2J p p 17162.105 2 

Fiche 50-440,83/02/10,0302160192 


330 
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— 0302160209 Cq rr.in©nts or* 830114 meeting re 0c t 1981 - Sept 1902 SALP 
evaluation Health physics program strengthened substantially 
since insp Strong mgt attention paid to staffing it 
experience levels 

EDELMAN, M R Cleveland Electric Illuminating Co 83/01/21 

KEPPLER, J G Regional Office o# Director 4pp 17162 206 24X 

Flche 50-44 0,63/02/10.8302160192 


9302160424 Act receipt of 830121 1 tr informing NRC of steps taken to 
coirect violations noted in IE Insp Repts 5O-440/ai~l9 t< 
50-441/31-19 

NDRELIUS, C E Division of Project k Resident Programs 03/02/14 
EDEU14N.M R Cleveland Electric Illuminating Co lp 17215 189 
24X Flche 30-440.83/02/14,9302100424 


— 03O21BO434 Responds to NRC 820927 1 tr re violations noted in IE Insp 
Repts 50-440/81-19 k 50-441/01-19 Corrective actions 
penetration insp records reviewed & motor control ctr.unit 
substation 4 switchgear reverification programs complete 
EO£LHAN,HR Cleveland Electric Illuminating Co 83/01/31 

KEPPLER, J Q. Region 3, Office of Director 2>p 17215 190 24X 

Fiehe 50-440.83/02/14.0302180424 


6212060363 IE Info Notice 03-04, "Failure of Elma Power Supply Unite " 
Svc lilt end 

JORDAN, E, L Division of Emergency Preparedness i* Engineering 
Response (Post 830i03> 03/02/10 Consolidated Edison Co. of New 

York# Iftc ItOpp 17347 191 24X Flche 50-000.83/02/19,0512060363 


8212060365 IE Info Notice 03-05, "Obtaining Approval for Disposing of 
Very; Lou Level Radwaste - 10CFR20 302 M Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of New 

York, Inc lllpp 17347 050 24< Fiche 50-000, 83/02/24, 02 1 2060365 


82120-60366 IE Info Notice 03-06, "Non J d an fc i c a 1 Replacement Parts " 

Svc list «ncl 

JORDAN, £ L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Cg of New 

York, Inc 1 £2pp 17361 140 24X Fiche 50-000, 63/02/24, B2 l 2060366 


8302200509 Ac k receipt of 820929 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-440/61-16 6 
50-441/81-16 

0PES8ARD, R L Division of Engineering &3/02/24 EDELMAN, N R 
Cleveland Electric Illuminating Co ip 17309 075 24X 

FI(h* 50-440,03/02/24,0302280509 


—8302260313 Responds to NRC 820105 ltr re violations noted in IE Insp 
Repts 50-440/81-16 k 50-441/01-16 Corrective actions remain 
as identified in 020128 ltr Completion scheduled foT 030630. 
DAVIDS0N,DR Cleveland Electric 111 umina ti ng Co 92/09/29 
NOR ELI US, C E Division of Engineering lp 17309 076 24X 

Flche 50-440,83/02/24,8302280509 


8. Reportable occurrences, LERs k related correspondence 


8302040061 Interim Deficiency Rapt RDC 64(93) re bracket welds for main 
steam 6 recirculation «ys pipe whip restraints Initially 
reported on 621220 Linear indications -caused by mfg error 
Correctly* action will be evaluated Next rept by 930415 
EDFLtlAN.M R Cleveland Electric Illuroinafemy Co 03/01/26 

KEPPLER. J 0 Region 3. Office of Director 2pp 17020 33t 24X 

F i c h • 30- 440, 83/01 / 26, 630204006 1 , 


8302150216 Final deficiency rept r« Drillce corebore type bits 
Initially reported on 830104 Add! testing determined that 
3/4-in*h k. 1- inch Dril tco-instal led bolts acceptable Issue 
not reportable p#r 10CPR50 55(e) 

ED ELM AN, M R Cleveland Electric Illuminating Co 63/02/03 

KEPPLER, J 0 Region 3, Office of Director 2pp 17150 032 24X 

Flche. 50 -440 , 83/02/03.8302150216 


U Cftngre sslona 1/E*ecuti v* Correspondence 


0302040039 Add! response to FOJA request for 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning QA deficiency 
Forwards App A documents Document 31 available in FDR 
FELTON. J M Division of Rules and Records 02/12/30 HIATT, 6 L 

Ohio Cltiiens for Responsible Energy 3pp 17045 144 24X 

Fiche- 50-000, 02/12/30, 9302040039 


7910230415 Forward* constituent ltr re concern over shoddy work 
practice* at nuclear reactor const site 

METZENBAUtf, H M Senate 79/04/16 Commissioner* 5pp 

17045 315 24 X Flche 50-000,82/12/30,8302040039 


V Operator Examinations 


6301310201 Genetic Lfcr 03-06 to all power reactor 1 1 c eti % ees , app 1 1 c ants 
far OLb.NSS vend ors » reae tor vendors l AE t b certificates 
k revised format for reactor operator K senior reactoi 
operator licenses Svc list encl 

C 15ENHVT, D C Division of Licensing 83/01/31 Consolidated 

Edison Co of Neu York, Inc I4pp 17347 177 24X 

Fiche 50-000. 03/01/31. 830 131020 3 


8302280306 Responds to Generic Ltr 83-Oi re operator litense exams- 
Schedule or license exams through 1985 submitted 
CD El MAN, h R Cle. eland Electric Illuminating Co 83/02/22 

EI9EHHUT.D 0 Division of Licensing 2pp 17312 361 24X 

Fiche 50-440, 03/02/22, B3022Q0306 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT t 


A A pp 1 i ca t i on/ c on s true t i on stage documents k correspondence 


0302020500 Forwards info on operability qua ) i f i ca t i on 4 d omonst rat i on 
of purge % vent valves to help prepare for Seismic 
Qualification Review Team site audits 

KNIGHTON, G U Licensing Branch 3 83/01/24 TALLNAN, W C Public 

Service Co of New Hampshire 9pp 16999 279 24X 

Fiche 30-443. 83/01 /24. 8302020500 


8302010406 Forwards response re single failure assumptions for 
Condition II even ts < « upp l pmen t i ng 820312 response Response 
will be included in Amend 49 to OL application 

DEUJNCENTIS. J Vankea Atomic Electric Co DEVINCENTIS, J Public 
Service Co or New Hampshire 83/01/20 KNIGHTON, G W Licensing 
Branch 3 4p p 16974 264 24X Fiche 50- 4 43,83/01/28,03 02010406 


030201 0433 Forwards responses to Requests for Addl Info 440 89 I* 

440 127 re locked rotar/shaft break event Item discussed in 
030110-12 Heelings k will be included in Amend Application 
49 

DEVINCEWTI8. J Yankee Atomic Electric Co DEVINCFNTIS, J Public 
Service Co or New Hampshire 93/01/28 KNIGHTON, G U Licensing 
ffrarich 3 15pp 169QI 035 24X Fiche 50-443,83/01/20,0302010435 


□302010646 Forwards open item responses to Auxiliary Sys Branch it 
Containment Bys Branch re RCPB leakage detection, 

NURE0-0737, rtens II E 4 2, -Containment Isolation 
Dependability,' 1 k II F 1 2, "Containment Water Level 11 
DEVrNCENTIS. J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 93/01/28 KNIGHTON, G U Licensing 
Branch 3 6pp 16980042 24X Fiche 50-443,83/01/20,0302010646 


0302020132 Responds to open item re SRP 950 concerning design 
of emergency diesel generator exhaust piping Flanged joints 
on diesel exhaust sys will be visually inspected foi leakage 
!< commitments included in OL app 1 icat ion, Amend 48 
DEVINCENTIS. J Yankee Atomic Electric Co DCV INDENT IB, J Public 

Service Co of New Hampshue 03/01/31 KNIGHTON, G W Licensing 
Branch 3 2pp 16993 360 24X Fiche 50-443.83/01/31,0302020152 


0302020275 Forwards marVed-up TSAR Table 3 9 < Q )-23, i esu 1 1 1 ng from 
review of test requirements for safety class valves Changes 
will be incorporated in Amend 48 to OL application 
DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENT1S, J Public 
Service Co of New Hampshire 83/01/31 KNIGHTON. G U Licensing 
□ranch 3 36pp 16994 024 24X Fiche 50-443,83/01/31,83020202/9 


0302020201 Forwards revs to FSAR Sections 12 3 1 It 13 1 2 2 4- Figures 
12 5-1 l 13 1-5, in response to 821014 memo re safety review 
open items 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENT I S, J Public 
Gervic* Co of New Hampshire 83/01/31 KNIGHTON, G W Licensing 
Branch 3 6p p 16993 320 24X Fiche 50-443,83/01/31,830202020! 


0302040092 Forwards revised FSAR Pp 3 9(B>~9 k 3 9(0>-lO re steady 
state k operating transient vibration, in response to 
Mechanical Engineering Branch open items 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENT IS, J Public 
Service Co of Neu Hampshire 83/02/01 KNIGHTON, G W Licensing 
Branch 3 4p p 17021 249 24 X Fiche 50-443,83/02/01.0302040092 


0302040109 Forwards responses to Power Sys Branch open items discussed 
at 030110-12 t< 19 meetings Responses will be included in 
Amend 49 to OL application 

DEVINCENT I Sr J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 83/02/01 KNIGHTON, G U Licensing 
Branch 3 I2pp 1^020 303 24X Fiche 50-443, 83/02/01 , B3Q204G107 
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(3302040372 Responds to open item io containment spray thenustryi per 
discussion at 010110-12 b 2b noetings Operability of 
gravity feed sys uill be demonstrated during preoperati onal 
testing of ECC9 

DEV INCENTI6, J Yankee Atomic Electric Co DEVINCENTIS. J Public 
Service Co of Neu Hampshire 03/02/01 KNIGHTON*© U Licensino 
Branch 3 2p p 17018 279 24* Fiche 50-443,63/02/01,0302040372 


8302040066 Forwai ds marked-up FSAR pages re responses to open items of 
SHP Sections 12 3 4 4- 12 5 2 Enel will be included in Amend 
49 to QL application 

DEVINCENTIS, J Yankee Atomic Electric Cd DEVINCENTIS, J public 
Service Co or Now Hampshire 83/02/02 KNIGHTON, G W Licensing 
Branch 3 ip p 17020 147 ?4X Ficho 50-443,83/02/02.8302040066 


B3G2040338 Forwards revised FSAR Section 6 2 2 2 re inert cover gas 
on sodium hydroxide tank FSAR rev will be included in QL 
app 1 f ca t i an, Amend 40 

DEVINCENTIS J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of Neu Hampshire 83/02/02 KNIGHTON. G U Licensing 
Branch 3 3p p 17010 239 24 < Fiche 50-443 03/02/02,8302040330 


G3Q2040425 Forwards revised response to Request for Addl Info 440 133 
Response reflects discussions w/Heactor Sys Branch at 
830 1 10-12 meeting V uill be included in Amend 48 to QL 
app 1 icat i on 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENT I S, J Public 
Service Co of New Hampshire 03/02/02 KNIGHTON,© H Division of 

Licensing I0pp 17017 310 24X Tic he 50-443,03/02/02,8302040425 


0302090186 Forwards response to Hydrologic b Geotechnical Engineering 
Branch Request for Addl Info RA 1 240 42 Lf/throe oversize 
drawings, incl ud ing one proprietary Nonproprietary aperture 
cards in FDR, prapr ietary cards in Central Files 

DEVI I MENTIS, J Yankee Atomic Electric Co DEO INCENT IS, J Public 

Service Co of New Hampshire 83/02/03 KNIGHTON. G U Licensing 

Branch 3 S06pp 17053 057 24* Fiche 50-443,83/02/03,0302000186 


8302080215 Forwards revised FSAR Section 3 9fD> 3 4 re snubber 
installation > operability ver > f i ca t l on, in response to 
Mechanical Engineering Branch open item Revs will be 
included in Amend 49 to OL application 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENT IS, J Public 
3ervice Co of Neu Hampshire 63/02/03 KNIGHTON, 0 U Licensing 
Branch 3 5p p 17059 040 24X Fiche 50-443,03/02/03,8302080215 


0302080295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL & holders of CP for C-E PWRs ra review of 
C-E Dinners ©roup emergency procedures guideline program Svc 
list unci 

EISENNUT, DO Division of Licensing 83/02/08 Consolidated 

Edison Co of Now York, Inc ilpp J 7290 247 24X 

Fiche 50-000, 03/02/09,6302000295 


0302090000 Genetic Ltr 83-10C to all applicants w/Wesl ing h ous e designed 
NS8S re resolution of TMI Action Item !1 K 3 5, “Automatic 
Trip af Reactor Coolant Pumps " 

EISCNH'JT, D 0 Division of Licensing 03/02/08 Baltimore Gas b 

Electric Co 30pp 17290 212 24< Fiche 50-000,03/02/00. 

0302090090 


B302150407 Notifies that loose parts monitoring sys that complies 
u/Reg Guide 1 133 has been purchased f i om Technology for 

Energy Corp Detailed info required by Reg Guide 1 133, 

Positions C 1 , C 2, C 3, C 4,C 5 b C 6 to be provided 830701 
DEVIWCENTIS J Yankee Atomic Electric Co DEVINCENTIS, J Public 

Service Co of New Hampshire 03/02/09 KNIGHTON, G N Licensing 

Branch 3 2p p 17157244 24X Tiche 50-443,03/02/09,8302150407 

8302130451 Forwards revised FSAR pages foi Sections 9 1 2 & 9 1 3 re 
spent fuel pool cooling subsys Pages will be incorporated in 
QL app 1 1 cat ion, Amend 40 

DEVINCENTIS, J Yankee Atomic Electric Co OEVINCENT 1 6 , J Public 

Service Co of Now Hampshire 83/02/09 KNIGHTON,© U Licensing 

Branch 3 17pp 17158 175 24X Ficho 50-443, 83/02/09, 83021 504 51 


6302160263 Forwards “Criticality Analysis of Soabrook Spent Fuel," in 
response to Auxiliary Branch i equeat for addl info Rept to 
ba Incorporated In OL application Amend 49 

DEVINCENTIS- J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 03/02/10 KNIGHTON, G U Licensing 
Blanch 3 17pp 17170 239 24X Ficho 50-443,03/02/10,8302160263 


6302170369 Forwards revised TSAR Table 13 2-3 indicating that training 
program for mitigating core damage follows INPQ guidelines, 
in response to NRC 630210 request Revised table will be 
included in Amend 49 to OL application 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 83/02/10 KNIGHTON,© W Licensing 
Branch 3 3p p 17187 130 24X Fiche 50-443.03/02/10.0302170369 


B302290105 Summary of 021230,8301 10-12, 18,19, 25 6 26 meetings 
u/applieant re open items in review of electrical power sys, 
fire protection program 6 mechanical sys associated 
u/emergency diesel generator Revised memo end 

WHEELER, L Licensing Branch 3 B3/02/10 Licensing Branch 3 

0pp 17303 077 24X Fiche 50-443,03/02/10,8302250103 


B302160166 Responds to open item re potential for u runoni t ored tfischa 
of steam generator blowdown d em i nera 1 1 z pr regenerant 
solution Banp les will be analyzed for radioactive 
contaminants prior to discharging waste holdup sump 
DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Sei vice Co of Neu Hampshire 03/02/14 KNIGHTON, G M Licensing 
Branch 3 3p p 17162 069 24 X Fiche 50-443,03/02/14,0302160166 


8302160274 Forwards revised response to open item re preheating of 
diesel engine combustion air in low ambient air temp L no 
lead conditions Revised response addresses qual i f l c at i o n of 
diesel air preheating sys b corrects typographical errors 
DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of Neu Hampshire 33/02/14 KNICHTCN, G W Licensing 
Branch 3 4p p. 17170 234 24X Fiche 50-4 43,83/02/14,8302160274 

□302160326 Forwards revised responses to 640 series request for addl 
info re procedures & tests 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 83/02/14 KNIGHTON, G. W Licensing 
Branch 3 I2pp 17166 216 24X Fiche 50-443,83/02/14,8302160326 


8302220166 Forwards responses to Containment Sys Branch Open Item SR 
6 2 0, per TMI Action Item-s II E 4 2 k II F 1 2 Responses 
will be incorporated in OL app 1 i cat i on, Amend 49 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of Neu Hampshire 03/02/17 KNIGHTON, 0 t/ Licensing 
Branch 3 8p p 17233 154 24 X Fiche 50-443,83/02/17,8302220166 


0302220327 Forwards revised pages of previously submitted responses 
requests for addl info in response to Ins trumenta t ion tt 
Control Sys Branch open items Suppl ementary info re 
Requests for Addl Info 420 21 i 420 29 also end 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of Neu Hampshire 83/02/17 KNIGHTON, Q W Licensing 
Branch 3 10pp 17230 096 24X Fiche 50-443,03/02/17,8302220327 


830-2220331 Forwards response to open item re NUREG-0737, I tem II F 2, 
"Detection of Inadequate Core Cooling 11 Commitment to 
u t i 1 i l e reactor coolant inventory moni tor, saturati on monitor 
& care exit t h ernocoup 1 es end 

DEVIN:ENTIS, O Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 03/02/17 KNIGHTON, G W Licensing 
Branch 3 4p p 17230 087 24 X Ficho 50-443, 03/02/ 17, 030222033 1 


0302220380 Forwards revised FSAR Pages 1 8-17 6 5 2-24 through 5 2-3 
in response to open item re detection of leakage from RCPI3 
FSAR pages will be incorporated in Amend 49 to QL 
application 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of Neu Hampshire 03/02/17 KNIGHTON,© W Licensing 
Branch 3 13 pp 17232 016 24X Fiche 50-443,83/02/17.0302220300 


0302230172 Amen if 4B to application for OLs, tncorporat ing responses/ 
revised responses to NRC request for addl info, responses to 
NRC licensing revieu open items t miscellaneous & minor 
ad i tar ta 1 rev » 

JOHNSON* W P Yankee Atomic Electric Co JOHNSON, W P Public 
Service Co of New Hampshire 03/02/10 KNIGHTON- 0 W Licensing 
Branch 3 2p p 17294 011 24X Fiche 50-4 43, 83/ 02/IB, 83022 501 72 


8302P50441 Forwards info r« low temp overpressure protection in 
response to Request for Addl Info 440 132 Response will be 
incorporated in OL ap-p l i ca fc ion. Amen d 49 

DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENTI 8, J Public 
Service Co of New Hampshire 03/02/23 KNIGHTON, G W Licensing 
Branch 3 9p p 17296 352 24X Fiche 50-4 43,83/02/23,9302250441 


E NRC Safety Evaluation Report ( SER > , supple & correspondence 


B302040210 Forwards response to open item re reactor vessel closure 
studs Response discussed in B30110-I2 meetings w/rtatls 
Engineering Branch & mill be included in Amend 49 to DL 
application 

DEVINCENTIS, J Yankee Atomic ELectric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 03/02/01 KNIGHTON, 0 If Licensing 
Branch 3 3p p 17023 328 24X Fiche 50-443,83/02/01,8302040210 
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DOCKETED ITEMS 


F Security* nedlcal* emergency 6 fire protection plant 


8301210340 Generic Ltr 03*04 to all licensee's of operating reactors* 
applicants For OL & holders sf CPs re regional workshop 
concerning Suppl 1, {IUREG-0737, "Requirements for Emergency 
Response Capability " Svc list enc 1 

EISEIMUT, D G Division af Licensing 83/02/01 Consolidated 

Edison Co of Neu York. Tnc llpp 17?2i 226 24X 

Fiche 30-000, 83/02/01. 0301210340 


8302040036 Submits commitment re inadvertent operation of fire 
protection sy* discussed at 030110-12 t» 29 meetings ui/Pouer 
Sys Branch Spray shield will be provided to protect pump 
motor fram spray imp lngemen t Pump/mofcor will be elevated 
DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 83/02/02 KNIGHTON. G W Licensing 
Branch 3 3p p 17030 330 24X Flche 50- 4 43. 83/02/02. 9302040036 


8302250105 Qurmary of 621230.830110-12,10,19,25 t 26 meetings 
w/applicant m ppen Items in review ot electrical power sys, 

Fire protection program & mechanical sys associated 
w/emargency diesel generator Revised .nemo end 

WHEELER, L Licensing Branch 3 93/02/10 Licensing Branch 3 

0pp 17303 077 24X Fiche 50-443, 93/02/10, 8302250105 


G Adjudicatory correspondence 


8302010521 Response to 621111 interrogatories & Tequest for production 
of documents Certificate of Svc end Related correspondence 
CURRAN, D , JORDAN, W 9 New England Coalition on Nuclear Pollution 
CURRAN, D Harmon t< Weiss 83/01/28 Office of the Eiecutivn 
Legal Director 19pp 16977 273 24/ Fiche 50-443,63/01/20, 

8302010521 


8302010389 Forwards motion to compel New England Coalition on Nuclear 
Pollution answers Related correspondence 

GAD,R K Ropes b Grey GAD, ft H Public Service Co of Neui 

Hampshire 83/01/29 Public Document Branch lp 16973 144 

24X Fiche 50-443. 03/0 1 /28, 8303O1O5B? 


--8302010994 Notion to compel New England Coalition on Nuclear Pollution 
answers to util 921207 interrogatories Coalition seeks 
shelter from obligation behind shield of unprepar odness 
W/Cer ti f ica te of Svc Related correspondence 
DIGNAN, T 0 , OAD, R K Public Service Co of Mew Hampshiie 
0I0MAN* T o Ropes 4. Gray 83/01/28 Atomic Safety and 
Licensing Board Panel 22pp 16970 145 24X 

Fiche 30-443.03/01/20,0302010509 


6302010529 Answers to 030107 third set of interrogatories U request For 
production of documents Certificate of Svc eticl Related 
corre spontfanc e 

D1QNAN, T 0 t GAD,R ft, Public Service Co of New Hampshire 
DIGNAN, T 0 Ropes 6 Gray 03/01/29 New Hampshire, State nf 
lOpp 16977 246 24 X Fiche 50-443,03/01/29.8302010529 


63 0 2010533 Answen to 630107 second set of i nterroga t or ies & requests 
for documents on Contentions I 0 I, l D 4. I F» I r , I L b II D 
fc motion for protective order Certificate of five end 
Related correspondence 

DIGNAN, T 0 i CAD, R K Public Service Co of Hew Hampshire 
DlQNANrT 0 Ropes b Gray 83/01/29 New England Coalition on 
Nuclear Pollution I8pp 16977 223 24X Fiche 50-443.03/01/29, 

8302010533 


8302010547 Answers to 830107 third set of interrogatories k requests 
for documents on Contentions | A 3,! B 1, I Q 2 h I C 
Certificate of Svc end Related correspondence 
DIGNAN, T G j GAD, R K Public Service Co of New Hampshire 
DIGNAN, T O Rapes h Gray 83/01/29 New England Coalition on 
Nuclear Pollution 23pp 16902 335 24X Fiche 50-443,03/01/29, 

0302010547 


0 302020253 Memorandum 4s Order denying State of NH B3D107 objection to 
A6LB ruling on motion for eitension of discovery NH Failed 
to meet burden of proving motion should be granted 

HDYT.H F. Atomic Safety and Licensing Board Panel S3/01/31 New 

Hampshire, State of, 12pp 16994 23? 24X Fiche 50-443,63/01/31, 

S3 020 2025 3 


102070139 Summer lies conversations re timing of New England Coalition 
in Nuclear Pollution responses to NRC interrogatories & 

• quest for production of documents NRC summary disposition 
otion* on Coalition contentions due 830220 

ESSY.R P Hearing Branch 3 83/02/04 CURRAN, D Harmon U Wens 

pp 17032:344 24X Fiche 50-443,83/02/04,0302070159 


03O2OBCO14 Notion to compel Coastal Chamber of Commeice of HH answers 
to NRC 621110 discovery requests oi a I terna 1 1 ve l y . to dismiss 
contentions on accident c lass i f i cat i on, ons i te protective 
measures tc radioactive monitoring W/Cox U f i cate of &vc 
LESSY.R P , PERLIS, R G , PATTERSON, W F Hearing Branch 3 03/02/04 

Atomic Safety and Licensing Board Panel 9pp 17050 255 24X 

Fiche 50-443, 83/02/04,8302080014 


8302000039 Answer l objection to 930117 i nt or rogato i l e s $. request fur 
production of documents to NRC V util Interrogatories 
untimely Sub j of interrogatories does not relate to admitted 
contentions Certificate ot Svc end 

LESSY, R P Hearing Branch 3 03/02/04 Hampton Beach AToa 

Chamber of Commerce, Hampton, NH 9pp 17030 |63 24X 

Fiche 50-443,83/02/04,8302080039 


□302030 1 B5 Response in opposition to applicant motion to compel answers 
to interrogatories h motion rox issuance of protective 
order Supplemental answers to specific interrogatories 
currently being prepared W/ svc list Related correspondence 
0ACK.U5, R a Seacoaat Anti-Pollution League DACKUS, R A Backus, 
Shes i Meyer 83/02/04 Atomic Safety and Licensing Board Panel 

Opp 17057 246 24 < Fiche 50-443,03/02/04,0302000185 


8302090238 Forwards objection to util motion to compel interrogatories 
& motion f ot issuance of protective order U/o end Related 
corresp ondenc e 

BACKUS, R A Backus, Shea & Meyer BACKUS, R A Seacoast 

Ant l -Po 1 luti on League 83/02/04 Docketing & Services Branch 

Ip 17057 I 86 24 X Fiche 50-443,83/02/04,8302080238 


83Q3O30264 FiTst set of i n t erroga fc or J ei requests for documents re 
Contentions III t,lll 2,111 3,111 12 t III 13 Related 
cfcrrssp ondenc ? 

CURRAN, D , BISHOP, L L New England Coalition on Nuclear Pollution 
CURRAN, D Harmon & Weiss 03/02/04 Public Service Co of New 
Hampshire 18pp 17056 357 24X Fiche 50-443,03/02/04,8302000264 


9302100220 First motion for sornary disposition of New England 
Coalition for Nuclear Pollution Contentions I D 4 U I L 
Intervenors do not intend to litigate contentions 
Certificate of Svc end Related cox re spondcnc* 

DIGNAN, T 0 t GAD,R K Public Service Co of New Hampshire 
DIGNAN, T G Rope# >/ Gray 83/02/07 Atomic Safety and Licensing 
Board Panel 10pp. 17114 053 24X Fiche 50-443,03/02/07, 

6302100220 


8302100228 Fourth notion for summary disposition of Nbw England 
Coalition on Nuclear Pollution Contention I I Rpgulatory 
basts for contention no longer eiists Certificate of Svc 
enc I Related correspondence 

DIGNAN, T 0 t GAD, R K Public Service Co of New Hampshire 

DIGNAN, T G Rope# 6 Gray 83/02/07 Atomic Bafety and Licensing 

Board Pane! 7pp 171 15 045 24/ Fiche 50-443,83/02/07,8302100228 


8302 1 00235 Third motion for summary disposition of New England 
Coalition on Nuclear Pollution Contention 1 F 
Interrogator! es show contention withdrawn & w/o basis W/ 

Certificate of Svc Related Cot respondence 

DIGNAN, T G , GAD,R K Public Service Co of New Hampshire 

DIGNAN, T G Ropes 6 Gray 83/02/07 Atomic Safety and Licensing 

Board Panel 8pp 17119 095 24X Fiche 30-443,03/02/07,8302100235 


0302100243 Second motion for summary disposition of New England 
Coalition on Nuclear Pollution Contention I N 
Interrogatories show contention withdrawn Certificate of 
S^c end 

DIGNAN, T G , GAD, R ft Public Service Co of New Hampshire 

DIGNAN, T G Ropes b Gray 83/02/07 Atomic Safety and Licenainq 

Board Panel 5pp 17114 103 24X Fiche 50-443,03/02/07,0302100243 


0302140139 Forwards request to participate as interested municipality 
CA Canney should bo placed on svc list Eight specific areas 
of concern listed 

CANNEY, c a Portsmouth, NH 83/02/07 HOYT, H F Atomic Safety and 
Licensing Board Panel Ip 17140 051 24X Fiche 50-443,03/02/07. 

8302140139 


6302140141 Request to participate as interested municipality pursuant 
to 10CFR2 715(c) Certificate of five end 

CANNEY.C A Portsmouth, NH 83/02/07 Atomic Safety and 
Licensing Board Panel 2pp 17140-052 24X Fiche' 50-443, 

63/02/07,8302140139 


8302160207 Ninth motion for summary disposition of New England 
Coalition on Nuclear Pollution Contention I 0,1 Facility 
RMR relies on sys which are safety-grade h environmentally 
qualified Certificate of Svc end Related correspondence 
DIGNAN, T G r GAD, R K Public Service Co of New Hampshire 
DIGNAN, T 0 Ropes 4- Gray 03/02/09 Atomic Safety and Licensing 
Board Panel 5pp 17163 041 24X Fiche 50-443, 83/02/09, 8302160207 



DOCKETED ITEMS 


— 13303 1 60216 Affidavit nf PL And e r 5 on. * up por 1 1 ng ninth motion for summary 
disposition of Neu England Coalition on Nuclear Pollution 
Contention I 8 1 

ANDERSON. P L Yankee Atomic Electric Co 83/02/28 ip 
17163 046 24X Fiche 50-443-83/02/09-630 31*0307 


8002*60333 Sixteenth nation for summary disposition of N«w England 
Coalition on Nuclear Pollution Contention I M Evidentiary 
hearings unnecessary Certificate of Svc one 1 Related 
corresponded e 

D!GNAN,T 0 . GAD, R K Public Service Co of New Hampshire 

DIONAN, T G Ropes b Gray 33 / 03 / 0*7 Atomic Safety and Licensing 

Hoard Panel 5pp 17166 196 24X Fiche 50-443,- B3/02/09. 83021 60323 


— 8302160341 Affidavit of EA Sawyer supporting summary disposition of 
New England Coalition on Nuclear Pollution Contention- 1 <M 
Facility meets requi rements of GDC 3 

SANkER-E A Yankee Atomic Electric Co 63/02/23 [p 1716* EO| 
24X Fiche 50-443, 83/02/09, 6302160323 


030216032? Eleventh motion for summary disposition of New England 
Coalition on Nuclear Pollution Contention I C Equipment t 0 
ensure pumphouse function is classified safety-related 
Certificate of Svc end Related correspondence 
D IOWAN, T G - GAD,R K Public Service Co of Hew Hampshire 
DIGNAM, T G Ropes 4> Gray 83/02/09 Atomic Safety and Llcetisinq 
Board Panel 5pp 17164 205 24/ Fiche 50-443, 83/02/09- 93021 60329 


— >0302160368 Affidavit of PL Anderson on New England Coalition on Nucluar 
Pollution Contention I C 

ANDERSON- P L Yankee Atomic dec trie Co B3/02Y09 lp 
17164 210 24 X Fiche 50-443-63/02/09,8302160329 


8302160346 Answer in opposition to applicant motion to Compel answers 
to B2I208 interrogatories & motion for protective order 
Contentions to which interrogatories ( g late did not 
originate u/NH W/Certi f icate of Svc Related correspondence 
KINDER, E T New Hampshire, State of 03/02/09 Atomic Safety and 

Licensing Board Panel 12pp 17169 223 24X Fiche 90-443,83/02/09, 

0302160346 


0302160332 Supp 1 to answers to third iet qf interrogatories tt request 
Far production of documents Certificate of Svc enc I Related 
correspondent e 

GAD-R K Public Service Co of New Hampshire GAO, R K Ropas it 
Gray 03/02/09 New Hampshire- State of 5pp 17|67 303 24X 

riche 50-443,03/02/09,8302160352 


8302170201 Motion for leave to file brief in support of motion for 
summary disposition Brief would be filed in 3 wks if motion 
granted 

BACKUS, R A Seacoast Ant i-Pol 1 u t ion League BACKUS,!? A Backus, 
Shea 6 Meyer 83/02/li Atomic Safety and Licensing Board Panel 

lp 17179 031 24X Fiche 50 443,93/02/11,8302170201 


03021 702 B4 Motion for summary disposition of contention Suppl III fc for 
A SLR to stay continuation of all OL proceedings until FES 
conforms w/interin policy statement Statement of matl facts 
enc 1 

BACKUS, R A Seacoast Ant i -Pol 1 u fc ton League BACKUS, R A Backus, 
Shea It Meyer 83/02/H Atomic Safety and Licensing Board Panel 

10pp 17178 190 24 < Fiche 50-443, 03/02/1 I. 8302170284 


0302170289 Affidavit of HL Kaufmann supporting Seacoast An t t-Po 1 1 ution 
League motion for summary disposition of contention 3uppl 
1 1 1 Svc list enc 1 

KAUFKANNiR L New Hampshire, Uniy ofr 03/02/11 3pp 
1717a 200 24X Fiche 30-443- 03/09/ 1 1 - B30 21 70284 


8302180093 Sixth motion for summary disposition of Contention NH-13 on 
compliance u/NURE0-0737 re personnel qualifications l 
training No genuine issue of mat! fact exists Related 
cor r espondenc e 

DIGRAM, T 0 j 0AD,R K Public Service Co of Heui Hampshire 

DIONAN, T G Ropes b Oray 83/02/11 Atomic Safety and Licensing 

Board Panel 3pp 17216 212 24< Fiche 50-443. 03/03/ 1 i , 03O2IBOO93 


*■"" B3O21B0I06 Affidavit of OS Thomas supporting sixth motion for summary 
dispoiitlon of Contention HH-13 Certificate of Svc end 
THOMAS , 0 8 Power Authority of the State of New York 63/02/11 
4pp 17216 215 24X Fiche 50-443. 83/02/ 1 1 , 03021 60093 


6302100136 Fifth motion for summary disposition of Contentions NH-9 It 
CCCNH-7 r« radioactivity monitoring sy* Si programs meeting 
requirements of ODC 63 h 64 Statement of matl facts as to 
which there is no dispute end Related correspondence 
D I OMAN- T 0 i GAD- R K Power Authority of the State of New York 
DIONAN, T G Ropes 6 Gray 03/02/11 Atomic Safety and Licensing 
Board Panel 4pp 17216 1*6 24X Fic he, 50-443- 03/02/11 - 830210013* 


— 8302160 142 Affidavit of -/A MacDonald supporting sixth motion Por 
surgery disposition of Contentions NH-9 fc CCCNH-7 
Certificate of Svc end 

MACDONALD. J A Yankee Atomic Electric Co 83/02/11 4pp 
1721* 170 54 X Fiche 50-443,83/02/11,8302100136 


6302 1 Q03 1 Q Motion for summary disposition of Contention 8APL Suppl 3 
No genuine issue of natl fact exists ic util entitled to 
favorable decision Certificate of Svc enc 1 Related 
correip undent e 

G I ON AN- T 0 , GAD, R K Public Service Co of New Hampshire 
DJGMANj T 0 Ropes 6 Cray 63/02/11 Atomic Safety and Liconsin 

Board Panel 7pp 17211 251 24/ Tithe 50-443,63/02/11,830218031 


8302180355 Twelfth motion for summary disposition □ # Contention NECNP 
I D I re compliance w/QC-C I Ho genuine Issue of matl fact 
exists 6 applicant entitled to favorable decision Related 
correip ondenc e. 

DlCNANrT 0 Public Service Co of New Hampshire DIQNAW, T G , 
GAD-fl K Ropes l Gray 83/02/11 Atomic Safety and Licensing 

Board Panel 3pp 17209 192 24X Fiche 30-443,03/02/11,830210033 


— 8305180337 Affidavit of JJ Lance supporting twelfth motion for summ 
disposition of Contention NECNP I D i No contention issue 
warrants hearings Certificate of Svc enc l 

LANCE, J J Public Service Co of New Hampshire LANCE, J 0 
Yankee Atomic Electric Co 83/02/10 3pp 17209 195 24 X 

Fiche 50-443,63/02/11,0305180359 


8302100360 Thirteenth motion fur summary disposition of Contention 
NECNP i D 3 re compliance w/GDC 21 No genuine issue of matl 
fact exists L applicant entitled to favorable decision 
Related correspondence 

D I OMAN, T 0 Public Service Co of New Hampshire DIONAN, T G , 

GAD, R K Ropes V Gray 83/02/U Atomic Safety and Licensing 

Board Panel 3pp 17209 198 24X Fiche 30-443,03/02/11,030210036 


— 830518036 1 Affidavit of UN Fadden supporting thirteenth motion for 
surmary disposition of Contention NECM 3 r D 2 No contention 
issue warrants hearings Certificate of Svc end 
FADDEN, W N Public Service Co of New Hampshire FADDEN, W N 
Yankee Atomic Electric Co B3/02/JO 3pp 17209 201 24X 

Flch* 50-443, 63/02/11, 0302180360 


8302 i 8Q42t Eighth motion for summary disposition of Contention MECNP 
I A 2 No genuine issue of mat! fact exists & applicant 
entitled to favorable decision Related correspondence 
D I OMAN, T* 0 , GAD, R K Public Service Co of New Hampshire 
DIONAN, T G Ropes 6 Gray 83/02/li Atomic Safety and Liconsin 

Heard Panel 3pp £7214 339 24X Fiche 30-443,83/02/11,630218042 


— 3302100428 Affidavit of JM O'Connor supporting eighth motion for 
tum-rary disposition o# Contention NECNP I A 2 Certificate of 
Svc end 

O'CONNOR, J H Yankee Atomic Electric Cn B3/02/M 4pp 
17214 342 24X Fiche 30-443, 83/02/ 1 1. 8302180421 


83021 00487 Fourteenth notion for summary disposition of Contention 
NEC HP t D 3 re compliance w/ODC 30 No genuine issue of 
matl fact exist* 6 applicant entitled to favorable decision 
Related correspondence 

DJGNAtfiT 0 Public Service Co of New Hampshire DIONAN, T G j 
GAD, R K Ropes k Oray 03/02/il Atomic Safety and Licensing 

Board Panel 3pp 17210 346 24X Fiche 30-443,83/02/11,830218046 


— 8302100493 Affidavit of WN Fadden supporting fourteenth motion for 
summary disposition of Contention NECNP I D 3 Ho contention 
issue warrants hearings Certificate of Svc and. 

FADDEN, W N Public Service Co of New Hampshire FADDEN, W N 
Yankee Atomic Electric Co Q3/02/10 3pp 17510 349 24 X 

Fiche 50-443,03/02/11,8302180467 


6302100275 Twenty-first motion for summary disposition of NECNP 
Contentions III 12 U III 13 No genuine issue of matl fact 
exists S util entitled to favorable decision Related 
c orpespondenc • 

DIONAN, T 0 , GAD, R K Public Service Co of Mew Hampshire 
DIONAN, T G Ropes 6 Gray 03/02/14 Atomic Safety and Licpntlr 

Board Panel 3pp, 17210' 171 24X Fiche 50-443.83/02/14,830218029 


* BSOSHQOOOS Affidavit of JA McDonald supporting 21st motion for tumn 
disposition of NECNP Contentions HI 12 6 III 13 Evacuation 
time estimates calculated for 2.5 U lO-mlle radii areas 
Certificate of Svc end. 

MCDONALD, J A Public Service Co. of New Hampshire 83/02/U, 
17210 174 24X Fiche 50-443,83/02/14,8302100295 


8302100300 Eighteenth motion for summary disposition of Contentions 
NECNP II B 1.3,4 & 5. No genuine Issue of matl fact diets 4 
applicant entitled to favorable decision Related 
c orr espondenc e 

DlONANrT O . GAD, ft, K Public Service Cq. of New Hampshire 
DIONAN. T G Rppee it Gray 83/02/14 Atomic Safety and Llcensii 

Roerd Panel 3pp 17210 102 24X Fiche 50-443,03/02/14^030218031 
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— 0302 1 803 1 4 Affidavit o# VL Killpack supporting motion for summary 
disposition of Contentions NECNP II B t,3.4 t* S Certificate- 
of Svc end 

KILLPACWjV L Public Service Co of New Hampshire 93/02/14 
3pp 1 7310 105 24X Fiche 50-443,83/02/14.0302160309 


6302100322 Seventeenth motion for summary disposition of Contention 
NECNP I U No genuine issue of mail fact exists £, applicant 
entitled to favorable decision Certificate of Svc end 
Related correspondence 

DIQNAN, T Q , GAD. R K Public Service Co of New Hampshire 

OIC NAN. T <3 Ropes i> Gray 83/02/J4 Atomic Safety and Liconsinq 

Doard Panel 5pp 17210 097 24 X Fiche 50-443.03/02/14.8302100322 


03O21BO375 Motion to extend time until 030215 to file motions For 
suirnary disposition East coast billiard made necessary 
reproduction sves impossible Certificate of Svc end Related 
correspondence 

DICNAN, T Q , GAD. ft K Public Service Co of New Hampshire 
DIGNAN.T G Rope* L Gray 03/02/14 Atomic Safety and Licensing 
Board PanaJ 4pp 17210 179 24X Fiche 50-443,03/02/14,8302100375 


0302100400 Seventh motion for summary disposition of Contentions NH-21 
& CCCNH-5 re qnaite protective measures Related 
corrcspondenc e 

DIQNAN. T G , GAD. R K Public Service Co of Now Hampshire 

DIQNAN, T G Rope* It Gray 03/02/14 Atomic Safety and Licensing 

Board Panel 3pp 17208 199 24X Fiche 50-443,03/02/14.6302180400 


— B302IB040& Affidavit of JA MacDonald supporting motion for summary 
disposition of Contentions NH-21 L CCCNH-5 Applicants fully 
addressed all regulatory requ i remen ts re onsite protective 
measurements Certificate of Svc end 

MACDONALD, J A Public Service Co of New Hampshire 03/02/11 
33Bpp 17200 202 24X Fiche 50-443.03/02/14.6302180400 


0302160463 Twentieth motion for summary disposition of Contention 
NECNP in 2 No genuine issue of matl fact exists l util 
entitled to favorable decision 

D I OMAN, T G , GAD. ft K Public Service Co of New Hampshire 

DIQNAN, T G Ropes f/ Gray 03/02/14 Atomic Safety and Licensing 

Board Panel 3pp 17214 001 24X Fiche 50-443.33/02/14.6302100465 


— 030^100475 Affidavit of JA MacDonald supporting twentieth motion for 
summary disposition of Contention NEChF III 2 Radiological 
emergency plan adequate Certificate of Svc ene 1 
MACDONALD, J A Yankee Atomic Electric Co 03/02/i 1 Spp 
17214 004 24X Fiche 50-443,03/02/14,0302180465 


0302250036 Motion for summary disposition of portion of NH Contention 
13(a) - ( d ) re operations personnel qualifications 6 
training No genuine issue of matl fact exists 6 dismissal 
warranted 

PATTERSON, V F Hearing Branch 3 LES6Y, R P Hearings Division 
63/02/14 Atomic Safety and Licensing Board Panel 16pp 

17294 017 24X Fiche 30-443,83/02/14,8302250036 


— 8302250042 Affidavit of JT Wiggins Requirements of NUREQ-0737. Item 
I A t J. "Shift Technical Advisor. 11 relates only to shift 
technical advisor position U not to other operations 
personnel positions Prof qual if icat ions encl 

WIGGINS. J T Division of Project ^ Resident Programs 63/02/14 
4pp 17294 033 24X Ftche 50-443,03/02/14,0302250036 


— 0302250047 Affidavit of WG Kennedy Util committed to implement 
Westtnghouse Owners Group guidelines on program of emergency 
operating procedures L operator training. In response to 
NUREQ-0737, Item i C l Prof qual ideations end. 

KENNEDY, W 0 Procedures L Test Review Branch 03/02/09 3pp 
17294 037 24X Fiche 50-443,83/02/14,0302250036 


— 8302250055 Affidavit of JJ Buiy Util committed to implement INPO 
training program re recognition k mitigation of c on sequence * 
of core damage, in response to NUREG-0737, item II B 4. 

"Training for Mitigating Core Damage " Program acceptable 
BUZY.J J Licensee Qualification* Branch 03/02/07 62pp 
17294 040 24 X Fiche 50-443,63/02/14.0302250036 


0302170090 Advises that NRC takes no position on util motion* to compel 
answers to interrogatories by State of NH.Seacoast Anti- 
Pollution League & New England Coalition on Nuclear 
pollution U to League objection to util motion 

PATIERSGN.W F Hearing Branch 3 83/02/16, HOYT, H , LUEBKE, E A . 

HARBOUR, J Atomic Safety and Licensing Board Panel 2pp 
17181*360 24X Fiche 30-443,03/02/16,8302170096 


B3O2220366 Motion for 2-day extension to file motions to compel util 
answers to interrogatories V answer opposing util motion to 
compel Delay due to histone billiard 

CURRAN, D , BISHOP, L L New England Coalition on Nuclear Pollution 
CURRAN, D Harmon It Weiss 83/02/16 Atomic Safety and Licensing 

Appeal Pane) Ip 17232 342 24* Fiche 90-443,03/02/16,8302220366 


—8302220302 Motion to compel util answers to New England Coalition on. 
Nuclear Pollution second set of i liter roga tor i es on 
Contentions I D i, 1 D 4, I T. I I- 1 L K II D Util refuses to 
provide access to draft reactor vessel exam plan 

CURRAN. D , DISHOP.L L New England Coalition on Noc I ear Pollution 
CURRAN, D Harmon 6 Weiss 83/02/16 Atomic Safety and 

Licensing Appeal Panel 2[>p 17232 343 24X 

Fiche 50-443,83/02/16,0302220366 


— 8302220392 Motion to compel util answers to New England Coalition on 
Nuclear Pollution third set of interrogatories on 
Contentions I A 2,1 B lil B 2 M C 

CURRAN, D , BISHOP, L L New England Coalition on Nuclear Pollution 
CURRAN, D Harmon 4 Weiss 03/02/ 16 Atomic Safoty and 

Licensing Appeal Panel 2pp 17232 345 24X 

Fiche 50-443,83/02/16,8302220366 


— 0302220399 Answer opposing util motion to compel 6 motion for 
protective order Certificate of Svc encl 

CURRAN. D , BISHOP, L L New England Coalition on Nuclear Pollution 
CURRAN, D Harmon l Weiss 83/02/16 Atomic Safety and 

Licensing Appeal Panel I9pp 17232 347 24X 

Fiche 50-443, 03/02/16, 8302220366 


0302220010 Response to City of Po r t smou th , NH 030207 request to 
participate as interested municipality NRC has no objection 
if City admitted subj to same conditions as listed towns & 
if City takes proceeding as is Certificate of 9vc encl 
P AT1CRSCN, W F Hearing Branch 3 83/02/10 Atomic Safety and 

Licensing Board Panel 4pp 17233 101 24X Fiche 90-443, 83/02/ 1 G, 

6302520016 


8302280101 Order scheduling 030317 prehearing conference in Boston. MA 
re motions for summary d i spos i 1 1 on, content i on* 8< emei gency 
p Uns 

HOYT, H F Atomic Safety and Licensing Board Panel 03/02/24 Spp 
17305 264 24X Fiche 50-443,83/02/24,8302200101 


K Utility Final Safety Analysis Report (FGAR ) & amends 


8302230359 Amend 4B to FEAR 

# Public Service Co of New Hampshire 03/01/31 I574pp 
17264 090 24X Fiche 50-443,83/01/31,9302230359 


0 Inspection reports, IE Bulletins It correspondence 


0212060350 IE Info Notice 83-01, "Ray Miller, Inc " Svc list encl 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of Now 

York, Inc tlBpp 17023 160 24* Fiche 50-000,03/01/26.0212060330 


0212060360 IE Info Notice 03-02, "Limi torque HOBO, Hi DC , H2BC * H3BC 
Gearbeads Svc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 83/01/20 Consolidated Edison Co of Nb-ui 

York. Inc !09pp 17144 001 24X Fiche 30-000,03/01/28.0212060360 


0212060361 IE Info Notice 03-03, "Calibr of Liquid Level Instruments ,J 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Post 830103) 83/01/20 Consolidated Edison Co of New 

York, Inc 1 10pp 17074 095 24< Fiche 30-000,03/01/28,0212060361 


0302170366 Responds to Mechanical Engineering Branch Open Item 
SRP 10 2 3 re turbine insp frequency Turbine maint program 
will be adopted 4, turbine insp will be performed prior to 
power escalation 

DEVINCENT IS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 03/02/11 KNIGHTON, G U Licensing- 
Branch 3 2pp 171B7 113 24X Fiche 50-4 43,83/02/11,0302170366 


0212060363 IE Info Notice 83-04, “Failure of £lma Power Supply Units " 
Svc list encl 

JORDAN. E L Division of Emergency Preparedness 4< Engineering 
Response (Post 830103) 83/02/IB Consolidated Edison Co of Now 

York. Inc l iOpp 17347 191 24X Fiche 50-000,83/02/18,8212060363 


'302170279 Memorandum 4< order re motions on interrogatories to & from 
Hampton Beach Area Chamber of Commerce Hampton directed to 
answer NRC 021110 L util 921200 interrogatories it requests 
for production NRC need not amuer Hampton 8301J7 filing 
HOYT, H F Atomic Safety and Licensing Board Panel 83/02/16 
Hampton Beach Area Chamber of Comment®, Hanpton, NH 4pp 
17170 203 24X Fiche, 50-443, 83/02/16, 83021 70279 


8212060363 IE Info Notice 83-05, “Obtaining Approval for Disposing of 
Very Lou Level Radwaste - 10CFR20 302,“ Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc. liipp 17347 OSB 24X Fiche 30-000,03/02/24,8212060365 
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0212060366 IE Infn Notice 03-06, "Nom rf ent i c a J Replacement Parts " 

Svc list one 1 

JORDAN, E L Division or Emergency Preparedness & Engineering 
Response (Post 930103) 03/02/24 Consolidated Edison Co of Neu 

York. Inc 1 12pp 17361 140 24/ Fiche 50-000,63/02/24.0212060366 


R Periodic operating reports & related correspondence 


9302040356 Foruardfl const status rept for period ending 021231 
DEVINCENTIS, J Public Service Co of New Hampshire 03/01/31 

HARTFICLD.R A Management Information Branch 6pp 17019 054 24X 

riche 50-443.03/01/31,6302040356 


S Reportable occurrences. LERs 6 related correspondence 


6302030273 Interim deficiency rept re sheared pinion keys in Limitorque 
Model SB-O-25 motor operators Initially reported on 020003 
Westinghouse 6 Limitorque continuing investigation to 
identify operators 6 corrective action Next rept by 030301 
DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co nf New Hampshne 03/01/26 STAflOSTECKI, R Division of 
Project it Resident Programs 2pp 17000 002 24X 

Eiche 50-443.63/01/26,8302030275 


9302030455 Fina 1 deficiency rept re par ti tion- type nonmasonry 
walls not designed to initial project seismic criteria 
Initially reported on 621223 Design of walls revised &< walls 
will be structurally modified 

DE VINCENT IS, J Yankee Atomic Electric Co DEV INCENTIS , J Public 

Service Co or New Hampshire 83/01/26 STAROBTECKI » R Region If 
Office of Director 3pp 17006 194 24X Fiche 50-443.03/01/26, 

0302030455 


0302030563 Interim deficiency rept re power surges in solid state 
protection sys Initially reported on 620005 Test procedure 
changes per Westinghouse 620806 Jtr will be used until 
Westinghouse completes review Nest rept provided by 030701 
DEVINCENT1S, J Yankee Atomic Electric Co DEV INCENTIS, J Public 
Service Co of New Hampshire 03/01/26 BTARDfiTECKI, R Division of 
Project fc Resident Programs 2pp 17000 116 24X 

Fiche 50-443. 03/01/26, 6302030563 


9302230449 Interim deficiency rept re Westingh ousc-mf g gate valve 
position indicators Initially reported on 030110 Detailed 
analysis l corrective actions will be provided fey 030430 
DEVINCENTI5, J Yankee Atomic Electric Co DEV INCENTIS, J Public 
Service Co of New Hampshire 03/02/11 STARCJSTECKI , R Division nf 
Project i Resident Programs 2pp 17256 361 34X 

Fiche 50-443, 03/02/11,63022304 49 


9302250033 Interim Deficiency Rept SON-473 re electrical cable tray 
support bolts Initially reported on 810727 Final rept 
expected by 840131 following review of United Engineers it 
Constructors test results due 031206 

DEVINCENTIS, J Yankee Atomic Electric Co DEV INCENTIS, J Public 
Service Co of New Hampshire 03/02/10 STAROBTECKI , R Division of 
Project 6 Resident Programs 2pp 17294 113 24X 

Fiche 50-443.63/02/18,0302250033 


V Operator Examinations 


9301310203 Generic Ltr 03-06 to all power reactor 1 icons e es . ap p 1 1 can fcs 
for OLs.NSS v end or s , reac tor vendors */ A£ re certificates 
6 revised format for reactor operator S senior reactor 
operator licenses Svc list enc 1 

EtSEtOIJT.DG Division of Licensing 03/01/31 Consolidated 

Edison Co of New York, Inc Hpp 17347 177 24X 

Fiche 50-000,83/01/31,8301310203 


X Onsite Storage of Low Lovel Waste 


8302150134 Responds to 830104 inquiry re possible long-term storage of 
low level rsdwaste at plant NRC should not take deliberate 
action that would hinder establishment of addl disposal 
capacity by states but should permit util flexibility 
PRENNEMANi F N Region 1. Office of Director 03/02/03 
EISENCREINr R H New Hampshire, State of 2pp. 17147 202 24X 

Fiche 50-443. 83/02/03, 8302150134 


! — 0302150143 Requests comments on possibility of long-term storage of 

i low level radwaste at plant 

EISENOREIN, R H New Hampshire, State of 03/01/04. 

< BRENNEMAH. F N Region 1, Office of Director 2pp 17147 297 

, 24X Fiche 50-443,83/02/03,8302150134 
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A Application/construc tior stage documents U correspondence 


0302020500 Forwards info on operability qualification 6 demonstration 
of purge i> vent valves to help prepare for Seismic 
Qualification Review Team site audits 

KNIGHTON, G U Licensing Branch 3 83/01/24 TALLKAW, W C Public 

Sorvice Co of Neu Hampshire 9pp 16999 279 24X 

Fiche 50-443,83/01/24,9302020500 


6302010406 Forwards response re single failure assumptions for 
Condition II events, supp 1 ementing 920312 response Response 
will be included in Amend 49 to 0L application 

DEVINCENTIS, J Yankee Atomic Electric Co DEVI NCENT f B, J Public 
Service Co of New Hampshire 83/01/28 KNIGHTON. G W Licensing 
□ ranch 3 4pp 16974 264 24X Fiche 50-443,83/01/26,0302010406 


0302010435 Forwards responses to Requests for Addl Info- 440 69 6 
440 127 re locked rotor/shaft break event Item discussed In 
030110—12 meetings h will be included in Amend Application 
49 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 83/01/20 KNIGHTON, G U Licensing 
Bt anc h 3 I3pp 16991 035 24X Fiche 50-443,93/01/29,0302010435 


8302010646 Forward* open item responses to Auxiliary Sy* Drench U 
Containment Sy* Branch re RCPO leakage detection, 

NURE0-O737, 1 terns II E 4 2, ‘'Containment Isolation 
Depend a b 1 1 1 by , r ‘ 6 II F 1 2. “Containment Hater Level " 

DEVINCENTIS, j Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 03/01/20 KN1GHT0N,G W Licensing 
Branch 3 6p p 169B0 042 24/ Fiche 50-4 43,93/01/20,0302010646 


9302020152 Responds to open item be SRP 9 5 8 concerning design 
cf emergency diesel generator exhaust piping Flanged joint* 
cm diesel exhaust ays will be visually inspected for leakage 
i> conutmenta included in OL app 1 icat ion, Amend 4B 

DEVINCENTIS, J Yankee Abamic Electric Co DEVINCENTIS, J Public 
Sorvice Co of New Hampshire 03/01/31 KNIGHTON. G U Licensing 
Branch 3 2p p 16993 360 24X Fiche 50-4 43,93/01/31,0302020152 


8302020275 Forwards marked-up FSAR Table 3 9(B)-?3, resul ting from 
review or test requirements for safety clast valves Changes 
will bo incorporated in Amend 48 to QL application 
DEVINCENTIS, J Yankee Atomic Electric Co DEVTNCENTIS, J Public 
Service Co of Niu Hampshire 83/01/31 KNIGHTON, G W Licensing 
Branch 3 5*pp 16994 024 24X Fiche 50-443,83/01/31,0302020275 


9302020281 Forwards revs to FSAR Sections 12 5 1 it 13 1 2 2 U Figures 
12 3-1 1 13 i-5, in response to 021014 memo re safety review 
open items 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 03/01/31 KNIGHTDNrO U Licensing 
Branch 3 6p p 16993 320 24X Fiche 50-443,93/01/31,0302020301 


B302040092 Forwards revised FSAR Pp 3 9(01-9 6 3 9(D)-10 re tteady 
state 6 operating transient vibration, in response to 
rtechanical Engineering Branch open items 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co * f New Hamp sh ir e- 03/02/01 KNIGHTON, GW Licensing 
Branch 3 4p p 1702 1 24 9 24 < Fiche 50-443,93/02/01,0302040092 


0302040109 Forwards responses to Power Sys Branch open items discussed 
at 8301 10-12 L 15 meetings Responses will be included in 
Amend 49 to OL application 

DEVINCENTTS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of N«u Hampshire 03/02/01 KNIGHTON, G W Licensing 
□ ranch 3 I2pp 17020 303 24X Fiche 50-443,93/02/01,8302040109 


B302040372 Responds to open item re containment spray ch emistry , per 
discussion at 630110-12 i> 26 meetings Operability of 
gravity feed sys will be demonstrated during preoperat lonal 
testing of ECCS 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 83/02/01 KNIGHTON, G W Licensing 
Q ranch 3 2pp 17010 279 24 X Fiche 50-443,63/02/01,8302040372 


8302040066 Forwards marked-up FSAR pages re responses to open. items of 
SRP. Sections 12 3 4 6 12 5 2 Enel will be included in Amend 
48 to OL app 1 ication 

DEVINCENTIS, J, Yankee Atomic Electric Co DEVINCENTI8, J Public 
Service Co of New Hampshire 03/02/02 KNIGHTON, G W Licensing 
□ ranch 3 6pp 17020 147 24X Fiche 50-443,83/02/03,0302040066 


9302040330 Forwards revised FSAR Section 6 2. 2 2 re inart cover gas 
on sodium hydroxide tank F8AR rev will be included in OL 
app 1 icat ion, Amend 48 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 03/02/02 KNIGHTON, G W Licensing 
□ ranch 3 3p p 17018 23? 24X Fiche 50-443,83/02/02,0302040330 
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6302040425 Forwards revised response to Request Pot Add 1 Info 440 133 
Reiponse reflect* discussions w/Reactor Sys Branch, at 
030110-12 neetin<j i* will be Included in Amend 48 to OL 
app lica t ion 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTI S, J Public 
Service Co o f New Hampsh i re 83/03/02 KNT0HTOW, 0 4# Division of 

Licensing iBpp J7017 310 24X Fiche 50-443.83/02/02.0302040425 


0302080106 Forward* response to Hydrologic k Geotechnical Engineering 
Branch Request for Addl Info RAI 240 42 11/three oversize 
drawings* including one proprietary Nonpropr i etar y aperture 
cards i n PDR* proprietary cards in Central Files, 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS. J Public 
Service Co of Mew Hampsh ire 03/02/03 KMfCHTQNrOW Licensing 

Branch 3 306pp 17033 0 3 7 24X Fiche 50-443*03/02/03.8302030186 


0302000213 Forwards revised FSAR Section 39(B) 3 4 re snubber 
lnetal latio-n & operability veri f icati on, in response to 
Mechanical Engineering Branch open item Revs will be 
included in Amend 49 to OL application 

DEV INC ENT IS* J Yankee Atomic Electric Co DEVINCENTTB* J Public 
Service Co of New Hampshire 03/02/03 KNIOHTON.Q W Licensing 
Branch 3 5pp 1703B 040 24* Fiche 50-4 43.83/02/03*0302080215 


B30 200029 5 Generic Ltr 83-09 to all operating reactor licensees* 
applicants for OL fe holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Bvc 
list end 

EI8ENHUT* D G Division of Liceming, 03/02/08 Consolidated 

Edison Co of Neu York. Inc 1 1 p p 17290 247 24X 

Fiche 50-000.83/02/09*8302000295 


0302090080 Qentric Ltr 03-LOC to all applicants w/We % 1 1 ngh ouse designed 
NSSS re resolution of TMI Action Item II K 3 3* "Automatic 
Trip of Reactor Coolant Pumps ■ 

EI9EHHUT.DG Division of Licensing 03/02/08 Baltimore Gas & 

Electric Co 30pp 17290 212 24/ F l ch e * 30-000. 03/02/00. 

8302090080 


8302150407 Notifies that loos e par t* moni tor i ng sys that complies 
w/Rtg Guide 1 133 has been purchased from Technology for 
Energy Corp Detailed info required by Reg Guide I 133. 

Positions C 1,C 2*C 3* C 4. C 5 «< C 6 to be provided 830701, 
DEVINCENTIS, J Yankee Atomic Electric Co. DEVINCENTIS, J Public 

Service Co nf New Hampshire 03/02/09 KNIGHTON* G W Licensing 
Branch 3 2p p 17157 244 24X Fiche 50-443,83/02/09.0302150407 


B302 130451 Forwards revised FSAR pages fa* 1 Sections 9 1 2 Si 9. 1 3 re 
spent fuel pool cooling subsys Pages will be Incorporated in 
OL app 1 ication* Amend 49 

DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENTIS* J Public 
Service Co of New Hampsh i re 03/02/09 KNIGHTON*© W Hcensinq 
Branch 3 17pp 17150 173 24X Fiche 50-443* 03/02/09* 83021 50431 


030216026-3 Forwards "Criticality Analysis of Seabrook Spent Fuel, " in 
response to Auxiliary Branch request for addl info Rept to 
be Incorporated in OL application Amend 49 

DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENTIS. J Public 
Service Co of New Hampshire 03/02/10 KNIGHTON, G W Licensing 
Branch 3 I7 PP 17170 239 24X Fiche 50-443* 83/02/10, 03021 60263 


0302170369 Forwards revised FSAR Table 13 2-3 Indicating that training 
program for mitigating core damage follows INPO guidelines! 

In response to NRC 830210 request Revised table will be 
included in Amend 49 ta OL application 

DEVIWCENTI8. J Yankte Atomic Electric Co DEVINCENTIS, J Public 
Service Co of Neu Hampshire 83/02/10 KNIGHTON,© If. Licensing 
Branch 3 3pp 17107 130 24X Fiche 50-443* 83/02/ ip, 0302170369 


0302250103 Summary of 021330* 030 U 0-1 2. 18* 19, 25 b 26 meetings 
w/applicant re open items in review of electrical power sys, 
fire protection program b mechanical sys associated 
u/emtrgeney diesel generator Revised memo enci 

WHEELER* L Licensing Branch 3 03/02/10 Licensing Branch 3 

Bpp 17303 077 24X Fiche 30-443*83/02/10, 93022 50105 


3302160166 Responds to open item re potential for unmonitored discharge 
of steam generator blowdown demineral I xer regenerant 
solution Samples will be analyied for radioactive 
contaminants prior to discharging waste holdup sump 
DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS* J Public 
Service Co of New Hampsh ire. 83/02/14 KNIGHTON, G- W Licensing 
Branch 3 3pp 17162'069 24 X Fiche 90-443* 83/02/14. 0302160166 


8302160274 Forwards revised response to open item re preheating of 
diesel engine combustion air in low ambient air temp & no 
load conditions Revised response addresses qualification of 
diesel air preheating sys b corrects typographical errors, 
DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS* J. Public 
Service Co of New Hampshire 03/02/ M KNIGHTON* 0 N Licensing 
Branch 3 4pp 17170 234 24X Fiche* 50-443* 03/02/14, 8302160274. 


0302160326 Forwards revised responses to 640 series request far add! 
info re procedures & tests 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 03/02/14 KNIGHTON,© W Licensing 
Drench 3 12pp 17166 216 24X Fiche 50-443,03/02/14,0302160326 


0302220166 Forwards responses to Containment Sys Branch Open Item SRP 
6 2 0, per TNI Action Items II E 4 2 t II F 12 Responses 
will be incorporated in OL app 1 ication, Amend 49 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 03/02/17 KNIGHTON, G W Licensing 
□ ranch 3 9pp 17233 134 24X Fiche 30-4 43,03/02/17,0302220166 


0302220327 Forwards revised pages of previously submitted responses to 
requests for addl Info in response to Instrumentation b 
Control Sys Branch open items Supplementary info re 
Requests for Addl Info 420 21 L 420 29 also end 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 93/02/17 KNIGHTON , 0 W Licensinq 
Branch 3 19pp 17230 096 24X Fiche 50-443,63/02/17,8302220327 


8302220331 Forwards response to open item re NUREG-0737, 1 tem II F 3> 
"Detection of Inadequate Core Cooling 11 Commitment to 
utilize reactor coolant inventory mon i tor. saturation monitor 
& core exit thermocouples end 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of Neu Hampshire 83/02/17 KNIGHTON, G N Licensing 
Branch 3 4pp 17230 087 24X Fiche 50-443*83/02/17*8302220331. 


8302220380 Forwards revised FSAR Pages 1 0-17 & 5 2-24 through 5 2-3J 
m response to open item re detection of leakage from RCPB 
F0AR pages will be i ncorp or a ted in Amend 49 to OL 
app 1 ication 

DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENTI S, J Public 
Service Co. of New Hampshire 83/02/17 KNIGHTON, 0 W Licensing 
Branch 3 I3pp 17232 016 24X Fiche 50-443,03/02/17,0302220300 


8302250172 Amend 40 to application for OLs, i n corp qra t ing responses/ 
revised responses to NRC request for addl i nfo* responses to 
NRC licensing review open items b miscellaneous b minor 
t? d i tor ial res s 

JOHNSON * U P Yankee Atomic Electric Co JOHNSON, W P. Public 
Service Co of Neu Hampshire 83/02/16 KNIGHTON* G W Licensing 
Branch 3 2pp 17294 01 i 24X Fiche 50-4 43,63/02/10 , 6302230172 


8302250441 Forwards info re low temp overpressure protection in 
response to Request for Addl Info 440 132 Response will be 
incorporated In OL app l ication* Amend 49 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS* J Public 
Service Co of New Hampshire 93/02/23 KNIGHTON*© U Licensing 
Branch 3 5p p 17296 352 24X Fiche 50-4 43*03/02/23*0302250441 


E NRC Safety Evaluation Report <8£R>, suppls b correspondence 


0302040210 Forwards response to open item re reactor vessel closure 
studs Response discussed in 830110-12 meetings w/Matls 
Engineering Branch 6 will be included In Amend 49 to OL 
appl icat i on 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTI 8, J Public 
Service Co of New Hampshire 03/02/01 KNIGHTON* 0 W Licensing 
Branch 3 3p p 17023 320 ?4X Fiche 50-4 43,83/02/01,83020402 1 0 


F Security, medical, emergency b fire protection plans 


0301210340 Generic Ltr 03-04 to all licensees of operating reactor*, 
applicants for OL & holders of CPs re regional workshop 
concerning Suppl 1 * NVREG-0737* "Requt rements for Emergency 
Response Capability ' Bvc list end 

EI8ENHVF, D Q Division of Licensing 83/02/Oi Consolidated 
Edison Co of New York* Inc lipp 17221 226 24X 

Fiche 50-000*83/02/01,8301210340 


9302040036 Submits commitment re inadvertent operation of fire 
protection sys discussed at 630110-12 b 25 meetings w/Power 
Sys Branch Spray shield will be provided to protect pump 
motor from spray impingement Pump/motor will be elevated 
DEVINCENTI9, J Yankee Atomic Electric Co DEVINCENTIS* J Public 
Service Co. of New Hampshire 83/02/02 KNIGHTON*© W Licensing 
Branch 3. 3p p 17020 330 24X Fiche 50-443*03/02/02,0302040036 


8302230105 Su/rmary of 821230*6301 10-12,16*19,25 b 26 meetings 
w/applicant re open items in review of electrical power sys* 
fire protection program it mechanical sys associated 
w/emergency diesel generator. Revi sed memo end 

WHEELER* L Licensing Branch 3. 63/02/10 Licensing Branch 3. 

Bpp 17303 077 24X Fiche 50-443,63/02/10.0302250105 
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Q Adjudicatory covresponrfence 


830201052 i Response to 021111 interrogatories it request for production 
of documents Certificate of Qvc one 1 Related correspondence 
CURRAH, D i JORDAN, N 8 New England Coalition on Nuclear Pollution 
CI/RRAN, D Harmon i Weiss 03/01/28 Office of the Executive 
Legal Director l?pp 16977 273 24X Fiche 50-443, 83/01 /20 , 

8302010521 


8302010509 Forwards motion to compel New England Coalition on Nuclear 
Pollution answers Related correspondence 

GAD, R K Ropes It Gray GAD, R K Public Service Co of New 

Hampshire 83/01/20 Public Document Branch Ip 16970 144 

24 X Fiche 50-443.03/01/20,0302010309 


— Q30201 0594 Motion to compel New England Coalition on Nuclear Pollution 
answers to util 021207 interrogatories Coalition seeks 
shelter from obligation behind shield of unpreparedness 
W/Cer t i f ica to of Svc Related correspondence 
D IOWAN, T G , GAD, R K Public Service Co of New Hampshire 
DIGNAN, T G Ropes i Gray 03/01/20 Atomic Safety and 

Licensing Board Panel 22pp 16970 145 24X 

Fiche 50-443,03/01/28,0302010509 


□302010329 Answers to 030107 third set of interrogator i es & request for 
production of documents Certificate of Svc end Related 
corresp or, donee 

DIGNANiT 0 , GAD, R K Public Service Co of New Hampshire 
D1GNAN, T G Ropes 6 Gray 03/01/29 New Hampshire, State of 
JOpp 16977 246 24 < Fiche 30-443,03/01/29,0302010529 


8302010533 Answers to 030107 second set of interrogatories 6 requests 
for documents on Contentions I D 1, I D 4, I F, I 1, I L it II 0 
6 motion for protective order Certificate of Svc end 
Related correspondence 

D IOWAN, T 0 # GAD, R K Public Service Co of New Hampshire 
DIGNAN, T G Ropes It Qray 03/01/29 New England Coalition on 
Nuclear Pollution 10pp 16977 223 24X Fiche 50-443, 03/Oi /27, 

B302010533 


0302010947 Answers to 030107 third set of interrogatories & requests 
for documents on Contentions I A 2, IB 1, I D2&TC 
Certificate of Bvc end Related correspondence 
DIGNAN, T 0 , GAD, R K Public Service Co of New Hampshire 
DIGNAN,! 0 Ropes 6 Gray 03/01/29 New England Coalition on 
Nuclear Pollution 23pp 16982 335 24X Fiche 50-443,03/01/29, 

0302010547 


0302020253 Memorandum 4 Order denying State of NH D301O7 objection to 
ASLR ruling on motion for extension of discovery NH failed 
to meet burden of proving motion should be granted 

HQYTi H F Atomic Safety and Licensing Board Panel 03/01/31 New 

Hampshire, State of 12pp 16994 202 24X Fiche 50-443,03/01/31, 
0302020253 


030207Q199 Summarizes conve rs a t i o ns re timing of New England Coalition 
on Nuclear Pollution responses to NnC interrogatories it 
request for production of documents NflC summary disposition 
motions on Coalition contentions due 830220 

LESSVi H p Hearing Branch 3 83/02/04 CURRAN, D Harmon it Weiss 

2pp 1/032344 24X Fiche 50-443, 03/02/04, 0302070139 


0302000014 Motion to compel Coastal Chamber of Commerce of NH answers 
to NRC 021110 discovery requests or a 1 terna ttvely , to dismiss 
contentions on accident c la«s i f icatton, ons i te protective 
measures & radioactive monitoring N/Cer ti f i cate of 8vc 
LEBSV, R P i PERLI9, R G , PATTERSON, W F Hearing Branch 3 03/02/04 

Atomic Safety and Licensing Board Panel 9pp 17050 253 24X 

Fiche 50-443. 03/02/04, 8302000014 


0302000039 Answer 6 objection to 830117 interrogatories it request for 
production of documents to NRC it util Interrogator 1 es 
Untimely Subj of interrogatories does not relate to admitted 
contention* Certificate of Bvc end 

LESSY, R P Hearing Branch 3 03/02/04 Hampton Peach Area 

Chamber of Commerce, Hampton, NH 9pp 17090.163 24X 

Fiche 50-443,83/02/04,8302000039 


6302080185 Response in opposition to applicant motion to compel answer* 
to interrogatories 6 motion for issuance of protective 
order Supplemental answers to specific interrogatories 
currently being prepared W/svc list Related correspondence 
BACKUS, R A Seacoast Anti-Pollution League BACKU3, R A Backus, 
Shea it Meyer 83/02/04 Atomic Safety and Licensing Board Panel 
Bpp 17057 246 24X Fiche 50-443,03/02/04,0302000103 


8302080230 Forwards objection to util motion to compel interrogatories 
it motion for issuance of protective order W/o end. Related 
correspondenc e 

BACKUS, R A Backus, Shea i Meyer BACKUS, R, A Seacoast 
Anti-Pollution League 83/02/04 Docketing it Services Branch. 

Ip 17057 106 24 X Fiche 50-443,83/02/04,9302080230 


8302080264 First set of Interrogatories it requests for documents 
Contentions III 1,111 2,111 3, 1 1 1 12 h II! 13 Related 
correspondent e 

CURRAN, 0 , BISHOP, L L New England Coalition on Nuclear Poll Hi 
CURRAN, D Harmon * Weiss 03/02/04 Public Service Co of 
Hampshire 18pp 17056 357 24X Fi che 50-443, 03/02/04, 03O2OS 


8302100220 First motion for summary disposition of New England 
Coalition for Nuclear Pollution Contentions 1 D 4 & I L 
Intervenors do not intend to litigate contentions 
Certificate of Svc end Related correspondence 
DIGNAN, T Q , GAD, R K Public Service Co of blew Hampshire 
DIGNAN, T G Rope* it Gray 83/02/07. Atomic Safety and Lice 
Board Panel lOpp L71i4 053 24X Fiche 50-443, 83/02 /07. 

03OP1OO22O 


8302 10 0226 Fourth motion for summary disposition of Nbu England 
Coalition on Nuclear Pollution Contention I- I Regulatory 
basis for contention no longer exists Certificate of Svc 
end Related correspondence 

DIGNAN, T G , GAD, R K Public Service Co of New Hampshire 
DIGNAN, T G Ropes & Gray 83/02/07 Atomic Safety and Lies 
Board Panel 7pp 17115 049 24X Ftche 50-443.83/02/07,8302) 


83021 00335 Third motion for summary disposition of New England 
Coalition on Nuclear Pollution Contention 1 F 
Interrogatories show contention withdrawn & w / o basis If/ 
Certificate of Svc Related correspondence 

D l OMAN, T 0 j GAD, R K Public Service Co of New Hampshire. 
DIGNAN, T 0 Ropes it Gray 03/02/07 Atomic Safety and Lies 
Board Panel Spp 17119 055 24X Fiche 50-443,03/02/07,8302) 


0302100243 Second motion for summary disposition of New England 
Coalition on Nuclear Pollution Contention I.N 
Interrogator i es show contention withdrawn Certificate of 
Svc end 

D IOWAN, T 0 4 GAD, R K Public Service Co of Mew Hampshire 
DIGNAN, T 0 Ropes * Gray 03/02/07 Atomic Safety and Li c* 
Board Panel Spp 17114 103 24X Fiche 50-443,03/02/07,03021 


0302140139 Forwards request to participate as interested municipal 
CA Canneij should be placed on svc list Eight specific areas 
of concern listed 

CANMEY, C A Portsmouth, NH 03/02/07 HOYT , H F Atomic Safe 
Licensing Board Panel Ip 17140 091 24X Fiche 50-443,83/02 

0302140139 


— 0302140141 Request to participate as interested municipality pi 
to 10CFR2- 715<c> Certificate of Svc end 

CANNEY, C A Portsmouth, W 83/02/07 Atomic Safety and 
Licensing Board Panel 2pp 17140 052 24X Fiche 90-443, 

83/02/07,8302140139 


0302160207 Ninth motion for summary disposition of Neui England 
Coalition on Nuclear Pollution Contention I B i Facility 
RKR relies on syt which are safety-grade it environmentally 
qualified Certificate of Bvc end Related correspondence 
D IOWAN, T G , GAD, R K Public Service Co of Mew Hampshire 
DIGNAN, T 0 Rope* it Gray 63/02/09 Atomic Safety and Lice 
Board Panel Spp 17163 04i 24X Fiche 50-443,03/02/09,83021 


-8302160216 Affidavit of PL Anderson, support ing ninth motion fos 
disposition of New England Coalition on Nuclear Pollution 
Contention 1 B 1 

ANDERSON, P,L Yankee Atomic Electric Co 83/02/26 tp 
17163 046 24X Fiche 90-443,03/02/09,8302160207 


8302160323 Sixteenth motion for summary disposition of Neu Englar 
Coalition on Nuclear Pollution Contention I.K Evidentiary 
hearings unnecessary Certificate of Bvc end Related 
correspondence 

DIGNAN, T 0 i GAD, R, K. Publ Ic Service Co of Mew Hampshire 
DIGNAN, T 0 Ropes 4c Oray, 03/02/09 Atomic Safety and Lice 
Board Panel 9pp 17166 196 24X Fiche 50-443,03/02/09,0302) 


— 0302160341 Affidavit of EA Sawyer supporting summary disposlti* 
Mew England Coalition on Nuclear Pollution Contention Z.M 
Facility meets requirements of GDC 3, 

0AWVER, E A Yankee Atomic Electric Co 83/02/20 Ip 171/ 
Z4X Fiche - 50-443,03/02/09,0302160323 


8302160329 Eleventh motion for summary disposition of New Englam 
Coalition on Nuclear Pollution Contention 1 C Equipment to 
ensure pumphouse function is classified saf ety-related 
Certificate of Svc one 1 Related correspondence 
DIGNAN, T 0 i GAD,R. K, Public Service Co, of Mew Hampshire 
DIGNAN, T 0 Ropes U Grey 03/02/09 Atomic Safety and Lie* 
Board Panel 5pp 17164 209 24X Ftche; 90-443, 83/02/09. 8302 


— 0302160368 Affidavit of PL Anderson on New England Coalition oi 
Pollution Contention 1 C 

ANDERSON, P L Yankee Atomic Electric Co 03/02/09 Ip 
17164 210 24X Fi che. 90-443, 03/02/09, 0302160329 
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0302160346 Aniuor in opposition to applicant motion to compel ancuers 
to 021208 interrogatories & mot i on for protective order 
Contentions to which interrogatories relate did not 
originate w/NH W/Cer t i ficate of Svc Related correspondence 
KINDER, E T. New Hampshire, State of 03/02/09 Atomic Safety anti 

Licensing Board Panel 12pp 17167 223 24X Fiche 50-443,03/02/09, 

0302160346 


8302160332 Suppl to answers to third set of interrogatories Id request 
for production of document* Certificate of Svc encl Related 
correspondent « 

GAD, R K Public Service Co of New Hampshire GAD, R K Ropes b 
Gray. 83/02/0? New Hampshire, State of 3pp 17167 303 24X 

FieM 30-443,03/02/09,0302160352 


8302170201 Hofcion for leave to file brief in support of motion for 
nummary disposition Brief would be filed in 3 wk* if motion 
granted 

BACKUBi R A Beacoast Anti-Pollution League BACKUS, R A Backus, 
Shea 4t Meyer 03/02/11 Atomic Safety and Licensing Board Panel 

Ip. 17179 081 24X Fiche- 50-443, 83/02/1 1, a30217020L 


8302170284 Motion for summary disposition of contention Suppl III L for 
ASLR to stay continue tion of all OL proceedings until FES 
conforms w/interin policy statement Statement of rati facts 
enc 1 

BACKUS# ft A Sea coast Ant i -Pol 1 tit 1 on League BACKUS, R A Backus, 
Shea 6 Meyer 03/02/11 Atomic Safety and Licensing Board Panel 

lOpp 17176 190 24X Fiche 50-443,03/02/11,9302170264 


— 8302170209 Affidavit of RL Kaufmann supporting 9«acoa*t Anti-Pollution 
League motion for summary disposition of contention Buppl 
III Svc list end 

KAUFMANN, R L. New Hampshire, Univ of, 03/02/11 3pp 
17170 200 24X Fiche 30-443.03/02/11,0302170204 


0302100093 Sixth motion fur summary disposition of Contention NH-13 -on 
compliance w/NUflEO-0737 re personnel qualifications & 
training No genuine issue of rnatl fact exist* Related 
correspondent e 

DlGNAN, T 0 , GAD, R K Public Service Co of New Hampshire 

DlGNAN, T G Ropes it Gray 03/02/11 Atomic Safety and Licensing 

Board Panel Qpp 17216 212 24X Fiche 50-443,83/02/11.0302100093 


— 0302100106 Affidavit Of OS Thomas supporting sixth motion for nummary 
disposition of Contention NM-13 Certificate of Svc end 
THOMAS, 0 8. Power Authority of the State of New York, 03/02/11 
4pp 17216 219. 24X Fich* 30-443,83/02/11,8302100093 


0302100136 Fifth motion for summary disposition of Contentions NH-9 it 
CCCNH-7 re radioactivity monitoring sys & program* meeting 
requirements of ODC 63 U 64 statement of matl facts a* to 
which there is no dispute «ncl Related correspondence 
D I OMAN# T Q # GAD# R K Power Authority of the State of New York 
DIG NAN, X Q Rope* 1* Gray 03/02/11. Atomic Safety and Licensing 
Board Panel. 4pp 17216 166 24X Fiche 50-443,03/02/11,0302180136 


— 0302100142 Affidavit of JA MacDonald supporting sixth motion for 
summary disposition of Contentions NH-9 fe CCCNH-7 
Certificate of Svc »ncl 

MACDONALD, J A Yankee Atomic Electric Co 83/02/11 4pp 
17216- 170 24X Fiche 30-443, 03/02/11,0302100136 


8302100310 Motion for summary disposition of Contention SAPL Suppl 3 
No genuine issut of natt feet exists L util entitled to 
favorable decition Certificate of Qvc encl Related 
correspondenc e 

OIQNAN, T. G , OADiR K Public Service Co of Mew Hampshire 

DlGNAN, T G Ropes 6 Gray 83/02/1 i Atomic Safety and Licensing 

Board Panel 7pp 17211 221 24X Fiche 30-443,83/02/11,8302100310 


0302180359 Twelfth motion for summary disposition of Contention NECNP 
I D 1 re compliance u/GDC 1 No genuine Issue of matl fact 
exists b applicant entitled to favorable decision Rotated 
correspondence 

DIGNANi T G Public Service Co, of New Hampshire,. DlGNAN, T Q « 

OAD, R K Rope* b Gray 03/02/11. Atomic Safety and Licensing 
Board Panel 3pp. 1720? 192 24X Fiche. 50-443, 03/02/ J 1, 0302180399 


-“S3O210O3S7 Affidavit of JJ Lance supporting twelfth motion for summary 
disposition of Contention NECNP I D 1 No contention issue 
warrants hearings Certificate of Svc end 

LANCE, J, J Public Service Co of New Hampshire LANCErJ J 
Yankee Atomic Electric Co 03/02/10 3pp 17209 199 24X 

Fiche 90-443, 03/02/ 1 1 , 0302(80395. 


0308100360 Thirteenth motion for summary disposition of Contention 
NECNP l.D 2 r* compliance w/GDC 21. No genuine Issue of matl 
fact exists 6 applicant entitled to favorable decision 
Related correspondence. 

D 10 NAN, T 0 Public Service Co of New Hampshire, DlGNAN, T G. , 

0A», R K. Ropes & Gray. 03/02/11 Atomic Safety and Licensing 
Board Panel. 3pp. 17209:198. 24X Fiche; 90-443, 83/03/11, 0308100360 


— 8302100361 Affidavit of WN Fadden supporting thirteenth motion for 
summary disposition of Contention NECNP I D 2 No contention 
issue warrants hearings Certificate of Svc encl 
FADDEN.W 14 Public Service Co of New Hampshire FADDEN, W N 
Yankee Atomic Electric Co 83/02/10 3pp 1720? 201 24X 

Fiche 30-443,03/02/11,0302100360 


8302180421 Eighth motion for summary disposition of Contention NECNP 
I A 2 No genuine issue of matl fact exists b applicant 
entitled to favorable decision Related correspondence 
DlGNAN, T 0 , GAD,R K Public Service Co of New Hampshire 
DlGNAN, T G Ropes 6 Gray 03/02/il Atomic Safety and Licensing 

Board Panel 3pp 17214 339 24X Fiche 50-443, 03/02/ n , 0302 180421 


— 83O210O42B Affidavit of JM O'Connor supporting eighth motion for 
summary disposition of Contention NECNP 1 A 2 Certificate of 
Svc end 

□ 'CONNOR, J M Yankee Atomic Eloctric Co 03/02/11 4pp 
17214 342 24 X Fiche 50-443,03/02/11,0302100421 


8302180407 Fourteenth motion for summary disposition of Contention 
NECNP I D 3 re compliance w/GDC 30 No genuine Issue of 
matl fact exists 6 applicant entitled to favorable decision 
Related correspondence 

DIGNAN, T G Public Service Co of New Hampshire DlGNAN, T G , 

GAD, R K Ropes I* Gray 03/02/11 Atomic Safety and Licensing 
Board Panel 3pp 17210 346 24X Fiche 50-443,83/02/11,8302180487 


— B 302180493 Affidavit of WN Hadden supporting fourteenth motion for 
surrary disposition of Contention NECNP I D 3 No contention 
Issue uarrants hearings Certificate of Svc end 
FADDEN, W N Public Service Co of New Hampshire FADDEN, W N 
Yankee Atomic Electric Co 03/02/10 3p p 17210 349 24X 

Fiche 50-443,83/02/11,0302180407 


0302100295 Twenty-first motion for summary disposition of NECNP 
Contentions Til 12 L III t3 No genuine issue of matl fact 
exists b util entitled to favorable decision Related 
correspondenc e 

DlGNAN, T G , GAD, R K Public Service Co of New Hampshire 

DlGNAN, T G Ropes 6 Gray 83/02/14 Atomic Safety and Licensing 

Board Panel 3pp 17210 171 24X Fiche 50-443, 83/02/14, 0302180295 


"”83021 B0302 Affidavit of JA McDonald supporting 2Jst motion for summary 
disposition of NECNP Contentions III 12 b III 13 Evacuation 
time estimate* calculated for 2,5 6 10-mile radii areas 
Certificate of Svc end 

MCDONALD, J A Public Service Co of New Hampshire 03/02/11 
9pp 17210 174 24X Fiche 90-443,03/02/14,6302180295 


0302180308 Eigh teenth motion for summary disposition of Contentions 
NECNP II 0 1,3,4 & 5 No genuine issue of mat! fact exists b 
applicant entitled to favorable decision Related 
correspondenc e 

DlGNAN, T 0 , GAD, R K Public Service Co of New Hampshire 

DlGNAN, T G Ropes 4 Gray 03/02/14 Atomic Safety and Licensing 

Board Panel 3pp 17210 102 24X Fiche 50-443,03/02/14,6302180308 


— 0302100314 Affidavit of VL Killpack supporting motion for summary 
disposition of Contentions NECNP II B 1,3,4 b 9 Certificate 
of Svc end 

KILLPACKjV L Public Service Co of New Hampshire B3/02/14 
3pp 17210 IQS 24X Fiche 50-443,03/02/14,8302100300 


8302180322 Seventeenth motion for summary disposition of Contention 
NECNP 1 J No genuine issue of matl fact exists & applicant 
entitled to favorable decision Certificate of Svc enc 1 
Related correspondence 

DlGNAN, T 0 , GAD, R K Public Service Co of New Hampshire 

DlGNAN, T G Ropes 6 Gray 83/02/14 Atomic Safety and Licensing 

Board Panel Spp 17210 097 24X Fiche 50-443,83/02/14,0302100322 


B302IS0375 Motion to extend time until 830215 to filo motions for 
summary disposition Cast coast bliriarrl made necessary 
reproduction svc* impossible Certificate of Svc encl Related 
correspondenc a 

DfONAMi T G i GAU,R K Public Service Co of New Hampshire 

DlGNAN, T G Ropes b Gray 83/02/14 Atomic Safety and Licensing 

Board Panel 4p p 17210 179 24X Fiche 50-443,83/02/14,0302100375 


0302180400 Seventh motion for summary disposition of Contentions NH-21 
b CCCNH-5 re onsite protective measures Related 
corrtf pondenc e 

DION AN, T G , 0AD<R K Public Service Co of New Hampshire 

DlGNAN, T G Ropes b Gray 83/02/14 Atomic Bafety and Licensing 

Board Panel 3pp 17200 19? 24X Fiche 90-443,83/02/14,930 2100400 


— 83021S0406 Affidavit of JA MacDonald supporting motion for summary 
disposition of Contentions NH-21 b CCCNH-3 Applicants fully 
addressed all regulatory requirements re onsite protective 
measurements Certificate of Svc encl 

MACDONALD, J A Public Service Co of New Hampshire, 83/02/11 
330pp 17208 202 24X Fiche 50-443,83/02/14,0302180400 



DOCKETED ITEMS 


0302180465 Twentieth motion far summary disposition, of Contention 
NECNP III 2 No genuine issue of matl fact exists 8* util 
entitled to favorable decision 

DlGNAN, T G , GAD, R K Public Service Co of New Hampshire 

DfGNAM, T G Ropes 4- Gray 03/02/14 Atomic Safety and Licensing 

□ card Panel 3pp 17214 OOt 24X Ftche 50-443,83/02/14,0302100465 


— 8302100475 Affidavit af JA MacDonald supporting twentieth mat ion for 
summary disposition of Contention N£CNP III. 2 Radiological 
emergency plan adequate Certificate of Svc end 
MACDONALD, J A Yankee Atomic Electric Co 83/02/11 5pp 
17214 004 24X Fiche 50-443. 03/02/ 14, 8302180465 


8302250036 Motion for summary disposition of portion of NH Contention 
13(a) “ (d) re operations personnel qualifications & 
training No genuine issue of matl fact exists it dismissal 
warranted 

PATTERSON, U F Hearing Branch 3 LESSY, R P Hearings Division 
33/02/14 Atomic Safety and Licensing Board Panel lApp 
17294 017 24X Fiehe 50-443,03/02/14,0302250036 


— 63022 500 42 Affidavit of JT Wiggins Requirements of NUREG-'0737, 1 1 em 
I A t 1, "Shift Technical Adviser," relates only to shift 
technical advisor position it not tq other operations 
personnel positions Prof qualifications end 

WIGGINS, J T Division of Project 8- Resident Programs 83/02/14 
4p p 17294 033 24X Fiche 50-443,63/02/14,0302250036 


—3302230047 Affidavit of WG Kennedy Util committed to implement 
Wastinghouse Owners Group guidelines on program of emergency 
operating procedures & operator training, in response to 
NURE0-0737, Item i C 1 Prof qualifications end 

KENNEDY, W G Procedures fc Test Review Branch 63/02/09 3pp 
17294 037 24X Fiche 30-443,03/02/14,8302230036 


— 8302250053 Affidavit of JJ Buly Util committed to implement INP8 
training program re recognition t mitigation of consequences 
of core damage, in response to NUREG-0737, Item II B 4, 

■"Training tor Mitigating Core Damage " Program acceptable 
Bl/ZY, J J Licensee Quad fications Branch 83/02/09 62pp 
17294 040 24X Fiche 50-443,83/02/14,0302290036 


9302170090 Advises that NRC takes no position on util motions to compel 
answers to interrogatories by State of NH.Seacoaat Anti- 
Pollution League 6 New England Coalition on Nuclear 
Pollution h to League objection to util motion 

PATTERSON, W F Hearing Branch 3 03/02/16 HOYT, H , LUEOKE, E A . 

HAR9QUR, J Atomic Safety and* Licensing Board Panel 2pp 
17101 360 24X Fiche 90-443,63/02/16,0302170090 


0302 1 70279 Memorandum Ik order re motions on interrogatories to 8, from 
Hampton Reach Area Chamber of Commerce Hampton directed to 
answer NRC 021110 t> util 821208 interrogatories 6 requests 
for production NRC need not answer Hampton 03OH7 filing 
HOYT* H F Atomic Safety and Licensing Board Panel 03/02/16 
Hampton Beach Area Chamber of Commerce, Hampton, NH 4pp 
17170 203 24X Fiche 30-443,83/02/16,0302170279 


8302230366 Motion for 2-day extension to file motions to compel util 
-answers to Interrogatories i answer opposing util motion to 
compel Delay due to historic bllriard 

CURRAN, D ■ BISHOP. L L New England Coalition on Nuclear Pollution 
CURRAN, D Harmon $< Weiss 03/02/16 Atomic Safety and Licensing 
Appeal Panel ip 17832 342 24X Fiche 50-443,03/02/16,0302220366 


— 0302220309 Motion to compel util answers to New England Coalition on 
Nuclear Pollution second set of interrogatories on 
Contentions I □ i, I D 4, I F, I, I, I L it II D Util refuses to 
provide access to draft reactor vessel exam plan 

CURRAN, D , BISHOPiL L New England Coalition on Nuclear Pollution 
CURRAN, D Harmon 6 Weiss 83/02/16 Atomic Safety and 
Licensing Appeal Panel 2pp 17232 343, 24X 

Fiche 50-443, 03/02/16, 8302220366 


— B30 2220392 Motion to compel util answer* to New England Coalition on 
Nuclear Pollution third sat of interrogatories on 
Contentions IAZ, IB1,IB26IC 

CURRAN, D , BISHOP, L L New England Coalition on Nuclear Pollution 
CURRAN, D Harmon 6 Weiss 83/02/16 Atomic Safety and 
Licensing Appeal Panel 2pp 17232 345 24X 

Fiche 30-443,03/02/16,8302220366 


— 8302220399 Answer opposing util motion to compel it motion for 
protective order Certificate of Svc end, 

CURRAN, D , BISHOP, L L New England Coalition on Nuclear Pollution 
CURRAN, D Harmon & Weiss, 03/02/16 Atomic Safety and 
Licensing Appeal Panel 19pp 17232 347 24X 

Fiche 50-443,83/02/16,0302220366 


8302220018 Response to City nf Pn r tsmo u th , NH 830207 request td 
participate as interested municipality NRC has no objection 
if City admitted sub j to same conditions as listed towns V 
if City takes proceeding as is Certificate of Svc end 
PATlERSONi W F Hearing Branch 3 03/02/18 Atomic Safety and 

Licensing Board PaneJ 4pp 17233 101 24X Fiche 50-443,83/02/10, 

B 3022200 10 


03O22BO181 Order scheduling 030317 prehearing conference in Bosfcon»ITA 
re motions for summary di spos 1 1 loti, content! ons & emergency 
P Ians 

HOYTjH F Atomic Safety and Licensing Board Panel 83/02/24 2pp 
17305264 24X Fiche 50-443,83/02/24,9302200181 


K Utility Final Safety Analysis Report (FSAR) t amends 


8302230359 Amend 4B to F9AR 

♦ Public Service Co of New Hampshire 63/01/31 tS74pp 
17264 098 24X Fiche 50-443,03/01/31,8302230359. 


G Inspection reports, IE Bulletins & c arrosp ontfence 


8212060358 IE Info Notice 03-Oi, "Ray Miller, Inc •» Svc list ©Ac 1 
JORDAN, E L Division of Emergency Preparedness b Eng i neer 1 ng 
Response (Post 0301031 83/01/26 Consolidated Edison Co of New 

York, Inc 1 18pp 17023 160 24X F iche , 50-000, 83/01 /2A, 031 2060380 


8212060360 IE Info Notice 83-02, "Limi torque HOBC, H1BC, H2BC «c H38C 
Oearheads " Svc list end 

JDRDANi E L, Division of Emergency Preparedness it Engineering 
Response (Post 330103) 83/01/20 Consolidated Edison Cq of New 

York, Inc 109pp 17144 001 24X Fiche 50-000,03/01/20,8212060360 


8212060361 IE Info Notice 03-03, "Calibr of Liquid Level Instruments, 11 
Bvc list end 

JORDAN!, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 83/01/20 Consolidated Edison Co of New 

York, Enc 1 lOpp 17074 095 24X Fiche 5 O-OQO , B3/0 1 /28, 021 2060361 


0302170366 Responds to Mechanical Engineering Branch Open Item 
BRP 10 2 3 re turbine insp frequency Turbine maint program 
will be adopted t turbine in*p will be parformsd prior to 
p ower flicalat ion 

DEVINCENTIS, J Yankee Atomic Electric Co DEV I NCENUS, J Public 
Service Co of New Hampshire 03/02/11 KNIGHTON, G W Licensing 
Drench 3 2* p 17187 115 24X Fiche 50-443,63/02/11,0302170366 


8212060363 IE Info Notice 83-04, '‘Failure of Elm* Power Supply Units " 
Bvc list enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/02/10 Consolidated Edison Co of New 

York, Inc HOpp 17347 191 24X Fiche 50-000,83/02/19,0212060363 


8212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Law Level ftadweste - I0CFR20 302 H Svc list end 
JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/02/24 Consolidated Ediso-n Co of Now 

York, Inc Ulpp 17347 050 24X Fiche 50-000,83/02/24,8212060369 


8212060366 IE Info Notice 03-06. "Nonidentical Replacement Pa T t*. " 

Bvc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (post 830103) 83/02/24 Consolidated Edison Co of Now 

York, Inc 1 13pp 17361 148 24X Fiche 50-000,03/02/24,6212060366 


fi Periodic operating reports & related correspondence 


0302040356 Forwards const status rept for period ending 021231 
DEVINCENTIS, J Public Service Co of New Hampshire 03/01/31 

HARTFIELD, R A Management Information Branch 6pp 17019 054 24 

Tiche 30-443, 03/01/31 , 0302040396 


B Reportable occurrences, LERs & related correspondence 


8302030275 Interim deficiency rept re sheared pinion leys in Li mi tor qu 
Model S3 0-29 motor operators Initially reported on 820805 
Westinghous# & Li(ni torque continuing investigation to 
identify operators it corrective action Next rept by 030501 
DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public. 
Service Co of New Hampshire B3/QI/26 STAR03TECKI, R. Division c 
Project k Resident Programs 2pp 17000 002 24X 

Fiche. 50-443, 83/01/26, 0302030275 
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8302030433 Final deficiency rapt re par t 1 tion -type nonmasonry 
walls not de* igned to initial project seismic criteria 
Initially reported an B21223 Design of walls revised b walls 
will be structurally modified 

DEV INCENT IS, J Yankee Atomic Electric Co DEV INDENT IS, J Public 

Service Co of New Hampshire B3/OI/26 STARQBTECKI , R Region i, 
Office of Director 3pp 17006 194 24 X Fiche 50-443, 83/01 /26. 

0302030433 


B302030563 Interim deficiency rept re power surges In solid state 
protection *y* Initially reported on 020005 Test procedure 
changes per l-J*«ting house 020006 1 tr will be used until 
Westlnghouse completes review Nut rept provided by 030701 
DEVINCENT18. J Yankee Atomic Electric Co DEV INCENT IS. J Public 

Service Co of New Hampshire B3/0I/26 S TAROSTECK I , ft Division of 
Project & Resident Programs. 2pp 17000.110 24X 

Fiche 30-443,83/01/26.6302030363 


6302230449 Interim deficiency rept re Westing house-mfg gate valve 
position indicators Initially reported on 630110 Detailed 
analysis it corrective actions will be provided by 630430 
DEVINCENTIS,U Yankee Atomic Electric Co DEVI NCENTJ 8, J. Public 
Service Co of New Hampshire. 03/02/il STAROSTECKI, R Division of 
Project U Res ident Programs 2pp 17256 3 61 24X 

Fiche 50-443.03/02/11.6302230449 


8302250033 Interim Deficiency Rept fiBNI-473 re electrical cable tray 
support bolts Initially reported on 810727 Final rept 
expected by 840131 following review of United Engineers 8< 

Constructors test results due 631206 

DEV INCENT IS. J Yankee Atomic Electric Co DEV INCENT IS, J Public 

Service Co of New Hampshire B3/O2/10 S TAR05TECKI , R division of 
Project & Resident Programs. 2pp 17294 113 24X 

Fiche 30-443. 93/02/16.0302230033 


V Operator Examinations 


8301310203 Generic Ltr 83-06 to all power reactor 1 i c Bn* e ?s ■ a pp 1 1 c ant s 
far OLsiNSB v endor i» rise t or vendors L AE re certificates 
revised format for reactor operator 4. senior reactor 
operator licenses Svc list end 

EISENHVT.DO Division of Licensing 83/01/31 Consolidated 

Edison Co of New Yorkr Inc. i4pp 17347: 177 24X 

Fiche 50-000. 83/01/31. 8301310203 


X Onsite Storage of Law Level Neste 


0302150134 -Responds to 830104 inquiry re possible long-term storage of 
low level radweste at plant NRC should not take deliberate 
action that would hinder establishment of addl disposal 
capacity by states but should permit util flexibility 
0RENWEMAN,F N. Region 1. Office of Director 03/02/03 
EIGENGREINrR H New Hampshire. State of 2pp 17147:202 24X 

FUhe 50-443.83/02/03,0302130134 


— B30P150143 Requests comments on possibility of long-term storage of 
low level radwast* at plant 

EISENOREIN, F H New Hampshire. State of 83/01/04 
BRCNNEMAN, F N Region 1. Office of Director 2pp 17147 287 
24 X Fiche 50-443.83/02/O3i 0302150134 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC BTA- . UNIT 1 


A. App I j cat lon/construc tion itage documents Sc correspondence 


83020901 i3 Board Notification 82-1Z2A forward* USDS 621118 ltr 
clarifying previous recommendations re recurrence of 1086 
Charleston-type earthquake W/o encl. 

NOVAK. T M Assistant Director for Licensing 82/12/30 Atomic 
Safety and Licensing Board Panel 18pp 17105 335 24X 

Fiche 50- 000. 82 /1 2/30, 8302 080 1 1 3 


B302170O11 Forward* audit rapts on seismic it dynamic qualification of 
safety-related equipment Rept* also available in. PDF 
9 AQCHT 1 0, Equipment Qualification Branch 83/02/02 NOONAN. V 8 
Equipment Qua 1 i f ication Branch 3pp. 17205 189 24 < 

Fiche 50- OOO. 83 / 02/02, 63021 700 1 i 


— 8212070376 Forward* evaluation of 920809-13 site audit of safety- 
related electric it mechanical equipment Specific concern* 
should be resolved satiefac tori ly as package Instead of 
providing piece meal submittal 

NOONAN, V, 8 Equipment Qualification Branch 92/11/24. 
YOUNGBLOOD, B J Licensing Branch I. 6Spp 17207 195. 24X 

Fiche S0-000r 93/02/02, 9302170011 


8302000 1 58 Adviee* that recheck U changes mad# to demonstrated 
radiation Values resolve radiation level comment far environ 
qualification audit 

SCHMIDT, H C, Texas Utilities 3*rvice*, Tnc 83/02/03 
YOUNGBLOOD) 8 J Licensing Branch 1, ip 17059 063 24X 

I Fiche: 50-445, 83/02/03. 9302080 159 


S302100312 Hoard Not iri cat 1 on 03-11 forwards info indicating onset of 
increased turbulence L acceleration of tube wear occurring 
at feed flow rates of SOX for Model D/2 it D/3 steam 
generators k at 70X for Model D/4 U D/S stBam generators 
NQVAKi T M Assistant Director for Licensing 03/02/03 Atomic 
Safety and Licensing Board Panel 6p p 17143 293 24X 

Fiche 50-000,93/02/03,8302100312 


— 8302100522 Summary of 820219 meeting w/ORNL , ANL, TX Utils Generating Co, 
SC Electric 8< Oas Co, West inghouse, TVA & r epreson ta t i ves of 
Swedish nuclear power plant V Krsko in Bethesda,MD re 
accelerated tube wear on Model D steam generators 
CHESTNUT, 8 H Licensing Drench 1 82/03/15 YOUNGBLOOD, B J 

Licensing Branch 1 46pp 17143 298 24X Fiche 50-000,83/02/03, 

8302100312 


‘0210290111 Summary of 820929-30 meeting tu/ i ndep end en t design Teview 
group of Model D2/D3 steam generator owners it ANL re review 
of Nestinghouse program for correcting damaging tube 
vibration 

KANE. W F Licensing Branch 1 02/10/06 YOUNGBLOOD, D J 

Licensing Branch 1 5pp 17143 348 24X Fiche 50-000,83/02/03, 

8302100512 


0302090000 Generic Ltr B3-10C to all applicants u/Ue s t i ngh ouse designed 
N5S3 re resolution Of TMI Action Item J I K 3 5, "Automatic 
Trip of Reactor Coolant Pumps ' 

ElSEKHUTiD G Division of Licensing 93/02/08 Baltimore Oas & 

Electric Co 30pp 17290 212 24X Fiche 30-000,03/02/00, 

8302090000 


0302170339 Forwards documentation for May House, Somervel 1 County. TX 
Inclusion in Register of Natl Historic Places recommended 
W/o end 

HERR INGTON, L Texas, State of 83/02/09 ROGERS, U 
Interior, Dept of, National Park Service 2pp 17184 151 24X 

Tiche 50-445,83/02/09,8302170339 


S3D223046O Forwards description of proposed Amend 38 to F8AR 
MARSHALL, J S Texas Utilities Services, Inc 83/02/14 
BUR WELL, S B Office of Nuclear Reactor Regulation, Director 7pp 

17246 049 24X Fiche 50-443,03/02/14,0302230460 


9302230161 Notification of 83022S meeting w/util in Dethesda.MD to 
discuss const L preop era t i ona 1 testing schedule 
BURWELL, S 0 Licensing Branch 1 03/02/16 YGUNQBLOOD, B J 

Licensing Branch 1 3pp 17298 339 24X Fiche 30-445,03/02/16, 

8302250161 


0302280256 Forwards into re eligibility of May House for inclusion in 
Natl Register of Historic Places, per NRC 820525 request Info 
sent to TX State Historic Preservation officer on 83012! 

SCHMIDT, H C Texas Utilities Services, Inc 03/02/22 
YOUNQBLQODi B J Licensing Branch I 22pp 17312 236 24X 

Fiche 50-449, 83/02/22,8302200236 


0302280262 "Natl Register Evaluation of May House n 

SINGLETON, K Environmental C onsu 1 tants, I nc 01/07/03 3p p 
173J2 252 24 X Fiche 50-445,03/02/22,0302280256 


--8302290267 Requests info to initiate determination of eligibility 
request to keeper of Natl Register re May House, per 36CFR63 
Appropriate measures should be taken to protect resources 
during eligibility process 

YOUNGBLOOD, B J Licensing Branch 1 02/05/25 GARY, R J Texas 

Utilities Generating Co 2pp 17312 261 24X 

Fiche 50-44 5, 83/02/22, 0302200256 


E NRC Safety Evaluation Report (SERI, suppls h correspondence 


0302230177 Forwards response to Action Item I C 5 addressing SERj 
S uppi i,NUREG-0797 re feedback of operating experience to 
plant staff Info will be incorporated into future FEAR 
amend 

SCHMIDT, HC Texas Utilities Services, Inc 83/02/18 
YOUNGBLOOD. B J Licensing Branch 1 2pp 17245 093 24X 

Fiche 50-445,03/02/18,0302230177 


F Security, medical, emergency 5< fire protection plans 


8301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for OL & holders of CPs re regional workshop 
concerning Suppi t, NUREG-0737, "Requirements for Emergency 
Response Capability M Svc list enci 

ErSENHVTi DG Division of Licensing 83/02/01 Consolidated 

Edison Co of New York, Inc 11 pp 17221 226 24X 

Fiche 50-000,03/02/01,8301210340 
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3 * 


8302170368 Forwards Rev 2 to safeguards 
C re t I0CFR73 21 > 

GARY, fl J Texas Utilities Generating 
Office ot Nuclear Reactor Regulation. 
24/ Ficb® 50-445,03/02/14.0302170369 


contingency plan Rev withheld 

Co 03/02/ 14 DENTON, H 
Director 2pp 17183 330 


— B3O21O0242 Affidavit of A Vega re RK Combs concerns Investigation 
of concerns conducted Combs refused to provide component 
identification* or physically to identify Items of concern 
on advice rrom Citizens Assoc for Sound Energy 
VEGA i A Titas Utilities Generating Co 83/02/04 lOpp 

17115 090 24X Fiche 30-445,83/02/08,8302100238 


G Adjudicatory correspondence 


8302020240 Request for show cause order for applicants to show cause 
why Orlnnel L NPS! design criteria used for pipe supports/ 
hangers should not be provided If util does not have 
decuman ts, NRC regulations violated Certificate of 8vc end 
ELL 13, J Cltiiens Association for Sound Energy 03/01/20 
Comnissioner* lOpp 16994251 24XFiche 50-44S, 03/01 /20i 
0302020240 


0302020331 Forwards 030119 newspaper article re faulty steam 
generators Problem significant & should be included in 
proceedings Related correspondence 

ELL 18, J- Citizens Association for Sound Energy 03/01/20, 

MJLICR.M E , MCCOLLOM, K A , COLE, R F Atomic Bafety and Licensing 
Board Panel 3pp 16993 350 24X Fiche 50-445,83/01/20,8302020331 


□302020265 Order admitting NRC Exhibits 10, 11 & 12 into evidence 
M ILLER, M E Atomic Safety and Licensing Board Panel 03/01/31 
Office of the Executive Legal Director lp 16994 113 24X 

Fiche 50-445,83/01/31,8302020265 


—0302100246 Affidavit of A Vega re L Smith allegation* Invest! gation o 
concerns conducted re weld data card for Field klold 1 on 
Lina M8-2-R3-I9 Entire history not on weld card but could be 
found through ref listed card Certificate of Svc end 
VEGA, A Texas Util! ties Generating Co 83/02/07 6pp 
17115 1O0 24X Fiche 90-445,03/02/08,8302100230 


0302(50476 Response opposing Citizens Assoc for Sound Energy 830124 
motion for protective orders for R Combs, L Smith L F Ray 
ASLB lacks jurisdiction to apply Section 210 remedies to 
employee* d i l cr imi nate d against W/Cert 1 f 1 ca te of Svc, 

MIZUHO , 0 S Hearing Branch i 83/02/14 Atomic Safety and 

Licensing Hoard Panel 22pp 17157 090 24X Fiche 50-445,83/02/14, 

Q3Q213047* 


0302220415 Order requesting info by 830303, fr o-m applicants St NRC, to 
provide current best projections of completion dates of 
Unit 1 

MILLER, M E Atomic Safety and Licensing Board Panel 83/02/17. 
Texas Utilities Generating Co 2pp 17233 134 24X 

Fiche 90-445.83/02/17,8302220415 


0302070549 Comments on Issue of confidentiality of nuclear witnesses at 
plant Informants privilege should protect applicant 
employees who are most vulnerable to reprisal Svc list end 
GARDE, B P Government Accountability Project 03/02/01 
ROSENTHAL, A S , JOHNSON, W R , MOORE, T S Atomic Safety and Licensing 
Appeal Panel lOpp 17034 146 24X Fic he * 50-445, 03/02/0 1 , 

830Z07Q549 


8302070578 Response in opposition to Cltiiens Assoc for Sound Energy 
830118 motion for ASLB order directing NRC U applicants to 
provide potentially significant documents Prime facie 
case not presented W/Certi f icate of Svc 

REYNOLDS, N 9 Texas Utilities Generating Co REYNOLDS, N 8 
Detevoise 6 Liberman 03/02/02 Atomic Safety and Licensing Board 
Panel 06pp 17034-297. 24X Fiche 50-449,03/02/02,0302070570 


8302080 1 7 1 Forwards affidavit of RL Messerly re shoddy const practices 
ELLIS, J Citizen* Association for Sound Energy 03/02/03 
Docketing * Services Branch Ip 17050 046 24X 

Tiche 50-445,83/02/03,0302000171 


— 8302080173 Affidavit of RL Messerly re shoddy const practices 
MESSERLY, R L Cltiiens Association for Bound Energy 
MESSERLYi R L Brown & Root Corp (sub* of Halliburton Corp ) 
03/02/03 8pp 17090 347 24X Fiche 50-445,83/02/03,0302000171 


0302080109 Supp 1 to 030124 motion for protective order* for R Combs, 

L Smith b FR Harrell Witnesses interrogated by applicant* 
w/o legal representation Certificate of Svc end 

ELLIS, J Citizens Association for Sound Energy 83/02/03 Atomic 
Safety and Licensing Board Panel 6pp 17059 001 24X 

Fiche 30-445.83/02/03,9302000109 


□302080033 Response opposing Cltiiens Assoc for Bound Energy 030110 
motion for ASLB order requiring NRC J- util to provide 
documents Motion Is for d i scovery, wh icb ASLB ordered to be 
informally discussed w/par tie*. Cor ti f I cate of Svc end 
MIZUMO.OS Hearing Branch 1. 83/02/04 Atomic Safety and 

Licensing Board Panel 19pp 17050 172 24X Fiche 30-445,03/02/04, 

0302000035 


8302080251 Order striking Govt Accountability Project 030201 filing 
reviewing issues on appeal Project 1* not party to 
p rocaed ing, Fi ling entirely inap propr iate. Proper procedure 
would have been to file motion to file amicus curiae brief, 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Fane! 03/02/04 
Government Accountability Project 3pp. 17057 103 24X 

Fiche: 30-445, 83/02/04, 030200025 1 


0302090443 Forwards NRC 830131 Itr issuing 5ALP rep t, I ncl ud 1 ng SALP 
board rapt * util comments Rept cavers Oct 1901 - Sept 1902 
ROTHSCHILD, M U Hearing Branch 1 83/02/08 MILLER, M E, , COLE. R. , 

MCCOLLOM, K A Atomic Safety and Licensing Board Panel 22pp. 
17066-264 24X Fiche 50-449,83/02/08,0302090443 


Q302100238 Answer opposing Citizens Assoc for Sound Energy motion 6 
suppl for protective orders A8LB should direct Assoc to 
cease directing or encouraging concealment of potential 
nonconforming condition* by applicant employee* 

REYNOLDS, N S. Texas Utilities Generating Co. 83/02/00 Atomic 
Safety and Licensing Board Panel 27pp 17119-063. 24X 

Flthe* 30-445, 03/02/00, 8302100230 


0302230505 Forward* License 0MM-1 912. i ssuetf to util on 030214 Related 
documents and 

ROTHSCHILD, M U Hearing Branch I 03/02/18. MILLER, M E , COLE, R , 
MCCOLLOM, K A Atomic Safety and Licensing Board Panel 14pp. 

17245 168 24X Fiche 50-44 5, B3/ 02/ 18, 0302230505. 


0302240016 Forwards IE Insp Repts 30-445/02-26 U 50-446/02-14 re Walsh 
b Doyle allegation* on pipe support engineering program 
ROTHSCHILD, M U Hearing Drench 1 93/02/22. MILLER, ME , COLE, R. , 

MCCOLLOM, K A Atomic Safety and Licensing Board Panel 61pp 
17271.265. 24X Fiche 90-445,83/02/22.0302240016 


0302250279 Decision ALAB-71 4. d 1 «m i s« Ing NRC appeal of ASLB 020930 order 
directing disclosure of informants Appeal dismissed for want 
of genuine co n tr overiy. Oran t of petition for iflraeted 
certification wl th drawn, Johnson dissenting opinion end 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 83/02/24. 
33pp 17291302 24< Flch*- 50-445, 03/02/24, 8302250279 


0302200390 Forward* provisional proposed finding* of f ac t, fcranscr i pt 
corrections 1/ exhibit list on all controverted matters 
except Walsh/Doyle allegations 

ROTHSCHILD, M U , MIZUHO, OS Hearing Dranch 1 03/02/24 

MIL! ER , M E , COLE. R i MCCOLLOM, K A Atomic Safety and Licensing 

Board Panel lp 17310 029 24X Fi the, 50-445, 03/02/24, 03O22BO390 


— 0302280403 Provisional proposed findings of fact. 

ROTHSCHILD, M U . MIZUHO, 0 S Hearing Branch 1 83/02/24. 218pp. 

17310 030 24X Fiche 90-445,83/02/24.0302290390 


—0302280407 Transcript correction* for 811202-03,020607-11,0726-30 * 
0913-17 OL hearing* Certificate of Svc end 

ROTHSCHILD, M U . MIZUNCLQ 8 Hearing Branch 1. 03/02/24. 7pp 

17310 248 24X Flch* 90-449,83/02/24.8302280390 


0302200265 Application for stay of effectiveness of ASLAB B30224 
Decision ALAR-7L4 NRC likely to prevail on merit*, 
irreparable injury will result & no other partial will be 
harmed Certificate of Svc end 

CUNNINGHAM, 0 H Office of the Executive Legal Director TURK, 0 E. 
Hearing Branch l 03/02/25 Atomic Safety and Licensing Appeal 
Panel J3pp 17312-269 24X Flch*. 90-445, 03/02/29, 8302200263. 


J Insurance t< indemnity information 


8302100216 Forward* Endorsement 6 to NELIA Policy NF-274. 

GARY, R J Texas Utilities Generating Co 83/01/26 SALTZMAN, U. D. 
Office of State Programs, Director 2pp 17114.063. 24X 

Fiche- 90-449, 03/01/26,8302100216 


K, Utility Final aafety Analysis Report (FSARI It amends 


0302170175 Forward* Amend 30 to FBAR Affidavit end 

CLEMENTS, B. R, Texas Utilities Generating do. 83/02/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp. 17163-000 
24X Fiche: 50-449,83/02/14, B3021 7017S 


—0302170179 Amend 36 ta FSAR 

« Texas Uti Hties Generating Co 63/02/14, 238pp. 17183:092, 

24K Fiche 90-449,83/02/14,8302170179 
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M Antitrust carrESpondence 


03Q213Q371 Confirms fceicon w/GS Fcuer* fc 030209 notification of 
destruction of util exhibits 

VGGLER. B H Antitrust Division 83/02/10 KNOTTS, J D Debsvosse fc 
Liherxan Ip 17197 227 24X Fich e 50-445- 03/02/1 0. 83021 5037 1 


0 Inspection Teports, IE Bulletins 1 correspondence 


8302030326 Forwards IE Insp Rept 50-445/82-31 on 021201-31 No 
Tipncomp lance no*>ed 

MADSEN, G L Division of Resident, Reactor Project l* Engineering 
Programs 03/OI/1B GARY, R J Texas Utilities Generating Co 2pp 
17001 278 24 X Fiche 50-443, 83/01/ 1 a, 8302030326 


— 8303030331 IE Insp Rept 50-449/82-31 on 821201-31 No noncomp 1 ianca 
noted. Major areas inspected p r eopera t iona 1 test procedure 
review, plan fc tours, ini t ial startup procedure review, 
preoperat 10 nal test performance fc plant status 

KELLEY, D L , WEBTERMAN, T F Division of Resident, Reactor Project 
fc Engineering Programs 83/01/14 8pp 17001 200 24X 

Fich* 50-44 S, 83/01/18, 0302030326 


8302090443 Forwards NRC 030131 ltr issuing SALP r ep t, 1 hC lud iti g SALF* 
hoard rept h util comments Rept covers Oct 1901 - Sept !9B2 
RDTHSCNlLD.il U Hearing Branch 1 03/02/08 MILLER, M E , COLE, 11 , 

MCCQLLQM, K A Atomic Safety and Licensing Board Panel 22p p 
17066 264 24* Fiche 50-445,83/02/08,8302090443 


0302160322 Informs *hat IE Insp Rept 90-445/82-28 has been canceled No 
insp rept uill be issued rot rept number 

MADSEN, G L Division of Resident, Reactor Project fc Engineering 
Programs 83/02/08 GARYfR J Texas Utilities Generating Cu Lp 
17170 222 24X Fiche 50-445,83/02/00,8302160322 


0302230526 IE Insp Repts 90-445/02-17 fc 50-446/02-00 have been 
canceled 

MADSEN, G L Division of Resident, Reactor Project fc Engineering 
Programs 83/02/15 GARY, R J Texas Utilities Generating Co Ip 
17257 279 24X Fiche 50-445,03/02/15.0302230526 


8302250159 Submits daily highlight for B30215 IE Insp Repts 
50-445/82-26 t 50-446/02-14 will be signed fc issued 

BURUELL, S B Licensing Branch 1 03/02/15 DENTON, H R , CASE. E , 

CARTER, J Office of Nuclear Reactor Regulation, Director lp 
17298 342 24X Fiche 90-445,03/02/15,83022 50159 


8212060350 BE Info Notice 03-01, "Ray Killer, Inc *’ Svc list end 
JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 030103) 03/01/26 Consolidated Edison Co of New 

York, Inc 1 J0pp 17023 160 24X Fiche 50-000,83/01/26,8212060350 


8212060360 IE Info Notice 03-02, "Limi torque HODC, H IBC, HSBC fc H3UC 
Gearhcads " Svc list end 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 83/01/20 Conso 1 idated Edison Co of New 

York, Inc lQ9pp 17144 001 24X Fiche 50-000, 03/01/20, B21 2060360 


8212060361 IE Info Notice 83-03, "'Calibr of Liquid Level Instruments “ 
Svc list end 

JORDAN. E L Division of Emergency Preparedness fc Engineering 
Response (Post B30103 ) 03/01/20 Consolidated Edison Co of New 

YoTk. Inc 1 10pp. 17074 095 24X Fiche 50-000, 83/01 /20, B2i 2060361 


0302090403 Responds to Rev l,Suppl 1 to IE Bulletin B2-0f 
Reratf i og raph i ng of all welds has been completed Welds 
accep tab 1 e 

GARY, R J Texas Utilities Generating Co 03/01/31 COLLINS. J T 

Region 4, Office of Director lp 17071 085 24X 

Fiche 50-445,03/01/31,8302090403 


6302170353 Responds to 821227 ltr commenting on SALP Repts 50-445/82-24 
fc 30-446/82-12 for Oct 1901 - Sept 1902 

CQLLIN3, J T Region 4, Office of Director 03/01/31 GARY, R J 
Texas Utilities Generating Co 3pp 17185 099 24X 

Fiche 50-445.33/01/31,0302170353 


8302250237 Forwards IE Insp Repts 50-445/02-26 fc 50-446/02-14 on 
021013-1202 fc 030110 No noncompliance noted 

MADSEN, G L Division of Resident, Reactor Project fc Engineering 
Programs B3/02/t5 GARY, R J Texas Utilities Generating Co TJpp 
17299 156 24X Fiche 50-445,83/02/13,0302250237 


—0302250243 IE Insp Repts 50-445/82-26 fc 50-445/02-14 on 821013-1203 fc 
GJ0118 No noncompliance noted Major areas inspected pipe 
support engineering program in response to contains 
expressed at ASLD hearing 

TAPIA, J I , TAYLOR, R G Division of Resident, Reactor Project fc 
Engineering Programs RAJAN, J R N Mechanical Engineering Branch 
83/02/09 5?pp 17295 150 24X Fiche 50-445,83/02/15, 

0302250237 


8302230550 Advises of program instituted to send copy of insp repts of 
vendors used at facilities Repts will be forwarded w/o 
transmittal ltr through resident insp pc tor, w/di str l bu ti on 
ticket to flag significant problems 

COLLINS, JT Region 4, Office of Director 03/02/16 GARY, R J 
Texas Utilities Generating Co 3pp 17256 351 24X 

Ficha 50-445,03/02/16,0302230550 


Q302230630 Ac k receipt of 030210 ltr informing NRC of stops taken to 
correct violations noted in IE Insp Rept 50-449/B2-30 
MADSEN, G L Division of Resident, Reactor Project fc engineering 
Programs 03/02/17 GARY, R J Texas Utilities Generating Co Ip 
17254 175 24X fiche 50-445,83/02/17,0302230630 


— 0302170357 Comments on observations made in NRC SALP Repts 
30-445/82-24 fc 50-446/02-12 for Oct 1981 - Sept 1982 Util 
recogniies -need for improvement in performing insps of 
vendor supplied welds 

GARY, R J Texas Utilities Generating Co 02/12/27 MADSEN, G L 
Division of Resident, Reactor Project fc Engineering Programs 2pp 
17185 102 24X -Fiche 50-445,83/01/31,0302170353 


— 8302230648 Responds to NRC 030112 ltr re violations noted in lb Innp 
Rept 50-445/02-30 Corrective actions program established to 
recheck ail certified pipe support packages for 
calculation errors by 030001 

GARY, fl J Texas Utilities Generating Co 03/02/10 MADSEN, O L 
Division of Resident, Reartor Project fc Engineering Programs 3pp 
17254 196 24X Fiche 50-445,03/02/17,8302230630 


-8302170359 Forwards SALP Repts 50-445/82-24 fc 50-446/02-12 for 
Oct 1981 - Sept 1982 

MADSEN, G L Region 4, Office of Director 02/12/03 QARY.R J 
Texas Utilities Generating Co 2pp 17105 104 24X 

Fiche 50-44 5,83/01/31,8302170353 


8212060363 IE Info Notice 03-04, “Failure of Elma Pdwbp Supply Units «■ 
Svt list etic 1 

JORDAN, E L Division of Emergency Preparedness fc engineering 
Response (Post 030103) 83/02/10 Consolidated Edison Co of New 

York, Inc UOpp 17347 191 24X Fiche 50-000, 03/02/ 10, G21 2060 }63 


>8302170364 SALP Repts 50-445/02-24 fc 50-446/02-12 for Oct 1981 - 
Sept 1982 

WEBTERMAN, T. F , MADSEN, G L Division of Resident, Reactor Project 
fc Engineering Program* 02/11/24 15pp 17105 106 S4X 
Fiche* S0-44S, 03/01/31, B3021 70353 


8302240016 Forward* IE Insp Repts 50-449/82-26 fc 90-446/02-14 re Walsh 
fc Doyle allegations on pipe support engineering program 
ROTHSCHILD, K U Hearing Branch 1 03/02/22 MILLER, M E , CDLf, fl , 

MCCOLLDM,K A Atomic Safety and Licensing Board Panel 61pp 
17271 265 24X Fiche 50-445,83/02/22,8302240016 


8302070413 Ac k receipt of 030111 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-445/82-li fc 


90-446/82-10 

MADSEN, G L Division of Resident, Reactor Project fc Engineering 
03/02/02 QARY.R J Texas Utilities Generating Co 
17029 299. 24 X Fiche 30-445,03/02/02,0302070413 


IP 


9302070419 Respond - * to NRC 921213 ltr re violations noted in IE In 
Ripts 50-445/B2-1I fc 5O-446/0S-1O Corrective actions subj 
alUger tenure verified fc QA Procedure CP-OAP-2 1, 

“Personnel Tra ini ng fc Quatifi ea tion, ■' revised 

QARY.R J Texas Utilities Generating Co 03/01/11 MADSEN, G L 
R«i<*»nt, Reactor Project fc Engineering Programs 3i 
17029 300 24X Fiche 50-445.83/02/02,0302070413 


6212060365 IE Info Notice 03-05, “Obtaining Approval for Disposing of 
Very Low Level Radwaste - 10CFR2Q 302 " 8ve list end 
JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of Now 

York. Inc lUpp 17347 058 24X Fiche 90-000,83/02/24,0212060360 


8212060366 IE Info Notice 83-06, “Non i d on t i c a 1 Replacement Parts « 
Svc list end 


JORDAN, E L Division of 
Response (Post 830103) 
York. Inc 1 I2pp 17361 


Emergency Preparedness fc Engineering 
83/02/24 Consolidated Edison Co of New 
148 24X Fiche 50-000,83/02/24,0212060366 



DOCKETED ITEMS 


S Reportable occurrences/ LERs & related correspondence 


0302200295 Interim deficiency rept re Oorg-Warner check valve 
malfunction Initially reported on 63012Q Caused by broken 
tack weld securing stud connecting valve disc to operating 
arm Valves ui 1 1 be repaired by 930601 

GARY/ R J Texas Utilities Generating Co 03/02/15 MADSEN/ Q L 
Region 4, Office of Director 2pp 17312 359 24X 

Fiche 50-445, 83/02/ 1 9# 93022802? 5 


T Hearing transcript* on non-ant l trust matters 


8302290378 Forwards provisional proposed findings of fac t, transcript 
corrections fc exhibit list on all controverted matter* 
except Walsh/Doyle allegations 

ROTHSCHILD/ M U , MIZUNQ.G S Hearing Branch 1 B3/02/24 

H1L1ER/M E , COLE- R r MCCOLLOM, K A Atomic Safety and Licensing 
Board Panel lp 17310 029 24X Fiche 50-445/ 03/02/24/ B3Q228O390 


—9302200407 Transcript corrections for 811202-03,020607-11,0726-30 & 
0913-17 OL hearings Certificate of Svc end 

ROTHSCHILD, M u i MIZUNQ, G S Hearing Branch 1 03/02/24 7pp 

17310 240 24X Fiche 50-445,03/02/24/8302200398 


9302230460 Forwards description of proposed Amend 3B to FBAf? 
MARSHALL, J 3 Texas Utilities Services, Inc 83/02/14 
BURWElL.S B Office of Nuclear Reactor Regulation, Director 7pp 
17246 049 24X Fiche SO- 445, 83/02/ 1 4, 0302230460 


8302250161 Notification of S30228 meeting w/util in Sethesda.MD to 
discuss const & preopera t iona 1 testing schedule 
DURWELL, S 0 Licensing Branch 1 03/02/16 YQUNQJ1LOOD, R J 

Licensing Branch i 3pp 17290 339 24X Fiche 30-445,03/02/16. 

9302250161 


0302200256 Forwards info re eligibility of May House for inclusion in 
Natl Register of Historic Places, per NRC 020529 request Info 
sent to TX State Historic Preservation officer an 030121 
SCHMIDT, H C Texas Utilities Services, Inc 93/02/22 
YOUNQ0LOQD, B J Licensing Branch i 22pp 17312 236 24X 

Fiche 50-445,63/02/22,0302280256 


--B3G2280267 Requests info to Initiate determination of eligibility 
request to keeper of Natl Register re May House, ?»r 36CFR63 
Appropriate measures should be taken to protect resources 
during eligibility process 

YOUNGBLOOD, B J Licensing Dranch 1 02/05/25 GARY, R J Texas 

* Utilities Generating Co 2pp 17312 261 24X 

Fiche 30-445,83/02/22,8302200256 


9 Operator Examination* 


0301310203 Generic Ltr 83-06 to all power reactor 1 icensees, *p p licant* 
for OL* , NSS vendors. rsac tor vendors fc AE re certificates 
& revised format for reactor operator l> senior reactor 
operator licenses 0vc list end 

EIEENliUT, DO Division of Licensing 83/01/31 Consolidated 

Edison Co of New York. Inc I4pp 17347 177 24X 

Fiche 50-000.83/01/31,0301310203 


E NRC Safety Evaluation Report <BER>, supple 3k correspondence 


0302230177 Forwards response to Action Item I C 5 addressing BE FI, 
Sup p 1 li NUREG-0797 re feedback of operating experience to 
plant staff Info will be incorporated into future FSAR 
amend 

SCHMIDT, H C Texas Utilities Services, Inc 03/02/10 
YOUNGBLOOD, B J Licensing Branch 1. 2pp 17245 093 24X 

Fiche 50-449,03/02/10,0302230177 


8302230402 Lists projected requests for site visits by NRC to conduct 
operator licensing or instructor cert i f lea 1 1 on exams 
through 051231 per Generic Ltr 83-01 

SCHMIDT, H C Texas Utilities Services, Inc 83/02/10 
ElSENliUTrD 0 Division of Licensing 2pp 17240 002 24X 

Fiche 50-449, 03/02/10,8302230402 


DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STA .UNIT 2 


A Ap p 1 Icat lon/construc tion stage documents 6 correspondence 


9302000113 Board Notification 82-122A forwards U909 021110 ltr 
clarifying previous recommendations re recurrence of 1006 
Charleston-type earthquake W/o end 

NOVAK, T M Assistant Director far Licensing 02/12/30 Atomic 
Safety and Licensing Board Panel l0pp 17105 339 24X 

Fiche 50-000,02/12/30,8302000113 


F Becurity, medical, emergency tt fire protection plan* 


0301210340 Generic Ltr 03-04 fca all licensees of operating reactors, 
applicants for OL J- holders of CPs re regional workshop 
concerning Euppl 1 , NUREG-0737, ''Requirements for Emergency 
Response Capability " Svc list end 

EISENHUTj D 0 Division of Licensing B3/02/01 Consolidated 

Edison Co of New York, Inc llpp 17221 226 24X 

Fiche 50-000,03/02/01.8301210340 


0302170368 Forwards Rdv 2 to safeguards contingency plan Rev withheld 
< ref 10CFR73 213 

GARY, R J Texas Utilities Generating Co 03/02/14 DENTON, H 

Office of Nuclear Reactor Regulation, Director 2pp 17183 33B 

24X Piche 50-445,83/02/14.8302170368 


Q Adjudicatory correspondence 


0302080150 Advises that recheck * changes made to demonstrated 
radiation values resolve radiation level comment for environ 
qualification audit 

SCHMIDT, H C Texas Utilities Services, Inc 83/02/03 
YOUNGBLOOD, B J Licensing Branch 1 lp 17059 063 24X 

Fiche 50-445,03/02/03,8302000158 


9302100512 Board Notification 03-11 forwards info indicating onset of 
increased turbulence V acceleration of tube wear occurring 
at fa erf flow rates of 30X for Model D/2 L D/3 steam 
generators & at 70X for Model D/4 it D/5 steam generators 
NOVAK, T M Assistant Director for Licensing 03/02/03 Atomic 
Safety and Licensing Board Panel 6p p 17143 293 24X 

Fiche 50-000,03/02/03,6302100512 


8302020240 Request for show cause order for applicant* to show causa 
why Orinnel b NFS I design criteria u s ad fur pip* supports/ 
hangers should not be provided IP util does not have 
documents, NRC regulations violated Certificate of Svc end 
ELI 18, J Citizens Association for Sound Energy 83/01/20 
Commissioners 1 Op p 16994 251 24X Fiche 50-445,83/01/20, 

0302 020240 


6302020331 Forwards 930119 newspaper article re faulty steam 
generators Problem significant L should be included in 
proceedings Related c orre spondence 

ELLIS, J Cifc liens Association for Bound Energy 03/OI/2B 
MILLER, M E , MCCOLLOM, K A , COLE, R F Atomic Safety and Licensing 
Board Panel 3pp 16993 35o 24X Fiche 50-445, 03/01/20,830202033 


—0302100522 Summary of 020219 meeting w/ORNL, ANL, TX Utils Generating Co, 
QC Electric it Gas Co, Uestinghouse, TVA fc representatives of 
Swedish nuclear power plant !/ Krsko in Bethisda.MD re 
accelerated tube wear on Model D steam generators 
CHESTNUT, 8 H Licensing Branch 1 82/03/15 YOUNGBLOOD, n J 

Licensing Branch 1 46pp 17143; 296 24X Fiche 50-000,83/02/03, 

8302100512 


0302090080 Generic Ltr 03-lOC to all applicants ui/We « t i ng h ouse designed 
NSS 8 re resolution of TMI Action Item 1 1 K 3 5, "Automatic 
Trip of Reactor Coolant Pumps " 

EISEMHUT, D 0 Division of Licensing 03/02/00 Baltimore Gas 6 

Electric Co 30pp 17290 212 24X Fiche 50-000,83/02/00, 

0302090000 


B302170339 Forwards documentation for May House. Bomerve 11 County, TX 
Inclusion ih Register of Natl Historic Place* recommended 
W/o encl 

HERRINGTON, L Texas, State of 03/02/09. ROGERS, U 
Interior, Dep t of, National Park Service 2pp 17104 151 24X 

Fiche 50-443, 63/02/09, 0302 1 70339 


8302020265 Order admitting NRC Exhibits 10, tl U 12 into evidence 
MILLER, M E Atomic Safety and Licensing Board Panel 83/01/31 
Office of the Executive Legal Director lp 16994 1 13 24X 

Fiche- 50-445, 03/01 /31 , 8302020265 


03020/0549 Comments on issue of confidentiality of nuclear witnesses 
plant Informants privilege should protect applicant 
employees who are most vulnerable to reprisal Svc list encl 
GARDE, 0 P Government Accountability Project 83/02/01 
ROSENTHAL, A S , UDHNSGN, W R , MOORE. T. 5 Atomic Safety anrf Li cans l 
Appeal Panel lOpp 17034 146 24X Fiche 50-445,83/02/01, 

8302070349 


0302070576 Response in opposition to Cititens Assoc for Sound Energy 
030119 motion for ABLE order directing NRC U applicants to 
provide potentially significant documents Prima facie 
case not presented U/Cer t if ie ate of Svc 

REYNOLDS, N S Texas Utilities Generating Co REYNOLDS, N 9 
Debevoise 6 Liberman 63/02/02 Atomic Safety and Licensing Oco 

Panel 86pp 17034 297 24X Fiche SO-445 , B3/02/02, 8302070578, 
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DOCKETED ITEMS 


B30S0901 7 1 Forward* affidavit of RL Messerly re *hodrfy const practices 
ELLIS, J Citizens Association for Sound Energy 03/02/03 
Docketing L Service* Branch lp 1705B 346 24X 

Fiche 50-445, 63/02/03,8303000171 


— B302090173 Affidavit of RL Me**«rly re shoddy const practices 
MESSERLY, R L Citizens Association for Sound Energy 
MESSERLY, R L Brown t< Root Corp (subs of Halliburton Corp > 
83/02/03 6pp 17059 347 24X Fi che 50-449, 03/02/03, 6302000171 


B3O2O6OL09 Suppi to 030124 motion for protective orders for R Combs, 

L Smith 4c FR Harrell Witnesses interrogated by applicants 
w/o legal representation Certificate of Svc end 

ELLIS, J Citizens Association for Sound Energy 03/02/03 Atomic 
Safety and Licensing Board Panel 6p p 17059 001 24X 

Fithe 50-445. 83/02/03,9302060109 


B 3 02090035 Response opposing Citizens Assoc for Sound Energy 030110 
motion for ASLB order requiring NRC & ti fc i 1 to provide 
documents Motion is for d i stovery , uh i ch ASLD ordered to be 
informally discussed u/parties Certificate of Svc end 
HIZlfNO, Q S Hearing Branch 1 B3/02/04 Atomic Safety and 

Licensing Board Panel 19pp 17050 172 24X Fiche 50-445,03/02/04, 

0303090035 


0302000251 Order striking Govt Accountability Project 830201 filing 
reviewing issues on appeal Project is not party to 
proceeding Filing entirely inappropriate Proper procedure 
would have been to file motion to file amicus curiae brief 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 03/02/04 
Government Accountability Project 3P P 17057 103 24X 

Fiche 50-44 5,03/02/04,0302000251 


0302090443 Forwards NRC 830131 lfcr issuing SALP re p fc, inc 1 ud ing SALP 
board rept U util comments. ftept covers Oct 1701 - Sept 1902 
ROTHSCHILD, M 0 Hearing Branch 1 03/02/OB MILLER, M E , CGLE,K , 

MC COLL OH, K A Atomic Safety and Licensing Board Panel 22p p 
17066 264 24X Fiche 50- 443, 63/02/0B, 0302090443 


0302100235 Answer opposing Citizens Assoc for Sound Energy motion L 
suppi for protective orders ASLB should direct Assoc to 
cease directing or encouraging concealment of potential 
nonconforming conditions by applicant employees 

REYNOLDS, N S Teras Utilities Generating Co 03/02/00 Atomic 

Safety and Licensing Board Panel 27pp 17115 063 24X 

Fiche 50-445 , 63/02/08,8302100236 


— 0302100242 Affidavit of A Vega re RK Combs concerns Investigation 
of concerns c o nduc ted, Combs refused to provide component 
identification* or physically to identify items of concern 
on advice from Citizens Assoc for Sound Energy 
VEGA, A Texas Utilities Generating Co 83/02/04 |Opp 
17113 090 24 X Fiche 90-443,83/02/05,0302100230 


— 0302100246 Affidavit of A Vega r« L Smith allegations Investigation of 
concern* conducted re ueld data card for Field Weld i on 
Line MS-2-FB-19 Entire history not on ueld card but could be 
found through ref listed card Certificate of Svc end 
VEQA, A Teras l/tilitles Generating Co 83/02/07 6pp 
17113 100 24X Fich# 90-445,83/02/00,8302100230 


8302190476 Response opposing Citizens Assoc for Bound Energy 630124 
motion for protective order* for R Combs, L Smith 8< F Rag 
ASLB lads jurisdiction to apply Section 210 remedies to 
employees die cr iiflinated against W/Cer t i fl cate of Bvc 
MIZUNO, 0. 3 Hearing Branch l 03/02/14 Atomic Safety and 

Licensing Board Panel 22p p 17157 090 24X F i efie. 50-445, 03/02/ 1 4, 

0302150476 


0302220415 Order requesting info by 630303, from applicants & NRC, to 
provide current best projections of completion dates of 
Unit 1 

MILIER, M. E Atomic Safety and Licensing Board Panel 33/02/17 
Tests Utilities Generating Co 2pp 17232 134 24X 

Fiche 50-445, 03/02/17,8302220415 


1302230505 Forward! License SMI-1912, issued to util on 830214 Related 
documents encl 

ROTHSCHILD, M U Hearing Branch 1 83/OS/10 MILLER, M E , COLE, R. , 

MCCOLLUM, K A Atomic Safety and Licensing Board Panel 14pp 
17245 1 68 24X Fiche 50-445, 83/02/10, B302230503 


>2240016 Forward* IE Insp Septs 50-445/82-26 & 50-446/82-14 ra Walsh 
< Doyle allegations on pipe support engineering program 
IQTHSCHILD.M U Hearing Branch 1, 03/02/22 MILLER, H E, , COLE,R , 

iCCQLLOMrK A Atonic Safety and Licensing Board Panel 61pp 
'271,269 24X Fiche. 50-445,83/02/22, 8302240016 


8302250279 Decision ALAB “7 1 4 , dismissing NRC appeal of A&LD 620 930 ordei 
directing disclosure of informants Appeal dismissed for want 
of genuine controversy Grant of petition for directed 
certification withdrawn Johnson dissenting opinion end 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 63/02/24 
33pp 17291 302 24X Fiche 50-445,83/02/24,030225027? 


8302200398 Forwards provisional proposed findings of f ac t, trans cr ip t 
corrections 6 exhibit list on all contro\erted matters 
except Walsh/Doyle allegations 

ROTHSCHILD, M (J , MIZUNO.G S Hearing Branch I 83/02/24 
MIlLER, M E , COLE, R , MCCQLLOH, K A Atomic Safety and Licensing 
Board Panel Ip 17310 029 24X fiche 50-445,03/02/24,0302200398 


--0302280403 Provisional proposed findings of f ac t 

ROTHSCHILD, H U , MIZUNO,G S Hearing Branch 1 83/02/24 2 l0pp 

17310 030 24 X Fiche 50-445,03/02/24,8302200390 


0302200265 Application for stay of effectiveness of ASLAO 030224 
Decision ALAB-714 NRC likely to prevail on merits, 
irreparable injury will result & no other parties will be 
harmed Certificate of Svc end 

CUNNINGHAM, 0 H Office of the Executive Legal Director TURK, 8 E 
Hearing Branch 1 03/02/25 Atomic Safety and Licensing Appeal 

Panel 13pp 17312 269 24X Fiche 30-445,03/02/25,0302260265 


J Insurance 6 Indemnity information 


0302100216 Forwards Endorsement 6 to NELIA Policy Nr-274 

GARY, R J Texas Utilities Generating Co 83/01/26 6ALTZWAN, J D 
Office of State Programs, Director 2pp 17114 063 24X 

Fiche 50-445, 03 / 01 / 26 , 0302100216 


K Utility Final Safety Analysis Report IFSAR) S' amends 


0302170175 Forward* Amend 30 to FSAR Affidavit end 

CLEMENTS, 0 R Texas Utilities Generating Co 03/02/14 DENTON, M R 
Office of Nuclear Reactor Regulation, Director 2pp 17183 030 
24X Fiche 50-445,03/02/14,0302170175 


--□302170179 Amend 3B to FSAR 

* Texas Utilities Generating Co 83/02/14 238pp 17183 002 

24/ Fiche 30-445, B3/02/ 14, 83021 70175 


M Antitrust correspondence 


8302130371 Confirms telcon w/G8 powers t 030209 notification of 
destruction of ptil exhibits 

VQCLER, 0 H Antitrust Division 03/02/10 KNOTTS, J 0 Debevoise 8, 
Liberman Ip 17157 227 24X Fiche 50-445,83/02/10,8302150371 


0 Inspection reports, IE Bulletins 1 correspondence 


0212060356 IE Info Notice 83-01, "Ray Miller, Inc " Svc list enc 1 
JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response IPost 6301031 83/01/26 Consolidated Edison Co of New 

York, Inc I 18pf» 17023 160 24< Fiche 50-000,03/01/26,8212060350 


8212060360 IE Info Notice 83-02, "Limitorquo MOOC, H1BC, HSBC tt H3BC 
Ge-arheads " Svc list end 

JORDAN, £ L Division of Emergency Preparedness i, Engineering 
Response (Post 030103) B3/O1/20 Consolidated Edison Co of New 

York, Inc I09pp 17144 001 24X Fiche 50-000,03/01/20,0212060360 


0212^60361 IE Info Notice 83-03. "Calibr of Liquid Level Instruments *' 
Svc list enc! 

JORDAN, E L Division of Emergency Preparedness I< Engineering 
Response (Post 830103) 83/01/20 Consolidated Edison Co of New 

York, Inc 1 lOp P 17074 095 24X Fiche 50-000,03/01/28,0212060361 


0302090403 Responds to Rev 1, Suppi 1 to IE Bulletin 02-01 
Reradi ographi ng of all ueld* has been completed Walds 
acciptab le 

GARY, R J Texas Utilities Generating Co 03/01/31 CQLLIN9, J T 
Region 4, Order of Director lp !707i,0B5 24X 

Fiche 50-445, 83/01/31, 0302090403 


0302170353 Respond* to 021227 1 tr commenting on SALP Repts 30-445/02-24 
it 50-446/02-12 for Oct 1901 - Sept 1902 

COLLINS, JT Region 4, Office of Director 03/01/31 GARY, R J, 
Taras Utilities Generating Co 3pp 17105.099 24X 

Fiche 50-445, 63/01/31,8302170353 



DOCKETED ITEMS 


3 


- — 0302170357 Comments on observations mads in NRC SALP Repts 
30-445/82-24 ft 50-446/02-12 for Oct 1981 - Sept 1982 Util 
recognizes need for improvement in performing maps of 
vendor supplied welds 

GARY, 8 J Texas Utilities Generating Co 02/12/27 MADBEN, G L 
Division of Resident* Reactor Project !< Engineering Programs 2pp 
17103 102 24X Fiche 50-445.03/01/31.0302170353 


— 0302170359 Forwards SALP Repts 50-445/82-24 U 50-446/82-12 for 
Oct 1981 - Sept 1902 

MAD5EN, 0 L Region 4. Office of Director 82/12/03 OARY.R J 
Texas Utilities Generating Co 2pp 17185 104 24X 

Fiche 50-443.83/01/31,8302170353 


—8302170364 SALP Repts 50-445/02-24 ft 50-446/02-12 for Oct 1901 - 
Sept 1982 

WES TERM AN j T F . MADSEN# G L Division of Resident. Reactor Project 
& Engineering Programs 02/1 1/24 1 Sp p 17105 106 24X 

Flchc 30-445,03/01/3110302170353 


0212060366 IE Info Notice 83-06, "Noni d a nt i ca t Replacement Part* " 

3 vc list end 

JORDAN# E L Division of Emergency Preparedness &, Engineering 
Response (Post 830103) 33/02/24 Consolidated Edison Co of New 

York. Inc ll2pp 17361 140 24X F 1 che 50-000, B3/02/24 , 021 2060366 


S Reportable occurrences, LERs ft related correspondence 


0302260295 Interim deficiency rept re Borg-Warner check valve 
malfunction Initially reported on 030120 Caused by broken 
tael weld securing stud connecting valve disc to operating 
arm Valves will be repaired by 030601 

GARY, R J Texas Utilities Generating Co 83/02/15 MADBEN. G L 
Region 4, Office of Director 2pp 17312 358 24X 

Fiehu 90-445,83/02/15,0302280295 


T Hearing transcripts on non-an t itrust matters 


0302070413 Ac k receipt of 830111 1 tr informing NRC of steps token to 
correct violations noted in IE Insp Repts 50-445/02-11 & 
90-446/02-10 

MADSEN. 0 L Division of Resident, Reactor Project ft Engineering 
Programs 83/02/02 GARY,R J Texas Utilities Generating Co Ip 
17029 299 24X Fiche 50-445,03/02/02,0302070413 


B30228039B Forwards provisional proposed findings of f ec t, trans cript 
corrections ft exhibit list on all controverted matters 
except tJalsh/Doyle allegations 

ROTHSCHILD, M U Hearing Branch 1 03/02/24 MILLER, H E Atomic 

Safety and Licensing Board Panel lp 173t0 029 24X 

Flcfte SO-443# 83/02/24, 8302280390 


— 0302070419 Responds to NRC 021213 ltr re violations notad in IE Insp 
Repts 50-449/82-11 & 50-446/02-10 Corrective actions subj 
alleger tenure verified t QA Procedure CP-GAP-2 1, 

"Personnel Training f> Gua 1 i f i cation* M revised 

GARY, R J Texas Utilities Generating Co B3/01/11 MADSEN , 0 L 
Division of Resident, Reactor Project It Engineering Programs 3pp 
17029 300 24X Fiche 90-445# 03/02/02# B3020704 13 


—0302200407 Transcript corrections for 011202-03,820607-11,0726-30 ft 
0913-17 CL hearings Certificate of Bvc end. 

ROTHSCHILD, M U , MrZUNO, GS Hearing Branch 1 83/02/24, 7pp. 

17310 249 24 X Fi c h e. 30-445, 83/02/24, 0302280398 


V Operator Exa mi nati ons 


0302090443 Forwards NRC 830131 ltr issuing SALP rep t, inc 1 ud ing BALP 
board rept ft util comments Rapt covers Oct 1901 - Sept 1902 
ROTHSCHILD# M U Hearing Branch 1 03/02/08 MILLER, M E Atomic 

Safety and Licensing Board Panel 22pp 17066 264 24X 

Fiche 50-443.03/02/08,8302090443 


03O22JO326 IE Insp Repts 50-445/82-17 8* 50-446/02-00 have been 
canceled 

MADBEN, G L Division of Resident, Reactor Project ft Engineering 
Programs 03/02/19 GARY, R J Texas Utilities Generating Co Ip 
17297 275 24X Fiche 50-445,83/02/15,0302230526 


0302290159 Submits daily highlight for 030215 IE Insp Repts 
30-449/02-26 U 90-446/02- H will be signed ft issued 
BURNELL# 3 0 Licensing Branch 1 83/02/15 DENTON, H Ft, , CASE# E , 

CARTER, J Office of Nuclear Reactor Regulation, Director lp 
17290 342 24X Fiche 30-445,03/02/15,8302230159 


8302250237 Forwards IE Insp Repts 50-443/82-26 U 50-446/82-14 on 
821013-1202 ft 830118 No noncompliance noted 

MADSEN, G L Division of Resident, Reactor Project «< Engineering 
Programs 03/02/15 GARY, R J Texas Utilities Generating Co 2pp 
17293 156 24X Fiche 30-445,83/02/19,8302250237 


— 8302250243 IE Insp Repts 50-445/82-26 it 30-445/02-14 on 021013-1202 & 
830118 No noncompliance noted Major areas inspected , p ipe 
support engineering program in response to concern* 
expressed at A8LB hearing 

TAFIA, J I , TAYLOR, R G Division of Resident, Reactor Project f< 
Engineering Programs RAJAN, J R N Mechanical Engineering Branch 
83/02/09 59pp 17295 139 24X Fiche 50-449,03/02/15, 

8302250237 


0302230538 Advises of program instituted to send copy of Insp repts of 
vendor* used at facilities Rept* will be forwarded w/o 
transmittal ltr through resident inspec tor, w/d is tr i butt on 
ticket to flag significant problem* 

COLl INS, J T Region 4i Office of Director 83/02/16 GARY. R J 
Texas Utilities Generating Co 3pp 17256391 24X 

Fiche 50-445, 83/02/16, 0302230958 


0301310203 Generic Ltr 83-06 to all power reactor licensees, applicants 
for OLsiNSB vend or*, reac tor vendors ft AE re certificates 
& revised format for reactor operator & senior reactor 
opeiator licenses Svc list one 1 

E l SENHUT # D 0 Division of Licensing 83/01/31 Consolidated 

Edison Co of New York, Inc l4pp 17347 177 24X 

fiche 90-000,63/01/31,8301310203 


0302230402 Lists projected requests ^ or »Ite visit* by NRC to conduct 
operator licensing or instructor certification exam* 
through 851231 per Generic Ltr 83-01 

SCHMIDT, H C Texas Utilities Service*, Inc 83/02/18 
EISENHUT 1 D G Division of Licensing 2pp 17248 082 24X 

Fiche 50 -443, 03 / 02/18,030 2 2304 02 


DOCKET STM-50-447 GESSAR-239 


A Application/cDnstruction stage documents 4, corr espondence 


8302010709 Noti f ication of 830123 meeting u/OE in Qeth*tda,MD to 
discuss fuels -related issue* in GES8AR-II, BWR/6 nuclear 
island design 4< OE0TR-LOCA, mod* I for prediction of foe} rod 
thermal performance 

TOKAR, M Core Performance Dranch 03/01/18 BERLlNQERiC H Cora 
Performance Branch 2pp 16989 279 24X Fiche 50-447,83/01/10, 

0302010709 


0302010644 Forward* final draft response* to Instrumentation S, Control 
By* Branch questions contained In Commission 621005 request 
for addl info 

BMEftWOODiQ 0 General Electric Co 83/01/28. E26ENHUT , D G. 

Division of Licensing i40pp 16979 237. 24X Fiche 30-447, 

03/01/20, 0302010644 


0302020023 Forwards remaining final draft responses to Instrumentation 
U Control Sy* Branch questions per 82 1005 r eqi/est. Response* 
reflect results of Info exchange meetings u/NRC 
8HE«WD0D,G© General Electric Co 03/01/31. ElSENHUTrD 0. 

Division of Licensing S5pp <7005.001 24X Fich e. 50-447, 03/01 /31. 

0302020023 


8212060363 IE Info Notice 03-04, "Failure of Elma Power Supply Unite," 
Svc list end 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Responie (Post 830103) B3/O2/10 Consolidated Edison Co of New 

York, Inc UOpp 17347 191 24X Fiche 50-000,83/02/10,0212060363 


0302240016 Forward* IE Insp Rept* 50-445/82-26 & 90-446/82-14 re Walsh 
ft Do-ylt allegations on pipe support engineering program 
ROTHSCHILD, M, U, Hearing Branch 1 03/02/22 MILLER, M E Atomic 

Safety and Licensing Board Panel 6ipp 17271*265, 24X 

Fi<he 50-445, 03/02/22, 8302240016 


8212060369 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Level Radwasbe - 10CFR20 302 *' 8VC list end, 

JORDAN, E, L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc tllpp 17347.050. 24X Fi che, 50-000, 83/02/04, 021 206016^ 


03O2OBO4I1 Forwards request for addl info re seismic U dynamic 
qua lift cation of mechanical it electrical equipment 
described in OESSAR-it "BWR/6 Nuclear Island Design * 

Responses requested by 830211 

THOMAS, G 0 Standardization ft Special Projects Branch, 03/01/31 
SHERWOOD, 0 0 General Electric Co 7pp 17074 333 24X 

Fiche 50-447,83/01/31,8302000411 


8302070377 Forwards revised final draft responses to NRC 020023, 1009 
ft HIS info requests L Mechanical Engineering Branch draft 
8ER meetings 

SHERWOOD, 0 0 General Electric Co 03/02/02 EI-SENHUT, 0. O 
Division of Licensing 88pp 17029 Q03. 24X Fi ch e; 50-447. 03/02/02, 

8302070377 
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0302100203 Forwards draft responses to NRC 830131 request For addl 
info re OESSAR-II 

SHERWOOD, G 0 General Electric Co 83/02/09 E1SENKUT, D <J 
Division of Licensing 23p p 17112 289 24X Fiche 30-447,83/02/00# 

0302100203 


0302170335 Forwards info re GE response to QESSAR It Question 490 01, 
re fuel rod cladding i deformation per M Tokar request at 
030125 A 26 nestings 

CHARNLEY, J B General Electric Co 03/02/09 BErtLlNCEFt, C H Coro 
Performance Branch 4pp 17104 104 24X fiche 50-447,03/02/09, 

0302170335 


0302220152 Forwards assessment of Unresolved Safety Issue Task A-46 & 
final draft responses to selected questions of 920025,1113 
& 1731 Commission Info requests 

SHERWOOD, G O General Electric Co 03/02/17 EISENHUT, D 0 
Division of Licensing 49pp 17233 207 24X Ficha 50-447. 03/02/17. 

0302220 1 52 


E NRC Safety Evaluation Report (SERI, suppls A correspondence 


B302070377 Forwards revised final draft responses to NRC 020925,1005 
it 1115 info Tequests & Mechanical Engineering Branch draft 
SER mootings 

SHERWOOD, G G General Electric Co 03/02/02 EISENHUT, D 0 
Division of Licensing 00pp 17029 003 34X Fiche 50-447,03/02/02. 

0302070377 


6302200494 Commits to review each human engineering discrepancy in Appsi 
A 6 Q of QESSAR 1 1 SER identified during 821211-13 control 
room design audit at Black Foe simulator 

SHERWOOD, <? Q General Electric Co 03 / 02/22 E 1 SEN HUT, D Q 

Division of Licensing 2pp 17309 235 24X Fiche 60-447.93/02/2 2, 

8302280464 


8302160163 Requests approval of interim power restriction option to 
enable plant startup in event that steam generator mods to 
prevent tube vibration cannot be completed prior to fuel 
1 oad 

TRAMtt, T R Commonwealth Edison Co 83/02/0? DENTON, H ft Office 
off Nuclear Reactor Regulation, Director 2pp 17162 064 24X 

Fiche 50-000, B3/02/09, 0302160165 


8302180379 Submits info re prevention of steam generator water hammer 
Check valves removed to assure effectiveness of controlled 
closure check valves upstream Addl check valve will be 
installed in discharge piping to mimmiie backloakage 
TRAMM, T R Commonwealth Edison Co 93/02/15 DENTON, H ft Office 
of Nuclear Reactor Regulation, Director 3pp 17209 317 24X 

Fiche 50-000,03/02/13,930210037? 


8302240330 Notifies that NRC position on reactor trip breaker testing 
issue unchanged Houston 830202 1 tr to Westinghouae 
f orwa rd od 

YOUNGBLOOD, B J Licensing Branch 1 83/02/16 DELGEORGE, L 0 

Commonwealth Edison Co 2pp 17284 337 24X Fiche 50-000,03/02/16, 

0302240330 


C Utility Environmental Report (Eft), amends & correspondence 


0302080152 Forwards Amend 4 to environ rept - OL stage, consist! ng of 
revs to annua 1 average X/0 at site boundar y , agr ic ul tura 1 
soils, historic archaeological, architec tura 1 , scenic, cultural 
It natural features 6 authorisations for const & operation 
SWARTZ. E D Commonwealth Edison Co 83/01/26 DENTON, HR Office 
af Nuclear Reactor Regulation, Director 2pp 17059 026 24X 

Fiche 50-45q, 93/01/26, 8302080152 


— 83OPO0O15d Amend 4 to environ rept - OL stage Oversixe drawing encl 
« Commonwealth Edison Co 83/01/31 31pp 17059 028 24X 

Fiche 50-454, 83/01/26, 8302080 1&2 


DOCKET STN-50-434 BYRON STATION, UNIT 1 


A App I i cat! cn/cpostruc tion stage documents Sc correspondence 


0302170011 Forwards audit rapts on seismit l dynamic qualification of 
safety-related equipment Pepts also available in FDR 
BAOCHI.G Equipment Qualification Branch 03/02/02 NOONAN, V G 
Equipment Qua 1 i f i cat i on Branch 3pp 17205 108 24X 

Fiche 50-000,83/02/02,0302170011 


E NRC Safety Evaluation Report (SER). suppls it c on e sp on d enc e 


0302170401 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF BYRON 
STATION, UNITS I AND 2 Docket Nos STN 50-454 And STN 50-459 
(Commonwealth Edison Company) 

* Office of Nuclear Reactor Regulation, Director NUREG*'087A S02 
83/01/31 30 pp Available at NRC *4 75 17197 264 24X 

Fiche 50-434, 83/01 /3l , 83021 7048 1 


— 6302170025 Trip rapt of 820913-17 visit to facility to review seismic it 
dynamic qualification me thuds, procedures t results For 
safety-r* 1 a ted mechanical it electrical equipment it observe 
field installation of equipment 

LFE, A Equipment Qualification Branch 02/12/20 NOONAN, V 
Equipment dual i flee tion Branch 66pp 17205 191 24X 

Fiche 50-0 00,83/02/02,8302170011 


8302100162 Summary 0? seismic qualification review team 820913-17 
site visits w/BNL re site audit 

OLSHAN.L N Licensing Branch I 83/02/03 Li con sing Branch 1 
67pp 17134 197. 24/ Fiche 50-434, B3/02/03, B302I00I 62 


0302100512 Board Notification 03-11 forwards info indicating onset of 
increased turbulence It acceleration of tube wear occurring 
at feed flow rates of 50/ for Model D/2 it D/3 stearin 
generators b at 70X for Model D/4 it D/5 steam generator* 

NOVAK, T M Assistant Director for Licensing 83/02/03 Atomic 
Safety and Licensing Board Panel 6j>p 17143 293 24X 

Fiche 50-000, 83/02/03,9302100512 


— 0302100522 Summary of 820219 meeting w/ORNL , ANL, TX Utils Generating Lp» 
SC Electric l. Gas Co, Net t inghouae, TVA tt representatives of 
Swedish nuclear power plant it Krsko in Bethesda.riD re 
accelerated tube wear on Model D steam generators 
CHESTNUT, S H Licensing Branch 1 82/03/15 YOUNGBLOOD, II J 

Licensing Branch t 46 pp 17143 298 24X Fithe 50-000,63/02/03, 

6302100512 


8302080295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants foT OL It balder* of CP for C-E PWRs re review of 
C-E Ouneri ©roup emergency procedures guideline program Svc 
list end 

EISENHUT, D 0 Division of Licensing 03/02/08 Consolidated 
Edison Co. of New York, Inc lipp 17290 247 24X 

Fiche 50- 000, 03/02/08, 83020 802? 5 


6302090090 Generic Ltr 03-iOC to all applicants w/Wes t i ng h ouse designed 
NSbS re resolution of TMI Action rtem II K 3 5, "Automatic 
Trip o-f Reactor Coolant Pumps " 

ElSENHUTrO G> Division of Licensing 83/02/03 Baltimore Oas 
Electric Co 3Qpp 17290 212 24X Fiche 50-000,83/02/00, 

8302090080 


0302100203 Forwards SER,Suppl 2 ( NUREO-O076, Sup p 1 2> W/o oncl 
YOUNGBLOOD, B J Licensing Branch 1 03/02/02 DELGEORGE, L 0 

Commonwealth Edison Co 2p P 17134 124 24X Fiche SO-4 54. 83/02/02, 

8302100203 


8302240119 Requests addl info to close out SER issue re verification of 
seismic analysis of river screenhouse 

YOUNGBLOOD, B J Licensing Branch 1 83/02/07 DELGEORGE, L 0 

Commonwealth Edison Co 3pp 17269 273 24X Fiche 50-454, 83/02/07, 

8302240119 


0302170149 Forwards addl info re instrumentation for detection of 
inadequate core cooling Info closes out 9ER Outstanding 
l 9 

TRAMM, T R Commonwealth Edison Co 83/02/08 DENTON, H R Office? 
of Nuclear Reactor Regulation, Director 21pp 17100 151 24X 

Fiche 90-000,83/02/00,8302170149 


0302240103 Forwards NURE0-0876, Su p p 1 2 to SER re operation of 
facilities Copies placed in PDft it Rockford IL Public 
Library W/o end 

YOUNGBLOOD, B U Licensing Branch 1 83/02/15 DELGEORGE, L D 

Commonwealth Edison Co 3pp 17268 303 24X Fiche 50-454,83/02/15, 

0302240103 


F Security, medical, emergency 8, fire protection plans 


0302040033 Release* public version of revised emergency plan 
implementing procedures 

FELTON, J 14 Division of Rules and Records 83/01/27 pocument 
Management Branch Ip 17043 230 24X Fiche 50-000,83/01/27. 

0302040033 


— 0302040037 Forwards public version of revised Emergency Plan 
Implementing procedures ED-2? re meteorological maint 
programs & ED-25 re computer codes for access to ODCS 
p nogr ams 

P A JOWSKI , J E Commonwealth Edison Co 03/01/07 DENTON, H R NRC 
- No Detailed Affiliation Given ip 17043 231 24X 

Fiche 50-000, 03/01/27. 0302040033 


DOCKETED ITEMS 


--9302040043 Public version of revised Emergency Plan Implementing 
Procedures ED-29 re meteorological maint programs Z. ED-23 
re co ,l ipu f er codes for access C1D2S programs Revised 
indei end 

L I TERSK I , L A C ommoriuea l th Edison Co 03/01/06 1 lpp 

17043 232 24X Fiche 50-000. 33/01 /d7. 6302040033 


B3QI21Q340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants roi OL & holdeis or CPs re tegional workshop 
concerning Suppl 1 ; NUREO-0737, "Requ 1 1 omen t s for Emergency 
Response Capability ’ Svc list end 

E1SENHJT, D G Division or Licensing 03/02/01 Consolidated 

Edison Co of Neu YorV. Inc 1 lpp 17221 226 24X 

Fiche 50-000.53/02/01.8301210340 


8302100176 rtd\ises that changes in Rev 7 to security plan consistent 
W/IOCFR50 55(p) Enel to util 021000 I tr withheld per 
10CFR73 21 

YOUNGBLOOD, B J Licensing Branch 1 03/02/02 DCLGEDRGE- L 0 

Commonwealth Edison Co 3pp 17134 108 24X Fiche 30-454.03/02/02. 

0302100176 


8302000316 Responds to 021209 Hr re incident response plan 4 02091/ 
training session No now requirements requested -for emergency 
response facility Minor changes suggested as result of 
meeting exercise N'JREG-0696 h SECY-02-1 I IB guidelines valid 
KEPPLER. J 0 Region 3. Office of Director 83/02/04 REED. C 
Commonwealth Edison Co 4pp 17096 290 24X Fiche 50-000.03/02/04. 

9302080316 


— 0302000322 Ob jects to 820917 meeting requests to modify emergency 
response facilities Requests c onfcx ad ldory to NRC directive 
for simplification 

REEDjC Commonwealth Edison Co Q2/12/09 KERPLER. <J Q Region 
3. Office of Director 3pp 17056 294 24X Fiche 50-000. 

03/02/04. 0302080316 


0302150545 Forwards IE Safeguards Insp Rept 50-454/03-05 on 830124-25 
MILLER. J R Region 3. Office of Director 83/02/09 REED. C 
CoTimonwea l th Edison Co Ppp 17156 211 24X richo 50-454.03/02/09. 

8302150545 


--83021 50557 IE Safeguards Insp Rept 50-454/03-05 on 030124-25 No 
nencomp 1 tance noted Majoi areas inspected security plan 
h implementing p r oc edur e s. s ec or l ty ot gam lation-mg t. 
personnel h response Details withheld (ref 10CFH73 21) 

BELANGER. J L . KNICELEV, J R . CREED. J R Region 3. Office of 
Director 03/02/07 2pp 17156 213 24X Fiche 50-434.83/02/09, 

6302130545 


9302100102 Releases public version of revised corporate command ctr 
generating station emergency plan implementing procedure 
FELTON. J 11 Division of Rules and Records 83/02/13 Document 

Management Branch lp 17223 210 24X Fiche 50-000. 83/02/ 1 5, 

83021S0102 


--□30ZlB0i26 Forwards public version of Rev 2 to Corporate Command tltr 
Generating Station Emergency Plan Implementing Procedure 
ECJF-*2, ’’Technical Supptu t Manager " 

MOORE, ft 0 Commonwealth Edison Co 03/01/03 DENTON. H R NflC - 

Mo Detailed Affiliation Given Ip 17523 219 24X 

Fiche 50 000,03/02/19,8302100102 


--03O2H0O156 Public version of Rev 2 to Corporate Command Ctr Generating 
Station Emergency Plan Implementing Procedure EQF-2, 

’’Technical Support Manager " 

NELLIS, C A Commonuealth Edison Co 83/02/02 6Bpp 17223 580 
24/ Fiche 50-000.03/02/15,8302180102 


9302230349 Advises that R Lickus will contact util for site visits to 
review proposed emergency notification sys 6 health physics 
network locations at technical support ctrs *a emergency 
operating f ac i 1 i t ies. per util 030120 request 

PAPER IELL0. C J Division of Emergency Preparedness It Operational 
Support 83/02/16 REED. C Commonwealth Edison Co 2pp 
1729! 072 24X riche 30-000,83/02/10.8302230349 


—0302250361 Requests approval & acquisition of necessary equipment to 
activate proposed locations for emergency notification sys & 
health physics network phones within technical support ctrs 
U emergency operating facilities lists of locations end 
SWARTZ. E D Commonwealth Edison Co 83/01/20 KEPPLER, J 0 
Region 3. Office of Director 4pp 17271 074 24X 

Fiche 50-000.83/02/18.0302290349 


G Adjudicatory correspondence 


8302020257 Notice of appearance in proceeding Certificate of Svc end 
TNC’IAS. 0 C League of Women Voters of Rockford, 1L 93/01/24 3pp 
16994 264 24X Fiche 50 454,03/01/24,8302020237 


8302030533 Forwards Suppl 2 to 5ER W/o end 

GOLDSERG.se Hearing Branch 4 83/02/02 SMITH, I , CALLTHAN, A 

COLE, R F Atomic Safety and Licensing Board Panel Ip 17007 1< 
24/ Fiche 30-454.03/02/02,0302030533 


0302100255 Forwards TE insp rept* re IE 19S2 investigation of 
Hayward-Ty ler Pump Co 

GOLDBERG.SC Hearing Branch 4 83/02/03 CHAVEZ, D DeKalft An 

Alliance for Responsible Energy CHAVEZ. D Sinnssippi Alliance 

the Environment (SAFE I 276pp 17J14 129 24X 

Fiche 50-454. 83/02/03, &302I 00255 


B302090229 Notice of appearance in proceeding Certificate of Svc enc 
HAS W ELL , A DeKalb Area Alliance for Responsible Energy HA9WELL. 
Sinmssippi Alliance for the Environment (SAFE! HA9WELL. A 
HaiweU.-H 83/02/04 3pp 17069 349 24X Fiche 50-454. 03/02 /O' 

0302090229 


0302 16 0223 Forwards B30210 affidavit of KA Alnger re potential fur 
bubble collapse water hammer in feedwater bypass line Temp 
sensors wilt be installed in bypass sys piping Check valve 
upstream of auxiliary noi tie removed from plant design 
COPELAND, VO Isham. Lincoln «. Beale COPELAND, V 0 Commenwea 1 1 

Edison Co 83/02/10 QM 1 TH, I W . COLE, 8 F , CAL LI HAN. A D Atomi 
Safety and Licensing Board Panel 2pp 17163 023 24X 

Fiche 90-454, B3/02/10, 9302160223 


— 0302160227 Affidavit of KA Aimger re changes to plant design to 
mitigate potential tor KRSKO-type bubble collapse 
ua ter hammer in feedwater bypass line Westinghouse lfcr, 
bypass drawing tr notice of appearance by V3 Copeland end 
AlMQER, K A Commonwealth Edison Co 03/02/10 7pp 17163 02’ 
24 < Fiche 50-454,83/02/10,8302160223 


B302220344 Requests to aiake limited appearance statement at hearing! 
BLAND. T J Audubon Society 03/02/14 NRC - No Detailed 

Affiliation Given lp 1 7228 001 24 X Fiche 50-454,03/02/14. 

0302220344 


6302230423 Requests to make limited appearance statement at OL 
hearing* 

SCHRADER, D Affiliation Unknown 83/02/16 Docketing & Sorvii 

Branch lp 17246 122 24< Fiche 30-454,83/02/16,8302230423 


8302230446 Forwards util 030215 1 tr re DAAFE/BAFE Contention 9a 
concerning potential for bubble collapse water hammer in 
feedwater bypass line Enel ktr explains changes to feedwater 
bypass sys 6 auxiliary feedwater sys 

COPELAND, V G Isham. Lincoln l Deale COPELAND. V G Comm on we a li 

Edison Co 03/02/ E6 SMITH, f W , COLE.R F , CAL LI HAN. A D Atomi 
Safety and Licensing Board Panel 2pp 17246 075 24X 

Fiche 50-454, 83/02/16. 0302230446 


0302230540 Notice of appearance in proceeding Certificate of Svc em 
HERRIN. M G Commonwealth Edison Co BFRRIN, M G Isham. Lincoln 
Beale 03/02/10 3pp 17257 073 24X Fiche 50-454,03/02/10, 

□302230540 


8302200185 Notice of appearance in prac cud ing , Cor t i flea te of Svc em 
THOMAS, D C League of Women Voters of Rockford. IL 03/02/IB l 
17306 043 24X Fiche 90-454. 03/02/1 B, 8302200165 


« Utility Final Safety Analysis Report (FSAR ) $, amend* 


8302200204 Forwards Amend 41 to FSAR, cons I sti ng of new & revised 
responses to NRC questions 

TRAMM, T R Commonweal th Edison Co 63/02/23 DENTON, H R Off!' 
of Nuclear Reactor Regulation, Director 4pp 17311 344 24X 

Fiche 50-000, 83/02/23, 8302280204 


■8302200212 Amend 41 to FSAR 

* Cofr.noruealth Edison Co 83/02/28 I7Gpp 17311 340 24X 

Fiche 50-000, 83/02/23, 8302280204 


G Inspection reports. IE Bulletin* K correspondence 


9302040039 AddI response to FOJA request for 12 categories of docum 
re facilities Personal inprj deleted from documents re util/ 
contractor employee allegations concerning GA deficiency 
Forwards App A document* Document 31 available in PDR 
FELTCN, J M Division of Rules and Record* 82/12/30 HIATT. 6 L 

Ohio Cl ti ions for Responsible Energy 3pp 17045 144 24X 

Fiche 50-000, 82/12/30.0302040039 


■6302040111 Forward* graphic* surrmar i i i ng const site noncompliance 
far 1976-80 

HIND. J A Division of Emergency Pr eparerf ne*s 8. Operational 
Support 82/02/05 KEPPLER, J 0 Region 3, Office of Director 
23pp 17045 219 24X Fiche 50-000,62/12/30.8302040039 
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--9302040197 Forward* updated noncompliance history -for const site* For 
1?76-Bl,per JJ Harriion request Total insp hours For each 
Facility added 

HIND* J A Division oF Emergency Preparedness U Operational 
Support B3/0&/09 SPESGARD, ft L Division of Project V Resident 
Programs 2pp. 17045279 24X Pi eh*' 90-000, 02/12/30, 030204003? 


— B302040332 Forwards 1931 comparison data For operating & const plants< 
consisting a f total numbers of none ompliance i 6em», repts 
iiiuedj imp hour ii sever i ty levels, p pints & hours per rept 5 
i tern 

Si/CHARSKr, L Region 3, Office of Director 62/07/00 

KgPPLER, J 0 Region 3, Office of Director i3pp 17045 201 24K 

Ficht 30-000,62/12/30,930204003? 


B 302040402 Forward* draft 5ALP rept for 1992 Comments requested by 
830 1 26 

QUKANrL tf i STEVENS, J A Licensing Branch 1 03/01/24 

EI8&NHUT, D <? Division of Licensing MATTSON, R. J Division of 
Systems Integration fpost 611005) VOLLMER, R H Division of 
Engineering 3pp 17042 317 24X Fiche 50-000.83/01/24.8302040402 


9212060330 IE Info Notice 83-01, "Ray Hiller, Inc Cl Svc list end. 
■JORDAN, E L Division of Emergency Preparedness & Engineering 
Response {Post 030103) 83/01/26 Consolidated Edison Co of New 

York. Inc 1 10pp 17023 160 24X Fiche , 30-000. 83/01 /26 r 8212060350 


0302150404 Forwards IE Insp Repts 50-454/62-27 L 50-455/62-21 on 
921101-1331 It notice of violatio-r, 

KNQp.R C Division of Project & Resident Programs 03/01/26 
REFDiC Commonwealth Edison Ca 2pp 1715B 006, 24X 

Ficha 50-454.83/01/26,8302150404 


0302180363 Forwards IE Insp Repts 30-454/82-25 * 30-435/02-19 on 
021202-030 114 No nancomp 1 iance noted 

NOREL IUS, C E Division of Project Resident Programs 83/02/07 
REED, C Commonwealth Edison Co 2pp 17209’ 216 24X 

Fiche. 50-434, 83/02/07, 8302160365 


--0302180383 IE insp Repts 30-454/02-25 * 50-455/02-19 on 02I2O2-B3OI 14 
No none ompl iance noted Major areas inspected receipt Insp 
records for tendons, tendon accessories & masonry blocks 
HAYES, D, U Division of Project & Resident Programs 03/02/07 
21 P P 17209 216 24X Fiche 30-454; 83/02/07, 0302160365 


63-02130528 Requests delay until 830326 to respond to NRC request for 
supplemental Info re Refs (a), <b), (c) & <e) of IE Bulletin 
01-03, "Flow Blockage of Cooling Water to 8af ety -Re lated Bye 
Components by Asiatic Clams fc Mussels " 

SWARTZ, E D Commonwealth Ediion Co 63/02/0B DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 17156-213 24X 

Fiche 50-000, 63/02/08, 83021 503 28 


8302130945 Forwards IE Safeguards Insp Rept 30-434/83-03 on 630124-23 
MILLER, J R Region 3, Office of Director 83/02/09 REEO,C. 
Commonwealth Edison Co 2pp 17136 211 24 X Fiche 90-434,03/02/09, 

63021 90343 


—0302130337 IE Safeguards Insp Rept 30-434/83-03 on 630124-25 No 
noncompliance noted Major areas Inspected security plan 
L Implementing procedures, security organl lation-mgt, 
personnel Ct response Details withheld (ref 10CFR73 21) 

BELANGER, J L , KNICELEY, J R , CREED, J R Region 3, Office of 
Director 03/02/07 2pp 17156 213 24X Fiche. 50-434, 83/02/09, 

8302130545 


—0302130406 Notice of violation from insp on 02110:1-1231 

KNOP, R C Division of Project & Resident Programs 83/01/26 
3pp 17139 089 24X Fiche 30-454,93/01/26,8302150404 


—8302150408 IE Insp Rept* 30-454/92-27 & S0-455/92'21 on 62110 1-1231 
Nancomp 1 lan ce noted failure to Include spec* for structural 
bolted connections in drawings, instructions or procedures 
FORNEY, W , CDNNAUOHrON, K , HAYES, D U Division of Project 4c 
Resident Program* 83/0i/19 9pp 17158 091 24X 

Rich*. 50-434, 03/01/26, 6302150404 


8212060360 IE Info Notice 93-02, "Limitorque HOBC, Hi BC ■ H2BC tc M3BC 
Overheads “ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response fFost 630103) B3/01/2B Consolidated Edison Co of New 

York, Inc 109PP 17144 001 24X Fiche 30-000.63/01/20,6212060360, 


6212060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments. " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 93/01/28 Consolidated Edison Co of New 

York. Inc 1 10pp. 17074 093 24X Fiche * 50-000, B3/0J /20, 021 206036 1 


8302039303 Advises of 830207 open forum in Chicago, IL r* rscept rev to 
10CFR50 54 L 50.35 IE will conduct formal preaentation 
fallowed by question it answer session Requests that 
par ti cipat i on be limited to three people 

SPE86ARD. R L Division of Engineering 93/01/28 Commonwealth 
Edison Co. 2pp 17008,187 24 X Fi c he. 30-000, B3/0 1 /2B, 9302030303 


8303130689 Forward* IE Imp Repts 50-454/83-01 fc 50-455/03-01 on 
6 301 12-14 Na noncomp 1 ianc e noted 

LIT! LE, W 5, Division of Engineering 03/01/28 REED, C 
Commonwealth Edison Co 2pp 17151 351 24X Fiche 50-454,03/01/20. 

6302130609. 


— 6309150724 IE In*p Repts 50-454/63-01 4* 50-433/83-01 on 630112-14, No 
noncompliance noted Major areas inspected preservice Insp 
procedures, work activities, NOE personnel cert i f (cations & 
data L previous Insp findings 

HARD, K D. , DANIELSON, D H Division of Engineering. 63/01/23 
4pp. 17131,353 24X FUh* 30-454, 03/01/20, 8302130609. 


0302100100 Forward* NRR input to 8 ALP rspt for Oct-Dec 1902, per 
TN Tumbling requeet Personnel solicited for input listed. 
Appropriate comment* from various NRR d iv director* 
incorporated into rept. 

CJLSHAN, L N , STEVENS, J. A Licensing Branch 1 83/02/02 

EI8ENHUT, D. 0. Division of Licensing 3pp. 17134 355 24X 

Fiche: 50-000, S3/02 /02, 8302 J 00 100 


9302100255 Forwards IE insp repts re IE 1902 investigation of 
Hayward-Ty I *r Pump Co 

OOLDBERO, 8 C Hearing Branch 4. 83/02/03 

Alliance for Responsible Energy CHAVEZ, D 
the Environment (SAFE) 276pp, 17114.120 

Fiche. 30-434, 63/02/03, 9302100255 


CHAVEZ, 0 DeKalb Area 
Sinnissippi Alliance for 
24X 


6302200366 Forwards IE Insp Rept* 30-454/62-26 & 30-455/82-20 on 
821227-29 L 630123-28 No noncomp 1 lance noted 

LITTLE, W B Region 3, Office of Director 93/02/10 REED,C 
Commonwealth Edison Co 2pp 17311 001 24X Fiche. 50-434, 03/02/10, 

0302200360 


—0302260373 IE In*P R«pt* 50-454/02-26 fc 30-455/02-20 on 021227-29 b 
030123-23. No noncompliance noted Major area* Inspected 
followup on allegations re piping support installation & 

GC insp iaflcisncs* 

YIN, J T , DANIELSON, D H Region 3, Office of Director. 03/02/10 
llpp 1731 1 * 003 24 X Fiche 30-454,03/02/10,6302200369 


B302260542 Forward* IE Insp Rept* 30-434/B3-02 & 30-483/B3-02 on 
830103*07 It 10 No noncomp 1 iance noted 

LITTLE, W 8 Division of Engineering 03/02/10, REED, C 
Commonwealth Edison Co 2pp 17309-032 24X Fiche 30-454,83/02/10, 

6302260542 


-6302260550 IE In*P Repts 50-454/83-02 8c 30-453/03-02 on 830103-07 «c 10 
No noncompliance noted Major areas Inspected review of 
procedures, work activities & records for reinsp of 
structural steel bolting in containment fc auxiliary bldg. 

KEATING, D E , DANIELSON, D H. Region 3, Office of Director, 

03/02/10 Sp p 17309 054 24X Ficbs 50-434,83/02/10,6302200542. 


9302200485 Forward* IE In*p Rept* 30-434/82-29 & 30-453/82-22 on 
B21201-29 fy 030114 No noncomp 1 iance noted 
LTTTLE, W 8 Divi»ion of Engineering 83/02/il, REED, C 
Commonwealth’ Editon Co 2pp 17322 217, 24X Fiche 50-434,03/62/11, 

8302280403 


—8302200409 IE In*p Repts 50-484/02-20 * 30-433/82-22 on 921201-29 U 
830114 No noncompliance noted. Major area* inspected, 
followup on allegations/concerns re const deficiencies, 
concerning uniformity of concrete S< quantity of water. 

NORTON, JF , WILLIAMS, C C Region 3, Office of Director 
83/02/11 I7pp 17322 219 24X Fiche 30-434,03/02/11,9302290495 


8302I9045B Ack receipt of 830209 1 tr Informing NRC of step* taken to 
correct violation* noted in IE Insp Repts 50-454/62-24 U 
90-455/92-18. 

NQRE.L1US, C, E. Division of Project & Resident Programs 83/02/15. 

REED.C, Commonwealth Editon Co Ip 1721 S' 160 24X 

Fiche’ 30-454, 03/02/15, 8302100450 


— 8302100463 Responds to NRC 830103 ltr re violation* noted in IE Insp 
Repts 50-434/62-24 * 30-433/82-19 Corrective action*. temp 
monitoring device* ordered & will be Installed in warehouses 
to verify proper temp band maintained, 

FARRAR, D L Commonwealth Edison Co 83/02/09. KEPPLEfi, J. 0 
Region 3, Office of Director 3pp 17213,169. 24X 

Fiche 30-434,03/02/13,8302100438 


0212060363 IE Info Notice 03-04, "Failure of Elms Power Supply Units " 
Svc list encl 

JORDAN, E L. Division of Emergency Preparedness l< Engineering 
Response (Post 830103) 83/02/10 Consolidated Edison Co. of New 

York, Inc. Hopp 17347-191 24X Fiche. 30-000, 83/02/18, 0212060363 
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8212060265 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Law Level Raduaste - 10CFR2D 302 " Svc list encj 
JORDAN, E L Division at Emergency Pi epareijneis b Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York. Inc Hlpp 17347 058 24< Fiche 50-000,83/02/24,0212060365 


0212060366 IE Info Notice 83-06, "Non id enti ca I Replacement Parts 11 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc 112pp 17361 148 24/ Fiche 50-000,03/02/24,8212060366 


0302200296 Ack receipt of 830210 1 tr informing NRC of steps taken to 
con ect violations noted in IE Insp Repts 50-454/82-10 b 
50-455/02-13 Confirms 830223 telcon that specific ref to 
testing of first batch of concrete ui 1 1 be deleted 
5FEC3ARD, R L Division of Engineering 83/02/25 REED, C 
Commonwealth Edison Co Ip 17311 076 24X Fiche 30-434, 83/02/23, 

9302230276 


-- 33022 80303 Responds to NRC 630111 I tr re violations noted in IE Insp 
Fepts 50-494/82-18 b 50-435/92-13 Corrective actions FSAR 
mill be reviewed b revised re conflicts u/3 true turd design 
drawings & specs 

FARRAR, D L Commonwealth Edison Co 83/02/10 KEPPLER, J G 
Region 3 , Office of Director 3pp 17311 077 24X 

Fiche 90-454,83/02/25,8302290296 


8 Reportable occurrences, LERs b related correspondence 


B30203049S Part 21 rept re determination that post-LOCA hydrogen 
recombiner is likely to malfunction following exposure 
to elevated temp, high humidity environ Replacement part 
identification will he provided to operators by 830218 
EhPEY.DC Rockwell In terna t i o na 1 Corp 82/12/17 COLLINS, J 
Region 4, Office of Director 4pp 17006 128 24X 

Fiche 50-000, 02/12/17. 830P030475 


0302230512 Part 21 rept re 170 wire tendon post-tensioning sys Problem 
lies c/poor const techniques not nonconforming threads 
Nonconforming threads not responsible for failures 
exhibited at job sites GA procedure end 

WAITKUS, D W , MATYKIEWTCZ, C INRYCO, Inc (subs of Inland Stool 
Co ) 83/01/27 Region 3, Office of Director Upp 17257 -014 

24/ Fiche 50-000,83/01/27,8302230542 


—0302230555 Rev 0- to "Anchorage Measurement control M 

* INRYCO. Inc (subs of Inland Steel Co > 03/01/19 16pp 

17297 025 24X Fiche 50-000,83/01/27,0302230542 


0302040370 Deficiency Rept 92-11 re accuracy of Barton electronic 
instrument transmitters being installed at facilities 
Initially reported on 821P21 Corrective action based on 
recommendation from Barton Instruments 

TRAWL, T R Commonwealth Edison Co 93/01/29 KEPPLEft, V Q Region 
3, Office of Director 2pp 17018 313 24X Fiche 50-000,83/01/20. 

030204 0370 


03021 504 i 9 Interim deficiency rept re installation of HVAC sys 
components Initially reported on 830125 Procedures revised, 
design tolerances clarified £ safety-related HVAC field 
installations reinspected 

TRAMM. T R Commonwealth Edison Co 93/02/07 KEPPLER, J 0 Region 
3, Office of Director 2pp 17140 150 24X Fiche 50-454,83/02/07, 

0302150419 


0302280450 Interim deficiency rept re resolution of mechanical snubber 
bracket interference Initially reported on 930110 Lists of 
snubbers to be inspected compiled Insp criteria not 
finalized Next rept will be provided within 60 days 

TRAMM, T R Commonwealth Edison Co 83/02/16 KEPPLER , J 0 Region 

3, Office of Director lp 17308011 24X Fiche 50-000,83/02/16, 

8302290450 


T Hearing transcripts on non-ant i trust matters 


9302160176 Forwards testimony of I Alterman.R Rothman, A Berkii, 

MA Lamastra.EF Branagan.JJ Hayes,RF Skelton, LO Hulman & 

ML Wahl. per ASLB 910909 order, in preparation of 030301 
h earing , 

GOLDBERG, 8 C Hearing Branch 4 83/02/15 SMITH, I M , COLE, ft F , 

CALLIHAN.A D Atomic Safety and Licensing Board Panel 2pp 

17161 044 24X Fiche 50-494,93/02/15,0302160176 


--0302160182 Testimony of I Alterman on Rockford League of Women Voterf 
Contention 106 re seismic capability of geologic faults 
ALTER KAN, I, Geosciences Branch 03/02/13 16pp 17161 046 24X 

Fiche 50-454,83/02/15,8302160176 


--8302160188 Testimony of R Rothman on Rockford League of Women Vote 
Contention 106 re seismic capability of geologic faults 
ROTHMAN, R Geosciences Branch 93/02/15 ISpp 17161 062 2 

Fiche 50-454,83/02/15,0302160176 


— B302160194 Testimony of A Serkii on Dekalb Area Alliance for 
Responsible Ene r gy /S i tin l s s i p p 1 All Lance for Environ 
Contention 9A re implications of 1991 KRSKCJ water hammer 
event on facility 

8ERK1Z, A Generic Issues Branch 93/02/15 0pp 17161 077 
Fiche 50-454,93/02/15,8302160176 


— 8302160203 Testimony of MA Lamasfcra-EF Branegan. JJ Haye* & RF Bbel 
on Rockford League of Women Voters Contentions 42,111 6 112 
r* ALARA L radiation monitoring onsite 

LAI1A8TRA, M A , ORANAOAN, E F Radiological Assessment Branch 
HAYES, J J Effluent Treatment Systems Branch 83/02/15 7-Opp 
17161 085 24 X Fiche 50-454,03/02/15,9302160176 


— 8302160212 Testimony of LO Hulman, ML Wohl,S Newberry b EF Dranagan 
Rockford League of Women Voters Contentions 0 b 62 b on 
Dekalb Area Alliance for Responsible Ener g y /S i nn J * * i pp i 
Alliance for Environ Contention 2A re risk h accidents 
HULMAN, L G , WOHL, M L Accident Evaluation Branch NEWBERRY, S 
Reliability 4. Risk Assessment Branch 03/02/15 40pp 17161-1 
24X Fiche 30-454,03/02/13,0302160176 


0302170292 Forwards testimony of S Levine L L Conway 

GALLO, J f*ham, Lincoln & Beale GALLO, J Commonwealth Edison C 
83/02/15 SMITH. I W , COLE, R F , CALL I KAN, A D Atomic Safety and 
Licensing Board Panel 2pp 17177 063 24X Fiche 50-454,03/02/1 
0302170292 


— B302170293 Testimony of S Levine re contentions on Class 9 acciden 
Plant design provides substantial protection against severe 
or Class 9 accidents 

LEVINE, S Commonwealth Edison Co LEVINE, S NUS Corp 33/02/ 
35p p 17177 065 24X Fiche 50-454. 93/02/ 1 5, 03031 70292 


□302170302 Testimony of L Conuay re contentions claiming reduction 
occupational exposure not considered in design Steam 
generators embody \»ry best design feature to reduce 
occupational radiati-on exposure 

CQh'NAV. L Commonwealth Edison Co CONWAY, L Wes t i r>gh ou s e 

Electric Corp B3/02/15 I2pp 17177 100 24X 

Fiche 50-454, 03/02/15- 0302170292 


0302220291 Forwards testimony on seismic, occupational exposure & wati 
hammer contentions 6 unexecuted stipulation re final 
language 6 order of contentions Certificate of Svc enc 1 
0 IELANSK I , A P Isham, Lincoln b Beale 0 IELAW5K I , A P Commanwea 
Edison Co 03/02/19 SMITH, I M , COLE.R F . CALLIHAN.A D Atomil 
Safety and Licensing Board Panel 22pp 17229 016 24X 

Fiche 50-454, 83/02/15, 03 0?2 2029 1 


— 8302220298 Testimony of AK Yonk re Rockford League of Women Voters 
Contention 106 on strain gauge tests Last movement of faults 
over 200,000 yrs ago Faults are not capable under lOCFRIOQ, 

App A criteria Prof qualifications end 

YOrJK, A K Commonwealth Edison Co Y0NK, A K Sargent & Lundy, 
Inc 83/02/15 13pp 17258 038 24X Fiche 50-454. 93/02/ ID. 

0302220291 


— 8307220304 Testimony of AK Singh re Rockford League of Women Voter! 
Contention 106 on ground acceleration values for design 
Ground acceleration values V ODE std appropriate for plant 
Prof qualifications end 

QINGH, A K Commonwealth Edison Co SINGH, A K Sargent & Lundy, 
Inc 83/02/13 llpp 17229 054 24X Fiche 30-454.93/02/13. 

830222029! 


— 8302220310 Testimony of R Plemewlcj re util actions taken to minir 
occurrence of KRSKO-type water hammer event, per West i nghou* s 
recommendations (Contention 9a) Util plans to change check 
valve arrangement 

PLEUIEU1CZ, R Commonwealth Edison Co 03/02/15 Bpp 17220 Ox 
24/ Fiche 50-454.03/02/15,830222029! 


— 0302520317 Testimony of RW Carlson re Contention 9a on water hammei 
event If util follows Westinghouse recommendations to 
prevent KR8KCJ-type water hammer event, 1 i k e 1 i hood of 
occurrence of event reduced to acceptable level 

C4RLB0N, R W Commonwealth Edison Co CARLSON, R W Westinghousi 
Electric Corp 03/02/15 21pp 1 7229 074 24X 

Fiche 50-454,83/02/15,8302220298 


— 8302220321 Testimony of JL Roulo on Contention 42 ro sabotage No 
increased risk of sabotage results from use of contractor 
emp loyees, including transient workers 

RQl/LO, J L Commonwealth Edison Co 83/02/19 26pp 17220 097 
24X Fiche 50-454,83/02/15,9302220291 
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— 0302220329 Testimony of GP Lahti re Contention® 42.111 & 112 on plant 
design for reducing occupational radiation exposure Each 
design principle which can reduce radiation exposure used 
appropr lately 

LAHTI. 0 P Commonwealth Edison Co LAHT I * G P Sargent t Lundy. 

Inc 93/02/ IS 34pp 17220 123 24X Fit he 50-454. 63/02/ 1 5. 

630222029 1 


—0302220320 Testimony of JI Fabrikant on Contention® 42.111 & 112 re 
radiation exposure Natl committee f or rad iAtion protection 
recommendations on dose limit for exposure to pregnant 
o/onen provides protection against teratogenic effects 
FABftIKANT.J I Commonwealth Edison Co 63/02/15 lOOpp 
1722B 1S7 24X Fiche 30-454 . 83/02/ 1 5. 830222029 1 


— 0302220332 Testimony of F ReJcek re Contentions 42.111 It 112 Discussio 
util corporate ALARA, dosimetry program, recordkeeping 
procedure® & training program 

RE5CEK.F Commonweal th Ed I eon Co 83/02/15 493pp 17220 237 

24 X Fiche 50-454, 83/02/15. 630222029 1 


— 8302220336 Testimony of JR Van Laere re Contentions 43,111 & U2 
Discusses ALARA pr og rami h ea 1 1 h physics dept staff U in-plant 
1 monitoring program 

, VAN LAEREiJ Commonwealth Edison Co B3/02/15 5Sp p 17230 030 

24 X Fiche 50-454,63/02/15,8302220291 

, 8302160337 Errata to L Conway 630215 testimony 

GALLO. J , CONWAY, L Commonweal th Edison Co GALLO, J Isham, 

' Lincoln L Beale 83/02/16 3pp 17209 337 24X 

; Fich* 50-454.63/02/16,6302100367 


8302230543 Forwards K Morgan affidavit it Certificate of Svc 
inadvertently omitted from testimony Related correspondence. 

JOHNSON, fl League of Women Voters of Rockford, IL 63/02/17 
MAROULIES.M 8 . COLE, R F , CALL IHAN. A D Atomic Safety and Licensing 
Board Panel Ip 17236 274 24X Fiche 30-454, 63/02/17, 8302230343 


— 0302230553 K Morgan affidavit 6 Certificate of Svc. inadvertently 
omitted from testimony 

MORGAN, K 2 League of Women Voters of Rockford, IL 83/02/17 
2pp 17254 375 24X Fiche 50-454,03/02/17.0302230545 


0302220023 Forwards Page 2 of A Serkia testimony LG Hulman prof 
qualifications & Table 2 to WA Lamastra tea tirnony. omi tted 
from NRC B30213 testimony 

00LDBER0.8 C Hearing Branch. 4 03/02/la SMITH, I, W , COLE, ft F . 

CAU IHAN, A D Atomic Safety and Licensing Board Panel Ip 

17233 235 24X Fiche 50-454,63/02/16,8302220023 


— B3 02220027 Page 2 of A SerH I tes timony, LG Hulman prof qua 1 i f l c a 1 1 ann ?< 
Table 2 to MA Lamastra testimony, omitted from MRC 630315 
testimony 

SERKIZ.A . HULMAN, L 0 , LAMASTRA, M A MRC - No Detailed 
Affiliation Given 63/02/16 7pp 17233 254 24X 

Fiche 50-434,63/02/16,8302220023 


9302230455 Forwards L Conway corrected testimony addressing Contentions. 
42,111 V 112 re occupational radiation exposure concerning 
Meetinghouse steam generators Related correspondence 
GALLO, J Isham, Lincoln, & Beale GALLO, J Commonwealth Edison Co 
03/02/21 SMITH, I W , COLE.R F , CALL I HAN, A D Atomic Safety and 
Licensing Board Panel 2pp 17246 056 24X Fiche 50-454,03/02/21, 

0302230455 


0302230461 Corrected testimony of L Conway, addressing Contentions 
42,111 L 112 re occupational exposure reduction 
CONWAY, L West i nghouse Electric Corp B3/G2/21 13pp 
17246 056 24X Fiche 50-454, 03/02/21,0302230455 


0302230544 Testimony of HH Woodard on Contention 10-6 re s*i smi c-rolatod 
site problems discovered subsequent to issuance of CP 
Certificate of Svc end Related correspondence 

WOODARD, H H League of Women Voters of Rockford. IL WOODARD, H H 
Beloit College 03/02/22 Atomic Safety and Licensing Board 
Panel tOpp 17256 264 24X Fiche 50-454,83/02/22,0302230544 


830224005? Forwards L Frank, J Rajan.C McCracken, L Marsh, M Phillips & 
J BpreuI testimony on listed contentions 

GOLDBERG, 8 C Hearing Branch 4 03/02/22 SMITH, I W , COLE, R F , 

CALI IHAN, A D Atomic Safety and Licensing Board Panel 2pp 

17273 013 24/ Fiche 50-454, 83/02/22, B302240059 


3302240064 Testimony of JR Rajan re flow-induced tube vibrations in 
Model D steam generator® Tf corrective mods unavailable 
before t/fii t 1 OL received, uti 1 would have to justify Interim 
operation Prof qualifications end 

RAJAN. J R Mechanical Engineering Branch 83/02/22 <?pp 
17273 019 24 X Fiche 50-454,83/02/22,0302240059 


— 3302 240070 Testimony af Lfl Marsh, L Frank 5 JR Rajan re steam generator 
tube -degradation Concurrent steam geneiator tube rupture & 
other DBA events beyond current design bases Prof 
qua 1 i f i cati ons encl 

MAREH^L B Reactor Systems Branch FRANK L Materials 
Engineering Branch RAJAN. J R Mechanical Engineering Branch 
83/02/22 13pp 1727-3 o?4 24 1 Fiche 50-454,03/02/22,030 224005? 


— 0 3 03240074 Testimony or L Flank re steam generator tube degradation 
Discusses msp of tubes & measures taken tn ensure tube 
integrity l minimize potential fot degradation Pi or 
qualification® encl 

FRANK. L Materials Engineeiing Branch 33/02/22 13pp 
17273 037 24 X Fiche 30-454 , 03/O2/P2, Q302240059 


— '8302240078 Testimony of CE McCracken on primary fc secondary water 
chemistry control 6 corrosion re steam generator tube 
Integrity Numerous changes in design 1 procedures 
incorporated prof qua 1 i f i ca 1 1 ons encl 

MCCRACKEN, C Chemical Engineering Branch 83/02/22 lOpp 
17273 050 24 X Fiche 50-454, 83/0?/??, 6302240039 


— 8302240003 Testimony of M Phillips on emergency planning issues Util 
onsite emergency plan complies w/MRC emergency planning 
requirements ui/soms exceptions 

PHILL IPS, M Division of Emergency Pieparedness It Operational 
Support 93/02'22 24pp 17273 060 24X Fiche 50-454,03/02/22, 

8302240059 


— 83022400S9 Testimony of JG Spraul re adequacy of util QA program. Util 
organization provides GA dept w/suf f i c 1 en t independence from 
cost 4 sc he dul e, author i ty to carry out GA operations tt 
access to mgt Prof qual i f icat 1 ons encl 

SPRAUL, J G Quality Assurance B3/0P/22 13pp 17273 004 34X 

Fiche 50-454, 03/02/22, 6302240059 


— B3O2240O92 Testimony of WL Porney,DW Hayes, JE KonkliM-CC Williams & 
IT Yin re QA program during const V p i e op era 1 1 one l testing 
Util implemented acceptable const GA program & has ability % 
willingness to implement acceptable operating QA program 
FORNEY, W L Region 3, Office of Director HAVES, 0 U , 

KOMKL1N.J E Division of Project & Resident Programs R3/02/22 
I67pp 17273 097 24/ fiche 50-454,03/02/22,8302240059 


V Operator Examinations 


0301310203 Generic Ltr 83-06 to all power reactor 1 1 c en s e es, ap p 1 i c an l s 
for GLs.NSS vendor Si reac tor vendors ! AE re certificates 
it revised format for reactor opeiator l senior reactor 
operator licenses Svc list one! 

EI8ENHUT i D 0 Division of Licensing 83/01/31 Consolidated 

Edison Co of New York, Inc 14pp J 734 7 17 7 24X 

Fiche 50-000, 03/01/31, 8301310203 


DOCKET ST N- 50- 4 55 BYRON STATION, UNIT 2 


A Application/construction stage documents t correspondence 


B302170011 Forwards audit repts on seismic tt dynamic qualification of 
saf ety-re la*ed equipment Repts also available in PDR 
BAGCHI.G Equipment Qualification Branch 83/02/02 NOONAN. V 8 
Equipment Qualification Branch 3pp 17209 100 24X 

Ftche 50-000,03/02/02,830217001 1 


—0302170025 Trip rept of 020913-17 visit, to facility to review seismii 6 
dynamic qua J 1 f icat ion methods, procedures it results for 
sa f ety-rela ted mechanical it electrical equipment & observe 
field installation of equipment 

LFE, A Equipment Qualification Branch 82/12/20 NOONAN, V 
Equipment Qual i f i cation Branch 66pp 17205 191 24X 

riche 50-000,83/02/02,8302170011 


0302100512 Board Notification 63-11 forwards info indicating onset of 
increased turbulence i> acceleration of tube wear occurring 
at feed flow rates of 50*/ for Model D/2 it D/3 steam 
generators at 70K for Model D/4 It D/5 steam generators 
NOVAK, T M Assistant Director for Licensing 03/02/03 Atomic 
Safety and Licensing Board Panel 6pp 17143 293 24X 

Fiche 50-000,83/02/03,0302100512 


— B3021-00522 Summary of 020219 meeting w/ORNL, ANL, TX Utils Generating Co. 
SC Electric b Gas Co, West ingh ouse, TVA t representatives of 
Swedish nuclear power plant l Krskn ir. Bcthesda.MD re 
accelerated tuba wear on Model D steam generators 
CHESTNUT, S H Licensing Branch 1 82/03/15 YOUNGBLOOD, D J 

Licensing Branch l 46pp 17143 29B 24X Fiche 50-000.83/02/03, 

0302100512 
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83020Q0295 Generic Ltr 03-09 to all opetating reactor liienseesp 
applicants for 0L U holders of CP ror C-E PWRs re revieu of 
C-E Owners Group emergency pioceduves guideline program Svc 
i 1 1 1 end 

EISENHUT. D G Division of Licensing 83/02/00 Consolidated 

Edison Ca of Neu Yorki Inc llpp 17290 247 24X 

FI che 30-000,03/02/08.9302000295 


03Q2O9OOBO Generic Ltr 83-tOC to all applicants w/Ues tinghouse designed 
NS55 re resolution of TMI Action Item 1 1 K 3 3. "Automatic 
Trip of Reactor Coolant Pumps " 

EISEWHUT. D O Division of Licensing 03/02/00 Baltimore Gas fc 

Electric Co 30pp 17290 212 24 < Fiche 50-000,83/02/08. 

Q302090080 


83021601*5 R oquest* approval of interim power restriction option to 
enable plant startup in event that steam generator mods to 
prevent tube vibration cannot be completed prior to fuel 
] oad 

TdAim, T R Commonwealth Edison Co 83/02/09 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 2pp 17162 064 24X 

Fiche 50-000, 83/02/09, 83021*0165 


8302180379 Submits info re prevention of steam generator water hammer 
Chock valve) removed to assure effectiveness of controlled 
closure check valves upstream Addl check valve will be 
installed in discharge piping to minimue backleakage 
TflA'lM. T R Commonwealth Edison Co a3/Q2/15 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 3pp 17209 317 24X 

Fiche 50-000,83/02/15,9302180379 


0302240330 Notifies that NRC position on reactor trip breaker testing 
issue unchanged Houston 830202 ltr to Westinghouse 
forward ed 

YOUNGBLOOD. D J Licensing Branch 1 03/02/1* DELGCGRGH, L O 

Commonweal th Edison Co 2pp 17204 337 24X riche 50-000,03/02/16, 

0302240330 


C Utility Env i ronmanta 1 Report <ER), amends 6 correspondence 


8302000152 Forwards Amend 4 to environ rept - OL stag a, c onsisti ng of 
revs to annual average X/G at site boundary , agn cu 1 tura 1 
sou la. his tor i c archaeological, arch l tec tura 1 , scenic, cultural 
h natural features 6 authorisation* for const h opeiation 
SWARTZ, E D Commonwealth Edison Co 93/01/26 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 17059 026 24X 

Fiche 30-454,03/01/26,0302000152 


— 8302080154 Amend 4 to environ rept - QL stage Clversiie drawing end 
a Comitonuoal th Edison Co 83/01/31 31pp 170 59 020 24X 

Fiche 50-454,83/01/26, 9302080152 


E KF?C Safety Evaluation Report ISER), suppls f> correspondence 


0302170491 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DYRDN 
STATION, UNITS l AND 2 Docket Nos STN 50-454 And STN 50-455 
(Commonwealth Edison Company) 

* Office of Nuclear Reactor Regulation, Director NUREG-0876 902 
03/01/31 3Dpp Available at NRC *4 75 17197 ?64 24X 

Fiche 50-454, 83/0 1 /3 1 , 8302 1 7048 1 


0J02100203 Forwards SER,Suppl 2 ( NURC0-0876, S upp 1 2) U/o end 
Y GUNGE LQOO, B J Licensing Branch 1 83/02/02 DELGEORGE, L 0 

Commonwealth Edison Co 2pp 17134 124 24X Fiche 50-454,0 3/02/02, 

0302 10 0203 


8302240119 Request* addl Info to close out SER issue re verification of 
seismic analysis of river screenhouse 

YQUNGELQC1D, B J Licensing Branch 1 03/02/07 DELGEOROE, L 0 

Commonwealth Edison Co 3pp 17268 273 24X Fiche 50-4 54,83/02/07. 

83022401 1 9 


8302170149 Forwards addl info re instrumentation for detection of 
inadequate core cooling Info closes out 6ER Outstanding 
Item 9 

TRANM, T R Commonwealth Edison Co 83/02/00 DENTON, H R Office 
af Nuclear Reactor Regulation, Director 21pp 17100 151 24X 

Fiche 50-000.93/02/00.8302170149 


0302240 j 03 Forward* NUffEG-0876, 9up p 1 2 to BER re operation of 
facilities Copie* placed in PDR t Rockford IL Public 
Library W/o end 

YOUNGBLOOD, B J Licensing Branch 1 93/02/15 DELGEOROE, L. 0 

Commonwealth Edison Co 3pp 17269 303 24X Fiche 50-454,03/02/15, 

3302340103 


F Security, medical, emergency t fire protection plan* 


6302040033 Releases public version, of revised emergency plan 
implementing procedures 

FELTCN, J M Division of Rules and Records 93/01/27 Document 

Management Branch Ip 17043 230 24X Fiche 50-000,93/01/27. 

9302040033 


— 9302040037 Forwards public version of revised Emergency Plan. 
Implementing Procedures ED-29 re m e teor o 1 og l ca 1 maint 
programs 6 ED-23 re computer codes for access to 0DC3 
programs 

PAJGWSKl.J E Cctiimonwaa 1 th Edison Co 03/01/07 DENTON, N R NRC 
- No Detailed Affiliation Given lp 17043 231 24X 

Fiche 50-000,83/01/27,0302040033 


— 0302040040 Public version of revised Emergency Plan Implementing 
Procedures ED-29 re met-oorolc g ica 1 maint programs 1 ED-23 
re computer codes for access to 00C5 programs Revised 
inde» end 

LITERSKI.L A Commonwealth Edison Co 83/01/06 llpp 
17043 232 24X Fiche 50-000,83/01/27,9302040033 


8301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for OL it holders of CPs re regional workshop 
concerning Suppl 1 , NUREG-0737. "Requirements for Emergency 
Response Capability “ Svc list end 

E1SENHUT , D G D i vi 9 i o n o f Lie e ns ing 03/02/01 Consolidated 

Edison Co of New York, Inc llpp 17221 226 24X 

Fiche 30-000,93/02/01,9301210340 


8302100 J 76 Ads l sen that changes in Rev 7 to security plan consistent 
W/10CFR50 55 ( p ) Enel to util 621008 ltr withheld per 
10CFR73 21 

YOUNGBLOOD, B J Licensing Branch 1 83/02/02 DELGEQRGEj L 0 

Comsonwea 1th Edison Co 3pp> 17134 188 24X Fiche 50-454,83/02/02, 

0302100176 


B3020B0316 Responds to 821209 ltr re incident response plan fc 820917 
training session No new requirements requested for emergency 
response facility Minor changes suggested as result of 
meeting eiercise MUREO-0696 It SECY-B2-111B guidelines valid 
KEPPLER, J G Region 3, Office of Director 93/02/04 REED, C 
Commonwealth Edison Co 4 p p 17056 290 24X Fiche 30-000,03/02/04, 

0302080316 


— 0302080322 0h jects to 920917 meeting request* to modify emergency 
response facilities Requests contradictory to NRC directive 
for 9 inpli r icatian 

REED, C Commonwealth Edison Co 9 2/12/09 KEPPLER, J 0 Region 

3, Office of Director Jpp 17056 294 24X Fiche 50-000, 

83/02/04, 63 02000316 


8302180102 Releases public version of revised corporate command c fcr 
generating station emergency plan implementing procedure 
FELTON, J M Division of Rules and Records 93/02/15 Document 

Management Branch Ip 1/223 218 24X Fiche 50-000,33/02/15, 

030^183102 


- -0302180 126 Forwards public version of Rev 2 to Corporate Command Ctp 
Generating Station Emergency Plan Implementing Procedure 
EOF-2, "Technical Support Manager " 

MOORE, R D Coirmonwea ith Edison Co 93/01/03 DENTON, H ft NRC - 

No Detailed Affiliation Given lp 17223 219 24X 

Fichu 50-000, 83/02/ 15, 0302100 102 


— 0302180 1 96 Public version of Rev 2 to Corporate Command Ctr Generating 
Station Emergency Plan Implementing Procedure EOF-2, 

‘‘Technical Support Manager p 

NELLIS, C A Commonwealth Edison Ca 83/02/02 6Bp p 17223 220 
24 < Fiche 50-000, 83/02/15, B3021BD102 


0302250349 Advises that R Llckus will contact util for site visits to 
review proposed emergency notification sye & health physics 
network locations at technical support ctrs & emergency 
operating fac 11 i ties, p er util 830129 request 

PAPER I EL LO, C J Division of Emergency Preparedness & Operational 
Support 33/02/10 REED, C Commonwealth Edison Co 2pp 
17291 072 24X Fiche 50-000,83/02/18,8302250349 


--0302250361 Requests approval S acquisition of necessary equipment to 
activate proposed locations for emergency notification *ys & 
health physic* network phones within technical support ctrs 
it emergency operating facilities Lists of locations enci 
SWARTZ, E D Commonweal th Edison Co 83/01/28 KEPPLER, J Q 

Region 3, Office of Director 4p p 17291 074 24X 

Fiche 50*030, 83/02/ IB, 0302230349 



352 


DOCKETED ITEMS 


O Adjudicatory correspondence 


8302020257 Notice of appearance in proceeding Certificate of Svc end 
THOMAS, 0 C League of Women Voters af Rockford* IL 03/01/24 3p p 
1*994 264 24X Fiche 30-454,83/01/24,8302020257 


8302030533 Forwards Suppl 2 to 5ER W/o end 

GOLDDEftO, SC Hearing Branch 4 83/02/02 SMITH, I , CALL I MAN, A D - 

COLE,fl F Atomic Safety and Licensing Board Panel Ip 17007 160 
24/ Fiche 50-4 34,83/02/02,0302030333 


8302100233 Forwards IE insp repts re IE 1982 investigation of 
H*yward**Ty 1 er Pump Co 

GOLDBERG- S C Hearing Branch 4 03/02/03 CHAVEZ- D DeKa 1 b Area 

Alliance for Responsible Energy CHAVEZ, D Slnnisstppl Alliance for 

the Environment (SAFE) 27£pp 17114 128 24X 

Fiche 30-43 4, 83 /02/O3. 0303 1 0023 5 


8302090229 Notice of appearance in proceeding Certificate nf Eve end 
HASWELL.A DeKalb Area Alliance for Responsible Energy HASWELL.A 
Sinnissippi Alliance for the Environment (SAFE) HASWELLiA 
Hatwall.H 83/02/04 3pp 17069 349 24X Fiche 50-454,83/02/04, 

0302090229 


0302160223 Forwards 830210 affidavit of KA Ainger re potential fur 
bubble collapse water hammer in feedwater bypass line Temp 
seniors will be Installed in bypass sy* piping Check valve 
upstream of auxiliary nocile removed from plant design 
CCPtLANDiV 0 Ilham, Lincoln & Beale COPELAND, V G Cornmonu/ea 1th 
Edison Co 83/02/10 SMITH, I W , COLE- R F , CALL I HAN- A 0 Atomic 
Safety and Licensing Board Panel 2pp 17 163 023 24X 

Fiche 30-454,83/02/10,0302160223 


— 0302160227 Affidavit of KA Ajnger re changes to plant design to 
mitigate potential far KRSFO-type bubble collapse 
water ha/rner in feedwater bypass line Lies t f nghou se Itr, 
bypass drawing ft notice of appearance by VO Copeland end 
AINQER.K A Commonwealth Edison Co 83/02/10 7pp 171*3 025 
24X Fiche 50-454,03/02/10,0302160223 


8302220344 Requests to make limited appearance statement at hearings 
BLAND, TV Audubon Society 83/02/14 NRC - No Detailed 
Affiliation Given Ip 17228 001 24X Fiche 50-454,83/02/14, 

6302220344 


8302230423 Requests to make limited appearance statement at 0L 
hearings 

SCHRADER, D Affiliation Unknown 83/02/J6 Docketing it Services 

Branch, Ip 17246 122 24 < Fiche 50-454, 03/02/16. 8302230423 


8302230446 Forwards util 830215 Itr re DAARE/fSAFE Contention 9a 
concerning potential for bubble collapse water hammer in 
feedwater bypass Una Enel Itr explains change* to feedwater 
bypass sys b auxiliary feedwater sys 

COPELAND, V 0 Isham, Lincoln i Beale COPELAND, V 0 Commonwea Uh 
Edison CO 03/02/16 SMf TH, I W , COLE.R F , CALLfHAN, A D Atomic 
Safety and Licensing Board Panel 2pp 17246 075 24X 

Fiche 50-434* 83/02/16, 0302230446 


0302230540 Notice of appearance in proceeding Certificate of Svc end 
HERRIN, M 0 Commonwealth Edison Co HERRTN, M 0 Isham, Lincoln i< 
Beale 83/02/10 3pp 17257 073 24X Fi che 50-4 54, 03/02/1 B, 

8302230540 


8302290185 Notice of appearance in proceeding Certificate of Svc end 
THOMAS, D, C League of Women Voter? of Rockford, JL 03/02/10 3pp 
17306 043 24 X Fiche 30- 4 54,03/02/18.8302 200185, 


K Utility Final Safety Analysis Report <P6AR ) b amends 


8302200204 Forwards Amend 41 to F9AR, con sist 1 np of new k revised 
responses to NRC queition* 

TffAHNi T R Commonwealth Edison Co 03/02/23 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 4pp 1731! 344 24X 

Ficha 50-000,83/02/23*8302200204 


—8302280212 Amend 41 to F-5AR 

* Commonwealth Edison Co 03/Q2/28 170pp 17811.340 24X 

Fiche 50-00 0, 83/02/23, 63022B0204 


Inspection reports, IE Bulletins & correspondence 


2040039 Add 1 respom* to FQIA request for 12 categories of documents 
e ra c 11 1 ties . Persona 1 info deleted from documents re util/ 

>ntractor employee allegations concerning <3A deficiency 
rwards App A documents. Document 31 available in PDR 
TON, J N Division of Rule* and Record* 02/12/30 HIATT, S L 

o Citiiens for Responsible Energy 3pp 17049- 144 24X 

■ * 50-000, 82/ 1 2/30, 8302040039 


— 8302040111 Forwards graphics summarising const site none nmp 1 1 an c e data 
for 1976-aO 

HIND. J A Division of Emergency Preparedness b Operational 
Support 82/02/03 KEPPLFft, J G Region 3, Office of Director 
23p p 17015 219 24 X Fichu 30-000,82/12/30,8302040039 


— 8302040197 Forwards updated noncomp 1 iance history for conet sites for 
1976-01, per JJ Harrison request Total insp hours for each 
facility added 

HpNO, J A Division of Emergency Preparedness & Operational 
Support 82/06/08 SPCbSARD, R 1 Division of Project k Resident 
Programs 2pp 17045 279 24X Fiche 50-000-82/12/30,03020/30039 


— 0302040332 Forwards 1901 comparison rfa^a for operating 5, const plants, 
consisting of total numbers of noncompliance items, repts 
issued, insp hours, sever i ty 1 evels. p oi nts i< hours per rept U 
1 ten 

SUCHARSK1--L Region 3, Office of Director S2/07/0B 

HEPPLER, J G Region 3, Office of Director 13pp 17045 201 24/ 

Fiche 50 000,02/12/30,8302040039 


0302040402 Forwards draft SALP rept for 1982 Comments requested by 
B30 1 26 

GLSHAN.L N* STEVENS, J A Licensing Branch 1 03/01/24 

EISEWH'JT.D G Division or Licensing MATTSONrR J Division of 
System* Integration (post SilCOS) V0LLMER , R H Division of 

Engineering 3pp 17042 3i 7 24X Fiche 50-000. 83/01 /24, 6302040402 


S21206O358 iE Info Notice 03-01, "Ray Miller, Inc " Svc list end 
JORDAN, C L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 63/01/26 Consolidated Edison Co of New 

York, Inc IlSpp 17023 J60 £4 < Fiche 50-000, 03/0 1 /26, 02i 206035Q 


0302150404 Forwards IE Insp Rept* 90-454/82-27 h 50-455/02-21 on 
021 101-1531 b notice of violation 

KNaP.H c Division of Project b Resident Programs 63/01/26 
REED, C Commonweal fch Edison Co 2pp 17150 0B6 24X 

Fiche 50-45-1, 63/01/26,8302150404 


--0302150406 Notice of woWtion from insp on 821101-1231 

KNOP, R C Division of Project b Resident Programs 03/01/26 
3pp 17139 080 24/ Fiche 30-454,03/01/26,8302150404 


—6302130408 fE Insp Repts 50-454/02-27 * 50-453/02-21 on 021101-1231 
Noncompliance noted failure to include specs for structural 
bolted connections in d rawing s, ins true ti ons or procedures 
FORNEY, W , CONNAVQHTQN, K , HA YES, D W Division of Project & 
Resident Programs 83/01/19 9pp 17158 091 24X 

Fiche 30-43 4,03/01/26. 0302150404 


0212060360 IE info Notice 83-02, "Limj torque HODC, HI DC, HSBC b HSBC 
Gsarheads " Svc list enci 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/01/20 Consolidated Edison Co of New 

York, Inc !09pp 17144 001 24X Fiche 50-000,83/01/28,0212060360 


0212060351 IE Info Notice 03-03, "Calibr of Liquid Level Instruments r ' 
Svt list end 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 03/01/28 Consolidated Edison Co of New 

York* Inc I 1 Op p 17074 095 24X F i che 50-000, 03/01 /28, 821 2060361 


9302030303 Advises of 830207 open forum in Chicago, IL re recent rev to 
10CFR50 54 6 50 55 IE will conduct formal presentation 
followed by question 4- answer session Requests that 
par tic 1 pation be limited to three people 

9PE39ARD,H L Division of Engineering 03/01/20 Commonwealth 
Edison Co 2pp 17008 187 24X Fiche 90-000, 03/01 /29i 0302030303 


030215068? Forwards IE Insp Repts 50-454/83-01 b 50-455/03-01 on 
030112-14 No none onp 1 lane e noted 

LiTlLE, US Division of Engineering 03/01/28 REED, C 
Comnafluealth Edison Co 2pp I7<51 351 24X Fiche 50-454,83/01/29, 

830219060? 


—8302150724 IE Insp Repts 50-494/83-01 b 50-495/83-01 on 830112-14. No 
noncompliance noted Major areas inspected preservice insp 
procedures, work activities, NOE personnel certi f icafci ons b 
daita b previous insp findings 

WARD, K D , DANIELSON, D H Division of Engineering 83/01/29 
4pp 17151 353 24X Fiche 90-454,03/01/20.8302150609 


0302100100 Forwards NRR input to SALP rept for Qct-Dec 1982, per 
TNTar>bIing request Personnel solicited for input listed 
Appropriate comments from various NRR div directors 
Incorporated into rept 

□LSHAN, L N » STEVENS, V A Licensing Branch I 03/02/02 
EISENHUTiDG Division of Licensing 3pp 17134 355 24X 

Fiche. 50-000, 83/02/02, 8302100100 



DOCKETED ITEMS 


35 


83021-00355 Forwards IE map lepts re IE 1982 investigation of 
Ha yuartf-Ty 1 or Pump Co 

COLDQERG.SC Hearing Branch 4 83/02/03 CHAVEZ* J) DeKalb Area 

Alliance for Responsible Fnergy 276pp 17114 120 24X 

Fiche 50-454* 83/02/03, 8302100255 


G3021&0365 Forwards IE Insp Repts 50-454/G2-25 *. 50-455/82-19 on 
B21 202-8301 14 Mo nonconp I > ance noted 

NCR EL I US • C E Division of Project b Resident Programs 03/02/07 
REfc A, C Commonwealth Edison Co 2pp 17209 216 24X 

Fich* 50-454.83/02/07,8302180365 


--E330218O3 83 IE Jnsp Repts 50-454/02-25 V 50-455/02-19 on B21SO2-03OU4 
(STa nonconp 1 lance noted Major areas Inspected receipt insp 
records for tendons, tendon accessories V masonry blocks 
HAVES, D W Division of Project U Resident Programs 03/02/07 
21 p p 17209 210 24X Fiche 30-454,93/02/07,6302180365 


9J0213Q528 Requests delay until 030320 to respond to NRC request for 
supplemental Info re Refs <a),(b),<c> A <e> of IE Bulletin 
01-03. 'Flour Blockage of Cooling VJater to Safety-Related Sys 
Components by Asiatic Clams l Mussels " 

SWARTZ, ED Commonwealth Edison Co 03/02/00 DENTON, H R Office 
or Nuclear Reactor Regulation, Director 2pp 17156 215 24X 

FMh« 50-000 , 03/02/08,030 2 1 50528 


0302200369 Forwards IE Insp Repts 50-454/02-26 b 50-455/82-20 on 
021227-29 h 830125-28 No none onp 1 i anc e noted 

LITTLE, WS Region 3, Office of Director B3/02/10 REED, C 
Commonwealth Edison Co 2pp 17311 001 24X Fiche 50-454, 03/02/ 10, 

0302280360 


—0302290375 IC Insp Repts 50-454/02-26 6 50-455/02-20 on 021227-29 & 
030125-23 No none onp 1 i a nc e noted Major areas inspected 
followup on allegations te piping support Installation & 

QC lnap derlclenees 

YfN, I T , DANIELSON, D H Region 3, Office of Director 83/02/10 
itpp 1731 1 003 24X Fiche 50-454,83/02/10,8302200360 


0302280542 Torwards IE Insp Repts 50-454/83-02 b 50-495/83-02 on 
H 30103-07 b 10 No none omp 1 i anc e noted 

LITTLE, US Division of Engineering B3/02/10 REED, C 
C JtTirnontirea I th Edison Co 2pp 17309 052 24X Fiche 50-454,03/02/10, 

03032005 42 


—0302200550 IE Insp Repts 50-454/03-02 b 50-459/03-02 on 830103-07 b 10 
No noncompliance noted Major areas inspected review of 
proc edures, wor k activities b records for remap of 
Structural steel bolting in containment b auxiliary bldg 
HEAT I NO, D E , DANIELSON, 0 H Region 3, Office of Director 
03/02/10 5pp 1 7309 054 24X Fiche 50-454 , 83/02/ I 0, B3022B0542 


0 30 2? 80409 Forwards IE Insp Repts 50-454/82-2B * 50-455/82-22 on 
021201-29 it 8301 14 No n on c omp 1 i anc e noted 
LITTLE, WS Division of Engineering 03/02/11 REED, C 
CofTTonuea I th Edison Co 2pp 17322 217 24X Fiche 50-454,03/02/1 1 , 

0302200405 


— "030228048? IE Insp Repts 30-454/02-28 * 50-495/82-22 on 02 1 20 1-29 «, 
830114 No noncompliance noted Major areas inspected 
followup an a negations /c oncerns re const deficiencies, 
concerning uniformity of concrete 4 quantity of water 
NORTON, J F , WILLIAMS, C C Region 3, Office of Director 
03/02/11 I7pp 17322 219 24X Ficha 50-434, 03/02/1 1, Q3O220O4B3 


Q3O2J0O45Q Ac k receipt of 830209 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-454/02-24 & 
50-455/82-18 

NORbL I US, C E Division of Project l Resident Programs 03/03/15 
REEP, C Cavnonwea 1 th Edison Co Ip 17215 160 24 X 

fiche 50-454, 03/02/15,8302100458 


— 0302190463 Responds to NRC 830103 1 tr re violations noted in IE Insp 
Repts 50-454/02-24 V 50-455/02-10 Corrective actions temp 
monitoring devices ordered & will be Installed in warehouses 
to verify proper tenp band maintained 

FARRAR. D L Commonwealth Edison Co 83/02/09 KEPPLER, J 0 
Region 3, Office or* Director 5pp 17215 169 24X 

Fiche 50-454, 03/02/15, 0302180458 


B212060363 IE Info Notice 83-04, “Failure of Etma Power Supply Units " 
Bve list anc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 83/02/18 Consolidated Edison C 0 of New 

York, Inc llOpp 17347 191 24X Fiche 50-000, 03/02/10, 021 2060363 


GP 1 206 0365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Level Radwaste - 10CFR20 302 " Svc list encl 
JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 0301031 93/02/24 Consolidated Edison Co. of New 

York, Inc liipp 17347 098 24X riche 50-000,83/02/24,0212060365 


9212060366 IE Info Notice 83-06, "Nonidentical Replacement Parts " 

Svc list encl 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response fPos t 0301031 83/02/24 C onso l 1 da ted Edison Co of New 

York, Inc 112pp 17361 148 24/ Fiche 50-000, 03/02/24, 02 1 206036* 


9302260396 Ac k receipt Of B3021O Itr informing NRC of steps taken tp 
correct violations noted in IE Insp Repts 50-454/02-10 fc 
50-455/02-13 Confirms 030223 telcan that specific ref to 
testing of first batch or concrete will be deleted 
SPE8SARD, R L Division of Engineering 03/02/25 REED 1 , C 
Commonwealth Edison Co lp 17311 076 24X Fiche 50-454,83/02/25, 

0302260276 


—8302280303 Responds to NRC 830111 Itr re violations noted in JE Insp 
Repts 30-454/82-18 t 50-495/82-13 Corrective actions F9AR 
will be reviewed tt revised re conflicts u/s tructural design 
drawings 6 specs 

FARRAR, D L Commonwealth Edison Co 03/02/10 KEPPLERr J 0 
Region 3, Office of Director 3pp 17311 077 24X 

Fiche 50-454, 03/02/25,6302280296 


S Reportable occurrences, LER« b related correspondence 


0302030493 Part 21 rept re determination that post-LdCA hydrogen 
recomblner is likely to malfunction following exposure 
to elevated temp, high humidity environ Replacement part 
i dentif ication will b* provided to operators by 030210. 

EMPEY, D C Rockwell In terna t i ona 1 Corp 82/12/17 COLLINS, J 
Region 4, Office of Director. 4pp 17006 120 24X 

Fiche 30-000, 02/12/17,8302030495 


9302230542 Part 21 rept re 170 wire tendon post-tensioning sys Problem 
lies w/poor const techniques not nonconforming threads 
Nonconforming threads not responsible for failures 
exhibited at job sites QA procedure end 

WAIIKU8, D W , MATYKIEWlCZrC 1NRYC0, Inc Hubs of Inland Steel 
Co 3 83/01/27 Regions, Office of Director J ipp 17257:014 

24X Fiche 50-000,83/01/27,8302230542 


□302040370 Deficiency Rept 82-11 Te accuracy of Barton electronic 
instrument transmitters being installed at facilities 
Initially reported on 821221 Corrective action based on 
recommendation from Barton Instruments 

TRAMfl, T R Commonwealth Edison Co 03/01/20 KEPPLER, J 0 Region 
3. Office of Director 2pp 17018 313 24X FUhe 30-000,03/01/20, 

0302040370 


8302150419 Interim deficiency rept re installation of HVAC «ys 
components Initially reported on 030125 Procedures revised, 
design tolerances clarified U sa f ety-related HVAC field 
installations reinspected 

TRAMM, T R C ommonuea 1 1 h Ed i > on Co 03/02/07 KEPPLER,JO Region 
3, Office of Director 2pp 17I4Q 150 24X Fiche 50-494.03/02/07. 

0302150419 


0302200490 Interim deficiency rept re resolution of mechanical snubber 
bracket interference Initially reported on 030110 Lists of 
snubbers to be inspected compiled tnip criteria not 
finalised Next rept will be provided within 60 days 

TRAMM, T R Commonwealth Edison Co 03/02/16 KEPPLER, J* 0 Region 
3, Office of Director lp 17300: OH 24X Ft ch e > 90-000. 03/02/16, 
0302200450 


T Hearing transcript* on non-ant i true t matters 


8302160176 Forwards testimony of I AJtermaitiR Rothman, A Serkii, 

MA LamastrarEF Branagan.JJ Hayes, RF Skelton* LO Hulman & 

ML Wohl. par ASLB 010909 order, In preparation of 030301 
hearing. 

ODLDDERO, 0 C Hearing Branch 4 83/02/15 SMITH, I.W , COLE.R r * 

CALLIHAN,A 0 Atomic Safety and Licensing Board Panel Bpp 

17161 044 24X Fiche 50-434,83/02/15,8302160176, 


— -0302160 182 Testimony of I Alterman on Rockford League of Women Voters 
Contention 106 re seismic capability of geologic faults, 

ALTERMAN, I Geoscience* Branch 03/02/19 16pp 17161 046 24X 

Fiche: 50-454 * 03/02/15, 0302160176 


— 8302160108 Testimony of R Rothman on Rockford League of Womeh Voters 
Contention 106 re seismic capability of geologic faults, 

ROTHMAN, R Geosciences Branch 83/02/19 lSpp 17161 062 24X 

Fiche 50-454*03/02/19,8302160176 


— 6302160194 Testimony of A BerfciJ on Dekalb Area Alliance for 
Responsible Energy /8tnn i stip p f Alliance for Environ 
Contention 9A re lop 1 ication i of 1991 KRSK.G water hammer 
event on facility. 

8ERKI Z, A Generic Issues Branch 83/02/19 8pp 17161 077 24X 

Fiche 50-454.83/02/15,0302160176 
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— 0302160203 Testimony of MA Larrastra, £f Brana-g an, JJ 1 Hayes & RF Skelton 
on Rockford League af Women Voters Contentions 42, IJi & 1J2 
re ALARA & radiation monitoring onsite 

LAMASTRA,M A ■ HRANAQAN, E F Radiological Assessment Branch 
WAVES i J J Affluent Treatment Systems Branch 93/02/15 70pp 

17161 005 24 X Fiche 50-454. 03/02/ 15,0302160176 


— 0302160212 Testimony of LG Hulman,ML Wohl, B Newberry L 6F Branegan on 
Rockford L*agu« of Women Voters Contentions 9 & 62 6 on 
Dekalb Area Alliance for Responsible En« r gy 731 nn i s s i p p i 
Alliance for Environ Contention 2A re risk & accidents 
HVLMAN, L G , WOHL. M L Accident Evaluation Branch NEWBERRY* S 
Reliability & Risk Assessment Branch 03/02/15 40pp I716i 155 
24 < Fiche 50-4 54.63/02/13,0302160176 


9302170292 Forwards testimony of S Levine & L Conway 

GALLO, V Isham, Lincoln 6 Beale GALLO. J Commonwealth Edison Co 
03/02/15 SMITH* I W , COLE. R F . CALL I HAN, A 0 Atomic Safety and 
Licensing Board Panel 2pp 17177 063 24X Fiche 50-434, 03/02/1 3, 

0302170292 


--0302170298 Testimony of S Levine re contentions on Class 9 accidents 
Plant design provides substantial protection against severe 
or Class 9 accidents 

LEVINE, 3 Commonwealth Edison Co LEVINE, S MU3 Corp 03/02/15 
35pp 17177 065 24/ Fiche 50-434,93/02/13,9302170292 


— B30PJ70302 Testimony of L Conway re contentions claiming reduction of 
occupational exposure not considered in design Steam 
generators embody very best design feature to reduce 
occupational radiation exposure 

CONWAY, L Commonwealth Edison Co CONWAY, L Meetinghouse 
Electric Corp 03/02/15 12pp 17177 109 24X 

Fiche 30-454,93/02/13,3302170292 


0302220291 Forwards testimony on seismic, occ upationa I exposure & water 
hammer contention* 6 unexecuted stipulation re final 
language 5 order of contentions Certificate of Svc encl 
B1ELAWSKI.A P I sheer, Lincoln & Deale UrELAWEKI.A P. Commonwealth 
Edison Co 03/02/13 SMITH, I W » COLE.F F * CALL I HAN, A D Atomic 

Safety and Licensing Board Panel 22pp 17228 016 24/ 

Fiche 50-454,03/02/13,0302220291 


— 8302220290 Testimony of AK Yonfc re Rockford League of Women Voters 
Contention 106 on strain gauge tests Last movement of faults, 
over 200,000 yrs ago Faults are not capable under IOCFRJOO, 

App A criteria Prof qualifications end 

YONK.A K Commonwealth Edison Co YONft, A K Hargent U Lundy, 
Inc 03/02/15 I3pp 17228 039 24X Fiche 50-4 54,83/02/15. 

8302220291 


— 8302220304 Testimony of AK Smgh re Rockford League of Women Voters 
Contention 106 on ground acceleration values for design 
Ground acceleration values $ ODE std appropriate for plant 
Prof qual if ications encl 

SINOHrA K Commonwealth Edison Co SINGH, A ft Sargent & Lundy, 
Inc 83/02/15 llpp 17228 034 24/ Fiche 30-454,83/02/15, 

8302220291 


— 8302220310 Testimony of R Plenieuic* re util actions taken to minimise 
occurrence of KRBKQ-type water hammer event, per West i nghou s e 
recommendat i ons {Contention 9a) Util plan* to change check 
valve arrangement 

FLENIEWfCZ. R Commonweal th Edison Co 83/02/15 Bp p 17220 065 
24 X Fiche 50-434,83/02/15.0302220291 


-'-8302220317 Testimony of RW Carlson re Contention 9a on water hammer 
event If util follows Waitingbouse recommendations to 
prevent KRSKO-typa water hammer event. 1 i k el ihood of 
occurrence of event reduced to acceptable level. 

CARLSON, R W Commonwealth Edison Co CARLSON. 8. U Westinghouse 

Electric Corp 83/02/15 2lpp 17228 0 74 24X 

Fiche. 50-454, 83/02/15, 0302220291 


—8302220321 Testimony of JL ftoulo on Contention 42 re sabotage No 
increased risk df sabotage results from use of contractor 
employees, i nc luding transient workers 

ROVLO, J L Commonweal th Edison Co B3/02/15 26 pp 17329 097 

24X Fiche 30-454,83/02/15,9302220291 


-6 302220325 Testimony of OP Lahti re Contention* 42.111 Si 112 on plant 
design for reducing occupational radiation exposure Each 
design principle which can reduce radiation exposure used 
appropriately 

CAHfl.GP. Commonwealth Edison Co LAHTI, G P. Sargent b Lundy, 
Tne. 63/02/15. 34pp 17220' 123 24X F i c he. 50-454, 83/02/ IS, 

8302220291 


0302220320 Testimony of Jl FebriVant on Contention* 42,111 It 112 re 
radiation e xpoiure, Natl committee for radiation protection 
recommendations on dose limit for exposure to pregnant 
women provide* protection against teratogenic effect* 

FABRIKANT, J i Commonweal th Edison Co 03/02/15 lOOpp 
17220, 157 24X Fiche 30-434,83/02/15,0 3 0 2 2 20291 


— 0302220332 Testimony of F Rescek re Contentions 42.111 & 112 Discusses 
util corporate ALARA, dos imetr y progi am, record keep ing 
procedures & training program 

RESCEK, F Commonwealth Edison Co 03/02/15 493pp 1722B 257 

24 < Fiche 50-454, 03/02/ 1 3. 630222029 1 


— 0302520336 Testimony of JR Van Laere re Contentions 43, ill & 112 
Discusses ALARA program, heal th physics dept staff L in-plant 
monitoring program 

VAN CAERE, J Commonwealth Edison Co 03/02/15 55pp 17230 030 
24/ Fiche 50-454,03/02/15,6302220291 


0302100397 Errata to L Conway 830215 testimony 

GALLO, J , CONWAY, L * Commonweal th Ed l son Co GALLO, J Isham, 

Lincoln I* Stele 83/02/16 3pp 17209 337 24X 

Fiche 50-454.93/02/16,8302100387 


0302230545 Forwards K Morgan affidavit b Certificate of Svc 
inadvertently omitted from testimony Related correspondence 
JOHNSON, D League of Women Voters of Rockford, IL 03/02/17 
MARGULIE8, h B , COLE, ft F , CALL I HAN, A D Atomic Safety and Licensing 
Board Panel Ip 17256 274 24X Fiche 50-454,03/02/17,0302230545 


— 0302230553 ft Morgan affidavit 4 Certificate of Svc . i nadver ten t 1 y 
omitted from testimony 

MORGAN, K 2 League of Women Voters of Rockford, IL 83/02/17 
2pp 17256 275 24X Fiche 50-454,03/02/17,0302230545 


8302220023 Forwards Page 2 of A Serkil testimony, LG Hulman prof 
qualifications b Table 2 to MA Lamastra tes feimony . omi tted 
from NRC 030213 testimony 

GOLDBERG, 8 C Hearing Branch 4 03/02/18 SMITH, I W , COLE, R F . 

CALLIHAN, A D Atomic Safety and Licensing Board Panel lp 

17233 259 24X Fiche 50-454, 83/02/ 1 0, B302220023 


— 9302220027 Page 2 of A Serkiz testimony, LG Hulman prof qua 1 i f i ca 1 1 one Jr 
Table 2 to MA Lamastra test i mony, om l t ted from NRC 830215 
testimony 

SERKIZ.A , HULMAN, L Q , LAHASTRA, M A NRC - No Detailed 
Affiliation Given 93/02/10 7pp 17233 236 24X 

Fiche 50-4 54,83/02/18,9302220023 


8302230455 Forwards L Conway corrected testimony addressing Contentions 
42, 1 1 1 fit 112 re occupational radiation exposure concerning 
We* tinghouse steam generator* Related correspondence 
GALLO, J Isham, Lincoln & Deale GALLO, J Commonwealth Edison Co 
03/02/21 SMITH, r W , COLE.R F , CALLIHAN, A D Atomic Safety and 
Licensing Board Panel 2pp 17246 036 24X Fiche 50-454.83/02/21, 

8302230455 


— 8302230461 Corrected testimony of L Conwa y , address l ng Contentions 
42.111 U 112 r* occupational exposure reduction 
CONI/AY. L Wes tinghouse Electric Corp 83/02/21 13pp 
17246 058 24X Fiche 50-454,83/02/21,8302230455 


0302230544 Testimony of HH Woodard on Contention 106 re * e i smi c -r s 1 fi ted 
site problems discovered subsequent to issuance of CP 
Certificate of Svc and Related correspondence 

WOODARD, H H League of Women Voters of Rockford, IL WOODARD, H H 
Beloit College 83/02/22 Atomic Safety and Licensing Board 
Panel iOpp 1725* 264 24X Fiche 50-454,03/02/22,8302230544 


830224005? Forwards L Frank, J Rajan, C McCracken, L Marsh, M Phillips fi. 
J Spraul testimony on listed contentions 

GOLDBERG, S C Hearing Branch 4 03/02/22 SMITH, I W , COLE.R F , 

CALLIHAN# A 0 Atomic Safety and Licensing Board Panel 2pp 

17273 013 24X Fiche 50-454,03/02/22,8302240059 


— B302240064 Testimony of JR Hajari re flow-induced tube vibrations in 
Model D steam generator* If corrective modi unavailable 
before Unit i Ot, nee a i ved , uti I would have to justify interim 
operation Prof qual if ications encl 

RAJAN, J R Mechanical Engineering Branch 83/02/22 9pp 
17273 015 24 X Fiche 50-454,03/02/22,8302240059 


--9302240070 Testimony of LB Marsh, L Frank b JR Rajan re steam generator 
tube degradation Concurrent steam generator tub* rupture fit 
other DBA events beyond current design bases Prof 
qual if icati ons encl 

MAR5H.L B Reactor Systems Branch FRANK.L Materials 
Engineering Branch RAJAN, J R Mechanical Engineering Branch 
03/02/22 13pp 17273 024 24X Fiche 50-454,83/02/22,8302240059 


— 9302240074 Testimony of L Frank re steam generator tube degradation 
Discusses i nsp of tubes & measures taken to ensure tube 
integrity b minimize potential for degradation Prof 
qua l if i cati ons encl 

FRANK, L Materials Engineering Branch, 83/02/22 13pp 
1 7273 037 24X Fiche 50-494,83/02/22,8302240087 
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— 83Q3-24OO70 Testimony of CE McCracken on primary & secondary water 
chemistry control 6 conosion re steam generator tube 
Integrity Numerous changes in design L procedures 
incorporated Prof qualifications one! 

MCCRACKEN, C Chemical Engineering Branch 83/02/22 lQpp 
17273 050 24X Fiche 50-454, 03/02/22. 8302240059 


— B3022400Q3 Testimony of M Phillips on emergency planning issues Util 
onsite emergency plan complies u/MRC emergency planning 
requirements w/some exceptions 

PHILLIPS* II Division of Emergency Preparedness it Op erati ana 1 
Support 83/02/22 24pp 17273 060 24X Fiche 50-454,03/02/22, 

830224005? 


— B 302240 069 Testimony of JO Spraul re adequacy of util QA program Util 
organization provides GA dept w/sufficiont independence from 
cost & sch-edul e, author i ty to carry out QA operations & 
access to mgt Prof qua 1 i f icat ions end 

SPRAVL, J 0 Quality Assurance 83/02/22 !3pp 17273 0B4 34X 

Fiche 50-454* 03/02/22, 8302240059 


— 03Q2240Q92 Testimony of WL Forney, DW Hayes, JE Kahkllrt, CC Williams & 
IT Yin re OA program during const H preop erat i ona 1 testing 
Util Implemented acceptable const QA program it has ability it 
willingness to implement acceptable operating QA program 
FORNEY, 14 L flog ion 3* Office of Director HAYEB, D W , 

KQNKLlN, J E Division of Project & Resident Programs 83/02/32 
I47pp 172 73 097 24 X Fiche 50-454,83/02/22,030224005? 


V Operator Examinations 


B3O13J0203 Generic Ltr 83^06 to all power reactor 1 icensees, app licants 
for DLs, NS9 vendor*, reac tor vendors & AE re certificates 
t< revised format for reactor operator A senior reactor 
operator licenses Svc list end 

EISFNHUT, D 0 Division of Licensing 83/01/31 Consolidated 

Edison Co of New York, Inc I4pp 17347 177 24X 

Fiche 50-000.83/01/31,8301310203 


DOC MET STN-50-456 DRAIDUOOD 3 TATI ON, UNIT i 


A App 1 icat i on /construction stage documents it correspondence 


B 302 040439 Forwards request for addl info re Section 2 5 of FBAFI 
through Amend 40 Response requested by 030301 

YOUNGBLOOD, D J Licensing Branch 1 03/02/01 DCLGEORQE* L, 0 

Commonwealth Edison Go 4pp 17042 34? 24X Fiche 50-496,03/09/01, 

8302040459 


030210050a Forwards comments on util response to NRC 010507 request for 
addl into re geotechnical engineering Response to questions 
re vol of Later seepage from essential svc pond 
unacceptable Response due by 830311 

YOUNGBLOOD. D J Licensing Branch 1 83/02/01 DELGEORqE, L 0 

Gommonu/ea 1 th Edison Co 15pp 17134 1 12 24X Fiche 50-436. 

03/02/01, 0302100208 


0302100512 Board Notification 83-11 forwards info- Indicating onset of 
increased turbulence V acceleration of tube wear occurring 
at feed Flow rates of 50% for Model D/S it D/3 steam 
generators U at 70X for Model D/4 D/5 steam generators 

NOVAK. T M Assistant Director for Licensing 03/02/03 Atomic 
Safety and Licensing Board Panel App 17143 293 24X 

Fiche 90-000,03/02/03,8302100512 


- -8 302 1 0 0522 Summary of 820219 mooting w/ORNL, ANL, TX Utils Generating Co, 
SC Electric i Gas Co, West ingh ouse, TVA & representatives of 
Swedish nuclear power plant i Krsko in Bathes da , MD re 
accelerated tube wear on Model 0 steam generators 
CHESTNUT, 8 H Licensing Branch l 02/03/15 YOUNGBLOOD, B J 
Licensing Branch 1 46pp 17143 298 24X Fi che. 50-000, 83/02/03, 

830210051 2 


83020 BO 29 5 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL U holders of CP for C-E PWRs re Teview of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

EIBENHUT.DG Division of Licensing 03/02/08 Consol i da ted 
Edison Co of Neu York, Inc llpp 17270 247 24 X 

Fiche, 50-000, 83/02/08, 8302080299 


6302160165 Requests approval of interim power restriction option to 
enable plant startup in event that steam generator mods to 
prevent tube vibration cannot be completed prior to fuel 
load 

TRAHM, T R Commonwealth Edison Co 03/02/09 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 17162 064 24X 

Fiche 50-000,83/02/09,8302160169 


99O21Q0379 Submits info re prevention of steam generator water hammer 
Check valves removed to assure effectiveness of controlled 
cloiure check valves upstream Addl cheek valve will be 
installed in discharge piping to minimise backlsakage 
TRAMI1, T R Commonwealth Edison Co 03/02/15 DENTON. U R Office 
of Nuclear Reactor Regulation, Director 3pp "17309 317 24X 

Fiche 50-000,03/02/15,8302180379 


0302240330 Notifies that NRC position on reactor trip breaker testing 
issue unchanged Houston 030202 ltr to Westlnghouse 
forwarded 

YOUNGBLOOD, B j Licensing Branch 1 03/02/16 DELQEORGe, C 0 

Commonwealth Edison Co 2pp 17204 337 24X Fiche 50-000,03/02/16, 

8302240330 


E NRC Safety Evaluation -Report (SERI, supple 8t correspondence 


8302170149 Forwards addl info re instrumentation for detection of 
inadequate core cooling Info closes out SER Outstanding 
Item 9 

TRAHM, T R Commonwealth Edison Co S3/02/0B DENTON, H f? Office 

of Nuclear Reactor Regulation, Director 2Ipp 17100 151 24X 

Fiche 30-000, 83/02/QB, 83021 70149 


F Security, medical, enargoncy it fire protection plans 


0302040033 Releases public version of revised emergency plan 
Implementing procedures 

FE.LTON, J M Division of Rule* and Records 83/01/27 Document 

Management Branch lp 17043 230 24X Fiche 50-000.93/01/27, 

8302040033 


— 8302040037 Forwards public version of revised Emergency Pla.n 
Imp 1 ament in j Procedures ED-29 re meteorological maint 
programs L ED-29 r*» computer codes for access to ODCS 
programs 

PAJGWSKI , J E Commonwealth Edison Co 33/01/07 DENTON, H R NRC 
- No Detailed Affiliation Given lp 17043 231 24X 

Fichu 50-000,83/01/27,0302040033 


— 8302040048 Public version of revised Emergency Plan Implementing 
Procedures ED-27 re metooralo g i ca 1 roaint programs it ED-25 
re computer codes for access to QDCB programs Revised 
inde* end 

L I TERSK I , L A Commonwealth Edison Co 03/01/06 llpp 

17043 232 24X Flchfl 50-000* 83/0 1 / 27. 2202040033 


0301210340 Generic Ltr 63-04 to all licensers of operating reactors, 
applicants for OL 6 holders of CPs re regional workshop 
concerning Suppl I , NUREG-0737, "Requirements for Emergency 
Response Capability *' Svc list end 

E16ENHUI, DO Division of Licensing 83/02/Ot Consolidated 

Edison Co of New York, Inc llpp 17221 226 34X 

Fiche 50-000, 83/02/01, 0301210340 


0303000316 Reiponds to 82120? ltr re incident response plan Sc 020717 
training session No new requirements requested for emergency 
response facility Minor changes suggested as result of 
meeting exercise NUREG-0696 U BECY-02-1110 guidelines valid 
KEPPLER, -J G Region 3, Office of Director 03/02/04 REED, C 
Ctjmfflonwea 1 th Edison Co 4pp 17056 290 24X Fiche 50-000,03/02/04, 

0302000316 


— 8302000322 Objects to 020917 meeting requests to modify emergency 
response facilities Request* contradictory to NRC directive 
for s imp 1 i f icatlon 

REED, C Commonwealth Edison Co 02/12/09 KEPPLER, J G Region 
3, Office of Director 3pp 17056 2?4 24X Fiche 50-000* 

83/02/04, 8302000316 


0302220364 Forwards response to Questions 372 21 it 372 22 re 
meteorological data tape, in response to NRC 9303D1 request 
for addl info concerning FSAR 

SWARTZ. E D Commonwealth Edison Co 63/02/14. DENTON. M R Off ica 
of Nuclear Reactor Regulation, Director 4pp 17232 006 24X 

Fiche 50-456,83/02/14,0302220364 


0302100102 Releases public version uf revised corporate command etr 
generating station emergency plan implementing procedure 
FELTON, J M, Division of Rule* and Records 03/02/15 Document 
Management Branch lp 17223 218 24X Fiche 50-008,03/02/15, 

8302100102 


—030210012* Forwards public version of Rev 2 to Corporate Command Gtr 
Generating Station Emergency Plan Implementing Procedure 
EOF-2 1 "Technical Support Manager " 

MOORE, R. D Commonwealth Edison Co 03/01/03 DENTON, H R NRC - 

No Detailed Affiliation Given lp 17223*219 H4X 

FlCh* 50-000,83/02/13,8302180103 
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— 6302100156 Public version of Rev 2 to Corporate Command Ctr Generating 
Station Emergency Plan Implementing Procedure EOF-2, 

"Technical Support Manager " 

NELLIS, C A Commonwealth Edison Co 03/02/02 60pp 17223 220 
24X F iche 3 0-000.63/02/15,6302100102 


8302250349 Advise* that R Lickus will contact util for site visits to 
review proposed emergency notification *ys 4, health physics 
network locations at technical support ctr-s A emergency 
operating fac 1 L f ties, per util 63012B request 

PAPERIELLO, C J Division of Emergency Preparedness A Operational 
Support 83/02/18 REED, C Commonwealth Edison Co 2pp 
17291 072 2 4X Fiche 50-000,03/02/18.8302250349 


— 0302250361 Requests approval A acquisition of necessary equipment to 
activate proposed locations for emergency notification sys L 
health physics network phones within technical support ctrs 
A emergency operating facilities Lists of locations end 
SWARTZ* E D Commonwealth Edison Co 03/01/20 KEPPLER, J 0 
Region 3, Office of Director 4pp 17291 074 24X 

Fiche 50-000 . 03/02/10,0 302250349 


ft Utility Final Safety Analysis Report i F3AR ) A amends 


8302260204 Forwards Amend 41 to FSAR, cons isting of new %. revised 
responses to NftC questions 

TRAMM, T. R Commonwealth Edison Co 83/02/23 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 4pp 17311 344 24X 

Fiche* 30-000. 03/02/23.0302280204 


— 0302280212 Amend 41 ta FSAR 

a Commonwealth Edison Co 03/02/20 170pp 17311 340 24X 

Fiche 50-000, 83/02/23, 03O22BO2O4 


Q Inspection reports. IE Bulletin* 4 correspondence 


0302040039 Add 1 response to FOIA request far 12 categories of documents 
re facilities Personal Info deleted Prom documents re util/ 
contractor employee allegations concerning QA deficiency 
Forward* App A documents Document 31 available in PDR 
FELTON, J M Division of Rules and Record* 82/12/30 HTATT.S L 

Ohio Citlren* for Responsible Energy 3pp 17045 144 24X 

Fiche 50- 000. 82 / 1 2/30, 830204003 9 


0212060358 IE Info Notice 83-01, “Ray Miller, Inc ,l Svc list encl 
JORDAN, E L Division ot Emergency Preparedness t, Engineering 
Response <Post 830103) 03/01/26 Consolidated Edison Co of New 

York, Inc UBpp 17023 160 24X fiche 50-000,83/01/26,0212060358 


8212060360 IE Info Notice 83-02, "Limi torque HOBC, Ml DC, H2BC t* H33C 
Gearheads " Svc list enci 

JORDAN, E L Division of Emergency Preparedness A Engineering 
Response (Post B30103) 83/01/20 Consolidated Edison Co of New 

York, Inc 1 09pp 17144 001 24X Fiche 50-000,83/01/28,0212060360 


9212060361 IE Info Notice 03-03, “Calibr of Liquid Level Instruments IJ 
Svc list encl 

JORDAN, £ L Division of Emergency Preparedness A Engineering 
Response <Pos t 830103) 93/01/2B Consolidated Edison Co of New 

York, Inc llOpp 17074 095 24X Fiche 50-000,83/01/20,9212060361 


8302030303 Adstses of 830207 open forum in Chicago, IL re recent rev to 
1OCPR50 34 A 50 35 IE will conduct formal presentation 
followed by question A answer session Requests that 
participation be limited to three people 

SPESSARD, R L Division of Engineering 03/01/20 Commonwealth 
Edison Co 2p p 17008 187 24X Fiche 50- 000,03/01/23 , 83020 3 0 3 03 


0302049320 EN-B3-005 on 930202, no ti ce of violation A proposed 
imposition of civil penalties in amount of $100,000 to be 
Issued Action based on failure to implement adequate QA 
program for installation of safety-related equipment 

KL INGLER, 0 , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 83/01/23 lp J70I9 060 24X Fiche 50-456,03/01/28, 

9302040320 


8302040290 Forwards corrected pages to IE Insp Repts 50-456/82-07 & 
90-457/02-07 |* to transmittal 1 tr 

KNOP, R C Division of Project A Resident Programs 83/02/01 
REED.C Commonwealth Edison Co lp 17017 359 24X 

Fiche 50-456,83/02/01,8302040290 


— 8302040295 Corrected P 2 to Itr transmitting IE Insp Repts 90-436/82-0/ 
1 50-457/82-07 

KNOP.R C Division of Project & Resident Programs 03/01/19 
Commonwealth Edison Co lp 17017 360 24X Fiche 50-456, 

83/02/01, 8302040290 


— 8302040111 Forwards graphics summarizing const site noncomp 1 1 anc e data 
for 1976-00 

HIND. J A Division of Emergency Preparedness A Operational 
Support 82/02/05 KEPPLER, J Q Region 3, Office of Director 
23 pp 17049.219 24X Fiche 50-000,82/12/30,0302040039 


* — 8302040197 Forward* updated noncomp J i once history for const sites for 
1976-81, per JJ Harrison request Total insp hours for each 
fac 1 1 ity added 

HIND. J A Division of Emergency Preparedness U Operational 
Support 92/06/00 SPESSARD, R L Division of Project 4 Resident 
Programs 2pp 17043 279 24X Fi cht. 50-000, 02/ 12/30, 8302040039 


— 8302040332 Forward* 1981 comparison data for operating A const plants, 
consisting of total numbers of nonco,mpl ia nee items, repts 
issued, Insp hours, sever 1 ty levels, po ints A hour* per rept A 
item 

BUCHARSKI, L Region 3, Office of Director 82/07/09 

KEPPLER, J 0 Region 3, Office of Director 13pp 17045 281 24X 

F 1 c h e 50- 00 0, 82 / i 2/30, 8302040039 


8302010479 Forward* IE Tnip Rept* 50-456/02-07 It 50-457/02-07 an 
B212iS-t7 A notice of violation 

KNOP.R C Division of Project A Resident Program* B3/0I/I9 
REEDrC Commonwealth Edison Co 2pp. 169 77 036, 24X 

Fiche 50-456 , 03/01/19,8302010479 


“8302010406 Notice of violation from insp on 821813-17 

KNOPr R C Division of Project A Resident Program* 03/01/19 
4pp, 16977 038. 24 X Fiche 50-496,83/01/19,8302010479 


-0302010494 IE Insp Rept* 50-456/02-07 A 30-457/02-07 on 021215-17 
Noncompliance noted* Inadequate program to control temp A 
humidity in storage, failure to maintain cleanliness in matl 
storage A failure to prevent entrance of animals 

* HAYES, D M, Division of Project A Resident Program* 
03/01/18 7pp, 16977,042 24X Fiche* 50-456, 03/01/19, 0302010479 


33 ™?SJ° a F° ru nr<l« draft BALP rept for 1902 Comments requested by 
030 1 26 

SVaSS^.'iT 8T E V ^8,JA Licensing Branch i. 03/01/24. 

EiapiHUT, D, Q, Division of Licensing MATTSON, R J Division oP 
System* Integration ipo»t 811005). VQLLMER , R. H, Division of 
Engineering, app 17042 317 2^X Fiche. 50-000, 03/01/24, 0302040402 


— 0302040299 Corrected cover page to IE Insp Repts 50-456/02-07 A 
50-437/02-07 

HfNQS, j M j HAYNES, D W Division of Project A Resident Programs 
03/01/10 lp 17017 361 24X Fiche 50-456.03/02/01,8302040290 


8302040334 Discusses IE insp on 020419-0720 A forwards notice of 
violation U notice of proposed imposition of civil penalty 
KEPPLER, J 0 Region 3, Office of Director 03/02/02 O'CONNOR. J J 
Commonwe-a 1 th Edison Co 4pp 17019 069 24X Fiche 90-456. 

83/02/02, 0302040334 


8302040336 Notice of violation A notice of proposed imposition of civil 
penalty in amount of 4100,000 Noncompliance noted failure to 
perform audit prior to 000630-0709 re mechanical equipment 
erection A insp activities of Phi 1 1 ips, Oo luhow 
KEPPLER* J 0 Region 3. Office of Director 03/02/02 lOpp 
17019 069 24 < Fiche 50-456-83/02/02,8302040334 


8302100100 Forwards NRR input to 8 ALP rept for Oct-Dec 1982, per 
TN Tanbling request Personnel solicited for input listed 
Appropriate comments from various NRR div directors 
incorporated into rept 

□LSHAN.L N , STEVENS, J A Licensing Branch 1 03/02/02 

E 1 9ENHUT i D 0 Division of Licensing 3pp 17134 359 24X 

Fiche 50-000,03/02/02.8302100100 


83O2150S2B Request* delay until B30328 to respond to NRC request for 
supplemental info re Refs <a),<b),(c> A <o) of IE Bulletin 
01-03, "Flow Blockage of Cooling Water to Saf ety-Re lated 8ys 
Components by Asiatic Clams A Mussel* " 

SWARTZ* E D Commonwealth Edison Co 03/02/08 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 17156 215 24X 

Fiche 50-000, 83/02/00, 0302150528 


8212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness A Engineering 
Response «Pa*t 830103) 83/02/IB Consolidated Edison Co of New 

York, Inc liOpp 17347 191 24X Fiche 90-000,83/02/18,8212060363 


8212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Level Radwast* - 10CFR20 302 " Svc list end 
JORDAN. E L Division of Emergency Preparedness A Engineering 
Response tPcst 830103) 03/02/24 Consolidated Edison Co of New 

York, Inc lllpp 17347 058 24X Fiche 50-000,83/02/24.8212060365 



DOCKETED ITEMS 


0212060366 l£ Info Notice 03-06# "Nonjd pntica 1 Replacement Parts " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness £ Engineering 
Response (Past 830103) 03/02/24 Consolidated Edison Co of New 

York, Inc ll2pp 17361 149 24X Fiche 50-000,83/02/24*8212060366 


S Reportable occurrences, LERs 6 related correspondence 


0302030495 Part 21 repfc re determination that post-LOCA hydrogen 
recumbiner is likely to malfunction fallowing exposure 
to elevated temp, high humidity environ Replacement part 
Identification will be provided to operators by 930210 
EMPEY, D C Rockwell International Corp B2/12/17 COLLINS , J 
Region 4, Office of Director 4pp 17006 120 24X 

Fiche 3-0-000, 02/12/17* 8302030495 


B30223O542 Part 21 rept re 170 wire tendon p o a t-tens 1 otn in g sys Problem 
lies u/pgor const techniques not nonconforming threads 
Koncon forming threads not lesponsible for failures 
exhibited at job sites QA procedure end 

WAtFHUS, D W * MATYKIEWICZ, C INRYCO* Inc (subs of Inland Steel 
Co I 83/01/27 Region 3, Office of Director I 1 p p 17257 014 
24X Fiche 50-000*03/01/27*9302230342 


9302040370 Deficiency Rept 82-11 re accuracy of Barton electronic 
instrument transmitters being installed at facilities 
Initially reported on 821221 Corrective action based on 
r ecDfmendat ion from Barton Instruments 

TRAMM, T R Commonwealth Edison Co 03/01/28 KEPPLER , J 0 Region 
3, Office of Director 2pp 17019 313 24X Fiche 50-000* 03 /Oi/28* 

S302040370 


0302190183 Final Deficiency Rept 92-G2A re fusible links in American 
Warming t> Van ti lati ng* Inc curtain-type fire dampers 
Initially reported on 820624 All curtain-type fire dampers 
mill be reworked prior to fuel load 

TRAMM, T R Commonwealth Edison Co 83/02/03 KEPPLER, JG Region 
3, Office of Director 2pp 17147 225 24X Fiche 30-456*03/02/03, 

Q3021 50 £ 03 


9302200450 Interim deficiency rept re resolution of mechanical snubber 
bracket interference Initially reported on 830110 Lists of 
snubbers to be inspected compiled Insp criteria not 
final lied Next rapt will be provided within 60 days 

TRAMM# T R Commonwealth Edison Co 03/02/16 KEPPLER, J <5 Region 
3* Office of Director ip 17308 011 24X Fiche 50-000*83/02/16, 

0302200450 


V Operator Examinations 


8301310203 Generic Ltr 03-06 to all power reactor 1 icense es, app 1 i cants 
for CLsrNSS vendor*, reactor vendors 6 AE re certificates 
lc revised format for reactor operator * senior reactor 
operator licenses Svc list end 

EISENHUT.DO Division of Licensing 83/01/31 Consolidated 

Edison Co of New York* Inc I4pp 17347 177 24X 

Fiche 30-000.83/01/31*0301310203 


DOCKET STN-50-437 BRAIOWOOD STATION, UNIT 2 


A App 1 1 cat ion/ cons true t ion stage documents & correspondence 


B302040459 Forwards request for addl info re Section 2 5 of FBAR 
through Amend 40 Response requested by 830301 

YOUNGBLOOD* H J Licensing Branch 1 03/02/01 DELQEORGE* L 0 

Commonwealth Edison Co 4pp 17042 342 24X Fiche 50-456*83/02/01, 

030204045? 


□302100200 Forwards comments on util response to NRC B10507 request for 
addl info re geotechnical engineering Response to questions 
re vo 1 of water seepage from essential svc pond 
unacceptable Response due by 030311 

YOUNGBLOOD, B. J Licensing Branch I 03/02/01 DELGEORGE, L 0 
Commonwealth Edison Co I2pp 17134 112 24X Fiche 50-436, 

03/02/01, 0302100200 


0302100312 Board Notification 93-11 forwards info indicating onset of 
increased turbulence fc acceleration of tube wear occurring 
at feed flow rates of 50>5 for Model D/2 tt D/3 steam 
generators & at 70% for Model D/4 b D/5 steam generators 
NOVAK, T M Assistant Director for Licensing 03/02/03 Atomic 
Safety and Licensing Board Panel 6pp 17143 293 24X 

Fiche 50-000, 83/02/03* 0302100312 


— 8302100322 Summary of 920219 meeting w/GRNL* ANL* TX Utils Generating Co* 
SC Electric & 0*s Co* West i ngh ouse, TVA t*. representatives of 
Swedish nuclear power plant L Krsko in Bethe«da*MD re 
accelerated tube wear on Model D steam generators 
CHESTNUT* S H Licensing Branch i 82/03/15 YOUNGBLOOD, B J 
Licensing Branch 1 46pp 17143 298 24X Fiche* 30-000, 83/02/03, 

8302100512 


8302000295 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for OL holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list enc 1 

EISENHUTjDO Division of Licensing 63/02/00 Consolidated 

Edison Co of New York* Inc 1 lpp 17290 247 24X 

Fiche 50-000* Q3/O2/O0# S30208029 5 


8302160165 Requests approval of interim pewer restriction, option to 
enable plant startup in event that steam generator mods to 
prevent tuba vibration cannot be completed prior to fuel 
load 

TRAMM.TR Commonwealth Edison Co 83/02/09 DENTON, H R Office 
gf Nuclear Reactor Regulation, Director 2pp 17162 064 24X 

Fiche 50-000, 03/02/09*830216016 5 


8302100379 Submits info re prevention of steam generator water hammer. 
Check valves removed to assure effectiveness oP controlled 
closure check valves upstream Addl check valve will be 
installed in discharge piping to minimize baclcleakage 
TRAMM, T R Commonwealth Edison Co 03/02/15 DENTON* H R Office 
of Nuclear Reactor Regulation# Director 3pp 17209 317 24X 

Fiche 30-000* 93/02/15, B3021B0379 


8302240330 Notifies that NRC position on reactor trip breaker testing 
issue unchanged Houston 030202 ltr to Ues tl nghout* 
f orwarded 

YOUNGBLOOD* B J Licensing Branch 1 B3/02/16 DELGEORGE* L 0 

Commonwealth Edison Co 2pp 172Q4 337 24X Fiche 50-000,03/02/16* 

830224033 0 


E NRC Safety Evaluation Repo-rt <SERJ, supj>Js & correspondence 


B3Q2170149 Forwards addl info re i nstr umenta t ion for detection of 
inadequate core cooling Info closes out SER Outstanding 
Item 9 

TRAMM* T R Commonwealth Edison Co 83/02/08 DENTON* H R Office 

of Nuclear Reactor Regulation, Director 21pp 17100 IS1 E4X 

Fiche 50-000, 03/02/00,0302170149 


F Security, medical, emergency & fire protection plans 


8302040033 Releases public version of revised emergency plan 
imp laman t ing procedure* 

FELTON. J M Division of Rules and Records 83/01/27. Document 
Management Branch Ip 17043.230 24X FI ch*' 50-000# 03/01 /27. 

0302040033 


- -030 5040037 Forward* public version of revised Emergency Plan 
Implementing Procedures ED-29 re meteorol og i ca i maint 
programs i ED-23 re computer codes for access to ODCE 
programs 

PAJDWSK I * J E Commonwealth Edison Co 03/01/07, DENTON* H R NRC 
- No Detailed Affiliation Given Ip. 17043 231 24X 

Fich*, 50-000, 03/01/27*0302040033 


— 0302040040 Public version of revised Emergency Plan Implementing 
Procedures ED-29 re meteorological maint programs & ED-2S 
re computer code* for access to ODCS programs. Revised 
indes end 

LITERSKT, L A Commonwealth Edison Co 03/01/06 Upp 
17043,232 24X Fiche 50-000,83/01/27*9302040033 


6301210340 Generic Ltr 93-04 to all licensees of operating reactors* 
applicants for OL (< holders of CP* re regional workshop 
concerning Suppl 1* NUREG-0737, "Requ irement* for Emergency 
Response Capability 14 Svc list enc 1 

EI8ENHUT, D G Division of Licensing 93/02/01. Consolidated 
Edison Co of New York, Inc llpp 17221 226 24X 

riche 50-000, 93/02/01*8301210340 


8302090316 Responds to 921209 ltr re incident response plan * 020917 
training session No new requirements requested for emergency 
response facility Minor change* suggested a* result of 
meeting exercise NUREQ-0696 & 8ECY-92-J I IB guideline* valid 
KEPPLER, J Q Region 3* Office of Director 03/02/04 REED* C. 
Commonwealth Edison Co 4pp 17056 290 24X Fi che: 30-000* 03/02/04, 

0302000316 


— 03O2OBO322 Ob jects to 920917 meeting requests to modify emergency 
response facilities Requests contradictory to NRC directive 
for simplification 

REED, C Commonwealth Edison Co 02/12/09 KEPPLER*J,Q Region 
3, Office of Director 3pp 17056:294 24X Fiche 90-000* 

03/02/04, 03020803 16. 


9302820364 Forwards response to Question* 372 21 fc 372.22 re 
meteorological date tape, in response to NRC 830301 request 
for add 1 info concerning FSAfl 

SWARTZ. E D, Commonwealth Edison Co 03/02/14 DENTON# H R Office 
of Nuclear Reactor Regulation, Director 4pp 17232 006 24X 

Fiche 50-456, 83/02/14, 930222036 4 
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DOCKETED ITEMS 


0302180102 Releases public version of revised corporate command ctr 
generating station emergency plan implementing procedure 
FELTON, J M Division of Rotes and Records B3/02/15 Document 
Management Brand* ip 17223 218 24X Fiche 50-000,83/02/15. 

8302180102 


— 8302100126 Forwards public version of Rev 2 to Corporate Command Ctr 
Generating Station Emergency Plan Implementing Procedure 
EOF-2, ’'Technical Support Manager " 

MOORE , R D Commonwealth Edison Co 83/01/03 DENTON, H R NRC — 

No Detailed Affiliation Oiven Ip 17223 219 24X 

Fiche 50-000; 83/02/ 1 5, 9302180 1 02 


— 8302180156 Public version of Rev 2 to Corporate Command Ctr Generating 
Station Emergency Plan Implementing Procedure EOF-2. 

"Technical Support Manager " 

NELLIS; C A Commonwealth Edison Co 83/02/02 60pp 17223 220 
24X Fi che: 90-000,83/02/15,0302180102 


8302250349 Advises that R Lickus will contact util for site visits to 
review proposed emergency notification sys & health physics 
network location* at technical support ctrs & emergency 
operating fac i 1 i ties, per util 830120 request. 

PAPER IELLO, C J Division of Emergency Preparedness L Operational 
Support 03/02/18 REED, C Commonwealth Edison Co Sop 
17291 072 24/ Fiche 50-000, 83/02/18; 0302250349 


>9302250361 Requests approval L acquisition of necessary equipment to 
activate proposed locations for emergency notification sys & 
health physics network phones within technical support ctr* 

& emergency operating facilities Lists of locations end 
SWARTZ, E D Commonwealth Edison Co 83/01/23 KEPPLER, J 0 
Region 3, Office of Director 4pp 17291 074 24X 

Fiche. 50-000, 83/02/18, 9302250349 


K Utility Final Safety Analysis Report ( FSAR ) & amends 


8302290204 Forwards Amend 41 to FSAR, c on s 1 st l ng of new << reviled 
responses to NRC questions 

TRAMM. T R Commonwealth Edison Co 83/02/23 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 4pp 17311 344 24X 

Fiche 50-000, 83/02/23, 03O22BO2O4 


—8302200212 Amend 41 to FEAR 

♦ Commonwealth Edison Co 83/02/28 170pp 173H 34B 24X 

Fiche 50-000, 83/02/23, 8302280204 


G Inspection reports, IE Bulletins 6 correspondence 


□3020 40 03? Add 1 response to F0IA request for 12 categories D f documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning QA deficiency 
Forwards App A documents Document 31 available In PDR 
FELTON, J M Division of Rules and Records, 02/12/30 HTATT , S L 

Ohio Citizens for Responsible Energy 3pp 17043 144 24X 

Fiche 30-000.02/12/30,0302040039 


— 8302010494 IE Insp Repts 30-456/02-07 * 50-457/02-07 on 821215-17 
Noncomp 1 lance noted inadequate program to control temp *< 
humidity in s torage, fa i J ure to maintain cleanliness in mat! 
Storage It failure to prevent entrance of animals 
HINDS, J M , HAYES. D M Division of Project & Resident Programs 
83/01/10 7pp 16977 042 24X Fiche 30-436, Q3/01 / 19, 93020 1 04/9 


9302040402 Forwards draft SALP rapt for 1982 Comments requested bu 
030126 

OLSHANiL N Ljcensing Branch 1 83/01/24 EISENHUT, D G Division 

of Licensing 3pp 17042 317 24X Fiche 50-000 , 83/01/24, 

8302040402 


0212060358 IE Info Notice 03-01, "Ray Miller, Inc " Svc list end 
JORDAN, E L Division of Emergency Preparedness * Engineering 
Flespor so (Post 630103 ) 83/01/26 Consolidated Edison Co of N etf 

York, Inc llBpp 17023 160 24X Fiche 50-000, 03/01 /26, 921 20603 S& 


B21 2060360 IE Info Notice 83-02, "Limi torque HOBC, HI DC, H2BC S» H3BC 
Gearheads " Svc list end 

JORDANiE L Division of Emergency Preparedness & Engineering 
Response <Post 030103) 93/01/28 Consolidated Edison Co of N*u 

York, Inc i09pp 17144 001 24X Fiche 50-000,03/01/26,0212060360 


0212060361 IE Info Notice 83-03, "Cal lb r of Liquid Level Instruments " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response CPost 030103) 83/01/28 Consolidated Edison Co of N*u 

York, Inc 1 lOpp 17074 095 24X Fiche 50-000, 83/01 /28, B2 1 2C60361 


S302030303 Advises of 030207 open forum in Chicago, IL re recent rev to 
I 0CFR50 54 k 50 55 IE will conduct formal presentation 
followid by question * answer session Requests that 
participation be limited to three people 

SPES0ARD, R L Division of Engineering 83/01/20 Commonwealth 
Ediion Co 2pp I700B 187 24X Fiche 50-000,83/01/20,0302030303 


8302040320 EN-03-005 on 930202, no t i ce of violation h proposed 
imposition of civil penalties in amount of 4100,000 to be 
issued Action based on failure to implement adequate QA 
program far installation of safety-related equipment 

KL1N0LER, 0 , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 03/01/28 Ip 17019 060 24X Fiche 50-456, 03/01 /jIS, 

0 302040320 


8302040290 Forwards corrected pages to IE Insp Repts 50-456/92-07 & 
50-457/82-07 6 to transmittal 1 tr 

KN0P,R G Division of Project U Resident Programs 03/02/01 
REED, C Commonwealth Edison Co Ip 17017 359 24X 

Fiche 30-456, 03/02/0!, 8302040290 


8302040295 Corrected P 2 to ltr transmitting IE Insp Rents 50 -4 56/02 0; 
* 50-457 /82-07 

KNDP.R C Division of Px o jec t fc Resident Programs 83/01/19 
Commonwealth Edison Co Ip 17017 360 24X Fiche 50-456, 

83/02/01,0302040290 


—8302040111 Forwards graphics summarizing const site noncompH ance data 
for It 76— 00 

HIN0,J A Division of Emergency Preparedness fc Operational 
Support 62/02/05 KEPPLER, J 0 Region 3, Office of Directs 
23pp 17045 219 24X Fiche 50-000,82/12/30,0302040039 

—8302040197 Forwards updated noncompliance history for const sites for 
1976-61, per JJ Harrison request Total insp hours for each 
facility added 

HIND, J A Division of Emergency Preparedness 6 Operational 
Support 82/06/09 BPESSARD, R L Division of Project Resident 
Program 2pp 1704 5 279 24X Fiche 50-000, 82/12/30, 8302040039 

-0302040332 Forwards 1981 comparison data for operating L const plants, 
consisting of total numbers nf noncomp llance items, repts 
lJ!n n * P hour>< * ,v,rlt V levels, points & hours per rept !> 

SUCHAR8KI , L Region 3, Office of Director B2/07/O8 

KEPPLER f J 0 Region 3, Office of Director i3pp 17045 281 24X 

Fiche: 50-000, 82/12/30, 0302040039 

t3 ^? 5 ?J 7 T/r U ' a w 1 IE R * pts 30-456/82-07 t* 50-4S7/B2-O7 on 

a2t215-l7 U notice of violation 

C ^ DiWiion ot Pr *J«t U Resident Programs B3/01/19 
c? £ ?' C ^ S® , T' nonwi * lth Erfi5 *" Co 2pp 16977 036 24X 

Fiche* 50-456, 03/01/19,8302010479 


Natic * of violation from insp on 621215-17 
,R |L 77 D isi* l0 Lv f rrT T ‘^ Jflct tRBsldsnfc Programs 83/01/19 

4pp 16977 030 24X Ficha* 50 -456, 83/01/19, 8302010479 


--S302040299 Corrected cover page to IE Insp Repts 50-456/82-07 it 
50-457/82-07 

HINDS, J II , HAYNES, D W Division of Project & Resident Programs 
83/01/18 lp 17017 361 24X Fiche 50-456,03/02/01,0302040290 


0302040334 Discusses JE insp on 020419-0720 U forwards notice of 
violation It notice of proposed imposition of civil penalty 
KEPPLER, J C Region 3, Office of Director 03/02/02 O'CONNOR, J J 
Commonwealth Edison Co 4pp 17019 065 24X Fiche 50-456, 

83/02/02, 0302040334 


—8302040336 Notice of violation & notice of proposed imposition of civil 
penalty in amount of $100,000 Noncamp liance noted failure fro 
perform audit prior to 000630-0709 re mechanical equipment 
erection It insp activities of Phi 1 1 ips, Ge tshow 
KEPPLER, J 0 Region 3, Office of Director 03/02/02 lOp p 
17019 069 24X Fiche 50-456,03/02/02,8302040334 


B302100100 Forwards NRR input to SALP rept for Oct-Det 1982, per 
TN Tamb ling request Personnel solicited for input listed 
Appropriate comments from various NRR div directors 
i nc orp ora ted into rept 

OLSHAN, L N Licensing Branch 1 83/02/02 EISENHUT, D 0 Division 

of Licensing 3pp 17134 355 24X Fiche 50-000,03/02/02, 

6302100100 


8302150926 Requests delay until 030328 to respond to NRC request Foi 
supplemental info re Refs (a>,(b),(c) it (e) of IE Bulletin 
81-03, "Flaw Blockage of Cooling Water to Saf ety-Related Bys 
Components by Asiatic Clams L Mussels ’* 

SWARTZ- E D Commonwealth Edison Co 83/02/08 DENTON, H R- Office 
of Nuclear Reactor Regulation, Director 2pp 17156 215 34X 

Fiche 50- 000, 83/02/08, 83021 50528 
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B2I2060363 IE Info Notice B3-Q4. "Failure of Elms Power Supply Units " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Reiponse (Post 830103) 83/03/10 Consolidated Edison Co of Mow 

York. Inc UOpp 17347 191 24X Fiche 50-000,93/02/18.9212060363 


8212060365 IE Info Notice 83-05. "Obtaining Approval for Disposing of 
Very Low Le»el Radwaste - 10CFR20 302 " Svc list end 
JORDAN. E L Division of Emergency Preparedness «< Engineering 
Response (Post 8301031 03/02/24 C ons o 1 i da t ad Edison Co of Now 

Yorkn Inc Ulpp 17347 058 24< FIche 50-000.03/02/24,0212060365 


0212060366 IE Info Notice 83-06, "Nani dentica 1 Replacement Parts " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of Now 

York. Inc 1 12pp 17361 140 24X FIche 50-000.63/02/24.0212060366 


S Reportable occurrences. LERs 4 related c or respondent 


0302030495 Part 21 repfc re determination that post-LOCA hydrogen 
recomhiner is likely to malfunction following exposure 
to elevated temp. high humidity environ Replacement part 
identification will be provided to operators by 830210 
CMPEY, D C Rockwell International Corp 82/13/17 COLLINS, J 
Region 4. Office of Director 4pp 17006 129 24X 

FIche 50-000. 02/12/17, 0302030495 


0302230542 Part 21 rept re 170 wire tendon po st-tensioning sy» Problem 
lies u/poDr const techniques not nonconforming threads 
Nonconforming threads not responsible for failures 
exhibited at job sites QA procedure end 

WAITKU3, 0 U INRYCQ, Inc (subs of Inland Steel Co ) 03/01/27 

Region 3, Office of Director 1 1 p p 17257 014 24X 

Fiche 30-000.03/01/27,8302230342 


8302040370 Deficiency Rept 82-11 re accuracy of Barton electronic 
Instrument transmitters being installed at facilities 
Initially reported on 021221 Corrective action based on 
recornendation from Barton Instruments 

TRAMH, T R Commonwealth Edison Co 03/01/20 KEPPLER.JG Region 
3, Office of Director 2pp 17018 313 24Y Fithe 50-000.83/01/28, 

8302040370 


03021,50103 Final Deficiency Rept 02-O2A re fusible links in American 
Warming fct Ven ti latl ng . Inc curtain-type fire dampers 
Initially reported on 820624 All curtain-type fire dlampers 
will be reworked prior to fuel load 

TRAMM, T H Commonwealth Edison Co 83/02/03 KEPPLER.JG Region 
3, Office of Director 2pp 17147 225 24X Fiche 50-456. 03 /02/03. 

03021 50183 


8302200450 Interim deficiency rept re resolution of mechanical snubber 
bracket interference Initially reported on 830110 Lists of 
snubbers to be inspected compiled Insp criteria not 
finalized Next rept will be provided within 60 days 

TRAMM, T R Commonwealth Edison Co 83/02/J6 KEPPLER.JG Region 
3. Office of Director lp 17308 011 24X Fiche 50-000,03/02/16, 

83022*0430 


V Operator Examinations 


D3013J0203 Generic Ltr 03-06 to all power reactor 1 icenaees, app Hcants 
for OL*. NSS vendors, reactor vendors I# AE re certificate* 

& revised format for reactor operator 2< senior reactor 
operator licenses Svc list end 

EI6ENHUT.D0 Division of Licensing 83/01/31 Consolidated 

Edison Co of New York, Inc 14pp 17347 177 24X 

Ftche 30-000,83/01/31,9301310203 


DDCKET 50-458 RIVER DENO STATION. UNIT 1 


A Application/construction stage documents 6 correspondence 


9302040547 Informs that instrument tubing 6 supports program., de scr Ibed 
in util 930103 submittal, acceptable provided fabricated 
supports accord w/App 0 QA program 

EC I IMENCER, A Licensing Branch 2 03/02/01 CAHILL, W J Ou 1 f 

States Utilities Co 3pp 17050 254 24X Fiche 50 - 458 , 83/O2/0i, 

0302040547 


9302000595 Generic Ltr 83-09 to all operating reactor licensees, 
applicant* for QL & holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program 8vc 
list end 

ElSENHUTiDO Division of Licensing 03/02/00 Consolidated 
Edison Co of New York. Inc, 1 i p p 17290 247 24X 

Fiche 50-000, 83/02/00. 0302000295, 


F Security, medical, emergency V fire protection plans 


8302040269 Notification of 030203 meeting w/util L E&14 in Bethesda.MD 
to discuss emergency preparedness topics 

U£3NKAM,£ J Licensing Branch 2 03/01/2* SCHWEWCER , A Licensing 

Branch 2 3p p 17042 34B 24 X Fiche 30-4 30,93/01/20.03020 4 0269 


0301210340 Generic Ltr 93-04 to all licensees of operating reactors, 
applicants for OL L holders of CPs re regional workshop 
concerning Su p p 1 1 , MUREO-0737, ■'’Requirements for Emergency 
Response Capability " Svc list encl 

EISENHUT , D 0 Division of Licensing 03/02/01 Consolidated 

Edison Co of New York, Inc tlpp 17221 226 24X 

Fiche 30-000, 83/02/01,6301210340 


0302170039 Summary of 030203 meeting w/applicant & SHI in Bethesda.MD 
re emergency planning onsite emergency preparedness 
p rogran 

WEINKAM, E J Licensing Branch 2 83/02/00 Licensing Branch 2 

3pp 17191 044 24X Fiche 50-480, 83 /02/0B , 93021 7003B 


G Adjudicatory correspondent e 


0302230068 Notice of appearance in proceeding Certificate of 8v c encl 
FI EPttA, D A Hearing Branch 3 03/02/24 3pp 17293*341 24X 

Fiche 30-458, 03/03/24,9302250 0 6 0 


O Inspection reports, IE Bulletins it correspondence 


0212060359 IE Info Notice 83-01. "fiay Miller. Enc » Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) B3/01/26 Consolidated Edison Co. of blew 

York, Inc UBpp 17023 160 24X Fiche 5 O-OOO, S3/0I /26. 82 1 2060390 


0212060360 IE Info Notice 83-02, "Limltorque H0BC.HiBC.H2BC & H3BC 
Gearhead* " Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B301Q3) 03/O1/2B Consolidated Edison Co of New 

York. Inc I09pp 17144 001 24X F ic he 50-000, 03/01/28, 921 2060360 


8212060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post B301O3) 83/01/26 Consolidated Edison Co of New 

York, Inc UOpp 17074 095 24X F l c he 50-000, 03/01 /20, 921 2060361 


9302070547 Discusses E Trancolliti concern® re generic equipment 
qualification problem® Special insp recommended 

PHILLIPS, H B Division of Vendor k Technical Programs 03/02/02 

JOHNSON i E H Enforcement Staff 4pp 17034 107 24X 

Fiche 50-4 SB, 93/02/02,8302070547 


9302230317 Submits add! info in response to NRC 821210 ltr re util 
811209 final response to IE Bulletin 01-03, "Flow Blockage 
of Cooling Water to Safety Sy s Component* by Corbicula Sp 
(Asiatic clam) & Hytilus Sp (Mussel) " 

BOOKER, J E Gulf States Utilities Co 83/02/14 8EYFRIT, K V 
Region 4, Office of Director 3pp 17240 314 24X 

Fiche 50-4 5B, 63/02/14,8302230317 


0302230546 Advises of program instituted to send copy of Insp rept® 
of vendors used at facilities Rept* will be forwarded w/p 
transmittal ltr through resident i nsp ec tor, u/d 1 *tr i bution- 
ticket to flag significant problems 

COLLIN3, J T Region, 4. Office of Director B3/02/16 CAHILL, W J 

Gulf States Utilities Co 3p p 17256 277 24X 

Fiche 30-458,03/02/16,8302230546 


0302230704 Ac k receipt of 830114 ltr informing NRC of step* taken to 
correct violations noted in IE Insp Rept 50-450/92-15 
MADSEN, G L Division of Resident, Reactor Project fc Engineering 
Programs 83/02/17 CAHILL. W J Gulf State* Utilities Co lp. 

1 7239 290 24X Flc he; 50-45B. 03/02/17. 0302230704 


— 8302230709 Reipondt to NRC B21216 i tr re violation* noted in IE Insp 
Rept 30-459/92-15 Corrective actions Weld Treatment Sheet 
W3-03 revised to specify travel ®peetf of I 4 inches per 
minute at welding current of 100 ampere* 1* 14 volts 
CAHILL, W J Gulf States Utilities Co 83/Oi/M COLLINS, J T 
Region 4, Office of Director 4pp 17239 291 24X 

Fiche 50-45G, 03/02/17,8302230704, 


0212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units '* 
Svc list encl 

JORDAN# E L Division of Emergency Preparedness & Engineering 
Responsa (Post 830103) 03/02/10 Consolidated Edison Co. Of New 

York, Inc UOpp 17347 191 24X Fiche 50-000, B3/02/ 10, 821 2060363 
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8212060363 IE Info Notice 03—05, "Obtaining Approval for Disposing of 
Vary Low Levs l Radwast* - 1GCFR2G 303 «' Svc list end 
JORDAN, E L Division of Emergency Pr epared ness & Engineering 
Reiponse (Post B30103) 03/02/24 Consolidated Edison Co of New 

York, Inc 1 Upp 17347 050 24X Fiche 3 0-000,03/02/24,8212060365 


0212060366 IE Info Notice 83-06, "Non id entire 1 Replacement Parts " 

Svc list and 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response <Poi fc 0301031 B3/02/24 Consolidated Edison Co of New 

York. Inc 1 12pp 17361 140 24X Fiche 50-000,83/02/24,0212060366 


8 Reportable occurrences, LER* fc related correspondence 


8302230181 Interim Deficiency Rept DR-93 re Atlas Industrial Mf g Co 
interconnecting piping befcwoen reactor water cleanup HX 
Investigation not completed Interim or final status rept 
expected by 830330 

BOOKER, J E Qulf States Utilities Co 03/02/14 COLLINS, J T 
Region 4, Office Qf Director Ip 17245 155 24X 

Fiche 50-430, 83/02/14, 8302230181 


B3D22J0325 Interim Deficiency Rept DR-92 re supplier fc subsuppiler 
ASME Eli documentation for Category I stainless steel 
thermowells Initially reported on 830114 Investigation not 
completed Next rept expected by 830416 

BOOKER, J E Gulf States Utilities Co 83/02/14 COLLINB. J T 
Region 4, Office Of Director lp 17248 137 24X 

Fiche 50-458, 83/02/14, 0302230325 


0302010602 Interim Deficiency Rept DR-09 re malfunction of primary 
knife-type disconnect mfg by RTE Delta Corp Initially 
reported or 821222 Add) info provided In manufacturer 820421 
ltr Investigation continuing Next rept expected by 030317 
BOOKER, J E Qulf States Utilities Co 03/01/24 COLLINS, J T 
Region 4, Office a# Director Ip 16978 137 24X 

Fiche 50-458, 83/01/24,9302010602 


0302030412 Interim deficiency rept re improperly installed spring nuts 
in QE supplied power generation control complex termination 
cabinets Testing to determine significance of problem 
incomplete Interim or final status rept provided by 030321 
BOOKER, J E Gulf States Utilities Co 83/01/24 COLLINS, J T 
Region 4, Office of Director Ip 17005 140 24X 

Fiche: 30-450, 03/01/24, 0302030412 


0302030379 Final Deficiency Rept DR-BS re Spec 228 310 documentation 
requirement* Initially reported on 021222 Integral 
attachment matls examined it found in compliance w/ASKE 
requirement*- Condition not reportable per 10CFR30 55-e 
BOOKER, J E Qulf States Utilities C» 03/01/23 COLLINB, J T 
Region 4, Office of Director lp 1 7003 347 24X 

Fiche 50-459,83/01/23,8302030379 


0302070424 Final Deficiency Rept DR-77 re violation of requirements for 
min spacing between ddUetf-in anchor* * adjacent embedment 
plates Initially reported on 021 109. Condi ti on determined not 
reportable per 10CFR50 S3(d, 

BOOKER, J E Gulf States Utilities Co 03/01/27 COLLINS. J T 
Region 4, Office of Director Ip 17029 290 24X 

Fiche 30-459,83/01/27,9302070424 


0302070433 Final Deficiency Kept DR-65 re cr a c It ed , spa U «d fc chipped 
concrete around main steam fc other penetrations through 
drywell wall to steam tunnel Initially reported on 020006 
Condition determined not reportable per iOCFRS-O SSI*) 

BOOKER, J. E Gulf States Utilities Co 03/01/27 COLLINS, J T 
Region 4, Office of Director lp 17029.20 9 24X 

Fiche 50-4 30, B3/Q1/27, 8302070433 


0302070439 Interim Deficiency Rept DR-74 re incorrect Installation of 
1/4-lnch dri I led-£n-e xpans J on-ty p e anchor bolts seismieally 
support control room emergency lighting battery unit* 

Initially reported on 820830 Next rept by 330329 

BOOKER, J E Gulf States Utilities Cb 03/01/28 COLLINS, J T 

Region 4, Of f ice of Director ip 17036 276 24X 

Fiche 50-459,03/01/20,9302070458 


0302090400 Final Deficiency Rept DR-90 re installation of undeTsued 
vertical connection plate* of structural steel beam located 
in drywell area Initially reported on 021220. Cor rec ti ve 
action initiated Condition not reportable per I0CFR50 55le> 

BOOKER, J E Oulf States Utilities Co 83/01/28 COLLINS, J T 
Region 4* Office of Director lp 17067 100. 24X 

Fiche. 50-450, 63/01/20,9302090400 


0302160537 Interim deficiency rept re installation of nonseismic pipe 
supports over Category I component* in control bldg. 

Initially reported on 920619 Util currently evaluating info 
by 94W Final rept expected by 030531 

BOOKER, J. E Oulf State* Utilities Co 03/02/03 COLLJNBj J T 
Region 4* Office of Director. ip. 17170 120 24X 

Fiche 30-459,63/02/03,8302160237 


1302160551 Interim Deficiency Rept DR-Q4 re linear indication found in 
root of fillet weld for lug an one safety relief valve 
quencher. Initially reported on 921206, Inves tl gation 
continuing Next rept expected by 030331 

BOOKER, J E, Gulf State* Utilities Co 83/02/04 COLLINS, J T 
Region 4, Office of Director lp 17170. 236 24X 

Fiche 50-450, B3/02/04 , a302 i 6025 1 


83022302 IB Interim Deficiency Rept DR-23 re HPCS diesel generator 
radiant heat loss value used in sizing of HPCS room cooling- 
design Initially reported on 620212 Util awaiting add! inf a 
from GE to complete evaluation Final rept by 830429 
BOOKER, J E Gulf States Utilities Co 83/02/15 COLLINB. J T 
Region 4, Office of Director Ip 17245 146 24X 

Fiche 30-458.03/05/15,0302230218 


V Operator Examinations 


9301310203 Generic Ltr 03-06 to all power reactor 1 icensee*, app 1 Leant* 
far OLs , NSS v endor », reac t or vendors fc AE re certificates 
fc revised format for reactor operator fc senior reactor 
operator licenses Svc list end 

EISENHUT.D G Division of Licensing 83/01/31 Consolidated 

Ed J *on Co of New York, Inc I4pp 17347 177 24X 

Fiche 50-000,03/01/31,0301310203 


DOCKET 50-459 RIVER BENO STATION, UNIT 2 


A AppI icatian/con* true tion stage documents fc correspondence 


B302090295 Generic Ltr 83-09 to all operating reactor licensees, 
applicant* for GL fc holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
If ft end 

EISEI.'H'JT, D O Division of Licensing 83/02/00 Consol l da ted 
Edison Co of Neu York, Inc 1 lpp 17290 247 24X 

Fiche 5-0-000, 03/05/00, 0302080295 


F Security, medical, emergency fc fire protection plans 


8301510340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicant* for OL fc holders of CPs re regional workshop 
concerning Suppl 1, NUSEG-0737, "Requi remants for Emergency 
Response Capability '* Svc list end 

EISENHUT, D O Division of Licensing B3/02/0I Consolidated 

Edison Co of New York, Inc llpp 17221 226 24X 

Fiche 50-000,03/02/01,0301210340 


O Adjudicatory correspondence 


8302250060 Notice of appearance in proceeding Certificate of Svc yntl 
REpKArD A Hearing Branch 3 03/02/24 3pp 17293 341 24X 

Fiche: 30-450, 83/02/24, S30225006B 


G Inspection reports. IE Bulletins fc correspondence 


82120603SB IE Info Notice 83-0i, "Ray Killer, Inc " Svc list enc I 
JORDAN, E, L Division of Emergency Preparedness fc Engineering 
Response (Post 0301031 03/01/26 Consolidated Edison Co of Utu 

York, Inc 1 I8pp 17023 160 24X Fiche 50-000,83/01/26.0212060330 


8212060360 IE Info Notice 83-02, “Limi torque HOBC, HiBC, H2BC fc H3BC 
Gaarhaads '* Svc list end 

JORDAN, E L„ Division of Emergency Preparedness fc Engineering 
Response (Post 030103) 83/01/20 Consolidated Edison Co of Wei# 

York, Inc I09pp 17144 001 24X Fiche 50-000, 83/01/28, 821 2060364 


9212060361 IE Info Notice 03-03, "Cal lb r of Liquid Level Ins trument* 1 
Svc list end 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Po-st 030103) 03/01/28 Consolidated Edison Co of Nm 

York. Inc llOpp 17074 075 24X Fiche 50-000, 03/O1/2B, 921 2060361 


1302220 <37 Interim deficiency rept re misapplication of Bethlehem Steel 
load indicating washer In structural steal slip connection 
in containment Initially reported on 930111 Investigation 
incomplete. Me xt rept to b# submitted on 030412 
BOOKER , J E Oulf States Utilities Co 03/02/10 COLLINS, J. T 

Region At Office of Director lp, 17230 f 35 24X 

Fiche 50-459, 03/02/10, 9302220237 


9302070547 Discusses E Trancelliti concerns re generic equipment 
qual J P i catio-n problems Special insp recommended 

PH II LIPS, H. fi Division of Vendor fc Technical Programs. 83/02/02 
JOHNSON, E N Enforcement Staff 4pp 17034*107 24X 

Fiche. 30-458, 03/02/02, 0302070547. 
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0303230317 Submit* addl info in response to NRC 021210 Hr re ufcil 
Qt 1209 final reiponse to rF Bulletin GJ-OJ, "Flow Blockage 
of Cooling Hater to Safety Sys Components by Corbtcula So 
(Asiatic clam) l Mytilus 9p {Mussel) " 

BCDKEfii J C Oulf State* Utilities Co 03/02/14 SEVTRlT. K U 
Region 4. Office of Director 3pp 1 /?40 314 24X 

Ficbe 30 - 45 Q. 03/O2/l4i 0302230317 


Security, medical, energency & fere protection plana 


5301310340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicant* for QL & holders of CPs re regional workshop 
concerning Suppl 1 , NUREG-0737, "tfequi reroents for Emergency 
Response Capability ' Svc list encl 

EISEUHUT.D G Division of Licensing 83/02/01 Consolidated 

Edison Co of Neu York. Tnc JIpp 17221 226 24X 

Fiche 50-000, 83/02/01, 8301210340 


BJ022 30546 Adslses of program instituted to send copy of i n5p repts 
of vendors used at facilities Ropts will be forwarded v/o 
transmittal ltr through resident lngpoc tor, w/di strlbuti on 
ticket to flag significant problems 

COLLINS, J T Region 4, Office of Director 83/02/16 CAHILL , W J 

Oulf State* Utilities Co 3pp 17236 27/ 24X 

Fiche 50-459, 83/02/16, 0302230346 


9212060363 1C Info Notice 03-04, 'Tailure of Elmo Power Supply Units -■ 
Svc ll*t encl 

JORDAN, CL Division of Emergency Preparedness & Engineering 
Reiponse {Po9t 030103) OJ/O2/10 Consolidated Edlion Co of Hcu 

York, Inc I 10pp 17347 191 24X fiche 50-000, 03/02/ 18, 021 2060363 


9212060365 IE Info Notice 03-05, "Obtaining Approval for Disposing of 
Very Low Level Radwasto - lOCFfiaO 302 " 8vc list qncl 
JORDAN, E L Division of Fmergoncy Pi eparod nea* & Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co of New 

York, Inc lUpp 17347 050 24X fiche 90-000,03/02/24,0212060365 


9 21 2060366 IE Info Notice 03 06, "Non! dontlca I Replacement Parts " 

Svc lt*t encl 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response {Post 030103) 03/02/24 Consolidated Edison Co of Now 

York, Inc U2pp 17361 140 24X fiche 50-000,83/02/24,0212060366 


V Operator Examination* 


0301310203 Generic Ltr 03-06 to all power reactor licensees, app 1 1 cants 
for OLspNSG vendors, rear tor vendors t AC re certificateo 
6 revised format for roacloi operator 6 senior reactor 
operator license* Svc list encl 

EIGENhUT, 0 G Division of l learning 03/01/31 Consolidated 
Edison Co of Nau York, Inc 14pp 17347 177 24X 

Fiche 90“ 000, 03/01/31, 0301310203 


DOCKET 50-460 HPPB9 NUCl TAR PROJECT, UNIT 1 


A Application/construction stage documents * correspondence 


030200021 1 Responds to NRC 02122? ltr re cooperation In control room 
ere*) task analysis Util participated w/General Physics Corp 
h Biotechnology, Inc in performing data collection phase 6 
preliminary analyses of four scenarios on simulator 
DQUCH6Y, 0 D Washington Public Power Supply System 03/02/03 
ADEN5AM. E 0 Licensing Branch 4 Ip 17050 094 24X 

Fiche 50-460, 03/02/03,0302000211 


8302080295 Generic Ltr 03-0? to all operating reactor licensees* 
applicants for QL l holders of CP for C -C PWRi re review of 
C-E Ouners Group emergency procedure* guideline program Bvc 
Hit encl 

EISENHUT, D 0 Division of Licensing 09/02/00 Consolidated 
Edison Co of New York, Ini 1 Ipp I /290 247 24X 

Ffth* 50-000.03/02/00,0302000299 


03O2DBO3O1 Generic Ltr 03-05 to OUR licensees of operating reac tors 
(except LACBWR) , applicants for OL 6 holders of CP u SCR of 
"Emergency Procedure Gui d e l ine* , Rev 2, " NCD0-24934, June 
1902 Guideline* acceptable Bvc list encl 

ElBENNUTiD 0 Division of Licensing 03/02/ 00 Commonwealth 
Edlion Co 6pp 17234 249 24X f t che 50-000, 03/Ofi/OB, 6302000301 


6302250102 Notification of 030223 meeting w/OLW regulatory response 
jroup in Dethesda,MD to discuss small break L0CA procedures 
& maint of proper steam generator water level 
VAN VLIET, J Operating Reactors Branch 4 03/02/17 QTOLZ, J 

Operating Reactors Branch 4 app 17303 090 24 X 

Fich* 50-000, 03/02/17, 8302250102 


0 Adjudicatory correspondence 


9302070488 Forwards, per ASLB request at 830126-27 prehearing 
conference, uti 1 020430 ltr to NRC discussing util Board of 
Directors decision to suspend plant comt for 2-5 i/rs 
REYNOLDS, N 8 Oebevoise Liberman REYNOLDS. W S Washington 
Public Rawer Supply System 83/02/03 GROSSMAN. H , BRIGHT,© 0 . 
HARBOUR, J Atomic Safety and Licensing Board Panel Ip 17039 213 
24X Fiche 50-460,03/02/03,8302070488 


6302070021 Position on issuance of order to prevent public disclosure 
of identity of members through whom organisation seeks to 
obtain standing Nf?C does not object if other parties 
consent Certificate of Svc ehcJ 

WAGNER E , YOUNG, M A Hearing Branch 4 83/02/07 9pp t 

17070 009 24X Fich* 50-460, S3 / 02/07, 8302090021 


0302090238 Memorandum apposing issuance of protective order to protect 
disclosure of individual* upon which Coalition for Safe 
Pd^eT is attempting to base Handtng No factual basis shown 
to support Coalition request W/Certl f icafce of Svc 

REYNOLDS, N 3 Washington Public Power Supply System REYNOLDS, N 8 
Dsbevoise U Liberman 03/02/07 Atomic Safety and Licensing Board 
Panel 23pp 17070 153 24X Fiche 50-460,83/02/07,8302090238 


0302160362 View* on need for & proposed wording of protective order for 
membership info required to establish petitioner standing No 
further info needed to establish Coalition For Safe Power 
Standing Certificate of Svc encl 

DELL, N Coalition for Safe Power 93/02/07 lQpp J7I69 195 24X 

Fiche 30-460, 83/02/07, 9302160362 


9302160354 Amended Contention 2, per ASLB 930126 order Util decision to 
defer const for 2 to 3 yrs & subsequent cessation of const 
dilatory Certificate of Bvc encl 

BELL, N Coalition for Safe Power 93/02/J 1 Atomic Safety and 

Licensing Board Panel 6pp 17167 318 24X Fiche 50-460,83/02/11, 

0302160354 


B302160356 Vieur* on five-factor test to establish s tan tf ing. Test 
unnecessary because reliance not placed on Caldwell 
affidavit Caldwell affidavit cured potential defect in 
petition in timely manner Certificate of Svc encl 

DELL, N Coalition for Safe Power 03/02/11 Atomic Safety and 

Licensing Board Panel Upp 17167 330 24X Fiche 50-460, 93/02/ il , 

0302160336 


0302220350 Motion for leave to suppl 630207 memorandum opposing 
i nuance of protective order, u/ encl GC Sorensen affidavit 
Gross distortions of truth by petitioner must be revealed 
REYNOLDS, N S Washington Public Power Supply System REYNOLDS, N 8 
Debevolse U Libernan 93/02/17 Atomic Safety and Licensing Board 

Panel 3pp 17233 007 24X Fiche 30-460, 63/02/ 1 7, B3022203g0. 


— 8302220352 Affidavit of GC Sorensen re contact w/member of petitioner 
Coalition for Safe Power Describe* teleon w/T Dana r& 
allegations Portion* of transcript U Certificate of 0vc 
enc 1 

SQRENSEN, O C Washington Public Power Supply System 63/02/19 
lOpp 17233 010 24X Fiche 50-460,83/02/17,0302220390 


0302240279 Memorandum U order fallowing 830126 first prehearing 
conference Coalition for Safe Power has standing to 
intervene Coalition granted 15 days after conference to 
modify contention* due to util recent application for mod 
HAR8DUR, J , BRIGHT, G 0 , GROSSMAN, H Atomic Safety and Licensing 
Board Panel 63/02/22 8pp. I7S73 290 24X Fiche 50-460,03/02/22, 

B302240299 


C Utility Environmental Report (ER), emend* S, correspondence 


0302010548 Forward* re*pon*e to 020716 request for addl info re Environ 
R«pt - OL stage acceptance review 

BOUCHEY, G D Washington Public Power Supply System 83/01/23 
Office of Nuclear Reactor Regulation, Director 0pp 16902 325 
24X Fiche 50-460, 83/01/25, 03030 1 00-JS 


B302240281 Position opposing Coalition for Safe Power amended petition 
to Intervene Coalition falls to show balancing at five 
factors governing late-filed petitions Certificate of 6vc 
encl 

WAGNER, M E < YOUNG, tt A Hearing Branch 4 03/02/23 Atomic 

Safety and Licensing Hoard Panel 12pp 17273 273 54X 

Fiche 50-460,03/02/23,8302240281 


B 30224029 1 Response to Coalition for Safe Power Amended Contention 2 re 
decision to defer const of plant Admission not opposed If 
hearing otherwise ordered Certificate of svc encl 
YOUNG, H A . WAGNER, M E Hearing Branch 4 B3/-02/23 Atomic 

Safety and Licensing Board Panel 4pp. 17273 206 24X 

Fiche 50 - 4&0 j 83/02/23, 83022402? 1 
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63Q225G24B Response opposing Coalition tor Safe Power S302J 1 petition 
to intervene Five-factor test governing late intervention 
not satisfied Certificate of Svc end ne M c 

REMOLDS, N S Washington Public Power Supply System REYNOLDS. N b 
Debevoise «, Liberman 93/03/23 Atomic Safety and Licensing Uoord 

Panel 29pp 17292 296 24X Fiche 50-460,83/02/23,6302250249 


0302250298 Resubmits util 820430 1 tr w/ a t tac h men ts, suben 1 1 e d on G30203 
Caption of 030203 ltr incorrectly referred to QL proceeding 
instead of CP proceeding 

HARTMANN, 8 L Debevoise h Liberman HARTMANW.S L Washington 
Public Power Supply System 63/02/24 OR OSS KAN, H , BRIGHT, 0 0 , 

HARBOUR, J Atomic Safety and Licensing Board Panel I2pp 
17291 243 24/ Fiche 50-460, 83/02/24, 8302250290 


8212060366 IE Info Notice 83-06, "Noni d enti ca 1 Replacement Parts * 

Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response {Post 630103) 83/02/24 Consolidated Edison Co of Ncj 

York, Inc U2pp 17361 148 24 < Fiche 50-000 , 83/02/24, 92 S 20-60 3 bb 


S Reportable occurrences, LERs i« related c or r e spond enc e 


8302 160203 PNS-V-83-004 on 830206, po l l c e arrested former util cant rack 
employee possessing explosive ma 1 1 s, c ompone nt s $< diagrams 
of site general sves bldg No specific threat against site 
i dentif i ed 

SCHWAN, C A t SCHUSTER* M D Region 5- Office of Director 03/02/10 
lp 17215 359 24 X Fiche 50-460,83/02/10,8302180203 


H General correspondence 


T Hearing transcripts on non-ant i trust matters 


0302080024 Appeals denial of FOIA request for SECY-82-377 8* 

SEC Y-92-377A, "Hearing Requests on Extension of Const 
Completion Dates for WPPSS I h 2 " <« "Minor Revs to 

SEC Y- 82-37 7, " respectively 

NEWMAN* K A Debevoise & Liberman 02/11/09 CHILK, S J Office of 
the Secretary of the Commission 2pp 17106 161 24X 

Fiche 50 - 460 , 02/11/09, B3020B0024 


B3O2O0OOI9 Responds to appeal re denial of FOIA request for 
8ECY-02-377 & SECY-93-377A Appeal denied Documents withheld 
Irtf FOIA Exemption 5) /4 _ 

CHILK, 3 J Office of the Secretary of the Commission 03/01/12 
NEWMAN, K A Debevoise V. Liberman 2 pp 17106 159 24X 

Fiche 50-460, 03/01/12, 8302000010 


0302020006 Transcript of 830126 prehearing conference in Richland. Wfi 
Pp 1-165 

» Atomic Safety and Licensing Board Panel 83/01/26 171pp 

16992 061 24X Fiche 50-397,03/01/26*8302020006 


83020P0007 Transcript of 830127 prehearing conference in Richland, 
WA Pp 166-2B4 

a Atomic Safety and Licensing Board Panel 03/01/27 119pp 

1 6991 299 24/ Fiche 50-397*63/01/27.8302020007 


V Operator Examinations 


I Financial information 


030216021 3 Forwards Annual Financial Rept 1982 

BQUCHEY* 0 D Washington Public Power Supply System 83/02/09 
DENTON* H R Office of Nuclear Raac tor Regulation, Director Ip 
17167 244 24X Fiche 30-000,83/02/09*3302160215 


B 30 13 10203 Generic Ltr 83-06 to all power reactor 1 icensees, app 1 i c an 1 1 
for 0Ls,N9S vendors, reactor vendors L AE re certificate? 

L revised format for reactor operator & senior reactor 
operator licenses 3vc list enc 1 

E1SENHUT.D G Division of Licensing 83/01/31 Conso li da t e d 

Edison Co of New York, Inc Hpp 17347 177 24X 

Fiche 50-000,83/01/31,8301310203 


— 0302 I 60239 Annual Financial Rept 1982 

CAIN, s hi Washington Public Power Supply System 83/02/09 50pp 
17167 245 24X Fiche 50-000*03/02/07,83 02160215 


J Insurance (/ indemnity information 


0302100210 Forwards Endorsement 6 to NELIA Policy NF-270 

A SHE URN, D J Harsh it McLennan, Inc . M b M Nuclear Consultants. Inc 
Div 83/02/03 3ALTZMAN, J Office of State Programs, Director 
2pp 17112 361 24< Fsche 50-397, 83 /02/03, 83021 002 1 8 


Q Inspection reports, IE Bulletins & carresp ondeitce 


9302130231 Responds to IE Bulletin 02-04 re deficiencies in primary 
containment electrical penetration assemblies Bulletin not 
applicable to project where electrical penetrations supplied 
by Westinghouse No Bunk«r-Ramo penetrations installed 
ROOT, R W Washington Public Power Supply System B3/01/17 

ENOfcLKEN* R H Region 5, Office of Director 2pp 17149 273 24X 

Fiche 50-460*83/01/17,8302150231 


021 20 603 50 IE Info Notice 83-01, "Ray Miller, Inc " Svc list end 
JORDAN, E L Division of Fmergency Prepared ness L Engirssring 
Response {Post 830103) 03/01/26 Consolidated Edison Co of New 

York* Inc 1 10pp 17023 160 24X Fiche 50-000,83/01/26,8212060350 


8212060360 IE Info Notice 03-02. "Linu torque HOBC, HI0C. H2BC & H3BC 
Overheads " Svc list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response {Post 930103) 83/01/28 Consolidated Edison Co of Now 

York* Inc 109pp 17144 001 24/ Fiche 50-000,93/01/29,0212060360 


9212060361 IE Info Notice 93-03, "CaJibr of Liquid Level Instruments " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness $< Engineering 
Response (Post 9301031 83/01/29 Consolidated Edison Co of Now 

York. Inc 1 lOpp 17074 095 24X Fiche 50-000.03/01/28,3212060361 


1212060363 IE Info Notice 03-04* "Failure of Elma Power Supplq Units 11 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response {Post 030103) 83/02/18 Consolidated Edison Co of Now 

York* Inc UOpp 17347 191 24X Fit he 50-000,83/02/10,0212060363 


?1206O363 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Lou Level Radwaste - 10CFR20 302 " Gvc list end 
JORDAN* E L Division of Emergency Preparedness & Engineering 
Response (Post 030103 ) 83/02/24 Consolidated Edison Co of New 

York, Inc tilpp 17347 058 24 < Fiche 50-000*03/02/24,9212060365 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


A Application/construction stage documents & correspondence 


8302080113 Board Notification 82-122A forwards USGS 821 UB ltr 
clarifying previous recommendations re recurrence of 1086 
Charleston-type earthquake W/o end 

NOVAK, T M Assistant Director for Licensing 82/12/30 Atomic 
Safety and Licensing Board Panel lBpp 17105 339 24X 

Fiche 30-000, 02/12/30, 8302080113 


B3021 70402 Board Notification 03-1 forwards 0NL draft rept, 
"Identification of Seismically Risk-Sensitive Bys h 
Components in Nuclear Power Plants - General Methodological 
Approach " 

E I SEN! iUT * D G Division of Licensing FIN A-3397 03/02/01 

PALLADINO, N J , GILINSKY, V , AHEARWE, J F Commissioners I34pp 
17203 309 24X Fiche 50-000* 03/02/0 1 , 8302 J 70482 


6302150123 Forwards responses to J Humphrey concerns consisting of 
Action Plans 7.9,10*11.12*13*16,17*20*23,24*27*30*34,35, 

36 it 37 

WULLER, Q E Illinois Power Co 03/02/04 SCHWENCER, A Licensum 
Branch 2 46pp 17147 317 24X Fiche 50-461,83/02/04,0302)50123 


8302030301 Generic Ltr 83-05 to DWR licensees of operating reactors 
(except LACCNRl* app 1 leant* for OL 4* holders of CP re SER of 
"Emirgency Procedure Qoidel ines. Rev 2," NEDO-24934* June 
1992 Ou Met ines acceptable Svc list end 

E1SENHUT,0 G Division of Licensing 83/02/08 Commonwea J t h 

Edison Co 6pp 17334 245 24X Fiche 50-000,83/02/08*0302060301 


6302180444 Forwards revised recovery plan for procurement of spare L 
replacement parts 

HALL, D P Illinois Power Co 83/02/09 KEPPLER, J 0 Region 3, 
Office of Director i3pp 17214 P92 24X Fiche 50-461,03/02/09. 

0302190444 


0302100449 Forwards Rev 1 to M IL Power Co Recovery Plan Training " 
HALI , D P Illinois Power Co 83/02/10 KEPPLER, J Q Region 3. 
Office of Director lp 17215 141 24X Fiche 50-461* 83/02/ 10. 

0302100449 


--0302180452 Rev 1 to " IL Power Co Reco/ery P lan Training " 

HALL. D P Illinois Power Co, 83/02/03 ISpp 17215 142 24X 

Fiche 50-461,83/02/10*8302100449 



DOCKETED ITEMS 


03O-2P3O453 Discusses concern that HPCS diest*) generators startup 
testing requirements too stringent Similarly designed 
sys clearly demonstrates reliability Late Mar 1903 meeting 
w/NRC requested to discuss matter turfcher 

WUUER-GE Illinois Power Co 83/02/15 SCHWENCER, A Licensing 
Branch 2 lp 1 7246 048 24 X Fiche 50-461 , 03/02/ 15, 83023304^3 


E NRC Safety Evaluation Report < GER ) , supp 1 s *< correspondence 


8302080179 Forwards Brand Industrial Svcs.Inc design drawing/test ing 
matrix providing penetration seal matl b corresponding fire 
test iept \ AN1 approved file number Into closes SER 
■Confirmatory Issue 59 

WVLLER.G E Illinois Power Co 83/02/03 SCHWENCER# A Licensing 
Branch 2 4p p 17059 321 24X Fiche 50-4 61,93 / 02/03.0302080179 


0302180015 Notification of 030216 meeting ui/uti] in Rethesda,MD to 
discuss status of open confirmatory SER issues 

A8ELS0N, H Licensing Branch 2 03/02/11 SCHWENCER, A Licensing 

Branch 2 4pp 17223 117 24 < Fiche 50-461 , 03/02/1 1 . 83021 BOO 15 


0 Adjudicatory correspondence 


0302020256 Request for production of documents Certificate of Svc 
encl Related correspondence 

PLANT- R L , FQY. J Prairie Alliance 83/01/28 Illinois Power 

Co 3pp 16994 267 24 X Fiche 50-461.83/01/28.8302020256 


0302070565 Motion for protective order that discovery not be had re 
Prairie Alliance 830120 request for production of documents 
on Contention VI Motion for summary disposition shows no 
regaining issue of fact On contention W/Cer t if icate of Svc 
FQX. C 0 Illinois Power Co TDX.C l> Soyland Power Cooperative. 
Jnq FOl.C D Western Illinois Power Cooperative. Inc 83/02/02 
Commissioners Bpp 17034 223 24X Fiche 50-461.03/02/02. 

0302070365 


0302000240 Answer opposing applicant motion for summary disposition of 
Prairie Alliance Contention VI Motion fails to resolve V 
address all issues of fact raised in contention All relevant 
documents not available to Alliance Cettificate of Svc encl 
PLANT, R L , FQY, J Prairie Alliance 03/02/03 Atomic Safety and 

Licensing Boat d Panel lOpp 17036 322 24X Fiche 50-461 . B3/02/03, 

0302080240 


8302170259 Answer opposing applicant motion that discovery not he had 
re Prairie Alliance 830120 request for documents Wo good 
cause shown why discovery should not be had Supporting 
statements irrelevant Certificate or Svc encl 

TOY. J Prairie Alliance 03/02/11 Atomic Safety and Licensing 
Board Panel 3pp 17187 094 24X Tithe 50-461.83/02/11.8302170259 


8302100364 Answer supporting applicant 830117 motion for summary 
disposition of Prairie Alliance Contention VI re GE 
withdrawal from nuclear hardware mwrket No genuine issue of 
matf fact exists 

PATTERSON. W F Hearing Branch 3 03/02/14 Atamtc Safety ami 

Licensing Board Panel 7pp 17209 204 24X Fiche 50-461 . 83 /Q2/ I 4. 

8302190364 


--8302100366 Affidavit of H Abelson Affiant has no Independent info 
contrary to GE statements re GE intentions to remain in 
nuclear bus Iness. to continue to furnish support to util h to 
naVe sves available in future Certificate of Svc oncl 
ABELSQN. H Licensing Branch 2 83/02/09 5pp 17209 211 24X 

Fiche 50-461,03/02/14,8302100364 


8302220037 Notice of withdrawal of appearance in proceeding Certificate 
of Svc encl 

GUTIERREZ, J M Hearing Branch 3 83/02M8 3pp 17233 267 24X 

Fiche 50-461. 03/02/16, 8302220037 


J Insurance t< indemnity information 


0301270283 Forwards Endorsement 16 to NELIA Policy NF-261 

TURNER. C L Illinois Power Co 83/01/07 SALTZMAN. J Antitrust h 
Economic analysis Branch {Utility finance) 2pp 16934 098 34X 

Fiche 30-461,83/01/07.0301270265 


K Utility Final Safety Analysis Report (F8AR ) L amends 


G 302030 i 1 2 Files FSAR Amend 22, cons is ting of update to Section 3 11. 
“Environ Qual i r iCfl fci on cf Electrical Equipment M 
KOCH, L J Illinois Power Co 83/01/31 DENTON, H R Office aF 
Nuclear Reactor Regulation, Director tp 17002 260 24X 

Fiche 50-461.83/01/31,8302030112 


•8302030114 FSAR Amend 22 

* Illinois Power Co 83/01/31 648pp 17002 861 24X 

Fiche 30-461,83/01/31.0302030112 


G Inspection reports- IE Bulletins 6 c oi re sp on done e 


0302040039 Add 1 response to FQIA request for 12 categories of document 
re facilities Personal info- deleted trem documents re util/ 
contractor enpjayee allegations concerning GA deficiency 
Forwards App A documents Document 31 available in PDR 
FELTON, J M Division of Rules and Records 02/12/30 HIATT, fi L 

Ohio Citizens for Responsible Energy 3p p 17045 144 24X 

Fiche 50-000,82/12/30,0302040039 


— 83020401 il Forwards graphics summarizing const site noncompliance d, 
for 1976-00 

HIND. J A Division of Emergency Preparedness & Operational 
Support 92/02/05 KEPPLEFl , J 0 Region 3. Office of Director 
23[i p 17045 219 24X Fiche 50-000.82/12/30,0302040039 


--B302040197 Forwards updated nor comp 1 i anc c history for const sites fi 
1976-01, per JJ Harrison request Total insp hours for each 
fee i X i ty added 

HIND J A Division of Emergency Preparedness & Operational 
Support 92/06/00 EPESSAR D . R L Division of Project it Resident 
Programs 2pp 17045 279 24X Fiche 30-000.02/12/30,0302040039 


— 0302040332 Forwards 1901 comparison data for operating U const plan 1 
consisting of total numbers of non-compliance items, repts 
issued, insp h ours , s ever 1 ty 1 e vo 1 s . p a i n ta hours per rept L 

1 ten 

BUCHAftSKI , L Region 3* Office or Director 02/07/00 

KEPPLER, J Q Region 3# Office of Director 13pp 17045 281 2- 

Fiche 30-000.02/12/30,8302040039 


8302010612 Faruard* 2E Insp Rept 30-461/02-20 on 821 CG3-10 it notice 
of violation 

KflCJP, R C Division of Project it Resident Programs 83/01/10 

QER8TNER, W G Illinois Power Co 2pp 16900256 24* 

Fiche 50-46 i , 03/01 / 18, 03020106 1 2 


— 6302010616 Notice of violation from insp on 821103-JO 

* Division of Project t Resident Programs 83/01/18 lp 
169B0 258 24X Fiche 50-461,03/01/18,030 2010612 


— 0302010622 IE Insp Rept 50-461/03-20 on 021103-10 Non c omp 1 i an c e not. 
failure to control AE activities in areas of piping bellows 
expansion joints 

YIN. 1 T , KEY, W J , LOVE, R fi Division of Project i, Resident 
Programs 03/01/11 14pp 16900 259 24X Fiche 50-461,83/01/1* 

0302010612 


8212060350 tE Info Notice 03-01, “Ray Miller, Inc " Svc list encl 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 930103) 03/01/26 Consolidated Edison Co af Nei 

York, Inc UBpp 17023 160 24/ Fiche 5 0-000,03/01/26,8212060351 


0302000319 Forwards Rev 0 to 'IL Power Co Recovery P l an , C qtt e c t l ve 
Action Program," per util B2I 11 5 Itr 

HAU.D P Illinois Power Co 83/01/26 KEPPLER.J 0 Region 3, 
Office of Director lp 17056 173 24X Fiche 50-461.03/01/26, 

0302000315 


B3O2O0O318 Rev O to ” IL Power Co Recovery P 1 an. Correc tlve Action 
Program " 

SMIROLDSi C A, HALL, D P Illinois Power Co 03/01/26 lOBpp 
17056 174 24X F l che 50-461 , 83/01/26, 030200031 5 


0212060360 IE Info Notice 83-02, "Limltorque H0BC.JI1BC, H2BC U H3BC 
OsarheadS " 8vc list encl 

JORDAN, E L Division of Emergency Preparedness U Engineering 
FUiponso (Post 830103) 83/01/20 Consolidated Ed iscjn Co of Nei 

York, rnc I0?pp 17144 001 24X Fiche 5 0-000,83/01/20,0212060361 


8212060361 IE Info Notice 83-03, "CaUbr of Liquid Level Instruments 
Svc list encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/01/28 Consolidated Edison Co of No 

Ytirk, Inc 1 10pp 17074 095 24X Fiche 50-000.83/01/86.021206036 


0302030303 Advises of 830207 open forum in Chicago. IL re recent rev t 
-10CFR50 54 U 50 55 IE will conduct formal presentation 
followed by question h answer session Requests that 
participation be limited to three peoflo 

SPESSARD/R L Division of Engineering 03/01/20 Commonwealth 

Edison Co 2pp 17008 1 87 24 X Fiche 50-000,83/01/28,03020 30303 


8305150496 Ac k receipt of 03O1H0 Itr informing NRC of steps taken to 
collect violations noted in IE Insp Rept 50-461/02-10 
SPE8SARD, R L Division df Engineering 83/02/08 GERBTNER. H C 
Illinois Po-wer Co lp 17156 301 24X Fiche 50-461,03/02/00. 

0302150486 


364 


DOCKETED ITEMS 


— 8302150512 Re*ponds to NRC 821123 ltr re violations noted in IE Insp 
Rapt 50-461/02-18 Corrective actions GA nam/ai revised, 

♦ valuation plan re inspector qualification developed €, 
inspector exams investigated 

HAUL. D P Illinois Power Co 83/01/28 NORELIUS, C E Division 
of Engineering llpp 17156 302 24X Fiche 50-461 . 03/O2/-QB, 

6302150406 


6302230326 Forwards Change 1 af overinsp program, incorporating 
schedule date changes to overinsp milestone event list 
List Of effective pages b record of corrections end 
HALL.D P Illinois Power Co 83/02/13 KEPPLER, J <7 Region 3. 
Office of Director 6pp 17291 148 24X Fiche 50-461.83/02/15. 

8302230326 

8212060363 IE Info Notice 03 - 04 , "'Failure of Etma Power Supply Units " 
8vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/02/IB Consolidated Edison Co of New 

York. Inc UOpp 17347 191 24X Fiche 50-000,83/02/18,8212060363 


8212060365 IE Info Notice 33-05, "'Obtaining Approval for Disposing of 
Very Low Level Radwast* - 10CFR20 302 41 Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response <Po*t 830103) 83/02/24 Consolidated Edison Co of New 

York. Inc lilpp- 17347 050 24X Fiche 50-000, 83/02/24. 82i 2060365 


8212060366 IE Info Notice 83-06, "Noniden tlca 1 Replacement Parts 11 
Svc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Poit 8301031 83/02/24 Consolidated Edison Co of New 

York. Inc H2pp. 17361 140 24X Fiche 50-000# 33/02/24. 021 2060366 


S Reportable occurrences. LERs U related correspondence 


8302030495 Part 2i Tepfc re determination that pusl-LOCA hydrogen 
ricufflblner Is likely to malfunction following exposure 
to elevated temp, high humidity environ Replacement part 
i dtntif Icablon will be provided to operator* by B3021B 
EMPEY, D C Rockwell International Corp B2/12/I7 COLLINS, J 
Region 4. Office of Director 4pp 17006 128 24X 

Fiche 30-000,02/12/17,8302030493 


V Operator Examinations 


830)310203 Generic Ltr 03-06 to all power reactor 1 1 cens ees, ap p 1 1 c ants 
for OLs, N8S vendors, re«c toi vendors A. AE re certificates 
£, revised format far reactor operator A senior realtor 
operator licenses Svc list end 

E ISENH'JT. D 0 Division of Licensing 03/01/31 Consolidated 

Edison Co of New York- Inc l4pp 17347 177 24X 

Fiche 30-000.83/01/31,8301310203 


8302230151 Discusses best estimate schedule re licensed operator exams 
Util re-eva 1 uat i ng Jan 1904 fuel load data which should be 
complete by June 1983 Upon completion of r e -eva 1 ua t i on , list 
of desired e i am dates will be provided 

WULLER, 0 E II 1 inois Power Co 83/02/14 SCHWENCER, A Licensing 
Branch 2 2p p 17243 234 24X Fiche SO-461, 03/02/14 , 83022301 51 


DOCKET 50-462 CLINTON POWER STATION. UNIT 2 


A App t i cation/ construe tion stage documents 6 correspondence 


B3020S0113 Board Notification 02-122A forwards USGS 9211 ID ltr 
clarifying previous recammendat ions re recurrence of 1886 
Charleston-type earthquake W/o oncl 

NOVAK. T H Assistant Director for Licensing 82/12/30 Atomic 

Safety and Licensing Board Panel I8pp 17105 333 24X 

Fiche 30-QOQ. 82/12/30, 8302080J 13 


03021 70402 Hoard No t i f ica t i on 83-1 forwards DNL draft rapt, 
"Identification of Seismically Risk-Sensitive Sys V 
Components in Nuclear Power Plants - General Mefchodolog i cal 
Approach " 

EISENHUT.DO Division of Licensing FIN A-3397 83/02/01 

PALLADINO.N J , GILINSKY.V , AHEARNE, J F Commissioners |34pp 
17203 309 24/ fiche 50-000,83/02/01,8302170482 


8302180449 Forwards Rev 1 to "!L Power Co Recovery Plan Training " 
HALL » D P Illinois Power Co 03/02/10 KEPPLER, J 0 Region 3. 
Office of Director ip 17215 141 24X Fiche 50-461,83/02/10, 

8302100449 


8302150032 Interim deficiency rep t re I neons i stencies in certifications 
for HVAC mat 1 s installed by Zac k Co Initially reported on 
011002 , Vendor QA manual revised , central I zed documentation 
<tr established it procurement documentation reviewed 
HALL, D P I i Utio is Power Co 03/02/03 KEPPLER. J Q Region 3, 

Office of Director 4pp 17140 036 24X Fiche 50-4*1,93/02/03, 

8302150032 


0302180127 Interim deficiency rep t re possible min wall violations 
for safety-related piping initially reported on 021007 
Evaluation for corrective action continuing Final rept will 
be provided by 830613 

HALL i D P Illinois Power Co 83/02/10 KEPPLER, J 0 Region 3, 
Office of Director 4pp 17216 178 24X Fiche 50-461 , B3/02 /TO, 

0302180127 


9302280308 Deficiency Rapt 83-02 re caunterboring of sa Pe ty-re 1 a ted 
pipe Initially reported on 830113, fnvestiga tier still in 
progress No further weld fit-up or mat! identification insps 
will be performed until procedures L instruction* revised 
HALEiD P Illinois Power Co 03/02/16 KEPPLER, J 0 Region 3, 
Office of Director 4pp 17309 071 24X Fiche 50-461,83/02/16, 

0302200308. 


>2290302 Final Deficiency Rept 83-03 re certification of startup test 
ersonne 1 . Ini tiaUy reported on 830114 Review determined 
vent hot report* hla under 10CFR5-0 55* Problem* noted which 
• quire corrective action to prevent reaccuronce 

IALL. 0 P 1 1 lino i i Power Co 03/02/18 KEPPLER, J 0, Region 3. 

Iff let of Director 6pp 17311*070 24X Fiche 50-461 , 83/02/1 B, 

1302280302 


02200309 Interim Deflc 1 tncy Rept 03-01 re qualification of calibr 
svc* suppliers Initially reported on 8301 13, Inves tiga tton 
plan determined need to include QA requirements in 
procedure documents for Callbr tasks by svc s supplier* 

HALL.D P Illinois Power Co 93/02/18 KEPPLER. JG Region 3, 
□ ffic* of Director 4pp 17300 072 24* Fiche 50-461 , 03/02 /IB, 

0302280309 


02200556 Interim Deficiency Rept 82-12 re binding of »way strut/ 
snubber piping component supports Initially reported on 
321021 Investigation process not complete 8cope of potential 
ftfKiency not defined & no action taken 

IALL.D, p, II lino I* Power Co 03/02/10 KEPPLER , J Q Region 3, 
Iff ice of Director 4pp. 17309:029 24X Fiche 50- 461,03/02/10. 

3302200556 


— 8302380452 Rev 1 to "IL Power Co Recovery Plan Training " 

HALL, D P Illinois Power Co 83/02/03 ISpp 17215 142 24 X 

Fiche 50-461 , 03/02/10, 83021B0449 


■J Insurance L indemnity information 


B3D 1 270295 Forwards Endorsement 16 to NELlA Policy NF-261 

TURNER, C L Illinois Power Co 83/01/07 SALTZMAN, J Antitrust L 
Economic analysis Branch (Utility Finance) 2pp 16934 098 24X 

Fiche 50-461,03/ 01/07.53012 70285 


Q inspection reports, IE Bulletins L coi re?p ondence 


0302040039 Addl response to FOI A request for 12 categories of documents 
re facilities Personal info deleted from documents i« util/ 
contractor employee allegations concerning GA deficiency 
Forwards App A documents Document 31 available in PDR 
FELTON, J M Division of Rules and Records 02/12/30 HIATT, S L 

Ohio Citiiens for Responsible Energy 3pp 17045 144 24X 

Fiche 30” 000, 82/ 1 2 /30, 8302040039 


— 0302040111 Forwards graphics summariiing const site non c omp 1 1 anc e data 
for 1976-BO 

HIND, J A Division of Emergency Preparedness it Operational 
Support 02/02/05 KEPPLER, J G Region 3. Office of Director 
23 p p 1704 5 219 2*?X Fiche 30-000.82/12/30,0302040039 


— 8302040197 Forwards updated noncompliance history for const site* foi 
1976-Qi.per JJ Harrison request Total insp hours for each 
facility added 

HUNOiJ A Division of Emergency Preparedness & Operational 
Support 82/06/08 SPESSARD, R L Division of Project k Resident 
Programs 2pp 17045 279 24 X Fiche 50-000,02/12/30,0302040039 


— 8302040332 Forwards 1981 comparison data for operating *- const plants, 
consisting of total numbers of none omp 1 » a nc e items, rept* 
issued, imp hour s, sever i ty level s, points & hours per rept & 

i ten 

SUCHARSKf , L Region 3, Office of Director 02/07/00 

KEPPLER, J G. Region 3, Office of Director 13pp 17045 2B1 247 

Fiche 50- OOO, 02 / 12/30, 0302040039 


021 20*0359 IE Info Notice 03-01, "Ray Miller* Inc ♦' Qvc Ii*t enc 1 
JORDANrE L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/01/26 Cons o 1 i dated Edison Co of Neu 

York. Inc 1 IQpp 17023 160 24X Fiche 50-000,83/01/26.8218060350 



DOCKETED ITEMS 


3 


8212060360 IE Info Notice 93-02, "Umi torque HOGC. H U3C . HSBC b H3DC 
Gearhead* 1 Svc list end 

JORDAN, E L Division of Emergency Preparedness $< Engineering 
Response (Post 030103) 83/01/20 Consolidated Edison Co of New 

York, Inc I09pp 17144 001 24X Fiche 50-000,93/01/28,8212060360 


02120403*1 IE Info Notice 83-03, "Calibr of Liquid Level Instruments " 
Svc list end 

JORDAN* E L Division of Emergency Preparedness It Engineering 
Response (Po* t 030103) 81/01/20 Consolidated Edison Co of New 

York, Inc 1 10pp 17074 095 24Y Fiche 50-000 , 93 / 01/20,82120* 03*1 


8302030303 Advises of 830207 open forum in Chicago, IL re recent rev to 
10CFR50 54 It 50 55 IE will conduct formal presentation 
followed by question b answer session Requests that 
participation be limited to three people 

SPE69A9D, R L Division of Engineering 63/01/23 Commonwealth 

Edison Co 2pp I700B 187 S4X Fiche 30-000. 63/0 1 /2S, B3020 30303 


82120603*3 IE Info Notice 03-04, ''Failure of EJma Power Supply Units " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 93/02/10 Consolidated Edison Co of New 

York, Inc 1 tOpp 17347 191 24X Fiche 50-000,83/02/10,82120*03*3 


82120*03*5 IE Info Notice 93-05, "Obtaining Approval for Disposing of 
Very Low Level Radueste - 10CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of Now 

York. Inc lllpp 17347 050 24X F i c he - 50-000, 03/02/24, 021 20*0365 


82 1 2060366 IE Info Notice 03-06, "Non i d en t i c a 1 Replacement Parts " 

Eve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of New 

Ysrli Inc i 1 2pp 17361 148 24X Fiche 30-000, 03/02/24, 021 20*0366 


3 Reportable occurrences, LERs b related c or re*p ond^nc t 


0302030495 Part 21 rapt re determination that posfc-LGCA hydrogen 
recombiner is likely to malfunction following exposure 
to elevated temp, high humidity environ Replacement part 
identl f tea t ion will be provided to operator* by 030210 
EMPEYj D C Rockwell International Corp 02/12/17 COLLINS, J 
Region 4, Office of Director 4pp 17006 1 28. 2 AX 
Fiche 50-000, 02/12/17, 6302030495 


V Operator Examination* 


8301310203 Generic Ltr 93-06 to all power reactor 1 i c ensee s, app 1 i cant s 
for OLe, MBS vendor s , reac toi vendors b AE re certificate* 

5c revised format for reactor operator * senior reactor 
operator licenses Svc list end 

EISENHUT. D 0 Division of Licensing 03/01/31 Consolidated 

Edison Co. of New York, Inc I4pp 17347 177 24X 

Fiche 50-000, 03/01/31, 8301310203 


DOCKET 50^4*6 ALLENS CREEK NUCLEAR STATION, UNIT 1 


A App J i cat i on/construc fcion stags documents 6 correspondence 


0302080301 Generic Ltr 63-05 to BWR licensees of operating reactors 
(except LACBWR), applicants for OL b holders of CP re SER of 
"Emergency Procedure Qui de 1 in*s , Rev 2, 11 NEDO-24934 , June 
1902 Guidelines acceptable Svc list end 

EISENHUT, D G Division of Licensing 83/02/00 Commonwealth 

Edison Co 6pp 17234 245 24X Fiche 50-000,93/02/00,8302000301. 


H General correspondence 


9302170069 Confirms 830207 telcon re dosing of LPDR for Allens Creek 
Util has canceled const plans 

BQUflER, J L Division of Rules and Records 83/02/09. KRCJESCHE. B 
5ea ly , TX Ip 17191 075 24X Fiche 50-466,03/02/09,0302170069 


Q Inspection reports, IE Bulletins L correspondence 


32120*0350 IE Info Notice 03-01, "Ray Killer, Inc « Svc list end 
JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 030103) 03/01/2* Con so 1 i da tetf Edison Co of Now 

York, Inc U0pp, 17023 160 24X Fiche; 50-000. 83/01/26, 0212060359 


9212060360 IE Info Notice 93-02, "Limi torque HOBC, HtflC, H2BC & H30C 
Gearheadi " Syc list end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 03/01/28 Consolidated Edison Co, of New 

York, Inc I09pp 17144 001 24X Fiche 50-000. 93/01/28, 0212060360. 


021206036) IE Info Notice 03-03, "Calibr of Liquid Level Instruments " 
Svc list end 

JOR DAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 93/01/28 Consolidated Edison Co of New 

York, Inc 1 lOpp J7074 0 9 5 24X Fiche 50-000,03/01/20,0212060361 


DDCKE1 50-4*7 ALLENS CREEK NUCLEAR STATION, UNIT 2 


A Ap p 1 1 c a t lon/cons true t ion -stage documents & correspondence 


0302090301 Generic Ltr 63-05 to BWR licensees of operating reactors 
(except LACBWR), applicants for OL & holders af CP re SER af 
"Emergency Procedure Gu i d e 1 i nea > Rev 2," NEDO-24934, June 
1902 Guidelines acceptable Svc list end 

EfSENHUT, DO Division ot Licensing 83/02/08 Commonwealth 
Edison Co 6pp 17234 245 24X Fiche 30- 000, 03/02/06, 83020 B030 1 


H General correspondence 


0302170069 Confirms B30207 telcon re closing of LPDR for Allens Creek 
Util has canceled const plans 

SOUDER.J L Division of Rules and Records 03/02/09 KR0E8CHE, B 
B*a ly, TX lp 17191075 24 X Fi c h e 30-466, 03/02/09, 03021 70069 


DOCKET STN-30-470 CESSAR SYSTEM BO 


A Application /construction stage documents b correspondence 


9302010451 Advises that administrative slippage in CES5AR-F schedule 
unwarranted b counterproductive CESSAR-F final design 
approval should be Issued by Mar 1903 

SCHERER, A E Combustion Engineering, Inc 03/01/27 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 16901 316. 
24X Fiche 50-470-03/01/27,0302010451 


8302160439 Forwards request for addl info re steam line & feedwater 
line break analysis b CE6EC code Schedule for response 
requested within 7 days of receipt of ltr 

THOMAS. C □ Standard liat i on & Special Projects Branch 83/02/07 
SCHERER, A E Combustion Engineering, Inc 19pp 17172 226 24/ 

Fiche 90-470, 03/02/07, 8302160439 


E NRC Safety Eva 1 ua 1 1 on Re p or t (SER), auppls b correspondence 


030 2080 424 Forwards request for addl info re 020330 submittal on core 
protection ca lculators, to complete review of CES3AR Sy * 00 
SER. NLfREO-0352, Sect ion 4 4 5 Schedule for responses 
requested within 7 days of ltr receipt 

THOMAS, C G Btandardi iat i on * Special Projects Branch 03/01/31 
SCHERER, A E Combustion Engineering, Inc 6pp 17074 312 24X 

Fiche 50-470 , 03/01/31 , 030 2 0004 24 


0302220011 Discusses C-E request for appeals meeting to resolve SER 
confirmatory item <m containment sprays Accident Evaluation 
Branch finds that use of spray sys ui/hydraiine acceptable 
w/periodic post-accident sampling of iodine C-E disagrees 
MEYER, 0 C 8 tandaTd i *ati on t Special Projects Branch 83/02/15 
MIRAGLIA.F J Assistant Director for Safety Assessment 2pp 
17233 304 24X Fiche 50-470.63/02/15,0302220011 


8302240290 Request* CES5AR-F SEft, Section 5 4 3, "Shutdown Cooling Sys, 
be changed to reflect commitment to- perform boron mixing 
testing on first Sys SO reactor 

SCHERER, A E Combustion Engineering, Inc 03/02/10 EIEENKUT, D G 
Dtviiion of Licensing lp 17274 07* 24X Fiche 50-470. 03/02/ |B, 

0302240290 


DOCKET STN-50-4 02 WOLF CREEK GENERATING STATION 


A Appl i cation/cons fcruction stage documents b correspondence 


8302040245 Fnrwards info modifying FSAR re hot standby conditions Info 
concerns use of redundant »afety~prade equipment to maintain 
extended hot standby conditions from outside control room 
Info will be incorporated into future FSAR amend 
PETRICK.W A Standard! led Nuclear Unit Power Plant System 
93/02/02 DENTON, H R> Office of Nuclear Reactor Regulation, 
Director 2p p 17019 317 24X Fiche 50-000,83/02/02,8302040245 


830209030B Forwards add 1 Info re NUHE0-0737, I tern II B 3, "Post- Acc i d nr 
Sampling " Jnfo resolves License Condition 20 for Callaway !< 

License Condition 0 17 for Wolf Creek b suppjs Info in F8AR 
Section 18 2 3 

PETRICK.NA Standard! led Nuclear Unit Power Plant System 
83/02/04 DENTON, H R Office of Nuclear Reactor Regulation. 
Director 7p p 170*9 335 24 X Fiche 50-000. B3/02/Q4., 830209030B 
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DOCKETED ITEMS 


3302000295 Generic Ltr 83-09 to a 1 I operating reactor licenses*, 
applicants for QL k holders of CP for C-E PNRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

EE8ENHUT, D G Division of Licensing 83/02/09 Consolidated 

Edison Co of Neu York. Inc 1 1 p p 17290 24 7 34X 

Fiche 90-000,83/02/06.8302080295 


B302090080 Generic Ltr 83-10C to all applicants w/Wesfcinghouse designed 
NSSS re resolution of TMI Action Item II K 3 5, '‘Automatic 
Trip of Reactor Coolant Pumps r ’ 

EISENHUT. D G Division of Licensing 83/02/08 Baltimore Gas It 
Electric Co 30pp 17290 212 24 < Fiche 50-000,83/02/00. 

0302090080 


83022501 17 Motif lcation of 830222 meeting u/otils in Bethesda, HD to 
discus* matters re equipment qual i f icat ion review 
EDISON* 0 £ i HOLQNI CH, J J Licensing Dranch t 83/02/09 
YOUNGBLOOD. D J Licensing Branch 1 4pp 17302 191 24X 

Fiche 30-000,83/02/09.8302250117 


9302250145 Requests identification of organ i i a fcion U reviewer 
responsible far review of Section 6 of Tech Specs re 
administrative controls 

NOVAK, T M Assistant Director for Licensing 83/02/15 
THOMPSON. H L Division of Human Factors Safety Ip 17299 354 
24 X Fiche 50-000,03/02/15,0302250145 


83O2240353 Notifies that NRC position an reactor trip breaker testing 
issue unchanged Houston 830202 ltr to tfesttnghouse 
forwarded 

YOUNGBLOOD. B J Licensing Branch I S3/02/1& SCHNELL. D F Union 
Electric Co KQESTER, G L Kansas Gas & Electric Co 3pp 
17289 217 24X Fiche 30-000.83/02/16.8302240353 


— 0302100261 Discusses 030126 meeting re appeal for testing of reactor 
trip breakers Appeal denied 

HOUSTON, R U Assistant Director for Reactor Safety 03/02/02 
RAKE, E P Westinghouse Flecfcric Corp 2pp 17299 220 24X 

FiChu 50-000.83/02/16.6302240353 


E NRC Safety Evaluation Report (SERI, suppls It correspondence 


B302040363 Forwards addl info to support resolution or identification 
of proposed 1 actions required to resolve SER Confirmatory 
I **ue* 15, 17, 10. 19 It 23 

PETRlCK. N A Standard led Nuclear Unit Power Plant System 
■03/02/02 DENTON. H R Office of Nuclear Reactor Regulation, 
Director 3p p 17010 275 24 X Fiche 50-G00, 83/02/02. 030204036 3 


0302040374 Forward's analysis of postulated steam line break event which 
concludes that consequences of event bounded by previous 
accident analyses described in F9AR Rept satisfies SEP 
Conf irnatory Issues 13 k B 14 

PEIRICK.N A Standardized Nuclear Unit Power Plant System 
03/G2/O2 DENTON. H R Office of Nuclear Reactor Regulation, 

Director Upp 17010 302 24X Fiche 30-000, 83/02/02. 0302040374 


F Security, medical, emergency It fire protection plans 


03020801 26 Releases public version of detailed applicant description of 
emergency classification scheme 

FELTON. J M Division of Rules and Records 03/01/27 Document 
Manage man t Branch Ip 17105 034 24X Fiche 50-482. 83/01/27, 

83020S0126 


— 8302080130 Forwards public version of detailed description af emergency 
class if icatiati scheme, in response to NRC 021206 request 
End info will be incorporated into Rev 10 of FSAR 
KOESTER. 0 L Kansas Gas & Electric Co B3/01/P1 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 33pp 17i05 035 
24X Fiche 50-462,83/01/27,8302080126 


101210340 Generic Ltr 83-04 to all licensees of operating r eac tors, 
applicants for OL k holders of CPs re regional workshop 
concerning Suppl l, NUREG-0737, ^'Requi rements for Emergency 
Response Capability *’ Svc list end 

EISENHUT, D 0 Division of Licensing 83/02/01 Consolidated 
Edison Co of New York. Inc Upp J7221 226 24X 

Fiche 50- GOO, 83/02/01 . 830 1210340 


3 Inspection reports, IE Bulletins it correspondence 


3:302070356 Forwards IE Insp Rept S0-4B2/92-21 on 821116-1215 No 
noncompliance noted 

SEI OLE, W C Division of Resident, Reactor Project k Engineering 

Program* 63/01/13 KOESTER , Q L Kansas Gas $. Electric Co 2pp 
17029 200 24X Fiche 50-402,03/01/13,8302070356 


— 9302070359 IE Insp Rept 50-402/02-21 on 021 116-1215 No noncamp Halite 
noted Major areas inspected general plant tour s . f ollouup af 
previously identified insp findings observations of 
installation activities for saf ety~re lated piping sys 
VANDEL. T E , JOHNSON, W D Division of Resident, Reactor Project I, 
Engineering Programs 03/01/10 6pp 17029 202 21X 

Fiche 50-482,03/01/13,8302070356 


0302150562 Ack receipt of B21223 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-402/82-17 
SE IDLE, W C Division of Resident, Reactor Project k Engineering 

Programs 93/01/18 KOESTER, G L Kansas Gas $< Electric Co Ip 
17157 009 24X Fiche 50-482,03/01/10,6302150562 


— 0302150573 Responds to NRC 821124 ltr re violations noted in IE tnip 
Rept 50-492/02-17 Corrective actions Nonconformance Rept 
1SN 6817 P, re Hanger AE04-H00 i /242, wr 1 1 1 e n 821021 k interim 
change to Pi ocedure 45 apptaved 

KOESTER, G L Kansas Gas l Electric Co 02/12/23 SF1DLE, W C 
Division of Resident, Reactor Project It Engineering Programs Ufp 
17157 010 24X Fiche 50-482,83/01/10.030215056,2 


8212060358 IE Info Notice 03-01, "Ray Miller, Inc " Svc list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 8301031 03/01/26 Consolidated Edison Co af N<fu 

York, Inc llBpp 17023 160 24< Fiche 50-000. 63/01 /26, 821 2O60TjD 


8212060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments • 
Svc list end 

JORDAN, E L Division of Emergency Preparedness N Engineering 
Response (Post 830103 ) 83/01/20 Consolidated Edison Co of New 

York, Inc llOpp 17074 095 24/ Fiche 50-000, 03/01 /29, 821 206016 1 


0302070538 A-c k receipt of 830119 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-402/82-22 
SEIDLE.W C Division of Resident, Reactor Project k Engineering 
Programs 63/02/03 KOESTER, G L Kansas Gas Z> Electric Co ip 
1 7038 333 24 X Fiche 50-402,03/02/03,0302070530 


— 0302070545 Responds to NRC 021220 Hr le violations noted in IF Insp 
Rept 50-492/02-22 Corrective actions Operations 
Administrative Procedure ADM 02-iOO, reviewed k revised 
KOESTER, G L Kansas Gas S- Electric Co 83/01/19 SE1DLE, W C 
Division of Resident. Reactor Project k Engineering Programs 3pp 
17036 334 24/ Fiche 50-482,83/02/03,8302070530 


6-302230690 Informs of new program to enable more timely notification of 
insp results by Vendor Program Dranch Repts will be 
forwarded through NRC resident inspre tor, w/enc 1 distribution 
ticket Info in vendor repts should be used In assessments 
CCLLJN8.J T Region 4, Office of Director 03/02/16 KOESTER, 0 L 

Kansas Gas t< Electric Co 3pp 17240 325 24X 

Fiche 50-462, 83/02/16,0302230690 


0212060363 IE Info Notice 83-04, "Failure of Etna Power Supply Units " 
Svc list end 

JORDAN, £ L Division of Emergency Preparedness k Engineering 
Response (Post B30103) 83/02/18 Consolidated Edison Co of New 

York, Inc llOpp 17347 191 24X Fiche 50-000,63/02/18*0212060361 


0302250199 Responds to IE Bulletin 02-04, "Deficiencies hi Primary 
Containment Electrical Penetration Assemblies " All 
Bunker Ramo furnished penetiation assemblies inspected ft 
reuorlerf to correct deficiencies 

SE1KEN.S J St andard i i ed Nuclear Unit Power Plant System 03/02/23 

DEYOUNG, R c Director's Office, Office of Inspection and 
Enforcement Epp 17292 359 24/ Fiche 50-000,93/02/23,0302250190 


0212060365 IE Info Notice 03-05, "Obtaining Approval for Disposing of 
Very Low Level Radwaste - 10CFR20 302 " Bvc list end 
JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co of New 

York, Int Ulpp 17347 050 24/ Fiche 50-000,83/02/24,0212060365 


8212060366 IE info Notice 03-06, "Noru d en 1 1 c a 1 Replacement Parts " 

Svc list end 

JORDAN, E L Division of Fmergency Preparedness k Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co of 

York, Inc U2jjp 17361 148 24< Fiche 50-000,83/02/24.9212060366 


021.2060360 IE Info Notice 83-02, "Limi torque HODC, H1BC, H2DC 8< H3DC 
Gearheads 1 Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 03/01/29 Consolidated Edison Co of N«u 

York. Inc t09pp 17144 001 24/ Fiche 50-000,83/01/20,82 1 2060360 



docketed items 
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g Reportable occutrencos, IfRs ft x e IcHeif torrettpntulenc o 


8302070374 lixUrim deficiexuij rept ie compromised Level I| weJdwiq 
inspector exam Initially xepoiled oil 020/12 Unaccepted melds 
rejected ror minor deviations Evaluation for each of 17 
inspectors expected ti y G3Q425 

KOESTER, 0 l Kansas Qa s t LU'ctxic Co 03/01/31 BE I DLE. W C 
Division ox Resident, Reactor Project ft Frig ineeriixg Programs i p 
17071 097 AAt Mcho bO- IBP* 113/01 /3 1 ♦ HJ02090374 


0302160245 Interim deficiency i op t i c loose stud /nut combinations in 
diesel geneiators Initially reported on 020614 Rbidox k plan 
for 1 ns p ft letorquing of stud/nut combinations finallied 
Status of insp expected by 030606 

KOESTER. G L Kansas Gas ft Lloctric Co 03/02/04 SEIDLE.W C 
Division ot Resident, II eat. tor Project ft Engineering Pi og rams ip 

i 7J 70 297 £4X fiche 90-402, 03 /02/04 , 0302 1 6()*»45 


0302230504 Interim deficiency rept ro lestrlctud movement of 
nonsfcat l onai y pipe supports Initially topcirtod on 021014 
Evaluation of supports by AT incomplete Status of evaluation 
mill be provided by 030425 

KOESTER, G L Kansas Gas b Electric Co G3/02/16 SCIDLE, U C 
Division or Resident* Rear^ot Project ft Engineering Programs Ip 
17246 197 24/ riche 90-402,03/02/16*8302230504 


0302200511 Intei im deficiency rep t re d > ncr op anc i os m bora tod 
refueling water storage sys Initially reported on 030120 
Actions initiated to correct discrepancies b determine if 
similar problems exist No it rept bg 030435 

KQE3TER, G L Kansas Gas b Electric Co 03/03/ 17 8EIDLE.W C 
Division of Resident* Roactoi Project b Engineering Programs ip 
1730907/ 24X fiche 90-402,03/03/17,030^200911 


EHO 220030 7 PKO - | y-03-008 on 0JO222, stop work order imposoii on 
turnover of safety-related eye ft components from contractor 
to startup organisation F’rortdur© reviews 6 levs must bo 
c oTipleted 

JOHNSON* W D * SCHUl4*W 0 Region 4* (Jf fleet of 01 rector 03/02/23 
l P i 7309 339 24 < Fiche 9O-40P, i I I/O 2/23, 0302200*107 


0302080575 Generic Ltr 83-09 to all operating reactor licensees* 
applicants for CL ft holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

EISENHUT* D G Division of Licensing B3/O2/0B Consolidated 

Edison Co of Neu York* Inc IJpp 17290 247 24X 

Fiche 50-000.93/02/00,8302050 295 


B302070090 Generic Ltr B3-10C to all applicants w/Wes ting house designed 
NS'aS r* resolution of TM I Action Item II K 3 5* "Automatic 
Trip of Reactor Coolant Pu,-ps u 

EISENWUT* D 0 Division of Licensing 83/02/08 Baltimore Gas & 

Electric Co 30pp 17290 212 24X Fiche 50-000. 83/02/0B* 

B 3020 900 90 


9302250117 Notification of 0302 22 meeting u/u&ils in Betbesda.MD to 
discuss matters re equipment qualification review 
EDISON, G E * HOLONICH, J J Licensing Branch 1 03/02/09 

YOUNGBLOOD, B J Licensing Branch 1 4pp 17302 191 24X 

Fiche 90-000*03/02/09,8302250117 


0302250145 Requests i dent l f i ca t l on of orgam latUn & reviewer 
responsible for review of Section 6 of Tech Specs re 
administrative controls 

NOVAK, T M Assistant Director for Licensing B3/02/15 
THOMPSON * H L Division of Human Factors Safety lp 17299 334 
24X Fiche 50-000*83/02/15*8302250145 


B302240353 Notifies that NRG position on reactor trip breaker testing 
issue unchanged Houston 030203 ltr to Wes t i ngh d js e 
forwarded 

YQUNQ8L0QD* B J Licensing Branch 1 03/02/16 SCHNELL, D F Union 

Electric Co KOESTER* G L Kansas Gas ft Electric Co 3pp 
17289 217 24 < Fiche 50-000*83/02/16.0302240353 


— 8302100261 Discusses 030126 nesting re appeal for testing of reactor 
trip breakers Appeal denied 

HOUSTON*!? U Assistant Director for Reac fcoT Safety 03/02/02 
RAHE, E P Westinghouse Electric Corp 2pp 17299 220 24X 

Fiche 50-000, 83/02/16* 8302240353 


V Operator Examinations 


E HRC Safety Evaluation Report CSER >, suppls & correspondence 


D301310203 Generic Ltr 03-06 to all power reactor 1 i censcea, app 1 leant* 
for 0L«*N8S Vendors* roar tm vendor* b Af ro certificates 
ft revised format for reactor qpoi'flier 6 senior roactoi 
operator licenses Svc list eni l 

E ISENiiJT* I) 0 Division of licencing 03/01/31 Consolidated 
Edison Co of Now York, Inc 1 4 p p 1/347 17/ 24X 

Fiche 30-000, 83/01/31 « U30 13 10203 


0302280423 Responds to Generic l tx m 01 requesting project schedule 
requirements for conducting opera tin licensing exams Initial 
orars tentatively scheduled during wks of 840716-20 ft 
0917-21 Oath of Affirmation end 

KOESTER. G L Kansas 04 f b Hectrlr Gu 03/02/113 11FNT0N, H R 
Office of Nucleai Reactor Regulation, IHrvctnr 3pp 1/309 167 
24X Fiche 50-482,03/02/23,8302280423 


8302040363 Forwards addl info to support resolution or identification 
of proposed actions required to resolve 5ER Confirmatory 
Issues 15* 17* 10. 19 ft 23 

PETRlCKiNA Standardned Nuclear Unit Power Plant System 
03/02/02 DENTON, HR Office of Nuclear Reactor Regulation* 
Director 3pp 17018 275 24 X Fiche 50-000.83/02/02.8302040363 


8302040374 Forwards analysis of postulated steam line break event which 
concludes that consequences of event bounded by previous 
accident analyses described in FSAF? Rept satisfies SER 
Cotif irmatory Issue* 13 ft B 14 

PE1RICK* N A Standardi i ed Nuclear Unit Pouer Plant System 
03/02/02 DENTON, H R Office of Nuclear Reactor Regulation. 

Director ilpp 17018 302 24X Fiche 50-000*83/02/02.8302040374 


F Security* medical* emergency ft* fire protection plans 


DUCKET STN-D0-4A3 CALLAWAY PLANT* UNIT 1 


A App i i ca t ion/ construe t i on stage documents ft l orro spondenc p 


83020S0113 Hoard Notification 82 122A forwards UUOG 021 110 ltr 
clarifying previous recommendation* ro recurrence of 1006 
Char I es lon-ty p<? earthquake W/o one 1 

NOVAK * T M Assistant Director for Licensing 82/12/30 Atomic 
Safety and Licensing Board Panel 10pp I710D 339 24 X 

Fiche 50-000. 02/ 1 2/30* 0302000 1 1 3 


0301210340 Generic Ltr 03-04 to all licensees of operating reactors* 
applicants for 0L ft holders of CPs re regional workshop 
concerning Suppi I* NUREQ-0737* "Requirements for Emergency 
Response Capability ** Svc list end 

eiSEL'rWT. D G Division of Licensing 83/02/01 Consolidated 

Edison Co of New York* Inc llpp 17221 226 24X 

Fiche 50-000* 83/02/01*3301210340 


G Adjudicatory correspond e-rsc e 


0302040249 
c one erns 
extended 
Info will 
PETHICK* N 
03/02/02 
Dirac tor 


Forwards info modifying TSAR 
use of redundant safely-giad 
hot standby conditions from 
bo incorporated into future 
A Standardiiod Nuclear Un 
DENTON, H R Office oP Nut 
2 pp 17019 31/ ?4X Fich 


ie Ixot standby conditions Info 
x? equipment to maintain 
uulsid* control room 
TEAR amend 

It Power Plant System 
lonr Reactor Regulation, 
o 90-000, 03/07/02, 030204 0243 


C 302090300 Forwards addl info re NURI 0-0737 .Item II I) 3* "Post-Accident 
Sampling " Info resolves license Condition 20 for Callaway ft 
Llcexiso Condition 0 17 for Wolf Creek U suppls info in FSAR 
Section 18 2 3 

PETRlCKiN A Standardised Nuclear Unit Power Plant System 
03/02/04 DENTON* H R Office of Nuclear Reactor Regulation. 

Director 7p p 17069 339 24 X Tlcho 90-000.03/02/04*0302090308 


0302020259 Notice of A5LAB constitution AS Ro sent halt Chairman ft OJ 
J Edles ft RL Qotchy* members 

SHOEMAKER* C J Atomic Safety and Licensing Appeal Panel 83/01/31 
lp 16974 167 24X Fiche 50-403* 83/ 01 /31 * 0302020259 


8302000243 Answer opposing util 030121 motion to change schedule for 
litigation of emergency planning c on t e ntf u n a. Ut i 1 using 
delaying tactics to circumvent not solve issues 
Certificate of five end 

REED* J G Reed* J 0 83/02/01 Atomic Safety and Licensing Hoard 

Panel 3pp 17057 16b 24 1 Fiche 50-483*83/02/01*0302000243 


0302070937 Memorandum ft order granting applicant (notion to change 
schedule for filing motions for summary disposition ft 
testimony ft for hearing Revised schedule listed 

BRIGHT, G 0 * KLINE* J R * GLEASON, J P Atomic Safety and Licensing 
Board Panel S3/02/03 i/nlon Electric Co 2pp 17038 331 24X 

Fiche 50-4S3* 03/02/03* B30207O537 
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6302070573 Exceptions to A8LAS 021213 partial initial decision re xn&p 
of embedded plates Certificate of Svc end 

CHACKES. K H Joint tnt«rvenors-Ca| lamaij CHACKES, K M Chackesfc 
Hoars 03/02/03 Atomic Safety and Licensing Appeal Panel 8pp 
17034 284 24 X Fiche 50-483-03/02/03,8302070573 


8212060360 IE Info Notice 8J-0*', "Unt-r^o HOBC* HI BC* HPtti * H lift 
Gearheads ' Svc list encl 

JORDAN- E L Division or Emergency Pr <=»pax ed ne ss % Fug I he-er I n<| 

Response (Post 830103} G3<Ol/e;0 Con s o J i da t ed Edison Co iJ Nr.*, 

York. Inc 107pp 17144 001 ?4 < Fiche 50-000- tH/Gl /,.►«, fjj l m ■ 


0302160577 Confirms 830101 L 07 telcons re objection to applicant 
S30121 proposed change of schedule Change unjustified Ruling 
on Contentions 16 - 20 -omitted trcm 821207 memorandum A 
order requested 

RELD/J 0 Reed, J G 83/02/0? GLEASON, J P , BRIGHT, G D . 

KLINE. J R Atomic Safety and Licensing Board Panel lp 17170 09i 

24 X Fiche 50-483*83/02/09.6302160297 


6302180267 Views on applicability of I0CFR20 stds to emergency 
planning activities No legal requirement exists that Part 20 
must be used to control post-accident re-entry & recovery 
Certificate or Svc end. 

PERL I S. R G Hearing Branch 3 83/02/H 6pp 17212 064 24X 

Fiche 50-483, 93/02/14. 83 02IB0267 


6302230607 Answer opposing NRC 030214 views on 10CFR20 stds for 
protection against radiation Safety stds that apply to 
routine plant operations should apply to ei traord inary 
operations Certificate of Svc end 

REED. J G Reed. J 0 83/02/18 Atomic Safety and Licensing Board 

Panel 3pp 17254 055 24< Fiche 50-493,83/02/18.6302230607 


J Insurance 6 indemnity information 


6302040270 Forwards Endorsement 12 ta NElIA Policy NF-264 

NAD EL i M Marsh 4 McLennan. Inc * M 4 M Nuclear Consul tents, Inc Div 
B3/01/3I SALTZMANi J Assistant Director for State U Licensee 
Relations 2pp 17020 035 24X Fiche 50-493,83/01/31,93020402/0 


G Inspection reports, IE Bulletins 4 corresp ondence 


63Q204C039 Addl response to FOIA request for 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning QA deficiency 
Forwards App A documents Document 31 available in PDR 
FELTON. J H Division of Rules and Records 02/12/30 HIATT, S L 
Ohio Citnens t-or Responsible Energy 3pp 17045 144 24X 

Fiche 50-000.82/12/30,8302040039 


03020401 1 1 Forwards graphics sumirtannng const site noncompliance dot- 3 
for 1976-80 

HIND, J A Division of Emergency Preparedness & Operational 
Support 82/02/05 KEPPLER . J G Region 3, Office of Director 
23pp 17045 219 24X Fiche 50-000,82/12/30,8302040039 


0212060361 IE Into Notice 83-03 "ual ibr of Liquid Level hit tru-np rl t * 
Svc list enc I 

JORDAN, E L Division of Emergency F t e pared ness ?, Fug i nee r i H{j 
Response (Post 030103) 8J/OI/P0 c on s o J i da ted Edison Cu nf H* ^ 

York. Inc IJOpp 17074 09b 24< Fiche 50-000, WJ/Ol /, >0,021 - J M) f A 4 


Q'302030303 Advises of 830207 open to? urn in Chicago, IL re locent iff* t 
10CFR50 54 l» 50 95 IE will conduct tormal presentation 
fall-sued by question h ansje? session Requests thai 
parttc ipation be limited to three people 

SPESSARD, R L Division of Engineering 03/01/20 Commnuu-a <t J IN 

Edison Co 2pp S 7008 107 24k Fiche 50-000, 00/0 l ' 20, 0 iOJO \<\ PiM 


0302130456 Ac It receipt of 8301P6 1 fcr informing NRC of step* *«’ 

correct violations noted in IE Insp Rept 30-4B3/82-09 
BPESSARD. R L Division of Engineering 03/02/09 SCfM H , l) I 
Union Electric Co lp 17150 108 24 X Ficho 50-403, 8 1/02 /(111 

Q302150456 


--9302150466 Responds to NRC 820917 Hr tp violations nolod In II h 
Rep t 50-493/82-09 Completion date of 030131 cannot be mot 
due to delays in obtaining lebar locating equipment t> time 
devoted to training 

SCHu-lL, D F Union Electric Co 93/01/26 NCJRfLlUB.C t 
Division of Engineering lp 17159 109 24X 

Fiche 50-433, 83/02/00, 03021 50456 


0302250198 Responds to IE Bulletin 02-04, " De f ic I enr u, * Hi f'r in<u y 
Containment Electrical Penetration Assemblies " All 
Bunker ftamo furnished penptiation assemblies inspected A 
reworked to correct deficiencies 

SEIKEH. S J StandardUed Nuclear Unit Power Plant System II a 

DEVCUNG.R C Director's Office, Office of Inspection and 
Enforcement 2pp 17292 359 24 < Fiche 50-000. 03/02/2 I* €1 10»W1 i** i 


S Reportable occurrences, L FRs h related correspondence 


0302040344 Interim deficiency lept re battery charger output chtib* 
■failure Initially reported on 830105 Caused by short circuit 
between choke input lead 4 coil Final rept expected by 
33021 5 Also reportable pei Par» ?| 

S Cl SHELL, D F Un Ion Elec ti i c Co U3/01/26 KCPPLbR. J 0 Return * 
Office of Director Ip 17010 251 P4X Fiche 50-403. IJI/O l /,*/,. 
0302040344 


0302040197 Forwards updated noncompliance history for const sites Foi 
1976-01 , per JJ Harrison request Total insp hours for each 
facility added 

HIND, J A Division of Emergency Preparedness U Operational 
Support 92/06/08 SPESSARD, R L Division of Project k Resident 
Program* 2pp 17043 279 24X Fiche 50-000,82/12/30,8302040039 

8302040332 Forwards 1981 comparison data for operating j, const plants, 
consisting of total numbers of none omp J i a nee items, repts 
iten*^ in,P houri,ieverit{ f Uvels, points t, hours per rept V 

SUCHARSKIrL Region 3/ Office of Director 02/07/08 

KEPPLER,J G Region 3. Office of Director 13pp 17045 201 24y 

Fiche 50-000.82/12/30,8302040039 P 

6302040047 Forward* IE Insp Rept 50-483/02-19 on 021101-1231 fc notice 
or violation 

crimt?, _ Dlv 1 l, j on Project h. Resident Programs 93/01/20 
SCHNELL, D F Union Electric Co 2pp 17020 333 24X 

Fiche 50-483,83/01/20,8302040047 


V Operator Framina t i ana 


0^01310203 Generic Ltr 83-06 to all power reactor 1 i c entcvi . opr t l« a.h 
for OLs.i’SS vendor *, reac toi vendors *, AF re certificates 
tr revised format for reactor operator *, senior reactor 
operator license* 3vc list enc 1 


EISENKUT. D 0 Division of Licensing 83/01/31 
Edison Co of Neu York, Inc I4pp 17347 177 
Fiche 50-000, 83/01/31,9301310203 


Consol Ida tod 


?°™ 1 . STN ~ S °"' 1S5 STeRLlNG l*OMF» NUCLEAR PROJCCT, UNIT 1 
® ^spection reports, IE Bulletins 4 correspondence 

a3 ioRnAf e i‘ E 'Sf 0 ,"?* 1 ".”" 01, " RiMJ ''"'.r. Inc " Svc n.l .,,,1 
JORDAN, E L Division of Emergency Preparedness $« rnglneffiinti 
Response < p ost 8301031 03/01/26 Consolidated Edison Co^ of 

York. Inc l!8pp 17023 160 ?4< Fiche 50-000, 83/01 /26 , GJJ k'OMJ- l*< i 


-8302040051 Notice of violation from insp on 821101-1231 

KNGP.R C Division of Project t* Resident Programs 93/01/20 
2pp 17020 335 24X Fiche 50-483, 83/01 / 20, 9302040047 

— 0302040055 IE Jn*p Rept 50-483/82-19 on 821101-1231 NoncompUance 
noted inadequate insp of surface mounted plate L failure to 
maintain min separation betueen redundant Class IF fleitble 
conduits at feedwater flaw control valves 
NEISLER.J H $ KONKLIN, J. E Region 3, Office of Director 
83/01/19 7pp 17020 3 3 7 24X Fiche 50-483,83/01/2^8302040047 

8312060358 IE Info Notice 83-01, “Ray Hiller, Inc " Svc h.i - i 
JORDAN, E L Division of Emergency Prppa"^, & Eno nier n 
Response <Po*t 830103) 03/O?/26 V Co^ol!dlted Edu” c« 9 fl a Mo 

York, Inc UBpp 17023 160 24X Fiche 50-000,83/01/26,9212060359 


Oearheads Svc list end « " U1t " 

Inc fO?pp 17(44 001 34X Fiche 50-000, Q3/OI /UQ, 3»)AO v Jft F 

02 gv? 6 h!{ inc! nf ° "^ ,Ce 03 ' 03, " Cal,bl of L,quitf Levei Ins-trurspn 

JORDAN, E L Division of Fmorgency Preparedness & Ena 1 no 

Y”r a inc tPO !lODD 0l0 i 7 A 7 o S m^ 1/2 ?ii/ r- C on 30 n <** *e d Edison Co ^ 

UOpp 17074 095 24 K Fiche 50-000,03/01/20,83130^0^1 



DOCKETED ITEMS 


DOCKET STR-5G-40A CALLAWAY PLANT, UNIT 2 


A App 1 t cation/cons true ti on siege documents Z correspondence 


0302098030 Generic Ltr 83-10C to all applicants ui/Uesti ngh ouse designed 
NSSS re resolution of TMI Action Item II K 3 5, "Automatic 
Trip af Reactor Coolant Pump* " 

EISENHJT, D 0 Division or Licenamg 03/02/08 Baltimore Gas 6 
Electric Co 30pp 17290 212 24 < Fiche 50-000,03/02/08. 

Q302070080 


Q Inspection reports, IE Bulletins & correspondence 


9302Q4C037 Addl response to FOIA request for 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning QA deficiency 
Forward* App A documents Document 31 available in FDR 
FELTON. J K Division of Rules and Records 82/12/30 HIATT. S L 

OMo Citizens for Responsible Energy 3pp 17045 14-4 54X 

fiche 50-000, 02/12/30. 8302040039 


-*■0302040111 Forwards graphics summariMng const site none orrip 1 1 anc e data 
for 1 976-80 

HIND, J A Division of Emergency Preparedness it Operational 
Support 02/02/03 KEPPLER. J 0 Region 3. Office of Director 
23pp 17043 219 24/ Fiche 30-000,02/12/30,8302040039 


— 0302040197 Forwards updated none amp 1 i ante history for const sites for 
1976-81, per J J Harrison request Total insp hours for each 
Fac il i ty added 

NINO, J A Division of Emergency Preparedness £, Operational 
Support 02/06/08 SPEE5ARD, R L Division of Project it Resident 
Programs 2pp 17043 279 ?4X Fi che 30-000, 02/12/30, 0302040039 


--0302040332 forwards 1901 comparison data for operating 6 const plants, 
consisting of total numbers of none ompliance items, rept* 
issued, insp hour s, sever i ty levels, points t, hours per rept t< 
i ten 

SUCHARSKI, L Region 3, Office of Director 02/07/00 

KEPPLEfl, J Q Region 3, Office of Director 13pp 17045 281 24X 

Flche 50 000, 02/12/30, 8302040039 


0302 030303 Advises of 830207 open forum in Ch icago, IL re recent rev to 
10 CFRSO 54 & 50 S3 IC will conduct formal presentation 
followed by question k answer session Requests that 
pa r tic ipation be limited to three people 

SPESSARDi R L Division of Engineering 83/01/28 Commonwealth 
Edison Co 2pp 17009 10/ 24X Fiche 30-000,83/01/20,9302030303 


DOCKET STN~ 50-400 PERKINS NUCLEAR STATION. UNIT 1 


A App 1 icatiort/cpn* true tion stage documents it correspondence 


B3Q2090065 Generic Ltr 83-10A tp all applicants ui/C-E designed N000 
re resolution of TNI Action Item II K 3 5, "Automatic Trip 
of Reactor Coolant Pumps " Svc list encl 

ElSEliHUT, 0 0 Division of Licensing 83/02/08 Louisiana Poimt *, 
Light Co 28pp 17314 232 24X Fiche 30-000, 03/02/OB, 0302090060 


Q Inspection reports, IE Bulletins 4 correspondence 


0212060358 IE Info Notice 83-01. "Ray Miller. Inc " 8vc list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of New 

York, Inc li0pp 17023160 24 < Fiche 50-000. 03/01/26,82120*0339 


0212060360 IE Info Notice 83-02, "Limi torque HODC. H13C, H2BC k H3QC 
Oearheads " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/28 Consolidated Edison Co of New 

York, Inc I07pp 17144 001 24X Fiche 50-000,83/01/28,0212060360 


8212060361 IE Info Notice 83-03, "Callbt of Liquid Level Instruments " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103), 03/01/28 Consolidated Edison Co of New 

YorJu Inc UOpp 17074 095 24/ Fiche 50-000,03/01/23,8212060361 


S Reportable occurrences. LERs 4 related correspondence 


8302030493 Part 21 rept re determination that post-LOCA hydrogen 
recofnbiner is likely to malfunction following exposure 
to elevated temp, high humidity environ Replacement part 
Identification will be provided to operators by 030-210 
EI1PEY.DC Rockuell International Corp 02/J2/17 COLLINS, J 
Region 4, Office of Director 4pp 17006 120 24* 

FUhe 80-000, 02/12/17.8302030495 


V Operator Examinations 


8301310203 Generic Ltr 83-06 to all power reactor 1 1 c ense em, applicants 
for OLs, NSS vendor a, reactor vendors Z AE re certificate* 

& revised format for Teactor operator 6 senior reactor 
operator licenses Svc list end 

EISEUHUT j D O Division of Licensing 03/01/31 ' Consolidated 

Edison Co of New York, Inc l4pp 17347 177 24X 

Fiche 50-000,63/01/31,8301310203 


DOCKET STN-50-409 PERKINS NUCLEAR STATION, UNIT 2 


A Appl ication/ cons truction stage documents 6 correspondence 


9302090065 Generic Ltr B3-10A to all applicants w/C-E designed NSSB 
re resolution of Till Action I teen II K 3 3, "Automatic Trip 
of Reactor Coolant Pumps " Svc list end 

EISENHiJT, D G Division of Licensing 03/02/09 Louisiana Power i 
Light Co 20 pp 17314- 232 24X Fiche 50-000,03/02/08,9302090065 


O Inspection reports, IE Bulletins L correspondence 


0212060350 IE Info Notice 83-01, "Ray Miller, Inc " Svc list anti 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 630103) 03/01/26 Consolidated Edison Co of New 

York, Tnc 1 10pp 17023 160 24X F i cha* 50-000, 03/01/26, 021 2060350 


0212060360 IE Info Notice 83-02, "U mf tor que H0BC, HIBC. H2BC 6 H3BC 
Oearheads " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Po* t 030103) 93/01/26 Consolidated Edison Co of New 

York , Inc t09pp 17144 OOJ 24X Fiche" 5 0-000, 03/01/28, 0212060360 


0212060361 IE Info Notice 83-03, "Calibr of Liquid Level In* trumente «> 
Svc list end 

JORDAN, E L Division of Emergency Prepared neos 4t Engineering 
Response (Post 030103) 93/01/20 Consolidated Edison Co. of New 

York, Inc UOpp 17074 095. 24X Fiche 50-000,83/01/20,9212060361 


S Rep or table occurrence*, LER* i related correspondence 


0302030495 Part 21 rept re d eterm i r>* t i on that post-LOCA hydrogen 
recombiner is likely to malfunction following exposure 
to elevated temp, high humidity environ Replacement part 
identl f ication will be provided to operators by 830218 
EMPEV.D C Rockueli International Corp 92/12/17 C0LLIW&, J, 
Region 4, Office of Director 4pp 17006 129 24X 

Fiche 50-000,02/12/17,8302030499 


V Operator Examination* 


□301310203 Generic Ltr 03-06 to all power reactor 1 1 censaes, app licante 
for OL* , N8S vendors. reactor vendors L AE re certificate* 

& revised format for reactor operator k senior reactor 
operator license* Svc list end 

EISENHUT.DO Division of Licensing 93/01/31 Consolidated 

Edison Co of New York, Inc I4pp 17347 177 24X 

Fiche 50 - 000 , 03/01/31, 8301310203 


DOCKET STN-30-490 PERKINS NUCLEAR STATION. UNIT 3 


A App i lea 1 1 on / cons true t ion stage documents It. correspondence 


8302070069 Generic Ltr 83-IOA to all applicants w/C-E designed NBSB 
r# resolution of TMI Action Item U K 3. 5, "Automatic Trip 
of Reactor Coolant Pump* *’ Svc list end 

EISENHUT, D 0 Division of Licensing 83/02/08 Louisiana Power k 
Light Co 20 p p 17314 332 24 X El c he. 30-008, 83/02/08, 93020 90065 


G Impaction reports, IE Bulletin* 6 correspondence 


8212060339 IE Info Notice 83-01, "Ray Miller. Inc “ Svc Hit end 
JORDAN, E L Divider of Emergency Preparedness S. Engineering 
Response (Post 030103) 83/81/26 Consolidated Edison Co of New 

York, I n< iiepp 17023 J60 24< Fiche 50-000,83/01/26*9212060330 


8212060360 IE I rtfo Notice 83-02, ,T Li«>i torque HO0C* H1BC. H2BO 6 H3BC 
Oearheads 11 Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 83/01/29 Consolidated Edison Co of New 

York, Inc . I07pp i7I44'001 24X F i che: 30-080, 83/01/29, 821 2060360 

8212060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments," 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/81/29 Conso- 1 idated Edison Co of New 

York, Inc 1 lOpp 17874 095 24/ Fiche 50-000,83/01/20.8212060361 
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DOCKETED ITEMS 


S Reportable pcturrenteSf LERs l related correspondence 


830 £030 49 3 Part 21 rept re determination t bat post-LOCA hydrogen 
recamblner is likely to malfunction following exposure 
to- elevated temp.fiigb humidity environ Replacement part 
l d ent i f l ca t i on will be provided to operators by 930218 
EMPEY, D C Rockuell International Corp 02/12/17 COLLINS. J 
Region 4. Office of Director 4pp 1/006 123 24 X 

Fiche 30-000,82/12/17.6302030495 


V Operator Examinations 


B30 1 310203 Generic Ltr 83-06 to all power reactor licensees, app licants 
for OLs.NSS v end or* , r sac t or vendors t AE re certificates 
U revised format for reactoi operator i senior reactor 
operator licenses Svc list ercl 

EISENHUT. D G Division of Licensing 83/01/31 Consolidated 

Edison Co of Neu York, Inc I4pp 17347 177 24X 

Fiche SO- 000, 03/01/31. 8301310203 


DOCKET 8TN-50-491 CHEROKEE NUCLEAR STATION, UNIT 1 


A App l icat i or/construct ion stage documents t correspondence 


8302060295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL L holders of CF for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

ElSENHi JT, D 0 Division of Licensing B3/02/0B Consolidated 

Edison Co or Neu York, Inc llpp J7290 247 24 X 

Fiche 50-000,33/02/08.6302080295 


9302090065 Generic Ltr 83-10A to all applicants w/C-E designed NESS 
re resolution of Till Action Item If K 3 5, "Automatic Trip 
of Reactor Coolant Pumps " Svc list encl 

EISENHUT.O G Division of Licensing 83/02/08 Louisiana Power ?« 

Light Co 2&pp 17314 232 24X Fiche 30- 000, 93/02/0B, 8302090065 


9302250391 Forwards Amend 19 to Duke Power nuclear guides Amend 20 
uiiil be forwarded in Apr 1983 

ELLIOTT, JL Duke Power Co 63/02/18 3 1 RKEL , R Office of Nuclei 

Reactor Regulation, Oirector 2pp 17296 215 24X 

Fiche 50-000,83/02/16.8302250391 


— 0302250400 Rev OA ta Nuclear Guide 1 61, "Damping Values for Seismic 
Design of Nuclear Power Plants ,J 

+ Duke Power Co Q3/01/0A 7pp 17296 217 24X 

Fiche 50-000,83/02/16,8302250391 


— 8307250424 Rev 1A to Nuclear Guide i 143, "Design Guidance for Radwarte 
Ngt Sy s, Structures b Component* Installed in 
L igh t-Wate r -Cod 1 ed Nuclear Powi-er Plants " 

MULLER , f? E Duke Power Co Q3/0t/06 I4pp 17296 297 24X 

Fiche 50-000,83/02/18.8302250391 


F Security, medical, emergency L fire protection plans 


9301210340 Generic Ltr 83-04 to all licensees of opera+ihg reactors, 
applicants for OL b holders of CPs re regional workshop 
concerning Suppl 1 , NUREG-0737, "Requirements for Emergency 
Response Capability “ Svc list end 

EISEKH-JT, DO Division of Licensing B3/02/01 Consolidated 

Edison Co nr Neu York, Inc llpp 17221 226 24X 

Ficha 50-000,93/02/01.8301210340 


G Inspection reports, IE Bulletins i correspondence 


302150109 Forwards response to 821210 request for addl info on IE 
Bulletin 81-03. "Flow Blockage of Coaling l/ater to Safety 
Bys Components by Corblcula Sp (Asiatic clam) & Mytilus Bp 
(Mussel) " Monitoring program for clams to be established 
DAIL.L C Duke Pouer Co 83/01/17 O'REILLY, J P Region 2, Office 
of Director 2pp 17146 356 £4X Fiche 50-491 , 03/01 /I7, 8302150108 


8212060358 IE Info Notice 83-0-1, "Ray Miller. Inc " Svc list enc I 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 930103) 63/01/26 Consolidated Edison Co of Neui 

York. Inc 1 18pp 17023 J60 24/ Fiche 50-000.83/01/26,8212060358 


8212060360 IE Info Notice 83-02, "Limit orque HOBC. HlflC. H2UC U H30C 
Gearheads r ' Svc list enc 1 

J0RQAN.E L Division of Emergency Preparedness t* Engineering 
Response (Post B30I03) 83/01/26 Consolidated Edison Co of New 

York. Inc I09pp 17144 001 24X Fiche 50-000, 93/01 /2G, 821 2060360 


8212060361 IE Info Notice 83 03, "Calibt of Liquid Level Instruments " 
Svc list end 

JORDAN, E L Division of Emergency P l op ar ed ne s s V Engineering 
Response (Post 830103, G3 / 0l/28 Consolidated Edison Ca of Neu 

York. Inc 1 lOpp 17074 095 24< Fiche 50-000,83/01/28,6212060361 


8212060363 IF I ni-o Notice S3- 04, "Failure of Elfna Power Supply Units " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 93/02/18 Consolidated Edison Co of New 

York, Inc 1 iOpp 17347 191 24 < Fiche 50-000,83/02/18,8212060363 


0212060365 IE Into Notice 03-05, "Obtaining Approval for Disposinq of 
Very Lou Level Radwaste - 10CFR20 302 " Svc list and 
JORDAN. E L Division of Emergency Preparedness *< Engineering 
Response (Pos f 830103) 83/02/24 Consolidated Edison Co of llej 

York, Inc IMpp 17347 058 24X Fiche 50-000,83/02/24,82 1 2060365 


0212060366 IE Info Notice 03-06, M Noni d entica 1 Replacement Parts " 

Svc list end 

JORDAN, E L Division of emergency Preparedness b Engineering 
Response (Pos *- 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc 112pp 17361 |4Q 24X Fiche 50-000 , 83/02/24,0212060366 


S Reportable occurrences, LERs 6 related correspondence 


8302030495 Part 21 rept re determination that post-LOCA hydrogen 
rocombiner is likely to malfunction following exposure 
to debated temp, high humidity environ Replacement part 
identification will be provided to operators by 830218 
EMPEY, D C Rockwell Internat i ona J Corp 82/12/17 COLLiNB, J 
Region 4, Office of Director 4pp 17006 120 24X 

Fiche 50" 000, 92/12/ 17, 8307030495 


V Operator Examinations 


0301310203 Oarer l c Ltr B3-0& to all power reactor 1 ic ens ees, app 1 1 cants 
For OLs.fSS vendors, r eac t or vendors K AE re certificates 
L revised format for reactor operator l senior reactor 
operator licenses Svc list end 

ETSENhUT, D G Division of Licensing 83/01/31 Consolidated 

Edison Co of Neu York, Inc I4pp 17347 177 24X 

Fiche 50-000.93/01/31,8301310203 


DOCKET STN-30-492 ChfiROHEE NUCLEAR STATION. UNIT 2 
G Inspection reports, IE Bulletins f correspondence 


8302150100 Forwards response to 821210 request for add! info on IC 
Bulletin 01 03, "Flow Blockage of Cooling Nater to Safety 
Bys Components by Corbicula Sp (Asiatic clam) b Mytilus Bp 
(Mussel) 11 Monitoring program for dams to be established 
DAIL.L C Duke Pouer Co 83/01/17 O'REILLY, J P Region 2. Officr 
of Director 2 p p 17146 356 24 l Fiche 50-491 , 03/01 / 17, 03021 SOI 08 


B21 2060359 IE Info Notice 83-01. "Ray Miller, Inc " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/01/26 Consolidated Edison Co of New 

York, Inc lt0pp 17023 160 24/ Fiche 50-000, 03/01 /26. 821 S06035EJ 


B21 2060360 IE Info Notice 03-02, "Limi torque HOBC, HIBC, H2DC t H3UC 
Soar heads • Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/01/28 Consolidated Edison Co of Neu 

York, Inc 109pp 17144 001 24X Fiche 50-000,83/01/28,6212060360 


0212060361 IE Info Notice 03-03. "Calibr of Liquid Level Instrument* Jl 
9vc list end 

JORDAN, E L Division of Emergency Preparedness i< Engineering 
Response (Post 830103) 83/01/20 Consolidated Edison Co of Hew 

York, Inc 1 IOpp 17074 095 24 < fiche 30-000, 03/01 /2B. 82 1 2060361 


S Reportable occurrences, LERs b related correspondence 


B302030495 Part 21 rept re de term ina 1 1 a n that post-LOCA hydroge-n 
reconbiner is likely to malfunction following exposure 
to elevated temp. high humidity environ Replacement part 
identification will be provided to operators by 830218 
EMPEY, DC Rockwell International Corp 02/12/17 COLLINB. J 
Region 4, Office of Director 4pp 17006 128 24X 

Fiche 50-000. 02/12/17, 0302030495 



DOCKETED ITEMS 
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V Operator Eiami nations 


0301310203 Cehenc Ltr 83-06 to all power reactor 1 1 c enso es > ap p 1 i c ant s 
for CLs, HS5 vendors, reactoi vendors t- AE r<? certificates 
Jr revised format for reactor operator l senior reactor 
operator licenses Svc list enc 1 

EISEKMJT.D G Division qf Licensing 03/01/31 Consolidated 

Edison Co of Neu Vork, Inc I4pp 17347 177 24X 

Fiche 50-000,03/01/31.0301310303 


DOCKET STM- 50-4 93 CHEROKEE NUCLEAR ST AT ]GN> UNIT 3 


A Applies t i on/ conarruc t i or stage documents t, c orre $ p on d anc e 


8302090065 Generic Ltr B3-10A to all applicants w/C—E designed NSS8 
re resolution of TM1 Action Item II K 3 5, "Automatic Trip 
of Reactor Coolant Rumps " Svc list oncl 

EIS2KHJT. D G Division of Licensing 83/02/08 Louisiana Rower t< 

Light Co 23p p 17314 232 24X fiche 50-000,03/03/08,6302090063 


Q Inspection reports, IE Bulletins & correspondence 


□302150108 Forwards response to 831210 request for addl info on IE 
Bulletin B1-03. "Flow Blockage or Cooling Hater to Safety 
Sy* Components by Corbicula Sp (Asiatic clam) t Mytllu* Sp 
(Mussel)- " Monitoring program for clams to be established 
DAIUL C Duke Power Co 03/01/17 0 'RE I LLY, ■J P Region 3. Office 

of Director 2pp 17U6 396 24X Fiche 50-491,03/01/17.0303150100 


82120*0350 IE Info Notice 03-01, "Ray Miller, Inc " Svc lilt end 
JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post 030103) 83/01/26 Consolidated Edison Co of New 

Vork, Inc t I0pp 17023 160 24X Fiche 50-000,03/01/36,0312060390 


82 1 2060360 IE Info Notice 03-02, "Limitorque HODC, H iBC, H2HC U H3BC 
Gearheads 1 Svc list anc 1 

J □ R DAL", E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) G3/Ot/28 Consolidated Edison Co of New 

York, Inc 109pp 17144 001 24X fiche 50-000,03/01/30,0213060360 


0212060361 IE Info Notice 03-03, “Calihr of Liquid Level Instruments " 
Svc list end 

JORDAN, C L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/01/20 Consolidated Edison Co oP Now 

York, Inc UOpp 17074 095 24* fiche 50-000.03/01/20,8212060361 


S Reportable occurrences, LfRs 4 related correspondence 


B3Q2030495 Part 21 rept re d e tei m t nat i o n that post-LOCA hydrogen 
reepnbiner is likely to malfunction following exposure 
to elevated temp, high humidity enviion Replacement part 
identification will be provided to operators by 030210 
ENFEY.D C Rockwell Intel nat ional Corp B2/I2/17 COLLINS, J 
Region 4, Office of Director 4pp 17006 120 24X 

Fiche 50-000, 82/12/17, 8302030495 


V Operator Examinations 


9301310203 Generic Ltr 03-06 to all power reactor l icenseas, opp I ic ants 
for Qus, NSS vendor s, reac t oi vendors i AE re certificates 
6 revised format for reactor operator 4 senior reactor 
operator licenses Svc list end 

CJSEIM'JT.D G Division or Licensing 03/01/31 Consolidated 

Edison Co of New York, Inc I4pp 17347 177 24X 

Fiche 90-000, 03/01/31, S301310203 


DOCKET 50-496 MONTAGUE NUCLEAR POWER STATION, UNIT I 


A Application/construction stage documents 5 correspondence 


8302000295 Generic Ltr 03-09 to all operating reactor licensees, 
applicants far QL 6 holder* of CP for C-E PWRs re review of 
C-E Owners Croup emergency procedures guideline program Svc 
list end 

EISENHUT.DG Division of Licensing 03/02/00 Consolidated 
Edison Co of Neu York, Inc Upp 17290 247 24X 

Fiche 50-000,03/02/08,0302080295 


G Inspection reports. IE Bulletins 6 correspondence 


9212060363 IE Info Notice 03-04, “Fai lure of Elina Power Supply Unit*- " 
Svc 1 1 a t end 

JORDAN, E L Division of Emergency Pi eparedness 4t Engineering 
Response (post 630103) 83/02/18 Consolidated Edison Co of New 

York, Inc UOpp 17347 j <?j 24X riche 50-000, 03/02/10, 021 206036a 


0212060365 IE Info- Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Level Radwaate - 10CFR20 302 " 9vc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 930103) 83/02/24 Consolidated Edison Co of New 

York, Inc I Upp 1734 7 030 24X Fiche 50-000,03/02/24,8212060365 


0212060366 IE Info NotLce 03-06, "No n i d en ti ca 1 Replacement Parts " 

Svc list end 

JORDAN, E L Division Of Emergency Preparedness 6 Engineering 
Response (Post B30103) 03/02/24 C an so 1 1 dated Edison Co of New 

York, Inc U2pp 17361 140 24 C Fiche 5 0-000.93/03/24,0212060366 


V Operator Exammati ons 


0301310203 Generic Ltr 03-06 to all power reactor I icon ae e s , app 1 lean t s 
for QLsiNSS v endo r* , re ac tor vendors l AE re certificates 
& revised format for reactor operator tj> senioT reactor 
operator licensee Svc list end 

EISENHUT, D 0 Division of Licensing 03/01/31 * Consolidated 

Edison Co of Neu YoTk, Inc I4pp 17347 177 24X 

Fiche 50-000,83/01/31,8301310203 


DOCKET 50-497 MONTAGUE NUCLEAR POWER STATION, UNIT 2 


A App 1 1 cation/cohstruc tion stage document* 8* correspondence 


0302080295 Generic Ltr 83-09 to a 1 i operating reactor licenseos, 
applicants for OL tc holders of CP for C-E PWRs re review of 
C-F Owner* Group emergency procedures guideline program Svc 
list enc 1 

EISENHUT, D G Division of Licensing G3/02/0G Consol itfated 
Edison Co of Ueu York, Inc 1 lpp 17290 2 47 24X 

Fiche 50-000, 03/02/00, 8302000295 


G Inspection reports, IE Bulletins l c orresp undone e 


0212060363 IE Info Notice 83-04. "Failure of Clma Power Supply Units " 
Svc list end 

JORDAN) E L Division of Emergency Pr e p ared ne«e tt Engineering 
Response (Post 830103) B3/027IB Consolidated Edison Co of New 

York, Inc UOpp 17347 191 24X Fiche 50-000,03/02/18,8212060363 


02 1 2060363 IE Info Notice 83-03, “Obtaining Approval for Disposing of 
Very Lou Level Raduaste - 10CFR2O 302 ” Svc list end 
JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co of New 

Yqrk, Inc Ulpp 17347 03a 24/ Fiche 5 0-000,83/02/24,0212060363 


0212060366 IE Info Notice 83-06, "Noni dentica I Replacement Parts " 

Svc Hit enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/02/2-4 Consolidated Edison Co of New 

York, Inc U2pp 17361 140 24X Fiche 50-000,63/02/24,0212060366 


V Operator Examinations 


630 1 3 1 02 03 Generic Ltr 03-06 to all power reactor 1 i c ehaees. ap p licanta 
for CLs, NSS vendors, r eac tor vendors U AE re certificates 
fe revised format for reactor operator 6 senior reactor 
operator licenses Svc list enc 1 

CtSERH'JT, D G Division of Licensing 83/01/31 Consolidated 

Edison Co at Neu York. Inc I4pp 17347 177 24X 

Fiche 90-000. 03/01/31, 830I3S0203 


DOCKET STN- 50-490 SOUTH TEXAS PROJECT, UNIT 1 


A Applicati on/ c on* true 1 1 on stage decuments V correspond enc e 


0302070516 Forward* "Rqvieu of Quadra* Rept. " transition phase-final 
rept Rept contains Qechtel technical response to & rationale 
for disposition of oath Ouadrex issue Bechtel S20B26 ltr 
one 1 

DPREA, 0 W Houston Lighting 6 Power Co B2/0a/26 COLLINS. J T. 

Rag ion 4, Office of Director 3pp 17037 080 24X 

Fiche SO-496, 02/00/26, 83020703 1 6 


— 0302070525 'Review df Quadra* Rept." transition phase-final rapt 
Related responses end 

■» Houston Lighting 6 Power Co CN-619 82/06/26 354pp 

17037 003 24X Fiche 50-490, B2/0B/26. 8302070516 


0302080113 Board Notification 02-122A forwards USG5 021110 Ur 
clarifying previous recommendations re recurrence of 1006 
Charleston-type earthquake W/o enc 1 

NOVAK, T M Assistant Director for Licensing 82/12/30 Atomic 
Safety and Licensing Board Pane* 18pp 17105 339 24 X 

Fiche 90-000,82/12/30,0302030113 
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B30214GI&3 Advi so* that NRC in-progress audit discussed in 021029 ltr 
should be rescheduled for mid-Apr 1983 to support timely 
review or control room design results 

GOLDBERG, J H Houston Lighting «< Power Co 33/01/31 -NOVAK. T M 
Assistant Director for Licensing 2pp 17141 200 24X 

Fiche SO-498, 83/01/31. B3021401 63 


0302100512 Board Notification 83-11 forwards info indicating onset of 
inoeased turbulence 4 acceleration of tube wear occurring 
at feed flou rates of 50/ for Model D/2 b D/3 steam 
generators «c at 70-X for Model D/4 L D/5 steam generators 
NOVAK. T M Assistant Director for Licensing 83/02/03 Atomic 

Safety and Licensing Board Panel 6pp 17143 293 24X 

Fiche 50-000. B3/02/03, 8302 1005 12 


— S 302100522 Summary of 820219 meeting w/GRNL, ANL, TX Util* Generating Co. 
SC Electric & Qas Co. Wes ting h ouse. TVA & representatives of 
Swedish nuclear pouer plant & Krsko In Dethesda.MD re 
accelerated tube wear on Model D steam generators 
CHE5TNUT.SK Licensing Branch 1 82/03/15 YOUNGBLOOD. 8 J 

Licensing Branch t 46pp 17143 298 24X Fiche 50-000,03/02/03. 

6302100512 


G Inspection reports. IE Bulletins K correspondence 


9302030263 Forwards IE tnsp Repts 50-490/82-12 6 50-497/62- J2 of util 
activities re resolution of findings in "Design Review of 
Brown & Root Engineering Work ror South TX Project {Quadrox 
Rept) 

GUTIERREZ, JM Hearing Branch 3 83/01/17 QEGHHOEFER, C . 

H1LL.E E , LAMB, J C Atomic Safety and Licensing Board Panel 
466pp 17000 001 24* Fiche 50-490,83/01/17-8302030263 


8212060358 IE Info Notice 83-Oi, "Ray Miller, Inc " Svc list one I 
JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 8301031 63/01/26 Consolidated Edison Co of New 

York, Inc liSpp 17023 160 24<Fjche 50-000, B3/OJ /26. fl2 1 20 AO 


0302010558 Responds to IE Bulletin 02-04 No Bun ker-Ramo elpcLriL.il 
penetration assemblies installed or planned for installation 
at facilities Affidavit end 

GPREA.O W Houston Lighting U Power Co 83/01/26 CflLl TNK. 1 

Region 4, Office of Director 3pp 16977 104 24X 

Fiche 30-498.83/01/26.8302010550 


9302080295 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for OL & holders of CP for C-E PWRs re review of 
C-E Ouners Croup emergency procedures guideline program Svc 
list and 

EISENHJT.DC Division of Licensing 83/02/00 Consolidated 

Edison Co Of New York. Inc ilpp 17290 247 24X 

Fiche 50-000.83/02/09,8302060295 


F Security, medical# emergency £> fire protection plans 


B30I210340 Generic Ltr 83-04 to all licensees o# operating reactors, 
applicants for OL & holders of CPs re regional workshop 
concerning SuppI 1 , NUREG-0737, "Requirements for Emergency 
Response Capability ” Svc list *ncl 

EISENHUT. D G Division of Licensing 63/02/01 C o nso 1 i da t o d 

Edison Co of New York, Inc Ilpp 17221 226 24X 

Fiche 30-000, 63/02/01,8301210340. 


03020/0364 Ack receipt of 630110 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-490/82-16 Ik 
50-499/02-16 

MADSEN. O L Division of Resident# Reactor Project & Engineering 
Programs 83/02/01 OPREA.G W Houston Lighting S, Power Co Ip 
17030 012 24X Fiche 50-498. 83/02/01 , B3020 7 0364 


-**0302070366 Responds to NRC 821213 ltr re violation* noted in IE Insp 
Repts 50-490/82-16 U 50-499/82-16 Corrective actions two 
add l UL listed 3 h fire dampers installed in HVAC ducts 
Disputes violation re improper storage of QA records 
OPREA.G W Houston Lighting 4t Power Co 83/01/10 COLLINS. J T 
Region 4, Office of Director 7pp 17030 013 24X 

Fiche: 50-493. 83/02 /01. 03020 70 364 


8302170524 Notification of B30217 fc 18 meetings w/util in Bay City.TX 
to discuss status of emergency p lanni ng, inc 1 udlng emergency 
reiponse facilities L appropriate rul es, reg g 1 ations Z, 
guidance 

SCHIERLINO. H Licensing Branch 3 83/02/01 KNIGHTON. G W 

Licensing Branch 3 4pp 17197 111 24X F i c he. 90-490. 83/02/0 1 # 

0302170524 


8212060360 IE Info Notice 83-02. "Limitorquc HOUC, H 1 BC . H2DC U IUDI 
Overheads “ Svc list end 

JORDAN, E L Division of Emergency PieparednBis V Engineering 
Response (Pos t 830103) 83/01/28 Consolidated Edison Co nf PJn-u 

York, Inc 109pp 17144 001 24X Tic he 50-000, 83/01 /2H, DJt 20*0 


B2 12060361 IE Info Notice 83-03, "Calibr of Liquid Level Initrgminti 
Svc list end 

JORDAN, E L Division qt Emergency Preparedness & Engineering 
Response (Pos t 830103) 83/0J/28 Consolidated Edison Co of N* j 

York. Inc 1 lOpp 17074 095 24X Fiche 50-000. 03/01 /2£J. 821 JNW.0 )fti 


8302170221 SPECIAL INSPECTION REPORT OF QUADREX CORPORATION REM OH T ON 
DESIGN REVIEW OF BROWN h ROOT ENGINEER I NO WORK FOR SOUTH 
TEXAS PROJECT, UNITS 1 AND 2 Docket Nos 50-490 And 50-499 
(Houston Lighting And Power Company) 

OBFRO. C R Division of Resident, Reactor Project b Engineering 
Programs NJREO-0948 03/01/31 466pp Available at NRC *M CM 

17188 213 24 X Fiche 90-498,03/01/31,8302170221 


8302070364 Ack receipt of 830110 ltr informing NRC of stops taken to 
correLt violations noted in 1C Insp Repts 30-490/02- 1A b 
50-499/82-16 

MADSEN, Q L Division of Resident, Reactor Project b Engineering 
Programs 83/02/01 CPREA. 0 W Houston Lighting b Power Co Ip 
17030 012 24X Fiche 50-498,83/02/01,0302070364 


— 8302070366 Responds to NRC B2I213 ltr ro violations noted In II Imp 
Repts 50-498/02-16 b 50-499/02-16 Corrective action* two 
add! UL listed 3 h fire dampers installed in HVAC ducts 
Disputes violation re improper storage of QA record* 

CPREA, 0 W Houston Lighting b Po^er Co 83/01/10 COLLI Nil#. J I 

Region 4, Office of Director 7pp 17030 013 24X 

Fiche 50-490.63/02/01,8302070364 


8302230409 Forwards IE Insp Repts 50-490/02-10 50-499/82- It? on 

021201-31 No noncomp 1 ianc e noted 

MADSEN, 0 L Division of Resident, Reactor Project b Engineering 
Programs 83/02/02 OPREA.G W Houston Lighting b Power Co 
17245 340 24/ Fiche 50-498,03/02/02,8302230409 


0 Adjudicatory correspondence 


0302030263 Forward* IE Insp Repts 50-49B/B2-12 b 50-499/02-12 of util 
activities re resolution of findings in "Design Review of 
Brown b Root Engineering Work for South TX Project (Quadrex 
Rept) M 

GUTIERREZ, J M Hearing Branch 3 83/01/17 BECHHQEFER, C # 

WILL, E E , LAMB, J C Atomic Safety and Licensing Board Panel 
466pp 17000 001 24 X Fiche 50-498, 03/0 J / 17, 9302030263 


0 3 0 2150515 Forward* "Special Insp Rept op Quadrex Corp Rept on Design 
Hevi*>u of Brown b Root Engineering Work for South TX 
Prujec t. Uni ti I b 2 * W/o end 

GUTIERREZ, J h Hearing Branch 1 83/02/10 BECHHOEFER, C * 

HILLiE E , LAMB, J C. Atomic Safety end Licensing Board Panel ip 
17196 242 2 4X Fiche 50-498.83 /02/10,0302 1 50313 


0302220033 Notice of RO Peril* appearance In proceeding b JM 
withdrawal of appearance in proceeding Certificate of Svc 
end 

FERLIS, R 0 i OUflERREZ, J M Hearing Branch 3 83/02/18 

17233 263 24X Fiche 30-498,03/02/18,0302220033 


Outisrrei 


4p p 


—8302230416 IE Insp Repts 50-498/82- IB b 50-499/82-18 on 02120 1 11 hi 

noncomp! lance noted Major areas inspected welding 
activi tie*, s torage l matnt.site tours , struc tural concrete# 
transition activities b safety-related fastener* 

HJLL.W K # B0ARDMAN, J R , TOMLINSON, D P Division of Renldont. 
Reactor Project b Engineering Programs 83/01/26 13pp 
17249 342 24X Fiche 50-490,83/02/02,8302230409 


0302230581 Notifies that program instituted to provide insp rip li of 
vendor* used at facilities Program assure* notification of 
insp result* Sample ticket used to flag significant problem* 
end Ack of receipt of rept on end ticket requested 
COLLINS. J T Region 4, Office of Director &3/Q2/16 OPREA, 0 W 
Houston Lighting It Power Co 3pp 17256 254 24X 

Fiche 50-490,03/02/16,8302230501 


8212060363 IE Info Notice 83-04, "Failure of Elm* Power Supply Un II* * 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/02/10 C on* o 1 1 da te tf Ed 1 son Co of Nr* 

York, Inc 1 lOpp 17347 191 24/ Fiche 5 0-Q 00, 83/02/ 18, ©31 206036 J 


8212060365 IE Info Notice B3-03. "Obtaining Approval for Disposing nf 
Very Low Level Radwaste - 10CFR20 302 N Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
R.,pon,» (Po.t 830103) 83/02/2, C on.D 1 ldi t. d Edl.on C» 0, 

York, Inc lllpp 17347 058 24f Fiche 50-000, B3/02/24, 92 1 20-60 16T- 
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02UOti03cjtj IE Into Notice 03-06, "Noni denti ca 1 Replacement Paits 41 
Svc list end 

JORDAMiE L Division of Emergency Preparedness- * Eng metering 
Responds (Post 830103) <33/02/24 Cons o 1 1 d a tod Edison Co of New 

York. Inc l <2pp 17361 140 24X f iche 50-000, 63/02/24, 021 2060366 


5 Reportable occurrences. LERs >t related c orr o s p otid enc e 


0302070607 Deficiency ropt re two coses of insulator Flashover 
e iparleru e d at 349 kV substation since Apr 1980 Insulators 
infij by Lapp Insulator Co Cause unknown Incidents not 
-reportable par 10CFR21 or 10CFR90 59(a) 

OFflEA. Q W Houston Lighting it Power Co 03/01/24 COLLINS, J T 
Region 4. Office of Director 2pp 17034 274 24X 

F i che 50-490.03/01/24.8302070607 


0302030394 Second interim deficiency ropt re essential cooling water 
strainer backwash discharge lino Initially reported on 
820723 Util evaluating Bechtel corrective actions Next rept 
will be submitted by 830513 

OPrtEA, 0 W Houston Lighting L Power Co 03/01/27 COLLINS, J T 

Region 4. Office of Director 2pp 17009 206 24X 

Fiche 50-498. 03/01/27. 0302030384 


V Operator Examinations 


830 L 310203 Generic Ltr 03-06 to all power reactor 1 iccnsee s, app 1 icants 
for CL*. NSS vendor s, reac fc or vendors b AE re certificates 
U revised format for reactor operatoi h senior i oactor 
operator licenses Svc list enc 1 

E1SCNHJT, D 0 Division of Licensing 03/01/31 Consolidated 

Edison Co or New York, Inc 14pp 17347 177 24X 

Fiche 50-000, 03/01/31, 8301310203 


DDCKE1 STN-50-499 SOUTH TEXAS PROJECT, UNIT 2 


A Application/construction stage documents 6 c orr e spondence 


8302070516 Forwards "Review of Quadra* Rept* ° transition phase-final 
rept Rept contains Bochtel technical response to It rationale 
Foi disposition of each Quadrex issue Bechtel 820826 ltr 
enc 1 

QPREA. 0 M Houston Lighting t Power Co Q2/08/26 C0LLIN8*J T 
Region 4i Office of Director 3pp 17037 O0Q 24X 
Fiche 50-498, 02/00/26, 03020705 16 


— 0302070525 "Roview of Quadrei Ropt," transition phase-final ropt 
Related responses end 

* Houston Lighting h Power Co CN-619 82/Q0/24 S54pp 

17037 083 24X Fiche 50-490,02/08/26,8302070516 


0302080 1 l 3 Board Notification 02-J22A forwards UBG3 021 1JB ltr 
clarifying previous rec ommenda t ions re rocurroncu of 1086 
Charleston-type earthquake W/o oncl 

NOVAK, T M Assistant Director for Licensing 62/12/30 Atomic 
Safety and Licensing Board Panel 10pp 171Q9 339 24x 

Tiehe 50-000,02/12/30,0302000113 


0302140163 Advises that NRC in-progress audit discussed in 021029 ltr 
should be rescheduled for mid-Apr 1903 to support timely 
review of control room design results 

GQLDSERG, J H Houston Lighting V Power Co 83/01/31 NOVAK, T M 
Assistant Director for Licensing 2pp 17141 200 24X 

Fiche 50-490, 03/01/31. 0302140163 


9302 S 005 1 3 Board Notification 03-11 forwards info indicating onset of 
increa j ed turbulence l* acceleration of tube wear occurring 
at feed flow rates of 507. for Model D/2 & D/3 steam 
generators $< at 707. fqr Model D/4 */ D/5 steam generators 
NOVAK, T M Assistant Director for Licensing 03/02/03, Atomic 
Safety and Licensing Board Panel 6pp 17143 293 24X 

Fiche 50-000,03/02/03,8302100512 


--630210-0322 Summary of 8202J9 meeting w/OflNL, ANL, TX Utils Generating Go, 
0C Electric 6 Oas Co» Westinghause, TVA it r Spre a entatives of 
Swedish nuclear power plant L Krsko in De thesda, MD re 
accelerated tube wear on Model D steam generators 
CHESTNUT, 0, H Licensing Branch 1 82/03/13 YOUNGBLOOD, B -J 

Licensing Branch 1 46pp 17143 298 24X Fiche 30-000, 03/02 /03» 

0302100512 


B3020B0295 Generic Ltr 83-09 to all operating reactor licensees* 
applicants for QL l< holders of CP for C-E PNRs re review of 
C-E Owners Group emergency procedures guideline program Rye 
list encl 

E19ENHUT.D G Division of Licenung 83/02/08 Contol i da ted 
Edison Co of New York, Inc lipp 17290 247 24X 

Fiche 30-000, 03/02/08, 8302000293 


F Security, medical, emergency k tire protection plans 


0301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants for QL 8< holders of CPs re regional workshop 
concerning Suppl 1 , NUREG-0737, "Requirements for Emergency 
Response Capability " Svc list encl 

EC5ENHUT, D Q Division of Licensing 83/02/01 Consolidated 

Edison Co of Neu York. Inc llpp 1722| 226 24X 

Fiche 50-000, 03/02/Oi, 830t210340 


03020/0364 Ac k receipt of 830110 ltr informing NRC of steps tat en to 
correct violations noted in IE Insp Rept* 50-490/02-16 & 
50-499/S2-16 

MADSEN, G L Division of Resident, Reactor Project fc Engineering 
Programs 03/02/01 DPREA.O W Houston Lighting Power Co lp 
17030 012 24X Fiche 50-498, 83/02/01 . 83020 70364 


— 0302070366 Responds to NRC 821213 1 fcr re violations noted in IE Insp 
Repts 30-490/02*-! 6 & 50-499 / 02-16 Corrective actions two 
addl UL listed 3 h fire dampers installed in HVAC ducts 
Disputes violation re improper storage of GA records 
GPREA, G W Houston Lighting & Power Co 83/01/10 COLLINS, J 7 

Region 4, Office of Director 7pp 17030 013 24X 

Fic he 30-498, 63/02/01 , B302070364 


8302170524 Notification of B302 1 7 t 18 meetings w/iftil in Bay C i fcy. TX 
to discuss status of emergency p lanning, Inc 1 ud 1 ng emergency 
response facilities & appropriate rules, reg ulati on* &, 
guidance 

SCHIERLINOiH Licensing Branch 3 03/02/0 1 KNIGHTON, 0 W 

Licensing Branch 3 4pp 17197 111 24X Fiche 50-490,83/02/01. 

8302170524 


Q Adjudicatory correspondence 


D302030263 Forwards IE Insp Repts 50-496/02-12 8c 50-499/B2-12 of util 
activities re resolution of findings in "Design Review of 
Broun i Root Engineering Work for South TX Project (Quadrex 
Ropt) ' 

GUTIERREZ, JH Hearing Branch 3 03/01/17 DECHHDEFER, C . 

HILL, E E , LAMB, J C Atomic Safety and Licensing Board Panel 
464pp 17000 001 24X Fiche 50-498. 63/01/ 1 7, B302030263 


0302130515 Forwards "Special Insp Rapt of Guadrex Carp Rtpfc on Design 
Review of Brown fc Root Engineering Wot k for South TX 
Pro ject, Units 1 & 2 “ W/o encl 

GUTIERREZ, J M Hearing Branch 1 83/02/10 BECHHDEFER, C , 

HILL, E E , LAMP, J C Atomic Safety and Licensing Board Panel ip 
17156 242 24X Fiche 30-490,93/02/10,0302150515 


03022^0033 Notice of RO Perils appearance in proceeding & JM Gutierrez 
withdrawal af appearance in proceeding Certificate of Svc 
and 

PCRLIS.R 0 , GUTIERREZ, J M Hearing Branch 3 03/02/16 4p p 

L 7233 263 24X Fiche 50-498,83/02/10,8302220033 


G Inspection reports, IE Bulletins 6 correspondence 


□302030263 Forwards IE Insp Repts 30-498/82-12 1 1 50-499/02-12 of util 
activities re resolution of findings in n Design Review of 
Brown 6 Root Engineering Work for 3outh TX Project (Quadras 
Rep fc > " 

GUTIERREZ, J 14 Hearing Branch 3 83/01/17 DECHHOEFER, C Atomic 

Safety and Licensing Board Panel 466pp 17000 001 24X 

Fiche 50 -490,03/01/17. 030203026 3 


02 1 2040350 IE Info Notice B3-01, «'Ray Miller, Inc *■ Bvc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 63/01/26 Can s o lid* ted Edison Co. af Now 

York, Inc liBpp 17023 16Q 24X Fiche 50-000,63/01/26,8212060350 


□302010559 Responds to IE Bulletin 62-04 No Bun ker-Ramo electrical 
penetration assemblies installed or planned for installation 
at facilities Affidavit end 

OPREA* G W Houston Lighting L power Co 03/01/26 C0LL1NB, J T 

Region 4, Office of Director 3pp 16977 104 24X 

Fiche 50-496, 03/01/26* 930201Q5SS 


8212060360 IE Info Notice 03-OS, "Limitorque HOBC, Hi BC, HHBC it H3BC 
Gearhead* kl Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 83/01/28 Consolidated Edison Co of Neu 

York* Inc 1 09p p 17144 OOl 24X Fiche 50-000.83/01/20.6212060360 


63 J 2060361 IE Info Notice 63-03, "Calibr of Liquid Level Instruments " 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 03/01/28 Consolidated Edison Co of Neu 

York. Inc llOpp 17074 095 24\ Fiche 50-000.03/01/20.6212060361 
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6302170221 SPECIAL INSPECTION REPORT OF OUAORE* CORPORATION REPORT ON 
DESIGN REVIEW OF BROWN & ROOT ENGINEERING WORK FOR SOUTH 
TEXAS PROJECT, UNITS I AND 2 Doc lot Nos 50-496 And 50-499 
(Houston Lighting And Power Canpamj) 

(JBERG, C R Division of Resident, Reactor Project 5< Engineering 
Programs N , JR'EQ-G?48 B3/01/31 466pp Available at NRC 411 00 

17196 213 24 X Fiche 50-498, 63 / 01/31,6302 170221 


G3020703&4 Ack receipt of 830110 ltr informing NRC of steps taker to 
correct violations noted in IE Insp Repts 5Q-498/'B2- 1 6 & 
50-497/82-16 

MADSEN, G L Division of Resident, Reactor Project fc engineering 
Programs 83/02/01 OPREA, O W Houston Lighting b Power Co Ip 
17030 012 24X Fiche 90-498,03/02/01,6302070364 


— 6302070366 Responds to NRC 821213 ItT re violations noted in IE insp 
r t p fcs 50-496/62-16 6 30-499/82-16 Corrective actions two 
erfdl UL listed 3 h fire dampers installed in HVAC ducts 
Disputes violation re improper storage of OA records 
OPREA, G U Houston Lighting & Power Co 63/01/10 CDLL IN8, J r 

Region 4, Office of Director 7pp 17030 013 24X 

Fiche 50-49 6 63/02/01,8302070364 


6302230409 Forwards IE lr>sp Repts 50-493/B2-18 b 50-499/62-18 on 
021201-31 No none ompl lance noted 

MADSEN, G L Division of Resident, Reactor Project b Engineering 
Programs 83/02/02 OPREA, 0 W Houston Lighting b Power Co 2pp 
1 7245 340 24X Fiche 50-498,63/02/02,6302230409 


— B303230416 IE Insp Repts 50-490/02-16 b 50-479/92-18 on 021201-31 No 
none omp 1 lance noted Major areas inspected welding 
act ivi ties* storage tc maint, s i te tours, structural concrete, 
transition activities 6 saf ety-r e la ted fasteners 
HlLLiW M , DOARDMAN, J R , TOMLINSON, D P Division of Resident, 
Reactor Project & Engineering Programs Q3/DI/26 13pp 
17243 342 24 X Fiche 50-490,63/02/02,6302230409 


630 2230581 Notifies that program instituted to provide insp repts of 
vendors used at facilities Program assures notification of 
insp results Sample ticket used to flag significant problems 
end Ack of receipt of rept on end ticket requested 
COLLINS, J T Region 4, Office of Director 83/02/16 OPREA, C W 
Houston Lighting 6 Power Co 3pp 17256 254 24X 

Fiche 5 0-49B, 63/02/ 1 6, 630223O3B 1 


B Reportable occurrences, LERs it related correspondence 


6302070607 Deficiency rept re two cases off insulator flashovcr 
eiperienced at 345 kY substation since Apr I960 Insulators 
mfg by Lapp Insulator Co Cause unknown Incidents not 
reportable per 10CFR21 or 10CFR50 35<e> 

OPREA, 0 W Houston Lighting if Power Co 03/01/24 COLLINS, J T 

Region 4, Office off Director 2pp 17034 274 24X 

FUhe 50-493, 93/01/24, 8302070607 


6302030394 Second interim deficiency rapt re essential cooling water 
strainer backwash discharge Line Initially reported on 
820723 Util evaluating Bechtel corrective actions Next rept 
will be submitted by 930313 

OPREA, G W Houston Lighting 6 Power Co 03/01/27 COLLINS, J T 
Region 4, Office off Director 2pp 17005 206 24X 

Fiche 50-490,93/01/27,83020303 04 


V Operator Examinations 


8301310203 Generic Ltr 83-06 to all power reactor 1 Lcenseea, applicants 
for GLs, N5S vendors, reac tor vendors b AE re certificates 
tc revised format for reactor operator b senior reactor 
operator licenses Svc list end 

EISENHJT, D 0 Division of Licensing 83/01/31 Consolidated 

Edison Co of New York, Inc I4pp 17347 177 24X 

Fiche 30-000,83/01/31,9301310203 


DOCKET 50-300 DAVIS-BES5E NUCLEAR POWER STATION, UNIT 2 


Q Inspection reports, IE Bulletin® L correspondence 


130204003? Addl response to FOIA request for 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employes allegations concerning QA deficiency 
Forwards App A documents Document 31 available in PDR 
FELTON, J M Division of Rules and Records 82/12/30 HIATT, S L 

Ohio Citizens for Responsible Energy 3pp 17045 !44 24X 

Fiche 50-000,82/12/30,9302040039 


— 0302040332 Forwards 1931 comparison data for operating & const plants, 
consisting of total numbers of noncompliance items, repts 
issued, insp hours, sever i ty levels, p oints b hours per rept b 
i ten 

SUCHARSKLL Region 3, Office of Director B2/O7/0B 

KEPPLER.J G Region 3, Office of Director 13pp 17045 281 24X 

Fiche 50-000,82/12/30,8302040039 


DOCKET 50-501 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 3 


Q Inspection repel ts, IE Bulletins l correspondence 


B302040039 Addl response to FOIA request for 12 categories of d ocwinsn^ 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning GA deficiency 
Forwards App A documents Document 31 available in PDR 
FELTON, J M Division of Rules and Records 82/12/10 HIATT , S L 

Ohio Citizens for Responsible Energy 3pp 17045 144 24X 

Fichf 50-000, 82/1-2/30, 8302040039 


— 630^040332 Forwards 1981 comparison data for operating 6 const plen^ 
consisting of total numbers o t none omp 1 1 a nc o items, repts 
issued, insp hours, level ity le vels, p o i nts b hours peT rept & 
item 

SUCHARSKI.L Region 3, Office or Director 02/07/00 

KEFPLER , J 0 Region 3, Office of Director 13pp 17045 281 2^ 

Fiche 50-000,82/12/30,8302040039 


DOCKET STN-90-506 KOSHKONONG NUCLEAR PLANT, UNIT 3 


Q Inspection reports, IE Bulletins 6 correspondence 


6212060366 IE Info Notice B3-06, "Non i d entl ca I Replacement Parts " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Pest 830103) 83/02/24 Consolidated Edison Co of N«g 

York, fnc I 12pp 17361 148 24/ Fiche 50-000,03/02/24,8212060364 


DOCKET STN-50-50B WPP 53 NUCLEAR PROJECT, UNIT 3 


A Application/construction stage documents t correspondence 


0302030232 Forwards Branch Technical Position MTEB-5-5 re fracture 
toughness testing requirements for ASME Code Class 2 it Class 
3 components, per B Albert request 

TRAPP, 0 E Washington Public Power Supply System 93/01/13 
■WHEELER, D Licensing Branch 3 3pp 17001 256 24X 

Fiche 30-508, 83/01 /I3, 0302030202 


B3 02030094 Submits NRC questions for discussion at 030200 meeting r« 
geoscience section of FSAR 

KNIGHTON. G U Licensing Branch 3 B3/0I/21 CO0K, K M Noshing ton 

Public Power Supply System 3p p 17023361 24X 

Fiche 50-508, 83/01/21,9302030094 


8302010416 Forwards suppl info on conformance to SRP, NUREG-0QO0 
DOUCHE/, G D Washington Public Power Supply System 63/01/27 

KNIGHTON, G U Licensing Branch 3 7pp 16974 167 24X 

Fiche 50-508, 83/01/27, B302010416 


0302100126 Notification of B30208 meeting w/u ti 1, USGS, Woodward-C lydu 
b Ebasco Svcs in Bethe*da,MD for presentation on site 
geology 6 seismology 

VIETTI , A Licensing Branch 3 83/01/2B KNIGHTON, G W Licensing 

Branch 3 3p p 17L34 320 24X Fiche 5O-50EI, 03 /Ol /2B, 8302 1O0 1 ?6 


B30Z070276 Forwards responses to NRC B20820 questions generated during 
acceptance review of util 820B20 OL application Changes to 
FSAR will be included in subsequent amend 

BOUCHEY, G D Washington Public Power Supply System B3/02/O3 
KNIGHTON, G W Licensing Branch 3 99pp 1703 1 017 24X 

Fiche 90-50B, 83/02/03, 8302070276 


6302090065 Generic Ltr 83-10A to all applicants w/C-E designed NSS3 
ro resolution of THU Action Item II K 3 5, "Automatic Trip 
of Reactor Coolant Pumps " Svc list end 

EISENHJT, D G Division of Licensing 83/02/08 Louisiana Power b 

Light Co 28 pp 17314 232 24X Fiche 30-000, B3/02/06, B302090065 


C -Utility Environmental Report (ER>, amends & correspondence 


0302020003 Forwards info ra Environ Rept - OL stage, in response to 
NRC 621 206 ltr 

BOUCHEY, G 0 Washington Public Power Supply System 03/01/26 

KNIGHTON, GW Licensing Branch 3 6pp 17005 072 24X 

Fiche 50-508,83/01/26,0302020003 


63D202006B Forwards response to Environ Engineering Branch request F«5 T 
addl info resulting from review of Environ Rept - OL stage 
BOUCHEY, Q D Washington Public Power Supply System B3/0I/-26 
KNIGHTON, GW Licensing Branch 3 97pp 1699 1 001 24X 

Fiche 50-308,83/01/26,8302020060 



DOCKETED ITEMS 
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F Security, medical, emergency l fire protection pla-n-s 


□3012100*10 Generic Ltr 63-04 to all licensees of operating reactors, 
applicants for OL V holders of CPs re regional workshop 
concerning Suppl 1 . NJREQ-0737, "ftequ l remerit s for Emergency 
Response Capability 11 Svc list one 1 

EISENHJT.D G Division of Licensing 83/02/01 Consolidated 

Edison. Co ot Neu York. Inc 1 L p p 1722 1 226 24X 

Fiche 50-000. 03/02/0 1 , 930 1 2 10340 


I Financial information 


B3G2160215 Forwards Annual Financial Rept 1982 

BajCKEY. 0 D Washington Public Power Supply System 93/02/09 
DEN TOW. H R Office of Nuclear Reactor Regulation. Director lp 

17167 244 24X Fiche 50-000,83/02/09.0302160210 


— 0302160239 Annual Financial Rept 1902 

CAIN. S H Washington Public Power Supply System 83/02/09 SOp-p 
17167 245 24/ Fiche 50-000.83/02/09,8302160215 


J Insurance h indemnity information 


0302100210 Forwards Endorsement 6 to NEL1A Policy NF-270 

ASHBURN. D J Harsh & McLennan, Inc .MM Nuclear Consultants, Inc 
Biv 93/02/03 SALTZMAN, J Office of State Programs, Director 
2pp 17112 361 24< Fiche 50-397.83/02/03,8302100210 


0 Inspection reports, IE Bulletins 4 correspondence 


B2 1 206035 8 IE Info Notice 03-01. "Ray Hiller, Inc " Svc list ere I 
JORDAN, C L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/01/26 Consolidated Edison Co of Now 

York. Inc 1 lBpp 17023 160 24X Fiche 50-000,03/01/26,0212060350 


3212060360 IE Info Notice 93-02, "Limi torque H0DC.Hlnc.H2aC A H3BC 
Gearheads 11 Svc list end 

JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Post 030103) 03/01/28 Consolidated Edison Co of Now 

York, Inc 1 09p p 17144 001 24X riche 30-000.83/01/20,0212060360 


0212060361 IE Info Notice 83-03. "Calibr of Liquid Leva! I nstrumonta M 
Svc list encl 

JORDAN, EL Division of Emergency Preparedness & Engineering 
Response (Post 030103) 93/01/28 Consolidated Edison Co of New 

York, Inc i 10pp 17074 095 24/ Fiche 50-000.83/01/20,0212060361 


03022 J 0255 Forwards IE Insp Rept 50-30B/G3-01 on 030101-17 No 
noncomp 1 lance noted 

STERNBERG. D H Division of Res tdent. Reac tor Project & Engineering 
Programs 83/01/59 LEDDICK. R S Washington Public Power Supply 
Syster lp 17244 281 24X Fiche 50-508,03/01/20,0302230232 


— B30223G257 IE Insp Rept 30 - 50a/G3'-OI on 030101-17 No n one omp 1 tone e 
noted Major areas inspected const activities, inc 1 ud 1 ng exam 
of welding for safety-related piping restraints b supports & 
installation of core internals 

ALBERT. W G , DODDS, R T Division of Re s 1 dent. Reac t or Project Sr 
Engineering Programs 03/O1/2B 4pp 17244 205 24X 

Fiche 50-500, 83/01/2S. 0302230252 


0302070253 Ac k receipt of 830117 ltr Informing NRC of steps taken tD 
correct violations noted in IE Insp Rept 50-303/02-20 
STERNBERG, D H Division of Res i dent, Reac tor Project b Engineering 
Programs 83/01/31 LEDDICK. R 8 Washington Public Power Supply 
System lp 17031 332 24/ Fiche 50-508,83/01/31,0302070253 


— -030207025$ Responds to NRC 820202 ltr re violations noted In IE Insp 
Rept 50-508/82-20 Corrective actions Ebasco site support 
engineering considered in compliance w/pTOcedural 
requirements of E-76 fc ANSI N45 2 11 

LEDDICK. r 8 Washington Public Power Supply System B3/01 /17 
STERNBERG, D K Division of Res tdent. Reac tor Project h Engineering 
Programs 4pp 17031 333 24X Fiche 50-509.03/01/31,8305070253 


8302230573 Forwards IE Insp Rept 50-500/93-02 on 930117-51 $< notice 
of violation 

5TERNBER0. D fl Division of Res ident. Reac tor Project 6- Engineering 
Programs 03/02/03 LEDDICK. R S Washington Public Power Supply 
System 2pp 17242 332 24/ Fiche 50-500.93/02/03,0302230573 


-*-9302230274 Notice of violation from insp on 030117-21 

DODDS, R, T Division of Res tdent, Reac tor Project 4 Engineering 
Programs 83/02/03 2pp 17242 334 24X Fiche 50-509,83/02/03, 

8302 230273 


-"B3O223Q270 IE Insp Rept 50-500/03-02 on 0301 17-21 Noncompliance noted 
failure to observe hold point during valve installation 
HAIST.D P , WAGNER, W J . DODDS, R T Division of Res i d ent, fl eac t or 
Project 6 Engineering Programs 03/02/03 10pp 17245 337 24* 

Fiche 50-500,03/02/03,0302230273 


S303230S92 Ac k receipt of 030203 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-508/83-19 
STERNBERG, D M Division of Res i dent . Reac t or Project & Engineering 
Programs 63/05/17 LEDDICK. R 3 Washington Public Power Supply 
System Ip 17256 111 24< Fiche 50-503,83/02/17,0302230592 


— 8302S3D59S Responds to NRC 921115 ltr re violations noted in IE Insp 
Rept 50-508/02-19 -Corrective actions weld procedure 
qualification test performed Add! training provided 
LEDDICK, R S Washington Public Power Supply System 83/02/03 
STERNBERG, D M Division of Resident, Reac tor Project It Engineering 
Programs 3pp 17256 112 34X Fiche 30-5GB, 93/cfe/l 7, 8302530502 


0212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness te Engineering 
Response (Post 0301031 83/02/10 Consolidated Edison Ca of New- 

York, Inc llOpp 17347 191 24X Fiche 30-000. 03/02/ IB, H21 2060363 


0212060365 IE Info Notice 03-05, '’Obtaining Approval for Disposing of 
Very Low Level Radwaste - 10CFR2O 302 11 Svc list one 1 
JORDAN, E L Division of Emergency Preparedness fe Engineering 
Response (Post 830103) 03/03/24 Consolidated Edison Co of New 

York, Inc lllpp 17347 050 24X Fiche 50-000,93/02/24,9212060365 


8212060366 IE Info Notice B3-Q6. "Not>i d c n tica 1 Replacement Parts w 
Svc list encl 

JORDAN, E L Division <?f Emergency Preparedness U Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of New 

York. Inc 1 1 2pp 17361 148 54 < F 1 c be 50-000, 03/03/24, 82 1 2060366 


0 Reportable occurrences) LERs L related correspondence 


8302070248 Clarifies 821229 interim deficiency rept r« failure to meet 
AW3 min weld siie requirements in response to NRC 830104 
telcon Nine welds received satisfactory preheat in 
accordance u/ requ 1 reffli n ts of AWS Dl 1 

LEDDICK, R B Washington Public Power Supply System 83/01/50 
STERNBERG, D M Division of Res ident, Reac tor Project & Engineering 
Programs 3pp 17031 313 54X Fiche 50-3 09.83/01/29,11302070240 


9302030177 Supp 1 to interim deficiency rept re structural unjlds 
failing to meet AWS weld siic requirements NDE will not be 
esquired Welds will ni#t AWS DI 1 requirements Upon 
completion of fillet weld qualification 

LEDDICK, R 6 Washington Public Power Supply System 03/01/20 

STERNBERG. D M Division of Re s i rfent , Reac to r Project 6* Engineering 
Programs 4pp 17053 333 24 X Fiche 50-509,83/01/59.6302060177 


9202190215 Final deficiency rept re failed diffuser retaining cap 
screws to Sys 00 reactor coolant pump* Cap screw matt heat 
treatment will be changed to prevent hydTojen embrittlement/ 
stress corrosion cracking Not reportable per 10CFR5Q 55(e) 

LEDDICK, R E Washington Public Power Supply System 63/05/08 
ETERNOERG, D M Division of Res ident, Reac tor Project & Engineering 
Program* 3p p 17215 310 24 X Fl ch e 50 - 508, 83/02/09, 930219021 5 


0302230149 Forwards Final Deficiency Rept D/N 46 re diffuser retaining 
cep screws on reactor coolant pumps 

LEDDICK. R S Nash i tig ton Public Power Supply 8y«tcm 93/05/16 

NRC - No Detailed Affiliation Given Ip 17243 554 24X 

Fiche 30-500.03/02/16,0302230140 


— 0302230154 Final Deficiency Rept D/N 46 re diffuser retaining cap 
screws on reactoT coolant pumps Initially reported on 
821105 Cap screw mat! heat treatment changed aq> matl not 
susceptible to hydrogen corrosion cracking 

LEDDICK, R S Washington Public Power Supply System 93/02/09 
STERNBERG, D <1 Division of Re* ident, Reac tor Project & Engineering 
Programs 3p p 17243 225 24X Fiche 50-30B, 93/02/16, B302S30149 


9302230239 Forwards final deficiency rept provided to Region V re 
compressible matl-enbedded containment penetration* 

(0/N 44) 

LEDDICK. R S Washington Public Power Supply System 93/05/16 
NRC - No Detailed Affiliation Given lp 17243 003 24X 

Fiche 50-308, 93/02/16, 830223023B 


- -93022302 4 6 Final Deficiency Rept D/N 44 re compressible matl — ambeddi 
containment penetrations Initially reported on 920921 Load 
case test results confirm subj deficiency not reportable per 
10CFR3O 53 ( (?) 

LEDDICK, R S Washington Public Power Supply System 03/02/tl 

STERNBERG, D M Division of R e* iden t, Reac tor Project & Engineering 

Programs 4pp 17243,004 24X Fl c he 50-500, 03/05/ J6, 0302230239 
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V Operator Examinations 


6301310203 Generic Ltr 03-06 to all pouer reactor licensees# app licants 
for GLs.NSS vendor*, reactor vendor* 4< AE re certificate* 

& revised format for reactor operator & senior reactor 
operator license* Svc list end 

EI8ENHUT. D 0 Division of Licensing B3/01/3I Consolidated 

Edison Co of Neu York, Tnc I4pp 17347 177 24X 

Fiche 50-* 000. 03 / 01 /31i 830 1310203 


DOCKET STN-50-509 WPPSS NUCLEAR PROJECT ♦ LNIT 3 


A App 1 i cat ion/c onstruc t ion stage documents & correspondence 


6302090065 Generic Ltr 83-lOA to all applicants u/C-E designed N5SS 
re resolution of TMT Action Item II K 3 3. "Automatic Trip 
of Reactor Coolant Pumps *' Svc list end 

EISEKHUTj D G Division of Licensing 83/02/06 Louisiana Pouer b 

Light Co 29 pp 17314 232 24X Fl c h e 30-000, 63/02/03# 0302090065 


i Financial information 


8302160215 Forwards Annual Financial Kept 1982 

HQUCHEY# 0 D Washington Public Power Supply System 03/02/09 
DENTON# H R Office of Nuclear Reactor Regulation# Director lp 
17167 244 24X Fiche 50-000# S3/02/09. 6302 1 6021 5 


— G302160239 Annual Financial Rep t 1902 

CAIN# 3 H Washington Public Power Supply System 03/02/09 SOpp 
17167*243 24X Fiche 50-000 , 03/02/09# B30216021 3 


J Insurance b indemnity information 


8302 1002 IB Forwards Endorsement 6 to NELI A Policy NF-270. 

ASHBURN, D J Marsh b McLennan. Inc , M & rt Nuclear Cons u 1 front 9 . Inr 
Div 83/02/03 SALTZMAN.J Office of State Programs. Director 
2pp. 17112 361 24X Fiche 50-397, 63/02/03. B30210021B 


DOCKET S0-5I3 WPPflS NUCLEAR PROJECT, UNIIT 4 


I Financial information 


0302160215 Forwards Annual Financial Kept 1992 

BDUCHEY# O D Washington Public Power Supply System 03/02/09 
DENTON r H R Office of Nuclear Reactor Regulation, Director lp 
17167 244 24X Fiche 50-000# 63/02/09, B3021 6021 5 


— 6302 160239 Annual Financial Rep t 1902 

CAIN# S H Washington Public Power Supply System 63/02/09 50pp 
17167-243 24X Fiche. 50-000, 03/02/09,6302160215 


J Insurance 6 indemnity information 


8302100210 Forwards Endorsement 6 to NELIA Policy NF-270 

ASHBURN, D J Harsh I* McLennan# Inc . M U M Nuclear Consul tants# Inc 
Div 33/02/03 5ALTZMAN, J Office of State Programs, Director 
2pp. 1 71 12 361 24X Fiche 50-39 7# 83/02/03, 8302 1 002 16 


Q Inspection reports, IE Bulletins i correspondence 


8302 1 5023 1 Responds to IE Bulletin 82-04 re deficiencies in primary 
containment electrical penetration assemblies Bulletin not 
applicable to project where electrical penetrations supplied 
by West inghouse, No Bunker-Ramo penetrations installed 
ROOT# R W Washington Public Power Supply System 03/01/17 

ENOELKEN, R. H Region 9, Office of Director 2p p 17149 273 24X 

Fiche 90-460,83/01/17,8302150231 


F Security# medical, emergency b fire protection plans 


0301210340 Generic Ltr B3-04 to all licensees of operating reactors, 
applicants top OL 6 holders of CPs re regional workshop 
concerning Suppi 1# NUREC-0737# "Requirements for Emergency 
Response Capability " Svc list enc 1 

ETSENHUT, 1> 0 Division of Licensing 83/02/0 1 Consolidated 

Edison. Co or Neu York. Inc 1 lpp 17221 226 24X 

Fiche 50-000# B3/02/01, 8301210340 


0 Adjudicatory correspondence 


8302160365 Response to ASLR 830118 memorandum & order Me tepro 1 t>g i c a 1 
tower wall be salvaged 4 disposed Gf Exploratory trench will 
be left State of OR requirements for bank sloping b grass 
seeding will be met Certificate of Svc end 
HASTINGS, W Portland General Electric Co 03/02/04 4pp 
17164 327 24X Fiche 50-514,03/02/04,030216036 5 


0302230186 Memorandum b order granting w/o p r e jud i c e # ap p 1 icon t S2I1J2 
request to withdraw applications for CPs 

SMITH, 1 U Atomic Safety and Licensing Board Panel 03/02/24 
Portland General Electric Co lp 17306 046 24X 

riche 50-314,83/02/24.0302280186 


Q Inspection reports, IE Bulletins 8. correspondence 


0212060350 IE Info Notice 03-01, "Ray Miller, Inc " Svc list end 
JORDAN# E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/01/26 Consolidated Ed i s on Co of Neu 

York# Inc 1 18pp 17023 160 24X Fiche 50-000,03/01/26.0212060350 


0212060360 IE Info Notice 03-02, "Linn torque HOOC, H1BC, H2QC & H3HC 
Gearheads " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response {Post 830103) 03/01/20 Consolidated Edison Co of Neu 

York, Inc 109pp 17144 001 24X Fiche 50-000,83/01/20,0212060360 


0212060361 IE Info Notice 03-03. "Calibr of Liquid Level Instruments “ 
Bvc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response {Post 8301031 03/01/20 Consolidated Edison Co of New 

York, Inc I 10pp 17074 095 24/ Fiche 50-000,03/01/20,8212060361 


0212060363 IE Info Notice 83-04, "Failure of Elma Power Supply Units w 
3vc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/02/10 Consolidated Edison Co of New 

York, Inc ilOpp 17347 191 24X Fiche 50-000, 03/02/ 1 B, 02 1 2060363 


0212060369 IE Info Notice 03-05, "Obtaining Approval for Disposing of 
Very Lou Level Radwaste - 10CFR30 302 " Svc list end 
JORDAN# E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/02/24 Consolidated Edison Co of Nev 

York# Inc llipp 17347 058 24 < Fiche 50-000,03/02/24,0212060363 


0212060366 IE Info Notice 83-06, "Nonidentical Replacement Parts " 

Svc 1 ist end 

JORDAN, E i_ Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Ca of New 

York, Inc 1 12pp 17361 140 24X Fiche 50-000, 83/02/24, 921 2060366 


V Operator Examinations 


8301310203 Generic Ltr 83-06 to all power reactor 1 1 censers# app 1 i cants 
for GLsiNSS vendor s , reac tor vendors b AE re certificates 
& revised format for reactor operator b senior reactor 
operator licenses Svc list end 

E IEENHUT, D 0 Division of Licensing 83/01/31 Consoli da ted 

Edison Co of Neu York, Inc I4pp 17347 177 24X 

Fiche 50-000,83/01/31,8301310203 


DOCKET 50-514 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 1 


DOCKET 50-515 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 2 


A Ap plication/ con *tr wetion stage documents & correspondence 


A App 1 i cati on/construction stage document* b correspondence 


9302090295 Generic Ltr 83-09 to all operating reactor licensees# 
applicants for OL b holders of CP for C-E PWR* re review of 
CE Owner* Group emergency procedures guideline program Svc 
Hit mcl. 

EI8GWHUT. D.O Division of Licensing 83/02/00 Con s ol i da tod 
Edison Co of New York, Inc ilpp. 17290 247 24X 

Fiche 50-000, 83/02/08,8302080295. 


8302080275 Generic Ltr 03-09 to all operating reactor licensees, 
applicants for OL U holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedure* guideline program 6vc 
1 i st end 

E I SENIfUT, D G Division of Licensing 83/Q2/0S Consolidated 
Ed i*on Co of New York, Inc 1 lpp 17290 247 24X 

F i che. 50-000, 03/02/00# 0302080295 


0302090092 Generic Ltr S3-10E to all applicant* w/B&W designed NSS9 
re resolution of TMT Action Item II K 3 5, "Automatic Trip 
of Reactor Coolant Pumps " Svc list enc 1 

E T 3ENHUT, D O Division of Licensing 83/02/00 Consumers Power 

Co 25p p 17298 316 24X Fiche 50-000,83/02/00,0302090092 



DOCKETED ITEMS 


T Security- medical, emergency b firs pi election plans 


0301210340 Generic Lfcr 03-04 to all licensees of operating reactors, 
applicants for 0L V holdei s or CPs re regional workshop 
concerning Suppl 1 , NUREG-0737, “Requirements for Emergency 
Response Capability " Svc list encl 

EISENH'JT. D G Division of Licensing 03/02/01 Con s o 1 1 d a tod 

Edison Co of Neu York- Inc 1 1 p p 17221 226 24X 

Fiche 50-000, 03/02/01,8301210340 


G Adjudicatory correspondence 


8102160365 Response to ASLB 030118 memorandum & order Meteorological 
to-wer >41111 be salvaged b disposed of Exploratory trench will 
fas left State of OR requirements for bank sloping 4, grass 
seeding will be met Certificate ot Svc enc) 

HASTINGS, W Portland General Electric Co 63/02/04 4 p p 

17164 327 24X Fiche 50-314,03/02/04,0302160365 


0302280106 Memorandum b order granting w/o p r e judi c e, a p p ] 1 c ant 821112 
request to ui frhdraw applications for CPs 

SMITH, I W Atomic Sdte*-y and Licensing Board Panel 03/02/24 
Portland General Electric Co lp 17306 046 24X 

F f che 50-314,83/02/24,6302200106 


G Inspection reports, IE Bulletins L correspondence 


8212060358 IE Info Notice B3-01, "Ray Miller, Inc " Svc list encl 
JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/01/26 Consolidated Edison Co nf New 

York, Inc 1 10pp 17023 160 24X Fiche 30-000,83/01/26,0212060300 


8212060360 IE Info Notice 03-02, "Limitorque HODC, H 1 DC , H2UC b H3UC 
Overheads ' Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Past 830103) 83/01/20 Consolidated Edison Co of Now 

York, Inc 109pp 17144 001 24X Fiche 30-000,83/01/28,0212060360 


0212060361 IE Into Notice 83-03, "Calibr of Liquid Level Instruments " 
five list enc I 

JORDAN, E L Division Df Emergency Preparedness !< Engineering 
Response (Post 830103) 03/01/20 Cons d 1 i dat e<I Edison Co of New 

York, Inc UOpp 17074 09S 24X Fi che 50-000, 83/01/20, 0212060361 


0212060363 IE Info Notice 03-04, "Failure of Elma Power Supply Units " 
Svc list encl 

JORDAN, EL Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/02/10 Consolidated Edison Co of Now 

York, Inc UOpp 17347 191 24X Fiche 50-000,83/02/10,0212060363 


0212060365 IE Info Notice 03-09, "Obtaining Approval for Disposing of 
Very Low Level Radwaste - 10CFR20 302 " Svc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
ftssporvse (Post 030103) 83/02/24 Consolidated Edison Co of New 

York, Inc lllpp 17347 05B 24< Fiche 30-000,83/02/24,0212060369 


851 2060366 IE Info Notice 83-06, "Non i d e n 1 1 c a 1 Replacement Parts “ 

Svc 11-st encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of Now 

York. Inc U2pp 17361 148 24X Fiche 50-000,03/02/24,8212060366 


V Operator Eiamlnatians 


B301310203 Generic Ltr 83-06 to all power reactor 1 1 c e n see b , ap p 1 i cants 
for OLs , N3S vend or s , reac tor vendors b AE re certificates 
h revised format for reactor operator b senior reactor 
opera-tor licenses Svc list encl 

EISENHUT.D 0 Division of Licensing 93/01/31 Consolidated 

Edison Co of Neu York, Inc l4pp 17347 177 24X 

Fiche 50-000,83/01/31,8301310203 


DOCKET STN-90-5 18 HARTSVILLE NUCLEAR PLANT, UNIT 1 


A App I i cstion/constr uc t ion stage documents & correspondence 


8302000301 Generic Ltr 83-05 to BWR licensees of operating reactors 
(except LACBWR ) , app 1 icants for OL b holders of CP re SER of 
“'Emergency Procedure Gu i d e 1 ines , Rev 2," NEDO-24934, June 
1982 Guidelines acceptable Svc list end 

E19ENHUT, D G Division of Licensing 03/02/08 Commonwealth 

Edison Co 6pp 17234 245 24X Fiche 50-000,03/02/09,8302080301 


8302220489 Requests util provide good cause why Commission should grant 
extension to CPs as requested in util 030121 ltr Response 
by 030228 requested 

5CHWENCER-A Licensing Branch 2 83/02/17, MILLS, L M Tennessee 

Valley Authority 4pp 1 7237 343 24X Fiche 50-000,03/02/17, 

B 3022 20 489 


8 Inspection reports. IE Bulletins 4< correspondence 


B3021306 1 0 Responds to IE Bulletin B2-04, "‘Deficiencies in Primary 
Containment Electrical Penetration Assemblies" 6 NRC 
021203 ltr Bunfcer-Ramo Co electrical penetration assemblies 
not in use at facilities 

MILLS, L M Tennessee Valley Authority 03/01/24 O'REILLY, J P 
Region 2, Dfrlce of Director ip 17J53 309 24X 

Fiche 50-000.83/01/24,8302150610- 


8212060358 IE Info Notice 03-01, "Ray Miller, Inc 11 Svc list enc L 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/01/26 Consolidated Edison Co of Nc 

York, Inc U8pp 17023 160 24< Fiche 50-000, 03/01/26, 021 2G603E 


8212060360 IE Info Notice 03-02, "Lfmitorque HODC, HlBC, H2DC 6 H30C 
Gaarheads " five list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/23 Consolidated Edison Co of Me 

York, Inc ( 09pp 17144 001 24X Fiche 50-000,03/01/28,021206036 


0212060361 IE Info Notice 83-03, "Calibr uf Liquid Level Instruments 
Bvc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/01/20 Consolidated Edison Co of Na 

York, Inc llOpp 17074 095 24X Fiche 30-000,03/01/28,821206086 


3 Reportable occurrences, LEfts & related correspondence 


8302030495 Part 21 rept re determination that poit-LOCA hydrogen 
re-combiner is likely to malfunction following exposure 
to elevated temp, high humidity environ Replacement part 
identification will be provided to operators by B302IB 
EMPEY, D C Rockwell International Corp 02/12/17 COLLINS. J 
Region 4, Office of Director 4pp 17006 128 24X 

Fiche 50 - 000, 82/12/17.6302030 4 9 5 


□302010648 Fourth interim deficiency rept re engineering change revie 
b handling Initially reported on 011215 Watts Bar Deficiency 
2 not applicable Deficiencies 3 b 4 require addl sampling 
before resolution Bellefonte sampling under evaluation 
MlLl S, L M Tennessee Valley Authority 03/01/19 O'REILLY, J P 
Region 2, Office of Director 2p p 16990 049 24* 

fiche 50- 000. 03/0 1/19, 8302010648 


8305010417 First interim deficiency rept re residual stress on diesel 
generator engine piston skirt castings Initially reported 
on 831213 Removal of piston skirt for lnsp deferred until 
restart of design b const Also reportable per Part 21 
MILLS, L II Tennessee Valley Authority 03/01/24 D 'REILLY, J P 
Region 2, Office of Director 2pp 16974 174 24X 

Fiche 50-518,83/01/24,83020104 1 7 


0302010419 First interim deficiency rept re potential deterioration o 
isoprena gaskets on standby diesel generator Initially 
reported on 021217 Transamerica Oelaval, Inc changed mafcl 
for drive element to neoprene Also reportable per Part 21 
MILLS, L M Tennessee Valley Authority 83/01/24 O'REILLY, J P 
Region 2. Office of Director 2pp 16974 560 24X 

fiche 50- 000,83/01/24,83020104 19 


0302010215 Second Interim deficiency rept re voiding of engineering 
change notices w/o proper review Initially reported an 
020816 Info on Yellow Creek or Hartsville deferred until 
final decision re projects Next rept expected by 830581 
MILLS, L li Tennessee Valley Authority 03/01/26 P 'REILLY, J P 
Region 2, Office of Director 3pp 16774 037 24X 

fiche 50-000, 83/01/26, B30201021 5 


8302070380 Final deficiency rept re ITT Grlnnell failure to use propei 
testing methods Initially reported on 010304 Spool pieces 
re-examined per ASME Section 11 1, 1974 Ed i tion. Winter Addenda 
1979 code Condition no longer reportable per 1OCFR50 55(e) 

MILLS, L M Tennessee Valley Authority 83/01/31 O'REILLY, J P 
Region 2, Office of Director Ip 17030 0 3 7 24X 

Fiche 30-518,83/01/31,8302070380 


V Operator Examinations 


0301310203 Generic Ltr 03-06 to all power reactor 1 i cense es. app 1 leant 
for OLs, NSS vendor s , reac tor vendors L AE re certificates 
t, revised format for reactor operator t senior reactor 
operator licensee Bvc list encl 

EISEKTRiT, D 0 Division of Licensing 83/01/31 Consolidated 

Ed £ son Co of Neu York, Inc I4pp 17347 177 24X 

Fiche 90-000,03/01/31,8301310203 


378 


DOCKETED ITEMS 


DOCKET 5TN-50-5I9 HAHTSVILLE MJCLEAR PLANT, UNIT a 


A App 1 i cat i o-n/c onstruct ion stage documents & c or r es p o ndenc p 


B3020Q0301 Generic Ltr 83-05 to BUR licensees of operating reactors 
(except LACBWR >, app Hearts for OL t holders of CP re SER of 
"Emergency Procedure Du i d e l i nes , R ev 2, M NEDQ-24934, June 
1988 Guidelines acceptable Svc list end 

EISENHUT, D G Division of Licensing B3/02/08 Commonwealth 

Edison Co 6pp 17234 245 24X Fiche 90-000.33/02/08,8302000301 


G Inspection reports, IE Bulletins 6 correspondence 


0212060358 IE Info Notice 83-01. "Ray Miller. Inc " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Past 930103) 03/01/26 Consolidated Edison Co of New 

Tort, Inc 1 i 0pp 17023 160 24/ Firhe 90-000,33/01/26.0212060350 


0212060360 IE Info Notice 03-02, "Li mi torque HODC, HtflC, H2BC L H3QC 
Gearheads " Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 03/O1/2B Consolidated Edison Co of New 

York, Inc 109pp 17144 001 24K Fiche 90-000,03/01/20,8212060360 


6212060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Pod 830103) 03/01/28 Consolidated Edison Co of New 

York. Inc 1 10pp 17074 095 24JC Fiche 5 0-000, B3/0 1 /20, 021 2060361 


S Reportable occurrences, LERs k related cor r esp oriden-e e 


8302030495 Part 21 rept re determinat l on that post-LOCA hydrogen 
rtcombiner is likely to malfunction following exposure 
to elevated temp, high humidity environ Replacement part 
Identification will be provided to operators by 830210 
EMPEV/OC Rockwell International Carp B2/I2/17 COLLINS, J 
Region 4, Office of Director 4pp 17006 128 24X 

Fiche 50-000,02/12/17,6302030499 


V Operator Examinations 


8301310203 Generic Ltr 83-06 to all power reactor 1 icenseps.app-1 uants 
for OLs.hSS vendors, reactor vendors k AC re certificates 
& revised format foT reactor operator & senior reactor 
operator licenses Svc list end 

EISENHUT, D. G Division of Licensing 83/01/31 Consolidated 

Edison Co. of New York, Inc 14pp 17347 177 24X 

Fiche 50-000,03/01/31,8301310203 


DOCKET STN-50-520 HARTSVfLLE NUCLEAR PLANT, UNIT 3 


A Application/construction stage documents L c orre s p onde nee 


0302080301 Generic Ltr 03-05 to OWfl licensees of operating reactors 
(except LACBWR ), app 1 icants for DL 4 holders of CP re SER of 
"Emergency Procedure Guidelines, Rev 2. '■ NEDO-24934, June 
3902 Guide l ines acceptable Svc list end 

EISENHUT, D O Division of Licensing 03/02/00 Commonwealth 
Edison Co 6pp 17234 249 24X Fiche 50-000, 63/02/08, 3302000301 


8302220489 Requests util provide goad cause why Commission should grant 
extension to CPs as requested in util 630121 ltr Response 
by 630228 requested 

B-CH WENGER* A Licensing Branch 2 63/02/17 MILLS, L H Tennessee 

Valley Authority App 17237 343 24X Fiche 50-000, B3/02/ 1 7, 

830222048? 


Q Inspection reports, IE Bulletins 4 c orresp ondence 


83021 50610 Responds to IE Bulletin 02-04, "Deficiencies in Primary 
Containment Electrical Penetration Assemblies" U NRC 
821203 ltr Du nk sr-Ramo Co electrical penetration assemblies 
not in use at facilities 

MILLS, L M Tennessee Valley Authority 83/01/24 O f RE ILLY. J P 
Region 2, Office of Director ip I7J53 30? 24X 

Fiche 30-000,83/01/24,8302150610 


212060358 IE Info Notice 83-01, "Ray Millar* Inc " Svc list end 
JORDAN* E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of New 

York, Inc ilBpp 17023 160 24X Fi c he* 50-000, 83/01 /26, 921 2060338 


12060360 rE Info Notice 83-02, "Umitorque HOBC* HIBC, H2QC U H3DC 
Warheads fl 8vc list end 

ORDANiE L Division of Emergency Preparedness L Engineering 
espouse (Post 830JD3) 83/01/28 Consolidated Ed non Co af New 

trk, Inc I09pp 17144 001 24X Fiche 50-000, 03/01/28, 021 B060360 


9212060361 IE Info Notice 83-03 "Calibr of Liquid Level Instruments, “ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Reipor.se (Post 830103) 83/01/20 Consolidated Edison Co of (few 

York. Inc llOpp 17074 095 24/ Fiche 50-000,03/01/28,021 2060361 


8 Reportable occurrences, ( ERs k related correspondence 


0302030495 Part 21 rept re determination that post-LOCA hydrogen 
recomhiner is likely to malfunction following exposure 
fca elevated temp, high humidity environ Replacement part 
identification will be provided to operators by 830218 
EMPEY.D C Rockwell International Corp 62/S2/17 CGLL1NS, J 
Region 4, Office of Director 4pp 17006 128 24X 

Fic-h e 50-000,02/12/17,8302030495 


8302010648 Fourth interim deficiency rept re engineering change review 
k handling Initially reported on 811215 Watts Bar Deficiency 
2 not applicable Deficiencies 3 l 4 require addl sampling 
before resolution Qeliefonte sampling under evaluation 
MILLS, L « Tennessee Valley Authority 83/01/19 O'REILLY, JP 
Region 2, Orr Ice of Director 2pp I69B0 049 24X 

Fiche 50-000,83/01/19,8302010648 


0302010417 First interim deficiency rept re residual stress on diesel 
generator engine piston skirt castings Initially reported 
on 821213 Removal of piston skirt for insp deferred until 
restart of design k const Also reportable per Part 21 
MILLS, L II Tennessee Valley Authority 33/01/24 O'REILLY, J P 
Region 2. OrfitB of Director 2pp 16974 174 24X 

Fiche 50-513, 03/01/24, B30201041 7 


0302010419 First interim deficiency rept re potential deterioration of 
iioprene gaskets on standby diesel generator Initially 
reported on 821217 Transamerlca Ddaval.Inc changed matl 
far drive element to nooprene Also reportable per Part 21 
MILLS, L M Tennessee Valley Authority 03/01/24 0'REILLY*J P 
Ragion 2, Dfdce of Director 2pp 16974 260 24X 

Ffche 50-000, 03/0 1 /24, 83020104 1 9 


B302010215 Second interim deficiency rept re voiding of engineering 
change notices w/o proper review Initially reported on 
820816 Info an Yellow Creek or Hartsville deferred until 
final decision re projects Next rept expected by 830531 
MILLS,L M Tennessee Valley Authority 83/01/26 O'REILLY. J P 
Region 2, Office of Director 3pp 16974 037 24X 

Fiche 50-000,03/01/26,8302010215 


0302070360 Final deficiency rept re ITT Grinnell failure to use proper 
testing methods Initially reported on 010304 Spool pieces 
re-examined per ASME Section 111,1974 Edi ti on, Winter Addenda 
1975 code Condition no longer reportable per 10CFR50 55(e) 

MILLS, L M Tennessee Valley Authority 03/01/31 O'REILLY, JP 
Region 2* Office of Director lp 17030 037 24X 

Fiche 50-518* 03/01/31,8302070380 


V Operator Examinations 


8301310203 Generic Ltr 03-06 to all power reactor 1 1 c ens e e s , ap p 1 i c an ts 
for OLs.NSS vendors, reactor vendors i AE re certificates 
k revised format far reactor operator & senior reactor 
opeiator licenses Svc list end 

EISENHJTrD G Division of Licensing 03/01/31 Consolidated 

Edison Co or Neu Yorl, Inc 14pp 17347 177 24X 

Fiche 50-000,03/01/31,8301310203 


DDCKEI STN-50-921 HARTSVILLE NUCLEAR PLANT, UNIT 4 


A Appltcation/construction stage documents k correspondence 


6302080301 Generic Ltr 83-05 bo BUR licensees of operating reactor* 
(except LAC OMR ), applicants for DL 4 holders of CP re SER of 
"Emergency Procedure Guidelines, Rev 2, ,J NEDO-24934, June 
1932 Guidelines acceptable Svc list end 

E ISENHJT, D <? Division of Licensing 83/02/06 Commonwealth 
Edison Co 6pp 17234 245 24X Fiche 50-000,03/02/08,8302060301 


0 Inspection reports, IE Bulletins k correspondence 


82 12060359 IE Info Notice 83-01, "Ray Miller, Inc " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 63/01/26 Consolidated Edison Co of New 

York* Inc 1 I8pp 17023 160 24/ Fiche 50-000, 03/01/26, B21 2060350 


8212060360 IE Info Notice 83-02, "Limitorque HOBC, H1BC, H2DC k H3BC 
Gcarheads, “ Svc list end 

JORDAN, E L Division of Emergency Pieparedness & Engineering 
Response (Post 030103) 03/01/28 Consolidated Edison Co of Neu 

York, Inc I09pp I7I44 001 24X Fiche 50-000,83/01/20,0212060360 



DOCKETED ITEMS 
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02120A0361 IL Info Nntiro IM-Ol, "Calibi of Liquid Levo 1 Instruments " 
0vc U«t unci 

JORDAN. L L Division vi Imeiyency l*i epare d no 99 U Engineering 
Response (Pont OJ(HOfJ) 0 J/Ot /?fl Consol idatod Edison Co of Now 

York. Inc l * Op p 1/0/4 093 J4X f Icho 50-000. GG/01 /2fl. 8212060361 


g Reportable otttMi mirun l Uls t* 1 doted cor r espondonc o 


D302030495 Pm t ?t top* 10 determination that pust-LGCA hydrogon 
recombiner Is likely to malfunction following exposure 
to elevated temp, high humidity onWion Replacement part 
identification will t> * provided to opoxatots by 030210 
CMPCYi D l* R nr kuo 1 I 1 nternat 1 rmo 1 Corp H2/I2/I7 COLLINS, J 
Region 4, Office Of DlroitiM 4pp 1 7006 ISO 24X 
Hebe 30-000, (LV 12/ 1 7, (1.1020*10499 


V Operator Examinations 


0302240305 Certifies svc of intervenor motion to suspend safety & 
health schedule on 630210 

LOTMRDP.RC Affiliation Unknown 03/02/10 4pp 17273337 24X 

F 1 c he 30-522 , 83/02/ 1 0, 8302240305 


0302230643 Memorandum U order suspending A3LD 830110 prehearing 
schedule beginning w/Even t 3 Arrangement in util counsel 
830209 ltr to be pursued 

WGLF.J F Atomic Safety and Licensing Board Panel B3/02/1S 3pp 
17235 182 24X Fic he 50-522, 03/02/10, 8302230643 


Q Inspection reports, IE Bulletins 4. correspondence 


0212060396 IE Info Notice 83-01. "Ray Miller, Inc " Svc list one 1 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of Now 

York. Inc llGpp 17023 160 24X Fiche 50-000, 03/01 /-26, 02 1 20603SB 


0301310203 Goner ir ltr 113-06 to all powot reactor 1 iccnsacs, app Meant* 
for OLs.fiKI vendo» s, rear ten vendm s l AE" re certificates 
6 reviled format for ren< toi operator <1 senior reactor 
operator licensee Live list end 

riSENHUT, I) G Division uf licensing 83/01/31 Consolidated 
Tdl*on C 11 af Nou York, Inr Hpp 17347 177 24X 

rich* 90 000, 1) 1/01/31, 8J0 1310203 


DOCKET 90 922 liKAOlT NUCI-t Afl PGWt W MWJLCT, UNIT 1 


A AppllC 4 tt»n/tnn*ti «i tion stage documents t correspondence 


9)02000279 Oenoric Ltr □'] 0 V to a 11 opn a ting reactor licensee*, 
applicants for f)l V holilei® of C I’ for (,-E PWHs re review of 
C-E GuJJioi » Gi uup emergency pi ocedui »t guideline program 8vc 
lilt ene 1 

LieriJUUT. D 0 Division of licensing 83/02/00 Consol Ida toil 
Id l ion Co of New York, Inc 1 lpp 17270 247 24X 

Hch« 90 000 , 8J/0, von, 830, *08027-) 


T Otcurily. medical, emergemy 6 firo protection plnni 


8212060360 IE Info Notice 03-02, "Limitorque HOBC, H1BC, H2DC fc H3BC 
Gearhoads " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) Q3/01/28 Consolidated Edison Co of New 

York, Inc 109pp 17144 001 24X Fiche 50-000, 03/01 / 28, 02 1 2060360 

8212060361 IE Info Notice 83-03, "Callbr of Liquid Level Instruments - 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 8c Engineering 
Response (Post 830103) 03/01 /2S Consolidated Edison Co of Now 

York, Inc UOpp 17074 095 24X Fiche 50-000,83/01/28,0212060361 

8212060363 |E Info Notice 83-04, "Failure of Elma Power Supply Units 11 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Past 030103) 83/02/18 Consolidated Edison Co of New 

Ynrk, Tnc llOpp 17347 191 24X Fiche 90-000, 83/02/ 1 8, 02 1 2060363 


8212060369 IE Info Notice 83-OS, "Obtaining Approval for Disposing of 
Very Low Level Radwasts - 1OCFR20 302 M Bvc list and 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response iPost 030103) 03/02/24 Consolidated Edison Co of New 

York, Inc Ulpp 17347 050 24X Fiche 50-000, 83/02/24, 02 i 2060365 


0 JO 12 1034 Q Oaneric ltr 03' 04 to all licensees of operating reactors, 
applicants far iJI holders of (Ts 10 regional workshop 
concerning lluppl l. NWHLO-O/J'/i "Ruqu i romenl « for Emergency 
Response Capability * Clvc list onrl 

FIGFNHUT. D 0 Division of licensing 03/02/01 Con so 1 i da tod 
idlton Co of Neu York, Inr llpp I7#*2i 226 24X 

f’lche DO 000,83/02/01. 8301 IM 0340 


B21 2060366 IE Info Notice 83-06, "Non i d an ti ca 1 Replacement Parts “ 

Svc list encl 

JORDAN, E L Division of Emergency Preparedness «< Engineering 
Response (Post 030103) 03/02/24 Consolidated Edison Co of New 

York, tnc ll2pp 17361 140 24X Fiche 50-000,63/02/24.8212060366 


0 Adjudicatoiy mn 0 spondent e 


03O2OIO9U-) Nntlie of appeal A exceptions to AOtD 010110 Memorandum & 
Order Memniandum 6 Order foils to recogniio Yakima Indian 
Nation sovereignty 6 treaty rights which are supremo law of 
land Affidavit of l>vc one I 

NOV 10, J [) Yflkma Indian Nation llOUIfl, J R Hovis, Cockrill, 
Heaver 4 Djur «:|/0l//6 Commissioner* 6pp 16977 Oil 24X 
Fiche 50 522. IH/0 1/26, il'WdO 1 03111 


03O2O3OIQ2 New < onUrtl 1 one based on new info in BCR suppl Certificate 
of 8vc em l 

WARATOfO T Columbia River Inter -Tribal Tish Commission 03/01/31 
Atomic Hafe ty and Licensing Board Panel 6pp 17002 034 24X 

fiche 30> 922. HJ/0 1/31, 113020 JO 1 02 


0302020263 K«m*ir«hdu<n 6 Order AIA0 712. dismissing Confederated Tribes & 
Bands oP Yakima Indian Nation appeal of ABLD rejection of 
part or all of four Yakima contentions Appeal unauthoriied 
by Corml »* ign Rules of Practice _. JA#I . n . 

QHQEMAKCR.C J Atomic Gafety and Licensing Appeal Panel 03 / 02 /Oi 
Yakima Indian Notion 2pp 16994 1 14 24X Hche 90-922.83/02/01. 

0302020263 


8302000182 Motion for order suspending health l safety prehearing 
uchedul « , pend ing adoption of final regional power plan 6 
further order of A9U) Ouspension would be In best interest 
of all concerned li/Cer fct t i cate of Ovc 
TH0M9EN, F T Puget Bound Power fc Light Co 
Colt, Qtone, ell sen 6 Williams 03/02/04 
licensing Hoard Panel I9pp 17099 000 
0302000182 


THOMSEN, F T Perkins, 
Atomic Safety and 
24X fiche 30-322, 83/02/04, 


0302160302 Motion to suspend health l safety prehearing schedule 
pending adoption of final regional energy plan or until 
conclusion of evidentiary hearings on ‘'need for power 
Applicant appears ready to absorb facility costs limj . 0 . „ 

WAPATO.0 T Columbia River Inter-Tribal Tish Commission mviBtOB 
Yakima Indian Nation, HQVUJ. J 0 Hovts, Cockrill, Weaver 4, 
03/02/10 Atomic Safety and Licensing Board Panel Bpp 
17170 083 S4X Ttche 90 9V», 83/02/10. 03021 60302 


(J Congr essiona i /E* ecutive Correspondence 


Q302220474 Responds to 030110 request for explanation of proposed ACR8 
technical meeting to discuss project ACR9 tc NRC required to 
review pending application 

MAL8CH, M G Office of the General Counsel 83/01/24 MARKEY.E J 

Mouse of Rap , Interior %> Insular Affairs Ip 17239 362 24X 

Fiche 50-922,03/01/24,830222047 4 


— 0302220476 Questions why vital resources of ACRS will be wasted on 
technical meeting for proposed project in light of 
financial 6 planning disaster associated w/const 

HAPKEY.E J House of Rep , Interior tt Insular Affairs B3/Ot/lO 
PALLAD1NQ.N Commissioners lp 1723 5 363 24X 

Fiche 50-522,03/01/24,0302220474 


V Operator Examinations 


8301310203 Generic Ltr 83-06 to all power reactor 1 icensees, app 1 icents 
For GLsiNBS vendors, reactor vendors * AE re certificates 
& revised format for reactor operator * senior reactor 
operator licenses Bvc list end 

EISENHJT, D O Division of Licensing 83/01/3! Consolidated 

Edison Co of New York, Inc I4pp 17347 177 24X 

Fiche 30-000. 03/01/31, 830 1310203 


DOCKET 90-523 5KA0IT NUCLEAR POKER PROJECT, UNIT 2 
A App 1 ication/constructlon stage documents «< correspondence 


B3O2O0Q29S Generic Ltr 83-09 to all operating Teactor licensees, 
applicants for OL l< holders of CP for C-E PURs re review of 
C-E Owners Group emergency procedures guideline program Bvc 

EISENHJT, D G Division of Licensing 03/02/08 Consolidated 

Edison Co of Neu York. Inc Hpp 17290 247 24X 

Fiche 50-000, 83/02/08,8302000299 
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DOCKETED ITEMS 


F Security! medical, emergency 4- fir« protection plans 


0301310340 Generic Ltr B3-04 to all licensees of operating reactors, 
applicants for CJL b balder* of CPs re regional workshop 
concerning Suppl 1, NUREG-0737, "Requirements for Emergency 
Response Capability " Svc list unci 

E ISENHVT, D G Division of Licensing B3/02/01 Consolidated 

Edison Co of lieu York, Inc llpp 17321 226 24X 

Fiche 30-000, 83/02/01. 930 12 10340 


G Adjudicatory correspondence 


8302010595 Notice of appeal l> exceptions to ASLB 0301 IB Memorandum b 
Order Nemorandum 6 Order falls to recognize Yakima Indian 
Nation sovereignty U treaty rights wh 1th are supreme law of 
land Affidavit of Svc end 

H0VI9, J 0 Yakima Indian Nation HOVIS, J 0 Hovis, Cockril 1. 
Weaver b Bjur 03/01/26 Commissioners 6pp 16977 011 24X 

Fiche 30-322,03/01/26,0302010595 


8302030182 Neu contentions based on new info in SER suppl Certificate 
of 8vc end 

WAPAT0.9 T Columbia River Infcer-TTibal Fish Commission 03/01/31 
Atomic Safety and Licensing Board Panel 6pp 17002 034 S4X 
Fiche 50-522,83/01/31,0302030102 


0302020263 Memorandum 6 Order ALA9-712. dl smi ssi ng Confederated Tribes & 
Bands of Yakima Indian Nation appeal of ASL0 rejection of 
part or all of four Yakima contentions Appeal unauthorized 
by Commission Rules of Practice 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 03/02/01 
Yakima Indian Nation 2pp 16994 114 24X Fiche 30-922,83/02/01, 

0302020263 


0302000182 Motion for order suspending health & safety prehearing 
schedule, pend Ing adoption of final regional power plan & 
further order of ASLB Suspension would be in best interest 
of all concerned H/Cer tif icata of Svc 

THOMSEN. F T Puget Sound Power U Light Co THOMSEN, F T Perkins, 

Cole, Stone, Olsen & Williams 83/02/04 Atomic Safety and 

Licensing Board Panel. I5pp 1 7059 000 24X Fiche 50-522,03/02/04, 

6302090182. 


0302160302 Motion to suspend health St safety prehearing schedule 
pending adoption of final regional energy plan or until 
conclusion of evidentiary hearings on "need for power " 

Applicant appears ready to absorb facility costs 

WAPATO.S T. Columbia River Intel — Tribal Fish Commission HQVIS, J D 
Yakima Indian Nation HOYTS, J, B Hovis, Cpckrill, Heaver 6 Ojui 
03/02/10 Atomic Safety and Licensing Board Panel Bp p 
17170 083 24X FUtie 50-522,83/02/10,0302160302 


8302240305 Certifies svc of intervenor motion, to suspend safety S* 
health schedule on 030210 

LOTHROP, R C Affiliation Unknown 63/02/10 4pp 17273 337 24X 

Fiche: 50-322, 03/02/10, 8302240303 


8302230643 Memorandum it order expending ASLB 8301 10 prehearing 
schedule beginning u/ETvent 3 Arrangement in util counsel 
030209 ltr to be pursued 

WOLF, J F Atomic Safety and Licensing Board Panel B3/027IS 3pe 
17255: 182 24X Fiche* 50-522, 03/02/19, 0302230643 


0 Inspection reports, i-E Bulletins L correspondence 


9212060359 IE Info Notice 83-01, "Ray Miller, Inc " Svc list one l 
JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 030103) 83/01/26 Consolidated Edison Co of New 

Yuri, Inc UBpp 17023 160 24/ F i che- 90-000, 03/01 /26, 821 2060350 


0212060360 IE Info Notice 03-02, "Clml torque HOBC , HiBC, H2BC it H30C 
Oearheads M Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103 ) 03/01/20 Conso l (dated Edison Co of New 

York, Inc I09pp 17144 001 24X F i che: 50-000, B3/OI/20, B21 2060360 


82 1 2060361 IE Info Notice 83—03, "Cal lb r of Liquid Level Instruments 4> 
Svc list end 

JORDAN, E L Division -of Emergency Pr spared ness & Engineering 
Response (Post 830103). 03/01/28 Consolidated Edison Co of New 

York, Inc 1 lOpp 17074 095 24X Fiche 50-000,63/01/20,8212060361 


212060363 IE Info Notice 03-04, ''Failure of Etroa Power Supply Units 11 
Svc list end, 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Pott 830103}. 93/02/18 Consolidated Edison Co of New 

York, Inc HOpp 17347^191 24X F i the; 50-000, 03/02/10, 0212060363 


0212060365 IE InfD Notice Q3-05. "Obtaining Approval for Disposing of 
Very Lou Level Raduaste — 10CFR20 302 11 Svc list encl 
JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Rosporse (Post 030103) 03/02/24 Consolidated Edison Co nf New 

York, Inc lllpp 17347 059 24X Fiche 50-000,83/02/24.0212060365 


0212060366 IE Info Notice 03-06, "Non i d en t i c a 1 Replacement Parts " 

Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of New 

York, Inc 1 i2pp 17361 140 24< Fiche 50-000,03/02/24,0212060366 


U Conyressiona 1/ExecuM ve Correspondence 


03022^0474 Responds to 830110 request foi explanation of proposed ALRS 
technical meeting to discuss project ACRS h NRC required to 
review pending application 

MAL8CH, M G Office of the General Counsel 83/01/24 MAMEY, E %J 
House or Rep , Interior & Tnsular Affairs lp 17239 362 SAX 
Fiche 50-522,03/01/24,8302220474 


--03O222Q476 Questions why vital resources of ACRS will be wasted on 
technical meeting for proposed project in light of 
financial 6 planning disaster associated w/const 

MAflKFY.E J House of Rep , Interior V Insular Affairs 03/01/10 
PALLAD1N0, N Commissioners lp 17233 363 24X 

Fiche 30-522,83/01/24,0302220474 


V Operator Examinations 


030131 0203 Generic Ltr 03-06 to all power reactor 11 censeos, app licant* 
for QLs > MSB vendors, reactor vendors & AE re certificates 
it revis'd format for reactor operator i senior reactor 
operator license* Svc list encl 

ElSEN'iJT.D G Division of Licensing 83/01/31 Consolidated 

Edison Co of Neu York Inc 1 4 p p 17347 177 24X 

Fiche 50-000, 8J/01/31, 8301310203 


DOCKET STN-50— 520 PALO VERDE NUCLEAR STATION, UNIT 1 


A App) (cation /construction stage documents 5c correspondence 


8302100131 Notification of revised time for 830215-17 meetings u/uttl E, 
consultant* at site 6 in Phoenix, AZ to conduct seismic 
qua iff icat ion review team audit of plants 

LICITRApE A Licensing Branch 3 83/01/17 KNIGHTON, G W 

Licensing 3ranch 3 3pp 17134 317 24X Fiche 30-528,83/01/17. 

B302IQ0131 


0302020115 Forwards 020326 lequest for addl info re rapid 
depressurization 6 DHR for CE5SAR plant Justification for 
safe operation of plantiif responses to encl question will 
not be provided 1 month prior to load , reque sted 
NOVAK, T M Assistant Director for Licensing 83/01/19 VAN 

aRL'NTrE E Ariiona Public Service Co 4pp 16990 202 24X 

Fiche 50-520,03/01/19,0302020115 


0302030002 Requests that Amend 10 to FSAR , c ha ng ing GA Class for 
pressuriier relief piping from relief valves & control room 
panels in Tables 3 2-1 be re-evaluated Appropriate rev to 
FSAR Table 3 2-1 should be submitted 

KNIGHTON,© U Licensing Branch 3 B3/01/1? VAN BRUNT, E E 

Arlrona Public Service Co 2pp 17020 361 24X 

Fiche 30-320,03/01/19,8302030002 


0302020490 Submits update on orga n i ?a t i ona 1 arrangement for technical 
support of operations for plant Organ 1 zati onal structure 
noj meats SRP criteria 

NOVAK# T rt Assistant Director for Licensing 83/01/24 FRALEY, R F 
ACRS - Advisory Committee on Reactor Safeguards 2pp 16996 (344 
24X Fiche 50- 520,03/01/24,9302020490 


8302100198 Advises that 23 items of equipment identified for which 
seismic qua 1 1 f i cati on review team will conduct site audit 
on 830213-17 Completed qualification summary of equipment 
form should be submitted for each item 

KNIGHTON, G 11 Licensing Branch 3 83/01/25 VAN BRUNT, E E, 

Ariiona Public Service Co 4pp 17134 126 24X 

Fiche 50-920,83/01/25,0302100190 


8302010493 Forwards revised description of test, "Total Loss of Flow 
Trip From 9QM Power W/Natvral Circulation Ver i f i cat ion , " for 
review, to determine if NRC B2U17 concern* satisfied 
VAN BRUNT, E E Ariiona Public Service Co 83/01/27 KNIGHT DM. G 
Licensing Branch 3 7pp 16901 324 24X Fiche 50-528,83/01/37# 

0302010493 
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0302070523 Forwards info on seismic qualification of equipment 
supplementing util 830t21 submittal Into addresses specific 
Items 6<7 ^ 8 re resistor input card/ Indicator 1151 t, 
control element drive mechanism reed switch position 
MAURIN, l V Louisiana Power l Light Co 03/02/01 NOVAK. T M 

Assistant Director for Licensing 1 1 p p 17035 257 24X 

Fiche 50-000 . 83/02 /01. 0302070523 


— B302070531 'AZ Nuclear Power Project 150-Inch Reed Switch Position 
Transmitter l Litton Electrical Connector Seismic 
Qualification Teat (Sine Sweep Testing) " Age c ons i d era t l on s 
for seismic design & surveillance in mild environs end 
H45LINGER. K H Combustion Engineering, Inc TR-ES0-442 
01/ 10/09 99pp 17033 269 24/ Fiche 50-000.83/02/01,0302070523 


B302170011 Forwards audit repts on seismic l* dynamic qualification of 
safety-related equipment Repts also available in PDR 
BAOCm.Q Equipment Qua 1 i f ica 1 1 on Branch 93/02/02 NOONAN, V 9 
Equipment Qua 1 i f i cation Branch 3pp 17203 18S 24X 

Fiche 50-000, 83/02/02, 030217001 1 


— 0302170235 "Audit of Pump t> Valve Operability Assuance Program at 
Palo Verde Nuclear Station, Unit 1." technical evaluation 
rapt 

HILLER, C F , HDNMA.O EQ%Q, Inc FINA-641S EGG-EA-6010 
82/10/31 ROgZTOCZV, Z R Division of Engineering 17pp 
17207 132 24X Fiche 50-000,83/02/02,9302170011 


B30 20802 10 Advises that rev to FSAR Table 3 2-1 responding to 930119 
ltr will be submitted by 030315 

VAN BRUNT, E E Arizona Public Service Co 03/02/03 KNIGHTON, G 
Licensing Branch 3 Ip 17038 053 24X Fiche 50-320.03/02/03* 

03020002 tO 


B302100221 Forwards proposed FSAR changes revising details for nou 
spent fuel storage rack cell blocking device New design 
blocking device wilt be placed onto spent fuel racks in 
same manner as spring type blocking devices 

VAN BRUNT. E E Ariiona Public Service Co 03/02/03 KNIGHTON, 0 
Licensing Branch 3 5pp 171 14 030 24X Fiche 50-520, 93/02/03, 

0302100221 


8302170419 Requests info re qualification program for saf e ty-re 1 ated 
pumps & valves Info should include schedule for completion 6 
confirmation that program complete prior to fuel load 
Response will complete PVQRT audit review 

KNIGHTON, C \l Licensing Branch 3 93/02/03 VAN BRUNT, E E 

Ariiona Public Service Co 4pp 17195 237 24X 

Tiche 50-526. 03/02/03, 030? 170419 


9302080295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for QL & holders of CP for C-E PWRs re review of 
C-C Owners Group emergency procedures guideline program Svc 
list enc l 

E I SENHUT, D 0 Division or Licensing 03/02/08 Consolidated 

Edison Co of New York, Inc 1 1 p p 17290 247 24X 

Fiche 50-000, B3/02/08, 8302000295 


0302280443 Notifies that completed qualification summary of equipment 
form for selected equipment items for audit by Seismic 
Qualification Review Team submitted on 030201 Response to 
NRC 830125 Hr complete 

VAN BRUNT, E E Arizona Public Service Co 03/02/34 KNIGHTON, 0 W 
Licensing Branch 3 lp 17309 200 24X Fiche 50-520,03/02/24, 

0302200443 


0302280492 Forwards revised responses to NRC Questions BIO 1 S< 440 3 re 
inter sy* LOCA surveillance requirements NRC concerns not 
applicable to plants Proposed amended F9AR page* provide 
justif i cation for including oparating limits in Tech Specs 
VAN BRUNT, E E Arizona Public Service Co 03/02/24 KNIGHTON, G 
Licensing Branch 3 I6pp 17309 095 24* Fiche 30-520,83/02/24. 

0302200492 


E NRC Safety Evaluation Report (SER), supple & correspondence 


0302000362 Forwards "Environ Qualification Rapt Per Requirements of 
NUREG-O30B, " in response to request for info per NUREQ-OB57, 

BER, Section 3 ll.ftept supports 830314 qualification program 
audit 

VAN BRUNT, EE Arizona Public Service Co 03/02/07 KNIGHTON. 0 
Licensing Branch 3 2pp 1705J 181 24X Fiche 30-528, 03/02/07, 

8302080362 


— 8302080367 "Environ Qua 1 1 fi cation Rep t Per Requirements of NUREG-0508 " 
e Ariiona Public Service Co 03/02/07 594pp 17051 183 24X 

Fiche 50-528, 03/02/07. 0302000362 


0302230326 Forwards "E8F Load Sequencer Software Verification t« 
Validation Rapt, "■ at required by SER Section 0 4 6 
< NUflEO-0857) 

VAN BRUNT, E E Arizona Public Service Co B3/02/ 1 5 KNIGHTON, 0 
Licensing Branch 3 3pp 17240 163 24X Fiche 50-920,03/02/13, 

9302230326 


— 0302230320 "ESF Load Sequencer Software Verification 6 Validation 
R e p t '■ 

« Simp-ac t Associates, Inc 92/09/0? I03pp 1724B 166 24X 

Fiche 50-520, 03/02/ 15. 0302230326 


F Security, medical, emergency V fire protection plans 


8301210340 Genoric Ltr 03-04 to all licensees of operating reactors, 
applicants for OL & holders of CPs re regional workshop 
concerning Suppl t, NVREG-0737, "Requirement* for Emergency 
Response Capability " Bvc list sntj 

EI6ENIWT, DO Division of Licensing 03/02/01 Consolidated 

Edison Co of New York, Inc Hpp 17221 226 24* 

Tiche 50-000,03/02/01.8301210340 


6302170494 Releases public version of revised emergency plan 
implementing procedure 

FELTON. J M Division of Rules and Records 03/02/15 Document 

Management Branch ip 17201 251 24X Fiche 50-520,03/02/15* 

8302170494 


— 0302170498 Forwards public version of Rev I to Emergency Plan 
Implementing Procedure EPIP-14B re dose assessment Receipt 
form end 

» Arizona Public Service Co 83/01/28 NRC - No Detailed 
Affiliation Given ip 17201 252 24X Fiche 50-920.33/02/15, 

83021 70494 


— 0302170503 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EPIP-14B re dose assessment Revised indoi: end 
LUCIA, S Ariiona Public Service Co 02/12/30 S02pp 17201 253 
24< Fiche 50-529,03/02/15,9302170494 


0 Adjudicatory correspondence 


6302170267 Notice of change of address of counsel Certificate of Bvc 
enc 1 

BERNASEI.L Hourlhan. P DERMABEl.L Government Ac coun tab i 1 i ty 
Project 93/02/14 3pp I7I78 221 24X Fiche 50-520,03/02/14, 
0302170267 


0302180394 Answer apposing West Valley Agricultural Protection Council, 
Inu motion for ruling on contentions, far declaration that 
NEPA analysis inadequate 6 for continuance of proceeding No 
ba*is/need to admit contentions shown tJ/Cer tif icate of Svc 
B 18CH0FF , C A Joint App 1 i C ant 5 -pa I o Verde BI0CHDFF, C A Snail * 
Wilmer 03^02/14 Atomic Safety and Licensing Board Panel Q6pp 
17210 t0S 24X Fiche 50-528,83/02/14,8302180394 


8302160395 Decision ALAB-713, affirming A5U3 021230 Initial Decision 
L8P-B2-117A re availability of adequate supply af condenser 
cooling water 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 83/02/15 
4pp 17164 205 24X Fiche 50-528,83/02/15,0302160355 


8302230350 Reaffirms We*t Valley Agricultural Pratectlon Council intent 
ta discuss outstanding issues from petition to intervene t* 
need far continuance of OL proceedings Certificate of Svc 
enc 1 

BERLIN, K Berlack, Israels l Liberman. BERLIN, K West Valley 
Agricultural Protection Council, Inc 83/02/17 LAZO, R fi , 

CAU IHAN, D , COLErR F Atomic Safety and Licensing Board Panel 
4pp 17247 354 24X FlC he 50-520, 83/02/17 , 8302230350 


M Antitrust correspondence 


0302080079 Forwards for publication in FR, not Ice of finding of no 
significant antitrust changes V time for filing of request 
for r*-evalu* tion 

T0AL8T0N, A L Antitrust & Economic analysis Branch (Utility 
Finance) 83/02/03 COMBS, T Docketing U Services Branch 2pp 
17106 145 24X Fiche 50-520,93/02/03,8302000079 


— B3O2OBOO03 Notice of finding of no significant antitrust change* b tin 
for filing of requests for re-evaluation 

T0AL8T0N, A L Antitrust << Economic analysis Branch (Utility 
Finance) 83/01/20 3pp 17106 147 24X Fiche 30-3201 B3/G2/03, 

8302080079 
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93021*0403 Forwards notice or finding of no significant antitrust 
changes b of tirn-e for filing requests i-or re-evaluation h 
“Palo Verde Nuclear Generating Station Units 1 & 2 
Significant Change Analysis H 

TGALSTON, A L Antitrust b Economic analysis Branch (Utility 
Finance) 03/02/03 VAN BHU.'l T , E £ Aruona Public Service Co ip 
17179 228 24X Fiche 90-528,03/02/03,83021*0403 


— 0302160484 Notice of finding or no significant antitrust changes 8< of 
time for filing requests for re-eva luat i on 

TCJALSTDN, A L Antitrust b Economic analysis Branch (Utility 
Finance) 83/02/03 3pp 17175 229 24X Fiche 50-328.03/02/03, 

8302160483 


— 8302 16048R "Palo Verde Nuclear Generating Station Units 1 It 2 
Significant Change Analysis “ 

NICHOLSON, P Antitrust b Economic analysis Branch futility 
Finance) 83/03/03 41pp 17173 232 24X Fiche 50-538,03/02/03. 

8302160483 


G Inspection reports, IE Bulletins << correspondence 


B30201 0387 Forwards IE Insp Rept 50-528/82-33 on G2U22-12L7 No 
noncomp 1 i anee noted 

STERNBERG, D li Division of Res Ident, Reac tor Project b Engineering 
Programs 82/12/29 ANOOQNINI.GC Arizona Public Service Co 
2pp 36973 2*4 24/ Fiche 50 - 528 . 02/ 12/29, *3020 1 0387 


— 0302010390 IE Insp Kept 90-523/82-33 on 021122-1217 No noncompl i ance 
noted Major areas inspected facility design changes 
preop e rati d nal test procedure revi ew, p 1 p i ng verification 
program, fac i 1 i ty tours & independent effort 

FIORELLI, G , JOHNSTON. G , YOUNG, T Division of Res i d tnfc. R e ac tor 
Project & Engineering Programs B2/12/27 Sp p 36773 26* 24X 

Fiche 50-528,82/12/29,930205 0307 


821 20603 5 B IE 1 nf o Notice B3-01, "Ray Miller, Inc " Svc list end 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) B3/01/26 Consolidated Edison Co of New 

York, Inc 1 ISpp 17023 160 24X Fiche 5 0-000, 03/0 1 /26. 851 20*0350 


8212060360 IE Info Notice 03-02, "Limi torque NORC, H1HC, H2SC b H3DC 
Gaarhfads “ Svc list end 

JORDAN, £ L Division of Emergency Preparedness <« Eng i Upbf i ng 
Response (Post 030103) 03/01/20 Consolidated Edison Co nf New 

Yort, Inc I09pp 17144 001 24X Fiche 5 0-000,03/01/78,8212060360 


8312060361 IE Info Notice 03-03, "Calibr of Liquid Level Instruments " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness %> Engineering 
Response (Post 830103) 93/01/28 Consolidated Edison Co of Now 

York, Inc llOpp 17074 095 24X F iche 5 0-000. 03 /OJ /2B, 921 2060361 


0302230267 Forward* IE Imp Rept 50-520/83-01 on 030104-07 Ne 
noncomp l i anca noted 

STERNBERG, 0 M Division of Re* ident, Reat to r Project It Engineering 
Programs 83/01/28 ANDDGNINI , G C Arizona Public Service Co 
2pp 17243 357 24 < FUhe 50-520, 83/01/28. 0302230267 


—0302230268 IE I n sp Rapt 50-520/83-01 on 839104-07 No none amp 1 i ance 
noted ffajor areas inspected p reopera t lona 1 test records 6 
operational staff testing b independent insp effort 
JOHNSON, P H , YOUNG, T Division nf fits l tf on t , Roac t or Project fe 
Engineering Program* 83/01/20 4pp 17243 359 24X 

Fiche 50-523,83/01/28,0302230267 


9302230305 Fonwardfs IE Imp Rept 50-528/82-38 on B21 220-8301 21 No 
noncomp 1 iance noted 

STEKN0ER9, D M Division of Res ident, fieac tor Project & Engineering 
Programs 03/01/31 ANDQGNINI.G C Aruona Public Service Cp 
2pp 17242 357 24X Fiche 50-520,83/01/31.0302239305 


— 0302230311 IE ln*p Rept 50-520/82-39 on 921220-030121 No none nmpli ante 
noted Major areas inspected startup tes tiny , containment 
integrated leak rate test. startup GA/GC.fuel receipt 
fi repai at ion s & TMI Items II E 1 2 b II E 1 l 

FIORELi.Ii G , JOHNSTON, G , YOUNG. T Division of Res id ent, R e ac t or 
Project At Engineering Programs B3/0i/2B 6pp 17242 359 24X 

Fiche 30-52 0, 03/0 1 /3 1 . 030223930 5 , 


r Supply Units ,l 

g meer ing 
dilon Co of New 
02/18, 8212060363 


or Disposing of 
1 

gi herring- 
-d i * on Co of New 
93/OJJ / 34 . 0 2 1 20 *0365 


9212060366 IE Info Notice 93-06, "Nonidmtica 1 Replacement Parts " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness T < Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York, I fi c W2pp 17361 148 24' Fiche 50-000,83/02/94,8212060366 


S Reportable occurrences, LERs A related correspondence 


0302030495 Part 21 rept re determination that poet-LOCA hydrogen 
recombiner is likely to malfunction following exposure 
to elevated temp, high humidity environ Replacement part 
identification will be provided to operators by 830210 
EMPEY.D C Rockwell Internati onal Corp 82/12/17 COLLINS , J 
Region 4. Office of Director 4pp 17006 128 24X 

Fiche 30-000,02/12/17,8302030495 


9302Q70221 Interim deficiency rept re p i e op er at l ona 1 testing failure 
of ESF actuation sys dc power supply ground detectors Final 
rept mill be not be submitted until 830325 due to extensive 
evaluation 

VAN BRUNT, E E Arizona Public Service Co 83/01/26 STERNBERG, 0 M 
Division of Resident, Reactor Project b Engineering Programs 2pp 
17031 324 24X Fiche 50-328,83/01/26,0302070221 


0302070254 Interim deficiency rept re P u liman -Ke l 1 og g pipe lining 
failure In essential cooling water sys Investigation 
continuing Final rept will be submitted by 830405 

VAN 8RUNT.EE Arizona Public Service Co 83/01/26 STERNBERG, D N 
Division of Resident, Reac tor Project *< Engineering Programs 2pp 
17031 337 24X riche 50-528,63/01/26,8302070254 


0302070259 Final Deficiency Rept DER G2-54 re main steam valves 
w/internal corrosion From outdoor exposure while removed for 
sys hydrotest Const work plan procedures revised to address 
mafcl handling b storage 

VAN BRUNT, E E Arizona Public Service Co 83/01/26 STERNBERG, T) M 
Division of Rbs i d ent. Rea c tor Project Sc Engineering Programs 4pp 
17031 351 24X Fiche 50-528, 83/01 '26, 8302070259 


0302070307 Informs that final submittal for Deficiency Rept DER 02-39 
re C-E valve limit switches (Class IE) will not be finalized 
until 030325 Delay due to extensive investigation It 
evaluation required 

VAN ORUNT, E E Arizona Public Service Co 83/01/26 STERNBERG, 0 M 
Division of Re* ident, Reactoi Project !< Engineering Program* 2pp 
17035 044 24/ Fiche 50-528,83/01/26,0302070387 


□302130 1 86 Deficiency Rept DER 02-56 re condensate storage tank design 
scaled-down w/o new calculations for seismic response 
Initially reported on 021015 Time extension required due to 
extensive investigation Next rept expected by 030323 

VAN BRUNT, E E Arizona Public Service Co 83/01/27 STERNBERG, D fJ 
Division of Resident, Reactor Project b Engineering Programs 2pp 
17147 223 24/ Fiche 50-52B, 83 /Oi /27 , 8302 1 50 106 


0302150425 Interim Deficiency Rept DER 82-63 re design calculation 
error in refueling water tank seismic t esponse Initially 
reported on 821026 Extension from 830210 to 830324 for 
submittal of final rept requested 

VAN BRUNT, E E Arizona Public Service Co 83/01/27 STERNBERG, D M 
Division of Resident, Reactor Project S Engineering Programs 2pp 
17151 304 24X Fiche 50-528,83/01/37,8302150625 


B30207O483 Final Deficiency Rept DER Ql-14 re A-354 anchor bolt 
failure* Initially reported on 810529 All accessible 
embedded fasteners hardness tested l> results documented 
Bechtel conducted followup verification review on 821008 
VAN BRUNT, E E Arizona Public Oervice Co 03/01/28 STERNBERG. 0 M 
Division of Re* ident. Reactor Project & Engineering Programs ETpp 
1703* 071 24/ Fiche 50-528,83/01/36.8302070483 


-8302070493 Rev 0 to "Engineering Evaluation of Nonconforming ASTM A31i4 
Grads BD Stud* 6 Bolts," deficiency evaluation rept 
SHIOSAWA. D R , SCKECHTER, K M , PETERS, R P Oechtel Corp Bt-14 
ROO 82/09/30 I73pp 17036 079 24X Fiche 50-520,03/01/29, 

03020704 63 


0302230425 Interim Deficiency Rept DER 92-05 re failure of Harlo relay, 
to operate in relay panels dur i ng prerequisite testing due 
to supplier error using dc coils in ac circuits Initially 
reported on B30107 Final rept will be submitted by 830307 
VAN BRUNT, £ E Arizona Public Service Co 83/02/07 STERNBERG. D 
Division of Res i d ent, Reac tor Project h Engineering Programs 3pp 
1724* 160 24/ Fiche 30-528,83/02/07,8302230425 


0302230533 Interim Deficiency Rept PER 82-04 re Class IE load ctrs 
internal damage by space heaters Initially reported on 
B301O7 Bechtel corresponding w/ITE-Gpuld to disposition 
condition Next rept by 030419 

VAN BRUNT, E E Arizona Public Service Co 83/02/07 STERNBERG, D 
Division of Res ident, Reactor Project b Engineering Programs 3pp 
1725* 307 24X Fiche 50-528,83/02/07,8302230533 
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V Operator Examinations 


8001310203 Generic Lfcr 03-06 to all power reactor 1 1 c en s ee s . app 1 ic an fcs 
for OLs.NSS vendors* r sac tor vendors & AE re certificates 
It revised format for reactor operator It senior reactor 
opei ator licenses Svc list end 

EISENHUT.D G Division of Licensing 63/01/31 Consolidated 

Edison Co of New York. Inc 14pp 17347 177 24X 

Fiche 50-000.03/01/31.0301310203 


8302250299 Forwards proposed schedule for operator licensing exam 
requirements from present through Dec 1995. per Generic Ltr 
83 01 

ANDdONrNl.G C Arizona Public Service Co 83/02/17 EISENHUT, D G 
Division of Licensing 2pp 17291 257 24X Fiche 30-520.03/02/17. 

8302250299 


DOCKET 6TN-S0-529 PALO VERDE NUCLEAR STATION. UNIT 2 


A App 1 ica fcion/cons true tion stage documents 6 correspondence 


8302100131 Notification of revised time For 030215-17 meetings u/util & 
consultants at site h in Phoenix.AZ to conduct seismic 
qualification review team audit of plants 

LIClTfiA.E A Licensing Branch 3 83/01/17 KNIGHTON. G W 

Licensing Branch 3 3pp 17134 317 24X Fiche 50-520.03/01/17, 

8302100 131 


8302020115 Forwards 020326 request for addl info re rapid 
depressurization it OHR for CE8SAR plant Justification for 
safe operation of plant. if responses to end question will 
not be provided 1 month prior to 1 oad . requested 
NOVAK. T M Assistant Director for Licensing 83/01/19 VAN 

BRUNT. E E Ariiona Public Service Co 4p p 16998 282 24X 

Tiche 50-520. 03/01 / i 9. 0302020 115 


B3Q2030002 Requests that Amend 10 to FSAR. Chang Ing GA Class for 
pressuriier relief piping from relief valves it control room 
panels in Tables 3 2-1 be re-evaluated Appropriate rev to 
FSAR Table 3 2-1 should be submitted 

KNIGHTON. G (J Licensing Branch 3 03/01/19 VAN BRUNT. E E 

Ariiona Public Service Co 2pp 17020 361 24X 

Fiche 50-528. 83/0 1/19. 0302030002 


3302020490 Submit* update on orge n i z a t i onal arrangement for technical 
support of operations for plant Organisational structure 
now meets SAP criteria 

NOVAK. T M Assistant Director for Licensing 83/01/24 FRALEY, fl I* 
ACRS - Advisory Committee on Reactor Safeguards 2p p 16996 344 
24 X Fiche 30-520. 03/0 I/24.B302020490 


9302100190 Advises that 23 items of equipment identified for which 
seismic qual i f ica tion review team will conduct site audit 
on 030215-17 Completed qual i f ic at i on summary of equipment 
form should be submitted for each item 

KNIGHTON. G M Liceneing Branch 3 83/0t/25 VAN BRUNT. E E 

Arizona Public Service Co 4 pp 17134 126 24X 

Fiche 50-528.83/01/25.0302100190 


EI302010493 Forwards revised description of test. "Total Loss of Flow 
Trip From 80% Power W/Natural Circulation Verification." for 
review, to determine if NRC 02I1J7 concerns satisfied 
VAN DRUNT.E E Arizona Public Service Co 83/01/27 KNIGHTON. G 
Licensing Branch 3 7pp 1698 1 324 24X Fiche 50-520.03/01/27, 

0302010493 


8302070523 Forwards info on seismic qua 1 1 f ica t i on of equipment 
supplementing util 030121 submittal Info addresses specific 
Item* 6.7 & 8 re resistor input card. Indie a tor 1131 i, 
control element drive mechanism reed switch position 
MAURIN. L V Louisiana Power k Light Co 03/02/01 NOVAK. T M 

Assistant Director for Licensing llpp 1703S 237 24X 

Fiche 50-000. 03/02/01 . 8302070523 


— 8302070531 "AZ Nuclear Power Project 150-Inch Reed Switch Position 
Transmitter & Litton Electrical Connector Seismic 
Qual i f i cat i on Test iSine Sweep Testing) " Age considerations 
for seismic design it surveillance in mild environs end 
HASLINGER.K H Combustion Engineering. Inc TR-ESE-442 
81/10/09 9?pp 17035 268 24 X Fiche 50-000,83/02/01.8302070523 


0302080210 Advise* that rev to FSAR Table 3 2-1 responding to 030119 
ltr will be submitted by 830315 

VAN BRUNT. E £, Arizona Public Service Co 83/02/03 KNIGHTON, G 
Licensing Branch 3 ip 17058*053 34X F iche: 50-528, 83/02/03. 

B3020SQ210 


0302100221 Forwards proposed FSAR changes revising details for new 
spent fuel storage rack cell blocking device New design 
blocking de\ice will be placed onto spent Fuel racks in 
same manner as spring type blocking devices 

VAN BRUNT. E E Arizona Public Service Co 83/02/03 KNIOHTON, 0 
Licensing Branch 3 5pp 17114 0 3 0 24X Fiche S0-52B. 83/02/03. 
0302100221 


0302170419 Requests info re qualification program for safety-related 
pumps & valves Info should include schedule for completion & 
confirmation that program complete prior to fuel load 
Response will complete PVGRT audit review 

KNIGHTON. G U Licensing Branch 3 03/02/03 VAN BRUNT. E E 

Arizona Public Service Co 4pp 17195 237 24X 

Fiche 50-528. 03/02/03.0302170419 

8302030295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL it holders of CP For C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list enc 1 

EISENHUT, D 0 Division of Licensing 03/02/00 Consolidated 

Edison Co of New York, Inc llpp 17290 247 24X 

Fiche 30-000,83/02/09,8302080295 


6302200443 Notifies that completed qualification summary of equipment 
form for selected equipment item* For audit by Seismic 
Qualification Review Team submitted on 830201 Response to 
NRC 830125 lfcr complete 

VAN BRUNT, E E Ariiona Public Service Co 03/02/24 KNIGHTON, 0 W 
Licensing Branch 3 Ip 17309 200 24X Fiche 50-528,83/02/24, 

8302200443 


8302280492 Forwards revised responses to MIC Questions 210 1 tt 440 3 
inter sys LQCA surveillance requirements NRC concerns not 
applicable to plants Proposed amended FSAR pages provide 
justification for including operating limits in Tech Specs 
VAN BRUNT, E E Ariiona Public Service Co 03/02/24 KNIGHTON, Q 
Licensing Branch 3 16pp 17309 095 24X Fiche 30-320,03/02/24, 

0302200492 


E NRC Safety Evaluation Report (SER>. suppls it correspondence 


0302080362 Forward* "Environ Qualification Rept Per Requirements of 
NUREG-0580, in response to request for info per NUREO-O057. 

SER, Section 3 11 Rept supports 830314 qualification program 
aud it 

VAN BRUNT. E E Ariiona Public Service Co 03/02/07 KMIQHfONi 0 
Licensing Branch 3 2pp 17051' 181 24X Fiche 50-328.83/02/07, 

0302080362 


0302080367 "Environ Qualification Rept Per Requirements of NLFREG-05 
a Ariiona Public Service Co 03/02/07 594pp 17051 1B3 24X 

Fiche 50-520,03/02/07.0302080362 


0302230326 Forward* "E3F Load Sequencer Software Verification & 
Validation Rept, ° as required by SER Section 846 
(NUREG-0057) 

VANBRUNT.ee Ariiona Public Service Co 03/02/19 KNIGHTON. 0 
Licensing Branch 3 3pp 1724B 163 24X Fiche 50-520,03/02/15. 

0302230326 


— B3O223O320 "ESF Load Sequencer Software Verification & Validation 
Rept " 

* Simpact Associate*. Itvc 02/09/09 103pp 17248 166 24X 

Fiche 50-520, 83/02/ 1 5 , 8302230326 


F Security, medical, emergency it fire protection plans 


0301210340 Generic Ltr 03-04 to a l 1 licensees of operating reactors, 
applicants for QL i> holders of CPs re regional workshop 
concerning Suppl 1 , NUREG-0737, "Requirements for Emergency 
Response Capability u Svc t 1st and 

EISENHUT, D 0 Division of Licensing 03/02/Dt Con sol id a ted 

Edison Co of Neu York, Inc llpp 17221 226 24X 

Fiche 50-000.83/02/01,8301210340 


8302170494 Releases public version of revised emergency plan 
implementing procedure 

FELTON, J M Division of Rules and Records 03/02/15 Document 
Management Branch ip 17201 251 24/ Fiche 50-520,03/02/15. 

0302170494 


— 0302170490 Forwards public version of Rev I to Emergency Plan 
Implementing Procedure EPIP-J4B re dose assessment Receipt 
form end 

a Arizona Public Service Co 83/01/28 NRC - No Detailed 
Affiliation Given Ip 17201 252 24X Fiche 30-533.03/02/15, 

0302170494 
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— 8302170503 Public version of Rev 1 to Emergency Plan Imp lemien ting 
Procedure EPIF-14D re- dose assessment Revised index end 
LUCIA, S Ariiona Public Service Co 92/12/30 5G2pp 17201 253 
2 AX Rich* 50-528. 83/02 /J 5. 8302170494 


G Ad jud Icatory correspondence 


0302070595 Motion for ruling on C 
salt depos l ti on. for declaration 
inadequate ft -for continuance of 
Svc end 

BERLIN. K West Valley Agricult 
83/02/02 Atomic Safety and 
17033 170 24 X Fide 30-529. B3 


(intentions i , 1 1 . 1V( A), IV( C ). 
that NEPA analysis 
proceeding Certificate of 

ural Protection Council. Inc 
Licensing Hoard Panel 32pp 
/ 02/02, 0302070595 


V 


8. VI re 


0302170267 Notice of change 
enc 1 

QERNABEI. L Hour! h an. P 
Project 83/02/14 3pp 
8302 1 70267 


of address of counsel Certificate of Svc 

OERNABEI , L Government Accountability 
17178 221 24X Fiche 50-528.03/02/14, 


8302100394 Answer opposing West Valley Agricultural Protection Council. 
Inc motion for ruling on contentions, for declaration that 
NEPA analysis inadequate k for continuance of proceeding No 
basis/need to admit contentions shown W/Cer t i ficate of Svc 
BISCHOFF, C A Joint Ap-p 1 icants-Palo Verde BISCHOFF.C A Snell & 
Uil.ner 83/02/14 Atomic Safety and Licensing Board Panel J6pp 
17210* IBS 24X Fiche 50-528.83/02/14,8302180394 


3302160355 Decision ALA9-7I 3. af fl riming AS LB B21230 Initial Decision 
L8P-92-117A re availability of adequate supply of condenser 
cooling water 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel B3/02/I5 
4 p p 17164 295 24X Ftcbe 50-528,83/02/15,0302160335 


8302180279 Response opposing West Valley Ag r i c ill to r a I Protection 
Council# Inc 030202 motion for ruling on content i one# for 
declaration that NEPA analysis Inadequate & for continuance 
of proceeding Certificate of Bvc end 

DEWEY, L S Hearing Branch 3 03/02/17 Atomic Safety and 

Licensing Board Panel I2pp I72I1 265 24X Fiche 50-529,03/02/17, 

8302180279 


8302230350 Reaffirms West Valley Agricultural Protection Council intent 
to discuss ocj tstand ing issues from petition to intervene !< 
need for continuance of OL proceedings Certificate of Svc 
enc 1 

BERLIN# K Berlack, Israels t Liberman BERLIN, K West Valley 
Agricultural Protection Council. Inc 83/02/17 LAZO. R H , 

CALL I HAN, tt , COLE, R F Atomic Safety and Licensing Board Panel 
4pp 17247 3 54 24< Fi che 50-528, 03/02/17, 0302230350 


M Antitrust correspondence 


8302090079 Forwards for publication In FR. notice of finding of no 
significant antitrust change* L time for filing of request 
for re-evaluation 

TO ALSTON. A L Antitrust & Economic analysis Branch (Utility 

Finance) 83/02/03 COMBS. T Docketing t Services Branch 2pp 
1710& 145 Z4X Fiche 50-528, B3/02/03. 9302080079 


— 8302080083 Notice of finding 
for filing of request* for 
TOAL8TON.A L Antitrust U 
Finance! 83/01/28 3pp 
83020B007? 


of no significant antitrust changes & timn 
re-evalua t ion 

Economic analysis Branch (Utility 
17106 1 4 7 24X Fiche 50-528,83/03/03, 


03O216O4&3 Forward* notice of finding of na significant antitrust 
change* L of time for filing requests for re-evaluation 6 
"Palo Verde Nuclear Generating Station Unit* 1 & 2 
Significant Change Analysis " 

TOALSTON* A L Antitrust 6 Economic analysis Branch (Utility 
Finance) 93/02/03 VAN BRUNT# E E Ariiona Public Service Co lp 
17175 228 24 X Fiche 50-529,83/02/03,8302 1 60483 


— 8302160494 Notice of finding of no significant antitrust c 
tim* for filing requests for re-evaluatlon 
TOALSTON, A l Antitrust 4 Economic analysis Branch (Uti 
Finance) 83/02/03 3pp 17175 229 24X Fiche 30-528 

8302160483 


hanges & of 
lity 

, 83/02/03, 


--B302 160480 "Palo Verde Nuclear Generating Station Unit* 1 i 2 
Significant Change Analyst* 11 

NKHGLSON, P r Antitrust fc Economic analysis Branch (Utility 
Finance) 83/02/03 4lgp 17175 232 24X Fiche 50-528,03/02/03, 

8302160483, 


Q Inspection reports. LE Bulletins f r or i esp ondenee 


02! 2060358 IE I 
JORDAN. E L 
Response (Pos 
York. Inc 1 


0212060360 IF I 
Qearheads 8 
JORDAN, E L 


Respons e 

(Pos 

York, Inc 

1 

0212060361 

IE 1 

Svc list 

en c ] 

JORDAN* E 

L 

Ra s pons e 

(Pos 

York, Inc 

1 

02 i 2060363 

IE I 

Svc l *3 t 

ere 1 

JORDAN, € 

L 

Response 

(Pos 

York, Inc 

1 

0212060365 

IE I 

Very Lou 

l_e\ e 

JORDAN, E 

L 

ftespons e 

(Pos 

York, Inc 

l 

0212060366 

IE I 

Svc list 

enc l 

JORDAN, E 

L 

Rasp arise 

(Pos 

York, Inc 

1 


nfo Notice 03-01. "Ray Mi) lei, Inc " 9vc list enc 1 
Division or Emergency Preparedness 6 Engineering 
t 830103) 03/01/26 Consolidated Edison Co of New 

JBpp 17023 (60 24 < Fiche 50-000, B3/01 /?6, 821 2060359 


nr o Notice 03-02, "Limj torque HOBC, HI RC, H2BC L H3BC 
vc list one l 

Division of Emetgency Preparedness h Engineering 
t 030103) 03/01/20 Consolidated Edison Co of New 

09pp 17144 001 24X Tiche 50-000.03/01/20,0212060360 


nfo Notice 03 03. "Calibr of Liquid Level Instruments 11 

Division af Emergency Preparedness t Engineering 
t 030103) 83/01/20 Consolidated Edison Co nf New 

lOpp 17074 095 24 < Fiche 50-000. 03/0 1 /?Q, 921 206036 1 


nfo Notice 03-04, "Failuie of Elma Power Supply Units " 

Division of Emergency Preparedness t Engineering 
t 030103) 83/02/ J8 Consolidated Edison Co of Now 

topp 17347 19J 24X Fiche 50-000,03/02/18,8212060363 


nfo Notice 03-05, "Obtaining Approval for Disposing of 
1 Radwaste - 10CFR20 302 " Svc list enc 1 
Division of tmergency Preparedness 5 Engineering 
t 830103) 83/02/24 Consolidated Edison Co of Now 

llpp 17347 050 24X Fiche 50-000.83/02/24,8212060365 


nfo Notice 03-06, "Non i d en ti c a 1 Replacement Parts ’’ 

Division of Fmergency Preparedness Engineering 
t 030103) 03/02/24 Consolidated Edison Co nf New 

12pp 17361 140 24 < Firhe 50-000,03/02/24,0212060366 


S Reportable occurrences, LERs 4 related correspondence 


0302030495 Part 21 rept re determination that post-LDCA hydrogen 
rocombiner is likely to malfunction tallowing exposure 
to elevated temp, high humidity environ Replacement part 
identification will be provided to operators by 830218 
EMPEY. D C Rockwell International Corp 02/12/17 COLLINS, J 
Region 4, Office of Director 4pp 17006 120 24X 

Fiche 50-000,02/12/17,0302030495 


030 207022 J Interim deficiency rept re p r eop er a 1 1 ona 1 testing failure 
of ESF actuation sys dc power supply ground detectors Final 
rept will be not be submitted until 030325 due to extensive 
c /aluat i on 

VAN BRUNT , E E Ariiona Public Service Co 03/01/26 STERNBERG, D M 
Division of Resident, Reactor Project tt Engineering Programs 2pji 
17031 324 24X Fiche 50-520. 83/01/26.83020 70221 


8302070249 Final Deficiency Rept DER 02-71 re Henry Pratt motor 
operated butterfly valves lense bolt holding yoke to valve 
body in containment purge ay* Yoke oil] be retorqued 
Situation determined not reportable per IOCFR50 55(e) 

VAN BRUNT. E E Arizona Public Service Co 03/01/26 STERNBERG. D M 
Division of Res i d ent, Rea ctor Project V Engineering Program* 4pp 
17031 326 24X Fiche 50-529,03/01/26.83020 70219 


8302070387 Inform* that final submittal for Deficiency Rept DER 82*37 
T9 C-E valve limit switches (Class IE) will not be finaliied 
until 030325 Delay due to extensive investigation It 
evaluation required 

VAN BRUNT, E E Arizona Public Service Co 83/01/26 STERNBERG, D K 
Division of Resident, Reactor Project V Engineering Program* 2pp 
1 7035 044 24X Fiche 50-520,83/01/26,03020 70307 


0302190186 Deficiency Rept DER 82-56 re condensate storage tank design 
scaled-down u/o new calculations for seismic response 
Initially reported on 021015 Time extension required due to 
extensive Investigation Next rept expected by 830323 
VAN 3RUNT.E E Ariiona Public Service Co 83/01/27 STERNBERG, 0 M 
Division of Resident, Reac tor Project hr Engineering Programs 2pp 
17147 223 24X rich© 50-520,03/01/27,0302150186 


0302150625 Interim Deficiency Rept DPR 02-63 re design calculation 
error in rerueling water tank seismic response Initially 
reported on 821026 Extension from 030210 to Q30324 for 
submittal of final rept requested 

VAN BRUNT, E E Ariiona Public Service Co 83/01/27 STERNBERG, I> 14 
Division of Res ident, Reac tor Project L Engineering Program* 2pp 
17151 304 24X Fiche 50-520,03/01/27,83021 50625 
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83Q207048J Final Deficiency Kept DEff 81-14 re A-354 anchor bolt 
failures Initially repot terf on 810527 All accessible 
embedded fasteners hardness tested t results documented 
Dechtel conducted followup verification review on 821000 
VAN BRUNT, E E Arizona Public Service Co 83/01/28 STERNBERG, D M 
Division or Res l dent, fteac tot Project V Engineering Programs Bpp 
17036 071 2 4X Fiche 50-520,03/01/20.03020 70483 


8302230361 Final Deficiency Kept DEf? 82-43 re Com sip main control 
panels w/ impr oper 1 y crimped termination lugs Initially 
reported on 020813 Connectors not meeting visual criteria 
will be repaired Also reported per Part 21 

VAN BRUNT, E E Arizona Public Service Co 83/02/07 STERNBERG, D M 
Division or Res i d e n t, Rea c tor Project k Engineering Programs 3pp 
17240 09? 24 < Fiche 50-529,03/02/07,0302230361 


V Operator Examinations 


0301310203 Generic Ltr 03-06 to all power reactor 1 icen sees, app 1 icants 
for OL*, MSS vendors, reactoi vendors 8 AE re certificates 
It revised format for reactor operator l senior reactor 
operator licenses Svc list end 

EISEPMUT.D 0 Division or Licensing 63/01/31 Consolidated 

Edison Co or New Vork, Inc I4pp 17347 177 24X 

Fiche 50-000,83/01/31.8301310203 


B3022SOE99 Forwards proposed schedule for operator licensing exam 
requirements from present through Dec 1903, per Generic Ltr 
B3 01 

ANDOGN I N 1 , 0 C Arizona Public Service Co 83/02/17 EISENHUT* D G 
Division of Licensing 2pp 17291 257 24X Fiche 50-320,03 702/17, 

B302250299 


DOCKET STN- 50-530 PALO VERDE NUCLEAR STATION, UNIT 3 


A App) ication /construction stage documents 6 correspondence 


8302100131 Notification of revised time for 030215-17 meetings w/util & 
consultants at site 6 in PhoemoA? to conduct seismic 
quel i f ica t ion review team audit or plants 

LICITRA, E A Licensing Branch 3 83/01/17 KNIGHTON, 0 U 

Licensing Branch 3 3pp 17134 317 24X Fiche 50-520, B3/0I /17. 

0302100131 


83020201 1 5 Forwards 820326 ipquest for add! info re rapid 
depressurization 6 OHR for CESSAR plant Justification for 
safe operation of plant, ir responses to enc 1 question will 
not be provided 1 month prior to load, requ ested 
NOVAK, T M Assistant Director for Licensing 03/01/19 VAN 

BRUNT, E E Arizona Public Service Co 4pp 16998 282 24X 

Tiche 50-520.03/01/19,0302020115 


0302030002 Requests that Amend 10 to FSAR, chang ing OA Class for 
pressuruer relief piping From relief valves it control room 
panels in Tables 3 2-1 be re-evaluated Appropriate rev to 
FSAR Table 3 2-1 should be submitted 

KNIGHTON, 0 U Licensing Branch 3 03/01/19 VAN BRUNT, E E 

Arizona Public Service Co 2pp 17020 361 24X 

Fiche 50 -52a, 83/01/19. 0302030002 


6302020490 Submits update on organizational arrangement for technical 
support of operations for plant Organizational structure 
no*/ maots SRP criteria 

NOVAK, T M Assistant Director for Licensing 03/01/24 FRALEY, R [ 
ACR8 “ Advisory Committee on Reactor Safeguards 2pp 16976 344 
24/ Fiche 50-520,83/01/24,8102020490 


G302100 190 Advise* that 23 items of equipment identified for which 
seismic qualification review team will conduct site audit 
on 830215-17 Completed qual if i cation summary of equipment 
form should be submitted for each item 

KNIGHTON, 0 fj Licensing Branch 3 83/01/25 VAN BRUNT, EE 

Arizona Public Service Co *lpp 17134 126 24X 

Fiche 50-528.03/01/23,0302100190 


8302010493 Forwards revised description of test, "Total Loss of Flow 
Trip From 80/ Power W/Natural Circulation Verification," for 
review, to determine if NRC 021117 concerns satisfied 
VAN BRUNT, E E Arizona Public Service Co 03/01/27 KNIGHTON, 0 
Licensing Branch 3 7pp 16901 324 24X Fiche 50-528,83/01/27, 

B30201 0493 


6302070523 Forwards info on seismic qua 1 i f ica ti on of equipment 
supplementing util B30121 submittal Info addresses specific 
Items 6,7 6 8 re resistor input card, Indie* tor 1151 b 
control element drive mechanism reed switch position 
MAVRIN. L V Louisiana Power 6 Light Co B3/02/01 NOVAK, T K 

Assistant Director for Licensing llpp 17035 257 24X 

Fiche 50-000,33/02/01,8302070523 


— B302070531 'AZ Nuclear Power Project 150-Inch Reed Switch Position 
Transmitter V Litton Electrical Connector Seismic 
Qualification Test (Sine Sweep Testing) " Age considerations 
for seismic design 4- surveillance in mild environs end 
HASLINGER, K H Combustion Engineering, Inc TR-ESE-442 
81/10/09 6pp 17036 001 24X F i c h e 50-000, 03/02/01 , 0302070523 


03050802(0 Advises that rev to FSAR Table 3 2-i responding to 030119 
ltr wit! be submitted by 830315 

VAN BRUNT, E £ Ariiona Public Service Co 03/02/03 KNIGHTON, G 
Licensing Branch 3 lp 1 705B 055 24X Fiche 50-528,83/02/03, 

8302080210 


83021Q0221 Forwards proposed FSAR changes revising details for new 
spent fuel storage rack cell blocking device New design 
blocking device will be placed onto spent fuel racks in 
same manner as spring type blocking devices 

VAN BRUNT, E £ Arizona Public Service Co 03/02/03 KNIGHTON, Q 
Licensing 0ranch 3 3pp 17114 030 24X Fiche 50-528,03/02/03* 

8302100221 


8302170+19 Requests info re qualification program for safety-related 
pumps £ valves Info should include schedule for completion it 
confirmation that program complete prior to fuel load 
Response will complete PVORT audit review 

KNIGHTON, G U Licensing Branch 3 B3/02/Q3 VAN BRUNT, E E 

Ariiona Public Service Co 4pp 17195 237 24X 

Fiche 30-528,03/02/03,030217041? 


0302080295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL is holders of CP for C-E PWRe re review of 
C-E Owners Group emergency procedures guideline program Svc 
list end 

EISENHUT, D 0 Division of Licensing 83/02/00 Con so 1 i d a tod 

Edison Co of New York, Inc llpp 17290 247 24X 

Fiche 30-000,83/02/08,030208029 5 


0302200443 Notifies that completed qua I I f i ca t i on summary of equipment 
form fur selected equipment items for audit by Seismic 
Guatif ication Review Team submitted on 83D2Q1 Response to 
NRC 030125 ltr compLete 

VAN BRUNT, E E Arizona Public Service Co 03/02/24 KNIGHTON, O U 
Licensing Branch 3 ip 17309 200 24X Fiche 50-520,03/02/24, 

0302280443 


0302200492 Forwards revised responses to NRC Question* 210 1 8, 440 3 rn 
inter sys LOC A surveillance requirements NRC concerns not 
applicable to plants Proposed amended FSAR pages provide 
justification far including operating limits in Tech Spec* 

VAN BRUNT, E E Arizona Public Service Co 83/02/24 KNIGHTON, G 
Licensing Branch 3 I6pp 17309 095 24X Fiche S0-52B, B3/0 2/24, 

B3O220O492 


E NRC Safety Evaluation Report <SER>, suppls fc correspondence 


0302000362 Forward* "Environ Qualification Rept Per Requirement* of 
NUREG-0500, " in response to request for info per NUREG-0057, 

SER, Section 3 it Rept supports 0303 14 qualification program 
audit 

VAN BRUNT, E E Arizona Public Service Co 03/02/07 KNIGHTON, 0 
Licencing Branch 3 2pp 17051 191 24X Fiche 50-520,83/02/07. 

0302060362 


— 0302080367 "Environ Qualification Rept Per Requirements of NUREO-OS8H 
* Arizona Public Service Co 03/02/07 594pp 17051 103 24X 

Ftche 50-528,83/02/07,0302000362 


0302230326 Forward* "ESF Load Sequencer Software Verification & 
Validation Rept," as required by 5ER Section 046 
(NVKEQ-0057), 

VAN BRUNT, E E Arizona Public S«rvice Co 03/02/15 KNIGHTON. G. 
Licensing Branch 3 3pp 17249 163 24X Fiche* 50-520, 63/02/15. 

0302230326 


— 8302230320 "EBF Load Sequencer Software Verification i, Validation 
Rept 1 

* Simpact Associate*, Inc 82/09/0? I03pp 17240 166 24X 

Fiche 50-520,83/02/15,8302230326 


F Security, medical, emergency k fire protection plans 


0301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicant* for QL * holder* of CPs re regional workshop 
concerning Suppl i . NVHEQ-0737, "Requirements for Emergency 
Response Capability " Svc Ilifr end 

EISENHUT, DO Division of Licensing 03/02/01 Consolidated 

Edison Co of Neu York. Inc llpp 17221 226 24X 

Fiche 50-000.83/02/01,0301210340 
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6302170494 Release's public version of revised emergency plan 
i mp 1 a m en 1 1 n g procedure 

PEL TOM, J M Division of Rules- and Records 03/02/15 Document 

Management Branch lp 17201 251 24X Fiche 50-529.03/02/15, 

0303170494 


— 6302170490 Foru/aTds public version of Rev 1 to Emeigency Plan 
Implementing Procedure EPIP-I4B re dose assessment Receipt 
form end 

■* Arizona Public Bervice Co 63/01 /2Q NRC - No Detailed 

Affiliation Given Ip 17201 252 24X Fiche 50-529,63/02/15, 

6302170494 


— 6302170503 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EPIP-14B ra dose assessment Revised Index encl 
LUCIA. S Arizona Public Service Co 02/ 12/30 502pp 17201 2*i3 

24/ Fiche 30- 523, 93 / 02/1 5 , 93021 70494 


0 Adjudicatory correspondence 


0302070595 Mot » on for ruling on Contentions 1 , 1 1 , I V< A ) , I VIC > , V & VI re 
salt deposit l on/ for declaration that NEPA analysis 
inadequate 6 for continuance of proceeding Certificate of 
6 vc «nel 

BERLIN, K West Valley Agricultural Protection Council, Inc 
03/02/02 Atomic Safety and Licensing Doard Panel 32pp 
17035 170 2 4X Fiche 50-529, 83/02/02, 93020 70595 


0302170267 Notice of change of address of counsel Certificate of Svc 
enc 1 

BERNAOEIjL Houriban, P BERNABEr.L Government Aceountab i lity 
Project 63/02/14 3pp 17176 221 24X Fiche 50-520.03/02/14. 
6302170267 


8302130394 Answer opposing West Valley Agricultural Pratoctlon Counnl, 
Inc motion for ruling on contentions- for declaration that 
NEPA analysis inadequate t for continuance of proceeding No 
basis/need to admit contentions shown W/Cer ti f i c ate of Svc 
BISCHOFFiC A Joint App 1 i cants-Pa 1 a Verde 0 JSC HOFF. C A Snell & 

Wii-mer 03/02/14 Atomic Safety and Licensing Hoard Panel 36pp 

17210 103 24X Fiche 30-526,03/02/14,8302100394 


0302160355 Decision ALAB-713, af f irming ASLD 621230 Initial Decision 
LDF-02-117A re availability of adequate supply of condenser 
cooling uater 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 03'O2/15 
4pp 17164 205 24X Fiche 50-520,83/02/15,8302160355 


6302160279 Response apposing West Valley Agricultural Protection 
Council, Inc 030202 motion for ruling on cor tent l ons. for 
declaration that NEPA analysis inadequate & for continuance 
of proceeding Certificate of Svc end 

DEWEY, L S Hearing Branch 3 03/02/17 Atomic Safety and 

Licensing Board Panel 12pp 17211 265 24X Fiche 50-559,03/02/17, 

0302100279 


6302230350 Reaffirms West Valley Ag r l c U 1 1 u-ra 1 Protection Council intent 
to discuss outstanding issues from petition to intervene l< 
need tor continuance of QL proceedings Certificate of Svc 
enc 1 

8 ERLIN 1 K Derlad, Israels Liberman BERLIN, K West Valley 
Ag* ic u! tural Protection Council. Inc 63/02/17 LAZO, R M , 

CALL I HAN. D r COLE, R F Atomic Safety and Licensing Board Panel 
4pp 17247 354 24/ Fiche 50-520,83/02/17,0302230350 


G Inspection reports, IE Bulletins 1 correspondence 


8212060359 IE Info Notice 63-01, "Ray Miller, Inc 11 &vc list enc 1 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 83/01/26 Consolidated Edison Co of New 

York, Inc I 10pp 17023 160 24< Fiche 50-000. 83/01 /26, 62 1 206035Q 


8212060360 IE Info Notice 83-02, "Limi torque HOBO, HI DC, H2UC fc H3DC 
Oearhcads ’ Svc list end 

JORDAN, E L Division af Emergency Preparedness €< Engineering 
Response (Pos t 030103) 63/01/20 Consolidated Edison Co of New 

York, Inc I09pp 17144-001 24X Fiche 50-000. 83/0 l /2B. B2 1 2060360 


8212060361 IE Info Notice 63-03, "Calibr of Liquid Level Instruments 11 
Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 63/01/20 Consolidated Edison Co of New 

Tor k, Inc 1 J 0 pp 17074 095 24X Fiche 50-000,03/03/28,0212060361 


1212060363 IE Info Notice 03-04. "Failure of Elma Power Supply Units " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 8301031 63/02/10 Consolidated Edison Co of New 

York. Inc 1 lOpp 17347 191 24/ Fiche 50-000.03/02/10,0212060363 


0212060365 IF Irno NoMce S^-OS “Obtaining Approval for Disposing of 
Very Low Level Raduaste - 10CFR20 'T02 1 five list ericl 
JORDAN, £ L Division or Emergency Pr pp rr eti ness * Engineering 
Response (Past B30103J 03/02/^4 Consolidated Edison Co of New 

York, Inc lllpp 17347 050 24* Fiche 50-000,83/02/24,0212060365 


8212060366 IE Info Nodes 83-06 "Nom d en ■ i c a 1 Replacement Parts " 

Svc list end 

JORDAN, E L Division or Fmetgency Preparedness A Engineering 
Response (Past 8301031 83,02/24 Consolidated Edison Co of New 

York* Ire 112pp 17361 148 34 < Tirho 50-000, 83/02/24 , 02 1 2060366 


S Reportable occurrences, t FPs i related correspondence 


8302030495 Part 21 rept re detormnaMon that post-LOCA hydrogen 
recombiner is likely to malfunction tallowing exposure 
to elevated temp. high humidity environ Replacement part 
identification will be provided to operators by 030218 
EMPEY. D C Rockwell Interna* lona 1 Corp 02/12/17 COLLINS, J 
Region 4, Office of Director 4pp 1 7 006 128 24X 

Fiche 50-000, 62/12/17, 6302030495 


0302070221 Interim deficiency rept re p t eop e r a t i ona 1 testing failure 
of ESF actuation «ys dc power supply gi ound detectors Final 
rept will be not be submitted until 830325 due to extensive 
eva luat ion 

VAN BRUNT, E E An? ona Public Service Co 83/01/26 STERNBERG, 1> N 

Division of Res i d ent, Reac tor Project l Engineering Programs 2po 
17031 324 24X Fiche 50-520,83/01/26,0302070221 


83020/0397 Informs that final submittal for Deficiency Rept DER 02-39 
ro C-E /olve limit suitches (Class IE) will not be finalized 
until 830325 Delay due to extensive investigation * 
evaluation required 

VAN BRUNT, E E Ari?ona Public Service Co 03/01/26 STERNBERG, D tl 
Division or Res ident, Reac tor Project i Engineering Programs 2pp 
17035 044 24X Fiche 5O-5«‘0, 03/01/26, 0302070307 


0302150106 Deficiency Rept DfcR 02-56 te condensate storage tank design, 
scaled-down w/o new calculations for seismic response 
Initially reported on 021015 Time extension required due to 
extensive investigation Next rept exported by 830323 

VAN BRUNT, E E Ariiona Public Service Co 03/01/27 STERNBERG, D M 
Division of Res ident, Reac tar Project A, Engineering Programs 2pp 
17147 223 24 ( Fiche 50- 528, 03/0 1 /2 T , 03021 50106 


0302150625 Interim Deficiency Rept DER 82-63 re design calculation 
error in refueling uater tank seismic response Initially 
reported on B21026 Extension from 030210 to 030324 foi 
submittal of final rept requested 

VAN SHUNT, £ E Aniona Public Service Co 83/01/27 STERNBERG, D ri 
Division or Res ident. Reac toi Project ? Engineering Programs 2pp 
17151 304 24X Fiche 50-520.03/01/27,8302150625 


8302070483 Final Deficiency Rept DER 31-14 re A-354 anchor bolt 
failures Initially reported on 010529 All accessible 
embedded fasteners hardness tested 4 lesults documented 
Uechtei conducted followup verification review on 021000 
VAN 0RUNT.E E Anions Public Service Co 03/01/20 STERNBERG, D M 
Division of Res i d ent, Rea c toi Project l Engineering Programs 6 pp 
17036 071 24X Fiche 50-528,03/01/20,83020 70483 


— 0302070493 Rev 0 to "Engineering Evaluation of Nonconforming ASTM A.l'id 
Grade 30 Studs 6 Bolts," deficiency evaluation rept 
SHI03AKA, D R , SCHGCHTER, K M . PrtEtt&,R p Bechtel Corp 81-14 
ROO 02/09/30 l^Bpp 17036 O' 7 ? 24X Fiche 50-528,03/01/86, 

0302070403 


V Operator Examinations 


8301310203 Generic Ltr 03-06 to all power reactor 1 1 c ens o e s , opp 1 1 c an to 
for QLs.NSS vendors, reac tor vendors V AE re certificates 
&, revised format for Teactor opetator t senloi reactor 
operator licenses Svc list end 

EISEh'HUT.D G Division of Licensing 23/01/31 Consolidated 

Edison Co of Neu York, Inc I4pp 17347 177 24X 

Fiche 50-000. 83/01/31,9301310203 


□302250299 Forwards proposed schedule for operator licensing oxam 
requirements f ? om present through Dec 1905, per Generic Ltr 
83-01 

ANCQONlNI , 0 C Aniona Public Service 83/02/17 EISENHUT, D G 

Division of Licensing 2pp 17291 257 24X Fiche 50-520,63/02/17, 

830235029? 


i 
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DQOEI 50-53 ^ CLINCH RIVER BREEDER REACTOR 


A Ap plication/ construction stage documents l correspondence 


B302010437 Forwaids "Thermal Margin Beyond Design Base (TMBUO) 

Sad lum'Concr e fee Penetration Margins Assessment for CRBR 
P lant, ' for review 

LONCENECKER, J Energy Dept of. Clinch River Ri coder Reactor Plant 
02/10/20 CHECK- P S Clinch River Hr eerier Reactor Program Office 
lp 16981 079 24 x Fichc 50-537, □?/ 10/20. 0302010437 


- -0302010439 "Thermal Margin [legend Design Rase ITMBDD) Sod ium-CnncTetc 
Penetiation Margins Assessment for CRtlR Plant " 

BALL, T W , CROSS, J F . KOEHURBA. D P Energy, Dept of, Clinch River 
Breeder Reactor Plant S2'08/3l 35pp 16901 080 24X 

Fichc 50-537, 82/10/20, 0302010437 


8302040123 FOIA request for documents sent u/wood blocks from site 
WEfSS, E R Harmon K Weiss 62/10'29 FELTON, J Division of Rules 
and Records tp 17042 153 ? 4X Fiche 50-537,82/10/29,8302040123 


0302010124 Notification of contract ex ocut i on, Mod 2 to "Ca sewor k -CRRR 
Gantractoi SHA Sobconfci ac tor Engineering ■/ Economics 
Research, Inc 

FLEENOR, C Technical Assistance Conti acts Branch FIN fl-0601 
02/12/21 CHECK, P 5 Clinch River Breeder Reactoi Program Office 

MORRIS. 0 IWC - No Detailed Affiliation Given lp 16989 357 24X 

Fiche 50-537, 82/12/21, 83020101P4 


— B30201 0 1 33 Mod 2, providing incremental funding in support of Task 
Order 3, to ■ Ca s ouor k-CR BR ' 

SERGDOLL, T E Sna 1 1 Dusiness Administration GUPTA. J N 
Engineering 1 Economics Research, Inc 0U5TAVE.R P Division of 

Contracts FIN B-B601 02/12/21 3pp 16989 358 24X 

Fiche 50-33 7, 82/ 1 2/21 , 030201 0 1 24 


0302040129 Responds to FOIA request ror documents sent u/wood blocks 
fi om site Notes to Commissioner Ahear no not located Ahcarne 
under impression that notes not agency records Forwards 
documents listed in app Documents also available in PDR 
FELTON, J Di vision of Rules and Records 02/12/2/ WEISS, E R 
Harmon * Weiss 2p p 17042 354 24 X Fiche 50-337,82/12/27, 

0302040 J 29 


— 9302040J33 Forwards copy of wood sections from fiist tree cut at situ 
8RFUI NOTON, P Enoigy, Dept of 02/09/21 PALLADIND.N, 

0 ILINSKY, V , ROBERTS,! Conm i ss ionei s EJpp 1 /042 356 24X 

Fiche 50-33 7, 82/12/27, 8302040 12? 


8302070992 Forwards "Comparison of CROP DBA U/Those for LWft* !r Liquid- 
Metal-Coaled Fast Reactors " 

5AF*-ELL,ar EGtO, Inc FIN A -6472 83/01/10 SOLECKI.UE 

Energy, Dept of, Idaho Operations Office Ip 17033 074 24X 

Fiche 50-537, 83/01/ 10, 0302070992 


— 030*070598 "Comparison of CflBR DBA W/Thosu for LWRs L Liquid-Metal- 
Cooled Tast Reactors," interim ropt 

HANSOM, JE EQWJ, Inc FIN A-6472 EOO-NTAP-61 52 DRFT 
03/01/31 ALLEN, C A Office of Nuclear Reactor Regulation, 
Director 09pp 17035 075 24 < Fiche 50-937.83/01/10,8302070392 


0302240222 Final response to FOIA request for throe ca*egcn ies of 
documents re CRBR from Jan 1901 to present Forwards agenda 
Foi 820? 1 6 discussion meeting Document also available in 
PDR 

FELTON , J M Division of Rules and Records 03/01/20 WEIS3. E R 
Harmon * Weiss 2p p 1720/ 360 ?4 < Fiche 50-53/. 83/01 /20. 

H-02240P22 


— 8302240230 Agenda for 020216 meeting w/DOE in Wash i ng ton, DC to discuns 
DOE reorgan i rat 1 on nuclear licensing regu lotion, nuc I ear 
waste leg i s 1 ati on, NRC/OOE sarety re la 1 1 on sh i p a, NRC safety 
goat, LDP b CRBR program t Meese l Wilson 1 trs 

♦ NRC - No Detailed Affiliation Givon 82/02/16 NRC - No 

Detailed Affiliation Given Ip 1/287 361 24X 

Fiche 50-53 7, 03/01/20, 8302240222 


B302030220 Notification of R30209 meeting w/appli cants h DOE in 
B*th*sda,MD to discuss PR A Phase II 

STARK, R II Clinch River Breeder Reactor Program Office 03/O1/2H 

QRACF, J N Clinch River Breeder Reactor Program Office 3pp 

17013 355 24/ Fiche 50-53/, 03/01/28. 8102030220 


9302R704 1 7 Forwards addl info re ex-vessel storage tank cooling 
Appropriate info on enc 1 chat ts re structural temp 
1 im itati one, d ecay power love] l alternate heat removal paths 
will be included in Section 9 1 of future PSAR amend 
LONQENtCKER, J Energy, Dept af, Clinch River Breeder Reactor Plant 
93/02/02 GRACE, J N Clinch River Breeder Reactor Program Office 
lipp 1 7029 261 24/ Fiche 50 537,03/02/02,8302070417 


8302070420 Forwards two pages inadvertently omitted from 821214 
transmittal or addl into re control 4 protection sys 
interaction Revised PSAR pages will be incorporated in 
future PSAR amend 

L0N3ENECKER, J Energy. Dept of, Clinch River Breeder Reactor Plant 
03/02/02 GRACE, J N Clinch River Breeder Reactor Program. Office 
3p p 17029 303 24 < Fiche 50- 537, 83/02/02, B302070420 


0302080001 Responds to NRC 82! 22 7 issuance of principal design 
criteria tnro will be incorporated into PSAR in Feb 1983 
LGNCENECKER. J Energy.Dopt or. Clinch River Breeder Reactor Plant 
83/02/02 CRACE. J N Clinch River Breeder Reactor Program Office 
lp t 7050 318 24 a Fiche 50-537, B3/ 05/02, 0302080001 


8302100103 Notification of 83020 9 meeting w/DOE, TVA 5, Project Mgt Corp 
in Bethcsda.MD to rexieu open items 

STARK, R M Clinch River Breeder Reactor Program Office 83/02/03 

GRACE, J N Clinch River Breeder Reactor Program Office 3pp 

17134 1 S3 24 < Fiche 50-537,83/02/03,8302100183 


3302160105 Notification of conti act execution "CRBR Subcommittee & 
Associated Working Group," awarded to SI Abdel-Khal ik 
LITTLE.M Administrative Contracts Branch FIN B-1557 83/02/03 

FRALEY, R F ACR8 - Advisory Committee on Reactor Safeguards 
HOEHNERT, P NRC - No Detailed Affiliation Given lp 17160 25/ 
24X Fiche 30-537,83/02/03,8302160105 


— 83021 60 l 1 0 Contract "CRBR Subcommittee k Associated Working Group, 
awarded to SI Abdei-Kha 1 f k 

AUDEL-KHALIK, S Abdel-Khalic k,5 I REDELLO, J £ Division of 
Contracts FIN B-1537 03/02/03 4pp 17160 2SS 24X 

Fiche 50-33/, 03/02/03, 8302160105 


0302070440 Forwards requested info re fuel, blanket k removable radial 
shield assembly precautions to preclude assembly blockages 
Info Will be included in next PSAR amend 

LQNGENSCKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
83/02/04 GRACE, J U Clinch River Breeder Reaetor Program Office 
3pp 17029 278 24 < Fiche 50-537.83/02/04,0302070440 


8302070451 Forwards addl Info le sodium spills analyzed in PBAft 
Chapters 6 6 15 Info will be added to future PSAR amend 
LOWGENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
83/02/04 GRACE, J N Clinch River Breeder Reactor Program Office 
I3pp 17036 259 24< Fiche 50-537,03/02/04,0302070451 


□3020 70477 Forwards amended PSAR P 5 5-12, provid Ing addl info re 
mitigation or eater harmei in steam generator ays Page will 
be incorporated In next PBAf? amend 

LCNGENFCKER, J Energy, Dept of. Clinch River Breeder Reactor Plant 
83/02/04 GRACE, J U Clinch River Breeder Reactor Program Office 
2pp 17036 062 24 i Fiche 50-537,83/02/04,8302070177 


8302090245 Notification oP contract e x ecut i on, Mod 4 to '"Technical 
Assistance in Support of NRC License Review of CRBR Plant 
by Analyzing Reactor Shutdown Sys " Contractor NU5 Corp 
S ILVI 8, R K Technical Assistance Contracts Branch FIN B-4116-7 
83/02/04 DENTON, H P Office of Nuclei Reactor Regulation, 
Director SINIS0ALLI,A NRC - No Detailed Affiliation Given lp 
17117 361 24X Fiche 50-53/, 83/02/04, B3O2090245 


— 8302090254 Mod 4, deobi iga 1 1 r>g funds, to "Technical Assistance in 
Support of NRC License Review of CRBR Plant by Analyzing 
Reactor Shutdown Sys " 

E0I10NSDN, L R MUB Corp GUSTAVE, R P Division of Contracts FIN 
D- 1 t 16-7 83/02/04 Ip 17117362 24 X FI ch e 50- 537, 83/02/04, 

0302090245 


8302090326 Forwards new 4 revised response* re NRC structural - seismic 
audit findings on cell linear analysis discussed at 821221 
open it»T6 meeting 

LDNGENECKER, J Energy. Dept of. Clinch River Breeder Reactor Plant 
03/02/04 OR ACE, J N Clinch River Breeder Reactor Program Office 
30pp 17070 ?02 24 < Fir he 50-537,83/02/04,8302090326 


8302080295 Generic Ltr 83-09 to all opeiating reactor licensees* 
applicants for OL h holders of CP for C-E Pl'JRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
E 1 st enc 1 

EISENHUTi D G Division of Licensing B3/02/QB Consolidated 

Edison Co of Mew York, Inc ilpp 17290 247 P4X 
Fiche 50-000,83/02/09,8302080295 


8302090325 Application ror amend to application for CP consisting of 
Amend 79 to PSAR Amend includes rev to Section 1 4, 

»• Idonti f icati on of Project Participants" & Section 5 0, 

"Meat Transport l Connected Sys " 

LCNGENECKER. J Energy, Dept of, Clinch River Breeder Reactor Plant 
83/02/QB CHECK, P S Clinch Rivev Bs eeder Reactor PTOgram Office 
4pp J7068 001 24 < Fiche 50-537,83/02/08,8302090325 
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3302 1 S 0343 Documents agreements reached at B 30209 meeting Con* i rmatorii 
program action plans listed Low temp design info will be 
forwarded under separate cover 

LONGER CKER. -J Energy, Dept of. Clinch River Breeder Reactor Plant 
83 /Q 2/10 CR ACE i J W Clinch River Breeder Reactor Program Qfficr 
2 pp 17157 220 24 < Fiche 50 - 537 , 03 / 02 / 1 Q, 0302 150343 

3302130457 Forwards amended PSAR Chapter 4 6 5 re gas entrainment in 
primary heat transport *ys Info will be included in ne*l 
PSAR arrend _ „ . rtl 

LCNGEFECHER, J Energy, Dept of, Clinch River Breeder Reactor Plant- 

83 / 02/11 GRACE. JN Clinch River Breeder Reactor Program Office 
Upp 17153 136 24 X Fiche 50 - 337 . 03 / 02 / 1 1 . 8302 1 S 0457 


B Utility Pra 1 t irinary Safety Analysis Report, amends 


8302090325 Application ror amend 
Arend 7 5 to P£»AR Amend include 51 
" Idem tit i cat 1 pn of Project Psrt 
"Heat Transport ** Connected Sys 
LChGC PACKER, J Energy D*pt of. 
03/02/OG CHfCF.P B Clinch E 
4?f. 17068 001 ?4< Fi:he 50“ 


to application for CP consisting of 
iflv to Sec t i on t 4, 
lcipeints" < Section 5 0, 

Clinch River Bleeder Reatfcor Plant 
ivei Breeder Reactor Program Offici* 
537 P3/O2/O0, 8302090325 


— 8302070334 Amend 75 to PS/R 

■» Tennessee Valley Authcrity 03 '02/28 635pp 1706G 009 24y 

Fiche 50-537 03/02/09,0302090325 


1302150576 Forwards amended PSAR Pp 5 6-0 t 1 □. c 1 ar l f y i ng auxiliary 
feedwater sys valve description Pages util be included in 
next amend to PBAR 

LCRSERECKER. J Energy. Dept of, Clinch River Breeder Reactor Plant 
83/02/14 GRACE, J fl Clinch Rivei Breeder Reactor Program Officp 
3pp 17156 127 24 < Fiche 50-537,83/02/14,0302150576 


030? I 603 ?4 Forwards corrected pages to 
A/rend 75 to P?AR 

RAW0O- J Burns t Roe Co 03/0? ' 10 

Breeder Reactor Program Ou-ice ip 

Firhe 50-537, £3/02, 10. 83021 00324 


page replacement guide of 

5HUTTLEW0RTH, P Clinch River 
17213 342 24 < 


J30213O5S9 Forwards marked-up PSAf? page providing add 1 info on 
nitrogen gas svc* Info will he incorporated into Chapter 9 
□ f PSAR in future amend 

LOMGENECKER. J Energy, Dept of, Clinch River Breeder Reactor plant 
83/02/ H GRACE, J N Clinch River Breeder Reactor Program Office 
2 pp |7i36 Hi 24/ Fiche 50-537,03/02/14,8302150508 


1302150601 Responds to Siting Analysis Branch request for add! info re 
PSAR concerning potential highway acc idents w/resulting 
toxic plumes that could impact facility Info will be 
included in future amend of Chapter 2 S of PSAR 

LQHGENECK6R. J Energy, Dept of, Clinch River Breeder Reactor Plant 
03/02/14 GRACE, U N Clinch River Breeder Reactor Program Office 
4pp 17153 3 60 24 < Fiche 50-337.03/02/14,0302150601 


— B302IB0333 Corrected pages to page leplacement guide of Amend 75 to 
PSAR 

* Tennessee Valley Authority 03/02/20 2pp 17213 343 2'IX 1 

Fiche 50-537, 03/02/10, 8302103324 


93022302-01 Forwards affidavit ronHrming distribution of Amend 75 to 
PCAR to designated local public officials t govt agency 
rep res enta' ues 

LOIffJEI-iEOERj J Energy, Dept of, Clinch River Breeder Reactor Plant 
03/02/ 1 7 DEN TON, H R Office of Nuclear Reactor Regulation, 
Director 2p p 17245 113 24X Fiche 50 5 37, 03/02/ 1 7, 03023 3 020 1 


F Security, medical, emergency i me protection plans 


1302230347 Forwards "Sodium Slug Energy Absorption Capability of 
Modified CRBR Closure Head," Weitinghouse CRBR engineering 
study rept 

LONG EKECK ER , J Energy. Pepl of. Clinch River Breeder Reactor Plant 
83 /02V 1 4 GRACE- J W Clinch River Breeder Reactor Program Office 
2pp 17248 002 24 < Fiche 50- 537, 83/02/1 4 , 830223034 7 


0301310340 Generic Ltr 83-04 to all licensees 
applicants ror CIL 6 holders of CPs re rogio 
concerning Suppl i, N03EG-0737, "Requirement 
Response Capability 1 Svc list end 
FISEMilJT, D C Division of licensing 83/0 
Edisor Cd or New York, Inc ft 1 P P J722I 

Fiche 50-000, Q3/02/01, 6301210340 


of operating reactors, 
nal workshop 
s for Emergency 

2/0i Consolidated 

226 24 X 


-8302230351 'Sodium Slug Energy Absorption Capability of Modified <'RJJR 
Closure Head," Westingh oust CRBR engineering study rept 
PENMtLL, H E , DEWALD, U U West mg house Electric Corp 
ESHLRD— S3-3 029 03/02/10 69pp 1/248 004 24X 

Fiche 50-537,83/02/14,6302230347 


302160153 Forwards addl info on CRBR instrumentation l controls 
discussed in 030201 telcon w/NRC 9. revised responses to NRC 
Question* CS421 15.19 l 46 Revised pages will be included in 
next PSAR amend 

LONGENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
83/02/15 GRACE. J N Clinch River Breeder Reactor Program Office 
93pp 17162 221 24X Fiche 50-537, 03/02/1 5, 0302 1 601 53 


0 Adjudicatory correspondence 


0302070155 Mo'ice Of withdrawal of appearance in proceeding Certificate 
of Svc end 

JONES, 0 W Region 2, Office of Director 03/02/01 3pp 

17032 341 2- IX Tiche 50 517, 03/02/01 , 83020 70 1 55 


O30224CO13 Notice of SE Tud appearance in K DT Swanson withdrawal from 
proceeding Certificate of Svc end 

TyRK.S F , E'-JAFSCN, D T Hearing Branch I 03/02/22 4pp 
17272 359 24/ Fiche SO -537, 1*3/ 02, *22, 8302240013 


302160170 Forward* revised PSAR Section 3 I. incorporating- final 
principal design criteria fhfo will be included In next 
PSAR rev 

LONGEAfECKER, J Energy, Dept of. Clinch River Breeder Reactor Plant 
83/02/15 GRACE, J M Clinch River Breeder Reactor Program Office 
83pp 17162 094 24X Fiche 50-537. 83/02/1 5. 8302160170 


302170100 Forward* revised response to Mechanical Engineering Branch 
Question 26 & amended PSAR Section 3 9 (Question 701 ro low 
temp componen t», providing add info requested at 830209 
meet! ng 

LONGENFCKER, J Energy, Dept of. Clinch River Breeder Reactor Plant 
83/02/15. GRACE, JM Clinch River Breeder Reactor Program Office 
Upp 17163,064 24 < Fiche 50-537, 63/02/15, B3 021 70 ISO 


302250290 Forward* emended PSAR Page 10 4-7 re consequences of 
flooding due to failures in circulating water sy* Page* 
respond to MRC question* 4< will be Included in next PSAR 
amend 

LQNGENECKER, J r Energy, Dept of, Clinch River Breeder Reactor Plant 
83/02/23. GRACE, J N Clinch River Breeder Reactor Program Office 
3pp 17291 291 24/ Fiche 50-537.03/02/23,8302250290 


302250292 Forward! edited PSAR pages re secondary control rod sy* 
capability Info will be included in future PSAR amend 
LtWCENECKER, J Energy, Dept of. Clinch River Breeder Reactor Plant 
83/02/23 GRACE, J N Clinch River Breeder Reactor Program Office 
6pp 17291 279 24 X Fi Che 50-537, 83/02/23, 8302250292 


302290314 Foru-arrf* revised responses to Mechanical Engineering Branch 
Items 26 l 70 re lou temp component* Info to be included in 
nert amend to PSAR, 

.GMCENECKER, J Energy, Dept of. Clinch River Breeder Reactor Plant 
'3/02/24 GRACE, J W Clinch River Breeder Reactor Program Office 
Opp 17291 017 24/ Fiche. 50-537. Q3/02/24, 0302250314 


0 Advi*dry Con, d Its? or Reartor Safeguards reports V correspondence 


9302030 46b Summary of ACR5 CRRR Working Group on Sys Integration *< 
Ins tru'-'entati on Control 8P0930 meeting in Wa a h i ng ton, DC re 
proposed c onr i (jurat ton of plant protection t instrument 
control sqs 

e ACF5 - Advisory Committee on Reactor Safeguards 02/09/17 
ACRE - Advisory Committee on Reartor Safeguard* 3lpp 17072 036 
24a Fiche 50-537, 02/09/ 17, A302O9O465 


□30200046-1 S-urwiary of ACRS CRBR Working Group 821026 meeting in 
Wash irg ton, DC re review or thermal hydraulic aspects of 
plant design 

* ACRE - Art\isory Committee on Realtor Safeguards 02/10/20 
ACRS - Advisory Committee on Reactor Safeguards 6pp 171-OQ 071 
24 < Fiche 50-537,82/10/20,8302080461 


0302030102 Surrnai y of ACRS CRBR Subcommittee 82U19 meeting w/DOE in 
Rash 1 ng ton, DC re review of hypothetical core disruptive 
accident energetics issue 

* ACRS - Advisory Committee on Reactor Safeguards 82/12/06 
ACRS — Advisory Committee on Reactor Safeguards 34pp 17106 016 
24/ Fiche 50-537. 82/12/06, 0302000102 


G fnspecMon report*, IE Bulletins $, correspondence 


0212060356 IE Info Notice 83-01, "Ray Miller, Inc " Svc list end 
■JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 83/01/26 Consolidated Edison Co 6f New 

York, Inc URop 17023 J 60 24 < Fiche 50-000,03/01/26.8212060350 
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9212060360 IE Int: IJohce 03 0?, 'Lirrn torque HOflC. H1BC, H2BC fc H3BC 
G»ai h?sdi Svt list enc l 

JORDAN. C L Division of Emergency Preparedness U Engineering 
Response (Post 930103) 83.01/29 Consolidated Edison Co of New 

V or k ■ Inc I09pp 17144 001 ?4x Fiche 50-000. Q3/01 /2B< 821 2060360 

821^060361 IE Info Notice 93-03. "Calibr of Liquid Level Instruments " 
Svc list end 

JORDAN, C L Division or Emergency Preparedness It Engineering 
Resporse (Post 830103) 63/01/28 Consolidated Edison Co of New 

York Inc I 10pp 17074 095 24< Fiche 50-000.03/01/20.8213060361 


8302100315 Submit-* mservice lnsp coir/ni tments to be included in future 
PSAR amend, per NRC request Prior to sodium fill. complete 
ultrasonic erani will be conducted on all large diameter 
pipe welds 

LCNGENECKER, J Energy. Dept of. Clinch River Breeder Reactor Plant 
03/O1/2Q CRACE. J N Clinch River Breeder Reactor Program Office 
Ip 17116 2?G 24 < FI the 50-537.83/01/23,0302100315 


92 1 2060363 IE Into Notice 83-04, "Failure of Elma Power Supply Units “ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030(03) GJ* 02/18 Consolidated Edison Co of New 

York, Inc 1 10pp 17347 191 24X Fiche 50-000*03/02/10,8212060363 


62(2060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Low Le^cl Raduaste - 10CFR20 302 " Svc list end 
JORDAN, E L Division af Lmergency Preparedness it Engineering 
Response (Post 830103) GJ/02/24 Consolidated Edison Co of Now 

YorV. Inc 1 I Ipp 17347 038 24/ Fiche 50-000. 03/02/24. B21 2060365 


G 21 2060366 IE Info Notice 83-06* "Nonidenfci ca 1 Replacement Parts " 

Svc list end 

JORDAN, E L Division of Emergency Pt oparedness h Engineering 
Response (Post 030103) 83/02/24 Consolidated Edison Co of New 

York, Inc 1 I2pp 17361 148 24 < Fiche 50-000.83/02/24.0212060366 


T Hearing transcripts on non-ant i trus t matters 


6302020250 Order correcting transcripts 

M IU ER, (4 E Atomic Safety and Licensing Board Panel 83/01/31 
3 ipp 1*994 294 2«, < Fiche 50 '53/. 83/01/31, 0302020250 


8302030190 Appl leant corrections lo S21 116-1? transcripts, inadvertent ly 
omitted from 830124 list of transcript corrections 
Certificate of S\ e end 

ED04R.0 L Project Management Corp 83/02/02 9pp 17002 094 
24/ Fiche 50-537, 83/02/02, 0302030190 


G302<*i70059 Transcript of ACRS Subcommittee on CRBR fc Thermal Hydraulics 
Working Group 830203 joint meeting in Wash i ng ton, DC re plant 
therral hydraulic design issues b emergency pouer sys 
Pp 1-3 S3 Suppoiting documentation enc 1 

« ACR8 - Advisory Committee on Reactor Safeguards 83/02/03 
462pp 17032 359 24 ( Fiche 50-537*03/02/03,0302070059 


0302000104 Transcript of ACRS CROR Subcommittee It Thermal Hydraulics 
Working Group 010204 joint meeting in Wa sh i ng ton, DC 
Pp 344-646 Supporting doc umenta tion end 

» ACRS - Advisory Committee on Reactor Safeguards 83/02/04 
317pp 17054 203 24/ Fiche 50-537 83/02/04,8302060104 


9302280100 Transcript of ACRS Subcommittee on CRDR Working Group on Gyo 
Integration 4- Instrumentation Control B30224 meeting in 
Wash ing ton, DC Pp 1-261 Supporting documentation end 
* ACRS - Advisory Committee on Reactor Safeguards 03/02/24 
393 pp 17306 102 24X F i c he 50-537, 83/02/24, 83022801 00 


U Congress lona 1 /Enecut ive Correspondence 


8302030015 FD1A request for NRC correspondence ui/Whlte House tt Congress 
re CRBR since Jan 1981 

WEISS, E R Harmon b Weiss 62/10/27 FELTON, J Division of Rules 
and Records 2pp 17022 293 24 < Fiche 50-537,02/10/27,8302030013 


8302030017 Responds to FOIA request fur NRC correspondence w/White 
House 4 Congress re CROR since Jan 1981 Forwards documents 
1 1 sted in app 

FELTON, J M Division of Rules and Records 82/12/29 WEISS* E R 
Harmon K Weiss 3pp 17022 295 24 X Fiche 50- 537.82/12/29, 

6302030017 


— 8208050174 Responds to 820714 J tr re CRDR Suppl to 1977 FE8 will bo 
circulated for public comment for 4S-tfay period beginning 
020730 Final suppl to FES will be issued in Oct will 
address comments received 

DIRCKSiW J Office of the Executive Director for Operations 
02/07/28 BOUOUARD.H L House of Rep * Science b. Technology 
9pp 17027 315 24X Fiche 50-537,82/12/29,8302030017 


— 8302030024 Notifies or opposition to DOE request for CRBR site 
preparation before environ impact hearing 

Ml TCHELLr 0 J Senate 62/08/02 PALLAOINO, N Commissioners 
2pp 17022 305 24 X Fir he 50-537,02/12/29,8302030017 


— 0302030029 Urges denial ot DOE 820701 request for CRDR site preparati 
before issuance of CP or LUA 

UDALL.M , COUGHLIN, L , WOLPE, H House of Rep 02/07/30 
PALLADINO, N * QILIN3KY, V , ROBERTS, T F Commissioners 4pp 
17022 307 24Y Fiche 50-537,92/(2/29,8302030017 


— 8302030034 Ac V receipt of 620723 Itr forwarding SA Knapp request for 
DOE exemption from regulations enabling site preparation 
activities 

KAM'iERER. C Office of Congressional Affairs 82/07/29 BYRD* R. C 
Senate ip 17022311 24X riche 50-537,82/12/29,8302030017 

— 0302030037 For liar da Wt Knapp 820720 b E Stanley 020720 Itr* re DOE 
request for early site preparation for consideration in 
rep t 

BYRD. R C Senate 82/07/23 KAMNERER.C Office of Congressional 
Affairs lp 17022312 24X Fiche 50-537.82/12/29,8302030017 


— 8302030038 Urges approval of DOE request to begin CRBR site 
prep arat ion 

KNAPP, W E , KNAPP* S A Affiliation Unknown 62/07/20 
PALLADINCi N Commissioners lp 17022 313 24X 

Fiche 50-337,82/12/29.0302030017 


■8302030041 Urges approval of DOE request to begin CRDR site 
preparat ion 

STAfLEY.E Affiliation Unknown 82/07/20 PALLADINO, N 
Cofrni ssi oners Ip 17022314 24X Fiche 30-537.82/12/29, 

0302030017 


— 0302030072 Urges rejection of DOE licensing exemption, request for CRDI 
Approval would damage credibility i set bad precedence 
VEUrO.O F House of Rep 82/07/28 PALLADIND, N Commissioners 
ip 17022 310 24 ( Fiche 50-537, 82/ 12/29, 830203001 7 


— 8302030079 Discusses 82070B mating r«j necessity of recirculating E1B 
for CRBR CEQ regulations suggest supplementing EIS after 3 
yrs when appropriate 

HILL.A A President of US b Executive Offices 82/07/13 
PALLADINO, N Commissioners lp 17022 323 24X 

Fiche 50—537, 02/ 1 2/29, 03020300 1 7 


— 8302030006 Urges approval of DOE request for early site preparation fi 
const of CRBR If criteria of 1OCFR50 12 met 

BAKER, H H Senate 02/02/26 PALLADIND, N Comm i is i Q n 9V 9 Ip 

17022 336 24X Fiche 50-537.02/12/29,8302030017 


— 030203009? Expresses support for approval of DOE request for early 
site preparation for CROR const if criteria of 10CFR50 12 
met 

SIMPSON, A K Senate 82/02/25 PALLADINO, N J C efnmi s * io nor s, 
2pp 17022 337 24X Fiche 50-537,62/12/29.6302030017 


— 0302030104 Advises of sgppoit of DOE request for early site- 
preparation for CRDR so R6D results can be expedited 
KEYWORTH, 0 A President of US b Executive Offices 82/02/24 
PALLADINO, N J Commissioners lp 17022 339 24 X 

Fiche 50-537,82/12/29,3302030017 


— 830203010? Urges approval of DDE request for early site preparation 
for CRBR Facility vital to RiD program re CMFB8 Omnibus 
Budget Reconciliation Act of 1981 re fission R4<D encl 
FUQUA, D , ROE, R . BOUOUARD.fi House of Rep , Science b Technology 
82/02/ II PALLADINO, N J Comni »s 1 oners 7pp 17022 340 24 X 

Fiche 50-537,82/12/29,8302030017 


— B 30 2030 123 Ac k receipt of 620119 Hr on behalf of IN Sassafras Auduboi 
Soc re DOE request for exemption for CRBR Commission 811224 
order establishing proceeding fo-r reviewing request encl 
U/o encl 

KAMrtEREflrC Office of Congressional Affairs 02/02/11 
HAMILTON, L House of Rep lp 17023 005 24X 

Fiche SO-537, 02/12/29, 0302030017 


— 8302030125 Forwards IN Sassafras Audubon 8oc B20115 Itr opposing DOb 
request for early site preparation for CRBR 

HAMILTON, L K House of Rep 82/01/19 NRC - No Detailed 
Affiliation Given 2pp 17023 006 24X Fiche, 50-537, 02/12/29, 

83020300 17 


— 8302030133 Opposes DDE request for site preparation u/o CP or LWA 
FREY, 0 S Sassafras Audubon Society 82/01/11, CHILK, 8 J 
Office of the Secretary of the Commission lp I7023’008 24X 

Fiche 50-537.82/12/29,8302030017 
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— 0302030136 Opposes DOE request for early site preparation u/o CP or 
LWA Proposed licensing changes would thwart public input 
DECKARD.J House of Rep 82/01/22 CHILK.S J Office of the 
Secretary 6t the Commission Ip 17023 009 24X 

Fiche 50-537 . 02/ 1 2/29* 03020300 1 7 


V Operator Examinations 


0301310203 Generic Ltr 83-06 to all power reactor 1 i c ensa e-s. ap p 1 icants 
for OLsiNSS v endor s < rea c t or vendors l AE re certificates 
& revised format for reactor operator l senior reactor 
operator licenses Svc list encl 

EISENMUT.D 0 Division or Licensing 93/01/31 Consolidated 

Edison Co of Neu York. Inc Mpp 17347 177 24X 

Fiche 30-000,53/01/31,8301310203 


— 0302260149 Cr.v, imr rapt for Marble Hill Nur lear Generating Station. 
Units 1 h 2 

* Public Service Co Of Indiana. Inc # Wabash Valley Power 

Association Inc 63/02/24 l.OOOpp 17405 131 24X 

Fiche 50—546, 03/02/24, 8302260 121 


F Security, medical, emergency * fire protection plans 


6301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants for QL K holder^ of CFs re regional workshop 
concerning Suppl 1 . NUREG-0737. 'Requirements for Emergency 
Response Capability ’ 5s c list encl 

EISENMUT,D G Division or Licensing 03/02/01 Consolidated 

Edison Co or New York, Inc 1 1 p p 17221 226 24X 

Fiche 50-000, 03/02/01, 0301210340 


D0CKE f STN-50-5 46 MARBLE HILL NUCLEAR STATION, UNIT 1 


A App 1 tcation/ c ons tructi on stage documents t correspondence 


S3021005I2 Board Not if ica t Ion 83- 1 1 forwards info Indicating onset of 
increased turbulence & acceleration of tube wear occurring 
at feed flow rates of 50/ for Model D/2 & D/3 steam 
generators i< at 70X for Model 0/4 it D/5 steam generators 
NOVAK, T M Assistant Director for Licensing 83/02/03 Atomic 

Safety and Licensing Board Pane 1 6pp 17143 293 24X 

Fiche 50-000, 83/02/03, 8302 1 005 1 2 


— 6302100522 Summary of 920219 meeting u/ORNL. AML, TX Utils Generating Co, 
SC Electric &. Gas Co, We s t ing h guse, TVA i representatives of 
Swedish nuclear pouer plant & Krsfco in Bethesda. MD re 
accelerated tube uear on Model D steam generators 
CHESTNUT, S, H Licensing Branch 1 S2/03/I5 YOUNGBLOOD, □ J 

Licensing Branch 1 46pp 17143 290 24X Fiche 30-000*83/02/03, 

8302100312 


8302080295 Generic Ltr 83-09 to all operating reattor licensees, 
applicants rur QL it holders of CP for C-£ PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list encl 

EISEM4JT, D G Division or Licensing 63/02/09 Consolidated 

Edison Co of Neu York, Inc 1 Ipp 17290 247 24X 

Fiche 50-000, 03/02/08,830208029 5 


8302090030 Generic Ltr 83-10C to all applicants w/We s t i m g h oua e designed 
NS5S re resolution of Till Action Item 1 1 K 3 5, ''Automatic 
Trip of Reactor Coolant Pumps " 

E I8ENHUT , D G Division of Licensing B3/02/08 Baltimore Gas b 

Electric Co 30pp 17290 212 24X Fiche 50-000.33/02/00, 

9302090080 


8302250206 Confirms 030322 meeting at Region III ofc in Glen El lyn, 1L 
to discuss plans for emergency response facilities Meeting 
notice 6 list or attendees encl 

KEPPLER , s) G Region 3, Office of Director 03/02/18 SHIELDS, S W 
Public Service Co or Indiana, Inc 2pp 17293 109 24X 

Fiche 50-546, 03/02/18, 0302250206 


03022801 2 1 Forwards security plan & fire protection ropt Spcurity plan 
withheld (ret 10CFR2 790> 

SHIELDS, S li Public Service Co of Indiana, Inc * Wabash Valley 
Power Association, Inc 03/02/24 DENTDN, H R Office of Nuclear 
Reactor Regulation, Directoi 5pp 17375 001 24X 

Fiche 50-546, 83/02/24. 8302280121 


— 0302280143 Fire protection rept 

* Public Service Co or Indiana, Inc # Wabash Valley Power 

Association, Inc 83/03/24 I.OOOpp 17402 253 24X 

Fiche 50-546,83/02/24,8302280121 


K Utility Final Safety Analysis Report (FSAR> & amends 


8302200121 Forwards FSAR for Marble Hill Nuclear Generating Station. 
Units 1 t 2 

SHIELDS. S N Public Service Co of Indiana. Inc * Wabash Valley 
Power Association, Inc 83/02/24 DENTON, H R Office of Nucleai 
Reactor Regulation, Director 3pp 17375 OOl 24X 
Fiche SO-5**6» 83/02/24. 0302580121 


— 0302280137 FSAR for Marble Hill Nuclear Generating Sta t i on. Un i ts I z, 2 
W/133 Dvorsne drawings Aperture cards are available in PDR 
a Public Service Co of Indiana. Inc * Wabash Valley Power 
Association, Inc B3/02/24 lp 1/375 027 24X 

Fiche 50-546, 83/02/24, 8302280121 


B302250079 Submits daily highlight for 030216 Senior reactor inspector 
called to Was fling ton, DC by Ofc of Congressional Affairs to 
brief Congress on allegations of electrical deficiencies 
Project manager should be inf armed 

O'CONNOR, P 11 Licensing Branch 1 03/02/16 DENTON, H R . C ASE, E , 

CARTER. J Office of Nuclear Reactor Regulation. Director lp 
17302 339 24X Fiche 50-546,83/02/16,0302250075 


6302200121 Forwards Amend 22 to OL app M cat ion, cons i s ting of responses 
to NRC ques 1 1 onsi FSAR {filed in PDR Category K), security 
plan t fire protection rept (Category F), environ r D pt 
(Category C> b Central Files version of emergency plan 
SHIELDS, S N Public Service Co of Indiana, Inc SHIELDS. S W 
Wabash Valley Power Association, Inc 03/02/24 DENTON, H R Office* 
of Nuclear Reactor Regulation, Director 5pp 17375 001 24X 

Fiche 90-546, 03/02/24,9302280121 


— 8302280133 Amend 22 to OL app 1 1 cation, consi sting of responses to NHC 
ques tions, FSAR, secur i ty plan, fire protection rept, environ 
rept b emergency plan 

SHIELDS, S W Public Service Co of Indiana, Inc SHIELDS, S W 
Wabash Valley Power Association, Inc 83/02/24 21pp 17375 006 
24X Fiche 50-546,03/02/24,8302280121 


— 630220-0158 “ 0 yron/Bra i dwood - Responses 
a Public Service Co of Indiana, Inc 
Association, Inc 93/02/24 l,500pp 

Fiche 50-5 46. 03/02/24,8302200121 


to NRC Questions f * 

» Wabash Valley Power 
I 7398 090 24X 


C Utility Environmental Report <ER), amends b correspondence 


0302280161 Chapter 1 to Marble Hill Nuclear Generating Station, 
Unit3 1 A 2, FSAR, "Introduction & General Description of 
Plant " 

* Public Service Co of Indiana, Inc a Wabash Valley Power 
Association. Inc 83/02/24 I85pp 17375 Q3B 24X 
Tiche 50-346, 03/02/24, 6302560161 


QUO 2280 1 67 Chapter 2 to Marble Hill Nuclear Generating Station, 
Units 1 b 2, FSAR, "Site Characteristics " 

* Public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 83/02/21 720pp 17375 223 24X 

Tiche 50-546. 63/02/24,8302260167 


03O22BO J 7 1 Chapter 3 to Marble Hill Nuclear Generating Station, 
Units 1 h 3. FSAR, ‘Design of Structur es. Components, Equipment 
b 8ys 1 

* Public Service Co of Indiana, Inc a Wabash Valley Power 
Association, Inc 83/02/24 ?13pp 17382 212 24X 

FtcfiB 50-546, 03/02/24, 8302290171 


8302260285 Chapter 4 to Marble Hill Nuclear Generating Station, 
Units I t 2, FBAR, "Reactor '■ 

a Public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 03/O2'24 267pp 17385 045 24X 

Fiche 50-546, 83/02/24, 8302280285 


0302280291 Chapter 5 to Marble Hill Nuclear Generating Station, 
Units l b 2, FSAR, "RC5 “ 

« Public Service Co of Indiana, Inc # Wabash Valley Power 

Association, Inc 83/02/24 206pp 17385 312 24X 

Tiche 50-546, 83/02/24, 830258029 1 


0302200121 Forwards environ rept 

SHIELDS, S U Public Service Co of Indiana, Inc «• Wabash Valley 
Poaer Association, Inc 03/02/24 DENTON, H R Off ica of Nuclear 
Reactor Regul ation, Director 5pp 17375 001 24X 

Fiche 90-546,83/02/24,9302290121 


6302280293 Chapter 6 to Marble Hill Nuclear Generating Station, 
Units 1 b 2, FSAR, "ESFs 1 

* Public Service Co or Indiana, Inc * Wabash Valley Power 
Association. Inc 83/02/24 474pp 17386 158 24X 

Fiche 50-546, 83/02/24, 83025B0293 
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03Q22BOS90 Chapter 7 ta Marble Hill Nuclear Generating Station. 
Unit* 1 & 2, F 9AR, '■ Ins tr umontat i on L Controls 41 
« Public Service Co of Indiana* Inc » Wabash Valley Power 
Association. Inc 83/02/24 369pp 17387 272 24X 

Fieha 50-546.83/02/24,0302200298 


G 302200299 Chapter 8 to Marble Hill Nuclear Generating Station, 
Units 1 b 2, FSAR. “Electric Power " 

* Public Ser/ice Ca of Indiana. Inc * Wabash Valley Power 
Association, Inc 63/02/24 50pp 1 73QB 2S1 24X 

Fiche 50-546. 03/02/24 . 8302280299 


8302260305 Chapter 9 to Marble Hill Nuclear Generating Station. 
Units 1 b 2.FSAR, "Auxiliary Sys 1 

* Public Service Co of Indiana. Inc * Wabash Valley Power 

Association, inc 83/02/24 379pp 173B9 026 24X 

Tiche 30-546,83/02/24,0302280305 


G 302280307 Chapf-er 10 to Marble Hill Nuclear Generating Station, 
Units 1 b 2, FSAR, "Steam i Power Conversion Sys " 

* Public Service Co of Indiana, Inc # Wabash Valley Power 
Association. Inc 83/02/24 114pp 17391 020 24X 

Fiche 50-546, 03/02/24. 0302280307 


8302200308 Chapter 11 to Marble Hill Nuclear Generating Station, 
Units 1 b 2-FSAR, "Rad waste Hgt N 

» Public Service Co of Indiana, Inc * Wabash Valley Power 

Association, rne 63/02/24 300pp 17391 134 24X 

Fir he 50-546, 83/02/24, B3022S030B 


83022003 1 4 Chapter 12 to Maible Hill Nuclear Generating Station, 
Units l b 2, FSAR, "Radiation Protection " 

» Public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 83/02/24 297pp 17392 074 24X 

riche 50-546, 83/02/24, 0302PB031 4 


G 3022003 1 7 Chapter 13 to Marble Hill Nuclear Generating Station, 
Units 1 * 2.F8AR, "Conduct of Operation " 

» Public Service Co of Indiana, Inc » Wabash Valley Power 
Association, Inc 83/02/24 {OOpp 17393 011 24X 

Fiche 30-546,03/02/24,0302200317 


8302200319 Chapter 14 to Marble Hill Nuclear Generating Station, 
Units 1 6 2, FSAR, "Initial Test Program " 

* Public Service Co of Indiana, Inc » Wabash Valley Power 
Association, Inc 03/02/24 (37pp 17393 111 24X 

Fiche 50-346, 83/02/24, 0302280319 


8302280322 Chapter 15 to Marble Hill Nuclear Generating Station, 
Units 1 i 2. FSARi "Accident Analyses " 

* Public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 83/02/24 363pp 17393 248 24X 

Fiche 50-546,83/02/24,030228032? 


8302280324 Chapter 16 to Marble Hill Nuclear Generating Station, 
Units 1 b 2, FSAR, "Tech Specs " 

a Public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 03/02/24 356pp 17395 006 24X 

Tiche 30-546,83/02/24,0302200324 


G 302280326 Chapter 17 to Marble Hill Nuclear Generating Station, 
Units l b 2, F9AR, "QA " 

* Public Service Co of Indiana, Inc # Wabash Valley Power 
Association, Inc 83/02/24 64pp 17396 002 24X 

Fiche 50-546,03/02/24,0302280326 


8302280320 App A to Marble Hi 11 Nuclear Generating Station, Uni t* 1 & 2 
FSAR, "Application of NflC Reg Guides 4 

* Public Service Co of Indiana, Inc * Wabash Valley Power 

Association, Inc 83/02/24 205pp 17396 066 24X 

Fiche 50-546,03/02/24,8302280320 


G 302380330 App B to Marble Hill Nuclear Generating Sta t i on, Un i t » 1 Sc 2* 
FSAR. "Const Mali Stds b QC Procedures " 

w Public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 83/02/24 63pp 17396 271 24X 

Fiche 50-546,83/02/24,0302200330 


8302280331 App C to Marble Hill Nuclear Generating Sta ti on, Unit* 1 & 2. 
FSAR, "Turbine Missile Study " 

» Public Service Co of Indiana, Inc * Wabaeh Valley Power 
Association, Inc 63/02/24 47pp 17396 333 24X 

Fiche 50- 546 , 83/02/24 , 030228033 1 


3302280332 App D to Marble Hill Nuclear Generating Sta ti on, Units 1 U 2, 
FEAR, "Computer Programs " 

* Public Service Co of Indiana, In< # Wabash Valley Power 
Association. Tnc 63/02/24 75pp 17397 023 24X 

Fiche 50-546.03/02/24,8302280332 


8302280334 App E to- Marble Hill Nuc lear Generating Stat i on, Un i t * 1 8, 2, 
FSAR, ’Requirement Resulting From TUI-2 Accident M 
* Public Service Co of Indiana, Inc * Wabash Valley Power 
Association. Inc 03/02/24 05pp 17397 172 24X 

Fiche 30-546,03/02/24,6302260334 


M Antitrust correspondence 


8302280172 Forwards "Info for Antitrust Review of OL Application, Harb I p 
Hill Nuclear Generating Station Units 1 & 2 " Amend 22 to OL 
application submitted under separate cover 

SHIELDS. S N Public Service Co of Indiana. Inc SHIELDS. 8 W 
Wabash Valley Power Association, Inc 03/02/24 DENTON, H R Office 
of Nuclear Reactor Regulation, Director Ip 17305 274 24X 

Fiche 50-546,83/02/24.6302200172 


— B302260 1 77 "Info for Antitrust Review of OL App 1 1 cat i a n, Mar b 1 e Hill 
Nuclear Generating Station Units 1 b 2 14 

* Public Service Co of Indiana, Inc 83/02/28 43p 17305 275 

24X Fiche 50-546,83/02/24,8302280172 


G Inspection reports, 16 Bulletins ic correspondence 


8302040039 Adril response to FOIA request for 12 categori** of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning GA deficiency 
Forwards App A documents Document 31 available In PDR 
FELTON, J M Division of Rules and Records 92/12/30 HIATT, S L 
Ohio Citizen* for Responsible Energy 3pp 17045 144 24X 

Fiche 50-000,82/12/30,0302040039 


--8302040111 Forwards graphics summer 1 1 ing const site noncomp Uanre dafc 
for 1976-BO 

HIND, J A Division of Emergency Preparedness $< Operational 
Support 02/02/05 KEPPLER, J G Region 3, Office of Director. 

23pp 17045219 24X Fiche 50-000,62/12/30.8302040039 


— 8302040197 Forwards updated noncompliance history for const sites for 
1976-81, per JJ Harrison request Total lnsp hours for each 
f «c i i i ty added 

HIND# J A Division of Emergency Preparedness & Operational 
Support 82/06/0B 5PESSARD, R L Division of Project it Resident 
Programs 2pp 17043 279 24X Fiche 50-000,02/12/30,8302040039. 


—8302040332 Forwards 1981 comparison data for operating I, const plants 
consisting of total numbers of noncomp 1 ia nee Items, repts 
issued, insp h ours, savor 1 ty 1 eve 1 s, points if hour* per rept U 
1 ten 

SUCHARSKI , L Region 3, Office of Oirecfcor B2/07/0B 

KEPPLER, J G Region 3, Office of Director 13pp 17045 281 24X 

Fiche 50-000, 62/12/30, 8302040039 


0212060350 IE Info Notice 83-01, ’"flay Miller, Inc " Svc list end. 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post B30I03) 93/01/26 Consolidated Edison Co of Now 

York, Inc I IBpp 17023 160 24X Fic he 50-000, 03/01 /2A, B21 2060358 


8212060360 IE Info Notice 03-02, “Lima torque HODC, H£DC, H2DC it H30C 
Oearheads " 8vc list oncl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 83/01/28 Consolidated Edison Co of New 

York, Inc 109pp 17144 001 24X Fiche 50-000, 03/01 /2B, 6212060360 


0212060361 IE Info Notice 83-03. "Calibr of Liquid Level Instruments “ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Resporse (Post 030103) 83/01/28 Consolidated Edison Co of New 

York, Inc 1 10pp 17074 095 24Y Fiche 50-000,03/01/20,0212060361. 


□302030303 Ad\ises of 030207 open forum in Chicago, IL re recent rev to 
I0CFR5O 54 6 50 55 IE will conduct fomal presentation 
followed by question b answer session Requests that 
participation be limited to three people 

SPESSARD, R L Division of Engineering 83/01/28 Commonwealth 
Edison Co 2pp 17000 t 07 24X Fiche 50-000.03/01/20,6302030303 

8212060363 IE Info Notice 93-04, "Failure of Elma Power Supply Units " 
Svc list end 

JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post B30103) 83/02/18 Consolidated Edison Co of New 

York. Inc 110pp. 17347 191 24X Fiche 90-000,03/02/18,0212060363 


8212060365 IE Info Notice 83-09, "Obtaining Approval for Disposing pf 
Very Low Level Radwaste - IOCFR20 302 w Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 63/02/24 Consolidated Edison Co of New 

York# Inc Ulpp 17347 058 24X Fiche 50-000, 63/02/24, 02 i 2060 363 
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8212060366 IE Info Notice 03 - 06 , “Na-mdentica I Replacement Parts “ 

Svc list end 

JORDAN, E L Division of Emergency Pr e p ar t'd ne s s !# Engineering 
Response (Post 030103} 03/02/2*1 Consolidated Edison Co of New 

York, Inc U2pp 17361 146 24 < Fi c he 50-000, 03/02/24, 021 2060J66 


3 Reportable occurrences, LERs 6 related correspondence 


8302030495 Part 21 rept re determination that post-LQCA hydrogen 
recombiner is likely to malfunction following eipasure 
ta elevated temp, high humidity environ Replacement part 
i dent i f l ca t i on will be provided to operators by 83021-0 
EMPEY, D C Rockuell Internationa l Corp 82/12/17 COLLINS, J 
Region 4, Office of Director 4pp 17006 120 24X 

Fiche 50-000, 82/12/17, 8302030493 


8302040164 Part 21 rept re deficiency in Class IE low voltage 
switchgear Arc welds not added to connect rear vertical 
corner channel w/rear horirontal channel in rear bus section 
of suifcchgear end 

DUVALL, D D Broun filoveri Corp <aubs Drown Dover! 6 Co , Ltd > 
02/12/23 8TELLO, V Director's Office, Office of Inspection and 
Enforcement 2pp 17020 296 34* Fiche 50-546,63/12722,9302040164 


6302040351 Deficiency rept re three welds on containment polar crane, 
between end tie beam flange L bottom plate, bolted to saddle 
beam u/visible cracks Initially reported on Q21007 Melds 
excavated 6 magnetic particle tested 

SHIELDS, 8 U Public Service Co of Indiana, Inc 83/01/26 

KEPPLEfI, J 0 Region 3< Office of Director 2pp 17019 052 24)1 

Fiche 50-546, 83/01/26, 8302040351 


8302040090 PNO- 1 1 1-83-0 1 0 on 9301 21, Allegation received from fired 
electrical worker re deficiencies *n matl traceability of 
electrical hangers 6 in control of work instructions 
(travelers) in field Installation of hangers stopped 
KONFLIM. J > 7 NOP, R , NQREL I US, C Region 3, Office of Director 
83/01/31 Ip 17020 153 24X Fiche 5Q-546, 83/01/31 , 8302040080 


0302180242 Final deficiency rept re disposition of contractor 
nonconformance rept approved w/o design sub contractor review 
of affected equipment Initially reported on 820011 
Corrective action documented in acceptable manner 
SHIELDS, SW Public Service Co of Indiana, Inc 83/02/07 

KEPPLER, J 0 Region 3, Office of Director 2pp 17215 270 24X 

Fiche 50-946,83/02/07,8302160242 


B3D2160J&4 Final deficiency rept re incorrectly fabricated structural 
steel Initially reported on 020610 AM pre- 4 post-installed 
deficiencies corrected by Newberg-Marb 1 e Hill 
SHIELDS, SW Public Service Co of Indiana, Inc 03/02/09 

KEPPLER, JO Region 3. Office of Director 2pp 171*2 066 24/ 

Fiche 50-546, 03/02/06, 0302160164 


9302160213 Interim deficiency rept re use of AE design drawings u/o 
consideration of possible design changes Initially reported 
on 820622 Sargent & Lundy reviewing drawings to determine 
design changes to previously installed steel 
SHIELDS# S W Public Service Co of Indiana, Inc 93/02/OS 

KEPPLER* J 0 Region 3, Office of Director 2pp 17163 037 24X 

Fiche 50-544. 03/02/09, B30 2 1 602 1 3 


V Operator Examination* 


9301310203 Generic Ltr 83-06 fca all power reactor 1 icensees, app iicants 
for OLtiNSS vendors, reac fcoT vendors 6 AE re certificates 
6 revised format for react-or operator 6 senior reactor 
operator licenses Svc list end 

ElSEKrlJT.D G Divisi on of Li cens l og B3/01/31 Consolidated 

Edison Co of New York, Inc Hpp 17347 177 24X 

Fiche 50-000, 93/01/31, 0301310203 


DOCKET STN-50-547 MARBLE HILL NUCLEAR STATION, UNIT 2 


A App! ication/constructi on stage documents 6 correspondence 


'□02100512 Board Notification 03-11 forwards info indicating onset of 
Increased turbulence t acceleration at tube wear occurring 
at feed flou rates of SOX for Model D/2 6 d/ 3 steam 
generators 6 at 70X for Model D/4 6 D/5 steam generators 
NOVAK, T ft Assistant Director for Licensing 83/02/03 Atomic 

Safety and Licensing Board Panel *pp 17143 293 24X 

F i c h a 50 - 000, 03/02/03, 93021 00512 


B302 1 0052 2 Summary of 820219 meeting w/QRNL, ANL, TX Utils Generating (,u, 
SC Electric 6 Oao Co, West inghouse. TVA V representatives of 
Swedish nuclear power plant f> Krs«<o in Bethesda>NO re 
accelerated tube wear on Model D steam generators 
CHESTNUT, S H Licensing Branch I B2/03/15 YOUNGBLOOD, 0 J 
Licensing Branch 1 46pp 17143 290 24X Fiche 50-000,03/02/03, 

8302100512 


Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL S- holders of CP for C-E PWRs re review of 
C”E Owners Gi oup emergency procedures guideline program Svc 
1 1st end 

E iSEF'r.JT, D Q Division of Licensing S3/02/0R Consolidated 

Edison Co of New York, Inc 1 lpp ! '*290 247 24X 

Fiche 50-000, 03/02/09, 8302000295 


0302090080 Generic Ltr 03-1OC to all applicants w/Ne s t inghouse designed 
NSSS re resolution of TMI Action Item 1 1 K 3 5, “Automatic 
Trip of Reactor Coolant Pumps " 

ElSENHUTiD 0 Division of Licensing 83/02/08 Baltimore Gas tr 

Electric Co 30pp 17290 21? 24< Fiche 50-000 , 83/02/08, 

0302090000 


8302250079 Submits daily highlight for Q30216 Senior reactor inspector 
called to (fas h ing ton, DC by Qfr of Congressional Affairs to 
brief Congress on allegations of electrical deficiencies 
Project manager should be informed 

0 'COFiNOR, P M Licensing Branch l 83/02/16 DENTON. H R . CASfc.E , 
CARTER , J Office of Nuclear Reactor Regulation, Director Ip 
17302 339 24/ Fiche 50-546,83/02/16,8302250075 


B3D220O121 Forwards Amend 22 to OL ap p 1 i c at m n, cons i s t i ng of responses 
to NRC questi ons, FSAR (filed in PDR Category K), security 
plan l fire protection rept (Category F), environ rept 
(Category C) 4 Central Files version of emergency plan 
SHIELDS, S W Public Service Co of Indiana, Inc SHIELDS, S W 
Wabash Valley Power Association, Inc 03/02/24 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 9pp 17375 001 24X 

Fi cha 50-546, 83/02/24. 8302500121 


■8302280133 Amend 22 to OL app 1 i ca tl on , c ons i s t ing of responses to NHL 
questions, FSAR, security plan, fire protection rept, environ 
Tept 6 emergency plan 

SHIELDS, 3 W Public Service Co of Indiana, Tnc SHIELDS, £J W 
Wabash Valley Power Association, Inc 83/02/24 2ipp 17375 006 
24X Fiche 50-546,83/02/24,8302280121 


— 830228015Q 0 yr on/Bra i dwo od - Responses to NRC Questions “ 

* Public Service Co of Indiana. Inc e Wabash Valley Power 

Association, Inc 83/02/24 l,500pp 17398 090 24/ 

Fiche 50-546, 03/02/24, 0302280121 


C Utility Environmental Report (ER), amends 6 correspondence 


0302200121 Forwards environ iept 

SHIELDS, 5 U Public Service Co of Indiana* Inc * Wabash Valley 
PoLxer Association, Inc 83/02/24 DENTON, H R Office of Nuclear 
Reactor Regulation, Director 5pp 17375 001 24X 

Fiche 50-544,83/02/24,8302200121 


— 9302200149 Environ rept for Marble Hill Nuclear Generating Station. 

Units 162 

* Public Service Co of Indiana, Inc * Wabash Valley Power 

Association, Inr 03/02/24 i.OOOpp 17405 131 24X 

Fiche 50-544.83/02/24,0302290121 


F Security, medical, emergency 6 fire protection plans 


0301210340 Generic Ltr 03-04 to all licensees of operating reactors, 
applicants tor OL J, holders of CPs ?e regional workshop 
concerning Suppl 1 , NUREG-0737, “Requi r em©r> t s for Emergency 
Response Capability ,r Svc list end 

EISEKH’JT.D 0 Division of Licensing 03/02/Oi Consolidated 

Edison Co of New York. Inc I lpp 17221 226 24X 

Fi cha 50-000, 03/02/01,8301210340. 


83O22302D6 Confirms 830322 meeting at Region III ofc in Glen Ellyn, IL 
to discuss plant for emergency response facilities Meeting 
notice 6 list of attendees end 

KEPPLER, JG Region 3, Office of Director 83/02/iB SHIELDS, & (J 
Public Service Co of Indiana, Inc 2pp 17293 109 24X 

Fiche 50-546,03/02/10,0302250206 


0302200121 Forwards security plan 6 fire protection rept Security plon 
withheld (ref 10CFR2 790) 

SHIELDS, S W Public Service Co of Indiana, Inc # Wabash Valley 
Power Association, Inc 03/02/24 DENTON, H R Office of Nuclear 
Reactor Regulation, Director 5pp 17375 001 24X 

Ft che 50-546. 83/02/24* 8302200121 


--8302280143 Fire protection rept 

* Public Service Co of Indiana, Inc * Wabash Valley Power 

Association, jnc 03/02/24 l,000pp 17402 253 24X 

Fiche 50-346, 83/02/24, 8302280121 
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W utility Final Safety Analysis Report ( FSAR ) ft amends 


8302230121 Forwards FSAR for Marble Hill Nuclear Generating Station* 
Units 16 2 

SHIELDS. S W Public Seivice Co or Indiana, Inc * Wabash Valley 
Power Association, Inc 03/02/24 DENTON, H R Office of Nuclear 
Reactor Regulation, Director 5pp 17375 OOl 24X 
Fiche 50-546. S3/02/24, B3O220O121 


— 0302200 1 37 FSAR for Marble Hill Nuclear Generating Stat ion- Un i ts 1 *, 2 
W/133 oven lie drawings Aperture cards are available in PDR 
♦ Public Service Co of Indiana, Inc # Uabash Valley Power 
Association, Inc 33 /02/24 Ip 17375 027 24X 

Fiche 50-346-83/02/24,0302233121 


8J022S0161 Chapter 1 to Marble Hill Nuclear Generating Station, 
Units 1 ft 2, FSAR, "Introduction ft General Description of 
Plant ‘ 

» Public Service Co of Indiana, Inc * Wabash Valley Power 
Association. Inc 83/02/24 !85pp 1737 5 038 24X 

Tiche 90-546, 03/02/24,0302200161 


0302280167 Chapter 2 to Marble Hill Nuclear Generating Station, 
Unit3 l i 2, FSAR, "Site Characteristics " 

# Public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 83/02/24 720pp 17375 223 24< 

riche 50-546,63/02/24,0302280167 


0302200171 Chapter 3 to Marble Hill Nuclear Generating Station, 
Units 1 ft 2, FSAR, "Design of Structures, Components, Equipment 
ft Sys ‘ 

» Public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 03/02/24 9l3pp 17302 212 24X 

Fiche 50-546,83/02/24,0302280171 


0302200233 Chapter 4 to Marble Hill Nuclear Generating Station, 
Units 1 ft 2, FSAR, "Reactor " 

fr Public Service Co of Indiana, Inc * Wabash Valley power 
Association, rnc 83/02/24 267pp J7385 043 24X 

fiche 50-546, G3/02/24, 0302200285 


0302230291 Chapter 5 to Marble Hill Nuclear Generating Station, 
Units 1 6 2, FSAR, "RCS " 

« public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 03/02/24 206pp 17385 313 24X 

Fiche 50-546, 03/02/24 , 830228029 i 


8302200293 Chapter 6 to Marble Hill Nuclear Generating Station, 
Units 1 ft 2, F8AR, "ES^s 1 

«* public Service Co of Indiana, I n£ * Wahaah Valley Power 

Association. Inc 83/02 '24 4 74pp l 7 386 150 24X 

Fiche 50-546, 03/02/24, 0302280293 


0302290298 Chapter 7 to Marble Hill Nuclear Generating Station, 
Units 1 4 2, FSAR, "Instrumentation ft Controls " 

* Public Service Co of Indiana, Inc * Wabaph Valley power 
Association, Inc 83/02/24 369pp 17387 2 72 24X 

Fiche 90-546.03/02/24,8302280298 


8302280299 Chapter 8 to Marble Hill Nuclear Generating Station, 
Unit* 1 ft 2, FSAR- "Electric Pouer " 

Hf public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 83/02/24 50pp I73B8 281 24X 

Tiche 50-546, 83/02/24, 0302280299 


S3O220O3O5 Chapter 9 to Marble Hill Nuclear Generating Station, 
Unit* 1 4 2, FSAR, "Auxiliary Sy s " 

a public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 83/02/24 379pp 1/389 026 24< 

Fiche 50-946, G3/02/24, 8302280305 


0302280307 Chapter 10 to Marble Hill Nuclear Generating Station, 
Unit* 1 £ 2, FSAR, "Steam ft Power Conversion Sys " 

* Public Service Co of Indiana, Inc » Wabash Valley Power 
Association, | n c 83/02/24 U4pp 17391 020 24X 

Fiche 30-546, 83/02/24, B302280307 


0302280308 Chapter 11 to Marble Hill Nuclear Generating Station, 
Unit* 1 6 2, FSAR, "Rad was fee I Tgt M 

* public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 83/02/24 300pp 17391 134 24 < 

Fiche 50-346, 83/02/24, 03O228O3DG 


□302280314 Chapter 12 to Marble Hill Nuclear Generating Station, 
Unit* 1 4* 2, FSAR, "Radiation Protection “ 

* Public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 83/02/24 297pp 17392 0 7 4 24X 

Fiche 50-546,83/02/24,0302280314 


9302280317 Chapter 13 to Marble Hill Nuclear Generating Station, 
Units 1 ft 2, FSAR, "Conduct of Operation “ 

* Public Service Co of Indiana. Inc * Wabash Valley Power 
Association- Inc 83/02/24 lOOpp 17393 011 24X 

Fiche 50-546,83/02/24,9302280317 


0302200314 Chapter 14 to Marble Hill Nuclear Generating Station, 
Unit* 1 6 2, FSAR, "Initial Test Program " 

a Public Service Co of Indiana, Inc *■ Waba-sh Valley Power 

Association, Inc 83/02/24 137pp 17393 ill 24X 

Fiche 50-546-83/02/24,8302280319 


8302280322 Chapter 19 to Marble Hill Nuclear Generating Station, 
Unit* 1 ft 2, FSAR, "Accident Analyse* ■' 

if Public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 03/02/24 365pp 17393 240 24X 

Fiche 50-546- 83/02/24,0302280322 


8 3022 6032 4 Chapter 16 to Marble Hill Nuclear Generating Station, 
unit* 1 ft 2, FSAR, '"Tech Spec* " 

* Public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 83/02/24 356pp 17395 006 24K 

Fiche 50-546,83/02/24,0302280324 


0302280326 Chapter 17 to Marble Hill Nuclear Generating Station, 
Units 1 ft 2, FSAR, "GA " 

* Public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 83/02/24 64pp 17396 002 24X 

Fiche 30-546- 03/02/24, 8302280326 


83022Q0328 Ap p A to Marble Hill Nuclear Generating S tat i o n, l/n 1 1 s I ft 2 
FSAR, 'Application at HRC Reg Guides " 

# Public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 83/02/24 205pp 17396 066 24X 

Fiche 90-546, 03/02/24, 0302280328 


□ 302280330 App B to Marble Hill Nuclear Generating B t at i on, Un i t s 1 k 2, 
FSAR, "Const Matl Stds ft QC Procedures " 

* Public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 83/02/24 63pp 17396 271 24X 

Fiche 50-546,03/02/24,8302200330 


0302280331 Ap p C to Marble Hill Nuclear Generating Sta t i on, Un i t s 1 ft 3, 
FSAR, "Turbine Missile Study » 

* Public Service Co of Indiana, Inc * Wabash Valley Power 
Association. Inc 83/02/24 47pp 17396 333 24X 

Fiche 30-546,03/02/24,0302280331 


0302280332 Ap p D to Marble Htll Nuclear Generating Sta t i on, Un 1 fc s I ft 2, 
FSAR, 'Computer Programs '' 

* Public Service Co of Indiana, Inc * Wabash Valley Power 
Association, Inc 83/02/24 79pp 17397 023 24X 

Tiche 50-546- 03/02/24- 8302580332 


G302280334 App H to Marble Hill Nuclear Generating Sta t i on, Uni t s 1 ft 2, 
FSAR, "'flequ i remen t Resulting From TMI-2 Accident " 

* Public Service Co of Indiana. Inc * Wabash Valley Power 
Association, Inc B3/02/24 B9pp 17397 172 24X 

Fiche 50-946,83/02/24,0302200334 


M Antitrust correspondence 


G302280J72 Forward* "Info for Antitrust Review of OL Ap plication, Marb 1 e 
Hill Nuclear Generating Station Units I ft 2 " Amend 22 to OL 
application submitted under separate cover 

SHIELDS , S W Public Service Co of Indiana, Inc SHIELDS, S W 

Wabash Valley Power Association, Inc 03/02/24 DENTON, H R Office 
of Nuclear Reactor Regulation, Director Ip 17305 274 24X 

Fiche 30-346-83/02/24,8302200172 


—0302200177 "Info for Antitrust Review of OL App 1 i cat ion. Marb l e Hill 
Nuclear Generating Statiftn Units l ft 2 " 

# Public Service Co of Indiana. Tnc 03/02/20 43p 17305 273 

24/ Fiche 90-946,03/02/24,8302200172 


G Inspection reports, IE Bulletin* ft correspondence 


8302040039 Addl response to FOIA request for 12 categories of documents 
re facilities Personal info deleted from documents re util/ 
contractor employee allegations concerning GA deficiency, 

Forwards App A documents Document 31 available in PDR 
TEUTON, J M Division of Rules and Records 82/12/30 HIATT, 8 L 

Ohio Citiien* for Responsible Energy 3pp I704S 144 24X 

Fiche 50-000, 82/12/30,8302040039 


—8302040111 Forwards graphics summariilng const site noncomp 1 i anc * data 
for 1976-80 

HIND, J A Division of Emergency Preparedness ft Operational 
Support 82/02/05 HEPPLER , J G Region 3, Office of Director 
23pp 1704 5 219 24X Fiche 50-000, 02/ 12/30, 8302040039 
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— 0302040197 Forwards undated non e amp 1 lance history for const sites for 
1976-01, per JJ Harrison request Total map hours tor each 
facility added 

H I-fJ £>« J A Division of Emergency Preparedness 1 Operational 
Support 82/06/09 SPESSARD, R L Division of Project 6 Resident 
Programs 2pp 17045 279 24X Ficht 50-000,62/12/30.9302040039 


— 0302040332 Forwards 1991 comparison data for operating it const plant*,, 
consisting of total numbers of none omp 1 lance items, repts 
Issued, insp bouT s , sever i ty levels, points L hours per rept *, 
i t«m 

SUCHARSKI, L Region 3, Office of Director 62/07/08 

XEPPLER , J G Region 3, Office of Director 13pp 17045 291 24X 

Fich* 50-000.62/12/30,8302040039 


8212060336 IE Info Notice 93-01, "Ray Miller, Inc “ Svc list end 
JORDAN. E L Division of Emergency Pr e p are d ness it Engineering 
Response (Post B30103) 83/01/26 Consolidated Edison Co of New 

York, Inc llBpp 17023 160 24< Fiche 50-000.83/01/26,3312060358 


6212060360 IE Info Notice 03-02, "L imi t □ rque MOBC- HI DC, H20C 6 H3DC 
Gearheads “ Svc list and 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/01/2-0 Consolidated Edison Co of New 

York, Inc 1 09pp 17144 001 24/ Fiche 50-000,63/01/28,6212060360 


8212060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments ■' 
Svc list one 1 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/01/28 Consolidated Edison Co of New 

York, Inc HOpp 17074 095 24X Fiche 50-000,63/01/28,8212060361 


8302030303 Advises of 030207 open forum in Ch icago, IL re recent rev to 
1OCFR50 54 Zt SO 55 IE will conduct formal presentation 
followed by question & answer session Requests that 
participation be limited to three people 

SPESSARD, R L Division of Engineering B3/01/2B Commonwealth 
Edison Co 2pp 17008 107 24X Pic He 50-000,83/01/28,8302030303 


B2120d 0363 IE Info Notice 93-04, "Failure of Elma Power Supply Units " 
Svc Int end 

JORDAN, £ L Division of Emergency Preparedness it Engineering 
Response (Post B30103) 83/02/18 Consolidated Edison Co of New 

York, Inc UOpp 17347 191 24X Fiche 50-000,83/02/10,021 2060363 


0212060365 IE Info Notice 83-03. "Obtaining Approval for Disposing of 
Very Low Level Radwaste - 10CFR20 302 " Svc list end 
JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post B30I03) B3/02/24 Consolidated Edison Co of New 

York. Inc lltpp 17347 058 24X Fiche 50-000,63/02/24,6212060365 


8212060366 IE Info Notice 83-06, "Non id entic a 1 Replacement Paris ” 

Svc list encl 

JORDAN, E L Division of Emergency Preparedness t Engineering 
Response (Post 030103) B3/02/24 Consolidated Edison Co of New 

York. Inc 1 S2pp 17361 14B 24/ Fichu 50-000,63/02/24,0212060366 


S Reportable occurrences, LE«s & related correspondence 


8302030495 Part 21 rept re determination that post-LQCA hydrogen 
rsccmb (n*r is likely to malfunction hollowing exposure 
tq elevated temp, high humidity environ Replacement part 
identification wi H be provided to operators by 830216 
EMPEY.D C Rockwell International Corp 02/12/17 COLLINS. J 
Region 4. Office of Director 4pp 57006 128 24X 

Fiche 50-000,82/12/17,8302030495 


6302040164 Part 21 rept re deficiency in Class IE loui voltage 
switchgear Arc welds not added to connect rear vertical 
corner channel w/rear horuontal channel in rear bus section 
of switchgear end 

DUVALL, □ D Drown Boyer I Corp (subs Drown Dover J 6 Co . Ltd ) 
52/12/22 QTELL0, V Director's Office. Office of Inspection and 
Enforcement 2pp 17020 296 24X Fiche 50-546, 82/1 2/22. B302040164 


302040351 Deficiency rept re three welds on containment polar crane, 
between end tie beam flange L bottom plate, bolted to saddle 
beam u/vislble cracks Initially reported on 821007 WeJds 
escavated 6 magnetic particle tested 

SHIELDS, S. W Public Service Co of Indiana, Inc 83/01/26 

KEPPLEfl, J C Region 3, Office of Director 2pp 17019 052 24X 

Fiche 90-546,83/01/26,8302040351 


)0 20 4 00 80 PNO III “83-0 i O on 830121 , a! 1 egati on received from fired 
electrical worker r* deficiencies In matl traceability of 
electrical hangers 6 in control of work instructions 
(travelers) in field Installation of hangers stopped 
KOMKLINi J . KNOP.R . NQRELIUS, C Region 3, Office of Director 
B3/01/31 Ip 17020 153 24X Fiche S0-S46, 03/01 /31 , B302040 OSO 


9302180242 Final deficiency rept ro disposition of contractor 
nonconformance rept approved w/o design sub confcrac toi review 
of affected equipment Initially reported on 0200 H 
Corrective action documented in acceptable manner 
SHIELDS, S W Public Service Co or Indiana, Inc 03/02/07 

KERPLER, J G Region 3, Office of Director ?pp 17215 279 U17 

riche 50-546, 03/02/07, 8302100242 


03O2J6O164 Final deficiency rept re incorrectly fabricated structural 
steel Initially reported on 820610 All pre- it p o s t - i n s ta 1 1 e d 
deficiencies corrected by Newberg-Marb 1 e Hill 
SHIELDS* S U Public Service Co or* Indiana, Inr 03/02/09 

KEPPLER, J G Region 3- Ohfice of Director 2pp 17162 066 247 

Tiche 50-546. 03/02/03. 6302160164 


B302160213 Interim deficiency rept re use of AE design drawings w/o 
consideration of possible design changes Initially reported 
on 020622 Sargent 8, Lundy reviewing drawings to determine 
design changes to previously installed steel 
SHilLDS. 5 U Public Service Co of Indiana, Inc 03/02/08 

KEPFLER, J 0 Region 3, Office of Director 2pp 17163 037 I24X 

Fiche 30-546,03/02/00,8302160213 


V Operator Examinations 


8301310203 Generic Ltr 03-06 to all power reactor 1 1 c ensees, app 1 ican ts 
for GLs/NSS vendors, reac tor vendors $ AC re certificates 
S> revised format for reac«oi operator & senior reactor 
operator licenses Svc list encl 

EISEKHUT. D 0 Division of Licensing 83/01/31 Consul t dated 

Edison Co of Ncu York. Inc i4pp 17347 177 24X 

Tiche 5O-O00, B3/01/31. 0301310203 


DOCKET STN-50-553 PHIPPS OEND NUCLEAR STATION, UNIT 1 


A App 1 a cat lon/construction stage documents if c orrespond eni e 


0302230137 Forwards "TVA Cancellatiori ot Phipps Bend Nuclear Plant, 11 
per util 821026 ttr Withdrawal of CPPR-162 it CPPR-163 
r eque sted 

MILLS, L M Tennessee Valley Authority 83/02/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 17243 279 24X 

Fiche 50-553.63/02/16,8302230137 


— 0302230136 " TVA Cancellation of Phipps Bend Nuclear Plant " 

* Tennessee Valley Authority 03/02/28 13pp 17243 290 24X 

Fiche 50-553 83/02/16,0302233137 


0 Inspection reports, IE Bulletins l correspondence 


8212060359 IE Info Notice 83-01. "Ray Miller, Inc " Qvc list encl 
JORDAN, E L Division of Emergency Preparedness i Engineering 
Response (Post 830103) 03/01 /26 Consolidated Edison Co of Now 

York; Inc IlDop 17023 160 24 < Fir he 50-000, 83/0 1 /26, 93 1 20603*30 


0212060360 IE Info Notice 83-02. "Limi torque HOBC, H10C, H2DC & H3BC 
Gearheads Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Co of New 

York, Inc I0?pp 17144 001 34X Fiche 50-000, 03/01 /2B, 8212060360 


8212060361 IE Info Notice 33-03, “Calibr of Liquid Level Instruments ' J 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 83/01/20 Consolidated Edison Co or New 

York, Int llOpp 17074 095 24< Fiche 50-000, 03/01 /2B, S2J 20603AI 


S Reportable occurrences, LERs it related correspondence 


B302030495 Part 21 rept re determination that post-LOCA hydrogen 
recombiner is likely to malfunction following exposure 
to elevated temp, high humidity environ Replacement part 
identification will be provided to operators by 830219 
EKPEY, D C Rockwell International Corp 02/12/17 COLLINS. J 
Reglo-n 4. Office of Director 4pp 17006 128 24X 

Fiche 50-000,82/12/17,630203049 5 


V Operator Examinations 


8301310203 Generic Ltr 83-06 to all power reactor 1 lc ensees, app 1 1 cants 
for OLs, hSS vendors. reactor vendors 6 AE re certificates 
L revised format for reactor operator i senior reactor 
operator licenses Svc list encl 

EISENHUT. D G Division of Licensing 03/01/31 Consolidated 

Edison Co of Ncu York, Inc I4pp 17347 177 24X 

Tiche 50-000,03/01/31,0301310203 



DOCKETED ITEMS 


DOCKET STN-5Q-554 PHIPPS BEND NUCLEAR STATION, UNIT 2 


A App 1 1 cat ion/ cons true tion stage documents l correspondence 


0302230137 Toruards 'TVA Cancellation of Phipps Bond Nuclear Plant " 
per util 021026 Itr Withdrawal of CPPR-162 & CPPR-163 
requested 

MILLS. L 11 Tennessee Valley Authority 03/02/16 DENTON, H R 
Office af Nuclear Reactor Regulation. Director ip 17243 279 24X 

Fiche 30-953 83/02/16,0302230137 


-8302230138 "TVA Cancellation of Phipps Bend Nuclear Plant " 

* Tennessee Valley Authority 83/02/28 13pp 17243 280 24X 

Fiche 50-353. 83/02/16, 0302230137 


Q Inspection reports, IE Bulletins 4 coi respondencc 


0212060350 IE Info Notice 03-01, "Ray Miller, Inc " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) Q3/01/26 Consolidated Edison Co of New 

York. Inc 1 IGpp 17023 160 24X Fiche 50-000,03/01/26,0212060330 


0212060360 IE Info Notice 03-02, "Limi torque HODC, HI QC, H2BC 6 H3EC 
Oearheads " Svc list end 

JORDAN. E L Division of Emergency Preparedness 4 Engineering 
Response (Post 930103) 03/01/20 Consolidated Edison Co of Neu 

YorV. Inc I09pp 17144 001 24X fiche 50-000,03/01/20,0212060360 


9212060361 IE Info Notice 03-03. "Calibi of Liquid Level Instruments " 
Svc list enc 1 

■./OR DAN, E L Division of Emergency Preparedness *< Engineering 
Response (Post 030103) 03/01/28 Consolidated Edison Co of New 

YorL Inc 1 10pp 17074 093 24/ Fiche 50-000, 83/01 /20, 021 2060361 


S Reportable occurrences, LERs 4 related correspondence 


0302030495 Part 21 rept re determine it on that post-LOCA hydrogen 
recombiner is likely to malfunction following exposure 
to ele\afcetf temp, high humidity environ Replacement part 
identification will be provided to opetators by 630210 
EMPtY, D C Rockwell Intel net lonal Corp 82/12/17 COLLINS, J 
Region 4, Office of Director 4pp 17006 1 20 24X 

riche S0-0C3 02/12/17,8302030495 


V Operator Examinations 


9901310203 Generic Ltr 03-06 to all power reactor 1 Icensees, app li cants 
for OLsiNSS vendor s, reac tor vendors AE re certificates 
k revised format for reactor operator 4 senioT reactor 
operator licenses Svc list end 

CISENHUT. D G Division of Licensing 83/01/31 Consol Ida tod 

Edison Co or Now York, Inc 1 Ipp 1734/ 177 24X 

riche 50-000, 83/01/31, 93 n 1310203 


DOCKET STN-50-SS6 DLACK FO* STATION, UNIT I 


A App 1 ication/ construction stage documents l« corres pon d enc e 


8302000295 Generic Ltr 83-09 to all operating reactor licensees, 
applicants for OL & holders of CP for C-E PWRs re review of 
C-f Owners Group emergency proceduies guideline program Svc 
list enc 1 

E ISENKJr, D Q Division of Licensing 03/02/08 Consolidated 

Edison Co of Neu York, Inc ttpp 17290 247 24X 

Fiche 50-000, 03/02/00, 8302000275 


0302080301 Generic Ltr 03-05 to QWR licensees of operating reactors 
(except LAC DU R ), applicants for OL U holders of CP re SER of 
'■Emergency Procedure Qui de ! ines < Rev P> '* NEDO-24934, June 
1982 Guidelines acceptable Svc list enc 1 

EISEK'MJT, D O Division of Licensing 03/02/00 C ommonuiea 1 th 

Edison Co 6 p p 17234 245 P4X Fiche 50-000,93/02/00,8302080301 


F Security, medical, emergency it fire protection plans 


0301210340 Generic Ltr 83-04 to all licensees of operating reactors, 
applicants For OL %/ holders of CPs re regional workshop 
concerning SuppI 1 , NUflEG-0/37, “Requirements for Emergency 
Response Capability 1 8vc list enc 1 

EISENH'JT, D G Division of licensing 03/02/01 Consolidated 

Edison Co of Neu York, Int 1 1 p p 17221 226 24X 

Fiche 50-000,03/03/01,8301210340 


G Adjudicatory correspondence 


0302160262 Motion for extension until B 30223 to respond to- util 93012 
motion for termination of proceeding l withdrawal of 
application W/Cer ti r ica te of Bvc 

SINGER, R K , DRAKE, S J Oklahoma, State of 63/02/07 Atomic 

Safety and Licensing Board Pane 1 5pp 17169 239 24X 

Fiche 50-556.83/02/07,8302160262 


0JO222O4O9 Order granting State of OK 630207 motion for extension urv 
630226 to respond to applicant 630123 motion for termination 
or proceeding U withdrawal of application Good cause shown 
WOLFE, S J Atomic Safety and Licensing Board Panel Q3/Q2/17 
Oklahoma, State of 2p p 1753? 132 24 X Fiche 50-556,33/02/17, 

0302220407 


Q Inspection reports, IE Bulletins 4 correspondence 


8212060350 IE Info Notice 83-Gt, "Ray Miller. Inc " Bvc list and 
JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 030103) 83/01/26 Consolidated Edison Co of Me 

York, Inc 1 18pp 17023 160 24X Fiche 50-000. 93/01 / 26, B21 206035 


9212060360 IE Info Notice 83-02, "Llmi tor qua HOflC, HI DC, H2UC 8c H3DC 
Gearheads r> Svc list end 

JORDAN. E L Division of Emergency Preparedness 8, Engineering 
Response (Post 030103) 83/01/20 Consolidated Edison Co of Hu 

York, Inc 1 09pp 17144 001 24X Fiche 30-000,03/01/28,021206036 

□21 206036 t IE Info Notice 03-03, "Calibr of Liquid Level Instruments 
Svc list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 03-0103) 83/01/28 Consolidated Edison Co of No 

York, Inc 1 lOpp 17074 095 24< Fiche 50-000,03/01/28.921206036 


62 1 2060363 IE Info Notice 03-04, "Failure of Elma Power Supply Units 
Svc list and 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 930103) 93/02/18 Consolidated Edison Co of Ne 

York, Inc 1 lOpp 17347 191 24X Fiche 50-000.03/02/18,921206036 


0212060365 IE Info Notice 83-05. "Obtaining Approval for Disposing of 
Vary Low Level Radwaste — 10CFR20 302 " Svc list and 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 83/02/24 Consolidated Edison Co of Ne 

York, Inc lllpp 17347 03B 24 X Fiche 50-000, 03/02/24, B21 206036 


B2 12060366 IE Info Notice 83-06. "Non l d ent l c a 1 Replacement Parts ” 

Svc list end 

JORDAN, E L Division of Emergency Preparedness S» Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of He 

York, Inc 1 l?pp 17361 140 24/ Fiche 50-000,03/02/24,021206036 


DOCKET STM- 30-557 BLACK FOX STATION, UNIT 2 


A App 1 ica t ion/ cons tructi on stage documents h correspondence 


B3OPO0O275 Generic Ltr 83-09 bo all operating reactor licensees, 
applicants for OL 1 1 holders of CP for C-E PWRs re review of 
C-E Owners Group emergency procedures guideline program Svc 
list enc 1 

EI5ENMJT. D 0 Division of Licensing B3/02/08 Consolidated 

Edison Co of Neu York, Inc 1 1 p p 17290 247 24X 

Fiche 50-000,93/02/09,8302080275 


03020S0301 Generic Ltr 83-05 to BUR licensees of operating reactors 
(except LACBWR >, app ) icants for QL holders of CP re SER of 
"Emergency Procedure Gu 1 d e i i nas , Rev 2,” NEDO-24934, June 
19Q2 Guidelines acceptable Bvc list end 

EISEMHJTi D 0 Division of Licensing 03/02/09 CoinmonwDa 1 th 

Edison Co 6 p p 17234 245 24X Fiche 50-000,83/02/08,8302090301 


F Security, nedical, emergency S> fire protection plans 


83012103*10 Generic Ltr 83-04 to a 1 1 licensees of operating reactors, 
applicants for 0L S holders of CPs re regional workshop 
concerning Buppl 1 , NUSEG-0737, "Requirement's for Emergency 
Response Capability 14 Svc list end 

EISBNHJT, D G Division or Licensing 83/02/01 Consolidated 

Edison Co of Neu York. Inc f ipp 17221 226 24X 

Fiche 50-000,93/02/01,8301210340 


(96 


DOCKETED ITEMS 


t Adjudicatory correspondence 


1302160262 Motion for extension until 830223 to respond to util 330133 
motion for termination of proceeding b withdrawal of 
application W/Cert i f icate of Svc 

SINGER, R K , DRAKE, 3 J Oklahoma. State of. 03/03/07 Atomic 

Safety and Licensing Board Panel 5pp 17 169 239 24X 

Flche SO- 5S6, 83/02/07. 0302160262 


1302220409 Order granting State of OK 830207 motion for extension until 
B3022B to respond to applicant 830123 motion for termination 
of proceeding b withdrawal of application Good cause shown 
WOLFE. S. J Atomic Safety and Licensing Board Panel 83/02/17 
□ 1 lahoma, State of 2pp 17232 132 24X Flche 50-536. 03/02/ 17. 

8302220409 


i Inspection reports. IE Bulletins b correspondence 


3212060358 IE Info Notice 83-01. 'Ray Miller. Inc " Bvc list end 
JORDAN, E L Division -of Emergency Preparedness b Engineering 
Response (Post 830103). 63/01/26 Conso 1 idatetf Edison Co of New 

York. Inc U8pp 170 23 1 60 24X Flche 5 0-000.03/01/26.8212060359 


3212060360 IE Info Notice 83-02. "Limi torque HOBC, HIBC, HSBC b H3BC 
Overheads " five list end 

JORDAN. E L Division of Emergency Preparedness 8* Engineering 
Response (Post 030103) 03/01/23 Consolidated Edison Co, of New 

York. Inc 109pp 17144 001 24X Flc he‘ 50-000. 03/01 /28. 92 i 3060360 


0212060361 IE Info Notice 03-03. "Calibr of Liquid Level Instruments " 
8 vc list end 

JORDAN. £ L. Division of Emergency Prepared n**s !< Engineering 
Response (Post 830103) 83/01/20 Consolidated Edison Co. of New 

York. Inc 1 lOpp 17074 075. 24X Fiche 50-000.83/01/28.0212060361 


9212060363 IE Info Notice 03-04. "Failure of Elma Power Supply Unit* " 
Bvc list enel 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response iPost 830103) 83/02/10 Consolidated Edison Co. of New 

York. Inc llOpp 17347.191 24X Fiche: 50-000. 83/02/ 18. 621 2060363 


0212060365 IE Info Notice 03-05. "Obtaining Approval far Disposing of 
Very Lou Level Reduaste - 1OCFR20 302 “ Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 03/02/24 Conso L Idated Edison Co of New 

York. Inc lllpp 17347 058 24X Flche 50-000. 03/02/24 , 821 2060365 


8212060366 IE Info Notice 03-06. lf Noni d entic a 1 Replacement Parts 11 
Svc list end 

JORDAN. E L. Division of Emergency Preparedness b Engineering 
Response (Post 830103) 63/02/24 Consolidated Edison. Co. of New 

York. Inc. I 12pp. 17361 140 24X Flche: 50-000. B3/02/24. 82! 2060366 


DOCKET STN- 30-566 YELLOW CREEK NUCLEAR PLANT. UNIT 1 


A Application/construction stage documents b correspondence 


8302090065 Generic Lt r 83-10A to all applicants u/C-E designed N6BB 
re resolution of TMI Action Item II. K 3 3. "Automatic Trip 
of Reactor Coolant Pumps." Svc lift end 

EISENHUT.D 0 Division of Licensing 03/02 /Ob Louisiana Power & 
Light Co 23pp. 17314.232 24X Fiche* 30-000, 03/02/00. 93020 90065 


8302270409 Requests util provide good cause why Commission should grant 
extension to CPs as requested In util 030121 ltr Response 
by 030228 requested 

SCHWENCER* A Licensing Branch 2. 03/02/17 MILLS, L, M. Tennessee 

Valley Authority. 4pp 17237,343 24X FI ch •* 50-000, 83/02/ 1 7r 

0302220409. 


0 Inspection reports, IE Bulletins & correspondence 


8302J30610 Responds to IE Bulletin 02-04# "Deficiencies in Primary 
Containment Electrical Penetration Assemblies" b NRC 
021203 ltr Dunker-Remo Co electrical penetration assemblies 
not in use at facilities 

MILLS, L M Tennessee Valley Authority. 03/01/24. 0 'REILLY, J. P, 

Region 2# Office of Director Ip, 17153.30 7 24X 

Fiche 30-000,03/01/84,8302130410. 


9212040338 IE Info Notice 03-01, "Ray Miller, Inc. M Svc list end 
JORDAN, E L. Division of Emergency Preparedness b Engineering 
Response (Post 030103). 03/01/26 Consolidated Edison Co, of New 

York, Inc U0pp. 17023 160 24X Flche 30-000,63/01/26,0212060330. 


8212060360 IE Info Notice 03-02, "Limltorque HOBC, H1BC, H2BC b H3BC 
Overheads " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/01/20 Consolidated Edison Co of New 

York, Inc 109pp 17144 001 24X Flche 30-000,83/01/20,8212060360. 


0212060361 IE Info Notice 83-03, "Calibr of Liquid Level Instruments 11 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/01/28 Consolidated Edison Cd of New 

York, Inc, UOpp 17074 075 24X Flche 30-000.03/01/20,8212060361 


B Reportable occurrences* LERs b related correspondence 


0302010648 Fourth interim deficiency rept re engineering change review 
b handling Initially reported on 911213 Watts Bar Deficiency 
2 not applicable Deficiencies 3 b 4 require addl sampling 
before resolution Dellefonte sampling under evaluation. 

MILLS, L, M Tennessee Valley Authority. 03/Oi/i? O'REILLY, J P. 
Region 2, Office of Director 2pp 16980 , 049, 24X 

Flche 30-000,83/01/19,8302010440 


0302010213 Second interim deficiency rept re voiding of engineering 
change notices w/o proper review Initially reported on 
020616 Info on Yellow Creek or Harttvllle deferred until 
final decision re projects. Next rept expected by 830331 
MILLS. L M Tennessee Valley Authority. 03/01/26 O'REILLY, JP. 
Region 2, Office of Director 3pp 16974 037. 24X 

Flche 30-000, 83/01/26, 830201021 3 


0302030591 Second revised final deficiency rept re welds on component 
cooling water HX mfg by Joseph Get Corp Initially reported 
on 010306 Defects removed by grinding. Also reported per 
Pert 21. 

MILLS, L.h Tennessee Valley Authority 83/01/28 O'REILLY, J. P. 
Region 2, Office of Director 2pp 17006.289. 24X 

Fiche 50-36 6,83/01/20,0302030331. 


V Operator Examinations 


8301310203 Generic Ltr 03-06 to all power reactor 1 i c ansees, epp l leant* 
for OLs , N5S Vendors , rsactor vendor! b AE rt certificates 
b revised format for reactor operator b senior reactor 
operator licenses 8vc lilt end 

EI8ENHUT, D. 0 Division of Licensing 83/01/31. Consolidated 
Edison Co of New York, Inc. 14pp 17347: 177. 24X 

Fiche 30-000, 83/01/31,0301310203 


DOCKET 8TN-30-967 YELLOW CREEK NUCLEAR PLANT, UNIT 2 


A AppI ication/consttucti on stage documents b correspondence 


8302090043 Generic Ltr 83-10A to ail applicants w/C-E designed N889 
re resolution of TNI Action Ttem II. K 3.5, “Automatic Trip 
of Reactor Coolant Pump* " Svc list end 

EI8ENHUT. D.G Division of Lictnilng 83/02/08 Louisiana Power b 
Light Co. 20pp. 17314:232 24X Fiche 50-000,83/02/08,0302090065 


3302220489 Requests util provide good cause why Commission should grant 
extension to CP* at requested in util 830121 ltr. Response 
by 030220 requested 

SCHWENCER, A Licensing Branch 2. 83/02/17. MILLS, L. M. Tennessee 

Valley Authority 4pp 17237.343, 24X Fiche 30-000,83/02/17* 

0302220489 


Q, Inspection reports, IE Bulletins b correspondence 


B3021 30610 Responds to IE Bulletin 02-04, "Deficiencies in Primary 
Containment Electrical Penetration Assemblies" b NRC 
621203 ltr Bunker-flamo Co electrical penatration assemblies 
not in use at facilities 

MILLS, L«, Tennessee Valley Authority, 83/01/24. O'REILLY, J P. 
Region 2, Office of Director. Ip. 17153:309, 24X 

Flche 50-000,83/01/24,8302190610 


8212060350 IE Info Notice 83-01. "Ray Miller, Inc. M Svc list and. 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 93/01/26, Consolidated Edison Co. of New 

York, Inc U6pp 17023,160. 24X Fiche: 50-000, 83/01/26, 8212060350 


8212060360 IE Info Notice 83-02, "Limitorque HOfiC, H1BC, H2BC b H3BC 
Overheads, " Svc list tnel 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 030103). 83/01/25 Consolidated Edison Co of New 

York, Inc, 109pp 17144 001 24X Flche: 50-000, 03/01/20, 6212060360. 



DOCKETED ITEMS 


G2i2Q60261 IE Info Notice 83-03. "Calihr of Liquid Level Inn trumen ts " 
5vc list end 

JORDAN. E L Division of Emergency Preparedness $< Engineering 
Response (Post 830103) 83/01/28 Consolidated Edison Co of New 

York. Inc llOpp 17074 095 24< Fiche S 0-000. 83/0 1 /20 . 821 20*0361 


B Reportable occurrences. LERs 5< related correspondence 


0302010640 Fourth interim deficiency rept re engineering change review 
& handling Initially repotted on 81I21S Notts Dar Deficiency 
2 not applicable Deficiencies 3^4 require add) sampling 
before resolution Gellefante sampling under evaluation 
MJLIS.LM Tennessee Valley Authority 03/01/19 0 'RE ILLY* J P 

Region 2. Office of Director 2pp 16980 049 24X 

Fiche 30-000.83/01/19.8302010648 


8302010213 Second Interim deficiency rept re voiding of engineering 
change notices w/o proper review Initially reported on 
820816 Info on Yellow Creek or Hartsville deferred until 
final decision re projects Next rept expected by 030531 
HILLS, L M Tennessee Valley Authority 83/01/26 O'REILLY. J P 
Region 2, Office of Director 3pp 16974 037 24X 

Fiche 30-000,63/01/26.8302010215 


Q30P030551 Second revised final deficiency rept re welds on component 
cooling water HX mfg by Joseph Oat Corp Initially reported 
on 810306 Defects removed by grinding Also reported per 
Part 21 

MILLS, L M Tennessee Valley Authority 03/01/28 □ 'REILLY. J P 

Region 2, Office of Director 2pp 17006 205 24X 

Fiche 50-566.83/01/28.8302030531 


V Operator Examinations 


B301310203 Generic Ltr 83-06 to all power reactor 1 i c en s e e s , app 1 lean ts 
for 0Ls,N3S vendors. reac tor vendors $ AE r* certificates 
S. revised format for reactor operator V senior reactor 
ti p era tor licenses Bvc list end 

E I SEMHUT . D 0 Division of Licensing 03/01/31 Consolidated 

EdiiOh Co of New York. Inc 1 4 p p 17347 1 77 24X 

Fiche 50-000,83/01/31.8301310203 


DOCKET STN-50-599 CARROLL FACILITY 1 


Q Adjudicatory correspondence 


8302070542 Submits quarterly status rept on proceeding per 
ASLB request Projected inservice date revised for Unit 1 
from 1999 to 2000 V for Unit 2 from 2000 to 2001 Related 
c orrespondenc e 

J3 IELANSKI, A P Isham, Lincoln U Deals D I ELAWSK I , A P Commonwealth 
Edison Co 93/02/01 WOLF, J F , HOLTON, R L . HR1OHT.0 0 Atomic 
Safety and Licensing Board Panel 2pp 17030 360 24X 

Fiche 30-599. 03/02/01,8302070342 


D DUKE I STN-50-600 CARROt L FACILITY II 


C Adjudicatory correspondence 


□302070542 Submits quarterly status rept on proceeding per 
ASLB request Projected inservlce date revised for Unit 1 
from 1999 to 2000 fc for Unit 2 from 2000 to 2001 Related 
correspondenc e 

0 ICUAW3KI, A P Isham. Lincoln 4 Deale DJELAWSKI.AP C ommonufea lth 
Edison Co 03/02/01 WOLF. J F , hQLTDW, R L . BRIGHT. 0 0 Atomic 
Safety and Licensing Board Panel Ppp 17030 360 24X 

Fiche 50-599,83/02/01,0302070542 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP , CANOOA PARK, CA 


930208005 1 Confirms 020312 discussion re problems of complying w/ 
requirements of SNK control t accounting plan for SEFOR 
decladding h> interim plan Program initiated to install slave 
manipulators in glove boxes 

RCMIEYrME Rockwell International Corp 82/08/13 EVANS, L J 
Fuel Facility Safeguards Licensing Branch 3pp 17106,260 


G302080399 Provides info re emergency shipment of nuclear matl of 
moderate strategic significance Exception granted re advance 
notice requirement 

6CNAUBERT, V J Rockwell International Corp 02/J1/1J ENOELKEN, R 
Region 5, Office of Director 2pp 17105 35B 


DOCKET 70-0027 HADCOCK * WILCOX CO , LYNCHBURG, VA 


0302040959 Application fOT amend of License 8NM-42 re re ass i gnmen t 
nuclear safety licensing responsibilities 

KELIV. J W Babcock U Wilcox Co 82/07/20 PAGE. R Q Uranium 
Licensing Branch 17pp 17042 217 


0302040604 Application for amend to License SNM-42. c orre c ting 
typographical errors in 020720 amend request 

KELLY, J W Babcock ic Wilcox Co 02/09/10 PAGE, R 0 Uranium 
Licensing Branch 4pp 17042 042 


0302040569 Application for amend of License SNM-42 re existing 72- 
receipt verification requirement for ciad research reactor 
fuel plates 

KELLY'. J W Babcock hi Wilcox Co 82/09/14 EVANS, L J Fuel 

Facility Safeguards Licensing Branch 2p p 17042 205 


0302080309 Submits stack environ releases In total quantities U 
concentration for 1979-1981 

□ LSEN, A F Babcock U Wilcox Co 82/10/01 8HUM. E Y 9 Uraniu 
Fuel Licensing Branch Ip 17105 362 


8302070022 Request* amend to license for extension of time limit f 
completion of matl measurements required in Paragraph 25 of 
instructions far Form DGE/NFtC-741 

KELLY. J If Babcock U Wilcox Co 82/10/21 EVANS, L J Fuel 

Facility Safeguards Licensing Branch 2pp 17062 361 


8302030433 Forwards IE Safeguards Insp Rept 70-0027/83-01 on 03010 
No noncompliance noted 

5T0HR, J P Division of Emergency Preparedness & Materials flafet 
83/02/01 ECKERT, -J P Babcock * Wilcox Co 2pp 17005 203 


— 8302030437 IE Safeguards Jnsp Rept 70-0027/03-01 on 830103-06 No 
noncomp 1 i an c e noted Major areas inspected review of 
unresolved item ( 01-20-02 1. s i te orientation * security plan 
Details withheld (ref 10CFR73 21) 

TOBIN, W J i MCGUIRE. D R Division of Emergency Preparedness it 
Materials Safety 83/01/31 lp 17003 203 


DDCKET 70-0033 TEXAS INSTRUMENTS. INC , ATTLEBORO, I4A 


B30 2220070 Requests assistance tn mating confirmatory survey to ve 
facility t equipment decontaminated to acceptable level* 

PACE.R 0 Uranium Fuel Licensing Branch 03/02/07 MARTIN, T T 
Division of Engineering & Technical Programs lp 17234 052 


DOCKET 70-0036 COMBUSTION ENGINEERING. INC , WINDSOR, CT 


8302080021 Requests 14-day delay until 030114 to comply UI/10CFR70 
(4>U> through (v) requirements for physical Inventory Addl 
time required due to holiday shutdown Scheduled 
administrative amend fee end 

E9KR1D3E.H E Combustion Engineering, Inc 82/12/14 EVANS. L 
Fuel Facility Safeguards Licensing Branch Ip 17100 012 


DOCKET 70-0113 PENNSYLVANIA STATE UNIV r UNIVERSITY PARK, PA 


8302180235 Forwards IE Safeguards Insp Repts 50-005/83-01 & 

70-01 1 3/83-01 on 030110-14 No n oncomp l i anc e noted 
MARTIN, T T Division of Engineering & Technical Program* B3/C 
Pennsylvania State Univ 2p p 17212 OSS 24X 
Fiche 50-005.03/02/07,8302180235 


— 8302180241 IE Safeguards Insp Rept* 50-005/63-01 & 70-0113/03-01 
830110-14 No noncompliance noted Major areas inspected 
nuclear nat l control b ac counting, phy sica 1 inventory & 
verification i, record* it repts 

Z IBUlSKY, H Region 1, Office of Director GDDY« A T Region 
Office of Director 03/02/04 Bpp 17212 007 24X 

Fiche 30-00 9,83/02/07,6302100235 


DOCKET 70-0124 TELEDYNE ISOTOPES, IhfC , WESTWOOD. NJ 


0302180353 Forwards IE Insp Rept 70-0124/03-01 on 630103-07 k notl 
of vidlation 

MARTIN* T T Division of Engineering it Technical Programs S3/( 
0CHUTZ. D F. Teltdyne Isotopes 2pp 172 10 021 


— B3021 80369 Notice Of violation from insp on 630103-07 

* Division of Engineering Technical Programs. 03/02/04. 
17210 023 
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— 0302100371 IE Jnap Rept 70 0124/03-01 on 030105-07 Norvcnmplianr e notrd 
failure to conduct monthly air velocity measurements an 
hood* 

ROTH, J * GGDY, A T Division of Eng i n ear i ng & Technical Programs 
03/01/31 8pp 17210 024 


DOCKET 70-0135 BABCQCK b WILC0< CO , APQLLG, PA 


0302070031 Informs of personnel change WL Cal eman, manager of PA 
operations of nuclear power generation d i v. e f f et 1 1 ve B2I001 
AUSTIN, M A Bab toe k 4* Wilcox Co 02/10/00 HAYNES, R C Region 1 
Office of Director lp 17062 360 


D0CKE1 70-0143 NUCLEAR FUEL SERVICES- INC . ERWIN, TN 


0302070191 Forwards revised pages to physical safeguards plana Pages 
withheld (ref IOCFR73 21 > 

MICHEL. C J Nuclear Fuel Services, Inc (subs of Getty Qi 1 Co > 
02/03/22 EVANS, L J Fuel Facility Safeguards Licensing Branch 
lp 17062 335 


8302080091 Forward* Amend 1 to physical safeguards plan w/drawinqs re 
lack of storage space Safeguards inra withheld 
(ref I0CFR73 21 ) 

MICHEL, C J Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
02/04/16 EVANS, L J Fuel Facility Safeguards Licensing Branch 
ip 17106 104 


8302070127 Forwards Rev 6 to physical safeguards p lan, 1 nc 1 utfing Amends 
I b. II to plan No fees applicable to mods Rev withheld 
( ref 10CFR2 790) 

MfCHEL,C J Nuclear Fuel Services, Inc (subs of Getty 06 1 Co > 
02/07/ 1 2 EVANS, L J Division of Safeguards lp 17065 359 


8302080087 Forwards Rev 2 to 62030'! Interim security measures End 
withheld (ref 10CFR73 211 

MICHEL, C U Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
02/07/26 EVANS, L J Fuel Facility Safeguards Licensing Branch 
ip 17106 136 


8302040979 Application tor amend of License SNM-124 End describing 
amend withheld (ref 10CFR2 790) 

HENSLEY, K D Nuclear Fuel Services* Inc (subs nf Getty Oil Co ) 
02/09/13 EVANS, L J Fuel Facility Safeguards Licensing Branch 
lp 17042 SI 6 


8302070038 Forwards rapt on airborne radioactivity concentrations 
released from plant stacks in Sept 1982 per Condition 61, 

Amend 6 b Condition 67, Amend 9 of License 8NM-124 

MANSER* W C Nuclear Fuel Services* Itic (subs of Getty Oil Co > 
02/10/15 O'REILLY, J P 2P Region 2, Office of Director 2p p 
17062 354 


— 8302070046 "Daily Summary of Stack Horn tor i ng, 11 for Sept 1902 

* Nuclear Fuel Services, Inc {su{j? of Getty Oil Co ) 02/10/13 

4pp 17062 356 


830209006t Forwards Nov 1962 Rev 44 to Jul 1982 fundamental nuclear 
matl control plan, Section 7 0, upgrading mods/per 10CFR70 32 
Rev withheld (ref 10CFR2 790) 

HENSLEY, K D Nuclear Fuel Services, Inc (subs of Getty Oil Ca > 
92/12/06 EVANS, L J Fuel Facility Safeguards Licensing Branch 
lp 17119 253 


8302080377 Forwards Re\ 45 to fundamental nuclear mafcl control plan 
Plan withheld (ref 10CFR73 21} 

HENSLEY. K D Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
92/12/29 RENFSCHLER,R R Fuel Facility Safeguards Licensing 
Branch Ip 17107 145 


0302040017 Application to amend License SNM-124 per attachment 
conditions Attachment withheld (ref IOCFR73 21) 

HENSLEY. K D Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
83/01/04 RENTSCHLER, R R Fuel Facility Safeguards Licensing 
Branch lpp 17043 296 


83021S0332 Forwards IE Safeguards 1 nsp Rept 70-0143/62-51 on 021220-22 
No noncompl lance noted 

3TOKR, J P Division of Engineering l Radiological Safety Program-!. 
83/01/07 MANSER. W C Nuclear Fuel Services, Inc (subs of Gettu 
Oil Co ) 2pp 17137 221 


—8302150356 IE Safeguards Imp Rapt 70-0143/82-51 on 821220-22 No 
noncamplianc e noted Major areas inspected radwaste mgfc L 
followup on previous Inspector items 

KAHLE.J 8 , BARR, K P Division of Engineering V Radiological 
Safety Programs 83/01/07 4pp 17157 223 


0302040015 Confirms *elcon w'EE Gergely ie relocation ot envlTon air 
sampler currently located at end or MeadowOraol, L^ne per 
License Condition 62 New location approx 50 meters northeast 
of present s i te 

MANSER, W C Nuclear Fuel Services Inc (subs of Getty Oil Co > 
83/01/10 MONTGOMERY, D Region 2, Office of Director lpp 

J7Q43 29T 


03O?O7Oc36 Forwards response to NRC 1 tr re violations noted in IE Insp 
Repfc 70- O 143/ 02-40 Corrective actions personnel will be 
reins f r u c ted on requirement to keep fire doors operable 
at all times 

MANSER, W C Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
93/01/10 GIQSON.A F Division of engineering b Radiological Safuty 
Programs 2p p 17059 350 


6302070630 Responds to NRC Ur re violations noted in IE Insp Rept 
70-0143/82-45 Corrective actions Pall filters 6 sample 
bottles placed on correct storage racVs 

MANSER, W C Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
03/01/10 CLSHINSKI. J A Division of Engineering % Radiological 
Safety Programs 3pp 17059 352 


8302000345 Application for amend Df License SNM-124 End withheld 
(ref 10CFR2 790) 

HENSLEVK D Nuelear Fuel Services, Inc (subs of Getty Oil To > 
83/01/13 RENTSCHLER, R R Tuel Facility Safeguards Licensing 
Branch IP 17107 213 


0302260126 Addl reiponxe to FOIA request for seven categories of info 
re facility Documents listed in app completely withheld 
(ref FOIA Exemptions 1.3 A 4) Access to portions of 
documents provided through NMSS protective order 

FELTON. J H Division of Rules and Records 83/01/19 WEISS, E R 
Harmon * Weiss 4pp 17314 274 


0302150315 Ack receipt of IE Insp Rept 70-0143/82-52 No proprietary 
info 

MANSER. N C Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
83/01/20 STCHR/J P Division of Emergency Preparedness b Materials 
Safety Ip 17148 220 


8302030216 Advises that NFS request to extend effective date of 
Condition 66, limiting routine airborne radioactive releases 
until Apr 1933, will have no significant impact on public 
health 4 safety Ventilation sys upgrade incomplete 

NIYOM.M A Uranium Fuel Licensing Branch 03/01/26 Uranium Fuol 

Licensing Branch tp 17013 350 


6302020498 Unofficial transcript of Commission 830127 discussion/ 
possible vote in Nash mg ton, DC re procedure for hearing on 
NFS-Iruin license amend Pp 1-95 
# Corrni a sioner s 63/01/27 99pp 16995 106 


8302150033 Ack receipt or 830110 1 tr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-0143/02-45 
BTOHR, J P Division of Emergency Preparedness t> Materials Safety 
B3/02/01 MANSER, W C Nuclear Fuel Services, Inc (subs of Getty 
Oil Co > ip 17147 130 


— 8302150057 Forwards IE Insp Rept 70 0143/82-45 on 021115-19 t notice 
of V l o lation 

OLSHfNSMlrJ A Division of Engineering fx Radiological Safety 
Programs 02/12/0? MANSER, N C Nuclear Fuel Services, Inc 
<*ubs of Getty Oil Co > 2p p 17147 134 


— 8302150061 Notice of violation from irisp on B21U5-19 

* Division of Engineering k Radiological Safety Programs 
82/ 12/09 lp 17147 136 


— 8302150069 IE Insp Rept 70-0143/B2-45 on 821115-19 Noncompliance nattd 
failure to follow posted safety limits at two in-storage 
racks in Bldg 302-3 

CORYELL, G P , MCALPINE, E J Division of Engineering b Radiological 

Safety Programs 82/11/29 4pp 17147 137 


B302100094 Staff requirements memo re 830127 discussion/possible vote 
in Wash i ng ton, DC on procedures for bearing on NFS-Eruin 
CHILKjS J Office of the Secretary of the Commission 83/02/02 
MALSCH. M Q Office of the General Counsel lp 17135 104 


0302150034 Ack receipt ot IE Insp Repfc 70-0143/02-51 No proprietary 
info 

MANSER. W C Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
83/02/03 GIBSON, A F Division of Engineering b Radiological Safety 
Programs Ip 17146 0O1 


8302170SA5 Transcript of 030209 Commission af f i rma ti on/d i sc us 5 1 an 6 
vote in Wash i ng ton, OC re revised order on NFS/£rwtn hearing 
Pp 1-5 

* Commissioners 83/02/09 5pp 17197 174 
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0302140023 Order resolving pending mattes 3 b establishing schedule & 
format in preparation tor 030325 oral session Participants 
may provide written responses to other party questions Areas 
on which parties should locus listed 

CHILI*. S J Office of the Secretary of the Commies 1 on 03/02/10 
7pp 17141 102 

G3Q21S0399 Forwards IE Safeguards Insp Kept 70-0143/63-02 on 830109-14 
No norronpliance noted 

StGHR. J P Division of Emergency Preparedness I* Materials Safety 

83/02/10 M MISER, W C Nuclear Fuel Services. Inc (subs of Getty 

Dll Co ) 2pp 17148 171 


-'8302150403 IE Safeguards Insp Rept 70-0143/03-02 on 830109-14 No 
noncomp 1 lan c e noted Majo? areas inspected measurements t< 
statistical controls Details withheld (ref I0CFR2 7901 
CLA^ 1 E L . MCALPINE.E J Division of Emergency Pre par edne » s b 
Materials Safety 83/02/10 ip 17148 173 


8302180517 Staff requirements memo re a f f irma 1 1 on/d t scus s 1 on & vote in 
Wa sh 1 ng ton. DC on revised 01 der for NFS-Eruin hearing 
CH1LK, 5 J Office Of the Secretary of the Commission 83/02/10 
MAL6CH, (1 G Office of the General Counsel Ip 17221 268 


0302160347 Forwards corrected title p*9e b attachments to NRDC 
objection to ex parte c ommunica ti on b request for remedial 
action Original sent out under incorrect heading 

WEISS- E R Harmon b Weiss WEISS. E R Natural Resources Defense 
Council 03/02/15 PALLADINO. H J < GILINSkY.V . AHEARNE, J 
Commissioners Ip 1716 7 309 

— B 302160349 Corrected title page '* attachments to NRDC objection to ex 
parte communi ca ti on b request for remedial action 
Certificate of Svc end 

» Natural Resources Defense Council 03/02/15 Commissioners 

8pp 17167 310 


DOCKET 70-0146 SPENCER CHEMICAL CO . KANSAS CITY, MO 


B30224024J Add! response to FOIA request for documents re Spencer 
Chemical Co Forwards documents listed in Ap p A 

FElTDNj J M Division of Rules and Records 83/01/14 BARNE9. C 
Affiliation Unknown 2pp 17288 127 


— 330-2240244 Application to amend License SNM-1 54, author i xl ng changes to 
fully enriched plant b addition of equipment limited to 
handling enrichments up to 1 OX U 239 

ROBERTSON, N C . LANDRUM. L H Spencer Chemical Co 50/05/16 
PRICEiH L Atomic Energy Commission 4pp 1720Q 129 


— 0302240246 Forwards application for SNM 1 i c ense, a uthor i l ing handlinq of 
U-235 in processing U hexafluoride to dioxide or scrap to 
purified nitrate or oxide 

BROWN. J R Spencer Chemical Co 57/09/15 PRICE. H L Atomic 
Energy Commission lp 17200 133 


— 0302240253 Application for 61 'M 1 icons e. auth or i 1 ing handling of U-239 ill 
processing U hexafluoride to dioiide or scrap to purified 
nitrate or oxide 

•4 Spencer Chemical Co S//09/15 27pp 17208 134 


DOCKET 7.J- 0212 IOWA. UNIV GF. IOWA CITY, IA 


8302280521 Confirms 030224 teUon re HRC 830301 sito visit to begin 
acceptance appraisal required prior to cooperative 
agreement between NRC b Un»v Hygienic Lab Meeting agenda 
one l 

PAPERIELLQiC J Division of Emergency Preparedness b Operational 
Support 83/02/24 HAU9L FP, W J Iowa. Univ of 2pp 17309 048 


D0CKE1 70-0223 CAl IFORNIA. UNIV OF, LOS ANGCLES, CA 


8302230050 Add! response to FOlA request for documents re UCLA lab b 
research reactors Forwards documents listed on Apps A b 0 
App B documents partially withheld commercial i financial 
info (ref FOIA Exemption 4) 

FELTON. J M Division of Rules and Records 02/12/30 HIR3CH, D 
COB News. CBS. Inc 3pp 17240 339 


— 8302220063 Safeguards Tnsp Rept 80 III-I6 on 710114 No none omp 1 lance 
noted Major areas inspected audit of rec 0 rd a , r®p ta b source 
documents, r evieu of written matl controls b accounting 
procedures K physical inventory of 6NM 

RIZZOLO V N Atomic Energy Commission 71/01/25 7pp 
17241 002 


—8302220067 IE Safeguards Insp. Repts 50-142/75-03 b 70-0223/75-01 on 
730530 No none onp 1 lane 0 noted Major areas inspected review 
of record s. rep ts. sourc e documents b procedures b physical 
inventory or SNM 

KOBO 3 1 , > , RIZZOLO ON Region 5. San Francisco. Office of the 
Director 75/06/18 7p P 17241 009 


— B302220130 IE Safeguards Insp Rept 50-142/00-01 b 70-0223/80-01 on 
800211-12 No none onp 1 unc e noted Major areas inspected 
compliance u/appllcable sections of regulations 

HAM^DA.G Region 5, San Francisco, Safeguards Branch 80/02/25 
3pp 17241 072 


—0302220135 Forwards IE Safeguards Jnsp Repts 50-142/80-01 b 
70-0223/80-01 on 800211 12 

NORDERHAVC, L R Region S, San Francisco. Safeguards Branch 
80/02/26 DROWN, H V California, Univ of, Los Angeles 2|>p 
17241 070 


DOCKET 70-0250 BOEING CO . SEATTLE. UA 


0302170139 IE Insp Findings b Licensee Ac k dtd 02U1O of License 
&NM-255 Insp findings no violations observed 

* Region 5, OfficB or Director 82/11/10 lp 17100 214 


DOCKET 70-0364 BABCOCK b WfLCOX CO , APOLLO, PA 


0302070031 Informs of personnel change WL Co 1 eman, manag er of PA 
operations of nuclear power generation d 1 v, e f f ec t i ve 021001 
AUSTIN. M A Babcock 6 Uilcor Co 02/10/00 HAYNES, R C Region 1, 
Office of Director lp 17062 360 


8302090109 Forwards Amend CQ to License SNfl-4 14. re vi* ing Spec I-i re 
BNM. byproduct b source mat! limitations b Spec 1-2 re 
authorized activities 

ROUSE. L C Advanced Fuel t Spent Fuel Licensing Branch 83/01/21 
AUSTIN, M A Babcock b Wilco* Co 2pp 17132 079 


—0302090195 Amend 18 to License SNM-414. revi s i ng Spec 1-1 re SNM, 
byproduct & source natl limitations b Spec 1-2 re authorised 
activities 

ROUSE, L C Advanced Fuel b Spent Fuel Licensing Drench 83/01/21 
9pp 1713? 001 


— 0302090200 Safety evaluation supporting issuance of Amend 18 to 
License 5NM-414 

BURKHARDT, W , ROUSE, L C Advanced Fuel b Spent Fuel Licensing 
Branch 83/01/20 ip 17132 090 


DOCKEl 70-0371 UNC NAVAL PRODUCTS, INC , WCASVILLE, CT 


8302040616 Forwards list of interim noasui e-s licensee will provide 
until final upgrade physical protection plan 
const/nod /installation is completed List withheld 
< ref 10CFR3 790) 

GUSTAFSON, R Q United Nuclear Carp 62/04/06 EVANS, L J Fuel 
Facility Safeguards Licensing Branch lp 17042 041 


8302040143 Revises products physical protection plan to show Federal 
Spec FF-P-110F as std for combination locks in lieu of 
UL-760 No commercially available combination padlocks meet 
UL-760 specs Plan page withheld 

GUSTAFSON, R D UrU ted Nuc 1 ear Corp 82/04/07 EVANB, L J Fuel 
Facility Safeguard s Licensing Branch lp 17043 124 


0302070012 Forwards status rept for June 1902 re progress of const 
items listed in schodule of Chapter 13 of physical 
protection plan for SNM Enel uithheld 

GUSTAFSON, R B United Nuc J ear Carp 62/07/13 EVANS, L J Fuel 
Facility Safeguards Licensing Branch lp 17065 350 


0302080125 Forwards status rept for Jul 1902 re progress of const item 
listed in physical protection plan, Chapter 13 schedule Rept 
withheld 

GUSTAFSON. R D United Nuclear Corp 82/08/03 EVANS, L J Fuel 
Facility Safeguards Licensing Brahch Ip 17105 060 


□302070137 Forwards Aug 1902 status rept re progress of const items 
lilted in physical protection plan foi SNM, Chapter 13 
schedule Rept withheld <ref 10CFR73 21) 

GUSTAFSON, R B United Nuclear Corp 82/09/09 EVANS, L J Fuel 
Facility Safeguards Licensing Branch ip 17065 358 
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B3020B0074 Requests 3-ul extension ta eonplete receiver mci e urements 
unthin 30 days or receipt ot fuel feed natl Extension 
requested for two shipments extending due dates to G3012B l> 

330203 Delay due to natl 1 equipment problems 

COUQPY. T J United Nuclear Corp 83/01/12 SMITH- C N Fuel 
Facility 5ateguards Licensing Branch 3pp 17108 15! 


9302030328 Forwards IE Insp Rept 70-0371/82-14 on 021110-12 L notice c.f 
violation 

MARTIN. T T Division of Engineering i Technical Programs B3/01/2I 
AMT. 0 O United Nuclear Corp 2pp 1700 7 183 


— B302030531 Notice of \ i oLation from insp on 021110-12 

* Division of Engineering h Technical Programs 53/01/21 2pp 
17007 163 


—0302030537 IE Insp Kept 70-0371/82-14 on 021110-12 Nonconpl la nee notf d 
ventilation flow In wrong dir ec tlon < fuel vault trailers 
containing SNM not properly posted K differential pressure 
across filters not neasured 

CLEMONS. P . KINNEY, W ■ SHANBAKY, H Division of Engineering t< 
Technical Programs 83/01/19 7pp 17007 187 


S302Q40447 Submits rationale for using "6/or" phase in drafting en'-irnn 
sampling for notiTad ioact ive matls Position stated in NRC 
03OIJ4 1 tr should he rec ons i ders d Hearing nay be only path 
open under current requests 

KIRK. W F United Nuclear Corp 03/01/21 CUNNINGHAM, R E Division 
of Fuel Cycle l Material Safety 9pp 17042 331 


5302010334 Forwards IE Safeguards Insp ftept 70-0371/02-16 on 02 1214-16 
No nonconpl lance noted 

MARTTNjT T Division of Engineering 6 Technical Programs 53/01/24 
AMY.O O United Nuclear Corp 2pp 16973 DJ9 


—0302010336 IE Safeguards Insp Rept 70-0371/02-16 on 821214-16 No 
noncomp 1 iance noted Major areas inspected security plan t> 
implementing procedures 

SMITH. 0 C , GODY. A T Division or Engineering & Technical 
Programs 83/01/10 2pp 16973 020 


8302160250 Forwards IE Safeguards Insp ftept 70-0371/02-15 on 021213-1/ 
N-o none amp 1 la nee noted 

MARTIN* T T Division of Engineering 8 Technical Programs 03/02/02 
AMY, 0 O United Nuclear Corp 2pp 17215 237 


— 0303100264 ie Safeguards Jnsp Rept 70-0371/02-15 an G21213-17 No 
none omp liance noted Major areas inspected measurement 
control program & shipper-receiver verification 

ZIBULSKY.H , GODY. A T Region I, Office of Director 53/01/31 
3pp 17215 241 


8302220492 Advises of Issuance of Amend 19 to License 3NM-369. 
author i i ing fabrication of new fuel parts New Page 10 0-/d 
of PaTt 1 dtd 020127 should be added to Annex D of license 
PAGF.R 0 Uranium Fuel Licensing Branch 83/02/09 KIRK. 14 F 
United Nuclear Corp Ip L7234 350 


— 0302220404 Safety evaluation recommending approval of amend application 
aufchoriiing fabrication of new fuel parts 

fllDlNGERi 0 H r CRflW.W T Uranium Fuel Licensing Branch 03/02/07 
2pp 17234 359 


DOCKET 70-0393 COMMERCE, DEPT OF. WASHINGTON. DC 


8302090S34 Forwards radiological emergency plan for roatls licenses at 
NBS. in response to NRC order to prepare radiological 
contingency plan for License SNW-362 Implement ing procedures 
will be prepared upon receipt of WftC approval 
PEVEY.L E Cotrunerc*. Dopt of, National Bureau of Standards 
02/09/03 PACE. R G Uranium Fuel Licensing Branch lp 17108 30,* 


— 8302090530 Radiological emergency plan for matls licenses at NDB 
* Commerce. Dept of, National Sutmu of Standards 62/09/03 
9pp 17100 303 


6302010624 Ac k receipt of 6301H Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-0390/82-05 
MARTIN. T T Division of Engineering l Technical Programs 83/01/26 
PEVEY.LE Commerce, Dept of, Notional Bureau of Standards In 
£6960 279 


— 8302010633 Responds to NRC 821229 Itr re violation noted in IE In-p 
Rept 70-0390/ &2-03 Corrective actions principal operator 
of compactor individually instructed on compactor .operating 
instructions on 821206 K entire staff counseled on 821203 
PEVEY.LE Commerce, Dept of. National Bureau of Standards 
63/0E/11 MARTIN. T T Division of Engineering & Technical 
Programs Ip 16900 2B0 


03022 5023 i Forai^rdi IE Sifegvcnds Insp Hept 70-0398 '01-0 1 on 830110-21 
No non c onp 1 lane e rioted 

MARTIN, T T Division of Engineering h lerhnical Programs 89/02/10 
PCVEY.L E Commer <■ e, Dept d r . National Bureau o+ Standards 2pp 

17275 217 


“-830^250239 IE Safeguards Jnsp Rept /0-LO9B/ 03-01 on S101 16-21 No 
rionccmp 1 \ ante noted Major areas inspected Facility 
organiiaMon t operation, physical inventory, rec aids t repfcs 
*y <->g t Dr nuclear metis control sys 

DELLA RATTA A , WCuTNER F F , GODr. A T Region 1, Office oi 
Director 03/02/09 4pp 1 7 ?95 2!9 


DOCKET 70-0470 NATIONAL AEPOi'AUTlCS f SPACE ADMIN , GRELNBELT, HD 


B302070336 IE Insp Findings t Licensee Ac V dtd 030126 of Licenses 
19-05748-02,19 05740-04 ft SNM-761 Insp findings no 
noncomp 1 i ance noted 

FRIEDMAN, L F Region 1, Office of Duertor 83/01/26 Ip 
17031 OOI 


DOCKET 70-0607 UNION CART IDE CORP , TLHCDCi, NY 


B302AJO552 Ac k receipt of 03010/ Itr informing NRC of steps taken to 
coirect violations noted in IF Insp Rept 70-06Q7/92-07 
MAR I IN, T T Division of engineering K Technical Program** 83/01 / 26 
KCOOVcRN, _■ M Union Carbide Cmp Jp 16982 333 


— 0307010559 Responds to NRC 821206 Itr ro violations noted in IE Insp 
Rept 7O-O69//02-O7 Corrertive actions polyethylene bag 
replaced by rigid secondary containet 4. proper sign* posted 
in ney waste storage facility area 

MGG3VFRN. J M Union Ca.bide Corp 03/01/07 MARTIN, T T 

Division of Engineering * Technical Programs lp 16902 334 


DOCKET 70-0734 QA TECHNOLOGIES. INC . SAN DIEGO, CA 


0302080030 Confirms conversation re inability to submit License bKM-6»//> 
renewal questions by 0210OJ Meeting planned for 021001 ft 04 
to discuss neu plan for into submittal 

MQWRY.W FI GA Technologies, fnc /General Atomic Co 82/09/24 
CRCU, N T Office of Nuclear Material Safety ft Safeguards, Oi r ec t or 
lp 17103 01 1 


0302230315 Forwards IE Insp Rept ’>0-0734/03-02 on 830110-14 ft notirr 
of violation 

HQQK, H IZ Division of Radiological Safety Z Safeguards Piogram 
B3/02/10 PARKER J tJ GA >ech no 1 ogi es. Inc /Genet aj Atomic Cn 
2pp 17^91 033 


— 0302230316 Notice of violation from insp on 830110-14 

THOMAS, R D Region 5. Office of Director 83/02/10 Ip 
17291 040 


— 83022303 ] 7 IE Insp Rep* 70-0734 '03-0? on 030110-14 None omp 1 lame 
noted alarm detectors monitoring SMI storaqe areas 
deactivated for 45 minutes 

SHOCK, fl L , THOMAS. R D , BOOK • H t Division of RadielogiraJ fiafetii 
5 Safeguards Program 83-02/10 llpp 17291 041 


DOCKEI 70- 07 54 GENERAL ELEC TR IC CD . PLFAPiANTON. CA 


8302040528 Rep t s on d ec on tami na 1 1 on 6 sui /ey effort at Advanced Fuels 
Lab. $ tar ting at point wheip glove bores A associated 
equipment removed from lab area 

CUNNINGHAM. 0 E General flectrle Co 82/12/16 General Elettiii 
Co 10?pp 17050 257 


□302080034 Forwards request for revalidation of ©listing route for 
shipment of irradiated reactor fuel , pi evi ou s I y approved 
per 10CFR73 Enel withheld fref 10CFR2 790) 

KIRKLAND. M U General Electric Co 0P/II/3O HILLMAN C R Of Tice 
of Nuclear Material Safety t Safeguards Dnoctur 3pp 17106 360 


8303000104 Forwards request for revaluation of eilsting route for 
shipment of irradiated reactor fuel, previously approved per 
10CFR73 Request withheld iref 10CFR2 790) 

KIRKLAND, MN General Electric Co 02/12/10 HILLMAN, C R Office 
of Nuclear Material Safety \ Sa f eguards, Di r ec tor Ip 17106 015 


Q3020SQ076 "Effluent Monitoi jng Rept.Jul-Dec 1982 " 

0E6T. R E General Eieutric Co 83/01/17 CUNNINGHAM. R £ Division 
□ f Fuel Cycle ty Material Safety Ip 17106 150 
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0302160364 Response to NRC 030117 response to ASLB 021112 & 19 
memoranda & orders requesting views on GE 021105 & 23 
procedural requests Also replies to GE 030127 response to 
NRC response Certificate of Svc end 

TURK. J Affiliation Unknown 03/02/02 Atomic Safety and 
Licensing Board Panel 7pp 17169 170 24X Fiche 50-070*83/02/02, 

6302160364 


0302240010 Notice of SE Turk appearance in It DT Bwanson withdrawal from 
proceeding Certificate of Svc end 

TURK. S E , SWANSON, D T Hearing Branch 1 83/02/22 4pp 

17272 395 24X Fiche 30- 070,83/02/22.03022 40010 


DOCKET 70-0020 UNITED NUCLEAR CQRP , WOOD RIVER JCT . R1 


0302000303 Forwards response to NRC 020412 comments on "Detailed Soil 
Deconfcaminati on Plan " Site Character 1 jation Survey will be 
f orwarded 

GREGG, R J United Nuclear Corp 02/00/31 CROU.W T Uranium Fuel 
Licenung Branch 6pp 17108 004 


9302090129 Confirms verbal agreement re painting steelwork & underside 
of steel roof decking w/primer paint on 021129 

HELOESON, K A United Nuclear Corp 82/11/23 CROW, W T NRC - No 
Detailed Affiliation Given lp 17119 325 


0302040024 Requests verification survey of Section I areas of Wood 
River Junction, RI facility 

GREOQ.R J United Nuclear Corp 03/01/13 CROW, W T Office of 
Nuclear Material Safety 4t Safeg uards, Director 2pp 17043.279 


DOCKET 70-1062 TODD SHIPYARDS CORP , GALVESTON. TX 


0302230503 Forwards IE Insp Rept 70-1062/83-01 substantiating licensee 
survey results it indicating that facility may be released 
for unrestricted use 

CAIN, C L Division of Resident. Reactor Project & Engineering 

Programs 03/02/11 CROW, W T Uranium Fuel Licensing Branch lp 

17246 177 


—0302230509 IE Insp Rept 70-1062/03-01 in 030110 No none nmpl lance 
noted Major areas inspected confirmatory radiation survey 
CAIN, C L Division of Resident, Reactor Project it Engineering 
Programs EVERETT, R J Region 4, Office of Director 03/01/26 
4pp 17246 170 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC , WINDSOR, CT 


0302070094 Responds to request for addl info supporting 020514 license 
renewal application Resolution of NRC comments & sample 
insurance audit enc 1 

LICHTENBEROER Combustion Engineering, Inc 82/10/04 PAGE, R G 
Uranium Fuel Licensing Branch 4pp 17062 350 


0302 100157 Effluent releases rept for Jul-Dec 1902. 

SHEER AN. R E Combustion Engineering, Inc 03/02/03 Region I, 

Office of Director lp 17216 224 


0302220146 Ac fc receipt of 830124 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-1100/02-11 
MARTIN, T T Division of Engineering *t Technical Programs 93/02/00 
LICHTENBEROER Combustion Engineering, Inc 2pp 17233-287 


— B302220153 Responds to NRC 021229 Itr re violation noted in IE Insp 
Rept 70-1100/02-11 Corrective action* incoming 
Model CE-230-2 shipping containers monitored on external 
surfaces of package for radioactive contaminat ion 
PLANKI,F J Combustion Engineering, Inc 83/01/24 MARTIN, T, T 

Division of Engineering 4 Technical Programs 2pp 17233.209 


DOCKET 70-1113 GENERAL ELECTRIC CO . WILMINGTON, NC 


0302000101 Identifies corrective actions t» receipt of eight shipping 
containers containing SNM Shfl identified booked into 
at countab i 1 1 ty ledgers fc entered into computeriied tracking 
sys Requests approval of actions 

VAUGHAN, C M General Electric Co 82/07/15, EVANS. L J Fuel 
Facility Safeguards Licensing Branch 3pp 17106.051 


8302080033 Forwards comments action item responses re license 
conditions for i-yr renewal of License SNM- 1097, per meeting 
in Wilmington, DE Other issues re 810927 license renewal 
application not addressed 

VAUGHAN, C M General Electric Co 82/09/24 CROW.WT Office Df 
Nuclear Material Safety 4* Safeguards, Direc tor 4pp 17106 356 


0302040506 Application for amend of License 8NM-I097, to construct tl 
process mgt facilities 

VAUGHAN, C M Genera 1 El « c tr I c Co 02/12/14 EVAN 9, L J Office 
Nuclear Material Safety & Safeg uards, Di rector 9pp 17042.207 


0302150425 Forwards IE Safeguards Insp Rept 70-1113/03-01 an 830103- 
No noncomp 1 ia nee noted 

STQHfi . J P Division of Emergency Preparedness & Materials Safety 
03/01/19 LONG, J A General Electric Co 2pp 17135*213. 


—8303150429 IE Safeguards Insp Rept 70-1113/03-01 on 030103-07 Nd 
noncomp lien ce noted Major areas inspected external 
exposure c o ntro 1 , rad iol og tea 1 survey », res piratory 
protection training L labeling of radiological areas 
MOSEY . C M , BARR,K -P Division of Engineering & Radiological 
Safety Prog rams 03/01/18 6pp I7i35 215 


83021 50030 Ack receipt of IE Insp Rept 70-1113/03-01 on 030103-07 No 
proprietary info 

VAUGHAN. C M General Electric Co 83/01/25 STOHR, J P Divlslo 
of Emergency Preparedness 4c Materials Safety lp 17146 002 


0302080471 Forwards revised License SNM-1097, chang ing expiration da t 
to 840131, add Ing environ monitoring license conditions t 
incorporating previous license amends 

PAGE. F ©. Uranium Fuel Licensing Branch 03/02/01, VAUGHAN, C, M 
General Electric Co l0pp 17071*320 


— 0302080474 Revised License SNM-1097 for ©E, changing expiration dat 
040131 , adding environ monitoring license conditions it 
incorporating previous license amends. 

PAGE, R G Office of Nuclear Material Safety & 9af eguar ds, D irec t 
83/02/01 , 7pp 17071.346 


— 8302000476 Guidelines for decontamination of facilities & equipmen 
prior to release for unrestricted use or term iTvafcion of 
licenses for byproduct, source or 6NM 

a Office of Nuclear Material Safety & Qa f eguar ds, Direc tor 
82/07/31 5p p 17071 353 


— 0302080477 Safety evaluation, supporting renewal of License BNIi-109 
for 1-yr period. 

BID1NGER.G H , SHUM, E Y , CROW, W T Uranium Fuel Licensing Bran. 
62/12/30 8pp 17071 350 


8302080270 PNO- 1 1-03-006, on 030202, Tr i-Stat e tTUck driver reported tl 
truck carrying U hexafluoride fired on GE placed truck 4< 
cargo in isolation Three deep dents found In cyllnderi. 

No evidence of penetration FBI informed 

CORYELL, G P , MCALPINEiE J Region 2, Office of Director 03/02/1 
2pp 17056 346 


6302220075 Inform* that submittal of environ, info to cover const of 
additions to existing process bldg unnecessary Introduction 
of 8NH into new additions not author i red 

PAOErR © Uranium Fuel Licensing Branch 03/02/09 VAUGHN, C. M 
General Electric Co lp 17234 173 


--03O222OO79 Safety evaluation recommending const of additions to 
existing process bldg 

BIDINGER. G H Advanced Fuel it Spent Fuel Licensing Branch 
03/02/09 lp. 17234 174 


DOCKET 70-1143 WESTINGHOUSE ELECTRIC CORP , PITTSBURGH, PA 


8302070553 Forwards "Effluent Semiannual Monitoring Rept for 
Jul-Dec 1982 " 

WOODSUM.HC Westinghouse Electric Corp. 03/01/20 Region 1, 

Office of Director. lp 17035 210 


—0302070560 "Effluent Semiannual Monitoring Rept for Jul-Dec 1902 « 
WOODSUM, H C. Westinghouse Electric Corp 83/01/20 Ip. 

17035. 211 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP. , PITTSBURGH, PA 


6301290293 Discusses evaluation re adjustment of #1 t sampling val* di 
to rotometer flow callbr, per IE Insp Rept 70-1131/02-18 
Implementation of mod to obtain true air flow reading 
expected in Jan 1983 

SANDERS. C F Westinghouse Electric Corp 02/li/ll GIBSON, A F, 
Region 2, Office of Director, lj> 16096 3 60 
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DOCKET 70-1193 KERR -MCGEE NUCLEAR CORP . OKLAHOMA CITY, OK 


G 302180168 Forward* IE Safeguard* Imp Rept 70-1193/03-01 on 830117-21 
h not ict of violation Notice of violation withheld 
(ref 1GCFR73, 21) 

MILLER, J R Region 3. Office of director 63/02/11 SHELLS 7. W J 
Kerr~McG#e Nuclear Corp 2pp 17216 103 


— 0302180173 TE Safeguard* Insp Rept 70-1 193/83-01 on 630117-21 
Noncomp 1 lane* noted failure to maintain perimeter fence 
properly Detail* withheld iref 10CFR73 2 1 > 

CHRISTDFFER. 0 . CREED, J R Region 3, Office of Director 
83/02/07 Ip 17216 104 


DOCKET 70-1201 BABCOCK it WILCOX CO , LYWCH8UR0, VA 


0302070160 Advises that no fee received re licensee 620719 request far 
extension af time to complete physical inventory Fee due 
WEf 83. D. License Fee Management Branch 92/00/11 FORD. J T 
Babcock 6 Wilcox Co. Ip 17065 353 


—0302070178 Request* 14-day extension of time to complete physical 
inventory Extension necessary due to sample turnaround 
problems w/Apotlo Lab 

FORD, J. T Babcock fcWilco* Co 62/07/19 EVANS. L J Fuel 
Facility Safeguards Licensing Branch. 2pp. 17065 351 


0302080301 Forward* utter quality date from Buchanan & Cartersv i I Le 
stations for Oct 1979 - Sept I960 

FORD, J T. Babcock * Wilcox Co. 82/08/27 PAGE, R 0 Uranium Fuel 
Licensing Branch. 20pp. 17107 093 


0302040494 Application for amend to License 8 NM-I I60 r revi sing Pp 
4 - 2 , 4-6, 7-1 6 B-l of radiological contingency plan 
□rganliation chart end 

FORD, J T. Babcock fc Wilcox Co 82/09/24 PAGE, R 0 Uranium Fuel 
Licensing Branch 6 pp. 17044 357 


8302080379 Forward* info re rev* to license condi tions, fundamen tal 
nuclear mail control plan & page-date index. Enel withheld 
(ref 10CFR2 7900 

FORD, J T. Babcock * Wilcox Co 82/11/24 EVANS. L J Fuel Facility 
Safeguards Licensing Branch Ip 17107 103 


8302090050 Forward* response to 820031 quest! ont. revised Pp 5 6 & 5 7 
of fundamental nuclear matl control plan k revised Pp 1.2 & 

3 of page-date index Ends withheld <ref 10CF-R2 790(d) > 

FQRDiJT Babcock 1 Wilcox Co 82/11/24 EVANS. L J Fuel Facility 
Safeguards Licensing Branch Ip 17121 362. 


8302160393 Forward* "Effluent Monitoring Rep t ► Jo 1-Dec 1902 ■ 

SPETOHTrC W Babcock * Wilcox Co B3/01/24 Director-'* Office, 

Office of Inspection and Enforcement lp 17161 271 


■0302160397 "Effluent Monitoring ftept, Jtt 1-De c 1982 " 

BFElOHTrC W. Babcock * Wilcox Co 63/01/24 lp 17164 272 


8302150409 Forward* IE Safeguard* In*p Rept 70-1201/63-01 or 030117-21 
No noncomp I lance noted 

8T0HR, J. P Division of Emergency Fraparedne ** & Material* Safety 
03/02/09 ALTO, R A Babcock & WUco * Co 2pp ♦ 17148,169 


—0302150411 IE Safeguard* Intp Rept 70-t 201/83-01 on 830117-21 No 
noncompliance noted Major areas Inspected physical inventory 
observed on, shtpp ing receiving * record* *< repts Details 
withheld Cref 10CFR2 790) 

LANKFORD, J B, , RICHARDS, B L < MCALPINE, E J Division of Emergency 

Preparedness U Materials 0afety 03/02/09. Ip 17140* 170, 


DOCKET 70-1237 EXXON NUCLEAR CO. , INC., RICHLAND, WA 


830204D120 Forwards draft copies of Rev 12 to Fundamental Nuclear Matls 
Control Plan, X+f- 12 , "Nuclear Metis Safeguard* Procedure* 

Description for Fuel Fabrication Plants," for review Plan 
withheld < ref 10CFR2 790). 

SCHNEIDER, R A. Exxon Nuclear Co , Inc Ceuta of Exxon Corp 1 
82/03/06. SMITH, C, N, Fuel Facility Safeguards Licensing Branch 
Ip. 17043* 169 


0302040545 R*v 6 to application for renewal of License 8NM-1227 

a Exxon Nuclear Co , Inc. C*ub«. of Exxon Corp.). 02/05/31, 39pp 
17059:299. 


0302040538 Application for amend of License SNM-1227, (a 4 4 rf f«i llih 
addition to U dioxide bldg Con t ami na t ed nai nt shop 6 scrap 
recovery operation to be relocated into new addition 
MALdDY, C W Exxon Nuclear Co , Inc fsubs of Exxon Corp > 
02/06/02 CROW, W T Uranium Fuel Licensing Branch lip p- 

17059 338 


6302040333 Application for amend of License 0NM-122/, to prnvlft f 
single hypa 1 on-I ined lagoon a* contingency for storage of 
chemical process liquid castes if existing atoTago capacity 
exceeded 

MALODY, C W Exxon Nuclear Co , Inc fsubs of Exxon Corp > 
02/07/27 CROW, W T Uranium Fuel Licensing Branch 4pp. 

17090 359 


0302040463 Forwards "Groundwater Quality & Flow Chai a< ter I *kt 1 1 l" 
Vicinity of Exxon Nuclear Co, Inc Fuel Fabrication IdcilLLy 
R ichland, WA, " per License Condition 19 oP £. iconic GNIWJJ7 
MALODY, C W Exxon Nuclear Co * Inc (subs of Exion Corp t 
02/10/12 CUNNINGHAM, R E Division of Fuel Cycle t Material Ea r 'U 
lp 17050 180 


—0302040466 "Oroundwa t e r Quality & Flow Char ac terlstlcs Ir, VUl^ii i ( 
Exxon Nuclear Co, Inc Fuel Fabrication Fa« i 1 i ty, Rich 1 and.WA * 
VEEN5TRA.R C J-V-B Engineer*, Inc XN- JUB- 02-116 fW/tQ'U 

57pp 17050 189 


8302180166 Forwards IE Tnop Rept 70-1257/82-07 nn 021206 -10 t ralkts 
of viola tion 

SPENCER, G 6 Division of Radiological Safely * Hafejuard* Firri'** 
03/01/19 MALODY, C U Exxon Nuclear Co » Inc Csubt of Li 1 e* 
Corp ) 2pp 17216 124 


■8302180170 Notice of violation Prom insp on 021,206-10 

THOMAS, R D Division of Radiological Safety U Mafeguarfx ft *}"*• 
03/01/19 lp 17216 126 


■8302180172 IE Insp Rept 70-1297 /B2-07 on 02 1206-10 Nnrtr o*pl t *-. * M ■« 
container in shipment of nuclear waste showed visible criil 
in bottan 

BROCK, D L , THOMAS, R D , BOOK , H C DlvUion of Red i 0 1 0 f If 4 1 
Safeguards Program 03/01/19 10pp 1721612/ 


8302230297 Ac k receipt of 030203 1 tr informing NRC of steps till' 1 * 
correct violation noted in IE lr»»p Rept 70- 12S7/nn-07 
DOOK. H E Division of Ra d i o 1 og 1 c a I Safely 6 Safeguard* prc|ee« 

03/02/10 MALODY, C W Exxon Nuclear Co , Inc (subi of Leas’* 

Corp 1 lp 17243 000 


*8302230300 Responds to NfiC 8301 19 1 tr re violation ruled 1 * u r- 1 
Rept 70-1257/82-07 Corrective action* inside surface* L 
usid seane of metal buried boxes inspected before waste 
into boxes 

MALODY, C M Exxon Nucleai Co , Inc (*uh » of iixqn <t-rp 1 
03/02/03 THOMAS, R D Division of Radiological B*f*ty 4, 
Safeguards Program 3pp 17243 009 


DOCKET 70-1362 HAHNEMANN MEDICAL COLLEGE & HD6P * PIIJI A0J.I I’tlf* 


8302230262 Ack roceipt of 021115 1 tr informing NftC of it»ps t#*** n 
correct violations noted in IE Ir»sp Rept* 30-0293V/D2 01 h 
70-1362/02-01 

MARTIN, T T Division of Engineering L Technical Programs ftl'.J ii 

MILLS, L C Hahnemann Medical College t> Ho sp PhIlMdeEp-Mt Pa !j 

17244 275 


— 0302230272 Responds to NRC 021022 Hr re violations noted l* M f 1 1 p 
R*pt* 30-02959/02-01 ^ 70-1362/82-01 Corrective act Him ta 
avoid misting quarterly linearity checks on do*« 
cal ibrator, calendars kept of test due date* 

DAY, J Hahnemann Medical College fc Ho*p Phi \ adelph t a. FA 
02/11/15 MARTINrT.T, Division of Engineering i Technical 
Programs 4pp. 17244*276 


*0302230284 Approve* response 4 corrective act ions to H8C ■03 iCi^ ti- 
re violations noted in IE Insp Rept* 30-08999/82-01 h 
70-1362/62-01. 

MILLS, L C Hahnemann Medical College & Hosp PhUadelpM* f'A 
82/11/19 MARTIN, T. T Division of Engineering t< TechnltaJ 
Programs lp, 17244’ 2B0 


DOCKET 70-1418 MICHIGAN. UN IV OF. ANN ARDOR, MI 


8302190126 EE Insp Finding* 5< Licensee Ac k dtd 030124- 20 of 
21-00215-04, 21-00215-09, SNM-1377, SNM-1329, 8NM-IG33 t, 
8U0-1398 Insp flndingxrno violations observed 
MVLLAUER, J R Region 3, Office of Director 83/01/28 If 
17148- OOt 
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DOCKET 70-1621 DUOUESNE LIGHT CO , PITTSBURGH, PA 


0302020005 Forward* Endorsement 4 to NELTA Certificate N-S8 it MAELU 
Certificate M-59 

BARNETT# J E Conover 4 Associates# Inc Insurance 83/01/26 
PINITZi I Assistant Director for State it Licensee Relations 3pp 
1 7005 078 


6302020046 Forwards Endorsements 61 t 53 to NELIA Policy NF-226 it MAELU 
Policy MF-07, respectively 

BARNETT, J E Conover & Associates# Inc Insurance 03/01/26 
DTNITZ# I Antitrust & Economic analysis Branch (Utility Finance) 

3pf» 17004 336 


DOCKET 70-1719 YGUN05TDWN HOSP ASSOCIATION, YOUNGSTOWN, OH 


8302950426 Discusses IE insp of Licenses SNM- 1490 S' 34-01026-01 on 
830208 & forwards notice of violation 

8RENIAW5KI.D J Region 3, Office of Director B3/02/22 
WI8SUCHEK. C Youngstown Hosp Association Young s town, OH 2pp 
17297 032 


— 8302250433 Notice of violation from insp on 830200 Noncompliance noted 
Cs-l37 sources used as implants not tested for contamination 
it leakage 000129-020910 it from 020518 to present# exceeding 
6-month requirement 

SRENIAU3KI, D J Region 3# Office of Director 83/02/22 3pp 
17297 034 


D0CKE1 70-173? TRI-STATE MOTOR TRANSIT CO # JOPLIN, MO 


8302080133 Requests approval of check call frequency schedules for two 
forthcoming shipments of strategic quantities of SNM 

RUTENKROGER, E Tri-State Motor Transit Co (subs of Georgia Pacific 
Cor p > 82/08/ 13 HILLMAN# C NRC - No Detailed Affiliation Given 

Ip 17103 278 


DOCKET 70-1856 MICHIGAN, UN IV OF, ANN ARBOR, MI 


8302150126 IE Insp Findings & Licensee Ac k dtd 830124-28 of Licenses 
21-00215-04# 21-00215-05, 8NM-1377, 8NM- 1 529, SNM-1B39 & 

BUD-1398 Insp findings no violations observed 

MULl AUER# J R Region 3# Office of Dirertoi 83/01/20 Ip 

17148 001 


DOC KE 1 70-1866 MACMURRAY COLLEGE# JACKSONVILLE# IL 


0212210286 Discusses IE insp of License 12-11030-04 on 021129. No 
noncamp l ianc e noted Major areas Inspected selective e xam of 
procedure* & represent* t i ve records, obtervalionn, 
independent measurements L interviews w/personnal 

WIEPEMAN, D O Division ef Project L Resident Program* 02/12/15 

MITCHELL, E J MacMurray College Ip 16497 044 


DOCKET 70-1936 TEXAS A*M UN IV , COLLEGE STATION. TX 


B 302230501 Forwards IE Safeguards Insp Repts 50-120/03-02 L 
70-1936/83-05 on 830103-07 No noncomp 1 iance noted 
MADSEN, G L Division of Resident, Reactor Project S' Engineering 
Program* 83/02/17 BERG. R R Texas ASM Umv # College Station, 

TX. 2pp 17257 243 24X Fiche 50-198,83/02/17,0302230501 


— 8302230517 IE Safeguards Insp Repts 50-128/83-02 it 70-1936/03-02 on 
830103-07 Nq noncomp I ience noted Major areas Inspected 
nuclear matl control & accountability measurement It controls 
& shipping & receiving Detail* withheld <ref 1QCFR2 790) 

CALDWELL, R A r KELLY# J A Division of Resident. Reactor Projoct it 
engineering Programs 83/02/14 lp 17257 245 24X 

Fiche 50-158.83/05/17,0302230501 


DOCKET 70-2199 VETERANS ADMIN MEDICAL CENTER. WASHINGTON, DC 


0302230717 Discusies IE insp of Licenses SNM- 1605, 00-00942-04 it 
08-00942-05 an 030103 Z> forward* notice of violation 
MARTIN, T. T Division of Engineering & Technical Programs 83/02/07 
04UAZZI.A A Vet Admin Hosp Wash, DC 2pp. 17237 301 


--B3Q22J0721 Notice of violation from insp on 030105 Noncompliance noted 
failure to perform required surveys S< to determine 
occupational dose for certain individuals 

a Division of Engineering 4- Technical Programs 03/02/07 2pp 
17257 303 


DOCKET 70-2467 GOOD SAMARITAN HOSP , PdTTSVILLt. PA 


8302010436 Recommend* that License SNM-1714 be retired par 92122? 
request Notification must be given within 7 days of 
receipt of ltr if action inconsistent u/hnsp intent 
KINNEMAN, J D Region !, Office of Director 83/01/25 KOVAL, B 
Ooqd Samaritan Hosp #■ Pottsvilie, PA lp 16981 032 


— 8302010448 Requests termination of License SNM-1714 No nuclear 
pacemaker* implanted since 790507 & none anticipated 
KOVAL, D 0 Good Samaritan Hosp , PottsvilU# PA 82/12/29 
KINNEMAN# J D Region 1, Office of Director 2pp 1&99I 033 


DOCKET 70-2479 TRANSNUCLEAR# INC , FALLS CHURCH# VA 


8302050037 Requests extension of route approval for Impart License* 

1 SNM- 1 69 ?/ 1 BNM-0 1017 from 821231 to 831231 

HAMNETT. 0 A Tr an*n uc I ear# Inc 92/10/2B HILLMAN, C Diviiion of 
Safeguard* ip 17106.362 


8302200040 Request* extension of approval of route from Norfolk, VA to 
Aiken, SC through 831231, 

HANNETT# B A TransnucUar, Inc 93/01/18 HTLLMAN, C Division of 
Safeguard* 2pp 17314 29a 


8302200047 Request* extension of approval of route from Newport News# VA 
to Aiken. SC through 831231 

HANNETT, D A Tr an* n uc I e ar# Inc 03/01/18 HILLMAN# C Division of 
Safeguards 2p p 17314 295 


83022B0095 Request* extension of approval of route from OalcUnd.CA to 
ID Falls. ID through 831231 

HANNETT, 8 A Tran* nuc 1 * ar, Inc 03/01/19 HILLMAN# C Division of 
Safeguards 2j>p 17314 202 


DOCKET 70-2677 QDQD SAMAR TTAN HOSP , DOWNER 9 GROVE, IL 


8302160217 Discusses IE insp of Licenses 12-17325-01 fc, SNM-1761 on 
030131 No none orup 1 iance noted Major areas inspected, 
procedures# ob servat ions# measurements & personnel interviews 
r « radiation safety 

WIEDEMAN. D 0 Region 3# Office of Director 03/02/11 MOORE, P 
Good Samaritan Hosp Downers Grove# IL lp 17163 032 


DOCKET 70-2864 MICHIGAN# UNIV OF, ANN ARDOR, MI 


8302150126 IE Insp Findings U Licensee Ac k dtd 830124-28 of Licenses 
31-0021 5-04, 21 -0021 S -05, SNM-1377r SNM- 1529, BNM-1035 «, 

81)0-1398 rnsp findings no violation* observed 

MVLLAUEfL J R Region 3# Office of Director 03/01/28 lp 

1714B 001 


DQGKE I 70-2932 TEXAS UTILITIES GENERATING CO # DALLAS, TX 


0302000352 Change 2 to application for SNM 1 i cense# add trig Tex-La 
Electric Cooperative of TX, Inc a* owner & changing beginning 
date of license to 630101 

OARY.R J Texas Utilities Generating Co 82/08/11 KETZLACH, N 
Division of Fuel Cycle & Material Safety 3pp 17107 199 


8302040137 Informs that symbol "YGL" assigned as reporting 
t dent I f i cat io n symbol for activities under License SNM-1912 
BENNINGTON# G, M Material Transfer Safeguards Licensing Branch 
02/12/29 GARY, R J Texas Utilities Generating Co 3pp 
17043 125 


9302230103 Unexecuted Indemnity Agreement B-96, estab 1 ish 1 ng amount 
fc delineating extent of coverage 

SALTZHAN, J Assistant Director for State & L£een**e Relations 
83/02/14 !3pp 17303 003 


8302230505 Forwards License &NM '1912# issued to util on 930214 Related 
document* enc 1 

R0TH8CHIL0.M U Hearing Branch I. 83/02/19 KILLER, M E , COLE.R 
MCCOLLOM# K A Atomic Safety and Licensing Board Panel I4pp , 

17245 168 24X Fiche 50-445,83/02/18.8302230505 
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DOCKET 70-2937 PENNSYLVANIA POWER h LIGHT, ALLENTOWN, PA 


0302070633 Forwards Endors ement* IQ It 5 to NEL1A h MAELU Policies 
NF-262 4 HF-J07. respectively 

CURTIS, N U Pennsylvania Power & Light Co 83/01/17 PAGE, R G 
Uranium Fuel Licensing Branch 3pp 1705? 33? 


DOCKET 70-2957 FLORIDA POWEfl * LIGHT CO , MIAMI, FL 


830200033? Application tor license to alloy receipt of first shipment 
of unirr&diated reactor fuel an G20S0? 

UHRIO, R £ Florida Power K Light Co 02/03/19 CUNNINGHAM# H E 
Assistant Director for Fuel Cycle Safety V Licensing 54pp 
17107 214 


DOCKET 70-2945 UN TON ELECTRIC CO , ST LOUIS# MQ 


83020B-0393 Documents 820810 L 11 to Icons re addl info supplied in- 
support of 010626 SNM license application, 

SCHWELL.D F Union Electric Co 02/oa/u DAVIS. J G Office of 
Nuclear Material Safety U Safeguards, Di rect or 5pp 17J07 334 


DOCKET 70-^746 LOUISIANA POWER U LIGHT CO , NEW ORLEANS, LA 


B3Q2040029 Forwards responses to questions asked in 030103 fcelcon 
between B Serin! 6 8 Wilkins re BNM license application 
Middle South Svcs conducts training to qualify sufficient 
number of fuel inspectors 

MAURIN.L V Louisiana Power t Light Co 03/01/07 Office of 

Nuclear Material Safety V Safeguards, Di rect or Bp p 17043 267 


8302230095 Forwards License 8M4-1913 for race I pt, posses* i on. i ns p St 
storage of U-233 isotope in fuel assemblies 6 two Pu/B* 
neutron lources Evaluation of license application dtd 030209 

also end 

PAOErR O Uranium Fuel Licensing Branch 03/02/10 Louisiana 

Power it Light Co 2pp 17241 326 


DOCKET 70-2960 KANSAS GAS b ELECTRIC CD , WICHITA, KS 


S3O2OBO390 Forwards addl info re Wolf Creek Generating Station interim 
security plan for protection of 5NN Info withheld 
( ref 10CFR73 2J> 

KOESTER# G L Kansas Gaa b Electric Co 82/12/22 EVANS, L J Fuel 
Facility Safeguards Licensing Branch lp 17105 360 


0302040019 Forwards revised response to Question 0 re interim security 
plan for protection of SNM Statement acknowledging that 
outdated responses destroyed requested Response withheld 
(ref 10CFR73 21} 

KOESTER. G L Kansas Gas l Electric Co 03/01/17 EVANS, L J Fuol 
Facility Safeguards Licensing Branch ipp 17043 270 


0302040033 Requests current review schedule be maintained in response 
to 021202 1 tr requesting addl info re SMI license 
application for race ipt, possess ion A storage of fresh fuel 
a ssembl i e»# f i sslon chambers A fission counter 
KOESTER# O L Kansas Gas t Electric Co 83/01/2 1 DAVIS. J 0 
Office of Nuclear Material Safety A Sa f eguards# Di r e c tor 45p p 
17043 17? 


— B3 02 230 061 License SNM-1913 for LA Power i. Light Co, a u thor 1 1 i n g 
receipt, possess i on. insp j, storage of U, enriched in U-235, 
contained in fuel assemblies It Teceip t, po ***** i on & use of 
two Pu/Be neutron sources 

PAGE# R 0 Uranium Fuel Licensing Branch 03/02/09 4 djj 
17241 320 


— 0302230068 BER for 810727 application for mati* license authorising 
receipt, possession, insp L storage of enriched U fuel 
assemblies & two Pu/Be neutron lources Recommends approval 
of roval of application 4t addition of several conditions 
SERIN1# B L. Uranium Fuel Licensing Branch 03/02/0? 15pp 
17241 332 


DOCKET 70-2949 ARIZONA PUBLIC SERVICE CO , PHOENIX, AZ 


8302040594 Forwards request for amend of application for 3HM license# 
adding participating util W/o end 

ANDQQN I N I , G C Arixane Public Service Co 83/01/11 Office of 

Nuclear Material Safety U Safeguards# Director ip 17042,234 


8302030039 Forwards revised SM4 License SNM- i 887. author i » i ng possession 
of U-23S in fuel assemb 1 i es, ex-core detectors U Pu-Be 
sources 

PAGE#R 0 Uranium Fuel Licensing Branch, 83/01/27 ANDOGNINI.G C 
Arizona Public Service Co 2pp 17023 331 


►9302030045 Revised SNM License SNM-1BB7. author 1 zing possession of U-E>3b 
in fuel essemb 1 ies. ex-c ore 1# in-core detectors & Pu-E* 
sources 

PAGE# R 0 Uranium Fuel Licensing Branch 63/01/26 4np 
17023 333 * 


0302030050 Safety evaluation supporting issuance of revised License 
SNM- 1807, in response to util 010817 application for SNM 
license to authorize possession of fuel asssmbti es, ex-c ore U 
in-core detectors It Pu-fle sources 

KETZLACH# N , CfiQH, H T Uranium Fuel Licensing Branch 03/01/27 
I4pp 17023-337 


DOCKET 70-2964 CONSUMERS POWER CO , JACKSON# MI 


6302040112 Forwards security plan for protection of SNM 
strategic significance Plan will be implemented prior 
first arrival of fuel at site It will be replaced by 
permanent plan Plan withheld (ref 10CFR73 21) 

COCK. J W Consumers Power Co 82/06/22 DAVIS. J G 
Nuclear Material Satety 6 Safeguards, [)i rec tor 2pp 


of 

to 


low 


Office of 
17043 170 


0302040512 Informs that security measures identified in 820622 1 tr re 
security plan for fuel no longer apply to fission chamber 
as *enb lies 

COCK, J W Consumers Power Co 82/00/12 DAVIS, J O Office of 
Nuclear Material Safety Zt Saf eg uard s, D i rec t ot 2pp 17044 353 


0302220043 Forwards License SMM-i 913, is sued on 030210 8, related matls 
License does not relate to any issues being adjudicated U no 
ASLB action required 

TURK, S £ Hearing Branch J 03/02/18 WOLFE# S J , JORDAN# W H , 

FOREMAN# H Atomic Safety and Licensing Board Panel 22pp 

17233 175 24X Ficbe 50-392# 03/02/ 1 8, B302220043 


DOCKET 70-2965 CONSUMERS POWER CO # JACKSON, MI 


B30204G112 Forwards security plan for protection of BNM of low 
strategic significance Plan will be Implemented prior to 
first arrival of fuel at site & will be replaced by 
permanent plan Plan withhold (ref 10CFR73 2U. 

COOK. J W Consumers Power Co 02/06/22 DAVI8#J G Office of 
Nuclear Material Safety & Saf eg uards, Di rec tor 2pp 17043 170 


93020405 1 2 Informs that security measures identified in 020622 1 tr ro 
security plan for fuel no longer apply to fission chamber 
as senb lies 

COOK, J W Consumers Power Co 02/ 08/12 DAVIB, J G Office of 

Nuclear Material Safety & 9af eguards# Di rec tor 2p p 17044 353 


DOCKET 70-2968 CLEVELAND ELECTRIC ILLUMINATING CO , CLEVELAND, OH 


DOCKET 70-2930 WASHINGTON PUBLIC POWER SUPPLY SYSTEM, RICHLAND# WA 


8302000005 Forward! Rev 2 to "New Fuel Storage Physical Security Plan 
Rev withheld tref 10-CFR73 21 > 

BGUCHEY# Q D Waiting ton Public Power Supply System. 82/07/ 16 
Office of Nuclear Materiel Safety t 0a feguards* Direc tor. Ip. 

1 7103 015 


8302040597 Application for amend of 6NM license, so that physical 
security plan would be of f ecti ve, not interim security plan 
DAVIDSON, DR, Cleveland Electric Illuminating Co 82/09/30 
DAVIS, J 0 Office of Nuclear Material Safety Ik Saf eguards, Di rector 
6pp, 17042 199 


DOCKET 70-2973 COMMONWEALTH EDISON CO , CHICAGO, IL 


0302080349 Application for amend of License SNM-10&O, to receive, possess 
St store unirrad ia ted fuel assemblies Authorization needed by 
030501 

TRAMM, T R Commonwealth Edison Co 02/10/06, DAVI0, J 0 Office of 
Nuclear Material Safety b Saf eg uards, Di rec tor 9pp 17107 204 
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PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0345 CAROLINA POWER 6 LIGHT CO 


G30209Q236 Forwards GA program approval for Radioactive Matl 
Pac Lage 0345. Rev 2 

MACDONALD* C E Transportation Branch 63/01/1? UTLEY, E E 
Carolina Power & Light Co lp 17121 353 


— 6302090242 QA program approval for Radioactive Matl Package 0343. 
Rev 2 

MACDONALD* C E Transpor tation Blanch 93/01/1? Ip 17121 334 


BCCKEl 71-0476 TEXAS. STATE OF 


0302090134 Forwards GA program approval for Radioactive Matl Package 
0476. Rev 0 

MACDONALD, C E Transportation Branch 03/01/19 BLAKE, C L 
Midwest Insp Services. Inc lp 17121 348 


--B3020?0144 QA program approval for Radioactive Matl package 0476, Rev 0 
MACDONALD, C E Transportation Branch 03/01/19 lp 17121,349 


DOCKET 71-5957 MODEL- BMI-1 . BATTELLE CDLlfrIBUS LABORATORY 


8302090003 Notification of registration as user of Model BMI in 
response to 8212Q1 request. 

MACDONALD, C E Transportation Branch B3/01/2I FIEDLER, P B 

Qsneral Public Utilities - GPU Service Carp lp 17119 296 


DQCKE1 71-6144 MODEL 8-2, U S ECOLOGY 


0302090136 Notification of registration a* user of Models B-2 h OE-1600 
in response to 8S1212 request Approved QA program required 
for registration under 10CFR7I 12(b) W/o end 

MACDONALD, C E Transporta tion Branch 03/01/25 AYRES , J M AUC, 

Inc lp 17119 362 


DOCKET 71-6272 MODEL 6272, U 8 ECOLOGY 


0302040021 Responds to 830105 request for add 1 info to support 
application for revised contents For Model 6272 U 6400 
packaging* Info will be s*nt by 830213. 

MOSER, R M Energy, Dept of 03/Ot/l? MACDONALD, C E 
Transportation Branch lpp 17043 277 


DOCKET 71-0491 MID-CON INSPECTION SERVICES, INC 


6302040010 Forwards QA program for shipping packages per 10CFR71 51 
OLSEN, C R Mid-Con Inspection Services, Inc 83/01/03 Material 

Control Licensing Branch ip 17043 299 


— 8302040013 QA program for Part 71 requirements 

* Mid-Con Inspection Sei vices, Inc 02/10/13 4pp 17043 300 


DOCKEI 71-6346 MODEL FSV-1, CENERAL ATOMIC CO 


8302030122 Requests registration as user of Model P9V-1 

MUSOLF, D Northern States Power Co 83/01/05 MAC DONALD, C E 
Transportation Branch lp 17020 330 


8302090141 Notification of registration as user of Model F9V-1 in 
response to 030105 request 

MACDONALD, CE Trans por ta t ion Branch B3/0I/25 MUSOLF, D 
Northern State* Power Co lp 17119 361 


03020 6 DO 3 4 Forwards GA program for shipping packages 

DLSENr C R Mid-Con Inspection Services, Inc 83/01/03 Region 4, 
Office of Director lp 17106 137 


—9302000086 GA program 

a Mid-Con Inspection Services, Inc 02/10/15 4pp 17106*138 


0302 1 00474 Forwards GA program approval 
0491, Rov 0 

MACDONALD, C E Transpor ta 1 1 on Branch 
Mid-Con Inspection Services, Inc lp 


for Radioactive Matl Package 

03/02/01 OLSEN, C, R 
17143 273 


8302030224 Notification of correction of 021105 registration as user 
Correct model is Model F0V-I 

MACDONALD, CE Transportation Branch 03/01/26 COONEY , J J 
Philadelphia Electric Co Ip 17023 310 


0302020065 Informs that schedule for providing addl info to 001009 
application for amend to Model F8V-1 package not received 
Denial will be issued unless schedule received within 20 

days 

MACDONALD, C.E Transportation Branch 83/01/27 MOWftY, W R GA 
Technologic i, Inc /Oeneral Atomic Co lp 17241 202. 


— 0302100401 GA program approval for Radioactive Matl Package 0491* 
Rev 0 

MACDONALD, C E Transportation Branch 03/02/01 ip 17143 274 


DOCKET 71-5450 MODEL RCC, -1, -2, -3, -4, WEST INQHOUSE ELECTRIC CORP 


0302280564 Requests registration as user of Models RCC-1, RCC-2, RCC -3 
or RCC-4 

BROWN, C O Exxon Nuclear Co , Inc (sub* of Exxon Carp > 

63/01/31 MACDONALD, C E Tran s P Orta t i on Branch lp 17322* 165 


DOCKET 71-5005 MODEL CNS-3-55, C HEM-NUCLEAR SYSTEMS, INC 


6302290236 Advises that 801126 application for renewal of Certificate 
of Compliance 5805 for Model CN9 3-95 packaging considered 
satis factory for timely renewal Rev 9 to Certificate of 
Compliance 5805 will not expire until final determination 
MACDONALD, C E Transportation Branch 83/02/22 MARSH, C A 
Ch«m-Nuc lear System*, Inc 2pp 17322 213 


DOCKET 71-5B14 MODEL NRBK-41, -42 fc -43, ENERGY# DEPT OF 


0302030147 Advise* that requosfc to amend Certificate of Compliance 5814 
needed to include general license condition in certificate 
MACDONALD, C E Transportation Branch 83/01/26 HENRY, L G New 
York. State Univ of, Buffalo lp 17023 312 


DOCKET 71-5926 MODEL GE-1Q0, OENERAL ELECTRIC CO 


8302040012 Advise* that OH Riddle has replaced HD Richardson as 
radiation safety officer 

RlCHARDSDNrH Gamma Corp 83/01/14 MACDONALD, C E Transp ur tatlon 
Branch Ip 17043 298 


DOCKET 71-6347 MODEL FBV-3, GENERAL ATOMIC CD 


6302030224 Notification of correction of 021105 registration as user 
Correct model is Model FSV-i 

MACDONALD# C E Transportation Branch 03/01/26 COONEY, J J 
Philadelphia Electric Co Ip 17023 3 iO 


DOCKET 71-63&6 MODEL 235R001, ENERGY, DEPT OF 


8302000402 Forwards Rev 7 to Certificate of Compliance 6386 for 
Model 235R001 

MACDONALD, C. E Transp or ta t ion Branch 03/01/21 ENGEL, W P 
Energy, Dept of. lp 17100 001. 


■ — 0302080404 Certificate of Compliance 6386, Rev 7 for Model 
235R001 Approval record end 

MACDONALD, C E Transportation Branch 03/01/21 5pp 17100 00 2 


DOCKEI 71-6400 MODEL 6400, WESTINGHOUBE ELECTRIC CORF 


8302040021 Respond* to 030105 request for add 1 info to support 
application for revised content* for Model 6272 l< 6400 
packaging* Info ulll be sent by 830215 
MOSER, R M Energy, Dept of 03/01/1? MACDONALD, C E 
Tran*por tat i on Branch lpp 17043 277 


8302220000 Forward* Rev 12 to Certificate of Compliance 6400 for 
Model 6400 

MACDONALD, C E Tran*puT tatlon Branch 83/02/10 NARDI, A •J 
Westlnghouse Electric Corp 3pp 17234 175 


— 0302220090 Certificate of Compliance 6400, Rev 12, for Model 6400 
Approval record encl- 

MAC DONALD, C E Transportation Branch 63/02/10 7pp 17234.170 
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DOCKET 71-6441 MODEL D2G POWER UNIT, ENERGY. DEPT OF 


B302220101 Forward* Rev 2 to Certificate of Compliance 6441 for 
Model D20 

MACDONALD. C E Transportat ion Branch 93/02/10 ENGEL. W P 
Energy. Dept of fp 17234 190 

— 0302220103 Certificate of Compliance 6441., Rev 2, for Model D2G Approval 
retard enc 1 

MACDONALD. C E Transportation Branch 93/02/10 4pp 17234 191 


D0CKE1 71-6950 MODEL 6-GS-l, ENERGY. DEPT OF 


G 3020 4 0008 Notifies that 1 Cl radium beryllium source- mill be shipped 
on or about 030401, using NRC package appro-ved for use toy 
LLL 

PEVEY, L E Commerce, Dept of, National Bureau of Standards 
93/01/19 Office of Nuclear Material Safety & Safeguard*. Director 
lp. 17043 3 06 


DQCKE1 71-6974 MODEL HN-2G0. HJTTMAN NUCLEAR & DEVELOPMENT CORP 


0302290969 Request* registration as user of Models MN-100, Seri e s 5 & 3 
& HN-200 

MlSrF J Rochester Gas 6 Electric Corp 03/02/10 MACDONALD, C E 
Transportation Branch. lp 17322 166 


DOCKET 71-6642 MODEL 4 S TON CF, ENERGY, DEPT OF 


0302100937 Forwards Rev 2 to Certificate of Compliance 6642 for 
Model 4 5-ton Cf 

MACDONALD, C E Transportation Branch 03/02/09 PRICHARD, R P 
Energy, Dept of 2pp 17221 240 


— 8302100539 Certificate of Compliance 6642, Rev 2. for Model 4 3-ton Cf 
Approval record end, 

MACDONALD. C E. Tran sportat i on Branch 03/02/09 4pp 17221 243 


DOCKET 71-6679 MODEL 6679, U 6 ECOLOGY 


9302000437 Forwards Rey 5 to Certificate of Compliance 6679 for 
Model 6679 

MACDONALD, C E Tran* p or ta fc ion Branch 03/01/24 SCOVILLE, J J US 

Ecology, Inc CF-qrmerly Nuclear Engineering) 3p p 17071 111 


— 030200043? Certificate Of Compliance 6679, Rev 5 for Model 6679 
Approval record end 

MACDONALD, C £ Transportation Branch 03/01/24 7pp 17071 114 


DOCKET 71-6697 MODEL; 0E-8S00, GENERAL ELECTRIC CD 


0302040012 Advise* that OH Riddle has replaced HD Richardson as 
radiation safety officer 

RICHARDSON, H Gamma Corp 83/01/14 MACDONALD, C E Transportation 
Branch lp 17043 298 


DPCKEl 71-6698 MODEL; NFS-4, NUCLEAR FUEL SERVICES, INC 


0302040106 Requests approval, ton behalf of Comm Edj of route for planned 
irradiated fuel shipment from BM1 to Zion Proposed route 
described 

DANESE, F L Nuclear Assurance Corp. 62/09/14 Division of 
Safeguards 3pp. 17043 172 


8302000009 Requests approval of proposed route for planned irradiated 
fuel shipment from facility to 9MI 

DANESE, F L Nuclear Assurance Corp. 02/09/14. Division of 
Safeguard* 2pp 17108,013 


8302000004 Notifit* of planned spent fuel shipment from facility to 
BKI per 10CFR73 72. 9chadu 1 * withheld 

DANESE, F L Nuclear Assurance Corp 02/12/01. Region 3. Office 
of Director lp. 17108 016 


8302170304 Re* pond* to 930120 Itr requesting further analysis by NRC 
of dry shipment of spent fuel 6 withdrawal of casks from 
»vc Based on corrections to errors in calculation 6 
a* sumptions* more detailed consi derail on by NRC unwarranted 
ODEOAARDEN, R H Transportation Branch 03/02/03 RE3NIK0FF* M 
Council on Economic Priorities. Ip 17197*007 


DOCKET 71-6717 MODEL 6717-D. GAMMA INDUSTRIES 


D3Q2G4050I Requests registration as user of Gamma Industries Typo I* 
Dverpack Model 6717-D 

0 ADI ALI , J Eastern Testing 4 Inspection, I nt 82/12/31 

MACDONALD, E E Tran*por tat ion Branch lp 17046 297 


B302070015 Requests registration as uset of Model 6717-B 

ROLLINS. M V Southwestern Labaiatorias 03/01/03 MACDONALD, £ E 
Trans p artation Branch lp 17065 349 


8302030042 Requsts registration as user of Models 6717. C-l fc 
SPEC 2-T 

HEAD, T G Monroe X-Ray Co , Inc 83/01/06 MACDONALD, C E 
Transportation Branch lp 17026 342 


0302030048 Requests registration as user of Models 6717, C-l & 
SPEC 2-T 

HEAO.K Y HVH X-Ray Services, Inc 83/01/06 MACDONALD, C E 
Transportation Branch lp 17020 335 


5302040012 Advises that OH Riddle has replaced HD Richardson as 
radiation safety officer 

RICHARDSON, H Gamma Corp 83/01/14 MACDONALD, C E Transportation 
Branch lp 17043 29a 


8302090094 Notification of registration as user of Model 6717-D in 
response to 021210 request 

MACDONAl D, C E Transportation Branch 03/01/21 GGRNES, J W 
Dayton Power K Light Co lp 17119 300 


B30-2030I54 Notification of registration as user of Models 6717-11, 
C-l 4 SPEC 2-T, in response to 830106 lequost 

MACDONALD, C £ Transportation Branch 83/01/26 HEAD, K Y H&H 
X-Ray Services- Inc lp 17023 311 


0302090122 Notification of registration as user of Model 6717-0 in 
response to 021231 request Approved GA program necessary 
for registration under 10CFR71 12(b) W/o end 
MACDONALD, C E Transpor tat ion Branch 03/01/20 BADIALI, J 
Eastern Testing t Inspection, Inc lp I7J19 324 


DOCKET 71-6771 MODEL SN-t, METROPOLITAN EDISON CO 


8302080447 Forwards Rev 4 to Certificate of Compliance 6771 for 
Model SN-! 

MACDONALD, C E Transpor ta 1 1 on Branch 83/01/12 HAHN, R, E GenuraJ 

Public Utilities - CPU Service Corp lp 17107 347 


— 9302080449 Certificate of Compliance 6771, Rev 4 foi Model 8N- 1 
Approval record end 

MACDONALDiC E Transpoi tation Branch 03/01/12 3pp 17107 34b 


DOCKET 71-9001 MODEL rF-300, GENERAL ELECTRIC CO 


8302090113 Notification of registration as user of Model IF-300 in 
response to 021130 request 

MACDONALD, C E Transpor ta 1 1 on Branch 03/01/21 PILANT, J M 
Nebraska Public Power District lp 17119 321 


0302170504 Responds to 030128 ltr requesting further analysis by NRC 
of dry shipment of spent fuel & withdrawal of casks froiti 
svc Based on corrections to errors in calculation & 
as*ump t ions, more detailed cans i derati on by NRC unwarranted 
□DEGAARDEN.R H Transportation Branch 83/02/03 RESNIKOFF t M 
Council on Economic Priorities lp 17197 087 


0302280140 Forward* request for addl info re 021021 application for 
amend to Model IF-300 packaging for shipment of BWR fuel 
assemblies Response within 30 days of date of ltr requested 
advising when addl info will be provided 

MACDONALD, C E. Transportation Branch 83/02/22 DAWSON, D M 
General Electric Co 2pp 17322 204 


DOCKET 7 1-9006 MODEL 300-SU, AUTOMATION INDUSTRIES, INC 


0302090131 Notification of registration as user of Models 650 & 5Q0-8U 
in response to 821203 request 

MACDONALD, C E Transportation Branch 83/01/21 CASH, A Yuba He a t 
Transfer Corp Ip 17121 360 
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DOCKET 71-9007 MODEL 530, AUTOMATION INDUSTRIES, INC 


0302040012 Advise* that DM Riddle has replaced HD Richardson as 
radiation safety officer 

RICHARDSON, H Qamma Corp 83/01/14 MACDONALD, C E Transportation 
Branch Ip 17043 290 


9302280566 Request* registration as user of Model 660 
DOHftMAN, K F Panhandle Eastern Pipeline Co 83/01/26 
MACDONALD, C E Transpor ta t ion Branch lp 17322 J62 


DOCKET 71-9036 MODEL C-l. SOURCE PRODUCTION b EQUIPMENT CO 


DOCKET 71-9010 MODEL NL 1-1/3. NL INDUSTRIES, INC 


saoaovoioa Notification of registration as user of Models NLI-1/2, 
TN-0 i< TN-8L In response to 821221 request 

MACDONALD, C E Transportation Branch B3/0I/21 STEWART, W L 
Virginia Electric it Power Co tp 17119 301 


0302170504 Responds to 930128 1 tr requesting further analysis by NRC 
of dry shipment of spent fuel it withdrawal of casks from 
sve Based on corrections to errors in calculation i, 
aitump tions, more detailed consideration by NRC unwarranted 
□DEOAARDEN, R M Transportation Branch 83/02/03 RESNIKDFF , M 
Council on Economic Priorities Ip 17197 007 


8302030042 Requsts registration as user of Models 6717, C-l 6 
SPEC 2-T 

HEAD, T G Monroe X-Ray Co , Inc 83/01/06 MACDONALD. C E 
Transportation Branch Ip 17026 342 


8302030048 Requests registration as user of Models 6717, C-l t> 
SPEC 2-T 

HEAD, K V HLH X-Ray Services, Inc 83/01/06 MACDONALD. C £ 
Transportation Branch lp 17028 335 


8302040012 Advises that OK Riddle has replaced HD Richardson as 
radiation safety officer 

RICHARDSON, H Gamma Corp B3/01/i4 MACDONALD C E Tr ansp or tat I o?, 

Branch lp 17043 298 


DOCKET 71-9015 MODEL TN-0, -8L, NO USERS 


0302090103 Notification of registration as user of Models NLI-t/2, 
Tff-0 1a TN-8L in response to 021221 request 

MACDONALD, C E Transportat Ion Branch 83/01/21 STEWART, W L 
Virginia Electric 6 Power Cd lp 17119 301 


9302030154 Notification of registration as user of Models 6717-Q, 
C-l 4, SPEC 2-T, in response to 830106 request 

MACDONALD, C E Transportation Branch 03/01/26 HEAD, K Y H&H 
X-Ray Services. Inc lp 17023 311 


DOCKET 71-9039 MODEL 715, TECHNICAL OPERATIONS, INC 


0302040012 Advises that DH Riddle has replaced HD Richardson a* 

DOCKET 71-7021 MODEL 730, TECHNICAL OPERATIONS, INC radiation safety officer 

RICHARDSON , U Gamma Corp 83/01/14 MACDONALD, C E Transp ortati on 

Branch lp 17043 298 

0302040012 Advises that DH Riddle has replaced HD Richardson as 
radiation safety officer 

RICHARDSON, H Gamma Corp 83/01/14 MACDONALD, C E Transp or tat ion 

Branch lp 17043 298 DOCKEl 71-9044 MODEL CE-1600, GENERAL ELECTRIC CO 


DOCKET 71-9027 MODEL 741 «i 741E, TECHNICAL OPERATIONS, INC 


0302040012 Advise* that DH Riddle has replaced HD Richardson as 
radiation safety officer 

RICHARDSON, H Gamma Corp 03/01/14 MACDONALD, C E Transportation 
Branch lp 17043 299 


DOCKET 71-9032 MODEL 630, TECHNICAL OPERATIONS, INC 


9302040012 Advise* that DH Riddle has replaced HD Richardson as 
radiation safety officer 

RICHARDSON, H Gamma Corp 03/01/14 MACDONALD, C E Transportation 
Branch Ip 17043 298 


9302040473 Requests registration a* user of Models 660,630 & B20 

LOMERV.O K Progressive Fabricators, Inc 03/01/14 MACDONALD, C E 
Transportation Branch Ipp 17050 115 


8302030602 Requests registration as user of Model CNSI 1-13 

STEIN, S 5 Advanced Medical Systems, Inc B3/01/21 MACDONALD, C E 
Transportation Branch Ip 17013 340 


8302090136 Notification of registration as user of Models B-2 4, GE-160O 
in response to 821212 request Approved GA program required 
for registration under 10CFR7J 12th) W/o end 

MACDONALD, C E Transp or ta t i on Branch 83/01/25 AYRES, J M AWC, 

Inc lp 17119 362 


B302020132 Forwards request for add! info re 030117 application for 
amend to Model GE-16Q0 packaging Response schedule requested 
within 30 days 

MACDONALD, C E Transportation Branch 83/01/26 CUNNINGHAM. 0 E 
Qeneral Electric Co 2pp 1699S 271 


9302240031 Forwards Rev 11 to Certificate of Compliance 9044 for 
Model GE-I600 

MACDONALD, C E Transportation Branch 83/02/10 CUNNINGHAM, G E 
General Electric Co 3pp I72B8 003 


8302090120 Notification of registration as user of 
response to 821214 request 

MACDONALD, C E Transportation Branch 83/01/21 
Intermountain Testing Co lp 17119 323 


Model 650 in 
FOX, C E 


0302090131 Notification of registration as user of Models 650 & SOO-SU 
In response to 871203 request 

MACDONALD, C E Transportation Branch 03/01/21 CASH, A Yuba Heat 
Transfer Corp Ip 17121 360 


— 8302240035 Certificate of Compliance 9044. Rev 11, for Model GE-1600 
MACDONALD, C E Transportation Branch 83/02/10 5pp 1720B 006 


0302260132 Notification of registration as user of Model GE-1600 in 
response to 830121 request 

MACDONALD, C £ Transportation Branch 03/02/22 STEIN, S 5 
Advanced Medical Systems, Inc lp 17322 203 


DOCKET 71-9053 MODEL 683, TECHNICAL OPERATIONS, INC 


DOCKET 71-9033 MODEL 660 660E, TECHNICAL OPERATIONS, INC 


0302040012 Advises that DH Riddle ha* replaced HD Richardson as 
radiation safety officer 

RICHARDSON, H. Gamma Corp 03/01/14 MACDONALD, C E Transportation 
Branch lp 17043,298 

6302040473 Requests registration as user of Models 660,450 & B20 

LOWERY, 0 K Progressive Fabricators, Inc 03/01/14 MACDONALD, C E 
Transportation Branch lpp 17030 l IS 


8302040401 Responds to 021124 ltr re package registration per 
10CFR7I 12(b) Approved OA program required prior to 
registration, "QA Programs for Industrial Radiography 

MACDONALD, C E Transportation Branch 03/01/21 SMITH, R Kokomo 
Tub* Co lp 17059 349 


0302040012 Advises that DH Riddle has replaced HD Richardson as 
radiation safety officer 

RICHARDSON, H Gamma Corp 03/01/14 MACDONALD, C E Transp orta tion 
Branch lp 17043 298 

DOCKET 71-9056 MODEL SPEC 2-T, SOURCE PRODUCTION 6 EQUIPMENT^CO^ 

8302030042 Requsts registration as user of Models 6717, C-i U 

HEAD. T~l Monro. X-Roi, Co , Inc 83/01/06 MACDONALD. C E 
Transportation Branch lp 17026 342 

0302030048 Requests registration as user of Models 6717, C-l I, 

HEAD, K Y H&H X-Ray Services, Inc 83/01/06 MACDONALD. C E 
Transportation Branch ip 17026 335 
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DOCKETED ITEMS 


S30204CCM2 Advises that DH RlddU has replaced HD Richardson as 
radiation safety officer 

R ICHARDSON, H Gamma Corp 03/01/14 MACDONALD. C E Transportation 
Branch lp 17043 298 


0302030154 Notification of registration as user of 
C-l A SPEC 2-T. in response to 830106 request 
MACDONALD. C E Transportat ion Branch 03/01/26 

X-Ray Services. Inc lp 17023 311 


Hod e 1 s 6717-0. 
HEAD, ft V HltH 


DOCKET 71 *-9127 MODEL 100. 100A, 200. 200A, GAMMA INDUSTRIES 


6302040012 Advises that OH Riddle has replaced HD Richardson as 
radiation safety officer 

RICHARDSON, M Gaftma Corp 83/01/14 MACDONALD, C £ Tramp or frat Ion 
Branch lp 17043 298 


POCKEI 71-9128 MODEL C-0, GAMMA INDUSTRIES 


DOCKET 7 1-9079 MODEL HN-100. SERIES 2 i, 2A< HIT THAN NUCLEAR 

8302200568 Requests registration as user of Models HN-iOO, Sari e s 2 A 3 

K!s!V J Rochester Gas A Electric Cnrp 03/02/10 MACDONALD, C E 
Transportation Branch lp 17322 166 


0302040012 Advises that DH Riddle has replaced HD Richardson as 
radiation safety officer 

RICHARDSON. H Gamma Corp 03/01/14 MACDONALD, C E Transportation 
Branch lp 17043 298 


DOCKET 71-9J32 MODEL T-3, ENERGY DEPT OF 


DOCKET 71-9081 MODEL CNSI 1-13C, CHEM-NUCUTAR SYSTEMS, INC 


0302030117 Requests registration as user of Model CNS-1600 
FIEDLER- P 0 General Public Utilities - GPU Service Corp 
MACDONALD. C E Transportation Branch lp 17023 335. 


02 / 12/22 


B30224Q028 Requests addl info within 30 day* to complete review of 
020019 application requesting amend to Model T-3 packaging 
Info should be submitted in form of revised pages 
MACDONALD. C E Transportat i on Branch 83/02/13 HANSEN, L, J 
Nuclear Packaging, Inc 2pp 17260 361 


0302090147 Notification of registration as user of Model CN9 1-13C in 
response to 021222 request 

MACDONALD. C E Transportation Branch 03/01/25 FIEDLER, P B 

General Public Utilities - CPU Service Corp ip 17119 360 


DOCKET 71-9094 MODEL CNS 14- 195- H, CHEM-NUCLEAR SYSTEMS, INC 


DOCKET 71-9135 MODEL CENTURY 8 & SA, CEN UN IV SI SA. GAMMHA IN0. 


0302040012 Advises that DH Riddle has replaced HD Richardson as 
radiation safety officer 

RICHARDSON, H Gamma Corp 63/01/14 MACDONALD, C E Transp orta t i on 

Branch Jp 17043 298 


8302030604 Requests registration a* user of Model CNS1-14-195H 

PARKYN. J D Dairy land Power Cooperative 03/01/06 MACDONALD, C E 
Transportation Drench Ip 17013 341 

3302280120 Notification of registration as user of Model CJW8-14-195H 
in response to 830106 request 

MACDONALD. C E Transportation Branch 03/02/22 PARKYN< J D 
Dairyland Power Cooperative lp 17314 260 


DOCKET 71-9137 MODEL: 820, TECHNICAL OPERATIONS, INC 


0302040473 Requests registration as user of Models 660,650 & 820. 

LOWERY, G. K progressive Fabr icators, Inc 83/01/14 MACDONALD, C E 
Transpor tetiun Branch lpp 17090 115 


DOCKET 71-9133 MODEL 7B-D-I450, NAVY. DEPT OF 


DOCKET 71-9096 MODEL CNS 21-300. CHEH-NUCLEAft SYSTEMS, INC 


0302090109 Notl f 1 cation of registration as user of Model CN3 21-300 
in response to 821209 request 

MACDONALD. <C E Transpor ta ti on Branch 03/01/21 SMED1RA, C 

Neutron Products, Inc lp 17119 320 


B30 2020061 Advises that 791204 application for approval of Cs-137, 
30-Ci gamma source shipping container will be denied unleft 
schedule for submitting addl info, requested on 800425, 
provided within 20 days 

MACDCNALD, C E Transpor ta t ion Branch 03/01/27 Navy, Dap t. o f. 
lp 16978 349 


DOCKET 71-9107 MODEL 771, TECHNICAL OPERATIONS, INC 


0302070234 Application for renewal of Certificate of Compliance 9107 
f o f Model 771 Type B Package BAR supporting application 
end 

MUNR0,J J Technical Operation*, Inc 82/12/30 MACDONALD, C E 
Transportation Branch Ip 17062 160 


— 0302070207 'SAR Tech/Ops Model 771 Type BIU) Package 

« Technical Operations, Inc 81/04/30 93pp 17062 161, 


0302220094 Forwards Rev 1 to Certificate of Compliance 9107 for 
Model 771 

MACDONALD, C E Transportation Branch 93/02/10 MUNRO, J U 
Technical Operations. Inc 2pp 17234 105 


— 0302220097 Certificate of Compliance 9107, Rev l. for Model 771 
Approval record end 

MACDONALD, C £ Transportation Branch 83/02/10 3p p 17234 187 


DDCKE1 71-9110 MODEL MX- 1 C- 100, MAONAFLUX CORP 


0302040012 Ads i «e* that OH Riddle has replaced HD Richardson as 
radiation safety officer 

R ICHARDSON, H Gamma Corp 63/01/14. MACDONALD, C E Transportation 
Branch lp 17043 298 


DOCKET 71-9126 MODEL 20, 20A. 50, 50A, GAMMA INDUSTRIES 


0302040012 Advises that DH Riddle ha* replaced HD Richardson a* 
radiation safety officer 

RICHARDSON* H Gamma Corp 03/01/14 MACDONALD, C E Transp orfc*t Ion 
“ 1 Ip 17043 298 


DOCKET 71-9139 MODEL 509, GENERAL ELECTRIC CD 


8302200113 Notification of registration as user of Model 589 In 
response to 030124 request 

MACDONALD, C E Transportation Branch 83/02/22 Chem-Nuc lean 
ayitemSf Inc Ip. 17314 271 


DOCKET 71-9148 MODEL 77p, TECHNICAL OPERATIONS, INC 


B302030U9 Requests registration a* user of Model 770 

CUNNINGHAM, 0 E General Electric Co 83/01/06 MACDONALD, C E 
Transportation Branch lp 17028 331 


0302090130 Notification of registration at u*tr of Model 770 in 
response to 930106 request 

MACDONALD, C E Transp or ta t ion Branch 83/01/25 CUNNINGHAM, ©. E 

General Electric Co Ip 17121 361 


6302220100 Advises that Model 770 authorized by Certificate of 
Compliance 9140 meet* requirements for Type B(U) packages, 
per 010324 requeit 

MACDONALD, C E Tran* per ta t ion Branch 83/02/10 RAWL,R R 
Transpor tation. Dept of Ip 17234 I9S 


DOCKET 71-9150 MODEL* PAT-2, ENERGY, DEPT, OF 


0302040437 Comment * on agenda forwarded w/021 130 ltr for 830113 mooting 
in Silver Spring, MD to discuss scape L content of revised 
application re Certificate of Compliance 9150 Agenda is 
satisfactory basis for discussion* 

CAUDLE, R E Energy, Dept of 83/01/12 MACDONALD, C, E 
Transportation Branch 2pp 17046,159 



DOCKETED ITEMS 


-830204G507 Discusses DOE request to delete operational contTOl which 
requires PAT-2 packages to be stowed in aft-most location 
aboard aircraft Meeting held on 521006 in A lhuquer qu e , NM to 
discuss application Resolutions listed 

CHAPPELL# C R Transportation Branch 82/10/15 Transportation 
Branch 0p p 17046 212 


DOCKET 71-9151 MODEL HN-100# SERIES 3, HITTMAN NUCLEAR 6 DEV CDRP 


0302030442 Forward* Rev l to Certificate of Compliance 9191 for 
Models HN-100, Series 3 «# CNS 14-170# Ser ie* III 
MACDO'-'ALD, C E Transpor ta t ion Branch 83/01/12 SILLYMAN# D 
Hittiran Nuclear 6 Development Corp (subs Hittmsn Corp > 2pp 
J 707 1 lOl 


—9302080445 Certificate of Compliance 9151, Rev 1 far Models 
|IN— 1 00# Series 3 & CNS 1 4-170# Senes ill Approval record 
enc 1 

MACDONALD# C E Transportation Branch 83/01/12 4pp 17071 103 


&3Q207O639 Application for amend to Certificate of Compliance 9151# 
modifying Paragraph 8<i> re seal security, 

MALI OR Y i C U Hittman Corp S3/01/13 MACDONALD, C Transportation 

Drench Ip 170S9 355 


0302030606 Requests registration a» user of Model CNS 14-170 Series 3 
DIMM1CK. D Hittiran Nuclear S, Development Corp (sobs Hittman 
Corp > 03/O1/J9 MACDONALD# C E Transp or tation Branch Ip 

17013 342 


8302f>30600 Requests registration as user of Model HN-100 Series 3. 

0 'DONNELL# D tl Yankee Atomic Electric Co 83/01/20 MACDONALD# C E 
Transportation Branch Ip 17013 339 


8302280568 Requests registration as user of Models HN-100# Seri as 2 6 3 
it HN-20O 

MIS#T J Rochester Oas K Electric Corp 83/02/10 MACDONALD, C E 
Transportation Branch Ip 17322 166 


0302280124 Notification of registration as user of Model HN-100# 
Sories 3 in response to 030120 request 

MAC DONALD, C E Transportation Branch 03/02/22 0 'DONNELL# D M 

Yankee Atomic Electric Co Ip 17314 26,3 


8302280127 Notification of registration as user of Model HN-100# 
Series 3 in re*ponse to 830119 request 

MACDONALD, C E Transportation Branch 83/02/22 GIMMICK# D 
Hitt, ran Nuclear & Development Corp (subs Hittman Corp > ip. 
17314. 267 


5302280210 Notification of registration as user of Mode! HN-IOQ , Ser les 
3 in response to 930123 request 

MACDONALD# C E Transportation Branch 83/02/22, STEWART# W L 
Virginia Electric & Power Co lp 17322 167 


DOCKET 71-9156 MODEL IR-5Q# INDUSTRIAL NUCLEAR CO 


9302040012 Advises that DH Riddle has replaced HD Richardson as 
radiation safety officer 

RICHARDSON, H QammaCarp 03/01/14 MACDONALD, C E Transportation 
Branch lp 17043 298, 


D0CKE1 71-9157 MODEL IR-100# INDUSTRIAL NUCLEAR CO 


8302040012 Advises that DH Riddle has replaced HD Richardson as 
radiation safety officer 

RICHARDSON.H Gamma Corp B3/Q1/14 MACDONALD# C £ Transp orta 1 1 c 
Branch lp 17043 295 


DCJCKEI 71-9158 MODEL GPU 90# GENERAL PUBLIC UTILITIES 


0302090151 Advises that 820126 application for approval of Model 
GPU-00 u i 1 1 be denied unless commitment to provide addl info 
received within 50 days 

MACDONALD. C E Transp* r tat i on Branch 03/01/24 RIDIMALOH# J 

Ridihalgh, Eggers S, Associates lp 17132 096 


D0CKE1 71-9167 MODEL 3206B# 3227B it 3218, AMER9HAM CORP 


5302040450 Forwards Rev 1 to "8AR # Keg Design C onta 1 ners # Ty p * B 
Package " Locations of responses to 521029 questions 
indicated 

BADflY, L A Amersham Corp 53/01/17 MACDONALD# C Transportation 
Branch 4pp 17045 001. 


— 830?0#;0454 Rev 1 to. “SARiKeg Design Cental nan# Type 0 Package w 
* Amersham Corp Q3/01/J7 I39pp. 17045:009 


DOCKET 71-9168 MODEL, CNS 5-1 20D, CH EM-NUCLEAR SYSTEMS# INC 


0302220112 Forwards request for info re G2Q930 application for amend fc 
Certificate of Compliance 9160 For Model CNS 8-120B. 

MACDONALD, C E Trans por t at ion Branch. 03/02/10 MARSH# C A 
Cham-Nuc 1 ear Systems# Inc 4pp 17234 196 


DOCKET 71-9055 MODEL ORNL DOT SPEC 6M SPECIAL FORM PACKAGE# ENERGY# 


8302000040 Forward* Certificate of Compliance 9555 & '’3AR for 
Packaging- ORNL DOT Spec 6M - Special Form Package.** 

PRICHARD R P Energy# Dept of 83/01/05. MACDONALD# C, E. 
Transportati on Branch lp 17106 269 


— 8302000053 Certlficata of Compliance 9855# Rev 0# for Modal D0T-6M Typ 
Special Form 

TRAVIS# WH Energy# Dept of 82/09/05. 4p p 17106 270 


— 03-02000050 "SAR for Packaging ORNL DOT Spec AM - Special Form 
Pac kaging. " 

flCHAICH# fl W Oak Ridge National Laboratory. ORNL/TM-0340 
82/07/31 82p p 17106 274 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 

DOCKEf 72-0002 VIRGINIA ELECTRIC 6 POWER CQ, 


B3O2O0OO8O Forward* cover sheets to be Inserted in 821O0B application 
to amend License* DPR-32 k Dpfl-37# rep lacing safeguard* 
contingency plan sections of physical security plan 
STEWART# W L Virginia Electric fc Power Co. C3/Q1/Q3 
CUNNINGHAM, £ E Division of Fuel Cycle fc Material Safety. 3pp, 
17106. 142 24X Fi ch«> 50-280# 83/0 i /03# 03020 BOOBO 




NONDOCKETED ITEMS 


lOCFft COMMISSION MEETING RECORDS 


830 2 0306 1 6 Unofficial transcript of Commission 830187 mooting in 
Washing tom DC r# discussion of Regulatory Reform Task Force 
legislative proposals Pp 1-113 Supporting documentation 
and. 

* Commissioner! 03/01/27 lS8pp 17012 237 


0302030481 Transcript of 030120 public meeting in Wash 1 n g to m DC ret 
Regulatory Reform Task Force legislative proposal* Pp 1-71 
# Commissioners 03/01/20, 73pp 17071 174, 


0302100110 Staff requirement* memo re SEC Y-02-49OA! Commission rsviflu of 
Director's Decision DD-02-12 on emergency planning 
deficiencies Commission approved proposed order noting that 
review unnecessary 

CHILKrB U Office of the Secretary of the Commission M03O127C 
03/02/02. Correspondence t Records Branch Ip 17134 324 


8302140173 Transcript of 030120 public meeting in Wash i ng to m DC r* U 
mill tailings regulations Pp 1-60 Supporting documentation 
one 1 

* Commissioners 03/01/20 73pp 17145 232 


6J021402I3 Staff requirements memo re 030120 briefing on schedule for 
action on U mill tailing* regulation* Commission will review 
mill tailing regulation* within 70 days of issuance of 
proposed ERA stds 

CH1LK* B V Office of the Secretary of the Commission M03O120A 
03/02/07 DIRCKBiW J Office of the Executive Director for 
Operations Ip 17143 334 


0302140013 Transcript of Commission 830200 meeting in Washington* DC re 
reg iona 1 1 tat i on Pp 1-93 Vlewgraph* 6 supporting 
documentation encl, 

e Commissioners. 83/02/00 124pp 17171 252 


9302140404 Suggests closeout of Multi-Plant Action 0-47 re pressurized 
thermal shock to reactor pressure vesse 1*. Ac felon Item 0-72 
should be developed instead 

LAINASiG C Assistant Director for Operating Reactors 03/02/03 
E IBENHUTr D G Division of Licensing 2pp. 17173 172 


— 0302140406 Btaff requirements memo re B2120? discussion/possible vote 
in Wash ingtonr DC on pressurized thermal shock actions, 

CHICK* 9 J Office of the Secretary of the Commission KB21209A 
83/01/03. Office of the Executive Director for Operation* 2pp 
17173- 193 


8302160407 Transcript of 030204 briefing in Nash ington* DC on BEPi 
Phase II result* Pp 1-98 Viewgraph* end 
* Commissioners 83/02/04, 138pp. 17173! 054 


0302220028 Btaff requirements memo informing of Commission 030204 
public meeting in Wash ing ton* DC re SEP Phase 2 results No 
action taken 

CHILK*8. J Office of the Secretary of the Commission 03/02/09. 
Office of the Secretary of the Commission Ip 17233 293 


8302220132 Transcript of Commission 030209 public meeting in 
Wash ington* DC re d Iscussi on/po* sible vote on regulatory 
reform task force - legislative proposal* Pp 1-04 
* Commissioners 83/02/09 86pp 17227; 100. 


--0302320144 Forwards revised analysis of new authority granted to NRC by 
licensing reform bill. Rev clarifies provisions In bill re 
fees t burden of proof for site permit fc design approval 
MALBCH* M 0. Office of the General Counsel 03/02/08, 

FALLAOINO, N J. < GILINSKV.Vi AHEARNE* J Commi isioner* I3pp 
17227 107, 


— 0302220149 Discusses new authority granted to NRC by licensing reform 
bill Unclear whether provisions re fees & burden of proof in 
renewals in Sections 193 !> 194 could be accomplished 
adntni* tra t 1 veiy 

AHEARNE. J Commissioner* B3/O2/O0 Office of the General 

Counsel lp 17227 200 


— 0302220154 Forwards documents necessary fpr next Commi a* i on meeting on 
licensing 1 eg i * 1 a t i on* i nc lud i ng draft fa i 1 1 * comparative draft 
billiltr to Vice-President Du sh* ana ly sis of hill t ItT bo 
omd 

T0WTELLC1TTE, j Regulatory Reform Task Force 83/02/04 
RALLADINOi N J * OlLINSKYiV , AHEARNE* J Commissioner* Bflpp 
17227 201 


B302220461 Transcript of 830210 joint meeting ui/ACRS its Washing ton. DC 
t< severe accident policy Pp 1-70 Supporting documentation 
enc 1 

a Commissioners 83/02/10 0pp 17241 077 


— 0302170132 Forwards marked-up copy of "Proposed Commission Policy 
Statement on Severe Accidents & Related Views on Nuclear 
Reactor Regulation 11 

DIRCKSi W J Office of the Executive Director far Operations 
83/02/07 RALLADINOi N J . 0 1 L i NSKY * V , AHEARNE* J F 
Comniss loners 34pp 17427 302 


— 0302220520 Expresses strong industry support of policy statement an 
severe accidents proposed under SECY-02-TB Program 
represent* interests of industry participant* t« severe 
accidents in regulatory process 

REED. C Commonwealth Edison Co, 93/02/01 PALLADINO. N J 
Cormis-s loners 2pp 17241 199 


8302280052 Transcript of 030217 briefing in Wash ing ton* DC re shift 
manning requirements at nuclear power plants Pp 1-Si 
Viewgraphs encl 

* Commissioners 93/03/17 lOBpp 17319 207 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


0302080080 Summary of ACRS Subcommittee on Reliability L Probabilistic 
Assessment 020002 meeting in Wa *h i n g ton * DC re draft action 
plan for implementation of proposed safety goals U accident 
policy View graph* enti 

* ACR8 - Advisory Committee on Reactor Safeguards 02/00/12 
ACRS - Advisory Committee on Reactor Safeguards 31pp 17106 109 


0302000096 Summary of ACRS Procedures Subcommittee 021103 meeting in 
Washington* DC re scope & content of ACRS reviews it ACRS 
working relationship u/NRC field ofes 

* ACRS - Advisory Committee on Reactor Safeguards 02/11/26 
ACRB - Advisory Committee on Reactor Safeguards 45pp 17106 096 


03O2O9OH7 Summary of ACRS Bute onuni ttee on Human Factors 820907 meeting 
in Wash ing ton* DC re draft version of Integrated human 
factor* program plan 

■* ACRS - Advisory Committee on Reactor Safeguards 02/11/30 
ACR8 - Advisory Committee on Reactor Safeguards 27pp 17105 300 


8303080128 Summary of ACRS Subcommittee on Reactor Operations 020825 
meeting in Washington! DC re NRC enforcement policy* IE 
performance appraisal team L SALP programs* ideas for 
improving operational safety & reg i one 1 1 rat i on effort 
a ACRB - Advisory Committee on Reactor Safeguards 92/11/05 
ACRS - Advisory Committee on Reactor Safeguard* 31pp 17103 305 


0302030131 Summary of ACRS Subcommittee on ATUB 021022 meeting in 
Wash ing toni DC re proposed schedule & plans of ATWS Task 
Force on resolution of ATWS 

a ACRB - Advisory Committee on Reactor Safeguards 02/11/23 
ACRS - Advisory Committee on Reactor Safeguards 2ipp 17103 37V 


411 



412 


NONDOCKETED ITEMS 


a302{J80363 Summary of ACRS Subcommittee on Reactor Operations 820929' 
meeting in Wa s h ing t cm DC re 1 oiu temp overpressurization & 
suppression pool or containment sump water contamination 
adverse effects on cooling pumps 

« ACRS - Advisory Committee on Reactor Safeguards 20IB3 
02/12/13 ACRS - Advisory Committee on Reactor Safeguards 16pp 
17107 123 24X Fiche 30-000,02/12/15.8302000363 


9302080370 Summary of ACRS Metal Components Working Group 020930 
meeting in Washington. DC re t.’RC position on pressurized 
thermal shock 

» ACRS - Advisory Committee on Reactor Safeguards 02/11/23 
ACRS - Advisory Committee on Reactor Safeguards 33pp 17107 166 


0302080414 Summary of ACRS ECCS Subcommittee 021202-03 meeting in 
San Jose.CA re GE development of best estimate model for 
licensing 

CATTCN. 1 ACRS - Advisory Committee on Reactor Safeguards 
02/12/06 BOEHWERT.P ACRS - Advisory Committee on Reactor 
Safeguards lp 17074 3 32 


8302080416 Summary of ACRS Advanced Code Review Group 021214-15 meeting 
In Bethesda.MD re void fractions, flow blockage & clad 
ba 1 looning 

CATION. I ACRS - Advisory Committee on Reactor Safeguards 
03/01/11 BOEHNERT.P ACRS - Advisory Committee on Reactor 
Safeguards 3pp 17074 329 


B3O2O0O444 Delineates proposal for training h union factor engineers for 
safe design & operation of nuclear power plants 
SALVENQV. 0 ACR9 - Advisory Committee on Reactor Safeguards 
02/11/22 FISCHER, 3) ACRS - Advisory Committee on Reactor 
Safeguards 3pp 17107 331 


8302080463 Summary of ACRS Subcommittee on Extreme External Phenomena 
021021-22 meetings in Santa Monica. CA re f 1 ood i ng . severe 
blinds 4* seismic issues associated u/SEP plants 
* ACRS - Advisory Committee on Reactor Safeguards 20183 
83/01/07 ACRS - Advisory Committee an Reactor Safeguards 3Jpp 
17108 039 


0302080467 Comments on ACRS ECCB Subcommittee 021202-03 meeting in 
San Jose.CA General concept proposed by GE for licensing 
based on LOCA-binding energy calculations w/adders very 
a p pea 1 ing 

SCHROCK. V E ACRS - Advisory Committee on Reactor Safeguards 
3CHR0CK. V E California. Univ of. Berkeley 82/12/J7 PLE8SETT. M 
ACRS - Advisory Committee on Reactor Safeguards lp 17072 035 


030-2080469 Comments on ACRS ECCS Subcommittee 621202-03 meeting in 
San Jase.CA r e current evaluation models u*ed to comply 
v/App H, requi raments 

ZUDANS. Z ACRS - Advisory Committee on Reactor Safeguards 
ZUDAN3. Z Franklin Insti tute/Frankl in Research Center 82/12/09 
BOEHNEftT. P A ACRS - Advisory Committee on FeactoT Safeguards 2pp 
17072 032 


S3020B0470 Summary of ACRS ECCS Subcommittee 821202-03 meetings u»/GE 
in San Jose.CA re rev to GE ECCS evaluation model codes 
( SAFER /GESTER > t. to hear presentations on pros id cons of use 
of electrical vs nuclear heater rods for LQCA tests 
a ACRS - Advisory Committee on Reactor Safeguards 020183 
82/12/09 ACRS - Advisory Committee on Reactor Safeguards 2Bpp 
17072 004 


0302080472 Comments on ACRS- ECCS Subcommittee 021202-03 meeting tn 
San Jose.CA Work presented at meeting ' shows high level of 
technical conpotenee 

TIEN,C ACRS - Advisory Committee on Reactor Safeguards. HEN. C 
California. Univ of. Berkeley 82/12/08 B06HNERT. P ACR3 - 
Advisory Committee on Reactor Safeguard*. 2pp 17071 326 


10208047 S Comments on ACRS ECCS Subcommittee 821202-03 meeting GE 
efforts re rtv of App K commendable Major improvements In 
technology should be factored into licensing process it 
safety design 4. procedures 

TKEOFANCKJS. T 0 ACRS - Advisory Committee on Reactor Safeguards 
THEOFANDgs.T 0 Purdue Univ 82/12/07 BOEHNERT, P ACRE - 
Advisory Committee on Reactor Safeguards 2pp 17071 321 


12090007 Recommends ACRS consider L discuss ui/NRC reliability 
malysis to be used in safety evaluation Analysis should be 
omervative & not based on averages 

IPIMSKI, W C ACRS - Advisory Committee on Reactor Safeguards 
FIN6KI.WC Argqnne National Laboratory 83/01/11. MAJOR. R 
:RS - Advisory Committee on Reactor Safeguards lp 17119 100 


‘090009 Criticizes NRC responses to ACRS fir* protection questions 
RS Fire Protection Subcommittee should review issue of 
rifying continued plant compliance u/fir* protection 
quir ements 

PINSKl.W C A-CRS - Advisory Committee on Reactor Safeguards 
PINSM.WC Argonne National Laboratory 62/12/21 BENDER. M 

RS - Advisory Comnittee on Reactor Safeguards 2pp 17119 178 


6302090012 Summary of ACRS Advanced Reactors Subcommittee 821200 
meeting ro status of NRC LMFDR research program for annual 
rapt to Congress on TVS'! - 05 budget 

* ACRS - Advisory Committee on Reactor Safeguards 82/12/10 
ACRS - Advisory Committee on Reactor Safeguards 7pp 17119 16V 


0302090016 Summary of ACRS Class 9 Accidents Subcommittee 020006 
meeting in Wa sh ing ton. DC ro NRC rev to severe accident 
research plan 19ARP ) , iNUREG-0900) «< SARP relation to 
GECV-02-1A 

# ACRS - Advisory Committee on Reactor Safeguards 02/10/00 
ACRS - Advisory Committee on Reactor Safeguards, 10pp 17119 139 


0302090070 Summary of ACRS Subcommittee on AC /DC Power Sys Reliability 
Q2092Q meeting in Washing ton. DC re leview of status of 
improved requirements for dc power sys# station blackout it 
diesel generator b battery testing practices 

+ ACRS - Advisory Committee on Reactor Safeguard* 02/10/29 
ACuS - Advisory Committee on Reactor Safeguards 34pp 17119 256 


8302090079 Summary of ACRS Joint Committees on Safety Philosophy, 
Technology U Criteria it Class 9 Accidents B2090S meeting in 
Wa *h 1 ng ton. DC re severe accidents policy statement. safety 
goals &t implementation 

* ACRS - Advisory Committee on Reactor Safeguards 20103 
02/10/23 ACRS - Advisory Committee on Reactor Safeguards 3pr>* 

17119 291 


8302090312 Transcript of ACRS Subcommittee on Regulatory Policy & 
Procedures B302Q7 meeting in Wa flh i ng t on. DC Pp 1-177 
e ACRS - Advisory Committee on Reactor Safeguards 83/02/07 
179pp 17067 J 05 


8302100222 Transcript of ACRS Subcommittee on Regulatory Policy & 
Procedures &3020B meeting in Wa sh i ng ton. DC Pp 178-255 
Supporting documentation encl 

# ACRS - Advisory Committee on Reactor Safeguard 03/02/00 90pp 
171 13 300 


0302100253 Transcript of ACRS Subcommittee on ECCS 030208 meetinp in 
Wash ing ton, DC Pp 1-242 Supporting documentation encl 
* ACRS - A-dvisory Committee on Reactor Safeguards 03/02/08 
299pp 171 13 OOi 


0302140106 Transcript of ACRS Subcommittee on Reliability 4. PFIA 030209 
meeting in Hash i ng ton. DC Pp 1-139 Support ing doc umentat ion 
enc 1 

« ACRB - Advisory Committee on Reactor Safeguards 83/02/09 
206 p p 17141 223 


0 3021401 78 Summary of ACRS Subcommittee on Extreme External Phenomena 
0208 1 1 neoting oj/NRR b RES in Wash i ng ton. DC re ACRB 
reiorrnendations on evaluation of seismic design margins for 
earthquakes more severe than SS£ 

* ACRS - Advisory Committee on Reactor Safeguards 020103 
02/00/12 ACRS - Advisory Committee on Reactor Safeguards J2pp 

17144 113 


8302150344 Transcript of 274th ACRS general meeting on 030210 
In Wash ing ton . DC Pp 1-123 Supporting d ocume ntat i on encl 
* ACRS - Advisory Committee on Reactor Safeguard* 03/02/10 
1 64pp, 17157 282 


8302160282 Transcript of 274th ACRB general meetinfl on 830211 in 
Wash i ng ton i DC Pp 124-474 Supporting documentation encl 
* ACRS ~ Advisory Committee on Reactor Safeguards 83/02/ J 1 
543pp 17167 341. 


030224021 1 Transcript of ACRS Subcommittees on Claes 9 Accidents & 
Reactor Radiological Effects 930222 meeting In 
Wash i ng tor . DC Pp 1-352 Supporting documentation encl 
* ACRS - Advisory Committee on Reactor Safeguard*, 03/02/22 
530 pp 1 727E3 324. 


COMMISSION NRC COMMISSIONERS 


0302020094 Weekly info rept for ufc ending 030121 

RCHM. T A Office of the Executive Director for □perations 
03/01/27 40 p p 16998 296 


9302020193 Respond* to 021213 Itr re impact of NRC requirement* on U 
milling companies 

KAMMERER. C. Office of Congress ional Affair* 03/01/24 OAR Nr J 

Senate 7pp 16999*235 


--830202019S Requests info re changes it amends to U milling company 
licenses, resulting In excessive costs 

DARN. J Senate 02/12/13 PALLAD INO, N J, Commissioner*. lp 
16999 241 



NONDOCKETED ITEMS 


9302070067 .Responds to 021013 memo re re-exam of U mill tailings 
regulation? Div Of Fuel Cycle & Matl Safety assigned lead 
responsibility for task Marking group appointed to review 
regulations It consider change options 

DIRCKS, W J Office or the Executive Director for Operations 
02/12/20 PALLADINO, N Commissioners 6pp 17065 300 


0302080464 Meekly info rapt for wk ending 030120 

REllMi T A Office of the Executive Director for Operations 
83/02/02 40 pp 17107 302 


9302090178 Responds to 830105 1 tr to Chairman Palladino re operator 
requa 1 if 1 cat i on exams tt nuclear plant drills Importance of 
balancing exams designed to assure operator effectiveness 
against potential Impacts on operators recognised 
DIRCK8, W J Office of the Executive Director for Operations 
03/01/28 DOaCHWlTZiR Senate Spp 17132 090 


— 0302090183 Expresses concerns re stricter operator requalif ic atinn 
exams 4c nuclear plant drills Tougher exam procedures could 
overtax operators which in turn could hurt plant safety in 
final analysis 

BD9CHW1TZ.R Senate 83/01/05 PALLADINO, N J Commissioners 
lp 17132 102 


0302170001 Responds to Questions 5 - 9 in 830114 1 tr re Commission 
authority to issue temporary OLs Projected significant 
licensing delay is iero 

PALI ADINCJ, N J Commissioners 03/02/03 DTTlNGERiRL House of 
R*P 10pp 17234 220 


— 8302170006 Requests info re continued need for temporary Comm 1 as i an 
authority to issue OLs prior to conduct or completion of 
required hearing 

8TTIN0ER,R L House of Rep 03/01/14 PALLADINO, N J 
Commissioners 2pp 17234 220 


0302170303 Meekly info rept for wk ending 030204 

REHM, T- A Office of the Executive Director for Operations 
83/02/ 1 0 50 pp 17193 293 


8302220446 Requests approval to reprogiam portion of FY03 available 
funds to compensate for 1902 pay raises U to increase 
effort* in QA U use of cost benefit analysis Proposed 
program forwarded & also serves as first quarter base rapt 
PALIADINO.N J Commissioners 03/02/03 DEVI LL, T House of Rep , 

Appropriations 7pp 17236 324 


83022204 50 Forwards rept of nondisclosure of safeguards info for 
quarter ending 021231 

PALLADINO* N J Commissioners 03/02/07 O'NETLL.TP House of 
fl«p . Speaker of the Mouse tp 17236 313 


—0302220463 Forwards rept of nondisclosure of safeguards info for 
quarter ending 821231, 

PALLADINO, N J Commissioner* 03/02/07 DUSH, 5 H W, Senatei 
President of the Senate 6pp 17236 314 


0302220466 Forwards NUREG-G090, Vo l 5, Number 3, ’'Rept to Congress on 
AOi,Jul-Sept 1902 ■ 

PAULADrNO.N J Commissioners 03/02/03 O'NEILL, T P House of 
Rap. ■» Speaker of the House lp 17234 307 


— 0302220469 Forwards NVREQ-0090, Vol 5, Number 3* "Rept to Congress on 
AOs.Jul-Sept 1902 - 

PALLADINOi N J Commissioners 03/02/03 BUSH, Q H U Senate, 
President of th* Senate lp 17234 308 


0302220994 Weekly info rept for wk ending 830211 

REHff, T A Office of the Executive Director for Operations 
03/02/17 41 pp 17239 273 


93022300B8 Expresses concern re Raychem-Fiamtral issue & requests 
being informed of Commission actions to resolve matter 
PANETTA.LE House af Rep. 02/11/19 PALLADINO, N Commissioners 
2pp. 17259 320. 


0302240097 Forwards fourteenth joint status rept on emergency 
pTt pa redness fc second quarterly rept for period ending 
821231 

AHEARNE, J F Commissioners OlUFFRlTAr L O Fsderal Emergency 
Management Agency 03/01/29 SIMPSON, A K Senate, Environment & 
Public Works lp 17207 278 


— 8302240065 "NRC/FEHA Joint Quarterly Rept to Congress on Emergency 
Preparddne* s# Oct-Dec 1902,'* discussing efforts to upgrade 

Issues 

e C omul ss i oners * Federal Emergency Management Agency. 

83/01/25 50 pp 17207 279 


0302240233 Forwards response to 821217 list of questions re studies on 
safeguards at licensed nuclear power reactors NUREG-0525, 

— 0703 -0459 end in response to request for s tud l e s > memos 

or repts relevant to seated topic IJ/o one 1 s 

PALLADINO. N J Conmi s s i a ne r s 03/02/07 MARKEY, E J House of 
Rep , Interior & Insular Affairs 25pp 17288 161 


— 030224023? Requests reply to questions re risk to commercial nuclear 
po'^er plant* from deliberate acts of sabotage St ud i e s , memo s 
4 repts on topic also requested 

MARKFf. E J House of Rep , Interior & Insular Affairs 82/12/17 
PALLADINO, N Commissioners 2pp 17200 106 


030224-0367 Trip rept of 030725-29 visit to Korea re technical 
assistance on LWR safety Assignment of full-time technical 
representative in Korea proposed 

OIL TJ<S V Y, V Commissioners 82/10/21 Commissioners 7p p 

1 720? 340 


8302240402 Responds to 921210 Itr expressing concerns re program of 
independent design reviews performed by applicants for QLs 
PALLADINO, N J Commissioners 83/02/08 REYNOLDS, N S Dobevoise 
Liberman 2p p 17233 354 


— 0302240405 Expresses concern w/ i ndep e ndent design verification progT 
(!DYP> reviews performed by applicants for OLs NRC urged to 
refrain from imposing IDVP on QL applicants as if IOVP were 
binding legal requirement 

REYNOLDS, N S DebCMUse ’* Liberman 02/10/10 PALLADINO, N 
Corrnis* tone rs 3pp 172B8 356 


CONTRACT NRC CONTRACTS AND MODIFICATION'S 


8302010001 Notification of contract e xecutl on, Hod 5 to "Fire PTotectic 
Program Review U Evaluation 1 Contractor Qage-Dabcock i« 

Ass oc, Inc 

FIELDS, J Technical Assistance Contracts Branch FIN B-6804 
NRC-03-81-IO3 03/Oi/ll VDLLMER, R H Division of Engineering 
NOLAN, F MC - No Detailed Affiliation Given lp 16999 04 1 


— 0302010002 Hod 5, modifying Article I re scope of work, to "Fir« 
Protection Program Review t Evaluation " 

COHN, 0 Gag e-Dab cock Associates, Inc GUSTAVE, R P Division of 
Contracts FIN 0-6804 NRC-03-81 - 103 33/01/11 2p p 

16993 042 


03-02010005 Notification of contract execution ,J 8ys Analysis 8, Prograr 
Support Bvcs, •“ awarded to SBA t? Logical Technical Svc s Corp 
DOR&EYrM , MIIEB, E B Administrative Contracts Branch FIN 8-8003 
NfiC-33-03-493 02/12/30 BASSETT, H 8 , VINEYARDS U Division 0 f 

Data Automation It Management Information Ip 16993 009 


— 830201000? Contract 'Sys Analysis & Program Support Bvt s i " awarded 
SliA 1 Logical Technical Svcs Corp 

ROGERS, A A Snail Business Administration GREENLEE, C A Logic, 
Technical Service Corp MATTt A, M J Division of Contract* FIN 
B-8803 NRC-33-03-453 02/12/30 2lpp 16995 010 


03020100^3 Notification of contract ex ec uti on, Mod 7 to r 'Card-Entry 
Access Control Sys " Contractor Racal Vik on ie s, £nc 
OIUDENHDRN, A J Administrative Contracts Branch NRC- 1 0-82—399 
03/01/25 SP R INOER, M L Office of Administration FINGER, R NRC 
No Detailed Affiliation Given lp 16990 35? 


— 8302010028 Mod 7, correcting period of performance to 040119, to 
"Card-Entry Access Control Sy s “ 

# Racal Vikonlcs, Tnc HAGAN, T F Division of Contracts 
NRC - 1 0-02—3 99 03/01/25 Ip J 6990 360 


8302010033 Not i ficat ton of contract execution "Model Documentation h 
In-House Training for Unsafcurated Flow Transport 
Modeling," awarded to Uater,Waite i Land, Inc 

EDGEWORTH, P Technical Assistance Contracts Branch FIN B-7361-3 
NRC -02- 83-03 0 83/01/51 DAVIE, J , SIEFKEN, D QPfice of Nuclear 
Material Safety U Safagya rds, Di r ec tor lp 16995 07? 


— 030201003? Contract "Model Documentation h In-House Training for 
(/maturated Flow it Transport Modeling, 1 '' awarded to Water, 

Was** 8? Land, Inc 

* Water, Waste 4 Land, Inc MORTON - , K Division of Contracts 
FIN B-7361-3 NRC -02- B3-030 03/01/21 iSpp 16995 080 


8302010109 Notification of contract e*e cutlon, Mod 3 to "MCLAMS Mod 
Contractor NUB AC, Inc 

FIELDS, J Technical Assistance Contract* Branch NRC-02-B2-034 
03/01/03 DAviSi-J Office of Nuclear Material Safety 6 
Safeguards, D1 rector ME69IN0ER. M NRC - No Detailed Affiliation 
Given lp 16790 104 
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NONDOCKETED ITEMS 


— 33020101 15 Mod 3. changing mailing address for invoice suttmi s* 1 on. to 
"KCLAM3 Mo 6 * 

* MIS AC. Inc H AO AN . T F Division of Contracts WRC-02-82-034 

83/01/03 lp 16990 105 


6302020018 Corrected notification of contract execution 

'"Lab-Stud les Dynamic Response of Prototypical Piling Gijs. 11 
awarded to ANCQ Engl neers , Inc l EPRI 

DAlS&ENfL Technical Assistance Contracts Branch FIN B-8907 
NRC-04-82-025 83/01/21 FOREHAND, U Office of Nuclear Regulatory 

Research, Director CJ'BRIEN*J NRC - No Detailed Affiliation Given 
I p L 6990 357 


8302020020 Corrected notification of contract e xecuti on. Mod 2 to 
"SeM’ftic Investigation of Epicentral Region About &00727 
Sharpsburg. KY Earthquake “ Contractor Univ of KV 
WOU err, S Technical Assistance Contracts Branch FIN B-747 7 
NRC -04-81-183 83/01/27 BATSON, W Office of Nuclear Regulatory 

Research, Director MURPHY, A NRC - No Detailed Affiliation Given 
lp 16998 356 


830 20 SCO 32 Corrected notification of contract exeeut i on, Mod 10 to 
*’Uti If xation of BUR 6 PWR Simulator Activities " Contractor 
TVA 

WOLLETTrS Technical Assistance Contracts Branch NRC-09-76— 337 

03/01/27 8LAHA, J Program Support Branch FOX-E NRC - No 
Detailed Affiliation Given Ip 16998 355 


8302020050 Notification of grant e xecut i on. Mod 2 to "Procen of 
Droplet Disposition in Two Phase 0a3 Liquid Flow Analysis 
of Mechanism 4 Modeling " Grantee Univ of Houston 
MCDERMOTT. D Technical Assistance Contracts Branch FIN 0-1026 
NRC-C* 04-01- 027 03/01/26 BATSON. W Office of Nuclear Regulatory 

Research, Director ZUBER.N NRC - Wo Detailed Affiliation Given 
lp 16798 353 


— 8302020056 Mod 2, provi d irig addl funds, to “Process of Droplet 
Disposition in Two Phase Gas Liquid Flow Analysis of 
Mechanism 6 Modeling 11 

NORRIS, JL Houston, Univ of MORTONLK V Technical Assistance 
Contracts Branch FIN G-I026 NRC-0-04-ai -027 03/01/26 ip 

16998 354 


8302020084 Notification of contract e sec ut Ion, Mod A to ■" Ava 1 la b Hi t y 
of Medical Treatment to Miniiniie Early Fatalities Post- 
Severe Reactor Accidents " Contractor SBA Subcontractor 
Andrulls Research Corp 

FLEENORjC Technical Assistance Contract* Branch NRC-03-82-1 28 
83/01/19 MATTSON, R Division of System* Integration (poet 811009) 
CKU, A NRC - No Detailed Affiliation Given Ip 16998.330 


— 8302020090 Mod 4. incorporating revised indirect rates, to "Availability 
of Medical Treatment to Minimi** Early Fatalities Post- 
Severe Reactor Accidents " 

•» Small Business Administration # Andrvli* Research CoTp 
GUSTAVE, R P Division of Contracts NRC-03-82- 1 28 93/01/19. 

2pf 16993 339 


9302020087 Notification of grant exeeut ton, Mod 1 to "Thermal'Hy draul 1 c 
Transients Behavior of Coolant in Simulated Reactor Loop 11 
Grantee Vniv of MD 

MCDERMOTT. D Technical Assistance Contract* Branch FIN G-I043 
NRC-G-04-B2 013 83/01/28 BATSON. W Office of Nuclear Regulatory 

Research, Director YOUNG, M NRC - No Detailed Affiliation Given 
lp 1699B 336 


— 8302030093 Mod I, providing addl funds, to "Thermal-Hydraulic Transients 
Behavior of Coolant In Simulated Reactor Loop " 

MEDINA. V Maryland. Univ of MORTON,* V Technical A*si stance 
Contracts Branch FIN G-1043 NRC-G-04-92-013 83/01/28 lp 

16998 337 


8302020097 Notification of contract execution “State Legislative 
Reporting Svcs, 11 awarded to Public Affair* Info, Inc 
BAZIN, U P Division of Contracts FIN B-1592 NRC-06-S3-266 

03/01/13 KERR.G M Office of State Programs. Director LANDAU, M, 
NRC - No Detailed Affiliation Given Ip I679G 200 


— 8302030100 Contract "State Legislative Reporting Svcs, " awarded to 
Public Affairs Info, Inc 

ALLENCER.O M Public Affair* Information, Tnc, MATTtA, K J 
Division of Contracts FIN B-J593 to C- 06-83-266 83/01/13 

70pp 16990 201 


8302020118 Notification of contract e xeci/ti on, Mod 4 to "MCLAMS Mod ” 
Contractor UUSAC, Inc 

FIELDS, J Technical Assistance Contracts Branch. NRC- 02-82- 034- 

03/01/11 DAVIS, J Office of Nuclear Material Safety & 

Safeguard*, Director MESSlNGER.M, NSC - No Detailed Affiliation 
Given lp 16990,279 


—0302020123 Mod 4, modifying statement of war k, to '■ MCLAN8 Mod “ 

PEVEN3 TE IN, J E NUSAC, Inc GUSTAVE, R P Division of Contract* 
NRC-02- 82-034 83/01/11 2pp 16998 200 


3302020148 Notification of contract execution "Panel Review of WU/lEQ 
Prior to Pser Review Group Review of Draft Rapt Entitled 
'Radionuclide Release Under LWH Specific Accident 
Conditions, awarded to Univ of VA 

TOW, NS END, R L Administrative Contracts Branch FIND-0905 

NRC-04— 83-010 63/01/25 BASSETT, 0 E Division of Accident 

Evaluation JANKOWSKI, M W NRC - No Detailed Affiliation Given 
lp 16999 262 


— 03020201 5S Contract "Panel Review of NUREO Prior to Peer ReviSW 
Group Review of Draft Rppt Entitled 'Radionue 1 I de Release 
Vnder LWR Specific Accident Conditions, awarded to Univ of 
VA 

REYNOLDS, A 0 Virginia, Univ of REBEL LO, J E Division of 
Contracts FIN 8-0985 NRC-04-B3-0 1 0 03/01/25 4pp 

16999 263 


8302020232 Notification of contract execution "Panel Review of NUREO 
Prior to Peer Review Group Review of Draft Rept Entitled 
'Radionuclide Release Under LUR Specific Accident 
Cond i ti o ns i * 11 awarded to UCLA 

TOWNSEND. B L AdminUtra tive Contrac ts Branch FIN B-0990 
NRC-04-83-O15 83/01/25 BASSETT, 0 E Division of Accident 

Evaluation JANKOWSKI.M W NRC - No Detailed Affiliation Given 
lp 16999 193 


— 0302020236 Contract "Panel Review of NUREO Prior to peer Review 
Group Review of Draft Rept Entitled 'Radionuclide Release 
Under LWR Specific Accident Condition*, awarded to UCLA 
KASTENBERO, W E California, Univ of, Lo * Angeles REBELL 0, J E 

Division of Contract* FIN B-0990 NRC-O4-B3-01 5 03/01/23 

4pp 16999 194 


B302020243 Notification of contract execution "Panel Review of NUREG 
Prior to Peer Review Group Review of Draft Rept Entitled 
'Rad lonuc 1 t de Release Under LWR Specific Accident 
Conditions, *" awarded to NC State Univ 

TOWNSEND, B L Adm i n i a tra t i ve Contracts Branch FIN B-098* 
NRC-04-Q3-009 03/01/53 BASSETT, 0 E Division of Accident 

Evaluation JANKOWSKI, M W NRC - No Defcai led Affiliation Given 
Jp 16999 102 


— 830202024S Contract "Panel Review of NUREG Prior to Peer Review 
Group Review of Draft Rept Entitled 'Ra d i onuc 1 i de Release 
Under LWR Specific Accident Conditions, awarded to NC 
State Univ 

ZUMWALT » L R North Carolina State Univ REBELLO, J E Division of 

Contract* FIN B-8904 toC-04-83-009 83/01/25 4pp 

16999 183 


8302020270 Notification of contract execution "Panel Review of NUREO 
Prior to ,Peer Review Group Review of Draft Rept Entitled 
'Rad ionucl i de Release Under LWR Specific Accident 
Conditions, awarded to S Levy, Inc 

TOWNSEND, 0 L Administrative Contracts Branch FIN B-89B9 
NRC -04-03- 104 83/01/25 BASSETT, 0 E Division of Accident 

Evaluation JANKOWSKI, M W NRC - No Detailed Affiliation Given 
lp 16999 111 


— 0302020273 Contract "Panel Review of NUREG Prior to Peer Review 
Group Review of Draft Rept Entitled 'Radionuc 1 ide Release 
Under LWR Specific Accident Conditions, awarded to 3 Levy, 

Inc 

LEVY, S S Levy. Inc REBELLO, J E Division of Contracts, FIN 

B-0909 NRC-04-83-104 03/01/25 4pp 16999-112 


8302020409 Notification of grant exeeut ion, Mod 3 to "Geological Studies 
of Faults & Terraces of Central & Western KV " Grantee Univ 
of KY Research Foundation 

MCDERMOTT , D Technical Assi*tanee Contracts Branch FIN 0-1020 
NRC-O-O4-0I-O18 83/01/26 BATSON, W Office of Nuclear Regulatory 

Research, Director WASTLER, 3 NRC - No Detailed Affiliation Given 
Ip 16979 343 


—8302020417 Mod 3, providing addl funds, to “Geological Studio of 
Fault* it Terraces of Central & Western KY 

-» Kentucky, Univ of MORTON, K V Technical Assistance Contracts 
Branch FIN G-1O20 NRC-G-04-BI-018 03/01/26 lp 16999,344, 


0302020423 Notification of contract execution. Mod 5 to “Analysis of 
Atmospheric Diffusion Through Application of Lidar 
Technology Contractor: SRI Inti 

WOLLETT . S Technical Assistance Contracts Branch FIN B-6793 

NRC-04-81-211 83/01/20 BATSON, W , KORNASIEWICZ, R Office of 

Nuclear Regulatory Research, Director ip 16999 310 



NONDOCKETED ITEMS 
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— 830202042? Mod 5. exercising option for Phase III. to "Analysis of 
Atmospheric Diffusion Through Application of Lidar 
Technology " 

FLOYD, S SRI International GUSTAVE, R P Division of Contracts 
FIK B-6793 NRC-Q4-81-21 1 83/01/20 2pp 17005 1 26 


8302030 £>19 Notification of contract execution '‘.Licensing Technical 
Assistance" awarded to Science App 1 ication *, Inc 

EDGEWORTH, P Technical Assistance Contracts Branch FIN 0-7337-3 
NRC-02-83-03S 83/01/21 DAVIS, J Office of Nuclear Material 

Safety & Safe guardsr Direc tor LOYSEN, P NRC - No Detailed 
Affiliation Given Ip 17041 059 


9302040460 No f i f i cat j on of contract eiecutiorirdad 1 2 to ’'Study of 
Earthquake Hazards in NY State L Adjacent Areas ,r 
Contractor Columbia Univ 

WCLIETTfS Technical Assistance Contracts Branch FIN 0-7243 
NRC-04-91 -179 83/01/17 BATSON. W Office of Nuclear Regulatory 

Research, Director MURPHY. A NRC - No Detailed Affiliation Given 
lp 17042 340 


— 8302040462 Hod 2, changing principal invei ti ga tor. to "Study of 
Earthquake Hazards in NY State & Adjacent Areas " 

LEU IS, J P Columbia Univ GUSTAVE. R P Division of Contracts 
FIN B-7243 NRC-04-01 - 1 79 83/01/17 lp 17042 341 


— 0302030022 Contract "Licensing Technical Assistance," awarded to 
Science App 1 icati ons, Inc 

FIWOLEY.D E Science Applications, Inc HORTON, K V Division 
Contracts FIN 8-7339-3 NRC-02-B3-O33 03/01/21 33p p 

17041:060 


8302030206 Notification of contract execution * Mod 3 to "Value-Impact 
Analysis of Recommendat ions Concerning Steam Generotar Tube 
Degradat i ons & Rupture Events " Contractor Science 
App 1 icat 1 ons. Inc 

FLYNN, M Technical Assistance Contracts Branch FIN B-8622 
NRC-03-92-131 02/12/21 EISENHUT, D G Division of Licensing 

SILVER, H NRC - No Detailed Af f i liation Oi van ip 17013-351 


0302040464 Notification of contract execution "Multiple Award Task 
Order Contract for AOP Development," awarded to Rehab Group, 

I nc 

MILFQpE Administrative! Contracts Branch FIN B-8166 
NRC -33 -B3-4 32 03/01/28 BASSETT, H Division of Data Automation & 

Management Information HARVES, J NRC - No Detailed Affiliation 
Given Ip 17042 266 


— 830204046B Contract "Multiple Award Task Order Contract for ADP 
Development," awarded to Rehab Group Inc 

GUIDO, R S Rehab Group, Inc MATTIA, H J Division of Contracts 
FIN 11-8166 NRC-33-03-452 83/01 /2B 28pp 17042 267 


— 03020302 1 1 Med 3, initiating addl work, extendi ng period of performance 
to B3030? t< recognizing revised fringe benefit rate, to 
"Va lue-lmpa ct Analysis of Recommendations Concerning Steam 
Generator Tube Degradations & Rupture Events " 

FINDLEY, D E Science Applications, Inc GUSTAVE, R P Division of 
Contracts FIN B-0622 NRC-03-92-131 92/12/21 3pp 

I 7013 352 


B302040127 Notification of contract execution. Mod i to "Audiovisual 
Consultant Svct " Contractor N Hall 

PERLMAN, J Administrative Contracts Branch. FIN B-B1B1 

NRC - 1 7-03-398 03/01/23 CHILK, S J Office of the Secretary of tho 

Commission Ip 17043 165 


— 8302040134 Mad 1, adding FIN Number to accounting data, to "Audiovisual 
Consultant Svcs " 

HALL, M Hall, N SMITH, P A Division of Contracts FIN B-BI0I 

NflC-I 7 - 83-390 03/01/25 lp 17043 166 


0302040159 Notification of contract e xec u ti on , Hod 4 to 
"Multidimensional Effects in LWR Thermal Hydraulics " 

Contractor Rensselaer Polytechnic Inst, 

WOLLETT, 3 Technical Assistance Contracts Branch FIN B-7272 
NRC -04-80-236 83/01/17 BATSON, W Office of Nuclear Regulatory 

Research, Director HSU, Y Y NRC - No Detailed Affiliation Given 
lp 17043 111 


—0302040167 Hod 4, extending contract until 030531, to "Multidimensional 
Effects in LWR Thermal Hydraulics " 

iDGIUDICE , J H Rensselaer Polytechnic Inst, GUSTAVE, R P 
Technical Assistance Contracts Branch FIM 11-7272 03/01/17 

2pp. 17043,112 


0302040393 Notification of contract execution. Mod 7 to "Disease 
Incidence Rates From Occupational Exposure to Hazardous 
Substances " Contractor BMI 

WOLLETT i S Technical Assistance Contracts Branch FIN D-10660 
NFC-01-a0-0i6 83/01/1? FOREHAND, W. Office of Nuclear Regulatory 

Research, Director ROECKLEIN, A NRC - No Detailed Affiliation 
Given £p 17042 310 


— 8302040306 Hod 7, extending completion date until 821230, to "Disease 
Incidence Rates From Occupational Exposure to Hazardous 
Substances n 

LUTZ, F J Batbelle Memorial Institute, Columbus Laboratories 
GUSTAVE, R P Division of Contracts FIN 0-10660 NRC-0I-90-O16 

83/01/19 lp 17042 311 


8302040452 Notification of contract execution , Mod 4 to "Technical 
Assistance to Support IE Personnel in Investigations of 
Incidents " Contractor Parameter, Inc 

WOLLETT, 0 Technical Assistance Contracts Branch FIN 0-1302 
NRC-05- 82-249 03/01/20, BLAHA, J Director's Office. Office of 

Inspection and Enforcement CAUDAN, W NRC - No Detailed Affiliation 
Given lp 17042.346 


— B3Q2Q4045B Mod 4< providing addl funding, to ‘"Technical Assistance to 
Support IE Personnel in Investigations of Incidents " 

LOFY, R A Parameter, Inc GUSTAVE, R P Division of Contract* 
FIN a -1302. NRC -03-02-249 83/01/20 lp 17042 347 


0302040480 Notification of contract e i ecu ti on , Mod 3 to "Implementation 
of Executive Development Program " Contractor Project Assoc, 

I nc 

M CLEAR EN, T Administrative Contracts Branch NRC-IO-79-369 

03/01/31 SPRINGER, M Office of Adm in i s tr a t ion GOLDMAN, P J NRC 
- No Detailed Affiliation Given lp 17045 361 


— 8 30204 040 5 Mod 3, deobliga ting funds to 
Development Program " 

CONVERSANCE M Project Associates 
Contracts NRC-1 D-79-36B 93/01/31 


'Implementation of Executive 

HAGAN, T F Division of 
ip 17045 362 


0302040480 Notification of contract e xecuti on. Mod 9 to "Pub 1 icati on 
Distribution 9vc« " Contractor Computer Data 9ys, Inc 

PAGE- M Administrative Contracts Branch NRC- 10-00-362 EJ3/O1/20 

DORIC, W M Office of Administration SCOTT, S Document Management 
Branch Ip 17059 346 


— 9302040491 Mod 9, extending period of performance to 830207. to 
"Pub i ication Distribution Svcs " 

e Computer Data Systems, Inc SMITH, P A Division of Contracts 
NRC-IO-BO-362 B3/01/2Q 2pp 17059 347 


8302070139 Notification of contract exec utlon r Mod 7 to "Safeguards for 
High Level Wa*te Repositories " Contractor Science 
App 1 i cations, Inc 

StLVlSi R H Technical Assistance Contracts Branch FIN B-6376-9 
NRC-02- 79-033 Q3/01/31 DAVTS. J Office of Nuclear Material 

Safety i. Safa-g uard s , Dtr ectoT GARDES, O NRC - No Detailed 
Affiliation Given lp 17065 356 


— Q302070I51 Mod 7, deob 1 i gating funds, to "Safeguards for High Level 
Waste Repositories " 

MCDONALD. R J Science Applications, Inc GUSTAVE, R P Technical 
Assistance Contracts Branch FIN B-6376-9 NRC -02-7 9- 03 5 

03/01/31 Ip 17065 357 


030207062? Notification of contract execution , Mod 5 to 
"Character! ia fc Ion U Class if icat i on of Geologic Faults & 

Fractures in Appalachian Foldbqlt w Contractor FL State 
Univ 

0ILV18.R M Technical Assistance Contracts Branch FIN B-10530 
NRC - 0 1 - 78-00 4 03/01/27 MINCIQUE, R B Office of Nuclear Regulatori 

Research, Director Q'DaNNELL.E NRC - No Detailed Affiliation 
Given lp 1705? 362 


— 0302070632 Mod 5, deob 1 tga t ing remaining funds, tD "Charac teri z ation f< 
Cl ass i f icat i on o-f Geologic Faults 4. Fractures In Appalachian 
Foldbelt <■ 

JOHNSON, R M Florida State Univ GUSTAVE. R P Division of 
Contracts. FIN B-10538 NRC-OI-7B-004 03/01/27 lp 

1705? 363 


0302070635 Noti f ication of contract e xe cuti on. Mod 6 to "Trench Design 
6 Const Techniques *' Contractor US Army Corps of Engineers, 

US Army Waterways Experiment Station 

FLEENOR.C Technical Assistance Contracts Branch NftC-02-01 -034 
03/01/10 DAVIS, U, Office of Nuclear Material Safety & 

Safeguards. B1 rector PENN1FILL, R NRC - No Detailed Affiliation 
Given lp 17059 336 


— 8302070637 Hod 6, extending period of performance to 0301 15, revi s inq 
billing instructions t incorporating updated NRC Manual 
Chapter 3202, to 'Trench Design & Const Techniques " 

MARCUSGN.W F Army, Dept of, Corps of Engineers NRC-02-81-034 
63/01/10 2pp 17099 397 
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8302080060 Notification of contract execution < hod 1 to ”NRC lasuancfli 
l Indexes " Contractor Data Composition Sv<*. Jnc 

FAGE.M AdM nil trat ive- Contracts Branch NRC- 1 0-82-388 83/01/31 

BESAIV-W J Division of Technical Information & Document Control 
SAVOLAINEN, A NRC - No Detailed Affiliation Given lp I7|06 257 


— 8302000064 Mod i . d ecre a s I ng funding for terminati onr to "NRC Issuances 
$ Indeiei ' 

HALE/; K T Data Corpasition Ssrvic ej, Inc SMITHS A Division nf 
Contract* NRC-I 0-82-3G8 63/01/31 2pj 17106 259 


0302000067 Notification of contract e r ecuti on* Mod 2 to "Study Entitled. 
'Exam of Agreement State Program Contrac tor, Na t 1 
Governors Assoc 

PAGE, tf Adni mstrative Contracts Branch FIND-1667 
NRC-Q6-81-293 03/01/27 K£RR> G W Office of State Programs* 

Director LUBENAU, J NRC - Mo Detailed Affiliation Given lp 
17106 255 


— 0302080070 Mud 2. attending period of performance & final rapt delivery 
date until 630131; to "Study Entitled. 'Exam of Agreement 
state Program J " 

FAftGER. S 0 National Governors ' Association SMITH, P A Division 
of Contracts FJW B-1667 NRC-06-8I-293 03/01/27 lp 

17106 256 


B302080 1 29 Not i f i ca t i on of contract execution "Panel Review of NURE& 
Prior to Peer Review Qtoup AevieU of Draft Rapt Entitled 
'Radionuclide Release Under LWfl Specific Accident 
Conditions.'*" awarded to Rowe Assoc 

TOWNSEND. B L Administrative Contracts Branch FIN EJ-Q960 
NRC-04-83-007 03/01/35 BASSETT, 0 E Division of Accident 

Evaluation JANKOWSKI. M U NRC - Nc Detailed Affiliation Given 
Ip 17103 300 


— 0302000 L 34 Contract “Panel Review of NUREG Prior to Peer Review 
Group Review of Draft Rapt Entitled 'Radionuclide Release 
Under LWR Specific Accident Conditions. awarded to Rowe 
Assoc 

ROWE. D s Raw* Associate* REBELLO, J E Division of Contracts 

FfN 5-8760 NRC-O4-03-OO7 S3/0I/25 4pp 17103 301 


8302000429 Notification of contract execution "1974 L BO Editions qf 
AS ME Boiler 6 Pressure Vessel Codes." awarded to ASME 
HAGlYi H Adr inietr at l ve Contract* Branch NRC-1 0-03-3 13 03/01/25 

RESANi-W Division or Technical Information & Document Control 
DEVINE, R t>flC - Mo Detailed Affiliation Given (p 17074 259 


— 8302080433 Contract 41 1974. 77 L 00 Edition* of A9ME Boiler tt Pressure 
Vessel Codes. 0 awarded to ASHE 

AGUILERA. W F American Society of Mechanical Engineers 
MATTIA.M J Division of Contracts 10-03-3 1 3 03/01/29 

$2pp 17074 260 


0302090024 Notification of contract e i ecution. Mod 2 to "Intrinsic 
Germanium Gamma-Ray Detector '• Contractor Princeton 
Gamma-Tech, Inc 

PERLMAN. V Division of Contracts NRC-28-82-7 1 6 03/01/26 

MuQSCAR.J 0 Division of Emergency Preparedness 6 Operational 
Support KOTTAN.J Region 1, Office of Director lp 17119 152 


— 0302090030- Mod 2 j changing delivery date to 821230 t< decreasing funding, 
to "Intrinsic Germanium Gamma-Key Detector 11 

FISCHBERO, A Princeton Gamma-Tech. Inc MATTIA, M J Division of 
Contracts MRC-28-92-716 63/01/36 lp 17119 153 


9302090263 Notification of contract e x bi uti an ■ Mod 2 to "Geotechnical 
Engineering of Operator Reactor Plant* " Contractor US Army 
Corps of Engineers 

BTLVIS.R M Technical Assistance Contract* Branch FIN 0-6902 
NRC-03'81-121 03/02/04 DENTON. H R Office of Nuclear Reactor 

Regulation. Director LEAR,0 NRC - No Detailed Affiliation Givon 
ip 171 17 342 


— 6302090270 Mod 2. deob 1 1 gating funds, to "Geotechnical Engineering 
Reviews of Operator Reactor Plants n 

KAVANAUGM* P F Army. Dept, of. Corps of Engineers GUSTAVE, R P 
Diviilon of Contract* FJN B-6802 fflC-OG-ai-jai 0 3/02/04 lp, 
17117 343 


0302090500 Notification of contract e xecution, Mod 1 to "Fire 
Protection Program Review L Evaluation " Contractor Schirmer 
Engineering Co-rp 

FIELDS. J A Technical Assistance Contracts Branch 

NRC -03-02-093-02 02/12 / \ 5 V0LLMER , R, H Division of Engineering 

FERGUSON. R NRC - Mo Detailed Affiliation Given lp 17100 337 


9302090504 Mod I. revising address for *ubmi#«ion of invoice* * 
i ncorporatlng revised Manual Chapter 3202. to "Fire 
Protection Program Review & Evaluation 14 

OSMAN. R K Schfrmer Engineering Corp HAGAN. T F Division of 
Contracts NflC -03-82-093 -02 02/12/13 Ip 17100 338 


8302090507 Notification of contract execution. Mod 1 to "Licensing 
As *istanc e/Ta i 1 ings Mgt Program Technical Evaluation 11 
Contractor Simons Li U Assoc. Inc 

FIELDS, J A Technical Assistance Contracts Branch 
NPC—02-79-031 -06 B2/12/03 DAVIS. J Office of Nuclear Material 

Safety L Saf eguerd*. Director QILLEN,0 NRC - No Detailed 
Affiliation Given ip 17100 333 


— 830-2090310 Mod l.revising address far submission of invoice* & 
incorporating revised Manual Chapter 3202. to "Licensing 
Alois tanc e/Tai lings Mgt Program Technical Evaluation " 

SIMONS. D B Simons, Li * Associates, Inc HAGAN, T F Division of 
Contracts NRC-02- 79-031 -06 62/12/03 ip 17109 336 


0302100011 Notification of grant execution, Mod 3 to '‘Structural 
Geology in Vicinity of Shawneetowfl Fault Zone. Southeastern 
IL " Grantee Univ of IL at Champaign 

MCDERMOTT, D Technical Assistance Contracts Branch FIN G-1018 
NRC-0- 04-81-0 16 63/01/28 BATSON, W Office of Nuclear Regulatory 

Research. Director WA8TLER, 3 NRC - No Detailed Affiliation Given 
ip 17135 J 73 


— 9302100013 Mod 3, providing add 1 funds, to "Structural Geology in 
Vicinity of Shauneetown Fault Zone, Southeastern IL " 

0AZZAUI.C B Illinois, U n iv of, Urbana-Champa i gn MORTON. K V 
Technical Assistance Contracts Branch FIN 0-1018 
NRC- G-04—81 -016 03/01/28 ip 17135 174 


8302100017 Notification of contract e x e cuti on , Mod 2 to "Tornado 
Wintfspee-d Document 11 Cantrac tor , Univ of Chicago 
WOLLETT, S Technical Assistance Contracts Branch, FIN 0-0108 
NRC -04-02-0 04 03/01/20 BATSON, U Office of Nuclear Regulatory 

Research. Director ABBEY, R NRC - No Detailed Affiliation Given 
Jp 17135 171 


— 8302100021 Ltr Contract NRC-04-82-004, Mod 2 to "Tornado WInd*peed 
Document," providing incremental funding Accepted by 
DE Sigal on 030120 

GUSTAVE, R P Technical Assistance Contract* Branch FIN JJ-8100 
NRC -04^ 82- 004 83/01/14 SI GAL, D S Chicago, Univ of lp 

17135 172 


0302100026 Notification of contract execution, Mod 2 to "Fuel Cycle 
Project Review " Contractor 8ciencu Appl I ca tions, Inc 
WOLLETT, S Technical Assistance Contracts Branch FIN B-6694 
NRC - 04 -80- 1 78 83/01/24 FOREHAND, W Office of Nuclear Regulatory 

Research, Director, ENG, C NRC - No Detailed Affiliation. Given 
Jp 17135 163 


— 8302100029 Mod 2, extending completion date until 030215 on Task Order 
5, to "Fuel Cycle Project Review " 

BRAINARD.M F Science Ap p 1 1 c a t ions , Inc GUSTAVE, R P Division 

of Contracts FIN B-6694 NRC-04-00-1 70 03/01/24 lp 

17135 166 


0302100033 Notification of contract execution , Mod 9 to "Development of 
Thermal Hydraulic Stability Methods for BWRt 11 Contractor- 
Rensselaer Polytechnic Inst 

SILVI8. R M Technical Assistance Contracts Branch FIN fl-7230, 
NRC-03-70-128, 03/01/28 BATSON, W Office of Nuclear Regulatory 

Research, Director ZUBER, N NRC - No Detailed Affiliation Given 
lp. 17135163 


— 0302100039 Ltr Contract NRC-03-78-1 20, Mod 9, increasing funds to 
‘■'Developmen t of Thermal Hydraulic Stability Methods for 
BUR* " Accepted by JM LoGiudice on 030120 

GUSTAVE, R P Technical Assistance Contract* Branch FIN B-7230 
NRC-02- 70-1 20 82/12/17, SCAMMELL. R E Rensselaer Polytechnic 
Inst lp 17135 164 


0302100033 Notification of contract execution, Mod 2 to "Licensing 
A i » i * tanc e /Ge otechnical l Hydrological Evaluations " 

Contractor He rding-Lauson Assoc 

FIELDS, J A Technical Assistance Contracts Branch 

NRC-02- 00- 033 -03 83/01/04 DAVIS, J Office of Nuclear Material 
Safety t* Saf eguardt , Direc tor GARCIA, P NRC - No Detailed 
Affiliation Given lp 17135 120 


--8302100057 Mod 2r revising address for submission of invoices l< 
incorporating revised Manual Chapter 3202, to "Licensing 
As* is tanc e /Geotechnical S< Hydrological Evaluations " 

BERGMAN, K. H Harding-Lawson Associates. HAGAN, T. F Division of 

Contracts NRC-02-80-033-05 03/01/04 lp I7I35 129 


8302100074 Notification of contract execution, Mod 3 to "Licensing 
As* i * to nce/Q* a technical & Hydrological Evaluation* " 

Contractor: Ba rr Engineering Co 

FIELDS, J A Technical Assistance Contracts Branch 
NRC-D2-80-033-03 03/01/04 DAVIS, J Office of Nuclear Material 

Safety L Saf e guards, Director GARCIA, P NRC - No detailed 

Affiliation Given lp 17135 123 
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—8302100081 Mod 3# revising address For submission of Invoices 1# 
incorporating revised Manual Chapter 3202, to "Licensing 
Ass i stanc e/Geotechnica 1 L Hydrological Evaluations 14 
DICKSON. J D Barr Engineering Co HAGAN# T F Division of 
Contracts. NRC -02- 80- 03 3 -03 83/01/04 lp 17135 124 


82021000?! Notification of contract execution ■ Mod 9 to "Review of 
Tailings Mgt " Contractor CO State Univ 

FIELDS# J A Technical Assistance Contracts Branch NRC-02-8Q-083 
83/01/04 DAVIS# J Office of Nuclear Material Safety & 
Safeguards# Director FLEMING# T NRC - No Detailed Affiliation 
Given lp 17135 065 


—8302100090 Mod 9# revising address for submission of invoice* 8# 
incorporating revised Manual Chapter 3202# to "Review of 
Tailings Mgt M 

DROWN# J F Colorado State Univ HAGAN# T F Division of 
Contracts NRC-02-80-082 83/01/04 lp 17135*066 


0302100106 Notification of contract execution# Mod 3 to "Licensing 
Assistance/Oeotechnical & Hydrological Evaluations, ’’ 

Contractor Tutl Engineering Co 

FIELDS. J, A Technical Assistance Contracts Branch 
NRC -02-80-033 -04 83/01/03 DAVIS# J Office of Nuclear Material 

Safety & Safe guards# DIrec tor GARCtA.P NRC - No Detailed 
Affiliation Given lp 17134 353 


—03021001 14 Mod 3# revising address for submission of Invoices & 

Inc orporati ng revised Manual Chapter 3202# to "Licensing 
Assistance/Oeotechnical & Hydrological Evaluations M 
Chffi 1 8TENSEN r H International Engineering Co HAGAN# T, F Division 

of Contracts NRC-02-B0-033-04 83/01/03 lp 17134,354 


Q302I 00 1 21 Notification of contract execution# Mod 1 to "Development 
of Matl Accounting Data Storage Analysis Gy* " Contractor 
N US AC # Inc, 

FIELDS# J A Technical Assistance Contracts Branch NRC-Q2-82-033 
83/01/04. DAVIS# J Office of Nuclear Material Safety fc 
Safeguards# Director MES8IN0ER# M NRC - No Detal led Af f i 1 la tion 
Given lp 17134 329 


— 0302100128 Mod 1# revising address for submission of Invoices & 
incorporating revised Manual Chapter 3202, to "Development of 
Me 1 1 Accounting Data Storage Analysis Sys H 

a NUSAC# Inc HAGAN# T F Division of Contracts NRC -02-82-033 

03/01/04 lp 17134 326 


8302(00136 Notification of contract execution# Mod S to "Evaluation of 
Matl Accounting Performance at Nuclear Fuel Cycle 
Facilities " Contractor NU8AC# Inc 

FIELDS# J. A Technical Assistance Contracts Branch, NRC-02-0 1-020 
83/01/03 DAVI8# J Office of Nuclear Material Safety «< 

Safeguards# Director MEB8INQER# M NRC - No Detailed Affiliation 
Given lp 17134 285. 


—8302100142: Mod 8# revising address for submission of invoices l< 
Incorporating revised Manual Chapter 3202# to "Evaluation of 
Matl Accounting Performance at Nuclear Fuel Cycle 
Facilities . " 

e NLfSAC# Inc, HAGAN# T. F Division of Contracts NRC -02-8 1-020 
83/01/03 lp 17134*206, 


03O21OO2SO Notification of contract execution# Mod 2 to "Microfiche 
Verification t* Retrofit 14 Contractor Labat-Andere on # Inc, 

PAOE.M Administrative Contracts Branch. NRC-10-02-425 03/02/03 

EEflAW# W 0 Division of Technical Information & Document Control 
BCOCZLAS. J r SCOTT# 0 Document Management Branch (p 17134,110 


— 8302100252 Mod 2# increasing funding#to "Microfiche Verification I# 
Retrofit ** 

a Labat-Anderson# Inc. SMITH# P, A Division of Contracts, 

NRC *‘10-82-4 25 83/02/03 lp 17134 111. 


8302100485 Notification of contract execution# Mod 2 to "Licensing 
Ass is tance/Oeotechnical 4# Hydrological Evaluation " 

Contractor* Converse Ward Davii Dixon# Inc 
FIELDS# J A Technical Assistance Contracts Branch. 
NRC-O2-0O-O33-O7 82/12/21 DAVIS# J. Office of Nuclear Material 

Safety fc 8af eguerds# Director. GARCIA# P. NRC - No Detailed 

Affiliation Given lp 17143:271 


— 830210048? Mod 2#rsviting address for submission of invoices L 
incorporating revised Manual Chapter 3202# to "Licensing 
Aesistance/Geotechnical & Hydrological Evaluation " 

LE8KY8# A 0 Converse# Davis L Associates, HAGAN# T, F. Division of 
Contracts. NRC-02-80-033-07 02/12/21 lp 17143' 272 


8302100499 Notification of contract execution # Mod i to "Licensing 
Ass is tance/Ta i l ing 9 Mgt Program Technical Evaluation " 

Contractor Energy Resources Co# Inc 

FIELDSiJ A Technical Assistance Contracts Branch 

NRC-02-79-031 -07 83/01/04 DAVIS# J Office of Nuclear Material 

Safety L Safeguard i • Direc fcoT GILLEN# D NRC - No Detailed 
Affiliation Given Ip 17143 263 


— 6302100501 Mod 1# revising address for submission of invoices L 
incorporating revised Manual Chapter 3202# to "Licensing 
A»s is tan c e/Ta 1 1 ing s Mgt Program Technical Evaluation " 

GATES# H Energy Resource* Co .Inc HAGAN, T F Division of 
Contract* NRC-02-79-031-07 03/01/04 lp 17143 264 


03O2I5O728 Notification of contract execution # Mod 4 to "Licensing 
Assistance/Ta L 1 ing* Mgt Program Technical Evaluation " 

Contractor Geotechnical Engineers# Inc 

FIELDS, J. Technical Assistance Contracts Branch NRC -02-79- 031-01 

03/01/03 DAVIS, J Office of Nuclear Material Safety L 
Sa feguards# Di rector ROSSDACH# L NRC - No Detailed Affiliation 
Given tp 17160 107 


— 8302150736 Mod 4# revising address for submission of invoices U. 
incorporating revised Manual Chapter 3202# to "Licensing 
Ass i*tan< e/Ta i 1 ings Mgt Program Technical Evaluation." 

CASTRO# 0, Geotechnical Engineers# Inc HAGAN# T F Technical 
Assistance Contract* Branch NRC-02-79-03I-01 83/01/03 lp 

17160 108 


0362150761 Notification of contract execution # Tas k Order 20 to 
"Technical Assistance to Support NRC IE Personnel in 
Investigations of Incidents " Contractor Pa rame ter. Inc. 

WOLLETT. 8 Technical Assistance Contracts Branch FTN 0-1302 
NflC-03-02-249 03/02/07 BLAHA, J Director's Office# Office of 

Inspection and Enforcement LAUDAN# W NRC - No Detailed Affiliation 
Given tp, 17158 233 


03021 60006 Notification of contract s xecutlon # Mod I to "Fire 
Protection Program Review 4 Evaluation " Contractor FPE 
Group 

FIELDS# J A Technical Assistance Contracts Branch 

NRC-03-02-073-03 03/01/04 VOLLMER. R, H Division of Engineering 

FER0U8DN, R NRC - No Detailed Affiliation Given, Ip 17170 356 


— 8302160009 Mod l#r*vising address for submission of Invoices L 
incorporating revised Manual Chapter 3202# to "Fire 
Protection Program Review t Evaluation " 

BERG# K E FPE Group, The HAGAN# T. F Division of Contracts 
NRC -03-62 -093-03 83/01/04 lp 17170 357 


8302 1 60029 Notification of grant exstut ion# Mn d 1 to "Publication of 
B68A " Grantee Se i smo log i ca 1 8oc of America 

MCDERMOTT# D Technical Assistance Contract* Branch FIN 0-1048 
NRC-Q-O4-0B 006 83/02/04 BATSON, w. Office uf Nuclear Regulatory 

Research# Director MGR PHY. A NRC - No Detailed Affiliation QivBn 
Ip. 17170 350 


— 6302160037 Mod (.providing add 1 funds (t extending period of 
performance to 830631# to "Publication of B8BA " 

NEWMAN, S, Se ismo logical Society of America MORTON# K V Division 
of Contracts, FIN 0-1040 NRC-0-04-82-006 83/02/04 lp 

17170 359 


8302160485 Notl f ication of contract execution # Mod 9 to "Support of 
Continuing Activities of US Natl Committee for fto cfc 
Mechanics " Contractor US Bureau of Mines 

FLEENOR# C, Technical Assistance Contracts Branch FTN B-6932-3 
NRC-02‘00-038. 03/01/10 DAVIS# v! Office of Nuclear Material 

Safety & Baf eguards# Direc tor SEAMANS# T NRC - No Detailed 

Affiliation Given, lp 17173 226. 


--830216049J Mod 3# increasing funding for FYB3# to "Support of Continuing 
Activities of UB Natl Committee for Rock Mechanic* " 
a Interior# Dept, of # Bureau of Minas GU9TAVE# R. P. Division of 
Contracts FIN B-6932-3 NRC-02-S0-D3B. 83/01/ 10. lp 

17173.227 


8302160497 No 1 1 f i cation of contract execution # Mod 2 to "Hydrological 
Engineering (Coastal) Case Review 1, " Contractor. US Dept Df 
Army. 

FIELDS# J, A, Division of Contract* NRC-03-B1-1 £0 83/01/04 

VOLLMER# R. H Division of Engineering LEAR# 0. NRC - No Detailed 
Affiliation Given. lp 17176*328 


— B302 160502 Mod 2# revising address for submission of Invoices & 
incorporating revised Manual Chapter 3202# to "Hydrological 
Engineering (Coastal) Caae Review i. H 

BISHOP# T. E Army# Dept, of HAGAN# T. F Division of Contracts 
NRC- 03-8 1 - £ 10 83/01/04. lp 17176 32? 
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0302160507 Notification of contract execution) Mo<j 1 to “Licensing 
An istatic e/Ta i I ing s Hgt Program Technical Evaluation " 

Contractor Weston Designer* Consultants 

FIELDS, J A Technical Assistance Contracts Branch 

NflC-02-79-03 1 -OB 83/01/03 DAVIS, J Office of Nuclear Material 

Safety * Safe guards, Director RGSS0ACM, L NRC - No Detailed 

Affiliation Given lp 17176 321 


— 3302 1 60509 Mod 1, revising address for submission of invoices & 
incorporate ng revised Manual Chapter 3202 ^ fro "Licensing 
Assistance Tailings fig t Program Technical Evaluation " 
THOMPSON, A F Roy F Weston, fne HAGAN, T. F Division of 
Contracts NRC-02-79-031-08 03/01/00 lp 17176 322 


0302170384 Notification of contract e x ecuti on, Mod 9 to "Word 
Processing Svcs " Contractor Automated Correspondence Si/s, 

Ine 

SMITH, P A Division <jf Contract* NRC-10-80-7G2 03/02/07 

SPRINGER, M L Office of Administration JOHANSEN, */ NRC - No 
Detailed Affiliation Given lp 17195293 


— S302170389 Mod 9, increasing funds initially obligated, to "Word 
Processing Svc* “ 

* Automated Correspondence By stems, Inc SMITH, P A Division of 
Contracts NRC-lO-00-702 03/02/07 lp 17199 294 


03Q217O39G Not i fication of contract executi on , Mod 15 to "Stenographic 
Reporting Svc* " Contractor Aldeman Reporting Co, Inc 
PAOErM Administrative Contracts Branch FIN D-131.1 
NRC-17'80-448 03/02/04 CWLK, B J , SULLIVAN, P Office of the 

Secretary of the Commission MCNAMARA, A Atomic Safety and 
Licensing floaTd Panel lp 17195 209 


— 8302170394 Hod 1 5, * x tend ing period of performance to 03O315 8, 
increasing funds, to "Stenograph ic Reporting Svcs " 

SHARP, I W Alrferson Reporting SMITH, P A Division of Contracts 
FIN B-131I NRC- 17-80-440 03/02/04 Ip 17195 290 


03021704.21 Notification of contract execution, ''Radiation Monitoring 
Program Requirements, ° awarded to QA Dept of Natural 
Resources 

MCDERMOTT, D Technical Assistance Contract* Branch, FIN B-8404 
NRC -29-03-625 03/02/09 LOY, T N Region 2, Office of Director 

MONTGOMERY, D M NRC - No Detailed Affiliation Given. lp 
17175 223 


— 0302170424 Contract "Radiation Monitoring Program Requirements, 11 
awarded to GA Dept of Natural Resources 

LEDBETTER, J L Georgia, State of HORTON, K V Division of 
Contracts FIN B-04G4 NRC -2 9-83 “62 5 03/02/09 14pp 

17195 223 


0302170425 Notification of contract execution "Radiation Monitoring 
Program Requt r aments, 41 awarded to State of MA 

MCDERMOTT, D Technical Assistance Contracts Branch FIN B-6350 
NRC-20-03-606 63/02/09 MCOSCAR, J Region i , Office of Director 

CQS7ELL0.F NFtC - No Detailed Affiliation Given lp 17205 194 


— 0302170429 Contract "Radiation Monitoring Program Requlr eman ts, 
awarded to State of HA 

FftECKETTE, A L Mas sachusetts , Commonwealth of, MORTON, K V 
Division of Contract* FIN B-8350 hRC- 20-03 -606 03/02/0? 

I5pp 17203 135 


0302170484 Notification of contract execution '’Radiation Monitoring 
Program Requirements," awarded to State of Aft 

MCDERMOTT, 0 Technical Assistance Contract* Branch FIN D-0500 
NR C-3 1 -03-667 03/02/0? MEYERS, E> M Region 4, Office of Director 

NICHOLAS, J. B NRC - No Detailed Affiliation Given ip 17203 194 


--0302170489 Contract "Radiation Monitoring Program Requirements#” 
awarded to State of AR 

0ALTZMAN, B N Arkansas, State of ME3RT0N, K V Technical 
Assistance Contracts Branch FIN G-8500 WRC-31 -03-667 
03/02/09 10pp. 17203 195 


£302170536 Notification of grant execut ion. Mo d 2 to '"Variance 
Propagation in Fault Tree* “ Grantee MrT. 

MCDERMOTT, » Technical Assistance Contracts Branch FIN 0-1033 
NRC- 0-04- 82-002 03/02/QG BATSON, W Of f I c* p f Nuc 1 ear Reg ulatory 

Research# Director. JOHNSON, J NRC - No Detailed Affiliation Given 
lp 17197 126 


— 8302170540 Mod 2, extending period of performance to 030131, to "Variance 
Propagation In Fault Trees » 

DICKSON. W R Massachusetts Institute of Technology. MOR TON, K V. 
Technical Assistance Contract* Branch FIN 0-1033 
NRC- 0-04-82-002 03/03/00 ip 1719 7 127 


0302170543 Notification of grant execution, Mod 2 to "Natural 
Correction Heat Transfer in Spent Breeder Fuel Shipping 
Conf ig urat i one " Contractor Howard Univ 

MCDERMOTT, D Technical Assistance Contracts Branch FIN G-lQiS 
NRC-G-04-B1-007 03/02/09 BATSON, W Office of Nuclear Regulatory 

Research, Director LARKINS, J NRC - No Detailed Affiliation Given 
tp 17197 135. 


— B302I70549 Mod 2, extending grant period to 030228, to "Natural 
Correction Heat Transfer in Spent Breeder Fuel Shipping 
Configuration! " 

• Howard Univ. HORTON, K V Technical Assistance Contract* 
Branch FIN 0-1015 NRC-G-04-Bi-007 03/02/09 ip 17197 133 


0302170566 Notification of contract execution, Mod 4 to "Geophysical- 
Geological Stydle* of Possible Extensions of New Madrid 
Fault Zone " Contractor Purdue Research Foundation 
WQLLETT, S Technical Assistance Contracts Branch FIN B-8077. 
NftC“04-Sl~ 1 95 03/02/10 DATSON, W Office of Nuclear Regulatory 

Research, Director WASTLER, 8 NRC - No Detailed Affiliation Given 
Ip 17197 £03 


— a30217057i Mod 4, increasing funding for FY03 thru 840929, to 
"Oeopbys i ca l-Oeo 1 og ical Studies of Possible Extensions of 
New Madrid Fault Zone " 

a Purdue Research Foundation GUSTAVE, R P Technical Assistance 
Contracts Branch FIN 0-8077 NRC-04-81 -195 03/02/10 lp, 

J7197 104 


0302100474 Notification of contract execution, Mod 3 to "Performance of 
Engineered Barriers in Geologic Repository " 

Contrac ter ’ Go lder Assoc, Inc 

FIELDS, J A Technical Assistance Contracts Branch NRC-02-B 1-027 
83/01/03 DAVIS# J Office of Nuclear Material Safety fc 
Saf eguards, Di rector P1TT1GLI0,L NRC - No Detailed Affiliation 

Given lp 17221 321 


— 03O21&O478 Mod 3. changing address for submission of invoices & 
Incorporating 020429 revised Manual Chapter 3202, to 
"Performance of Engineered Barriers in Geologic Repository " 

WEST , S J ©older Associates HAGAN, T F Division of Contracts, 
NRC-05-01-027 03/01/03 lp 17221 322 


03021 0030 £ Notification of contract execution "Consultant Bvci of 
R Budnifcz to Review SEP Integrated Plant Safety Assessment 
Repts, 11 awarded to Future Resources Assoc 

FIELDB, J A Technical Assistance Contracts Branch FIN 8-8636 
NRC-03— 83- 0-99 03/02/1 0 ElfiENHUT, D Division of Licensing 

GRIMES, G NRC - No Detailed Affiliation Given Ip 17221 309 


— 0302180319 Contract "Consultant 8vcs of R Budniti to Review 8EP 
Integrated Riant Safety Assessment Repts. *' awarded to 
Future Resources Assoc 

BUDNITZrR J Future Resources Associates, Inc MORTON, K V 

Division of Contracts FIN B-0636 h«C-O3-0 3-099 83/02/10 

llpp 17221,310 


0302100512 Notification of contract e x e c uti on , Mod 1 to "0ub*cri p t ion 
to Energy Daily." Contractor Energy Daily 

PERLMAN, 3 Administrative Contracts Branch, NRC-IO-02-394 
03/02/07 BE0AH, W J Division of Technical Information & Document 
Control CONYNGHAMfM NRC - No Detailed Affiliation Given lp 
17221 265 


— 03021 005 1 3 Mod 1. extending period of contract to 040131, to 
"Sub script! on to Energy Daily " 

THOMAS. B Energy Daily, Inc SMITH, P A Administrative Contracts 
Branch. NRC-10-82-394 83/02/07 2pp 17221-266 


8302 1 8051 5 Notification of contract execution, Mod 2 to "Mierogr ap hie 
Svcs of Source Drawing Documents for Agency " Contractor 
Microtech Ind ustries, Inc 

PERLMAN, J Administrative Contracts Branch NRC-1O-02-36O 
03/01 /2£ DORIS, W. Office of Admini s trati on SCOTT, 8 , SK0CZLA8.J 

Document Management Branch lp 17221 263 


— 0302180516 Mod 2, increasing funding through Mar 1984, to “Micr ographic 
Svcs of Source Drawing Documents for Agency 11 

a Microtech Industries, Inc, SMITH, P A. Administrative Contract! 
Branch NR C^i 0-02-360 03/01/20 lp 17221 264 


8302100523 Notification of contract execution. Mod 7 to "Site 
Suitability Assessments Based on Seepage lx Groundwater 
Conditions Associated W/U Operations. " Contractor* RE 
W£ 1 llama 4< As soc. 

FTELDS , J A Technical Assistance Contracts Branch, NRC-02-81-039 
62/12/15 DAVlSr J Office of Nuclear Material Safety & 

Safeguard *, Di roc tor GARCIA, P NRC - No Detailed Affiliation Given 
lp 17221.256 
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— 83021B0525 Mod 7, revising address for submission of invoice* It 
incorporating revised Manuel Chapter 3202, to "Site 
Suitability Assessments Based on Seepage & Or o undue ter 
Conditions Associated W/U Operations " 

WILLIAMS, R E RE Williams & Assoc iatea, Inc HAGAN, T F Division 

of Contracts NRC-02-01-039 02/12/15 ip £7221 237 


6302220020 Notification of contract execution "Radiation Monitoring 
Program Requirements , " awarded to NC Dept of Human 
Resources 

MCDERMOTT, D Technical Assistance Contracts Branch FIN B-B406 
NRC-29-83-627 03/02/00 LOY, T N Region 2, Office of Director 

MONTGOMERY, D M NRC - No Detailed Affiliation Given Ip 
17227*354 


— B302220025 Contract "Radiation Monitoring Program Requirements,* 1 
awarded to NC Dept of Human Resources 

WILKERSON, I 0 North Carolina, State of MORTON, K V, Division of 
Contracts FIN B-0406 NRC -2 9-83- 627 03/05/00 0pp 

17227 353 


0302220036 Not i ficat ion of contract execution. "Radiation Monitoring 
Program Requirements, " awarded to MO Div of Health 
MCDERMOTT, D, Technical Assistance Contract* Branch FIN B-8434. 
NRC -30 -03-643. 03/02/09 PAPPAS, H Region 3, Office of Director 

OESTMANN, M J, NRC - No Detailed Affiliation Given lp J 7227, 336 


— 0302220042 Contract. "Radiation Monitoring Program Requirement*#" 
awarded to MO Div of Health 

* Missouri, State of MORTON, K V Division of Contracts. FIN 
B-6434 NR C-30-03-643 83/02/09 9pp 17227 337 


8302220066 Not 1 flcat ion of contract execution "Radiation Monitoring 
Program Requirements," awarded to SC Dept of Health it 
Environ Control, 

MCDERMOTT, D Technical Assistance Contracts Branch FIN B-B4Q3 
NRC -29-63-624 83/02/09 LOY, T N. Region 2, Office of Director 

MONTGOMERY, B W NRC - No Detailed Affiliation Given lp 
I72J4 200 


— 0302220074 Contract "Radiation Monitoring Program Requirements, *■ 
awarded to 8C Dept of Health & Environ Control 

DANTZLERiM U South Carolina, State of. MORTON, K V Division of 
Contracts FIN 8-8403 NRC-29-83-624, 93/02/09 19pp. 

17234*201 


0302220440 Notification of contract execution , Mod 8 to "Site 
Suitability Assessments Based on Seepage it Groundwater 
Conditions Associated W/U Recovery Operation* " Contractor 
Wl liiams-Robi nette & As«oc 

FIELD8, J. A Technical Assistance Contracts Branth FIN B-7301-3 
NR C-02-0 1-039 83/01/27 DAVIS, J Of Met of Nuclear Material 

Safety it Safeguards, Dirac tor GARClAiP NRC - No Detailed 
Affiliation Given ip 17236 331 


— 0302220443 Mod 8, correcting accounting it appropriation data for Mod 6 
under FIN B-7301-3 U FIN 0-7383-3, to "Bite Suitability 
Aisessments Based on Seepage it Groundwater Conditions 
Associated W/U Recovery Operations " 

« Will lams-Rob inette U Associates, tnc GUSTAVE, R P Division of 
Contracts FIN B-7301-3 NRC-02-8 1-039, 03/01/27 lp 

17236.332. 


8302220449 Notification of contract execution. Mod 7 to "Qeotechni cal 
Engineering Case Review, 11 Contractor U8 Army Corps of 
Eng lneers. 

FIELDS, J. A Technical Assistance Contract* Branch. NRC-03-79-167. 
03/01/27 VOLLMER, R H Division of Engineering LEAR, 0 NRC - No 
Detailed Affiliation Given, lp 17236.322 


— 0302220433 Mod 7, extending period of performance to 030930 & changing 
estimated completion dates for Subtask* 4 it 5 to 030930, to 
"Oeotechnlcal Engineering Casa Review 11 

CAVANAUGH,? F. Army, Dept of, Corps of Engineers, QUBTAVE, R P- 
Division of Contract* NRC-03-79-167. B3/01 /27 lp 17236.323. 


S3022PQ437 Notification of contract executionrHod 3 to "Analysis of 
Safeguards Need* for Transport of High Level Wa*ta. 11 
Contractor. BMI, 

FIELDS, J A Technical Assistance Contracts Branch NRC-02-8 1-030 
03/01/04. DAVIS, J, Office of Nuclear Material Safety 6 
Safeguards, Director SAWYER, C. NRC - No Detailed Affiliation Given 
ip 17236,320. 


— 8302220459 Mod 3, changing address for submission of invoices V 
incorporating 020429 Manual Chapter 3202, to "Analysis of 
Safeguards Needs for Transport of High Level Waste " 

LlMZiF J Battalia Memorial Institute, Columbui Laboratories. 
HAOAN, T. F, Division of Contracts NRC-02-01-030. 03/01/04. lp 

17236:321 


0302240051 Corrected notification of contract «i«c ufci on, Mod 8 to 
"Development it Implementation of Flow Analysis Sys Based on 
Synthetic Aperture Ultrasonic Imaging Technique " 

Contractor SMRl 

WOLLETT, 6 Technical Assistance Contracts Branch FIN B-5605 
NRC-04-77-145 93/02/17 FOREHAND, W Office of Nuclear Regulatory 

Research, Director MUSCARA.U NRC - No Detailed Affiliation Given 
lp 17269 319 


8302240061 Notification of contract exe c ution. Mod I to "Maint 4, 
Operation of Local Public Document Rooms (LPDRs> m 
Contractor Waterford CT Public Library 

LITTLE, M Administrative Contracts Branch NRC- 10-82-379 
83/02/17 FELTON, J M Division of Rules and Record's SOUDER»J 
NRC - No Detailed Affiliation Given ip 17260 315 


—8302240075 Mod 1, extending period of performance to- 040301 & increasing 
fundi, to "Maint it Operation of Local Public Document Room* 

ILPDfU) '* 

a Waterford, CT REBELLOiJ E Division of Contracts 
NRC-10-82-379 03/02/17 lp 1726B 316 


8302240071 Notification of contract e t e-cution, Mad 7 to "Newspaper 
Clipping Svc u Contractor Press Inte 1 1 igenc e, Tnc 
MCLEAREN, T Administrative Contract* Branch NRC-10-9I-357 
03/02/17 SPRINGER, M Office of Administration CQNYNGHAM, M NRC 
- No Detailed Affiliation Given ip 172AB 313 


— -8302240079 Mod 7, deobliga ting unliquidated balance of funds remaining 
in contract, to "Newspaper Clipping Svc " 

JONES, J M Press Into 1 1 i gen c a, Inc KAGAN, T F Administrative 
Contract* Branch NRC- 10-81-337 03/02/17 lp 17260 314 


8302240007 Notification of contract execution “Employee Grievance," 
awarded to H Fiihgold 

HOYLE, A Administrative Contracts Branch NRC- 10-83-339 B3/02/19 

8 IRC, P E Division of Organiiation and Personnel JACH3QN, J NRC 
- Ho Detailed Affiliation Given lp 17268 306 


— 030224009 1 Contract "Employee Grievance, " awarded to H FishgoJd 
FISHOOLD, H Fishgold, H REBELLO, J E Division of Contracts 
NRC- 10-0 3-33? 03/02/16 6pp 17260 307 


B3022401 10 Notification of contract e x e c gti on , Mod 6 to "Renta 1 / Pure hast* 
Three Data General ECLIP8E C-330 Mini -Compu ters " 

Contractor Centennial By*. Inc 

MCLEAREN, T Administrative Contracts Branch NRC-10-77-I0B 
83/02/17 SPRINGER. K Office of Administration WINN INGHAM, J JJ 

NRC - No Detailed Affiliation Given lp 17260 276 


— 6302240122 Ho d 6, deob 1 i gat ing unliquidated balance of funds remaining 
under contract, to "Renta 1 /Purchase Three Data General 
ECLIPSE C-330 Mini-Computers " 

MEISSNER, W C Centennial Systems, Inc HAGAN, T F Administrative 
Contract* Branch NRC- 10-77- 1 08 B3/02/17 Ip 17268 277 


83022401 76 Notification of contract execution. "Radiation Monitoring 
Program Requ 1 rements, " awarded to State of NH 

MCDERMOTT, D Technical Assistance Contract* Branch FIN B-B364 
NRC-20-83-611 03/02/14 MC03CAR.J Region I, Office of Director 

COSTELLO, F NRC - No Detailed Affiliation Given lp 17200 250 


— 0302240183 Contract "Radiation Monitoring Program Requirements," 
awarded to State of NH 

WALLACE, W T, New Hampshire, State of MORTON, K V Division of 
Contracts FIN B-0364 NFIC-20-83-61 1 ©3/02/14 lOpp 

17283 259 


8302240234 Notification of contract execution , Mod 5 to "Environ 
Monitoring Program W/Stata of NJ * Contractor State of NJ 
UOLLETTiS Research Contracts Branch. FIN B-510B NRC- 03-0 0-270 
03/02/10. COBB, L. I Director's Office, Office of Inspection and 
Enf orcement COHENrL K NRC - No Detailed Affiliation Given lp. 
1 7280 004. 


— 0302240240 Mod 5, decreasing funding, to "Environ Monitoring Program 
U/State of NJ 

FISHER, E J New Jersey, State of GU3TAUE, R P Division of 
Contract* FIN B-S1CB NRC-0 5-80- 270 03/02/10 lp 1728B 002 


8302240269 Notification a-f contract execution. "Radiation Monitoring 
Program Requirements," awarded to State of DE 

MCDERMOTT, D Technical Assistance Contracts Branch FIN D-0352 
NRC-23-fl 3 -602 83/02/14 MCOSCAR. J Region 1, Office of Director 

COSTELLO, F MRC - No Detailed Affiliation Given lp 17288,078. 


— 9302240273 Contract "Radiation Monitloring Program Requirement*, " 
awarded to State of DE 

WILSON, J E Delaware, State of MORTON, K V Division of 
Contract* FIN 0-8332. NRC-20-83-602 83/08/14 I2pp 

17208.079 
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B20224039I Notification of contract a i ecotl on* Mod 4 to "Performance of 
Engineered Barrier* in Geologic Repository 41 Contractor 
Bolder Assoc la tes, Inc 

FIELDS, J A Technical Assistance Contracts Branch FIN D-6996-3 
NRC-02-81-027 B3/G1/3I DAVIS. J Office of Nuclear Material 

Safety 4, Safegua rd*. Director PITTJGL30, L NRC - Mo Detailed 
Affiliation Given lp 17289 282 


•03Q224O395 Mod 4. increasing funding it scope of world to "Performance of 
Engineered Barriers in Geologic Repository ■*’ 

PENT Z i D L Golder Associates GUSTAVE. R P Division of 
Contracts FIN B-6706-3 NRC-02-SI-027 03/01/31 4pp 
17209 333 


9302250074 Notification of grant execution '’Conference Entitled 
'Anti cipated & Abnormal Plant Transients in LWR*. 
awarded to ANS 

MCDERMOTT. D Technical Assistance Contracts Branch FIN G-1Q45 
NRC-0-04-B3 001 03/02/14 BATSON, W Office of Nuclear Regulatory 

Research, Director SULLIVAN. L NRC - Mo Detailed Affiliation 
Given lp 17302 340 


—3302250079 Grant "Conference Entitled 'Anticipated & Abnormal Plant 
Transients in LWRs, *“ awarded to ANS 

MAJl/KDAR.D American Nuc lear Society MORTON. K V Division of 
Contract* FIN 0-1049 NR C- 0-04-03-001 B3/02/I4 2pp 

17302 341 


0302280242 Notification of contract ex e c uti on , Mod 2 to "A0F Sys 
Support f ‘ Contractor SBA/Technassocia tea. Inc 

0 ILDENHEJRN, A j Admin i *tra tl ve Contracts Branch NRC-25-B2-3 1 3 
03/02/01 BARRY. L Office of Resource Management, Director 
GELLMAN.C NRC - No Detailed Affiliation Given Ip 17322 203 


— 03 02200252 Mod 2, adding new labor category It changing fee withholding 
provisions to "AQP Sys Support " 

DENNIS TON. S F Sdia 1 1 Business Admin i stra ti on OFF0RD, Jt 
Techna s soc iatos, Inc HAGAN. T F Administrative Contract* Branch 
NRC-2S-S2-315 03/02/01 4pp 17322 209 


FQIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


0302010049 FOIA request far Special Review Panel rept tc any other matls 
pertaining to NRC procedures for dealing u/diff ering prof 
opinions 

GRAHAM, J W Northwestern Univ 82/JI/03 Division of Rules and 

Record* lp 14.970 001 


9302010034 Partial response to FOIA request for Special Review Panel 
rept rt NRC procedures for differing prof opinions Similar 
requests under FOlA-79-473 4 FOIA-79-531 available In PDR 
Forwards documents re NflC Manual Chapter 4125 

FELTON, J M Division of Rule* and Records B2/12/0A GRAHAM, xf U 
Northwestern Univ. Ip 16990 002 


-'-B302010057 Summary of 820910 meeting w/Spec la 1 Review Panel to review 
functioning of agency procedures for resolution of differing 
prof op inions 

SJNQER.fc Affiliation Unknown B2/09/22 Affiliation Unknown 

2pp 16990 003 


— 8302010061 Forwards marked-up Manual Chapter 4123 describing NflC policy 
it procedures for resolution of differing prof opinions 
Policy assures that all employees have opportunity to 
express differing prof opinions 

DIRCKS/M J Office of the Executive Director for Operations 
80/10/03 NRG - No Detailed Affiliation Given I9pp. 

16990 003 


0302010065 Add! responie to FOIA request for all documents considered 
by Commission in promulgating final rule on environ 
quail ri cation & 5ECY-B2-207, Forward* documents listed in 
App A App 8 documents withheld fraf FOIA Exemption 51 
FELTON, J M Dlvliion of Rules and Records 02/12/06 CURRAN. D 

Harmon It Weiss Spp 16990 023 


— 31 12100049 SECY-01-6O3B 

Recommends Commission approval for publication of notice of 
proposed rulemeking, "Environ dual i f lcati on of Electric 
Equipment for Nuclear Power Plants. " 

0IRCK8.W J Office of the Executive Director for Operations, 
e 1/11/ 14 1 5pp 16990 030 


environ qualification of 
’sty Area* of cold 
tabus 4< 


— 8211 150056 Requests concise p lant-by-p iant status rept on environ 
qual if ication of electrical equipment for full compliance 
w/Conmiss ion Order CL1-R0-21, Table form preferred 
GILINSKY.V Commissioners CLI-BO-21 82/10/19 DJRCKS. W J 
Office of the Executive Director for Operations Ip 1 6990' 064 


— B302010071 Advises of amend to Item d of staff requirement* memo re 
equipment qual if ication of electrical equipment 

CH ILK. S J Office of the Secretary of the Commission 81/11/24 
Office of the Secretary of the Commission, lp 16990 047, 


— 03O2O1OOG2 Discusses history 6 lack of clarity in requirements for 
environ qua 1 if Ication of electrical equipment Rulemaking 
should be canceled until staff reviews existing programs 
ABBOTT, E Commissioner* rEB-79-OlB 02/09/29 GARNER. D . 

LI AW, 9 D . ZECH, 0 NRC - No Detailed Affiliation Given 7pj> 
16990 057 


B3D2O2O330 Final response to FOIA request for documents re BEP For-wards 
8ECV-77-545 Document available in P0R 

FELTON, J M Division of Rules and Records 82/12/27 GALLO, J 
I sham, Lincoln it Beale lp 16999 152 


—0302020339 SECY-77-545 

Weekly info rept for wk ending 771014 

REI IM. T A Office of the Executive Director for Operation* 
77/10/18 25pp 1699? 153 


0210130458 PNL-4475 

"Recommended Program for Development of Maint Guideline* for 
Nuclear Pcuer Plant* " 

B AD AL AMEN TE, R , ASHTON, W B , CHPCKIE, A D Battel 1« Memorial 
Institute, Pacific Northwest Laboratory FIN B-2360 PNL-4475 

82/09/30 NRC - No Detailed Affiliation Given 223pp 16976.029 


— B21220O528 "NRC Integrated Human Factors Program Plan " 

# Division of Human Factors Safety 02/ 1 1/30 64pp 16996 251 


0302020392 Addl response to FOIA request for SECY-73-588, 5B0A, 500B , 
SECY-R-74-64, SECY-0 1-600A fc SECY-01-622A Forwards 
SECY“R-74-64 8, SECY-79-580 * 500B SECY-81-622A withheld 
(ref FOIA Exemption 5) 

FELTON, J M Division of Rules and Records 02/12/03 CONNOR, L 
Doc-Search Associates Spp 17011 176 


—8302020393 EECY-R-74-064 

Recommends approval of publication of notice in FR 
requesting comments on five alternative approaches to 
proprietary info in Commission licensing proceeding* 

MUN T ZING, L M Atomic Energy Commission 73/11/01 26pp 
1 70 J 1 177 


— 0302020388 SECY-73-588B 

Recommend* final rule changing Commission regulation* in 
10CFR2 770 re eva luat ion, protec tion it diaclosure of 
proprietary info 

6HAPAR, H K Office of the Executive Legal Director 76/02/16 
89pp 17011 205 


—B 30202039 1 SEC Y-73-508 

Recommend* final rule changing Commission regulation* in 
10CFR2 770 re eva luat i on. prot ec ti on & disclosure of 
proprietary info 

SHAPAR.H K Office of the Executive Legal Director 75/10/08 
U4pp 17011 294 


0302020390 FOIA request for documents pertaining to infiltration it 
surveillance of US nuclear weapons freer# movement by 20 
listed groups. 

dLEBH.fi Affiliation Unknown 82/10/20 Division of Rule* and 
Records Spp 17007,008 


G 302020392 Responds to FOIA request for documents pertaining to 
infiltration 8c surveillance of OS nuclear weapons freeze 
movement by 20 listed groups No document* located 
FELTON. J M Division of Rules and Records 02/12/02 0LE8H. 8 
Affiliation Unknown Ip 17009, 090 


8302020396 FOIA request for two categories of records which have been 
or wilt be provided per 8 Bepar FOIA Request 82-569 
MCMO0KAY.C H Kirkpatrick. Lockhart, Hill, Christopher St Phillip*. 
82/12/29 FELTON, J M. Division of Rule* and Records. 2pp 
17009 005 


8302020401 Responds to FOIA request for two categories of record* per 
a Seper FOIA Request 82-569, Re 1 event records filed in 
FOTA Folder Ba-A-19C (02-3001 in PDR 

FELTON, J M. Division of Rules and Records 02/12/30 MCMURRAY, C M. 

Kirkpatrick, Lockhart, Hill, Christopher & Phillips, lp. 

17009 087 


»r for Operation* 
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0302020406 Responds to appeal re denial of FOIA request for documents 
pertaining to environ qualification of electrical equipment. 

Appeal denied WM Shields 020303 memo withheld (ref FOIA 
Eremption 91 

CHILKj S J Office of the Secretary of the Commission 02/12/OB 
CURRAN, 0 Harmon b Weiss 2pp 17000 197 


0302020499 FOIA request for seven categories of doc umenti. Documents 
needed to prepare proposed questions on NRC 821014 direct 
testimony b DOC 821013 testimony for Commission by 921109 
WEISS* C R. Natural Resources Defense Council 82/10/22 FELTON* J 
Division of Rules and Records 2pp 17008 330 


8302020461 partial response to FOIA request for seven categories of 
documents Rei eatib i i ity of documents under review 

FELTGM* J, M Division of Rules and Records 82/12/02 WEI3B,ER 
Harmon & Weiss 2pp 17008' 332 


9302020477 Partial response to FOIA request for SAND 81-1949 
(NlTREO/CR-2239 ) * SAND 82-1110 (NUREG/CR-2723 ) * NUREG-0773 b 
NURE0/CR-23Z6 It all document* re CRAC Code Forwards draft 
NURE0-O773 NUREQ/CR-2239 available in PDA 

FELTON. J H Division of Rules and Records 82/12/02, ELLIOTT* C W 
Thomas & Hair lp 17008 334 


—0302020403 NURE0-O773 DRFT 

REACTOR ACCIDENT SOURCE TERMS, DESIGN AND SITING 
PERSPECTIVES 

* NRC - No Detailed Affiliation Given 02/03/31 107pp 

17008' 336 


8302040002 IE Insp Rept 30-1 1671 /Bl-Ol on 811103-04 No none omp 1 lance 
noted Major areas inspected licensee actions re possession* 
d 1 sposa 1 * operating b handling procedures assuring safe 
operation of radiography equipment* per IE Bulletin 80-22 
CM9B0UB* 0 R, * SRENIAW8KI* D J Region 3, Chicago. Office of the 
Director (81/03/011 IEB-00-22 81/11/10 22p p 17045 199 


— 0302040091 Forwards IE Insp Rept 30-06182/01-01 on 81U03-04 of 
activities under License 37-08042-01 No n one omp Uance noted 
Statistical data b draft Itr to licensee end 

HIEDEMANiD Katerals Radiation Protection Section 1 01/12/02 

KlNNEHANr J Materials Radiological Protection Section. 5pp 
17049 177. 


—0302040095 IE Insp R*pt 30-06182/81-01 on 811103-04. No none omp 1 ianca 
noted Major areas Inspected licensee aud i ts* tr a in i ng* 
radiation protection procedures* equipment b facilities* 
shipping incidents b inventory of byproduct matl 

GIBBONS* D R * WIEDEMAN* D 0 Materals Radiation Protection Section 
1 01/11/30 24pp 17045,182 


— 0303040162 IE Insp Rept 30-04041/81-01 on 011102-04 None omp 1 i anc e 
noted:: failure to uti 1 i i e/possess Automation Induetries Model 
200-920-008 pigtail/drive cable assemblies or similar quid 
disconnect type assemblies per IE Bulletin 00-22. 

GIBBONS* D R, , WIEDEMAN* D 0. Region 3* Chicago. Office of the 
Director (81/03/01). IEB-B0-22 91/12/18 23pp 17043,248 


8302040104 FOIA request that SECY-Q2-326 b SECY-0Z-313 be made 
available in PDR, 

DOVE* K. L, Dove, K. L 82/11/30 FELTON* J Division of Rules end 
Record*. lp. 17061 'OBI, 


B30204010B Add! response to FOIA request for 8ECY-82-326 b 
SEOY-92-313 Forwards SECY-82-326. Document also available in 
PDR 

FELTON. J M Division of Rules and Records 02/12/27 DQVEiK.L 
Dove, K. L lp 17061 082, 


— 02070 10085 SECY- 02-326 

Requests approval of proposed rulemak ing* policy statement b 
draft FR notice re backfitting 

TOURTELLOTTE. J Regulatory Reform Task Force 82/08/02. 20pp. 

17061,083. 


8302040114 FOIA request for four categories of records b info re 
contempt of court order or decree to which NRC is party. 

AMBASH* J. W, Foley, Hoag b Eliot 02/12/10 FELTON* J M. Division 
of Rule* and Records. 2pp 17043*335, 


8302040110 Responds to FOIA request for four categories of records b 
Info re contempt of court order or decree to which NRC is 
party NRC hag no records subj to request, InfD confirms 
021220 telcon w/L Robinson 

FELTON » V, M, Division of Rules and Records 02/12/29 GOLDSTEIN* R 
Foley, Hoag b Eliot* lp. 17043:337, 


8302040146 Submits comments on 771019 memo re policy concerning use 
of cameras during licensing hearings Counsel would be 
discomforted by artificial lights & witnesses might tailor 
presentations 

YGRE* J R Atomic Safety and Licensing Board Panel 77/10/25 
FOUCHARD, J J Office of Public Affairs lp 17043 341 


— 0302040169 Forward* rev to proposed draft policy statement re camera 
coverage* incorporating comments on 771212 draft statement 
Presence of representative from Ofc of Public Affairs 
during coverage recommended 

YORE* J R Atomic Safety and Licensing Board Panel 77/12/13 
FOUCHARD* J J. Office of Public Affairs ROSENTHAL, A Atomic 
Safety and Licensing Board Panel NELSON* J Office of the General 
Counsel 2pf> 17043 346 


— 8302040173 Concurs u/UR Yore 771025 memo requesting that personal viewi 
be foruierded u/»ubmit ta l to Commission re policy concerning 
camera coverage of ad judicatory hearings 

ROSENTHAL, A S Atomic Safety and Licensing Board Panel 77/10/26 
FCUCHARD, J.J Office of Public Affairs Ip 17043 340 


8302040467 Final respom* to FOIA request for SEC Y-02-39A, SECY-98- 197. 
SEC Y-82-197A b SECY-82-197B 0ECY-&2-197 withheld (ref FOIA 
Exemption 5> 

FELTON. J M Division of Rules and Records B2/I2/27 GRABER.L 
Affiliation Unknown lp 17042.264 


8302040470 FOIA request far documents re valve b basket problems on 
IF-300 casks b basket on two rail cask* owned by Nuclear 
Assurance Cor p 

MILLAR* F Environments l Policy Institute 02/12/10 Division of 
Rules and Records lp 17042 244 


8302040478 Responds to FOIA request for documents re IF-300 cask valve 
b basket problems b basket on two rail casks owned by 
Nuclear Assurance Corp Forwards Documents 2 c b 2 f of app. 

Other document* listed available in PDR 

FELTON* J M Division of Rule* end Records 82/12/27 MILLAR, F 
Envi ronmental Policy Institute 2pp 17042*249 


— 83020404 B2 "Presentation to NRC on IF-300 BWR Fuel Basket Problem » 
a General Electric Co 82/10/07 6pp 17042 247 


— 83020404B3 "Discussion Question* on 02102! Application GE Model IF-300 
Pactag ing. " 

■* NRC - No Detailed Affiliation Given 82/12/28 2pp 
17042 293 


9302040492 FOIA request for statement of work under Contract 
NRC -04-83-001 

STAGER* W A Coniad Research Corp NRC-04-83-001 03/01/04 

Division of Contracts lp 17042 250. 


0302040496 Responds to FOIA request for statement of work under 
Contract NRC-04-S3-001 awarded to Masima Corp W/o end 
statement of work, 

FELTON, JM Division of Rules and Records NRC-04-83-001 
83/01/12 STECEfLW A Consad Research Corp lp 17042 257 


0302040932 FOIA request for info re specific license issued to AccuRay 
to supply general license holders w/Model 510 nucleonic 
thickness gauge 

STEPHAN* M B Consolidated Aluminum Corp 02/12/17 FELTON* J M 
Division of Rules and Records lp, 17042 235 


0302040552 Respond* to FOIA request for info re specific license 
issued to AccuRay to supply general license holders w/Model 
310 nucleonic thickness* gauge No documents available subj 
to request 

FELTON, J.M Division of Rules and! Records 03/01/13 BHAW, A 
Consolidated Aluminum Corp. lp. 17042*236 


9302070001 FOIA request for specific category of mailing labels for 
mailing complimentary copies of Nuclear Plant Safety 
Mega 1 ine 

AGNIHOTRliN K Equipment Qualification Engineering Services* Inc. 
83/01/14. FELTON* J.M, Division of Rule* and Records. 2pp. 

1 7062 346 


0308070002 FOIA request for specific category of mailing labels 
AGNIHOTRliN K Equipment Qualification Engineering Services, Inc 
83/01/17 FELTON* J M, Division of Rule* and Records. lp 
17062 349 


B3020/0003 Res f onds to FOIA request for several categories of labels. 
Labels TC,AP b IC do not erist. W/o encl 
FELTON, J M Division of Rules and Records 93/01/27 
AONTHOTRLN K Equipment Oual i fleet Ion Engineering Services* Inc 
lp 17062 34 9 
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8302070003 Addl response to FOIA request for Special Review Panel rept 
& matl re procedures for dealing w/d i f f er i n g prof opinions 
No documents available subj to request 

FELTON, J M Division of Rules an d Records 83/01/13 GRAHAM, J W 
Northwestern Univ Ip 17062 344 


0302070006 FOIA request for SEC Y-02-2O7D, SECY -62-203 & SECY-82-203A 
PEDRO, J NUS Corp CD-LtS-8803 02/12721 Division of Rules and 

Records ip 17062 342 


0302070009 Respond* to FOIA request for EECY-B2-203, SECY-82-203A tc 
SEC Y-B2- 2070 Documents available in PDR 

FELTON, J M Division of Rules and Record's 93/01/13 PEDRO, J NUB 
Corp Ip 17062 343 


6302070010 FOIA request for names & addresses of members of NRC Medical 
Review Committee 

SAVINIiR J Lixr, Inc 93/01/18 Division of Rules and Records 

Ip 17062 340 


— 0302070129 Documents 001114 tel con w/J Camera of FBI re potential 
sabotage at facility Union problems & acts of vandalism 
dieted prior to 000910 incident 

RESNER, H E Office of Inspector * Auditor 80/11/25 Off lea of 
Inspector it Auditor lp 17064 012 24X Fiche 50-000,02/12/21. 

8302070076 


— 0302070148 Responds to Commissioner Ahearne requests during B10329 
briefing on SECY-81 -240, draft NURE0-0771 & 0772 re accident 
source term assumptions Comments will be sought from outside 
NRC Detailed analysis end, 

DIRCKS,W J Office of the Executive Director for Operation# 
01/06/29 CHILKrS J Office of the Secretary of the Commission 
llpp 17064 143 24X Fiche 50-000,82/12/21,8302070076 


— 0302070137 “Improving Socioeconomic Impact Assessments of Nuclear Power 
Plant Accidents," draft 

TAMIL,*/ J , DERZEG, K , CROWN, F J Battel It Memorial Institute. 
Pacific Northwest Laboratory 01/11/30 NRC - No Detailed 
Affiliation Given I39pp 17064 161 


8302070013 Responds to FOIA request for names <« addresses of members of 
NRC Medical Review Committee 

FELTON, J M Division of Rules and Records 03/01/28 SAVINIrR J 
L I X I < Inc Ip 17062 341 


— 0302070161 Draft input comments for EDO-11387 <RE9-94> on EPR I ltrs 
to FEMA & Chairman Paltadino 

3JL0ERSER0, M NRC - No Detailed Affiliation Given 02/01/10 
3pP 17064 300 


8302070025 Addl response to FOIA request for documents re packaging & 
transporting of spent nuclear fuel away from reactor sites 
by util Forwards Document* 1-27 Documents 28-31 withheld 
(raf FOIA Exemption 3) 

FELTON,*! M Division of Rules and Records 02/11/23 RAPKINiA 
Illinois, State of 3pp 17062 0|3 


— 0302070=042 Forwards 10CFR73 37 tc NUREQ-0561 for physical protection of 
shipments of irradiated reactor fuel per 791212 telcon 
HILLMAN, C Physical Security Licensing Branch 79/12/12 OWEN, L 
NRC - No Detailed Affiliation Given lp 17062 024 


— 9302070090 Forwards two bypass routes for Spr in g f ie 1 d , IL Alternate J 
recommended bypass for shipments using US-36 from tlQ enraute 
to Batteile or Morris, K8 W/o end 

MITCHELL, H rt NRC - No Detailed Affiliation Given 80/00/28 
HILLMAN. C NRC - No Detailed Affiliation Given lp 17062 034 


9302070070 FOIA request for 22 categories of documents 

9H0LLY, B C Union of Concerned Be lent lit* 82/11/02 FELTON, J M 

Division of Rules and Records 4pp 17063 001 


9302070076 Partial response to FOIA request for 22 categories of 
documents Forwards documents listed in App A Documents 12, 
13,16,18,19,27 fc 20 available in PDR App B documents 
completely withheld (ref FOIA Exemption 3) 

FELTON, J M Division of Rules and Records 82/12/21. SH0LLV.9 
Union of Concerned Scientists 6pp 17063 005. 


— 8100170251 Requests assistance re second quarter CY01 AD rept to 
Congress Of c« asked to review listed items U provide 
alternate selections or suggest delations 

CROOK, 0 L Director's Office 01/07/06 MARTORE, J Office of 
Nuclear Reactor Regulation, Director O'CONNELL, R L , ORAMANN, R M 
Office of Nuclear Material Safety & Sa fe guards , Di rec tor lip 
17064: 157 


— 9202160093 Forwards ft Blond a, M Taylor 020123 briefing notes re 
technical relationships between source term tc emergency 
planning, & implementation NUREG-0771 will be revised to 
include addl requirements for review of ESF effectiveness 
BLOND. R H Reactor Risk Branch 82/01/20 SCOGGINS, R M 
Admlnis trat ion & Resources Control Staf P 5pp 17064 303 


— 0302070085 "Statu* of Support Work for Reactor Siting Criteria 
Rulemaking" & draft "Concept -Paper - Study t-o Evaluate fc 
Revise Economic Component of CRAC Model " 

# NRC -No Detailed Affiliation Given 02/12/21 25pp 
17063.011 


— B30P070090 8AI-Q13-79-5B5LJ 

"Nuclear 8ys Components - Review of Typical Design U 
Operating Character i sties of Components Used In Nuclear 
Power Plant Sy* 11 

LOBNEft. P , GOLDMAN, L , KU-W, T. Science Applications, Inc 
79/03/21 331 Pf 17063 036 


— 0302070123 Documents 001113 tetcon w/L Norr-holm to potential sabotage 
at facility Rami f ications re sodium chloride contamination 
of hydrazine addition tan& tc subsequent contamination of 
auxiliary feedwater tys discussed 

R ESHER, M E Office of Inspector fc Auditor 80/11/23. Office of 

Inspector ti Auditor. 2pp. 17064 010. 24X Fiche 90-000,82/12/21, 

0302070076 


— 0302070181 Forwards comments on ORNL draft interim source term rept 
Source term estimates considered high for listed reasons 
Importance of primary sy* retention fc effects of delayed 
containment failure on source reduction underestimated 
SHERRYrR Fuel Behavior Branch 82/03/11 PASEDAG, W Divition 
of Accident Evaluation Ipp 17064 316 


—0302070186 Forward* draft Chapters 1,2,6 fc app of NUREG/CR-2629, 
"Interim 8ource Term Assumptions for Emergency Planning & 
Equipment Qua 1 i f i cat I on , " for review in 820318 mooting in 
Beth as da, -HD 

CHESTER, R 0 Oak Ridge National Laboratory 82/03/11 
THAOANI.M C NRC - No Detailed Affiliation Given 79pp 
17064 327 


— 030 207020 5 "NRC Physical Research on Radiological Source Term. " 
KELBERrC. N Division of Accident Evaluation 02/06/30 23pp 
17065 044. 


—0302070211 Rept entitled "NRC Activities in Regulation of Radiation," 
presented at AIF 021003-06 Conference on Radiation Issues 
for Nuclear Industry in New Orleans, LA 

MINOOUE, R B Office of Nuclear Regulatory Research, Director. 
02/10/03 20pp 17063 067 


— 8302070218 PNS-I-02-010 on 8200 16, manua I Isolation stop valve to air 
start motors for 2C diesel generator found in shut position 
Possibly caused by deliberate tampering Operability checks 
of all rotating ECCB equipment conducted 
TRlPPrL Region 1, Office of Director 82/00/17 2pp 
17065 007 24 X Fiche 50-000,82/12/21,830 2070076 


—0302070228 PNG - 1-82-009 on 820809, ml * c e 1 1 an eout ac 115-volt 
distribution panel 12 lost power supply (station essential 
controls Inverter IS) due to tripped position of Inverter 
breaker Probably caused by sabotage Surveillance* Initiated. 
MARTTN, T T Region 1, Office of Director 02/08/16, lp 
17065*089, 24X Fiche 50-000,82/12/21,8302070076 


— 0302070236 PNS-1-02-003* on 820428, at 100X power, one operating steam- 
generator feedwater pump tripped due to misaligned isolation 
& vent valves Caused by sabotage Valves aligned Labor union 
contract negotiations in progress 

TRIPP, L E Region 1. Office of Director 02/04/2? Ip 
17065 090 24X Fiche 50-000,82/12/21,8302070076 


— B302070240 SAN76-0534 

"Influence of Plume Rise on Consequences of Radioactive Matl 
Releases " 

RU&SO, A J , WAYLANO, J R , RITCHIE, L T Sandia Laboratories 
UC-78 77/01/31 NRC - No Detailed Affiliation Given 2App 

17065:091. 


— B3G2070244 Task description of nuclear power plant siting Pp 3-9 
# Bandia Laboratories 62/12/21 6pp 17065 130 


9302070146 Addl response to FOIA request for five categories of 
documents Forwards documents listed in App A App 8 document* 
withheld {ref FOIA Exemption 5} Info re Item 4 available in 
PDR No documents re Item 5 located 

FELTON, J. Ml Division of Rules and Records 82/12/02 HIATT, S 

□Mo Citizens for Responsible Energy 4pp 17065.325 24X 

Fiche 50-000. 82/12/02,8302070146 
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— 8302070 1 5A Inform* that no legal basi* exist* to prevent removal of 
beep tone* from telephone sy« in NRC Operation* Ctr, in 
response ta 010507 memo Proposed emend to Manuel Chapter 
0270 will provide adequate notice to personnel 
RAGAN. H B Operation* & Administrative Division 01/06/04 
KERR, V 8 Telecommunication* Branch 2p p 17065 341 


0302080018 Reap ond* to appeal re denial of FOIA request for 
EECY-92-077 & SECY-03-377 A Appeal denied Document* withheld 
(ref F01A Exemption 5) 

CMLKtB %f Office of the Secretary of the Commission 93/01/12 
HERMAN* K A Debevoise & Liberman 2pp 17106 159 


93020-90028 FOIA request for SECY-02-489 re licenses of tritium - 
illuminated gunsight* 

BASS, E , OOVAN/E L Covington it Burling 82/12/17 HORRY, P. 
Office of Administration. 3pp 17105 239 


8302090032 Respond* to FOIA request for SECY-92-4B9 Document 
completely ui thheld. predsc l*ional info in ongoing policy 
del iteration (ref FOIA Exemption 5) 

ROTHSCHILD* T Office of the Secretary of the Commission 83/01/12 
Covington & Burling 2pp 17105 290 


9302080038 FOIA request for "background calculations of very lou 
probability event* 11 referred to by R Bernero on 821101 when 
speaking of Sandia Kept* "Technical Guidance for Siting 
Criteria Development " Related Info end 

0R0S3MAN. K Island Closeup New* Service. 82/11/26, NRC - No 
Detailed Affiliation Given Qpp 17105234. 


B3O2O0OO44 Respond* to FOIA request for "background calculations of 
very tow probability event*" referred to by R Bernero on 
021101. Forward* NUREO/CR-2239 "Technical Guidance for 
Siting Criteria Development " W/o end 

FELTON, U. K Division of Rule* and Records 83/01/13 GROSSMAN. K 
Island Clo«eup News Service Ip 17105 238, 


8302080047 FOIA request for name* St addresses of ell parsons in State 
of KI issued registration certificates for certain in-vitro 
clinical or lab testing under general license in 10CFR31 it 
KR0HZEK*A L. FOI Services 82/12/06 FELTON, J M , LAVIN9, D 
Division of Rules end Records lp 17100:007 


9302080092 Responds to FOIA request for names bt addresses of all 
persons in Btate of MI issued registration certificate* for 
certain in-vitro clinical or lab testing under general 
license in 10CFR31 1 1. Forwards documents 

FELTON. J M Division of Rules and Records 82/12/29 KRQNZEK, A L 
FOI Services lp, 17100 008, 


— 8302080056 "Registration Certlficate-In-Vitro Testing U/Byproduct MUtl 
Under General License 10CFR31 11," for State of MI 
a NRC - No Detailed Affiliation Given. 82/12/29 1,349pp. 

17100* 009 


0302080115 Forwards Metis Engineering Branch proposed Tech Specs re 
it tarn generator tubing survel llance, p er 730707 memo. 

Proposed Tech 8pec« developed on basis of comments on Reg 
Guide I 03, Rev 1 

MACCARY* R R Division of Technical Review (NRR-1975 only), 
75/08/05 GOLLERi K. R. Division of Reactor Licensing <NRR~1975 
only). 2pp. 17105*096, 


—0302090118 Proposed Tech Specs 4,4,9 k 3 12 re steam generator 
surveillance St secondary water monitoring requirements. 

Spec for low U intermediate tensile strength carbon steel 
plates for pressure vessel* end 

e Division of Technical Review (NRR-197S only) 73/07/30 27pp 
17105 098 


— 8302000121 Forwards Matl* Engineering Branch statu* rept re Generic 
Safety Item II.C.A. 3, "Corrosion of Steam Genera tor Tubing 
In PWR* " Recommends continuation of generic safety Item 
until end of 1976 

ALMETER* F. M. Division of Technical Review (NflR-1975 only) 
75/09/04. PAWLICKI,8. 8 Division of Technical Review (NRR-1975 
only > . 14p p 17105 1 125 


—9302080122 Summary of 751121 meeting w/utils & Westing house re new 
type of imperfection discovered in recent eddy current imps 
of dent steam generator tube* Investigation re listed 
unTevieued safety questions recommended, 

KINTMERj L. L, Division of Reactor Licensing (NRRMSZS only) 
7S/U/24. KNIEL.K. Division of Reactor Licensing CNRR-1973 only) 
6pp. 17105.139. 24X Fiche 50-000, 82/12/17, 0302000100 


— 8302080135 "Update of Operation* W/We*tinghou*e Steam Generators, '* 
presented at ANS 23rd annual meeting on 770612-16 in New 
York, NY 

MALINOWSKI, D D, , FLETCHER, W D. Weitinghouse Electric Corp 
77/06/12 17pp. 17105.137 


--B3020B0139 Trip rept of 7709£9 visit to We s 1 1 ng horn » 0 in Pitts burgh , pa 
re generic program* concerning steam generator tube 
integrity Draft ltr tram VP Knight to T Anderson k BNL 
770B14 memo end 

STUART, f? J , GAMBLE, R M Engineering Branch Cpre 791030) 

77/10/14 SHAD, L C Engineering Branch CPre 791030) 1?PP 
17105 174 


— 8302000 141 Summary of B20302 meeting w/We* t inghousc in Bethe*da,MD re 
steam generator tube degradation 6 rupture accident m g t List 
of attendee* 6 agenda end Proprietary Info withheld 
<ref 10CFR2 790) 

(■ffCHMAN, K R Operating Reactors Assessment Branch 02/03/02 
Operating Reactor* Assessment Branch 4pp 17105*106 


— 0302080143 "Environ Assisted Cracking in LWR 9ys, " monthly progress 
rept for Hay 1982 Billing charges under "Financial Summary" 
deleted 

SHACK, W J ATgonnu National Laboratory FIN A-2212 82/06728 

HU3CARA. J Materials Engineering Branch 19pp 17105 190 


— 0302000147 I AEA-GM-21 B/26 DRFT 

Draft paper entitled "PWR Steam Generator Tubing Corrosion 
Problem*." presented at IAEA 771010-14 Symposium on 
Application on Reliability Technology to Nuclear Power 
Plants in VI enna. Austr i a 

* Affiliation Unknown 77/10/10 22pp 17103 209 


— 8302000130 Excerpts of "US Experience in Steam Generator Degradation S< 
BWR/PUfl Pips Cracking " 

SHAD. L -C , STROSNIDER, J R , BURKES. J J NRC - No Detailed 
Affiliation Given 82/12/17 3p p 17105 23i 


8302000395 FQIA request for 86 gummed labels to be attached to 
distribution codes for resident inspector* 

FEIBELMAM. M M Robinson Group 03/01/13 CARR. J C Division of 
Rules and Pec ords lp 17107 043 


9302OBO397 Respond to FQIA request for 06 gummed labels to be 
attached to distribution lists fur resident inspectors 
Labels end U/o end 

FELTON. J M Division of Rule* and Records 03/01/31 
FEIBELMAN, H M Robinson Group ip 17107 044 


B302090G05 Addl response to FQIA request for dncumints re IE Insp Rept- 
50-350/81-13 App A document* available in POP Ap p a 
Document# i-9 it 11-10 partially withheld (ref FDIA 
Exemption* 667) 

FELTON, J M Division of Rules and Record* 83/01/04 DEVINE, T 
Government Accountability Project 5pp 17124 001, 


0302090107 Notifies that E Davis of Qfc nf Special Council of Merit 9yt 
Protection has been contacted re recent ltr submitted to 
Special Council on behalf of T Applegate by Govt 
Accounted t( t y Project -of Inst For Policy Studies 

CUMMINGS. J J Office of Inspector Auditor BQ/12/10 AHEARNE, J , 

GILINSKY.V , HENORIE. J Conwi isionor*. lp 17110 020 


8302090460 Addl rtipom# to FOIA request for documents re IE Insp Rept 
50-350/01—13 Forward* App A document* App B document* 
partially U completely withheld (ref FQIA Exemptions 3.3,6 
U 7) 

FELTON, J M Division of Rules and Record* 03/01/10 DEVINE, T 
Government Accountability Project 6pp 17123 214 


83021 00007 FOIA request for statement of work from RFP R0-REB-02-O2P & 
name & telephone number of representative 

FINK, M A AndrulU Research Corp NRC-O4-03-OO1 03/01/04 

Division of Contracts lp 17134 150 


□302100010 Respond* to FOIA request for statement of work from RFP 
R 8** RGB- 02-02 2 & nam* k telephone number of technical 
representative Forwards statement of work Name & number of 
representative submitted 

FELTON, J M Division of Rule* and Records 83/01/11 Fl-NKrM A 
Andrulis Reiearch Carp ip 17134 151 


-'-0302100012 Statement of work for NR C-04 -03-001* "Review of Applicatlr 
of Strategic Analysis to Hatl Accounting " 

* NRC - No Detailed Affiliation Given NRC-04-S3-Q01 
RB-RES-62-002 83/01/11 3pp. 17134.152 


0302100019 Addl re*pon*« to FQIA request for documents re NRC policy 
concerning press release* covering enforcement Sc licensing 
activities i< media coverage of NRC hearing* Forward* 
documents Review of remaining documents in progress, 

FELTON, J H Division of Rule* and Records 03/01/11. HARTMAN, S 
Debevoise k Liberman, 2pp. 17134' 139 
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— 6107209033 For^rdi Region 2 memo re timing 0 f press releases on 
enforcement actions 

THOMPSON. D Enforcement t investigation Staff ipre B202Q1) 
91/06/1? FOUCHARD. J J Office of Public Affair* Ip 
17134 146 


— 9302100023 Responds to 770921 memo re HRC policy or> use of camera* in 
ad jud icator y hearings Application of Alternative 3 for trial 
period recommended 

ENGELHARD T# T F. Deputy Executive Legal Director 77/10703 
FOUCHARD.J J Office of Public Affair* Ip 17134 145 


— 0302100062 Recommends that new* releases re proposed CPs be delayed 1 
day allowing licensee to receive advance copy Delay of 7“ 10 
days recommended for matt licensee* 

0 'REILLY, J P Region 2, Atlanta. Office of the Director 
(Gl/03/Ot) 81/06/16 THOMPSON. D Director's Office, Office of 

inspection and Enforcement tp 17134 147. 


— 9303100067 Recommend* that policy statement on earner* coverage be 
expanded to provide estimate of number of meetings affected 
Some A6L5 proposed revs unnecessary U ambiguous 

KENNEKE.A Office of Policy Evaluations 77/12/16 FOUCHARD,- J 
Office of Public Affair* 3pp 17134-149 


03O215O729 Respond* to FOrA request for documents released under FOIA 
Request 02-397 to BO Sawlcki U FOIA Request 02-303 to R 
Hubbard A documents re differences in design or const & HHS 
liaison during emergency Forwards App A document* W/o ends 
FELTON, JH Division of Rules and Records G3/01/I7. HIATT* S 
Ohio Cifcfien* for Responsible Energy 2pp 17160 109 


8302 1 50730 Addl response to FOIA request for SECY-fl 2-2070 L 
SECY-02- 207 D Forwards SECY-02-2O7D, 

FELTON* J H Division of Rules and Records 93/01/17. 
AGNIHOTRIjN K Affiliation Unknown Ip 17160<I12 


8302160457 Addl response to FOIA request for document* re EE Kent 
allegation* concerning fad 1 1 tl «s. Forward* document* listed 
in App* A 6 8. Documents partially withheld <r*f FOIA 
Exemption* 5,6 U 7) Tap** available In P.DR 

FELTON, J M Division of Rule* and Record* 83/01/12 CARPENTER, T 
□range County Alliance for Survival 4pp 17175 194 


6302100024 FOIA request for records re proposed rev of license fee 
schedules. 

KNOWLES, N J Chaw. Pittman, Potts & Trowbridge 82/12/15 Office 

of Administration 2pp 17222 001 


0302f8OO3l Partial response to FOIA request far record* re proposed t»v 
of license fee schedules Forward* documents listed in App A 
Documents alio available in PDR. 

FELTON, 0 N Division of Rule* and Records 83/Oi/Jl KNOWLE5, N J 
Shmuif P- ifctman, Potts 4c Trowbridge 7pp 17222 003 


— 6109220921 State* that impact qf proposed licenst fe* schedule 
revs would be too great t« be effective If licensee 
questions i ns p bill* list of imps could be provided Not 
necessary to t>« able to trace menhour* to specific repts. 

STELLO, V Director's Office, Office of Inspection and Enforcement 
01/08/05 DOHODHWEi D J Office at Administration lp 
17222 004 


— 0112040003 Recommends change to proposed license fee rule rev r» 
periodic billing L payment of fees Bills should be batched 
A. sent quarterly rather than monthly 

BERKOW, H N- Management Analysis Branch 81/iI/IO MILLER, WO 
License Fee Management Branch 2pp 17222 177. 


— 0112170293 Forwards list of allocation of resources expanded for 
license fee review in FYBI, in response to 811105 request 
BASSETT , H 9. Office of Management and Program Analysis. 91/11/09 
DONQOHl/e, D. J Office of Administration. 2pp 17222 163 


— 8202160169 Responds to Commission question In BUI04 memo re IE 
recoverable resources in license fee proposal Revised tables 
of FY82 budget for IE staffing & dollar analysis re license 
fee recovery 4c for distribution of direct intp enc l 
DEYOUN0, fl C Director's Office, Office of Inspection and 

Enforcement 91/11/20 DONOOHUE, D. J Office of Administration 

5pp 17222. 196. 


— 9203030576 Forwards response to Donoghue B201O0 memo re manhour 
estimates applicable to FY01 & FY02 Imp efforts Correlation 
of IE license groupings w/f«t categories di f Picul t. b ecauss 
former based on rist* latter* on license type 

DONNELLY » L d Office oP Administration. 02/0 2/05 MILLER, W 0 

License Fee Management Branch. 3pp 17222 246. 


— 8211040399 Comments on Ffl notice package for proposed revised fee 
schedule Policy that application fees not refundable should 
be made clear 

0ERKOW, H N Management Analysis Branch 02/10/21 HILLER* W 
License Fee Management Branch 2pp 17223,046 


— 021 104045B Forward* draft FR notice re license fee schedule r«vs 
Con-menti requested by 821021 

NORRY, P O Office of Administration 02/10/18 DENTON, H R 
Office of Nuclear Reactor Population, Director DAVT8 # J 0 Office 
of Nuclear Material Safety & Safeguards, Oirec tor DEYOUNG. R C 
Director's Office* Office of Inspection and Enforcement 60pp 
17222 342 


— 021 1 1 50690 Comments on proposed FR notice re license fee schedule 
r *ve 

FERRi, R T Regional Coordination Staff 02/10/26 MILLER, WD 
License Fee Management Branch ip 17223 050 


— 9211100459 Forward* proposed rev to 10CFRI70 re license fees, for 
FR publication Sixty-day comment period should be provided 
W/o end 

MILLER, W 0 License Fee Management Branch. 82/10/29 FELTON, J. H 
Division of Rule* and Records 63pp 17223 051 


— 8302100035 Forwards completed F YBO budget & current average estimated 
manpower 6 financial requirements to process custom plant 
forms in response to Congressmen Udall/Vento questions 
CHO, J Atomic Safety and Licensing Board Panel 01/04/13 
CLARK, J Office of Management and Program Analysis 3pp 
17222 010 


— 0302100039 Resubmit* 810326 response to Udall/Vento questions to 
conform v/new 010409 forms ti definitions. 

DROWN, R 8 Program Support Branch 81/04/15 CLARK, J W CJfflc* 
of Management and Program Analysis 4pp 17222 013. 


—0302160041 Submits response to Udall/Vento 010316 question* re FYOO 
resource* Narrative to ASLB response to Vento questions 4* 

ACRS response end 

THOMPSON, H L PI anni ng «, Program Ana ly s i s 8ta ff 01/04/15 
CLARK, J, Office of Management and Program Analysis I4pp 
17222 017 


— 8302180044 Forward* response to Udall/Vento questions re FYBO 
resource* Activities us 0 d in collecting data listed 
fl IDLE. D Director's Office, Office of Impaction and Enf or cement , 
61/04/22 CLARK, J, Office of Management and Program Analysis 
5pp 17222 031 


— 0302190047 Request* info re percentage of pay raise increase* adopted fc 
percentage of yearly inflationary increase* provided to 
program ofc * for budget development Info required for 
proposed revised fee schedule requested by Commission 
D0N00HUE, D J Office of Administration 01/07/10. BARRY# L W 
Office of the Controller lp 17222036 


— 0302100059 Submits info re pay increases & inflationary data per 
910710 memo 

TftlNER, E 0 Division of Budget 01/07/14 PONOOHUE, D. J Office 
of Administration. 2pp 17222 037 


— 0302180062 Requests range of costs for processing new licenses, 
approval*, amends U renewals for certain fee categories 
rnfo needed by 810717 for use in proposed revised fee 
schedule requested by Commission 

DONOGHUE, D J Office of Administration 91/07/14 DAVIS# U 
Office of Nuclear Material Safety & Saf eg wards* Director. 2pp 
17222 039 


— 8302180067 Requssts range of manpower expended on insps covered by 
certain 1OCFR170 32 fee categories Info required for 
proposed revised fee schedule requested by Commission 
DOINDQHUE, D. J Office of Administration 81/07/15 STELLO# V 
Director's Office, Office of Inspection end Enforcement 3pp 
17222 041 


— 0302100071 Submits info re pay raises fqr 1977 b 1978 to supp 1 
910714 memo 

TRIHFR, E 0 Division of Budget 01/07/17 DONDOHI/E, D J Of fit* 
of Administration 2pp 17222 044 


— 83O2£0OO75 Informs of proposed rev to license fee schedule to provide 
full cost recovery of licensing expenses from applicants 
Corn-rents on proposed format requested 

DROWN, fl G Program Support Branch 01/07/17 BURNETT## F 
Division Of Safeguards CUNNINGHAM, R E. Office of Nuclear 
Material Safety * Safeguards, Direc tor MARTIN, J B. Division of 
Waste Management 2pp 17222-046 
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— 8302100091 '‘Rang* of Manhour* by Fee Category for Completed Licensing 
Actions* FY7G-01 " 

WEISS* D Office of Nuclear Material Safety fa Safeguard** Di rec tor 
01/07/16 Spp 17222 050 


— 0302100094 Request* addl info re Section K- 1 of NUREQ-Q74S, "Operating 
Reactors Licensing Action Summary! " dtd June 1901 High & low 
range for each fee class required 

KILLER* W 0 License Fee Management Branch 01/07/20 8ERK0W, H 
Management Analysis Branch I5pp 17222 05Q 


— 0302100086 Forwards revs to current license fee categories 
BROWN.F.S Program Support Branch 81/07/20 MILLER, U O 
License Fee Management Branch Ip 17222 073 


— 0302180000 Submit* mods for proposed approach to rev of license foes 
Category l.H should be broken down into only two typos of 
license applications for I8F8I 

ROUSE, L C Advanced Fuel fa Spent Fuel Licensing Branch 81/07/17 
CARTER* T F Division of Fuel Cycle fa Material Safety Spp 
17222 074 


— S 3071 00092 Discusses mod of license fee categories Separating out amend 
fees for RfaD scale 6 production scale activities 
appropriate 

LINEMAN* J J Uranium Recovery Licensing Branch 81/07/17 
EVANS, J Program Support Branch Ip 17222 076 


— 0302180093 Forwards range of manhours fa technical assistance contract 
dollars* ora buying stations fa ion exchange fac i 1 i 1 1 as. per 
910714 request 

BRDWN.R.S Program Support Branch 81/07/24 MILLER, W □ 

License Fat Management Branch Spp 17222 077 


— 93021B0110 Submits chart of Insp manhour range*. in response to 810717 
request. Mln/max ranges based on hi s tory * p lanned lnsp I* 
judgement 

DONNELLY* L J Resource Management Branch 01/08/07 MTLLER. U O 
License Fee Management Branch 2pp 17222 003 


— 8302180110 Approves proposal to revise manpower sys if method of 
billing for certain Insps modified 

DDNOGHUE, D J Office of Administration 81/08/26 STELLO,V 
Director's Office, Office of Inspection and Enforcement 1 P 
17222 087 


— 0302100117 Submits manpower Info to be used in developing operator 
licensing program for license fees based on 010911 meeting 
HOLLOWAY* C J License Fee Management Branch 81/0-9/21 
COLLINS, P Division of Licensing 8pp 17222 OSB 


— 0 302 100121 Forwards draft notice of proposed rulemaking to amend 
I0CFR170 re license fee schedule, for comment by 810920 
DON QC HUE, D J Office of Administration 81/09/22 DENTON. H R 
Office of Nuclear Reactor Regulation, Director DAVIS, J Office 
of Nuclear Material Safety fa Safeguards, D iree tor 3TELL0, V 
Director's Office, Office of Inspection and Enforcement 5lpp 
17222 096 


— 8302180123 Forwardi comments on 010922 draft notice of proposed 
rulemaking amending 10CFR170 re license fee schedule Rule 
presents administretf ve burden due to reporting fa tracking 
lys Total review time for similar actions likely to vary 
THOMPSON, H L Planning fa Program Analysis Staff Sl/09/23 
DQWGOHUE* D J Office of Administration 3pp 17222 146 


— 8302180131 Comments on 810922 draft notice of proposed rulemaking to 
amend 10CFR170 license fee schedule Proposed procedure not 
appropriate for certain matls licenses 

BRtWNrR S Program Support Branch 81/09/20 DONOOHUE* D J 
Office of Administration lp 17222 149 


— 9302100135 Comments on draft notice for proposed rulemaking to amend 
10CFRI70 license fa# schedule Traveling time of inspectors 
not considered Manhours cannot be identified for each lnsp 
rspt however activities can be broken down 

3TELLQ* V. Director's Office, Office of Inspection and Enforcement 
Bl/09/28 DONOQHUE, D J Office of Administration lp 
17222 190 


— 0302180141 Comments on notice of proposed rulemaking re 1OCFR170 on 
license fee schedule Only Commission should bo allowed to 
raise fees Vlewgraphs of changes discussed ip SECY-ai-615 
enc 1 

BARRY, L. W Office of the Control 1 er 01/09/28 DON 00 HUE, D vJ 
Office of Administration lOpp 17222 151 


— 0302100162 Requests allocation of time spent in FY0I for proposed 
revised license fee schedule 

DONOOm/E, D J Office of Administration 81/11/05 BASSETT, H 3 
Office of Management and Program Analysis ip 17222 162 


— 030^100167 Requests allocation of time spent in FY01 it explanation of 
basis of time distribution for proposed revised license fee 
schedu 1 e 

D0N00HVE, D -J Office of Administration 01/11/05 CHILK* 5 
Office of the Secretary of the Commission lp 17222 163 


— 0302100177 Requests time allocated in FY01 te explanation of basic fox 
time distribution for proposed revised license fee schedule 
DOWOGHUE, 0 J Office of Administration BI/11/05 SHAPER, H 
Office of the Executive Legal Director ip 1 7222 164 


— 03021 80179 Submit* allocation of time spent in FY8I per 011105 
request Workload data maintained by each div 6 monitored by 
Program Support Branch 

ENOELHARDT, T F Office of the Executive Legal Director 01/11/09 
DONOQHJEi D J Office of Adm inlstrat i on 2pp 17222 167. 


— 0302180101 Submit* manpower fa program support costs for CP fa OL 
ravi aws 

HOLLOWAY, C J License Fee Management Branch 91/11/10 License 

Fee Management Branch 2pp 17222 169 


-‘-030^100107 Reiponds ta Commission 811105 question re recoverable 
resources contained in license fee proposal FY02 budget data 
sh-ows that 30!{ of total budget recoverable Budget end 
DEYOUNO, R C Director's Office* Office of Inspection and 

Enforcement 81/11/10 UQNOQHUE, Q J Office of Administration 

Spp 17222 171 


--0302180109 Submit* allocation of time spent In FY91 Info based on 
estimates using papers fa correspondence as guides 
REHM, T A Office of the Executive Director for Operations 
01/11/10 MILLER* W D License Fee Management Branch ip 
17222 176. 


— 03021 BO 196 Requests review of IE prof rate for FYB1 provided by Ofc of 
Control i er 

MILLER, W 0 License Fee Management Branch 81/11/12 
DONNELLY* L J Resource Management Branch tp. 17222 179 


— 8302100201 Notifies that meaningful review of prof staff yr rate 
cannot be performed due to lack of adequate documents fa 
unknown objectives 

DONNELL Y, L J Reiource Management Dranch Bl/U/12 MILLER, W Q 

License Fee Management Branch- 2pp 17222 100 


— 0302100207 Confirms that 9 56 prof direct yTs of effort expended on 
ASLAB activities during FYBl 

HOLLOWAY* C J License Fee Management Branch 01/11/10 
ROSENTHAL. A S Atomic 8af*ty and Licensing Appeal Panel lp 
17222 182 


— 0302100212 Advises that 32 full-time equivalents of prof effort 
expended In FYSlifer 811112 telcon 

HOLLOWAY* C J License Fee Management Branch 91/11/10 
FITT1.C J Atomic Safety and Licensing Board Panel lp 
17222 103 


—0302180216 Notifies that 29 prof direct staff yrs expended on 
activities during FY81*per 011110 telcon 

HOLLOWAY* C J License Fee Management Branch, 91/11/10 NEWSOM, A 
A-CRS - Advisory Committee on Reactor Safeguards lp- 17222*184 


— 0302100221 Confirm* that 22 full-time staff members in Div of Rules fa 
Records during FY9I 

MILLER* W O License Fee Management Branch 61/11/19. COOPER. L 
Office of Administration lp 17222 109 


— 0302190262 Di*cun** development of cost range data for facility 
amends based on printout of all TAC numbers from 751207“ 

e l oaoa 

HOLLOWAY* C J License Fee Management Branch 81/U/25 
MILLER* W G. LUsus# Fee Management Branch lp 17222 191 


— 0302100271 Discuss** exclusion of costs for certain sve fa ofc* from 
license fees in FY81 budget Ofc of Small fa Di sadvantaged 
Business Utllliatlon fa Ofc of Analysis fa Evaluation of 
Operational Data excluded 

MILLER * W 0 License F*e Management Dranch, 91/12/08 

OaNQGHUE, D -J Office of Administration. 4pp 17222 195 


— 0302180146 Requests info re allocation of time expended in FY01 
workload for proposed revised license fee schedules. 

DONOOHUE* D J Office of Administration 81/11/05 REHM* T A 
Office of the Executive Director for Operations lp 17222 16! 
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— 9302180274 Discusses exclusion of svc* L cosh of certain ofcs from 
license fees for FY7 7 budget Ofcs of Policy Evaluation# 

Inspector & Audi tor , Congress! onal Af fair «. Pub 1 ic Affairs L 
Planning k Analysis excluded 

MILLER# (1 0 License Fee Management Branch 77/03/04 
DONGQHUC' 0 J Office of Administration 4pp 17222 19? 


— Q302180278 Submits FY92 resources for <n*t| licensing No overhead 
resources outside branches included 

EVANS# J Program Support Branch 81/12/11 MILLER. fl License 
Fee Management Branch ip 17222 203 


— 83Q2JB02B6 deques ts rept of prof direct staff yr* expended in listed 
functions & account of all other staff yrs to help 
determine whether actual cost method In assessing fees would 
hurt small licensees 

DONOOHue. J> J Office of Administration 82/01/04 DAVIS. J 
Office of Nuclear Material Safety k Sef eg uards# Director 3pp 
17222 204 


— B-302100289 Requests submittal of range of manpower expended for insp of 
small metis program* to assist in proposed rev to fee 
schedule 

DONOOHUE, D J Office of Admi nistration B2/01 /OB DEYOUNG. R c 
Director's Office. Office of Inspection and Enforcement 1 2pp 
1 7222 307 


— 8302180273 Requests submittal of range of prof hours expended for 
applica.tlons.neu I Icensee# amends & renewals of small 
-’•atl* programs 

MILLER, U. 0 License Fee Management Branch 82/01/08 BROWN, Ft 
Program Support Branch 11 pp 17222 220 


— 9302180277 Forwards charts showing allocation of FY82 prof direct & nil 
other staff yr* for Matl Licensing Branch & Matl 
Certification fc Procedures Branch. 

DAVrS.J 0 Office of Nuclear Material Safety k 
Safeguards, Director 62/01/26 DONOCHUE, D J Office of 
Administration I3pp 17222 231 


— 9302180301 Respond* to 920126 memo re proposed license fee rev Prof 
staff hours required to process application for license 
amend 12 times greeter than hours required for new license 
DONOGHUE, D J Office of Administration 82/02/10. DAVIS, J 
Office of Nuclear Material Safety & Safeg uerds, Direc tor lQpp 
17222 249 


— B303180304 Responds to 820203 memo r* routine Imp effort Verification 
f squ i red that numbers provided interpreted as intended 
Estimated number of routine & nonroutine insps conducted in 
each fee category also required 

MILLER, W 0 License Fee Management Branch 82/02/12 DONNELLY# L 
Office of Administration Bpp 17222:23? 


— 83021 BO 307 Forwards info in response to 820212 request re safety & 
envxTon staff hours. 

DONNELLY#*- J Office of Admini strati on, 82/03/01 MILLER, U 0 
License Fee Management Branch 3pp 17222 267 


— 830218031 1 Notifies that Matls Licensing Branch proposed fee schedule 
will not be completed until 820430 due to lack of adequate 
data, Matl Licensing Branch portion should remain unchanged 
if Commission unable to delay current fee schedule rev 
•CUNNINGHAM# ft E Division of Fuel Cycle U Material Safety 
92/03/11 DONOOHUE. D -J Office of Administration ip 
17222 270 


— 6302180313 Forwards schedule of average prof time for matl licenses 
derived from 1981-82 data 

CUNNINGHAM. R E, Division of Fuel Cycle k Material Safety 
82/03/26 DONOOHUE, D. J Office of Administration 7pp 
17222 271. 


— 83021B031 6 Forward* chart illustrating FYB1 resource* Included k 
excluded from feel Fee vi nonfee work charts also end 
BROWN, ft 8 Program Support Branch B2/C3/31 MILLER, 1L0 
License Fes Management Branch, Spp 17222 278 


— 9302-190323 Forward* FY82 activities w/estimated resource* that ara 
included & excluded from proposed license fee schedules. 

BLAHA. V L Program Support Branch, 02/03/31 MILLER, W 0 
License Fs* Management Branch. 2pp 17222 283 


— 8302100326 Forward* FY01 actual expenditure* Included & excluded from 
recovery Under proposed new fee rule, 

BCTKOW, H N Management Analysis Branch, 02/04/01 MILLER. W 0 
License Fee Management Branch. 3pp. 17222*289. 


■8302180331 Confirms discussion L changes to proposed fee schedule per 
820416 meeting Changes based on RE Cunningham 820326 memo 
MILLER, W. 0 License Fee Management Branch. 82/04/23 SINGER, B 
Procedure* k Cert 1 f i cat ion Branch 2pp. 17222:280 


— 8302100335 Notifies that one action item re license fees remains Data 
re actual cost method for radioisotope license economic 
impact on small entities recently received 

WORRY, P 0 Office of Admin! strat i on 92/04/23 DIRCK8.W J 

Office of the Executive Director for Operations lp 17222 290 


— 8302100340 Requests review of matls license categories by 820506 for 
proposed license fee rev 

MILLER# W 0 License Fee Management Branch 82/04/28 
DONNELLY. L J Regional Coordination Staff 7pp 17222 297. 


— 83021B0341 Requests staff hour requirements for new medical license 
approvals, renewals & amends by 820912 

MILLER, W 0 License Fee Management Branch. 82/05/11 SINGER, B 
Procedures k Certif icati on Branch 3pp 17222 309 


— 8307180345 Forward* consolidated regional estimate of inspector tine 
chargabte to fees under proposed fee guideline* 

MAFHEWS, 0 M Regional Coordination Staff 82/05/14 MILLER. W □ 
License Fee Management Branch 7pp 17222,308 


— 8307180347 Forward summary of applications received in FY8I Proposed 
fee categories specify program codes encompassed for 
categories 

MILLER, W 0 License Fee Management Branch 82/09/18 BINDER, B 
Procedures k Certification Branch 9pp 17222 319 


*--8302180330 Submits statement to support estimates embodied in 
computation of proposed lnsp fees 

DONNELLY, L J Reg i ona l Coord ina t i on Staf f 82/06/02 MILLER. W Cl 

License Fee Management Branch Ip 17222 324 


— 9302100369 Concurs w/B210ia memo re Fft notice of license fee schedules 
BARRY, L H Office of Resource Management, Director 82/10/20 

WORRY, P 0 Office of Adminis tration lp 17223 040 


—8302180370 Concurs w/021010 memo re draft FR notice of proposed rev of 
license fee schedules 

ROSENTHAL, A S Atomic Safety and Licensing Appeal Panel, 

82/10/20 WORRY, P 0 Office of Admini s tra ti on lp 17223 041, 


— 8302100372 Submit* review of proposed rev of license fee schedules 
Addition of user* of byproduct matl on Page 30 Line ? 
enlarges number & class of licensees affected by proposal 
FELTON# J M Division of Rules and Record* 82/10/21 NORRYrP 0 
Office of Administration 2pp 17223 042 


— 8302180373 Reviews proposed rev of license fee schedules per 821010 
request Billing cost* of investigations would be unfair L 
would sometimes negatively impact investigative process 
FITZGERALD# J A Office of 1 n vest i ga t ion 82/10/21 WORRY. P. □ 

Office of Administration 2pp 17223 044 


— 8302180300 Comments on FR notice on license fees Chang** semantic 
Section on topical repts re treatment of rspts filed after 
700323 which »r* still active on effective date of proposed 
rule unclear 

BROWN, R.S Program Support Branch 82/10/26 NORRY, P S Offico 
of Administration lp 17223 04? 


— 8302180309 Forwards correction* to 821122 FR notice of proposed 
rulemaking Notice of proposed rev to 10CFR170, 1 icens* fee*, 
dfrd 821 152 end 

MILLER, WO License Fee Management Branch 82/11/24 PHILIPS, J 
Division of Rules and Records 3pp 17223 063 


— 8302180404 Forwards proposed notice of rulemaking 1GCFRI70 re amending 
fee policy All comments accommodated except NRR suggestion 
that cast of sve provided to DOE U DOD be recovered W/o 
stated end 

DONOOHUE. D J Office of Administration 81/10/09. DIRCK8.W J 
Office of the Executive Director for Operation* 2pp 17223:072 


8302100164 Forwards "Hydro* tati c /Pneuma t i c Test Rept RR-2B, ” 

RITTER# 3 J Cincinnati Ga s k Electric Co 79/07/28 K.ai**rr 
Industries Carp 3pp 17218 084 


9302220050 Addl response to FDIA request for document* re UCLA lab k 
research reactors Forwards documents listed on Apps ALB. 

App B documents partially withheld commercial & financial 
info <ref FOIA Exemption 4> 

FELTON. J M Division of Rules and Records 82/12/30 HlftSCH# O. 
CBB News# CBS. Inc 3pp 17240 329 


—0302220084 SECY-79-1B7C 

Provides marktd-up status rept on impact of safeguard* 
upgrade rule on 22 itonpower reactor 1 icensees, review of 
safeguards measures & status of re-evalu# tion an 100 re/n/h 
at 3-ft self-protection exemption criterion 
DIRCKS. W. J Office of Nuclear Material Safety & 
Safeguards. Director 77/12/19 1 7p p 17240 336 
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--B3O222OO90 BECY-79-187D 

Request! approval to defer manpower reactor licensees from 
imp lamenting upgrade rule & repfct on evaluation of 100 
rem/h at 3- ft exemption criterion Immediate publication of 
upgrade rule requested 

HINGQUE. R B Office of Standards Development* Director 
DENTON, H R Office of Nuclear Reactor Regulation* Director 

OIRCKS.W J Office of Nuclear Material Safety L 

Saf eguardtr Director 79/07/13 12pp 17240353 


B302240199 FOIA request for license applications for Nuclear 
Rad iopharmaey in Northern VA or DC area 

BUSCH* J E Pharmatopes* Inc 63/01/04 FELTON, J M Division of 
Rules and Records lp 17269 300 


B302240207 Responds to FOIA request for license applications for 
license for Nuclear Radiopharmacy in Northern VA or DC area 
No pending action or license for Nuclear Radiop harmacy 
pending at present time 

FELTON. J M Division of Rules and Record# 03/01/21 BUSCH. J E 
Pharmatopes. Inc lp 17268 301 


6302240217 FOIA request for documents re Baystate Medical Ctr 

ROSENBAUM, P J Affiliation Unknown 83/01/10 Division q# Rules 

and Records Ip 17204 079 


6302240223 Responds to FOIA request for documents re Bay state Medical 
Ctr Forwards App A documents 

FELTON, vf M Division of Rules and Records 83/01/20. 

ROSENBAUM, P J Affiliation Unknown 2pp 17204 090 


— 7902020122 AJ Stark is licensed to dispense drugs in practice of 
medicine in MA W/encl resume & copy of certification by 
American Board of Radiology in Therapeutic Radiology 
GIFFORD, N C Baystate Medical Center Springfield, MA 93073/95879 
79/01/08 VACCArP C. Radioisotopes Licensing Branch {Pre 
790S0U 4pp 17284 300 


--7904250165 Application for renewal of Matl/Byproduct License 
20-01412-03 to author i 2 e us# of Co-60 for installation in 
Teletherapy Unit Theratron 780 Supporting info enc l 
GIFFORD, H C Baystata Medical Center SpringfieLd* MA 99206 
79/03/25 20pp I 7284 082 


— 7903290339 Application for renewal of Matl/Byproduct License 
20-01412-05 authorising use of Cs-137 & Co-60 in sealed 
source for callbr of survey meters Safety procedure! 

• nc 1 

OIFFORD.H C Baystate Medical Center Spr ingf l eld, MA 99*61 
79/04/26 iOBpp 17284 1*8 


— 7908220573 Submits radiation survey following installation of new Co-60 
source in Teratron 780 unit in accordance w/Condlfclon 10 to 
License 20-01412-03 All conditions fulf i 1 led. Cert i Pic ate* of 
Insp disposal end 

BRAHMAVAR, S M Baystate Medical Center Spring fie id* MA 00686 
79/07/18 Licensing Management Branch. 19p p 17284.117. 


—7911210270 Submits add! info requested by NRC 79101S telcon re 
application to amend Matl/Byproduct License 20-01412-03 
Callbr rept end. 

BRAHMAVAR, S M Baystate Medical Center Spr ingf i eld, MA Q06B6 
79/10/23 9T MARY, F A Licensing Management Branch 24pp 
1 7284 136 


— S 0042901 84 Submits add! info requested by NRC 790501 1 tr re application 
to Tenew Matl/Byproduct License 20-01412-03 Includes info re 
matl for medical use, location of calibr lab, duties of 
director, radiation lafety Ik waste disposal 

OIFFORD.H C. Baystate Medical Center Springfield, MA 9966 1 
80/03/04. VACCA.P Licensing Management Branch 4pp 17384.287 


— 0OIOO9O441 Submits addl info requested by NRC 800803 1 tr r* application 
to renew Matl/Byproduct License 20-01412-03. Info requested 
contained in 790426 it 800304 ltrs Radiation safety committee 
will us* criteria of Reg Quid* 10 8 for approval of users 
BRAHMAVAR, 6 M Baystate Medical Center Spr lng f to 1 d, MA 99661. 
80/08/22 LAMA8TRA, M. A. Licensing Management Branch. 4pp 
17204, 291, 


— 8302240235 Forwards Info re surveys, tests b Interlock checks completed 
to satisfy conditions of License 20-01412-03 

BRAHMAVAR, 8, M, Baystate Medical Center Spring field, MA. 74/03/23 
BASSJN.N, Atomic Energy Commission, Directorate of Licensing. 

1 9pp 17284: 102. 


— 8302240230 Requests exemption from requirement for 2-yr calibr of 
dosimetry sys par 10CFR30 Related info encl, 

BRAHMAVAR, 8. M. Baystate Medical Center Spring fie 1 d, MA 112*9 
82/04/13. 8T MARY, F A Licensing Management Branch. Spp 
17284 161. 


— 8302240255 Application to amend Mafcl/Jlyproduct Licenses 20-01412-03 6 
20-01412-06 to include exemption from calibr requirement of 
10CFR35 22 & 39 23 

BRAHMAVAR, S M Baystate Medical Center Spr ingf i e Id* MA 82/06/22 
VACCA.P Licensing Management Branch 2pp 17284 166 


-'-8302240270 Discusses responsibilities of Director of Medical Physics 
Radiation 8af tty 

GIFFORD* H C Baystate Medical Center Spr ing f ie 1 if, MA IB79 

80/09/22 BRAHMAVAR, S M Baystate Medical Center Springfield, MA 
3pp 17284 293 


— 8302240277 Application for amend to Matl/Byproduct Licences 30-01412- 
$• 20-01412-06, Chang ing Condition 12 re use of licensed matl 
BRAHMAVAR, 8 rt , GRUGAN, R A , PARK. W C Baystate Medical Center 
Spr ingf ie Id, MA 99879 70/08/01 WADE, L Division of Fuel Cycle 

& Material Safety 2p P 17284 290 


— B 30 22 403 B 8 Submits info re dosimetry sys per 011000 request Capintec- 
122 & Vic to r®en-370R e 1 ectrom etui's utilized at hosp 
BRAHMAVAR, S M Baystate Medical Center Spr ing f ie 1 d, MA 08744 
Bl/iO/13 ST MARY, F Licensing Management Branch 2pp 
17204 304 


— 8302240293 Submits info re radiation survey following installation of 
Co-60 source in Eldorado-6 unit per Conditions 10,19 it 20 to 
License 20-01412-06 Certificates of measurement, d i sposal fc 
Imp encl 

BRAHMAVAR, 0 M , PARK. W C , GRUGAN, R A Baystate Medical Center 
Spring f told , MA 0B744 81/08/03 VACCA.P. Licensing Management 

Branch 31 pp 17204 306 


0302240355 FOIA request far list of bu s ines-s e s, c oil eg es it individuals, 
in Uorc e * ter , MA area possessing permits to keep radioactive 
matl* 

GIROUARD, D Affiliation Unknown B3/01/14 Division of Rules aru 

Records lp 17200 304 


B302240357 Responds to FOIA request for list of bus i no* s e s, c o 1 1 e g es It 
individuals tn Worcester, MA area possessing permits to keep 
radioactive matls Forwards computer printout listing 
required info 

FELTON, J h Division of Rules and Records 03/01/21 OlRQUARD, D 
Affiliation Unknown ip 1728B 305 


— 8302240358 List of active NRC licenses in Worcester, MA 

KREISBERO, D Health h Human Services, Dept of, 83/01/17 App 
17280 306 


83022403*3 FOIA request for info re funding of various citizen 
organi zations listed 

DAV 18, 0 A National Alliance of Senior Citizen* 83/01/10 
Office of Administration 3pp 17280 310 


83022403*5 Reap Dnds to FOIA request for info re funding of various 
citizens organ! tat ions listed Subj organizations never 
received funds from NRC Action oti request completed 
FELTON, J M Division of Rule* and Records 83/01/21 DAV 1 8 , G. A 

National Alliance of Senior Citizens Sp 17200 313 


0302280126 Addl response to FOIA request for seven categories of info 
re facility Document# listed in app completely withheld 
<r*f FOIA Exemptions 1,3 k 41 Access to portions of 
documents provided through Ni88 protective order 

FELTON. J M. Division of Rules and Records 83/01/19 WEISQ.E R 
Harmon U Weiss 4pp 


8302280135 Responds to FOIA request for documents re NRC shutdown plai 
mentioned in Ueekly Info Rept far uk ending 01.0831 4c 
&ECY-81 -600 fc 600A Forward* Manual Chapter 1302, "Shutdown 
P lan, Cont ingency Plan for Period* of Lapsed Appropriations " 

FELTON, J M Division of Rules and Records 03/01/25 CONNOR. L 
Doc-Search As*gciate*. lp 17322, 1*9 


— 9302280139 Manual Chapter 1302, "Shutdown p lan’ Cont ingency Plan for 
Period of Lapsed Appropriations 11 

* NRC - No Detailed Affiliation Given 02/12/21. 32pp 
17322 171 


OEN TLC 18 GENERIC TECHNICAL IS0UE9 


8302080370 Summary of ACRS Metal Component* Working Croup 020930 
meeting in Wa shing ton, DC re NRC position on pressurized 
thermal shock 

« ACRE - Advisory Committee on Reactor Safeguards 82/11/23. 

ACR8 - Advisory Committee on Reactor Safeguards 33pp 17107*166 
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93021604Q4 Suggests closeout of Multi-Plant Action 0-47 re pressurized 
thermal shock to re-actor pressure v-easels Action Item 8-72 
should be developed Instead 

L AINAS, 0 C Assistant Director for Operating Reactors 03/02/03 
ETSENHJT. D G Division of Licensing 2pp 17173 192 


— 0302160406 Staff requirements memo re 021209 d iscussion/pcss i b 1 e vote 
in Na «h ing ton, DC on pressurued thermal shock actions 
CHILK.S J Office of the Secretary of the Commission M821209A 
83/01/05 Office of the Ei-ecutive Director for Operations 2pp 
17173 193 


ILE INSPECTION AND ENFORCEMENT 


821206035B IE Info Notice 83-01. r, Ray Miller. Inc " Svc Hit end 
JORDAN* E L Division Of Emergency Preparedness & Engineering 
Response (Post 830103) 83/01/26 Consolidated Edison Co of New 

York, Inc 1 IBpp 17023 160 24X Fiche 50-000,93/01/26,8212060358 


B2t 2060360 IE Info Notice 83-02* "Limi torque HOBC, HI DC, H2DC & HSBC 
Oearheads " Svc list end 

JORDAN. E L Division of Emergency Preparedness £# Engineering 
Response (Poet 930103) 83/01/28 Cons o- 1 i da t ed Edison Co of New 

York* Inc I09pp 17144 001 24K Fiche &0-OOD, 03/0 1 /28* 82 J 2060360 


9212060361 IE Info Notice 03-03, "Cal ibr at Llqiud Level Instruments " 
Svc list end 

JORDAN# E L Division of Emergency Preparedness 4: Engineering 
Response (Post 830103) 83/01/23 Consolidated Edison Co of New 

York, Inc 1 lOpp 17074 093 24< F idle 50-000, 83/01/28, S2J 2060361 


3212060363 IE Info Notice 03-04# "Failure of Clma Power Supply Units » 
Qvc list end 

JORDAN* E L Division of Emergency Preparedness & Engineering 
Response [Post 830103) 83/02/18 Consolidated Edison Co of New 

York, Inc 1 lOpp 17347 191 24X Fiche 30-000, 83/02/ J 0* 821 2060363 


0212060363 IE Info Notice 83-09, "Obtaining Approval for Disposing of 
Very Low Level Ratfwaste - IOCFR20 302 " Gvc list end 
JORDAN# E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 83/02/24 Consolidated Edison Co of New 

York, Inc illpp 17347 058 24X Fiche 50-000,03/02/24*2212060365 


8212060366 IE Info Notice 83-06* "Non i d enti c a 1 Replacement Parts ° 

Svc list end 

JORDAN, E L Division of Emergency Preparedness fe Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc 112pp 17361 148 24* Fiche 50-000,83/02/24,8212060366 


0212210113 PNQ~I-B2“OGO on 021214* truck u/density gauge containing 
9 tnCi Cs-137 source U possibly 40 mCi Am''241-0e source 
stolen in Monroevi 1 le, PA Gauge not hazardous to public 
unless sources removed from lacked device 

JOHANSEN, J * GLENN, J Region I* Office of Director 82/12/14 ip 
16491 041 


3302010471 PM5-V~83-003 on 8301 26* s e cur i ty guard accidentally 
discharged newly issued revolver U caused superficial 
wounds to right leg Guard treated L held overnight at hosp 
for observation 

MDRTENSEN, N P Region 5, Office of Director 03/01/27 lp 
169-&1 302 


B3O2O4900O FNQ- 1 1 1-Q3-OIO on 0301 21 » a 1 1 ega 1 1 on received from fired 
electrical worker r» deficiencies in mat! traceability of 
electrical hangers L In control of work instructions 
(travelers) in field Installation of hangers stopped 
KONKLIN, J Region 3, Office of Director 83/01/31 lp 17020 153 


3302070076 Partial response to FOfA request for 22 categories of 
-documents Forwards documents listed in App A Documents 12* 
13,16,18,19,27 U 28 available in POJR App B documents 
completely withheld (ref FOIA Exemption 3) 

FELTON, J M Division of Rules and Records 02/12/21 0HOLLY# S 
Union of Concerned Scientists App 17063 005 


3302070232 PNO-V-03-006 on 8301 14 , i npro p er shipment of low level 
waste received from Teledyne Isotopes , Ue&twood# NJ State of 
WA banned company from use of burial site % suspended 
burial perml t* effective 030117 

THOMAS. R D Region 5* Office of Director 83/02/02 lp 
17031 297 


302070371 PNO-IV-B3-004. on 930129* LA Nuclear Energy Div fourth quarter 
film badge rept for Dresser Atlas employee indicated whole 
body exposure of 372 rems Value not true No medical 
indications that individual received indicated exposure 
HEYER-R S * DODA.R J Region 4# Office of Director 93/02/02 2pp, 
17029 350 


9302140043 PNO- 1 1-S3-007 on 930204, umdenti fi ed caller telephoned tn 
bomb threat Identified device found near temporary bldg but 
contained no explosive* Proper authorities notified threat 
considered hoax 

MCGUIRE* D R Region 2, Office of Director 83/02/07 2pp 
17142 139 


0302100309 PNO-m-03-014 on 8302 11 * h 1 g h er than anticipated gaseous 
effluent release occurred while collecting sample from gas 
space from Unit I Second unplanned release from Unit 2 
occurred while collecting coolant sample 

HUETEft, L J Region 3, Office of Director 93/02/11 If 
1 721 1 220 


8302230249 EN-93-011 on 830218, notice of violation 4# civil penalties 
issued in amount of <600*000 based on violations re Tech 
Epee surveillance requirements for several safety sys & 
components & failure to correct identified problems 
BARBER , 0 Director's Office# Office of Inspection and Enforcement 
03/02/ 18 Ip 17244 310 


9302250304 PNO- 1 Y-83-GD5A on 830217, I i c en see reported that package 
containing 10 mCi Cs-137 sealed source located at Northwest 
Orient Airline* terminal in Houston# TX Shipment will be sent 
from Houston to Scotland. 

EVERETT , R J Region 4, Office of Director 03/02/18 lp 
17297.218 


8302280456 PN0-V-83-009 on 930213# Mo-99/Tc-99m generator containing 
800 mCi radioactive ma tl # pos* i b 1 y lost on delivery from 
Nuclear Pharmacy, Inc Supplier indicated generator delivered 
to Naval Regional Medical Ctr 

THOMAS, R D Region 3# Office of Director 83/02/23 lp 
17309 214 


9302290525 PMO- I-B3-Q0? on 830221. three gauges stolen from car parked 
outside Holiday Inn in King of Prussia, PA Gauges contained 
Cs-137 It Am-24I/He No harard to public unless sources 
removed from «h 1 e 1 ded , 1 oc k ed device 

FRrEDMAN* L * GLENN# J, Region 1* Office of Director 03/02/22 Ip 
17309 050 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8301 110451 Forwards fuel cycle L metis LER summary for Nov-Dec 1902 
BROUN, <3 D Division of Vendor * Technical Programs 93/01/07. 
DAVIS, J 0 Office of Nuclear Material Safety it Safeguards# Dl rec tor 
MICHEL SDN# C Director's Office 3pp 16743.029 


83020 1 0656 Requests that listed action* re control of field changes 
at all const sites be initiated W/o memo describing 
p rot l*m 

COLLINS, J r Region 4, Office of Director 83/01/26. DEYOUNG, R C 
Director'* Office, Office of Inspection and Enforcement lp. 

16980 037. 


9302070016 Forwards completed Forms T-02O-A for NRC Federal Advisory 
CoTtiittees for us* in preparation of annual rept of 
President for CYQ2 

HQYLEJ-J C Office of the Secretary of the Commission, 03/01/20 
MARTINSON, fl L National Archives t Record* Service (DO NOT USE) 
38pp 17100 £65 


0302090153 Ack receipt of 021103 1 tr re 921007 presentation to NRC * 
INFO Issues -of operator integrity J< abnormal operating 
procedures discussed 

THOMPSON, HL pivieion of Human Factors Safety. 03/01/24. 
SHEEHY.EJ Affiliation Unknown 5pp 17121.355 


0302150364 Requests waiver of present per diem rate for visit to 
designated high-rate geographical area 

HUBRARD*o T Division of Vendor * Technical Programs 03/02/07 
COLLINS* J T Region 4* Office of Director lp 17157*267 


8302150530 Forwards projected vendor in*p schedule through 030423# In 
order to assist In planning i# coordinating imp of 
nonlicensee org aniz-a tlon* 

COLL I NS, J T Region 4. Office of Director 03/02/07 HAYNES# R, C 
Region 1, Office of Director 0'REILLY*J P Region 2# Office of 
Director. KEPFlER,J 0 Region 3# Office of Director 2pp 
17156 361 


03021307 52 Comments on revised Intp Procedure 94300 for performing 
regional evaluation of near-term OL facilities Third part 
independent design verification repts should be included 
in svrmary 

EI8ENHLPT, D. 0 D i v£ * i □ n o f Lice n« ing 83/02/03 TAYLOR* J M 

Division of Reactor Program* (Pre 030103). lpp 17159:076 


NONDOCKETED ITEMS 


8302220031 Forwards Dec 1982 ltr rept In response to B20B1S request 
for adtfi info re review of Windsor site reactor prototype 
Ltr submits changes to proposed locations & location where 
addl soil tests performed W/o end 

THOMAS, C 0 Standard i iat i on tt Special Projects Branch 83/02/10 
LEAR. 0 Structural Engineering Branch lp 17233 294 


8302220324 Advises that operating areas of Fish & Wildlife 9vc, 
Ecological Svc Field Ofc in T< have been realigned Map 
depicting relative boundaries of each ofc 6 Hat of 
counties end 

YOUNG, J A Inter ior, Dept of, Fish & Wildlife Service 83/02/07 
NR C - No Detailed Affiliation Given Spp 17230 J 1 4 


83022301 1 S Forwards fuel eye 1b U matls LER summary for Jan 1983 
BROWN, 0 D Division of Vendor tt Technical Programs 83/02/16 
DAVISiJG Office of Nuclear Material Safety & Sa# eguards, Di rec tor 
MICHEL80N,C Director's Office 3pp 17243.214 


B302040S02 NUflEG/CR-2997 VQl 

APPLICATIONS QF ENERGY RELEASE RATE TECHNIQUES TO 
P ART-THROUGH CRACK IN PLATES AND CYLINDERS 

BASS, a R . 3RYE0N.J W Oak Ridge National Laboratory FIN B-0119 
OflNL/TM-0527/ Vl 02/12/31 Division of Engineering Technology 

/Ipp 17046 220 


B3O2O4QSO0 NURE0/CR-223B V19 

ADVANCED REACTOR SAFETY RESEARCH QUARTERLY REPORT, JULY - 
SEPTEMBER 1931 

* Sand i a Laboratories FINA-1016 SAND8J-I529 82/12/31 
Office of Nuclear Regulatory Research, Director 257pp 17041 M2 


8302040521 NUREO/CR-2908 

AN APPROACH TO MODELING SUPERVISORY CONTROL OF A NUCLEAR 
POWER PLANT 

OAROILS , FEEHRER,C . MURAL I DHARAN, R Dolt, Deranck b Newman, Inc 
FIN B *0438 ORNL/BUe/01-705 82/12/31 Office of Nuclear 

Regulatory Research, Director 150pp 17046 001 


NUREG NUREO REPORTS AND RELATED COR REBP OMDENCE 


8302010525 Forwards technical justif icati on for relationship of scram 
time fraction to scram discharge vol pipe break probability 
as used in NED0-22209, "Analysis of Scram Discharge Vol Bys 
Piping Integrity ■' 

DENTON, TJ RWR Owner* Group BWROG-8303 B3/G1/20 ECCLEBTON, K 
NRC - No Detailed Affiliation Given 16pp. 16977 257 


0302020477 Partial response to FOIA request for SAND 91-1549 
(NVREG/CR-2239), SAND 82-1110 (NUREG/CR-2723 > , NUREG-Q773 tt 
NUREG/CR-2326 L all documents re CRAC Code Forwards draft 
NUREO- 0773 NUREG/CR-2239 available in PDR 

FELTON, J M Division of Rules and Records 82/12/02 ELLIOTT, C W 
Thomas & Hair Ip 17000 334 


—8302020483 NUREG-0773 DRFT 

REACTOR ACCIDENT SOURCE TERMS DESIGN AND BITING 
PERSPECTIVES 

* NRC - No Detailed Affiliation Given 92/03/31 lQ7pp 
17000 336 


8302030200 NUREQ/CR-2B61 

IMAGE ANALYSIS FOR FACILITY SITING A COMPARISON OF LOW AND 

hioh-altitude image interpretability for land uge/land cover 

HAPPING 

BORELLA, H M EGfrG, Inc ESTES, J E , EZRA, C E California, Umv 
of, Santa Barbara FIN A-1251-2 3-744-R 82/11/30 Division of 

Health, Siting ft, Environment 76PP Available al NRC *5 00 
17013 221 


0302030239 NUREQ-Q748 VQ2 Nil 

OPERATING REACTORS LICENSING ACTIONS SUGARY Data As Of 
November 30,1982 (Orange Book! 

* Management Information Branch 82/12/31 292pp 17022 001 


9302030252 NURE0/CR-27Q6 

TRAINING COURSE NO 2 THE IMPLEMENTATION OF FEMUASTE 
<QRNL-3601> COMPUTER PROGRAM 

YEHvG T Oak Ridge National Laboratory F IN A-9095 QRNL/TM-8328 
82/11/30 Division of Waste Management I36pp Available at NRC 

*7.30 17023.018 


B302030239 NUREG/CR-3090 

EVALUATION OF WATER HAMMER POTENTIAL IN PREHEAT STEAM 
GENERATORS. 

SEXTON, D E , KA8AHARA, M , UFFER, R A Guadre* Carp FIN A-64 51 
02/12/31 Division of Safety Technology 42pp Available at NRC 

*4 73 17013 179 


0302040469 NURE0/CR-29A6 

BUCKLING INVESTIGATION OF RIN0-8TIFFENED CYLINDRICAL SHELLS 
UNDER UN8YMMETRICAL AXIAL LOADS 

BAKER, W , BENNETT, J , BABCOCK, C Los Alamos Scientific Laboratory 
FIN A-7222 LA-9936-M8 82/12/31 Division of Engineering 

Technology 02pp 17044 001. 


G3Q207Q042 Forwards 10CFR73 37 & Nl/REG-0561 for physical protection of 
shipments of irradiated reactor fuel per 791212 telcon 
HILLMAN, C Physical Security Licensing Branch 79/12/12 OWEN. L 
NRC - No Detailed Affiliation Given Ip 17062 024 


8302070076 Partial response to FCJIA request for 22 categories of 
documents Forwards documents listed in App A Documents 12, 
13,16.10,19,27 ic 2B available in PER App B documents 
completely withheld <ref FOIA Exemption 51 

FELTON, J M Division of Rules and Records 02/12/31 BHOLLY, S 
Union of Concerned Scientists 6pp 17063 005 


— 9303970 1 48 Responds to Comm is s 1 on or Ahearn* requests during B10S29 
briefing on SECY-B1-240, draf t NUREG-0771 *< 0772 re accident 
source term assumptions Corrments will be sought from outside 
NRC Detailed analysis end 

DIRCKS, W J Office of the executive Director for Operations 
01/06/29 CHrLK.S J Office of the Secretary of the Commission 
1 Ipp 17064 145 24X Fiche 50-000,82/12/21,0302070076 


— B3D207OIB6 Forwards draft Chapters 1,2,6 tt app of NUREG/CR-2629, 
"Interim Source Term Assumptions for Emergency Planning tt 
Equipment Qualification," for review in 820310 meeting in 
Beth esda, MO 

CHESTER, ft 0 Qak Ridge National Laboratory 82/03/11 
THADANI.il C NRC - No Detailed Affiliation Given 7?pp 
17064 327 


B3020B0044 Respond* to FOIA request far "background calculations of 
very low probability events" referred to by R Bernero on 
821101 Forward* NUREQ/CR-2239 "Technical Guidance for 
Siting Criteria Development " W/o enc 1 

FELTON, J M Division of Rules and Records 83/01/13 GROSSMAN, K 
Island Cioseup News Service lp 17105238 


G3D20800BB Summary of ACR5 Su be omm jtte e on Reliability l Probabilisti 
Assessment 820802 meeting in Washing t on, DC re draft action 
plan for implementation of proposed safety goals fc accident 
policy Viewgraph* end 

* ACRS - Advisory Committee on Reactor Safeguards 82/00/12 
ACRS ~ Advisory Committee on Reactor Safeguards 3lpp 17106 105 


3302090016 Summary of ACRS Class 9 Accidents Subcommittee 02OBQ6 
meeting in Wa *h i ngton. DC re NRC rev to severe accident 
research plan <SARP), (NUREG-09001 tt SARP relation to 
SEC Y-02~T A 

# ACRS - Advisory Committee on Reactor Safeguards 92/10/09 
ACRS - Advisory Committee on Reactor Safeguards lOpp 17119 159 


B302090079 Summary of ACRS Joint Committees on Safety Philosophy, 
Technology 6 Criteria *>• Class 9 Accidents 820906 meeting in 
Wash ing ton, DC re severe accidents policy statement, safety 
goals tt implementation 

# ACRS - Advisory Committee on Reactor Safeguards 20183 
92/10/23 ACRS - Advisory Committee on Reactor Safeguards 5pp 

17119 291 


0302040472 NUREG-0942 DRFT 

CONDUCTING NEED- FOR -POWER REVIEW FOR NUCLEAR POWER PLANTS 
Guideline* To States. 

NASH, A D Office of State Programs, Director 02/12/31 107pp 

1 7044 004 


B30 2040479 NUREQ/CR-3097 

BENCHMARK PROBLEMS FOR REPOSI TORY SITING MODELS 

ROSS, B. , MERCER, J, W > THOMAS, 8 D Oeotrans, Inc FIN B-6905 

82/12/31 Division of Waste Management ISipp 17044 191 


0302100263 NUREQ/BR-0025 V09 Ni 

INFORMATION REPT ON STATE LEGISLATION 

* Office of State Programs, Director 83/01/31 I2pp J 71 33 171 


8302100265 NUREG -0040 VO 6 N04 

LICENSEE CONTRACTOR AND VENDOR INSPECTION STATUS REPORT 
Quarterly Report, Oc tober 1992 - December 1983 
* Region 4, Office of Director 83/01/31, 269pp 17133*107 


930210027! MJREG/BR-0050 

REGULATORY ANALYSIS GUIDELINES OF THE U 8 NUCLEAR 
REGULATORY COMMISSION 

* Office of the Executive Director for Operation* 
17143 232 


83/01/31. 30 



430 


NONDOCKETED ITEMS 


3302100273 NUREG/CR-2006 

A KINETIC MODEL FOR THE CHLORINATION OF POWER PLANT COOLING 
WATERS 

JOHNSON/ J D , QUALLS. R G North Cara Una. Umv of FIN B-6240 
83/01/31 Division of Health* Siting & Environment 88pp 

17135 194 


3302100279 NUREG-0S4Q V04 N09 

TITLE LIST OF DOCUMENTS MADE PUBLICLY AVAILABLE September I- 
30. 1982 

* Division of Technical Information & Document Control 83/01/31 
520 pp 17136 015 


3302 1 0020 1 NUREG/CR-2300 V02 

PRA PROCEDURES GUIDE A Guide To The Performance Of 

Probabilistic Risk Assessments Far Nuclear Power Plants 

ICKMAN.J W American Nuclear Society * Institute of Electrical i. 

Electronic Engineers FIN Q-1004 03/01/31 Office of Nuclear 

Regulatory Research. Director 44?pp I713B 334 


3302100234 NUREG/CR-2300 V01 

PRA PROCEDURES GUIDE A Guide To The Performance 0# 

Probabilistic Risk Assessments For Nuclear Poorer Plants 
HICKMAN. J U American Nuclear Society * Institute of Electrical t, 
Electronic Engineers FIN C-1004 03/01/31 Office of Nuclear 

Regulatory Research/ Director 4S7pp 17137-197 


1302100286 NUREG/CR-2047 

COOAP A NUCLEAR POWER PLANT CONTAINMENT HYDRQOEN CONTROL 
SYSTEM EVALUATION CODE 

Of DO. R J Los Alamos Scientific Laboratory FIN A-7I05 
LA-94S9-MS 03/01/31 Division of Systems Integration (post 
81 10051 31pp 17135 346 


3 302140091 Comments on draft Rev 0 to Nl/REG-0933, “Pr inr 1 t i i at J an of 
Generic Safety Issues 11 Recommends that prioritization 
methodology be revised to achieve consistency 

SHERWOOD, G G General Electric Ct> 47FR57593 001 03/02/04 

Docketing 4, Services Branch 5pp 17141 096 


3302150027 comments on proposed rule 10CFR50 U NUREG~0906 r "Guidance 
for Implementation of 10CFR50 34(g) " NUREG vague on what 
info In SAR required to be evaluated against SRP 
WQOLEVER.E J Duquesne Light CO 47FR47019 010 83/02/02 

Docketing -4* Services Branch 2pp 17148 055 


*302150718 NUflEG/CR-2848 

MECHANISTIC DRY-PRESSURE- CONTAINMENT LCCA ANALYSIS 

G I DO. R J . LAMKIN. 0 J KGESTEL, A Los Alamos Scientific Laboratory 
FIN A-7105 LA “94 60- MS 83/01/31 Division of Systems 

Integration (post 811003) 53pp 17160 117 


1302150723 NURE0-0580 VII N12 
REGULATORY LICENSINO STATUS SUMMARY REPORT Data As Of 
December 31,1982 (Blue Cook) 

«- Management Information Branch 03/01/31 65pp 17160 174 


J3021 70022 NUREG-0748 VQ2 N12 
□PERATINO REACTORS LICENSING ACTIONS SUMMAR Y Data As Of 
December 31,1982 (Orange Book) 

* Management Information Branch 03/01/31 292pp 17191 J 20 


3302170024 NUflEQ-0090 VOS N03 

REPORT TO CONGRESS ON ABNORMAL OCCURRENCES July - September 
1902 

* Director'* Office 03/01/31 40pp Available at NRC 44 5D 
17192 052 


8302170107 NU REG-0020 V06 N09 

LICENSED OPERATING REACTORS Statu* Summary Report Data As Of 
August 31.1902 (Grey Book) 

* Management Information Branch 83/01/31 366pp 17194 100 


8302170198 NUREG/CR-2666 

PUR SEVERE ACCIDENT DELINEATION AND ASSESSMENT 

AHMAD/A , CAT TON, I * CUESTA-OONZALEZ California* Unfv of* Lou 
Angeles FIN D-6835 UCLA-ENG-02Q4 83/01/31 Division of 

Systems Integration (post 01(005) 276pp Available at NRC *8 00 

17187 137 


Q3021 70203 NUREG/CR-3008 

AUDITORY PERCEPTION IN LOOSE-PARTS MONITORING 

HOWARD, J H Catholic Univ FIN 3-02S3 83/01/31 Division of 

Facility Operations 50p p Available at NRC *4 75 17188 161 


8302170208 NUR£0/Cfl-2B01 

PIPING RELIABILITY MODE VALIDATION AND POTENTIAL USE FOR 
LICENSING REGULATION DEVELOPMENT 

WOO * H H * CHOU, C K Laiurence Livermore Laboratory FIN A-0363-1 
UCRL-53040 63/01/31 Division of Engineering Technology 63pp 

Available at WRC *5 00 17100 096 


8302170213 NUftEG/CR-2015 V03 

SEISMIC SAFETY MARGINS RESEARCH PROGRAM* PHASE I FINAL 
REPORT-DEVELOPMENT DF SEISMIC INPUT (PROJECT II) 

BERNRVETERj D L * CHUNG r D H , MORTGAT, C P Lawrence Livermore 
Laboratory FIN A-0130 UCRL-S 3021 03/01/31 Division of 

Engineering Technology 142pp Available at NRC, *6 00 
17190 149 


0302170251 NUREO/CR-3090 

NETWORK LOCATIONAL TESTING AND VELOCITY VARIATIONS IN 
CENTRAL VIRGINIA 

SlflOL.M S , BCLLlNOERiO A Virginia Polytechnic Institute FIN 
B-6249 83/01/31 Division of Health, Siting it Environment 

0Qpp Available at NRC $9 00 17196 011 


0302170431 Forward* "NRC Reliability Program Plan*Task 2 
Recommendations" L "NRC Reliability Program* Task 1 Survey 
Results " Research conducted at Rome Air Development Ctr in 
response to NUREG-066O* Tas k II C 4* re l iab i 1 i ty engineering 
THADANI , A C Reliability fcRisk Assessment Branch FIN B-80I4 
03/02/10 DENTON* H R Office of Nuclear Reactor Regulation* 
Director EPEIS*T Division of Safety Technology EIBENHUT < D 0 
Division of Licensing 0pp 17204 093 


—0302170435 RAC-TR-82-E0 1 

"NRC Reliability Program Plan#Task 2 Roe o mmenda t i ons * “ final 
r«pt 

LAUFFENBUSOER, ANDERSON.fi T , HENRY, C D I IT Research Inst 
NRC -03-0 1-138 82/12/31 NRC - No Detailed Affiliation Given 

llpp 17204 101 


— 03O217O43B f NRC Reliability Program Plan, Task 1 Survey Results*'* 
interim rapt 

NARE5KY, J J , ANQER50M* R T * HENRY* C D I IT Research Inst, 

NRC - 03-8 1 - 1 3fl 82/10/3! NRC - No Detailed Affiliation Given 

lp 17204 230 


8302170469 NUREG/CR-1 120 V10 

SEISMIC SAFETY MARGINS RESEARCH PROGRAM Progress Report No 
14 

BOHN* M P * BERNREUTER.D L , CHUANG* T V Lawrence Livermore 
Laboratory FIN A-0126 03/01/31 Division of Engineering 

Technology 42pp Available at NRC *5 00 17197 103 


3302170026 NUREG- 0485 V04 NI2 

SYSTEMATIC EVALUATION PROGRAM Status Surwiary Report Data As 
Of December 31, £982. (Buff Book) 

# Office of Resource Management* Director 83/01/31 S9pp 
17192 089 


3303170029 NUREG- 0900 

NUCLEAR PLANT SEVERE ACCIDENT RESEARCH PLAN 

LARKINS. -J T * CUNN INGHAM, M Office of Nuclear Regulatory Research, 
Director 83/01/31 B4pp 17192 J49 


8302170403 NUREO-0959 

USER'S GUIDE FOR 10 CFR 61 IMPACT ANALYSIS CODES 

WIDMAYER* 0 A Division of Waite Management 03/01/31 72p p 

Available at NRC *6 00 17198 073 


8302170487 NURE0/CP-0041 VOl 

PROCEEDINGS OF THE TENTH WATER REACTOR SAFETY RESEARCH 
INFORMATION MEETING 

SZAWLSWICZiS A Szauleul c z* S A 83/01/31 Office of Nuclear 

Regulatory Research* Director 443pp Available at NRC *11 00 
17198 209 


3302170033 NUflEQ/CR-2000 VO INI 2 

LICENSEE EVENT REPORT (LER) COMPILATION For Month Of 
December 1982. 

# Oak Ridge National Laboratory FIN B-1583. ORNL/NS JC-200 
03/01/31 Director's Office 112pp J7I92 202 


83021 70491 NUREG/CP-0041 VOS 

PROCEEDINGS OF THE TENTH WATER REACTOR SAFETY RESEARCH 
INFORMATION MEETING 

aZAWLEWlCZ, S A Siawlauicz. S A 03/01/31 Office of Nuclear 
Regulatory Research# Director 399pp Available at NRC *9 50, 
17199 292 


3302170062 NUflEG-0540 V04 N10 

~ITLE LIST OF DOCUMENTS MADE PUBLICLY AVAILABLE October 1 - 
. 1962 

Division of Technical Information i. Document Control 83/01/31, 
>pp 17193:034 


0302170496 NUHEO/CR-0041 V06 

PROCEEDINGS OF THE TENTH WATER REACTOR SAFETY RESEARCH 
INFORMATION MEETING 

S ZAWLEWIC Z* 8 A Szawl ewi c z . S A 83/01/31 Office of Nuclear 

Regulatory Research* Director, 280 pp Available at NRC $B 00 
17200 331 


NONDOCKETED ITEMS 
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0302180031 Partial response to F0IA request foi records re proposed rev 
of license fee schedules Forwards documents listed in App A 
Documents also available 1" PUR 

FELTON* J M Division of Mules and Records 63/0 i/U KNOWLES. N J 
Shaw. Pittman, Potts * Trowbridge 7pp 17322 003 


—6302180084 Requests add 1 info re Section K-l of NUREG-074B, "Operating 
Reactors Licensing Action Summary, * dtd June 1901 High 8< low 
range for each foo class required 

MILLER, W D License Foe Management Branch 01/07/20 OERKGW.M 
Management Analgsis Branch I3pp 17282 050 


0302220014 NUREQ-Q790 V15 102 

INDEXES TO NUOLCAR RCQULATC1RY COMMISSION ISSUANCES 
January - June 1982 

* Commissioners 82/06/30 l3Bpp 17239 149 


0302250016 NUREG/CFI-3U36 

COMPARISON a c F I VE -M7NUT£ RADON DAUGHTER HE ASUREMENTQ WITH 
LONG-TERM n AOON AND RADON DAUGHTER CONCENTRATIONS 

YQl/NQ, J A . JACKSON, P 0 , THOMAS, V U Battelle Memorial Institute. 
Pacific Northwest Laboratory TIN 3-2^70 PNL-4591 83/01/31 

■Division or Health, Siting > Environment 23pp Available at NHL 
M 90 1 7299 316 


3302230053 NUrtEO/Cft-2675 VQ3 

RELEVANCE OF BIOTIC PATHWAYS TO REGULATION OF NUCLEAR WASTE 
DISPOSALS Topical Report On Paference Eastern Humid 
Low-Level Site* 

MCKENZIE. D H . CADWELL. L L , EBEIIHARDT, L E Dattellfr Memorial 
Institute, Pacific Northwest Laboratory FIN D-2377 PN'L-4241 

33/01/31 Divi-sion of Health. Siting & Environment 34pp 

Available at WRC *4 75 17300 250 


0302220426 NUREQ/CR-29Q7 VOl 

RADIOACTIVE MATERIALS R CL EASED FROM NUCLEAR POWER 
PLANTS - 1930 

TICHLER.J ■ OENKOVITZ.C Urookhaven National Laboratory FIN 
B-2243 RNL-NUREO-Sl 931 03/01/31 Division of Data Automation & 

Management Information 2 1 tip p Available at NRC *7 OO 

17240 114 


0302220431 NUREQ/CR-3G&6 

investigation of the conservatism associated with different 

COMBINATIONS BETWEEN PRIMARY AND SECONDARY PIPING RESPONSES 
WANG* Y K , BUOUDHI.M , 0C7L CR, P nrookhaven National Laboratory 
FIN B-3350 DNL-NUREO-31629 01/01/31 Division of Engineering 

04pp Available at NRC ♦D 00 17237 231 


8302250091 NURE0-0B51 

N0MQ0RAM9 FOR EVALUATION OF DOSES FROM FINITE NOBLE OAS 
CLOUDS 

PASCIAK, W J , FAIRDDENT, L A , HANDLER ,H E Division of Systems 
Integration (post BU003* 83/01/31 249p p Available at NRC 

*7 50 17300 001 


Q302260094 NOME G/CR -2056 

A REVIEW OF FUGITIVE DUST CONTROL FOR URANIUM MILL 
TAILINGS 

L|,C T . ELI CJRE. M f? , HARTLEY, J N Battel! e Memorial Institute, 
Pacific North went Laboratory FIN D-2370 PNL-4360 93/01/31 

Division of Health, Siting 1 1 Environment 5Bpp Available at NfU 
*5 00 17300 309 


0302220435 NUREfr/CR-2005 VO? 

LWR PRESSURE VCSSEL SURVEILLANCE DOSIMETRY IMPROVEMENT 
PROGRAM Quarterly Progress Report April 1908 - June 1902 
GUTHRIE, 0 L , MCELROY, W N Hanford Engineering Development 
Laboratory FIN D-990B-7 HGDL TMC 02-19, 03/01/51 Division of 

Engineering Technology 30pp Available at NRC S4 75 17237 i/7 


6302220438 NURE 0-0940 VOl N04 

ENFORCEMENT ACTIONS SIGNIFICANT ACTIONS RESOLVED Quarterly 
progress Report October - December 1902 

* Director's Office. Office of Inspection and Enforcement 
D3/01/31 !S2pp Available at NRC $6 50 17237 029 


0302220441 NUftEQ /CP-004 1 V02 
PROCEEDINGS Or THE TENTH WATER 
INFORMATION MEETING 
8ZAWLEUICZ. 8 A fliawlewtc*. 0 
Regulatory Research, Director 
17238,001 


0302220442 NURE0/CP-0041 V03 
PROCEEDINGS OF THE TENTH WATER 
INFORMATION MEETING 
BZAWtEWICZ.8 A BiawUwici, 0 
Rsgulatory Research' Director 
17236 001 


8302220443 NUREG/GP-004 1 V04 
PROCEEDINGS Or THE TENTH WAtrR 
INFORMATION MEETING 
6ZAWLEWICZ.8 A BxawUwici, £} 
Regulatory Research. Director 
17233 001 


REACTOR SAFETY RESEARCH 

A 03/01/31 Office of Nuclear 

904pp Available at NRC *11 00 

REACTOR SAFETY RESEARCH 

A 03/01/31 Office of Ngc 1 car 
3l2pp Available at NRC <8 50 

REACTOR 6AFETV RESEARCH 

A 03/01/31 Office of Nuclear 

326pp Available at NRC *B 50 


0302220466 Forward! NUREG-0090, Vo 1 9, Number 3. "Rapt to Congress on 
AOs i Jwl-Sept 1902 " 

PALLAD1NO.N J Commissioners 83/02/03 O'NEILL, T P House of 
Rep . Speaker of the House lp 17234 307 


—6302220469 Forwards NUREG-0090. Vo I 9, Number 3, "Rapt to Congress on 
AOs, Ju l-8*p t 1902, M 

PALLADINOr N J Commissioner* 03/02/03 BUSH,G If W Sena to* 
President of the Senate lp 17234 308 


0302230023 NUHEG/CR-3079 

EARTHQUAKE HAZARD STUDIES IN NEW YORK STATE AND ADJACENT 
AREAS Final Report. April 1976 - June 1932 

KUFKA.AL Columbia Univ TIN 0-6096 03/01/31 Division of 

Health, Siting fc Environment. 7Gpp Available at NRC *3 00 
17241 229 


83022901 12 NUREO-0943 

threaded fastener experience in nuclear power plants 

KOOiH H Division of Licensing 83/01/31 30pp Available at NRC 
*4 50 17299 234 


8302P50113 UUHEG-G953 

VY 1904/89 BUDGET ESTIMATES 

* Office of Resource Management, Director B3/0I/31 92pp 
17302 09? 


0302290115 NUHE0-G965 
NRC INVENTORY DP DAMS 

LEAR.fr F. , THOMPSON, 0 D NRC - No Detailed APfjllation Given 
Q3/01/31. 9Spp Available at NRC 15 SO 17302 001 


0302250122 NUHEO/CR-2903 

SELECTED HYDROLOGIC AND GEOCHEMICAL ISSUES IN SITE 
CHARACTERIZATION TOR NUCLEAR WASTE DISPOSAL Flood Basalt* 

At The Hanford Reservation 

ARNAHAN, C L « DELAWY, J M , LCMOr J C S Laurence Berkeley Laboratory 
FIN B-3109 LDL-13029 B3/01/31 Division of Waste Management 

iBOpp Available at NRC *6 50 17001 006 


D3G2290129 NUREfr/CR-2755 

PACKING MATERIAL TESTING REQUIRED TO DEMONSTRATE COMPLIANCE 
WITH IOOO-VEAR RAOIDNUCLUir CONTAINMENT Semiannual Report On 
Waste Package Verification Tests 

fl IDA, 0 , EASTWOOD, D flrookhaven National Laboratory FIN A-3167 
DNL-NUREO-51544 03/01/31 Division of Waste Management 38pp 

Available at NRC *4 50 17299 246 


Q30225O135 NUREG/CR-2B05 VOl 

LWR PRESSURE VESSEL SURVEILLANCE DOSIMETRY IMPROVEMENT 
PROGRAM Quarterly Progress Report January 1902 - Match 1902 
GUTHRIE. Q L . MCELROY, W N Hanford Engineering Development 
Laboratory FIN D-3930-1 HEDL-TMC 02-13 03/01/31 Division of 

engineering Technology l3Bpp 1730J 186 


0302290140 NUftEG-0580 V12 N01 

REGULATORY LICENSING STATUS SUMMARY REPORT Data As Of 
January 31, 19S3 (Blue Booil 

#■ Management Information Branch 03/02/33 68pp 17299 173 


0302250146 NURE0/CR-2304 

THE APPLICATION Of" FISHERIES MANAGEMENT TECHNIQUES TO 
ASSEesrNO IMPACTS Final Report 

MCKENZIE. D H t SIMMONS, M A , 8KALSKI.J ft Battel le Memorial 
Institute, Pacific Northwest Laboratory FIN B-2160-0 03/01/31 

Divitlon of Engineering 50pp Available at NRC <4 75 
17299 073 


8302250043 NUREQ-0737 BOl 

CLARIFICATION OF TMI ACTION PLAN REQUIREMENTS REQUIREMENTS 
FOR EHEROENO RESPONSE CAPABILITY 

» Diviiion of Licensing 03/01/31 2Bpp Available at NRC 
♦4 50 17301 324, 


8302250151 NUREO/CR-3076 

COMPUrER PREDICTION CF SUBSURFACE RADIONUCLIDE TRANSPORT - 
AN ADAPTIVE NUMERICAL METHOD 

NEUMAN, S P Arizona. Unlv of FIN B-5753 S3/01/31 Waste 

Management Sranch 43pp Available at NRC *4 75 17299 130 


3302280004 NUREG-0936 VOl N04 

NRC REGULATORY AGENDA Quarterly Report September - 
December 1982 

* Division of Rule* and Records 83/01/31 HSOpp 17313 I 13 
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NONDOCKETED ITEMS 


8302280G06 NUREC/CR-2a7? 

FEASIBILITY FOR QUANT I TAT l VE ASSESSMENT GF AVAILABLE 
MARQrn3 iNHtRENT IN FLOOD PROTECTION OF NUCLEAR POWER 
PLANTS 

D DR OMAN, L E Army, Dept of, Army Engineer Waterways Experiment 
Station FIN 3-7003 83/01/31 Division of Health. Siting U 
Environment 163pp Available at NRC $6 50 17320 136 


8302280013 HLHE Q/Cfl-31 09 

EXTENDED BURN UP CALCULATIONS FOR OPERATING REACTOR RELOAD 
REVIEWS 

WIlSON, W D , ENGLAND, T R . LABAUVE. R J Los Alamos Scientific 
Laboratory FIN a- 7266 LA-9S63-MS 83/02/23 Division of 

Systems Integration (post 811005) 96pp Available at NRC #5 50 
17314 136 


03O2P0OO2O NUREG/CR-2805 V03 

LWR PRESSURE VESSEL S'JRVE I ULAN : E DOS! HE TRY IMPROVEMENT 
PROGRAM 1962 ANNUAL REPORT (October I , 1991 - September 30, 

1902J 

MCELROY, W N Hanford Eng ineor i ng Development Laboratory KAM, F D K 
Oat Ridge National Laboratory GflUNDL, J A Commerce, Dept of. 
National Bureau or Standards FIN B- 5980 -7 NEDL— TME 32-20 

B3/01/3I Division of engineering Technology 173pp 17313 323 


8302280024 NUReG-0a71 VO 2 NOl 

SLnflARY INFORMATION REPORT October I - December 31- 1982 

tOroun Bool) 

« Management Information Branch 03/02/23 52pp 17303 270 


0302280044 NUHEC/BR-0059 

3HA-L BUSINESS INNOVATION RESEARCH PROGRAM Program 
Solicitation FY 1983 

* Office or Nuclear Regulatory Research, Director 63/02/20 44pp 
t 7303 323 


QRG CORRESPONDENCE WITH OTHER ORGAN! Z ATI0N8 


0212O6OJ58 IE Info Notice 83-01, "Ray Miller. Inc " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 03/01/26 Consolidated Edison Co Of New 

York. Tnc 1 10pp 17023 160 24X Fiche 50-000,83/01/26,8212060358 


8212060360 IE Info Notice B3-02, "Limi torque HODC, H 1 DC, H20C b H3HC 
Gejrhe jd j “ Svc list anc 1 

J DR DAM, £ L Division of Emergency Preparedness & Engineering 

Response (Post 830103) 83/01/20 Consolidated Edison Co of New 

York, Inc I0?pp 17144 001 24X Fiche 50-000, 83/01/28, B212060360 


8212060361 1C Tcifo Notice 03-03, "Calibr of Liquid Level Instruments " 
Svc list enc 1 

■JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 630103) 83/01/28 Consolidated Edison Co of New 

York. Inc 1 10pp I 7074 09S 24X Fiche 50-000, 83/01 /2B, 8212060361 


8212060363 IE Info Notice 03-04, ‘'Failure of Elma Power Supply Units " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 83/02/16 Consolidated Edison Co of New 

York, Inc 1 lOpp 17347 191 24X F iche 50-000. 83/02/ 10. 0212060363 


0212060365 IE Info Notice 83-05, "Obtaining Approval for Disposing of 
Very Lou Level Raduaste - 10CFR2Q 302 “ Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response CFost 030103} 03/02/24 Consolidated Edison Co of New 

York, Inc 1 I Ipp 1734 7 058 24 < Fiche 50-000, 03/02/24, 821 2060365 


8212060366 IE Info Notice 83-06, "Non identica 1 Replacement Parts " 

Svc list end 

JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response (Post 830103) 83/02/24 Consolidated Edison Co of New 

York, Inc 1 1 2pp 17361 140 24XFfche 50-000, 03/02/24, 821 2060366 


8302040030 Forwards project i budget proposal for NRC work "Equipment 
Qua l i ticat ion Research Program " 

MILAM. S B Energy, Dept of, Idaho Operations Office FIN A-6322 
03/01/21. ARLOTT0,G A Division of Engineering Technology If 
17043 243 


— B302040031 Project k budget proposal for NRC work "Equipment 
Qualification Research Program " 

HUNTER, J A EQLQi Inc FJN A- 6322 83/01/03 CAMPBELL, 

RlCHARDSCM Office of Nuclear Regulatory Research, Director 23pp 
17043 244 


3302000346 Forwards request for QMS v evict; U supporting statement re 
reporting requirements of IE Bulletin 83-01, "Stress 
Corrosion Cracking in Th i ck-Ra 1 1, Large-Diameter, Sta i nless 
steel, Rec ircu lat ion Sys Piping at PWR Plants " 

NORRY.P G Office of Administration IEB-03-O1 83/02/04 

SCRURRY.M Orfice of Management & Budget Ip 17071 (55, 


8302080351 Responds to approval request for info collection re 
abandoned well-logging sources Request approved through 
831031 under 0(10 NumbBT 3150-0095, per Paperwork Reduction 
Act 

SCURRY, N Office of Management & Budget OMD 3150-0099 83/01/27 

SCOTT , S Document Management Branch 2p 17071 168 


830210045? Forwards request for QMS review & supporting statement re 
reporting L recordkeeping requirements of NRC Form 136, 

■'Security Termination Statement " 

NORRY, P G Office or Administration B3/02/OS SCURRY, N Office 
of Management 6 Budget ip 17143 275 


8302100466 Forwards request for OMB review & supporting statement re 
reporting 4 recordkeeping requirements of NRC Form 277, 

"Request for Visit or Access Approval " 

NORRY.P G Office of Administration 83/02/08 SCURRY, N Office 
□t Management U Budget 3pp 17143 203 


0302170005 Responds to approval request for info collection re proposed 
rule 10CFR9O S4(i) concerning fitness for duty Request 
approved through 050430 under OMB Number 31 50-001 1, per 
Paperwork Reduction Act 

SCURRY, N Office of Management * Budget OMB 3150-0011 92/12/27 

SCOTT, 3 Document Management Branch 2pp 17196 007 


0302170007 Responds to approval request for info collection re NRC 
Form 212 concerning qua 1 1 f i cati on investiga fci ons (prof! 

Request approved through 051231 under OMB Number 3150-0033, 
per Paperwork Reduction Act 

SCURfn.W Office of Management k Budget 0MB 3150-0033 82/12/27 

SCOTT, S Document Management Branch 2pp 17196 009 


8302240037 Forwards fourteenth joint status rept on emergency 
preparedness U second quarterly rept for period ending 
021231 

AHEAflNE, J F Commissioners GIUFFRITA.L 0 Federal Emergency 
Management Agency 83/01/25 SIMP50N,A K Senate, Environments & 
Pub 1 ic Works ip 172S7 270 


— 9302240065 'NRC/FEMA Joint Quarterly Rept to Congress on Emergency 
Pr eparednes s, oct-Dec 1902," discussing efforts to upgrade 
issues 

» Commissioners ■* Federal Emergency Management Agency 
S3/OI/29 S0p p 17207 279 


PR PROPOSED RULE 


0301170225 Advises, recipients at comments on proposed rule 10CFR2 re 
authority to issue notices of violation to nonlicensees & 
delegation of authority to regional admini & trators that 
Cor.-ient 7 miscoded k> uM 1 not be used again 

# Docketing l Services Branch 47FR51402 83/01/13 Docketing ftc 

Services Branch Ip 16010 261 


0301240253 Responds to B21227 inquiry re RJ Corny 1 fcr on Commission 
proposed schedule of revised fees Fee for renewal of 
medical license designed to cover Commission cost of 
reneuing license 

CIRCUS, W J Office of the Executive Director for Operations 
47FR52454 93/01/13 VANDER JAQT, 0 House of Rep 2pp 

i 71 12 215 


— B302100471 Requests response to end R Cerny 831221 comment on proposed 
rule 1OCFRI70 re iittent of NRC to raise fees for 
app 1 i ca tier s, renewa Is t amends to nuclear medicine licenses 
JANOER JAQT.G House of Rep 82/12/27 KAMMERER, C Office of 
Congressional Affairs ip 17112 217. 


— 0302100473 Comments on proposed rule 10CFR170 re NRC intent to raise 
fees for ap pi {cations, renewal s fc amends to nuclear medicine 
licenses Opposes rule h requests return to more rational sy « 
of revenue generation for NRC 

CERNYtR J Memorial Hosp of Mason County, Ludlngton, MI 
82/12/21 Docketing & Services Branch lp 17112 219 


0302100229 Advises recipients of comments on proposed rule 10-CFR30* 
"Personnel U/Unescorted Access to Protected Areas t Fi frnes* 
for Duty," that Comment 72 miscoded Number will not b# used 
again 

* Office of the Secretary of the Commission 47FR33980 072 
63/02/04 Office of the Secretary of the Commission Ip 
17114 127. 


9302100233 Package of two comments on proposed rule 10CFR170 t» 
schedule of fees for imps k reviews of applications, 
renewals i amends Opposes tuIb 

REMLEY,NE Rockwall Internati onal Corp SHEACREN, C, McDonough 
District Hosp Macomb, IL 47FR52454 83/01/27 Docketing & 

Services Branch 13pp 17115 052 


\ 



NONDOCKETED ITEMS 


8302100269 Comments on proposed rules 10CFR 1 9, 21 , 30, 40, 30, 70, 71 . 73 & 
110 re authority for copying of records & rete-ntion periods 
for security records Personnel , secui 1 1 y & c onfidential info 
should be exc luded 

THORPE, J R General Public Utilities - GPU Service Corp 47FR52452 
017 03/01/21 CHILK, S J Office of the Secretary of the 

Com! ss ion 2p p 17110 121 


8302100275 Package of two comments opposing proposed rule 10CFR17O 
r * proposed rev of industrial radiography licensee fee 
schedules 

KOVACS, B Poster Wheeler Corp ■» Harper-Grace Hasps Detrolt.Ml 
47FR32454 83/01/19 Docketing 6 Services Branch 2pp 

17110 111 


0302100277 Package of four comments on proposed rules 10CFR19. 2 1. 30. 40, 

30,70,71,73 &. i 10 Te authority for copying of records t, 
retention period for security records 

BOOKER, J E Gulf States Utilities Co 47FR52432 83/01/24 

Docketing 6 Services Branch 6pp 17110 113 


8302100233 Package of three comments on. proposed rules 10CFR 19, 2 1 , 30. 

40,30,70,71,73 t 110 re authority foT copying of records 
& retention period for security records 

KNUTH, D F Kerr-McOee Chemical Corp (subs of Kerr-McGee Corp ) 
47FR52452 83/01/21 CHILK, S J Office of the Secretary of the 
Commission Bpp 17110 181 


0302100285 Package of two comments on proposed rules 1 0CFR19, 21 » 30. 40, 

30,70,71,73 i 110 re authority for copying of records & 
retention periods for security records 

C DUNS I L , W 0 Northeast Utilities 47FR52452 03/01/31 CHILK, 8 J 

Office of the Secretary of the Commission Spp 17110 176 


0302100207 Package of three comments on proposed rules 1 OCFR 1 9, 2 1 < 30, 
40, SO, 70, 71 j 73 f A 110 re authority for copying of records it 
retention periods for security records 

THOMAS, 0 S Public Service Co of New Hampshire 47FR52452 
83/01/27 CHICK, 8 J Office of the Secretary of the Commission 
9pp 17110 167 


8302100291 Package of seven comments re proposed rule 10CFR170 
concerning ra v of license fee schedules Opposes proposed 
rule 

DELQEORGE, L 0 Commontuea 1 th Edison Co HI TTL, R l Public Service 
Electric t 0a„ Co of Now Jersey GIE5LER, C W Wisconsin Public 
Service Corp 47FR52434 03/01/21 CHILK. 8 J Office of the 

Secretary of the Commission I4pp 17112 067 


0302100300 Comments on proposed rules 1 OCFR I9t 21, 30, 40, 90, 70, 71 . 73 U 
110 re authority for copying of records 6 retention periods 
for security records Release of many record* Could 
constitute unwarranted intrusion into employees privacy 
UHRIG, R E Florida Pouer i Light Co L-03-20 83/01/17 

Docketing 6 Services Branch 2pp 17116 194 


8302100308 Advise* recipients of comment* on proposed rule 10CFR17Q 
t« rev of license feu schedules that Comment 12 2 was 
miscoded Number 122 will not be used again 

a Docketing h Services Branch 47FR32434 03/02/00 Docketing h 

Service* Branch Ip 17U2 033 


6302100319 Forwards 021222 ltr protesting fee increase in proposed rule 
1 OCFR 1 70 re license fee schedules 

DIXON, A J Senate 47FR32434 019 83/01/14 WRC - No Detailed 

Affiliation Given ip 17116 323 


— 8302100320 Urges re-evaluation of proposed rule 10CFR170 re licence 
fee schedules Opposes increases 

NUS8BAUH, S Victory Memorial Hosp . Waukegan, 1L 47FR524S4 019 
02/12/22 Docketing it Services Branch 2p p 17116 324 


0302100321 Forwards comments on proposed rule 10CFR170 re license fee 
increases Response requested 

DIXON, A J Senate 47FR52454 013 83/01/14 NftC - No Detailed 

Affiliation Given Ip 17112 001 


— 8302100324 Comment* on proposed rule 10CFR170 re license fee change 
Opposes rule 

PICKUS, M Grant Hqsp of Chicago Chicago. IL 47FR32434 013 
82/12/22 Docketing S' Services Branch ip 17112 002 


9302100322 Comments on protest to proposed rule 10CFR170 re license fur 
increases Final rule will consider submitted comments 
KAMMERER, C Office of Congressional Affair* 47FR52454 83/01/24 

PROXMIRE, W Senate 2pp 17117 033 


— 8302100325 Forwards protest for response re proposed rule I0CFR17O 
concerning license fee schedules 

PROXMIRE, W Senate 47FR32434 03/01/19 PATTON, L Office of 

Congressional Affairs lp 17117: 060. 


--8302100326 Co-nments on proposed rule 10CFR1 70 re license fee ached 
Opposes ru I e 

NOW IN SKI, I) M Langlade County Memorial Hosp Antigo.Nl 
47FR52454 03/01/06 Docketing it Services Brant h 2pp 

17117 061 


0302100323 Responds to 830104 inquiry re proposed rule 10CFR170 
concerning schedule or revised fees for facilities & matls 
applications, renewals, amends h licenses 

KAMMEREfl.C Office of Congressional Affair* 47FR52434 039 
03/01/17 rAUXF.T House of Rep 2pp 17110089 


— 8302100327 Comments on proposed rule 10CFRJ70 re proposed fee sche 
for nuclear medicine licenses announced in B21122 FR 
Proposed increase exeessiv* in light of rising health care 
Requests current status & alternatives under cons i deration 
TAt/KF, T Congress (Joint 6 Rotating Committees, etc ) 47FR524 

039 03/01/04 PALL AD I NO, N J Commissioners lp 17110 007 


9302100328 Forwards revised 030121 ltr correcting typographical erro 
in comments on proposed rules 10CFR19, SI, 30. 40, 50, 70, 71 , 73 & 

110 re authority for copying of records h retention period* 
for secuirty records 

WIESEMANNiR A We s t inghoue e Electric Corp NS-RAW-83-447 
93/01/27 CHILK. S J Office of the Secretary of the Commission 
Ip 17110 008 


9302100336 Revised comments on proposed rules 1 OCFR 1 9, 21 , 30, 40, 50, 

71,73 6 HO re authority for copying of records k retention 
periods for security records 

RAHS, E P Wes t i ng house Electric Corp 47FRS2452 020 03/01/51 

CHILK.S j Office of the Secretary of the Commission 9pp 
17110 039 


0302100337 Comment* on proposed rule 1QCFR20 re testing of personnel 
dosjmetry pr acessor*, interned i a te working draft, Aug 19B2 
TARAS, D M Army, Dept of, Headquarters Materiel Development it 
Readiness Command 49FR1G023 076 03/01/31 Docketing 6 Servi 

Branch 5pp 17116 351 


0302100338 Package of nine comments on proposed rule 10CFR170 re ru> 
license fee schedule Oppose* rule 

MCGOVERN, J ft Union Carbide Corp WISENDURO.M R Houston Light 
& Power Co DUNN, D U I owo Hosp Association 47FR92494 
B3/01/24 Docketing i Services Branch 20pp 1711 I 116 


0302100343 Requests sttension of time until B3020B to file comments 
on proposed rule J0CFR170 re proposed rev to license fee 
schedu le 

02ALAY. R Atomic Industrial Forum 47FRS2454 03/01/14 

Docketing It Services Branch lp 17112 061 


8302100344 Responds to B21222 inquiry re AP Compton 021213 comments 
proposed rule 1QCFR170 concerning schedule of revised fees 
for facilities & matls app 1 icot i tins, amends 8* License* 

DIRCKS H J Office of the Executive Director Fot Operations 
4 7FR 52454 003 E3/01/13 BOREN, D Senate 5pp 17112 056 


—9302(00346 Request* response to AP Compton 021213 ltr re proposed 
10CFR170 concerning license fee schedules 

BOREN, D L Senate 47FR52454 003 82/12/22 Office of 

Congressional Affairs 2pp 17112 059 


0302100347 Comment* or proposed rule 1OCFR170 re proposed rev to 
license fee schedule Horrified at prospects of 300-6007, 
increase Lambaste govt bureaucracy for attitude toward 
health cor© profession, 

MEUNlERrJ St Mphonsus Hosp Port Washington, WI 47FR32454 01 
03/01/10 Docketing & Services Branch lp 17112 021 


9302100340 Responds to 830106 inquiry re H Bruyn 821529 comments oi 
proposed rule 10CFR170 re r«vt*e-d fees for facilities It 
metis app 1 i ca 1 1 am, renew* 1*, amend L license* Notice of 
proposed rulemaking published in 821122 FR encl W/o end 
KAMMERER, C Office of Congress 1 onal Affair* 47FR52494 047 
83/01/17 KA8TEN. R H Senate lp 171 IS. 018 


—0302100351 Requests response to encj H Bruyn 82122? ltr re propo 1 
rule 1 OCFR 1 70 concerning fee Increases for license 
applications & amends 

KASTEN, R W Senate, 47FR52454 03/01/06 KRAMER, C Office 

Congressional Affairs JJpp 17112 019 


0302100354 Cement* on behalf of listed ufcika U C-E on proposed ru 
lOC»-RI?f 21< 30, 40, 50,70, 71. 73 & i 10 re authority for copying 
of record* 6 retention period for security records Oppose* 
rules 

SHEA, X H Lowenstein, Newman, Re 1 *j A* « iTarf 4> Toll 47FR52432 010 
83/01/21 CH ILK, S J Office of the Secretary of the Commission 
□pp 17116 236. 



34 


NONDOCKETED ITEMS 


102100354 Package of four comments re proposed rule 100FRJ70 
concerring license fee schedules 

HERLINOFRiDR Mercy Hasp & Medical Center Chicago, IL HENTSEN, L 
Senate SCHERER , A E Combustion Engineering, Inc 47FR52454 
83/01731 Docketing 4 Services Branch Bpp 17t!2 043 


(02 100340 Responds to £30107 inquiry re UJ Rogers 821223 comments on 
proposed rule 10CFR17O concerning schedule of revised fees 
Pot facilities & natls app 1 1 cat i ons, r eneua 1 9, amend s l 
1 icenses 

KAnMERER, C Office of Congressional Affairs 47FR52454 83/01717 

GRA3ELEY, C E Senate 2p p 17110 097 


8302100365 Requests response to encl WJ Rogers 821223 comments on 
proposed rule 10CFR170 re proposed increases for nuclear 
medicine licenses 

GRASSLEY.C £ Senate 47FR92454 83/01/07 HAMMERER, C C 

Office of Congressional Affairs 2pp 17110 099 


[02100362 Package of ten comments opposing proposed rule 1QCFR1/0 rp 
proposed rev of license fee schedules 

CONNER. T B Conner 6 Hetterhahti CLARK. J R Nuclear Fuel Services, 
Inc (subs or Getty Oil Co t TOWNSEND, T Maytag Cg 47FR32454 
83/01/20 Docketing V Services Branch 4Bpp 17116 204 


102100363 Forwards notice of proposed rulemaking in response to 
030114 inquiry from PF Gpp re proposed rule 10CFRI70 on 
proposed fees tor nuclear medicine licenses 

HAMMERER, C Office of Congressional Affairs 47FR52454 012 
83/01/28 DIXON, A J Senate 2pp 17110 106 


8302100371 Forwards PF Opp 821222 comments on proposed rule 10CFRI7Q 
re nuclear medicine 1 icenses, for review * 

DIXON, A J Senate 47FR524S4 012 03/01/14 NRC ~ No Detailed 

Af f 1 1 la t ion Given Ip 17H0 109 


8302100377 Comments on proposed rule 10CFRI70 re proposed fees for 
nuclear medicine licenses Opposes rule 

QPP, P F Community Memorial Hosp Monmouth, IL 47FR32494 0-12 
82/ 1 2/22 Docketing & Services Branch Ip 17110 109 


02100366 Responds to inquiry re H Bruyn 821230 comments on proposed 
rule 10CFR17Q concerning schedule of revised fees for 
facilities h matls applications, renewa 1 s, amends fc licenses 
HAMMERER , C Office of Congressional Affairs 47FR52434 032 

83/01/19 PRGXMIRE, If Senate lp 17116 197 


9302100372 Requests response to encl H Bruyn 021230 Itr re proposed 
rule 10CFR170 concerning fee increases for license 
applications & amends 

PflCMMIRE, W Senate 47FR52454 0G2 B3/01/03 Office of 

Congressional Affairs 2pp 17116 190 


02100370 Comments on proposed schedule of revised Pees in response 
to protest forwarded In 030125 Hr Protest will be 
considered in final rule 

HAMMERER, C Office of Congress iona l Affairs 47FR52454 125 
03/02/01 BENTSEN, L Senate 2pp 17116 JB9 


8302100376 Forwards petition from constituent re proposed schedule 
of revised fees Response requested 

8ENT8EW, L Senate 83/01/25 HAMMERER, C C Office of 
Congressional Affairs 3pp 17116 I9t 


02100375 Cements on proposed rule 1QCFR17Q re rev of license fee 

schedules Supports concept of payment by identifiable 

recipients of special benefits for cost associated w/ 

benefits Recommends several changes to rule 

HANCOCK, J A Florida Power Carp 47FR52454 104 03/01/19 

CHIlK, S Office of the Secretary of the Commission 2pp 

17110 000 


102100370 Requests response to encl J Meumier 830110 ltr re proposed 
increase in fees for nuclear medicine licenses 
PR0XM1RE, W Senate 47FR524S4 0S9 83/01/23 Office of 

Congressional Affairs lp 1 7 1 10 033 


102100379 Forwards constituent 821221 ltr to be submitted as public 
comment on proposed rule 10CFRJ70 re license fee schedules 
EMERSON, B House of Rep 03/01/12 Office of the Secretary of 
the Cormlssion 2pp 17U2 261 


102100382 Responds to 830111 inquiry tb AP Compton comment on proposed 

rule I0CFRI70 concerning schedule of revised fees for 

facilities << matle appl ic a tlons, renewals, amends licenses 

Insps conducted as part of M?C statutory obligations 

HAMMERER, C Office of Congressional Affairs, 47FR92454 003 

83/01/17 MICKLES, 0 Senate 2pp 17111 326 


— 0302100386 Requests response to encl AP Compton 821213 ltr re proposed 
rule 10CFRI70 concerning licensing fees & effect on medical 
i ndus try 

MICKLES, D Senate 47FR52454 003 83/01/11 Office of 

Congressional Affairs 2pp 17111 328 


8302100383 Comments on behalf of utils on proposed rule 10CFR170 re 
rev of License fee schedules Opposes rule 

HAMLIN, J B Shaw, Pittman, Potts 8* Trowbridge 47FR52454 001 
83/01/18 Docketing h Services Branch llpp 17112 271 


— *0103200407 Comments on proposed use of insp manhours for license f#a 
purposes to recover more of costs for performing Insp 
Rev to proposal suggested Range of insp manpower expended 
per licensee for insp conducted during FY01 encl 

■STELLO, V„ Director's Office, Office of Inspection and Enforcement 
47FR52454 81/07/27 DONOGHUE, D J Office of Administration 

2pp £7112*283 


— 8302100392 Comments on proposed rev of license fee schedules par 
621018 request Billing costs of investigations would in 
mne instances be unfair 

FITZGERALD, J A Director's Office, Office of Inspection and 
Enforcement 82/10/21 NQRRY»P G Office af Administration 
2pp 17112 202 


“-B302100400 Comments on FR notice ro rev to license fees 

SNIEZEK, J HI Director's Office, Office of Inspection and 
Enforcement 02/10/21 NORRY, p Office of Administration lp 
17112 284 


B3O21OO304 Comments on proposed rules l OCFR 1 9, 21 , 30, 40, 50, 70, 71 , 73 & 
110 re author iiatinn for NRC representatives to make & 
remove copies of licensee Tecord documents Opposes rules 
HQVACB, B Foster Wheeler Corp 47FR32452 007 83/01/14 

Docketing 6 Services Branch lp 17116 362 


8302100395 Responds to 830117 inquiry re LG Perry ltr commenting on 
proposed schedule of revised fees for facilities & matl* 
app 1 l c at i ons, renewals, amends L licenses Notice of proposed 
rulemaking published in 021122 FR encl W/o end 
KAhMERER, C Office of Congressional Affairs 47FR52454 176 
03/01/28 LI/ CAR, R 0 Senate 2pp 17117 OOi 


*0302100389 Requests response to end LG Perry 821221 ltr re proposed 
NRC fees for nuclear medicine licenses 
LUOAR.R O Senate 83/01/17 HAMMERER, C, Office of 
Congressional Affairs 2pp 17117 003 


8302100390 Forwards Vernon County, WI comments on proposed rule IOCFRI70 
re revised fees for facilities & mat! appl i cations, renewal*, 
amends 6 licenses Opposes rule as written 6 suggests 
alternative fee schedule 

GUNDERSON, S House of Rep 47FR32454 127 83/01/20 HOYLE, J C 

Office of the Secretary of the Commission 5pp 17116 339 


8302100393 Responds to 030125 inquiry re proposed rule 10CrRl70 
concerning revised fees Policy of charging fees explained 
HAMMERER. C Office of Congressional Affairs 47FR52454 03/01/20 

MICHEL. R H House of Rep 2pp 17117010 


— 0302100390 Requests cost i dent i f l cat i on formula explaining license fee 
Increase per proposed rule 10CFR170 

MICHEL. R H House of Rep 47FR32454 03/01/25 KAMMERERiC C 

Office of Congressional Affairs lp 17X17 012 


8302100394 Forwards, for response, H Bruyn 021230 ltr opposing proposed 
rule !OCFJtt70 re proposed licensee fee increase* 

PROXMIRE.W Senate 47FR324S4 002 03/OI/X9 NRC - No Detailed 

Affiliation Given 2p p 17117 007 


8302100376 Comment* on proposed rule 10CFR70 re amend to regulation* 
governing mat! control & accounting requirements for low 
enriched U Approves amend, 

SCHLAPPER.G A Texas A&M Unlv , College Station, TX 47FR35991 003 

03/01/10 Docketing It Services Branch lp 17111 2B3 


0302100397 Comments on proposed rule 10CFR170 re revs of license fee 
schedule Opposes rule 

PELTZZArM S Uranium Resources, Inc 47FRS2454 117, 83/01/21. 

Docketing 4, Service! Branch, 2pp 17117' 189 


8302100399 Responds to 830106 inquiry re L Macek comment on proposed 
rule I0CFR17Q concerning schedule of revised fees for 
facilities 4 metis app 1 ications, renewals, amends & licenses 
Written conmsnts under review 

HAMMERER, C„ Office of Congressional Affair* 47FR32454 0S4 
83/01/17 DlXGNrA J Senate 2pp 17117 013, 


NQNDOCKETED ITEMS 
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’B3021G0403 Requests response to one 1 UJ Mac ek B21230 ltr re proposed 
role iOCF(il7o concerning fees for nuclear medicine licenses 
DTXON. A J Senate 47FR32454 054 03/01/06 NRC - No Detailed 

Affiliation Given 2j>p 17117 015 


C3302t00402 Responds to 830114 inquiry from constituent h Rictus re 
propoied rule IOCFRI 70 on proposed rev of license fee 
schedule Constituent comments will bo considered in NRC 
del iberat ions 

KAHMERER-C Office of Congressional Affans 47FRS2454 013 
83/01/20 DIXON. A J Senate 2pp 17117 010 


•-9302100462 Forwards 921221 ltr from constituent for response re 
proposed rule 10CFR17Q on fee increase for applications, 
renewal s. amends t> insps 

EMERSON, B House of Rep 47FR52454 03/01/12 KAMmERER, C 

Of r 1 ee or Public Affairs 2p p 17112 269 


9302100442 Comments on proposed rule 10CFR90 re incorporation by ref 
of Summer 1932 addenda of ASME Code to IOCFR50 Objects to 
c e r 1 1 1 ica t i on of Level III personnel Test does not verify 
ability to perform tasks 

GAMBLE, D C Conan Inspection 47FR570S4 001 03/01/23 

Docketing * Service* Branch lp 17117 195 


— 8392100411 Forwards constituent M Rictus 021222 ltr commenting on 
proposed rule 10CFR170 re proposed rev of license fee 
schedule Response requested 

DIXON. A J Senata 47rR324 5 4 013 03/01/14 NRC - No Detailed 

Affiliation Given 2pp 17117 020 


0303 100404 Comments on proposed rule 10CFR170 re rev of license fee 
schedule* Policy position re nonroutihe inspa supported 
HElR.J G , BHaoPi J 0 American College af Nuclear Physicians 
WEIRiJ 0 Society of Nuclear Medicine 47FR52454 089 03/01/10 
Docketing * Services Branch 2pp 17112 193 


03021G0410 Supports fi< adopts JO Hamlin 930110 comment* on proposed rule 
iOCFfll/O re proposed rov of license fee schedule 

KAPLAN, D S Bacramen to Municipal Utility District 47FR32454 12Q 
03/01/31 Docketing L Service* Drench Ip 17112 102 


9302100420 Responds to 830105 ltr transmitting constituent AP Compton 
921213 comments Oh proposed rule 10CFR170 ro proposed 
schedule of revised fees for facilities h matl applications, 
amends t licenses 

DIRCK8.W J Office of the Executive Director for Operations 
47FR524S4 03/01/13 JONES, J R House of Rep Spp 17112 103 


— 9302100425 Requests response to constituent AP Compton 021213 comments 
on proposed rule 10CFR17Q re proposed schedule of revised 
fees for facilities 4« matl ap p 1 icat ions, amends & licenses 
JONES, J R House of Rep 47FR32434 03/01/03 KAMMERER, C 

Office of Congressional Affairs 2pp 17112 103 


8302100422 Replaces Cdrtirnent 10, dtd 930103, re proposed rule* 
10CFR30.40 & 70 concerning specifying licensee 
ro* pons ibi 1 1 ty for nuclear matls £ procedure* for 
tarmlnatlon of specific licenses 

DELOEOROC, L 0 Commonwealth Edison Co 47FR47400 03/01/17 

Docketing 4< Bervica* Branch Spp 17112 202 


8302100423 Comments or» proposed rule 10CFR70 re amended matl control 
& accounting requirements for SNM of low strategic 
* 1 gnlf icancs, 9uppor t* rule 

LUM0, R F NU8AC, Inc 47FR53931 004 03/01/26 Docketing it 

Bs rvices Branch 2pp 17117 235 


B302100431 Responds to 030112 Inquiry re comment* on proposed rule 
1 OCFRl/O concerning revised foes Policy of charging fees U 
add I comments explained 

KAMMERER.C Office of Congressional Affairs 47FR524S4 03/01/17 

J EPSON, R Senate 2pp 17117 191 


— G30210040S Forward* comments re proposed rule 10CTR170 concerning 
license fee schedules View* 1* findings requested 
JEP8EN, R U Senate 47FR52434 03/01/10 Office of 

Congressional Affairs 2pp 17117 133 


0302100402 Comments on proposed rulss 10CFR2 & 35, '‘Hearing on Denial 
of Reactor Operator License '* Opposes rule 

9 ANDY 1 W A Professional Reactor Operator Society 47FR53029 G09 
03/01/20 Office of the Secretary of the Commission 6pp 
17117’ 170 


03Q2100434 Comments on proposed rule IQCFR30 re testing of personnel 
dosimetry processors. Agrees w/rev requiring NRC licensees 
to utilize personnel dosimetry processors accredited by 
NBBiNatl Voluntary Lab Accreditation Program 

9 HEAL Vi H 0 Conference of Radiation Control Program Directors, Inc 
43FR20493 079 93/01/27 PALL AD I NO , N J, Commissioner* 2p p 

17112 265 


8302100439 Comments on prqpoted rules 10CFR2 V S3 re hearings on 
ifsnial of operator license* Opposes any changes in existing 
■appeal process _ 

MU GOLF » D Northern State* Power Co 47FR33O20 010 S3/01/-23 

Docketing L Service* Branch lp 17117 196 


Q 302100441 Comments on protest to proposed ru 
Increase for app i ica tions, renewal s, amends U 
will consider protects 

HAMMERER, C Comoils s loner *, 47FR32434 U4 

House of Rep 2pp 17112 267 


le 10CFR170 r* fee 
insps. Final rule 

03/01/24 EMERSON, 0 


9302100443 Clarifies 030119 comment* on proposed rule 10CFR170 re 
license fees Costa associated w/resident insp program should 
bo shared among licensees k public Program should not be 
included a* insp for which fees will be assessed 
G IE5LER, C U Wisconsin Public Service Corp 47FRS2454 120 
93/01/24 Docketing It Services Oranch lp 17117 042 


8302100443 Responds to 930114 itr r 0 constituent S Nussbaum 821222 ltr 
commenting on proposed rule I0CFR170 concerning revising 
foe* for appl {cations. renewals , amends t licenses Proposed 
fee* necessary to recover costs involved in review process 
KAI1MERER. C Office of Congressional Affairs 47FR32454 93/01/20 

DIXON, A J Senate 2pp 17117 037 


— 9302100433 Forward*, for response, consti tuent 8 Nussbaum 021B22 ItT 
can-men ting on proposed rule 10CFR17D revising fees for 
app 1 ications, renewals. amends & licenses 

DIXON, A J Senate 47FR32434 03/01/14 NRC - No Detailed 

Affiliation Given lp 17117 039 


~-03Q2 1 00450 Comments on proposed rule IOCFR170 re revised fees for 
app lications, renewals, amends 4, licenses Opposes rule 
NUSSDAUN, S Victory Memorial Hosp , Waukegan, IL 47FR52434 
92/12/22 Dock atlng «, Services Branch 2 P p 17117 040 


D3021C0446 Responds to 830117 inquiry re constituent ltr commenting on 
proposed rule 10CFR170 re proposed schedule of revised fees 
for application* & licenses Revised fees intended to recover 
costs of i ssu ing, renewing or- amending MRC license 

K AH MERER, C Office of Congressional Affair* 47FR52454 83/01/28 

LUGAR.R G Senate 2pp 17117 043 


— G302100449 Requests comments on end constituent RW Hahn 930103 
cormsnts on proposed rule 1OCFR170 re increases in fees for 
nuclear medicine licenses 

LUOAR.R 0 Senate 47FR52454 83/01/17 KAMMEJRER, C Office o{ 

Congressional Affairs 2pp 17117 045 


9302100450 Package of II comments on proposed rule 10CFR170 ro proposi 
rev to license fee schedule 

SHEA. K H Lowenstein, Newman, Re is. Axel rad J, Toll THOMSEN, F T 
Perkins, Coie, Stone, Olsen t Williams HAWES, P S Affiliation 
Unknown 47FR32424 83/01/19 CHILK, S J Docketing & Services 

Branch 47pp 17117 104 


D 3 O 21 O 0451 Package of two comments on proposed rule 1QCFR170 re fee 
increase* for applications., renewals & amends Addl info 
needed for clarification of increase* 

MICHEL, R H House of Sap CORDANI, R A Babcock U Wilcox Co 
47FR52454 83/01/28- KAMMERER , C C Office of Congressional 

Affair* 3pp 17117 02S 


0302 1 00455 Forward* comment protesting proposed rule 10CFR17O ro 
increase in l i cense application fee schedule Response 
r tques ted 

DIXON. A J Senate 47FR32454 012 93/01/14 NRC - No Da tailed 

Affiliation Given lp 17117 197 


— 9302100457 Comment* on proposed rule 10CFR170 re fee Increase for 
applications & amends Opposes rule 

OPP.P F Community Hosp of Ottawa, IL 47FR52454 012 02/12/1 

Docketing & Services Oranch 2pp 17117 198 


8302100460 Comments on proposed rules 1 QCFR19, 21, 30, 40, 50, 70, 71 , 73 fc 
110 re copying of record* & retention periods for security 
records Opposes rule 

KING, R E Square D Co , Electromagnetic Industries 47FR52452 01 
83/01/20 Docketing t Service* Branch 3pp 17112 251 


8302100464 Package of ten comments opposing proposed rule I0CFR170 r 
proposed rev af license fee schedule 

BCHREINEK.K V St Francis Hosp Evanston, IL THOMAS, E L Air 
Transport Association CATCHPQLE , Q J Ogle Petroleum, Ihc 
47FR92454 83/Q1/17 Docketing & Service* Branch 22pp 

17112 224 
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8302100463 Request* comments on tuo protests to proposed rule 10CFRI70 
r« feg increases for ap p 1 1 c at 1 o n s > re n ewaJ s i am an ds 4, Inspa 
LUOAfl, R 0 Senate 47FR52454 83/01/17 HAMMERER, C Office of 

Public Affairs 3pp 17112 248 


6302100447 Act receipt of 821203 ltr re potential economic impact of 
proposed rule 10CFR20 on std* for protection against 
radiation ALARA & implementation costs discussed 
MILLS, W A Health Effects Branch 4SFftie023 075 03/01/12 

BURDI^d, J A Society of Nuclear Medicine 3pp 17112 220 


— 8302100470 Preliminary comments re rev to proposed Tifle 10CFR20 on stds 
against radiation Concern associated w/economlc impact of 
changes expressed 

BURlHNErJ A Society of Nuclear Medicine 45FRIBG23 82/12/03 
Docketing & Services Branch ip 17112 223 


8302100472 Aek receipt of 621123 comments re rev of 10CFR20 on stds 
for protection against radiation Comments will be 
incorporated into rev 

MILLS, W A Health Effects Branch 45FR1S023 074 83/01/25 

SINCLAIR,, w K National Council on Radiation Protection & 
Measurement* 2pp 17112 244 


83021 40105 Package of two comments on proposed rule I0CFRI70 re rev of 
license fee schedules 

CQUNSJL, M C Connecticut Yankee Atomic PoueT Co COUNSrL.W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

C0WS1L,W C Northeast Utilities 47FR524S4 83/02/07 

Docketing 6 Services Branch 6pp 17141 090 


8302140107 Consents on proposed rule 10CFR170 re rev of license fee 
schedules Proposed regulation* will have severe adverse 
impacts on existing 6 future licensing activities. 

SZALAY, R Atomic Industrial Forum 47FR52454 132 B3/O2/0B 

Docketing & Services Branch 3p p 17142 098 


0302 1 401 1 1 Corrments on proposed rule 1OCFR17-0- re rev of license Fe® 
schedules Retention of present fee ceilings recommended 
KEARNEY, J J Edison Electric Institute 47FR32434 13! 83/02/08 

Docketing & Service* Branch 17pp 17142 081 


6302140125 Comments on proposed rule I0CFR40 re technical criteria for 
disposal of high level raduaste in. geologic repositories 
Opposes rule 

MUNTZ TWO* L M American Nuclear Society 46FR35280 Q?3 03/01/34 

PALLADINQ.N J Commissioners 14pp 17140 112 


8302140-128 -Comments on proposed rules 10CFRI9, 21, 30, 40, 50, 70, 71 » 73 E, 
110 re authority to copy licensee records Opposes rules 
CHIN iR Y L Vet Admin Hosp 1 awa City.TA 47FR52452Q23 
B3/02/O7 Docketing & Services Branch lp 17141 222 


8302140206 Comments on proposed rule 10CFF70 re amended matl control 
5 accounting requirements for SNM of lew strategic 
significance Supports rule 

Nil SON, ft Exxon Nuclear Co , Inc (subs of Exxon Corp > 47FR53951 

003 83/02/04 Docketing b Services Branch 2pp 17140 039 


8302150027 Comments on proposed rule 1 0CFR50 it NUREQ-Q906, "Cui dance 
for Implementation of 10CFR50 34(g> " NLREQ vague on what 
info in SAR required to he evaluated against 6RP 
WOOLEVLR, E J Duquesne Light Co 47F847019 O10 83/02/02 

Docketing it Services Branch 2pp 17148 035 


8302220022 Discusses proposed revs to STS it preparation of final role 
change to 10CFR90 36 Procedure* for processing change 
revised for issuance of Rev t to Ofe Ltr 30 Replacement 
for STS section leader recommended 

MIRAOLIA, F J Assistant Director for Safety Assessment 03/02/08 
CIS6NHUT, D O Division of Licensing 2 pp 17227 352 


8302230321 Connent* on proposed rule I0CFR170 re rev of licensee fee 
schedules Changes should not he effective earlier than 
840101., to provide adsquate time for licensees to estimate lc 
adjust Increases 

□ 'TOOLE, J D Consolidated Edison Co of New York, Inc 47FR 52494 
134 83/02/08 CHILES J Office of the Secretary of the 

Commission Ip 17291 001 i 


9302230322 Package of two comment* opposing proposed rule 10CFR170 re 
rev of license fee schedules 

PATTISON, R 8. Rio Algom, Ltd HARRINGTON, W D Boston Edison Co 
47FR52454 93/02/10 Docketing it Services Branch 3pp. 

1 7291 053 


9302250323 Comments on proposed rule* 1 0CFR1 9. 21, 30, 40, 50, 70, 71 » 73 l« 
110 re authority to copy licensee records Opposes rule. 

TAYLOR, J H Babcock b Wilcox Co 47FR524S2 024 03/02/10 

Docketing it Services Branch 2pp 17291 093 


8302250320 Respond* to 030148 inquiry re J Meunier comments opposing 
proposed rule 10CFR170 re increase in fees for nuclear 
medicine license* 

HAMMERER, C Office of Congress i pnal Affair* 47FR92454 059 
83/02/02 PRDtMlRE. B Senate 3pp 17291 110 


--83O2250331 Forwards J Meunier 821122 comments opposing proposed rule 
I0CFB170 re increase in fees for nuclear medicine licenses 
KEUNlERrJ Senate 47FR52454 83/01/10 Docketing b Service* 

Branch lp 17291 113 


8302250351 Fo^ards RW Ham 030103 comments opposing proposed rule 
100^71170 re increase in fees for nuclear medicine licenses 
GIMYLE* 0 Senate 47FR52454 135 83/02/08 HAMMERER, C Office of 

Congressional Affairs 2pp 17297 283 


0302250353 Forwards revised comments on proposed rule 10CFR170 r* rev 
of license fe* schedules 

MAR6T0N, J P Cofer, Beauchamp, Hawes & Brown 47FR524S4 070 
83/02/00 HOYLE, 0 C Office of the Secretary of the Commission 
lp 17291 078 


— -6302250357 Comments on proposed rule 10CFR170 re rev of license fee 
schedules Opposes rule 

HARROLD, T J Cofer, Beauchamp, Hawes & Brown 47FR32494 070. 
83/02/08 HOYLE, J C Office of the Secretary of the Comm! »tt ion 
6pp 17291 079 


8302230356 Package of three ltrs supporting proposed rule 10CFR7O re 
amended matl control U accounting requirement* for SNM 
LICHTENBERGER Combustion Engineering, Inc VAUGHAN, C M General 
Electric Co SORENSON, R J Institute of Nuclear Materials 
Management 47FR559S1 83/02/13 Docketing & Service* Branch 

?pp 17291 116 


8302230359 Responds to 030203 inquiry re constituent J Murray comments 
on proposed rules 10CFR30, 32, 70 it 150 re smelted alloys 
containing residual contamination of certain radioactive 
matl 

HAMMERER, C Office of Congressional Affair* 45FR70874 3694 
83/02/09 EAGLETON, T F Senate 2pp 17291 083 


— 9302250362 Forwards J Murray comments opposing use of radioactive 
metal Jrt consumer products 

EAOLETON, T F Senate 45FR70874 83/02/03 Office of 

Congressional Affairs 2pp 17291 087 


8302230363 Comments on proposed rule 10CFR170 re rev of license fee 
schedules Opposes rule 

VANDEWALLE, D J Consumers Power Co 47FR32434 136 83/02/09, 

Docketing & Services Branch 2pp 17291.172 


8302230365 Caiiments on proposed rule 10CFR70 re amended matl control L 
accounting requirements for SNM of low strategic 
significance Supports rule 

NARDIj A. J Wes tinghouse Electric Corp 47FR33951 009 03/02/14 

Docketing & Services Branch 2pp 17291 146 


8302250366 Responds to 030127 ltr advising of support for requiring 
licensee to use natl voluntary lab accreditation program 
personnel dosimetry sves 

HINQGUE, R B Office of Nuclear Regulatory Research, Director. 
43FR20493 079 83/02/15 SHEALY, H G Conference of Radiation 

Control Program Directors, Inc Ip 17291 174 


— 6302250369 Recommends all states adopt regulations requiring licensee 
to use natl voluntary lab accreditation program personnel 
dosimetry ivcs 

SHEALY, H 0 Conference of Radiation Control Program Di rector*, 

Inc 45FR20493 079 83/01/27 PALCADINO, N Commissioner's 2pp 

17291 175 


PRM PETITION FOR RULEMAKING 


8302070067 Responds to 821013 memo re re-exam of U mill tailings 
regulation* Div of Fuel Cycle & Matl Safety assigned lead 
responsibility for ta*k Working group appointed to review 
regulations It consider change options 

DIRCKS* U J Offic* of the Executive Director for Operations 
82/12/20 FALLADINO, N Commi « si oner s 6pp, 17065 300 


8302100356 Comments on UCS petition for rulemaking PRM-50-35 re 
emergency planning Hearings should not be closed it no final 
determination made until provision made for implementati on 
b exercise of plan, 

PEVEARrR c New Hampshire, State of 47FR51BB9 067, 83/01/ IS. 

Docketing k Services Branch ip 17110' 189. 
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0302100264 Comment* on behalf of LILCO on UCS petition for rulemaking 
PRM-50-35 re emergency planning Opposes rule 
CHRISTMAN, J N Hunton U William? 47FR31S09 060 03/01/17 

Docketing 6 Service* Branch 7pp 17110 J 24 


0302100272 Comment* on UCS petition for rulemaking PRM-50-35 re amend 
of 10CFR30 47 concerning public litigation rights in offsite 
emergency plan* Rulemaking should be denied since provisions 
already exist for adjudicatory hearings 

FAY. C W Wisconsin Electric Power Co 47FR910B9 069 83/01/ia 

Docketing 4 Services Branch 2pp 17110 119 


0302100294 Package of two comments opposing UCS petition for rulemaking 
PRM-30-35 re amend of rule on emergency planning 
EHOTWELLiJA Massachusetts, Commonwealth of, MCLAUGHLIN, D. 

Federal Emergency Management Agency 47FR5188? 03/01/27 

Docketing 4 Services Branch 16pp 17U7 009 


83O2I0030S Package of two comments opposing UCB petition for rulemaking 
PRM-30-33 re litigation of emergency planning issue* 

REYNOLDS, N 8 Debevoise 4 Liberman PATTERSON, J D Middle South 
Services, Inc 47FR3188? 03/01/19 Docketing h Services Branch 

Upp 1 71 1 1 331 


0302100306 Package of two comment* supporting UCS petition for 
rulemaking PRM-30-33 re emergency planning Issues 

SEELY, 8 Concerned Citiien* of Rhode Island DRAKE, M Affiliation 

Unknown. 47FR51009 03/01/19 Docketing tt Services Drench 2p p 

171 16- 326 


8302100339 Comment* on petition for rulemaking PRM-SO-34 r« App E 
concerning frequency of local participation in full-scale 
exercise* to be compatible w/state participation Supports 
petl t ion 

TlERNANiJ A Baltimore Ga« 4 Electric Co 47FR5O910 010 03/01/13 

Docketing 4 Services Branch lp 171 16 1 320 


0302100341 Requests 1 uk extension for filing comments on DCS petition 
for rulemaking PRM-3Q-38 re emergency planning 
CURRAN, D. Harmon 4 Weiss 47FR51809 03/01/17 STUGKY, B 

Docketing 6 Services Branch lp 17112 062 


0302100349 Package of two comments supporting UCQ petition for 
rulemaking PRH-30-3S re amend of rule on emergency planning. 
CLEWETTrJ Critical Mas* Energy Project WEISB. E R , CUflRAN , D 
Union of Concerned Scientist* 47rR510B9 03/01/25 Office of 

the Secretary of the Commission 21pp 17112 022 


030210-0333 Comment* on behalf of FL Power 4 Light 4 1A Electric Light 
4 Power Co on petitions for rulemaking PRfi-30-32, PRM-90-32A 
4 PRM-30-32B r* electromagnetic pulse Petitions should be 
rejected because no basis presented for requested relief 
DAUBER, M A Lou/enstein, Newman, Rein Axolrad U Toll 47FR27371 022 
03/01/21 Docketing 4 Services Branch 4pp 17116 259 


D302100359 Forward* comment* on behalf of Kerr-McGee re Union Carbide 
petition for rulemaking PRM-40-24 on radon flux std 
MONTANQE, C H Covington 4 Burling 47FH530B? 005 03/02/02 

Docketing 4 Service* Branch ip 17109,001 


— 0302100350 Comment* on Union Carbide petition for rulemaking PRM-40-24 
re radon flux std 8upport» petition 

SHELLEY, W J Kerr-KcQee Carp 47FR33809 03/01/27 Docketing 

4 Service*, Branch 332pp 17109 003 


0302100357 Package of two comments supporting UCB petition for 
rulemaking PRM-SO-35 re emergency planning participation 
8KIBNI0WSKY, 8 Affiliation Unknown HOLT, J Public Interest 
Research Group, New York 47FR51889 03/01/20 CHIU*, B J Office 

of the Secretary of the Commission 4pp. 17116 252 


0302100361 Notice of receipt of petition* for rulemaking PRM-5Q-32A 
& PRM-30-32B from MI Lewi* 4 Mapleton Interveners re 
issue of electromagnetic pulse 

HOYLE, JC Office of the Secretary of the Commission 47FREJ3030 
02/11/17 5p p 17110 101 


0302 1 00366 Comment* on petitions for rulemaking PRM-90-32A 4 PftM-SO-33n 
r« electromagnetic pulse* Electromagnetic pulse <EMP> 
shielding Impractical because auxiliary power supply tied 
to electric grid upon which EMP would pour in. 

TERMINI, R P Affiliation Unknown 47FR33030 001, 03/01/13 

Office of the Secretary of the Commission lp. 17116 196 


0302100373 Comment* on petitions for rulemaking PRM-30-32A 4 PRM-50-32D 
re electromagnetic pulse Petitions should be rejected since 
electromagnetic pulse phenomenon is not understood well 
enough to determine affect on control «ys of power plant 
BRADBURY, R B. stone 4 Webster Engineering Corp 47FR33030 003 
03/01/24 Docketing 4 Services Branch 2pp. 17110 095 


0302100380 Package of five comports opposing UCS petition for 
rulemaking PRM-50-35 re emergency planning proceedings 
SCHUKAI, R J Union Electric Co CRANEiP A Pacific Gas 4 Electric 

Co MILLS, L M Tennessee Valley Authority 47FR5IB89 03/01/20 

CHILKwS J Docketing 4 Services Branch llj>p 17117 047 


03O21OO3Q7 Comments on UCS petition for rulemaking PRM-SO-35 re 
emergency planning proceedings Supports rule. 

SIDEBOTHAH, D P England Coalition on Nuclear Pollution 

47FR318B9 052 83/01/17 Docketing 6 Service* Branch lp 

17117 009 


830210Q401 Comments on petition for rulemaking PRM-40-24 re U mill 
tailings regulations Support* petition 4 forward* supportive 
affidavit 

BOQGS, L A American Mining Congress 47FR53989 003 £33/01/31 

CHILK, S J Office of the Secretary of the Commission 13pp 

17111 204 


— 0302100408 Affidavit of L Hamilton re health effect* of radon releases 
from U mining 4 milling Contends that Rn-222 releases 
ha^e negligible health effects 

HAMILTON, L D Commissioners 47FR33B89 003 03/01 /3J 22pp 

171 tl 299 


0302100406 Package of two comments on UCB petition for rulemaking 
PRM-30-35 re emergency preparedness 4 planning Petition 
should be den led 

HELFFt ICH, R E Yankee Atomic Electric Co CP WAN, B Z Atomic 

Industrial Forum 47FR51B09 03/01/10 Docketing 4 Services 

Branch 4pp 17117 191 


6302 100413 Comments on petition for rulemaking PRM-34-3 concerning 
storage of radiation exposure device* Supports petition 
KGVACS, B Foster Wheeler Corp 47FR52 722 0 0 2 03/01/12 

Docketing 6 Service* Branch Ip 17117 017 


0302 1 00419 Comments on Union Carbide petition for rulemaking PRM-40-24 
re lower criteria for tong-term stab £ 1 i leti an of U mill 
tailings Opposes petition 

PARSONS, C Affiliation Unknown 47FR538B9 001 03/01/24 NRC - 

No Detailed Affiliation Given lp 17112 066 


0302100426 Fot war d s correction to 030110 comments re State of SC 
petition for rulemaking PRM-50-34 Name of AL Power 4 Light 
Co corrected to AL Power Co 

ZAHlEFLR E Shaw, Pittman, Potts 4 Trowbridge. ZAHLER, R E Alabama 
Pcj*r Co 47FR3O910 B3/0|/20 Docketing 4 Services Branch, Ip 

17112 090 


0302100420 Conner ts on petition for rulemaking PRK-34-3 re *afe storage 
of radiographic exposure device* Suggests rev of petition, 

BRADBURY, R B Stone 4 Webster Engineering Corp 47FR5S722 003 
□3/01/24 Docketing 4 Services Branch lp 17117 260 


83D2 100433 Comments on petition for rulemaking PRM-50-32, 32A 4 32B re 
electromagnetic pulse radiation at nuclear power plants. 

Opposes petition 

HIATT, S L Affiliation Unknown 47FR27371 023 03/01/22 

Docketing h Services Branch 4pp 17117 1 55 


0302100440 Package of three comments on Union Carbide petition for 
rulemaking PRM-40-24 re Criteria 1,5,6 4 10 of App A to 
10CFR40 concerning operation of U mills 4 tailing* Request* 
extension of comment period 

YEAGER, B B Sierra Club PERRY. W Wyoming. State of BERICK,D M 
Environmental Policy Institute 47FR53089. 03/01/31 Docketing 4 

Service* Branch Bpp 17U7 159 


B3021G0446 Comments on petition for rulemaking PRM-34-3 re radiation 
surveys of ra d I ogra ph ic exposure devices Storage survey 
needed Proposed rewrite should be revised as submitted 
LANIER, N P Met! Is, Inc 47FR92722 004 B3/01/26 Docketing 4 

Services Branch 2pp 17117 005 


0302100452 Comment* on petition for rulemaking PRM-40-24 re U mill 
tailings regulations Amend self-serving 6 w/o merit 
YOUNG, R Sierra Club 471**5380? 006. 03/01/30 Office of the 

Secretary of the Commi i s ion lp 17117 204. 


0302100454 Comment* on petition for rulemaking PRM-40-24 re U mill 
tailings b disposal Oppose* petition 

HELL0.P L , NELSON, T L Environmental Defense Fund 47FR538B9 004 
03/01/20 Docketing tt Services Branch 4pp. 17117 200 


0302100456 Package of two comments supporting UCS petition for 
rulemaking PRM-30-35 re emergency planning 

FRISCO, 0 C Coalition Fot Nuclear Power Plant Postponement 
QUIOGrC Pollution * Env ir onme nfcai Problems, Inc, 47FR5JB09 
03/01/17 Docketing 4 Services Branch, 9pp 17M7 020 
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9302100463 Comments on petitions for rulemaking PRM-5Q-32A fe 3213 re 
□L requirement to provide design features to protect ag-ainst 
effects of electromagnetic pulse radiation Opposes petition 
CURTIS, N W Pennsylvania Power L Light Co 47FRS3030 OOS 
83701/24 Doc ke t i ng L Services Branch Ip 171J3 219 


9302140095 Comments on petitions for rulemaking PFlM“SQ-32i PRM-50-32A 8* 
PRM-50-32H re electromagnetic pulse Opposes petitions 
EDWARDS, D» U Yankee Atomic Electric Co 47FR27371 024 83/01 /2B 

Docketing 6 Services Branch 2pp I7I42 1 104 


830214021 1 Comments on petition for rulemaking PPM-50-39 re 
implementation of evacuation plans Supports petition 
CAMPBELL. 3 E Sinnissippi Alliance for the Environment (SAFE) 

47FR519Q9 079 93/02/01 Office of the Secretary of the 

Commission Ip 17140 064 


0302250163 Forwards 0 Tolbert 920423 comments on petition for 
rulemaking FRM-33-2, "Guide for Preparation of Applications 
for Licenses in Medical Teletherapy Programs. " 

(Task TM 609-4) 

VACCA. P C Division of Fuel Cycle & Material Safety 47FR4311 019 
83/02/09 8TUCKY.S W Docketing L Services Branch Ip 17293 344 


930-2250369 Requests 45-day extension to comment period on Union Carbide 
Corp petition for rulemaking PRM-40-24 r» rev* of NRC BQ1003 
IT mill licensing regulations 

8HUEY, C Southwest Research and Information Center 47FR33909 
B3/0I/3I Docketing 6 Services Branch 2pp 17291 114 


930 2250373 Rule era king 40-24, "Union Carbide Cor pf Pa ti t£on for 
Rti 1 emak ing. Ex tension of Comment Period n Comment period 
extended to 830502 

CHILKp S J Office of the Secretary of the Commission 47FR53009 
83/02/17 2pp 17297 212 


PROU PROJECTS - PREDOCKET LfCENS I NO 


9302070247 Exception* to A5LB B301I? Memorandum & Order granting util 
motion to withdraw application for CP Certificate of Svc 
one 1 

ADR AON A, J 11 Northern California Power Agency* Cal i fornia, State of, 

ISSUANCES A 83/01/31 Commissioner* 5pp 16994 330 


9302030256 Discusses West inghouse proposed modular approach to 
constructing EAR documents in conjunction w/west i nghousc 
Advanced PWfl licensing control document Modular approach 
believed to be efficient licensing process 

RAHE, E P Weitinghouee Electric Corp. NS-EPR-2712 93/01/31 

EISENHUTrD 0 Division of Licensing 2pp 17001 240 


8302030337 Forwards schedule developed by We* t inghouse to implement 
submittal of extensive PRA of Westinghouae Advanced PWR 
(WAPWR) Nonproprietary slides presented at 921222 initial 
meeting re WAPWR PRA end 

RAHE, E P Meetinghouse Electric Corp NS-EPR-27H 93/01/31 
EISENHUT, D Q Division of Licensing 17pp- 17006 110 


8302030607 Informs that proprietary Info contained in ONS, Topical BAR 
for Castor Type I8FSI, * submitted In May 1902* ha* been 
destroyed per LLL procedures 

SCifWARTrM W Lawrence Livermore Laboratory. 21022 83/Ot/Jl 

ROBERTS, J P Division of Fuel Cycle & Material Safety lp 

17013 335 


B30ZQ40131 Present* overview of Meetinghouse Advanced PWft Project 
Meetinghouse intends to submit preliminary design Info 
during current pretendering phase 

MEYER, 0 C Standardise tlon fc Special Projects Branch 03/01/26 
Standardization & Special Projects Branch 33pp 17043 120 


8302040439 Forwards revised page to Section 06 2, "Control of Design, " 
of QA p lan 

R ICE, M K Rldihalgh, Eggers k Associate* 21902 83/01/05 

ROUSE, L C Advanced Fuel fc Spent Fuel Licensing Drench lp 
17042 321 


— 9302040443 Revised page to Section 06 2* "Control of Design* <' of QA 
plan 

ADAMS, V E Rldihalgh* Eggers * Associates* 21802 82/iO/lB 
2pp 17042 322 


9302090176 Responds to 930105 Hr. Revised P 1 of Section 0662, "Control 
of Design, ’■ of App A of OA plan for d»>ign if fabrication 
of REA 2023 dry storage casks for spent fuel will be 
reviewed 

ROBERTS, U P Advanced Fuel k Spent Fuel Licensing Branch. 93/01/20 
RJCE.M K Ridihalgh* Eggers it Associates, Ip, 17132*104 


0302170414 Notification of 830209 meeting w/Oesel 1 schaf t Fuer Nu-klear 
Svc In Silver Spring, MD to discuss topical repts for Castor 
IE it Castor V Dry Cask I8FSJ 

ROBERTS, J P Advanced Fuel Zt Spent Fuel Licensing Branch 83/02/07 
ROUSE, L C Advanced Fuel 8« Spent Fuel Licensing Branch 2p p 
17195 24 1 


PT21 NON COMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


8302010459 Part 21 rep t re defect in radiation monitor supplied to enc l 
list af facilities Initially reported on 830124 Customers 
notified of condition Corrective action will be determined 
by field tests during wk ending 030131 

DEAN- f? A OA Technolog iea, Inc /General Atomic Co B3/0I/27 
DEYOUNG,!? C Director's Office, Office of Inspection and 
Enforcement lOpp 16901 001 


0302030000 Fart 21 rept re possible defect in hydrogen ignitors, 
Modal 6042 Since original design fc qualification, 
manufacturer changed sealing procedure from brazing to hot 
rolled compression fit Plugs to be replaced 

CAKE.M P Morrison-Knudsen Co , Inc 83/01/20 O'REILLY, J P 
Region 2, Office of Director 2pp 17002 092 


8302070204 Advise* that imp of Farr Co not warranted unless safety 
significant deficiency identified Vendor Id entified, retested 
L replaced all affected filters Item closed 
POTAPOVS, U Division of Vendor & Technical Programs AIT8 
HO6Q0O481 03/02/01 BAER, ft L Engineering 6 Technical Support 

Branch lp 17031 309 


8302070294 Informs that review of applicable util potential conceptual 
design requirement h associated documentation indicate* that 
safety hazard did not exist as filters tested upon field 
installation Facility insp not warranted 

POTAPOVS, U Division of Vendor fc Technical Programs AITS 
FO2500123 83/02/01 LEWIS, R C Division of Project k Resident 

Programs Jp 17029 095 


0302070439 Potential Part 2i rept re defect on Rocffbestos triaxial 
cable RSS-6-108 Initially reported on 830121 Test data 
indicates cables will meet LPCA requirement* of IEEE 
383-1974 

MASSEY, U F , UNDERWOOD, R H Westinghouss Electric Corp 83/01/28 
Region 4* Office of Director 1 1 p p 17039 023 


0302070603 Advises that 1/4-inch thick strut fittings, mfg 6y B-Line 
Sy*. Inc, not defective based on Vendor Program Branch contact 
W/ manufacturer U review of 10CFR2I rept Action Item Tracking 
By* HQ7GQ3393 closed out 

P0TAPOV3, U Division of Vendor «. Technical Program# 03/02/01 
MILLS, W R Events Analysis Branch lp 17034 279. 


9302090385 Part 21 rept re post-LOCA hydrogen recombiner component 
determined likely to fail following exposure to elevated 
temp-, high humidity environ Timer will be replaced tu/sealed 
timer List of affected plant* end 

EtfPEY, D C Rockwell International Corp 82/12/17 COLLINS, J 
Region 4, Office of Director 4pp 17067 120 


QA999 QUALITY ASSURANCE INSPECTIONS 


0302010455 Ac k receipt of 830104 Itr Informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
99900365/02-01 

POTAPOVS, D Division of Vendor k Technical Program* 83/01/26. 
MEARS, L N Van Huffel Tube Corp lp 169BI 020 


— 03020 JO460 Responds to NRC 821203 ltr re nonconformance noted in OA 
Program Insp Rept 99900365/82-01 Corrective action* 

Illegible argon gas flow meter removed from svc & replaced 
w/n#w unit WeldeT qualif ication test record* revised. 

MEARS, L N Van Huffel Tube Corp 83/01/04 POTAPOVS, U Division 
of Vendor & Technical Programs 3pp 16981 029 


0302010509 Forwards QA Program Insp Rept 99900792/82-01 on 021018-22 
8c notice of nonconformance 

POTAPOVS, U Division of Vendor 8, Technical Programs, 83/01/10 
HARR INOTONi 0 W Qreenevi 11 e Metal Manufactur ing, Inc 2pp 
16970-068 


— 8302010518 Notice of nonconformance from insp on 821018-22 
* Division of Vendor & Technical Program* 03/01/10 lp 
16978 070. 



NONDOCKETED ITEMS 


4 


—0302010327 GA Program In»p Rapt 99900*92/02-01 on 021O10-S2 
Noncomp 1 i an c« noted no documented evidence that subvendor, 
National Insp U Consul tants, performed ultrasonic exam of 
ura 1 d s w/induced shear wave 40 to 73 degrees 

KELLEY, W D , BARNES* I Division of Vendor & Technical Programs 
03/01/04 9pp 16978 071 


0302030337 Confirms OA program 030410-22 insp at Richmond* VA plant per 
030123 telcon 

POTAPOVS, U Division of Vendor it Technical Programs 03/01/31 
LQUTHAN, P 0 Richmond Engineering Cq , Inc lp 17006 127 


0302030377 Confirm* OA Program insp on 030207-11 at East Farmin g tan, NY 
plant per 030131 telcon NRC inspector will be WD Kelley & 
insp will relate to implementation of OA program 
POTAPOVS, U Division of Resident, Reactor Project L Engineering 
Programs 03/01/31 PATTAR1NI , D fl Target Rock Corp lp 
17005 350 


0302030415 Act receipt of 620920,1007 it 1129 ltr* informing NRC of 
steps taken to correct nonconformance noted tn OA Program 
Insp Rapt 99900116/82-01 

POTAPOVS, U Division of Vendor b Technical Programs 03/01/31 
QROU-Er 0 L Bunker Ramo-Eltra Corp lp 17003 IB9 


—0302030423 Forwards FC Casillas 021129 response to NRC 92090B ltr r D 
nonconformance noted in QA Program Insp Rept 99900116/02-01 
OROLLE, Q L Bunker Ramo-Eltra Corp 82/11/29 POTAPOVSiU 
Division of Vendor it Technical Programs lp 17008 190 


— 0302030431 Responds to NRC 020908 ltr re nonconformance noted in QA 
Program Insp Rept 99900116/82-01 Corrective actions 
Chatswor th facility c iosed, el actrical penetration assemblies 
no longer mfg L customer svc provided by ANCQ Engineers, Inc 
CASILLAS, F C, Bunker Ramo-Eltra Corp. 82/11/29 Region 4, 
Office of Director. 3pp i700Q 191 


— 8302030435 Confirms 021104 meeting w/NRC in Arlington, TX to discuss QA 
Program Insp Rept 99900116/82-01 Response to notice of 
violation extended past 821029 

OROLLE, Q L. Bunker Ramo-Eltra Corp, 02/10/20 POTAPQVS, U 
Division of Vendor it, Technical Programs lp 17000 494 


— 0302030444 Proposes to file written statement by 821029 In response to 
NRC 020900 notice of violation r* OA Program Insp Rept 
99900116/82-01 

QROLLe,0L Bunker Ramo-Eltra Corp 02/10/07 POTAPOVS, U 
Division of Vendor b Technical Program* lp 17000, 195. 


— 8302030452 Proposes to file application by 821029 for withholding info 
in NRC 820900 ltr b associated OA Program In*p Rept 
99900116/02-01. 

OROLLE, 0 L Bunker Ramo-Eltra Corp, 02/09/2 0 POTAPOVS, U 

Division of Vendor it Technical Programs Ip, 17000 196 


8302030471 Ac k receipt of 030117 ltr informing NRC of steps taken to 
coirect deviation noted in QA Program In*p Rept 
99900364/02-01 Corrective actions appropriate & 
satisfactorily resolve item, 

POTAPOVS, U Division of Vendor it Technical Programs, 03/01/31, 
KRIDDLE, A H Midland“Rois Corp Ip 17006 149 


—8302030470 Responds to NRC 830107 L 11 Itri re deviation noted in QA 
Program Insp Rept 99900364/02-01 Corrective actions sign* 
re commercial grade items posted 

KRIDOLE, A H Midland-Rots Corp. 03/01/17, POTAPOVS, U Division 
of Vendor it Technical Programs 2pp 17006 150 


0302030479 Ac k receipt of 830117 ltr informing NRC of steps taken to 
correct nonconformance noted in OA Program Insp Rept 
99900266/62-02. 

POTAPOVS, U Division of Vendor it Technical Programs 03/01/31 
EMPEV.D Rockwell International Corp Ip 17006 145 


— 8302030489 Respond* to NRC 821217 ltr re nonconformance noted in QA 
Program Insp Rept 99900866/02-02, Corrective actions meetings 
held w/quality engineer staff to stress importance of 
properly reviewing purchase orders, 

EflPEY, D, C Rockwell International Corp. 03E3O4B7, 03/01/17, 

POTAPOVS* U Division of Vendor it Technical programs. 3pp, 

17 006:146. 


0302030400 Forwards QA Program Insp Rept 99900791/82-01 on 020907-10 
it notice of violation it notice of nonconformance, 

POTAPOVS, U. Division of Vendor it Technical Program* 02/11/18 
CAN VP, J D. Bahnson Cq, * Inc. (subs of Hillman Coal it Coke Co ) 
2pp 17000:133 


— 0302030485 Notice of violation from intp on 820907-10 

a Region 4, Office of Director 82/11/18 Spp 17000 135 


— 0302030492 Notice of nonconformance from insp on 020907-10 

» Region 4, Office of Director 02/11/10 lp 17008 137 


—0302030507 QA Program Insp Rept 99900791/82-01 on 020907-10 
Noncomp Li ence noted failure to provide procedures for 
evaluating deviations b Gn program did not provide control 
necessary to assure proper p roc ess i ng, ins p it testing 
SUTTON, J i; , BARNES, I Division of Reaidant, Reactor Project & 
Engineering Programs 82/11/00 9pp 17000 139 


0302030403 Forwards QA Program Insp Rept 999001 16/B2-0 1 on 820303-07 
it notice of violation 

POTAPOVS, U Division of Vendor !t Technical Programs 02/09/00 
NELLOTTE, A Bunker Ramo-Eltra Corp 2pp 17007 321 


— 8309030408 Notice of violation from insp on 020503-07 

a Division of Vendor It Technical Programs 02/09/08 2pp 
17007 323 


—0302030904 QA Program Insp Rept 99900116/82-01 on 920503-07 
None amp 1 iance rated failure to evaluate deviations 
identified in electrical penetration assemblies it to include 
number It location of all components in Part 21 rept 
AGEE i o R f PHILLIPS, H 5 Division of Vendoi & Technical Programs 
02/07/14 22pp 17007 325 


0302030509 Confirms 830207-11 insp of QA programmer 030151 telcon 
POTAPOVS, U Division of Vendor b Technical Programs 03/01/31 
KQMES, J M Bechtel Corp lp 17007 174 


0302030538 Ack receipt af 021000 ltr informing NRC of steps taken 1 to 
correct nonconformance noted in GA Program Insp Rept 
99900396/02-01 

POTAPOVS, U Division of Vendor it Technical Programs 03/01/31 
SESHAQIHI.M L CLCJW Corp Ip 17006 303 


— 8302030544 Responds to NRC 821 11B ltr re nonconformance noted in QA 
Program Insp Rept 99900396/62-01 Corrective actions monthly 
log or calendar listing all gauge* to be calibr maintained 
KELLEY, H CLQW Carp 03/01/20 POTAPOVS, U Division of Vendor 
Technical Programs ip 17006 304 


— 0302030940 Ac k receipt of 021000 ltr Informing NRC of stops taken fcq 
correct nonconformance noted in QA Program Insp Rept 
99900396/82-01 Addl info re instrument measuring Si 
preventive measure* needed 

POTAPOVS, U Division of Vendor L Technical Programs 82/11/10 
SESHAOIRf.ML CLOW Corp lp 17006 303 


— 8302030396 Responds to NRC 820016 ltr re nonconformance noted in QA 
Program Insp Rept 99900396/02-01 Corrective action* 
measuring equipment calibr on 820719 b documented 
SEfiHAQIRirM L GLOW Corp 02/10/00 SUTTON, J W Region 4, 
Office of Director ip 17006 306 


0302070257 Forward* QA Program !n»P Rept 99900736/82-01 on 021115-19 
it notice of nonconformance 

POTAPOVS, U Division of Vendor b Technical Program* 83/01/10 
TAKEUCH1, J I> NP3 Industries, Inc 2pp 17031 340 


— 8302070260 Notice of nonconformance from insp on 831115-19 

* Division of Vendor b Technical Programs 03/01/19 2pp 
17031 342 


—0302070265 QA Program Insp Rept 99900736/B2-01 on 821115-19 
Noncompliance noted QA release form for Shipment 4 missing, 

F number not recorded on performance qua! i Meat ion records 
it Inspector failed to sign data sheet 

CONU'AY, J T , BARNES, I Division of Vendor 6 Technical Program* 
03/01/17 7pp 17031 344 


0302070263 Forwards GA Program In*P Rept 99900535/02-01 on 021115-18 
No noncomp 1 ianc* noted 

POTAPOVS, U Divlaion of Vendor it Technical Program* 03/01/10 

FRISCO, L J R*ych em Corp 2pp l70Dr3S6 


—0302070266 QA Program In*p Rept 99900235/82-01 on 821 11S-18 No 
noncompliance noted Major areas in* pected . esc er ta in whether 
appropriate record* had been maintained which would allow 
verification of potentially defective electrical cable 
ROBCRDS, M W , V I LLALVA, J , BARNES, I Division of Vendor b 
Technical Program* 03/01/13 4pp 17031 358 


0302070280 Advises that IE 821115-19 insp finding re Borg-Warner *upp 
of valve* for inside containment *v-c w/una««l If led motor 
opeiators isolated case 

BUT ION, V W Division of Vendor b Technical Program* VITS 82-203 
03/02/01 BARNES, I Division of Vendor U Technical Program* Ip 
17031 149 
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302070286 Informs that util failed to provide clarification re 
s elf-cl ean log filter def ic 1 enc i es identified tn GA Program 
I nsp Rept 99900752/Bl-Ol ERCW sys modified to compensate for 
excessive pressure drop across filters Items closed 
POTAPOVS, U Division of Vendor t Technical Programs AITS 
F02500316 93/02/01 LEWIS, R C Division of project & Resident 

Program* lp 17029 179 


3020/0302 Forwards QA Program Insp Rept 99900005/92-02 on G21116-1B Jc 
notice of nonconformance 

POTAPOVS. U Division of Vendor & Technical Programs B3/O1/10 
JACODI.W M Wesfcinghouse Electric Corp 2pp 17029 113 


-0302070304 Notice of nonconformance from insp on 021116-18 
* Division af Vendor 6 Technical Program* 83/01/IB 2pp 
17059 115 


9302070307 QA Program Insp Rept 99900 003/02 -02 on 021 1 16- IB 
Noncompliance noted no evidence of submittal Sc approval by 
purchaser of procedures for outside & inside surface finish 
process* chemical composition testing %> tensile testing. 

MCNEILL* U M , BARNES. I Division of Vendor fc Technical Programs 
83/01/13 7pp 17029 117 


302070320 Forwards QA Program Insp Rept 99900209/92-03 on 021115-18 
U notice ot nonconformance 

POTAPOVS* V Division of Vendor U Technical Program* 83/01/19 
TESTWUIDE.R R Borg-Warner Corp 2p p 17029 143 


-8302070352 Notice of nonconformance from insp on 021115-19 
a Division of Vendor & Technical Programs. 83/01/18 lp 
17039 145 


B302070327 QA Program Insp Rept 99900209/82-03 an B21I15-1B 
Noncomp liance noted source control drawings for sir 4-inch 
gats valves completed t sent ta procurement fc QC w/o being 
checked by design engineering manager 

SUTTON* <J W . BARNES.! Division of Vendor t* Technical programs 
03/01/12 ]Ipp 17029 146 


302010476 Confirms 830220-0304 QA program Insp at plantrper 03O12S 
telcon Insp relates to short circuit bracing of vertical 
lift meftai-clad switchgear At OA program Imp lementat i an 
POTAPOVS. U Division of Vendor U Technical Programs 03/02/02 
GREENE, R General Electric Co lp 17036 064 


302070598 Confirms QA program insp to be conducted on 830214-10, 
per 830126 te icon Insp will relate to review of QA records 
pertaining to fabrication of Indian Paint Unit 3 steam 
generator s 

POTAPOVS, V Division of Vendor it Technical Programs 03/02/01 
SLEMSER.R J West inghous e Electric Corp Ip 17034 264 


(302070597 Supp U 921218 response to NRC ltr re nonconf ormanc e noted in 
QA Program Insp Rept 99900346/92-01 Corrective actions GA 
manual chief inspector functions deleted 1* authority & 
responsibility statement clarified 

FRANCOIS, E I Ve lan Valve Co 93/01/24 POTAPOVS, U Division of 
Vendor 4. Technical Program* lp 17034 201 


1302090327 Summary of 821129 mgt meeting at Engineering Analysis & Test 
Co, in Santa Monica, CA re NRC equipment qualification 
program 

POTAP0V3, U Division of Vendor 6 Technical Programs 83/02/04 
Region 4, Off ice of Director 3pp 17071 003 


1302090333 Forward* QA PTOjram Insp Rept 99900021/82-01 on 021116-10 
& notice of nonconformance 

COLLINS, J T Region 4, Office off Director 03/01/19 HOWARD, f? E 
Pullman - Swindell Assoc late*, I nc 3pp. 17067 132 


’-B30809D343 Notice of nonconformance front insp on 021116-10 

* Region 4, Office of Director 93/01/19 4pp 17067 135 


—8302090353 OA Program Insp Rept 99900021/92-0 i an B21116-1B 
Noncomp liance noted we Ider* w* Iding procedure 4* matl 
identities not documented on assembly weld history rept & 
area around temporary weld* not marked 

N0RI1AN, D E r BARNES, I Division of Vendor & Technical Programs 
03/01/06 12pp 17067 139 


3302090342 Forwards QA Program Insp Rept 99900025/02-01 on a21 129-1202 
Sc notices of violation tr deviation 

POTAPOVS*!! Division of Vendor 6 Technical Programs 03/01/20 
MQERKE, N H Southwest Fabricating St Welding Co, <subs of IU 
International Corp > 3pp 17067 163 


— 8302090347 Notice of violation from insp on 821129-1202 

* Division of VendoT I* Technical Programs. 83/01/20 Ip 
17067 166 


— 8302090355 Notice of nonconformance from insp on 021129-1202 
♦ Division of Vendor & Technical Programs 03/01/20 2pp 
17067 167 


— 030209036? QA Program Insp Rept 99900025/82-01 on 021129-1202 
Noncompliance noted current copy of 10CFR21 not posted Sc 
t/B-inch Inconel electrode* found mixed w/l/B-lnch type 
E-9OI0 electrodes 

HAMILTON* J W , BARNES, I Division of Vendor it Technical Programs 
03/01/1? lOpp 17067 169 


8302090359 Advises that NRC will proceed u/lntp of Bandvik Special 
Metals, Inc QA program for mfg of tirconium tubing for use by 
power reactor licensee* based on authority to conduct 
appropriate insp of QA program 

LIERERHAN, J Regional Operations 6 Enforcement Division 83/02/03 
WHITE, E E3 United Nuclear Corp 2pp 17070 346 


0302090360 Forward* QA Program Insp Rept 99900790/02-01 on 021115-19 it 
notice* of no nc onf ornance & violation 

POTAPOVS, U Division of Vendor it Technical Programs 03/01/20 

HERD, ft Thermo Electron Corp 2pp 17070 331 


— 9302090363 Notice of violation from insp on B21115-19 

* Division of Vendor it Technical Programs 03/01/20 lp 
17070 333. 


— 0302090371 Notice of nonconformance from insp on 021115-19 

* Division of Vendor fc Technical Programs 83/01/20 2pp, 
17070 334 


— 8302090379 QA Program Insp Rept 99900798/02-01 on 021113-19 
Noncomp 1 lance noted instructions not prepared for design 
review 4* engineering responsibilities it timer circuitry 
not deleted in Drawing 10009-005 

PARKER, L 0 , DARNE9, I Division of Vendor $< Technical Programs 
03/01/17 lOpp 17070 336 


B3Q2090375 Ac l receipt of 030125 ltr re question* concerning proposed 
QA program insp Director it Chief Counsel of Regional 
Operations & Enforcement Divwill contact legal 
repr e* entative 

POTAPOVS, U Division of Vendor 6 Technical Programs 83/02/04 
LIND3ERG, J A Sandvik Special Metals Corp lp 17071 095. 


— 0302090381 Respond* to NRC 030125 ltr re proposed GA program insp 
Clarification of wording it statutes or regulations 
governing proposed inap requested 

LIMDBERQ, J A Sandvik Special Metals Corp 03/01/25 POTAPOVS, U 
Division of Vendor & Technical Programs Ip 17071 096 


0302090307 Ack receipt of 030120 ltr informing NRC of steps taken to 
correct none onf ormance noted in QA Program Insp Rept 
99900401/82-04 Confirms 020202 telcon Instructions on field 
action request procedure will be documented by memo 
POTAPOVS, U Division of Vendor 6 Technical Programs 83/02/04 
ETHERIDGE, M R Combustion Engineering, Inc lp 17067 017 


— 8302090391 Responds to NRC 021221 ltr re nonconformance noted in QA 
Program Insp Rept 99900401 /S2-04 Corrective actions engineer 
will be formally instructed to review requirement* of 
field action request per Design Procedure <GADD> 5 7 
ETHERIDGE, MR Combust i on En g i nee r ing, Inc. 03/01/20 
POTAPOVS, U Division of Vendor it Technical Program* 3pp 
17067 018 


0302090392 Forward* QA Inap Rept 99900021 /02-Ql on 021116-18 at 
Pullman Rawer Products Corp in WI 1 1 iamspor t , PA r* furnishing 
of piping stool* to Vogtle Unit* 162 w/unacceptab le welds 
Item of none onformance closed W/o end 

POTAPOVS, U Division of Vendor U Technical Program* 83/02/04 
LEWIS, R C Division of Project & Resident Programs ip, 17067 022 


0302090398 Forward* QA Insp Rept 99900790/02-01 on 821115-19 including 
potential defect in Eberline PIC-6A portable survey 
instrument Bubj closed W/o end 

POTAPOVS, U Division of Vendor 4< Technical Program* 93/02/04 
SPENCER, Q 9 Division of Resident* Reactor Project t« Engineering 
Programs lp 17067* 107 


0302090406 Forward* Mi d land-Ross Corp response to notice of violation 
re OA Program Insp Rept 99900364/82-01 Sc NRC ack of 
response Correspondence should be sent to ASLB for info 
W/o end 

COLLINS, J T Region 4, Office of Director, 83/02/04 EISENHUT, D 0 
Division of Licensing ip 17066 143 


NONDOCKETED ITEMS 


0302090409 Forward* QA Program Insp Rept 99900021/82-01 on B2I116-1B re 
absence of gaps in socket welded control rad drive 
piping No violation* noted W/o end 

POTAPOVS* U Division of Vondor 4: Technical Programs 63/02/04 
BAER, R L Director's Office, Office of Inspection and Enforcement 
2pp 17071 072 


830209041? Forward* QA Program Insp Rept 99900021/62-01 on 021116-10 No 
violation* identified Stack problem re mislabeled Bockolet 
fabricated w/Meat Code 495AN resolved W/o end 
POTAPOVS* 0 Division of Vendor tt Technical Program* AITS 
HO 70033 20 83/02/04 BAER, R L Division of Engineering 4 Quality 

Assurance (Pre 830103) lp 17066 246 


6302090425 Summary of 821130 mgt meeting w/Rociwell Inti, Energy Sga 
Croup 1 n Canoga ParJcCA re equipment qua 1 1 f i cat 1 on program 
POTAPOVS, U Division of Vendor it Technical Programs 03/02/04 
Division of Vendor & Technical Programs 4pp 17066 280 


8302090442 Advi tes that Section E 2 of end QA Program In»p Rept 
99900403/82-02 re fuel pool cooling 4 cleanup HX relief 
valve tettlng* at Grand Gulf considered closed W/o end 
POTAPOVS, U. Division of Vendor tt Technical Programs, VIT9 02-191 
03/02/04 LEWIS, R C Division of Project & Resident Program* tp 
17066 234 


8302090465 Discusses Vendor Program Branch, lnsp on 021129-1202 at 
Southwest Fabricating S< Welding Co Items AITS F02700232 St 
F02700260 in QA Program lnsp Rept 9900025/82-01 re main 
steam p ip ing, closed, W/o stated end 

POTAPOVS, U Division of Vendor i Technical Programs A ITS 
F 02700232 83/02/04 LEWIS, R C Division of Project h Resident 

Program* lp i7066 292 


0302150239 Summary of 821005 meeting w/Wyle Labs in Huntsville, AL n> 
NRG equipment qual If ication program 

PHILLIPS, H S Division of Vendor 4 Technical Program* 83/02/07 
Division of Vendor it Technical Programs 2pp 17149 2BQ 


0302190310 Confirm* plan* for 830328-0401 QA program lnsp 

POTAPOVS, U Division of Vendor 4 Technical Programs 03/02/07 
MILLER, T D Weitlnghouse Electric Corp Ip 17140*221 


0302150324 Ack receipt of 830126 l tr informing NRC of steps taken to 
correct nonconformance noted in QA Program lnsp Rup-t 
99900784/02-01 

POTAPOVS, U Division of Vendor it Technical Programs 03/02/07 
CHRISTOFFERSON Chicago Bridge it Iron Co lp 17140 175 


— 8302150328 Respond* to NRC 830104 ltr re nonconformance noted in OA 
Program Imp Rept 99900784/02-01 Corrective action* 
nonconformance control list it shop checklist control list 
util bo revised 

0QNINA,R A Chicago Drldge & Iron Co 83/01/26 Division of 

Vendor it Technical Programs Ip 17140 176 


— 8302150333 Ack receipt of 820916 ltr informing NRC of steps taken to 
correct nonconformance noted in QA Program lnsp Rept 
99900784/82-01 Add! info requested re sys changes for 
repair weld tng 

POTAPOVS, U Division of Vendor i. Technical Program* 83/01/04 
C HR 1 8T0FFER BON Chicago Bridge U Iron Co lp 1714B 177 


— 0302150337 Respond* to NRC B20919 ltr re nonconformance noted in QA 
Program Imp Rept 99900784/02-01 Corrective actions; 
nonconformance control list signed to show completion of 
dlspos i tion, 

CHR I STAFFER SON, BONINA, R A Chicago Drldge it Iron Co 82/09/16, 
Division of Vendor it Technical Programs, 4pp 17140 1 70 


8302150389 Confirms 030201 telcon re 830307-12 £nsp of implementation 
of QA program 

POTAPOVA, V, Division of Vendor 4, Technical Programs, 83/02/07, 
HAQSTRCJMrR U General Electric Co lp. 1715B 151- 


0302190417 Confirm* 030214-17 lnsp at Buffalo, NY re implementation of 
QA program for equipment quel 1 f icati on testing of Class IE 
equipment per 830202 telcon 

POTAPOVS, U, Division of Vendor U Technical Programs, 83/02/07 
DURQUREjR L Conax Corp lp 17157*166 


0302190492 Notifies that QA program described in Topical Rept 
QIBSAR-17-A implemented sat iifac tori ly Conclusion valid for 
3 yr* Program subj to periodic insp* Acceptability does not 
imply that specific productive is of acceptable quaUty 
COLLINS, V. T, Region 4, Office of Director 03/02/07 DERIENZO, P P 
Oibbs % Hill, Inc. (sub* of Dravo Corp > 2pp 17157, 147 


0302150464 Act receipt of 030124 ltr informing NRC of step* taken to 
correct nonconformance* noted In QA Program lnsp Rept 
99900262/02-01 

POTAPOVS, U Division of Vendor 5 Technical Programs 83/02/09 
BEAUMONT, N Control Components, International (subs of Babcock fc 
Wltcor) lp 17157 072 


— 83Q2150460 Responds to NRC 830104 ltr re nonton f orman c es noted in 
Program Insp Rept 99900262/82-01 Corrective actions design 
calculations reviewed it signed off by rev i ewer, p er i onne 1 
trained b design control procedures revised 

BEAUMONT, N Control Components, I n te rna t i ona 1 (subs of Babcock 
Wilcox) 03/01/24 POTOPOVS. U Division of Vendor & Technical 
Programs 2pp 17157 073 


B3Q2J5Q519 Ack receipt of 820930 ltr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rapt 
99900760/82-01 

POTAPOVS, U Division of Vendor t< Technical Programs 03/02/09 
KOH»B Hittman Nuclear & Development Corp (subs Hittman Corp > 
2pp 17156 334 


— B30P150530 Responds to NRC 820006 ltr re nonconformance noted in 0, 
Program Insp Rept 99900768/82-01 Corrective actions 
procedure written for evaluating deviations Request for 
withdrawal of violation* re recordkeeping one I 

KOH, 8 Hittman Nuclear it Development Corp (sub* Hittman Corp 
02/09/30 POTAPOVS, U Division of Vondor it Technical Programs 
2pp 17156 336 


— 8302130540 Request fur reconsideration of 020806 notice of vidati 
screening test* of Flextron Urethane 66-11 foam for Feb- 
June 1981 QA Program Insp Rept 999007-60/02-01 Pp 4 It 3 
should be eicised 6 deleted 

FEIN3TE1N, H Hittman Nuclear it Development Corp (subs Hittman 
Corp ) 82 /09/3Q NRC - No Detailed Affiliation Given 4pp 

17156 338 


— 0302150546 Affidavit of 8 Koh supporting reason* for not retaining 
record* of Flextran foam 

KDM, B Hittman Nuclear fc Development Corp (subs Hittman Corp 
82/09/30 3pp. 17156 354 


— 8302150356 Af fidavlt of CW Mallory re screening test* of Flextron 
MALLORY. C W Hittman Nuclear & Development Corp (subs Hittman 
Corp I 82/09/30 2pp 17156:357 


— 8302150561 Confirm* agreement that written application must be fil, 
by 020916 in support of 820825 request to delete certain 
info from docket prior to placement in PDR 

FEINSTEIN, H W Hittman Nuclear 8< Development Corp (subs Hitfcnu 
Corp > 82/08/26 POTAPOVS, U Division of Vendor it Technical 

Programs lp 17136 359 


— 83021 50S69 Confirm* request L I Barns concurrence for extension of 
to respond to 020006 ltr until 820920 Extension for 
disclosure exemption request will be filed if need for 
request determined 

FtINSTEIN, H W Hittman Nuclear it Development Corp (subs Nitfcm, 
Corp I 02/00/12 POTAPOVS, U Division of Vendor it Technical 
Programs lp 17196 360 


8302150323 Confirm* 030202 telcon re delay of Mt Vernon, GH plant QA 
Program Insp Rept 99900373/03-01 until 630214-10 Rept will 
cover QA program i mpl ementation* Agas tat rel ays, centre 1 
panels tt high voltage cubicles 

POTAPOVS, U Division of Vendor Technical Program* 83/02/07 
DEKKER, H A Cooper Energy Service* lp 17156 223 


0302130331 Recommends issuance af one I ltr confirming that Gibbs U 
Hill# Inc sati sfac tori ly implemented QA program W/c encl 
HARRELL. P H Division of Vendor St Technical Programs 03/02/02 
COLLINS, J T Region 4, Office of Director 2pp 17136 217 


0302160137 Forward* QA Program Insp Rept 99900255/02-02 on 021213-13 
Pacific Scientific Co 820913 potential Part 21 rept 
concerning damaged mechanical shock arrestors Resident 
inspector at Beaver Valley aware of Part 21 rept W/a end 
POTAPOVS, U Division of Vendor V Technical Programs 03/02/08 
BAER,R L Division of Emergency Preparedness (Pre 030103) Ip 
17162 316 


0302160290 Forwards QA Program Insp Rept 99900200/02-01 on 821206-09 
i notice of nonconformance 

POTAPOVS, V Division of Vendor fc Technical Programs 03/01/20 
FISHER, T. R Westinghouse Electric Corp, 2pp I717Q 099 


— 8302160294 Notice of nonconformance from insp on 821206-09 

* Division of Vendor b Technical Program* 03/01/20 2pp 
17170 101 
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NONDOCKETED ITEMS 


■-03021602*78 GA Program Insp Kept 99900200/62-01 an 821206-09 
None anforna nee noted error correction tags not attached to 
five completed pressure transmitters Identified as scrap 
natl t* locked panel not provided for scrap disposal 
SUTTON* J W , DARNES* I Region A, Office of Director 03/01/26 
Bp p 17170 103 


1302160309 Forwards GA Program Insp Rep t 9990 0253 /B2-02 an 021213-15 
No ttoncomp 1 iance noted 

POTAPOVS, U Division of Vendor 4. Technical Programs B3/O1/20 
HADUAOY.P A Pacific Scientific 2pp 17166 202 


-0302160315 GA Program Insp Rept 99900255/02-02 on 821213-15 No 
tioncamp 1 1 an c e noted Major areas inspected GA program 
Implementation re nfg process control L heat treatment 
QLLER.R E , BARNES, I Region 4, Office of Director 83/01 /26 
I2pp 17166 204 


) 3021 60325 Forwards GA Program Insp Rept 99900524/02-03 on 321129-1203 
b notice of nonconformance 

POTAPOVS , U Division of Vendor & Technical Programs 83/01/29. 

D IR I ENZOj P P Gibbs fc Hill, Inc (subs of Drava Corp ) 2p p 
17166 240 


-0302160327 Notice of nonconformance fTom insp on 821129-1203 
• Division of Vendor b Technical Programs 63/01/23 Ip 
17166 242 


-0302160331 OA Program Insp Rept 99900524/02-03 or> B21 129-1203 
Nancomp 1 ian ce noted previous issues of drawings not marked 
superseded & project procedures did not provide provisions 
for distribution of drawings 4 revs 

HARRELL, P H , HALE, C J Region 4, Office of Director 03/01/27 
22pp 17166 243 


13021 60333 Forwards QA Program Insp Rept 99900322/92-03 on 621127-1202 
6 notice of n o nc on f ormanc e 

POTAPOVS, U Division of Vendor L Technical Programs, 83/01/29 
STATION, C D Bechtel Corp 2pp 17164 311 


--0302160334 Notice of nonconformance from Insp on 821129-1202 
# Division of Vendor U Technical Programs 83/01/28 lp 
17164 313 


-030216033? GA Program Insp Rept 99900522/82-03 on 021129-1202 
Noncomp 1 ian ca noted procedure imp lementat ion did not provide 
for appropriate product QA, Insp or qualification of clamps 
h shock assemblies 

CGSTELLO, J R r HALE, C J Region 4, Office of Director 03/01/27 
I3pp 17164 314 


J3Q2220239 Confirms OA program Insp at Portland, DR plant on 630220-0303 
par B302G8 t* Icon 

POTAPOVB, U Division of Vendor b Technical Programs 03/02/15 
PATTY, D F E Ingham- Hi Harriett * Co lp 17230 134 


1302220303 Confirms 030209 telcan discussing review of Figure 306/307 
snubbers at facility on 030303-04 

POTAPOVS, U Division of Vendor b Technical Programs 03/02/15 
SEWELL, D M ITT QrlnneU (subs of ITT) lp 17230 143 


330223019 1 Act receipt of 931215 & 630126 Itrs informing NF1C of steps 
taken to correct nonconformance* noted in GA Program Insp 
Rept 99900369 /G2-01 

POTAPOVS, U Division of Vendor & Technical Programs 83/02/16 
EHRHARD, E R Automatic Switch Co lp 17243 121 


— 0302230194 Responds to NRC 021115 Itr re nonconformances noted in GA 
Program Insp Rept 9990G369/B2-O1 Corrective actionsimfg 
control procedure revised incorporating computer controlled 
Dill of Hail procedures currently implemented 
NAUMANN, H R Automatic Switch Co 83/01/26 POTAPOVB, Li 
Division of Vendor & Technical Program* 2pp 17245 122 


— B308230199 Act receipt of 821215 ltr informing NRC of steps taken to 
correct nonconformances noted In GA Program Imp Rept 
99900369/02 -01 Addl info required within 23 days 
POTAPOVS, V Division of Vendor & Technical Programs 03/01/07 
EHRARD, E R Automatic Switch Co lp 17245 124 


—8302230204 Responds to NRC S2! 1 15 ltr re nonconformances noted in QA 
Program Insp Rept 99900369/82-01 Corrective actions 
Initiated Addl documentation to be prepared within 60 
days. 

NAWANNrH R Automatic Switch Co. B2/12/15 POTAPOVS, U 

Division of Vendor & Technical Programs lp 17245 125 


REGOO REOULATORY GUIDES 


8302140097 Forwards 820325 comments on draft Reg Guide IC 126-3, 
"Instrument Sensing Lines, ” since ltr not reflected in NRC 
discussion of public comments an reg guide 

CA1IN, A L Dechtal Corp 03/01/31 Docketing & Service* Branch 
lp 17E42 101 


— 8302140101 Comments on draft Reg Guide IC 126-5, "Instrument Sensing 
Lines 11 Recommends that final reg guide be Issued w/o 
Regulatory Positions C3 & C4 (x classifications for 
instrument sensing lines in ISA 67 02 be endorsed 

CAHN, A L Bechtel Corp 82/09/25 Docketing h Services Branch 
2pp 17142 102 


830218004 3 Reg Guido 7 10, Tasks TP 019-4 & TP 020-4, "Establishing OA 
Programs faT Packaging Used in Transport of Radioactive 
Mat! *' 

■* Office of Nuclear Regulatory Research, Director 83/01/31 20ap 
17223, 194 


— 8302180049 Value/impact statement for Reg Guide 7 10, Task* TP 019-4 
TP 020-4 Reg guide should be prepared & issued 
■* Office of Nuclear Regulatory Research, Director 83/01/31 
2pp 17223 213. 


8302230334 Ack receipt of 830128 ltr forwarding HJ Swan comments on 
Reg Guide 10 0 re revised training U experience criteria for 
physicians 

KAHtf£REft,C Office of Congressional Affairs 47FR322B 03/02/0? 

UAXMAN, H A House of Rep lp 17291 089 


— 8302230338 Requests review of new policy re revised training fc 
experience criteria for physicians 

WAXMAN, H A House of Rep 83/01/28 PALLADINO, N Commi l * i oner o 
3pp 17291 090 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


B302Q3OO32 "Investigation of Accident-Induced Flow & Katl Transport in 
Nuclear Facilities*" monthly progress rept for Dec 1982. 

MARTIN, R A , GREGORY, W S Los Alamos Scientific Laboratory FIN 
A-7029 03/01/31 BERNSTEIN, B Tra nspor tat ion h Materials Risk 
Branch 6pp 17020 342 


9302070124 "BWR/4 Lot* af Feedwater Transient Analysis," informal 
rept 

LVi M S Battell* Memorial Institute, Pacific Northwest Laboratory 
L.EV1NE, M M , SHIER, W 0 Brookhaven National Laboratory FIN A-3330 
DNL-NUREG-32396 02/07/31 HODGES, M W Reactor Bystems Branch. 
56pp 17063, 136 


8302080119 "Non-NRC Performance Assessment Activities," yearly status 
rept 

a Bandla Laboratories FINA-116S 82/07/31 Division of Haste 
Management, 42pp I7I05 264 


0302080124 "Investigation of Ventilation Component Response to Large 
Pressure Pulses," progress rept for Dec 1982 
* Los Alamo* Scientific Laboratory FIN A-7028 83/01/26 

Office of Nuclear Regulatory Research, Director 6pp 17103 252. 


8302080402 "Generation of DWR Point Kinetics Reactivity Functions, M 
informal rept 

DIAMOND, D J Brookhaven National Laboratory FIN A-3350 
BNL-NVREO-324 12 02/09/30 HODGES, M. W Reactor Systems Branch 

26pp 17071' 170. 


8302150739 "Evaluation of Thtrmal-Hydraul ic Objectives of LOFT 
Experiment L2-6, " experiment planning rept 

HARVEG0, E A , BEHLING, S R , TOLMAN, E L EQ&Q, Inc FIN A-604S 
E00-L0FT-6093 02/10/31 MCPHERSON, 0 D NRC - No Detailed 

Affiliation Given 47pp. 17160 054 


8302150741 "Monthly Rept Representing Research Portion of Hater Reactor 
Research Dept & Thermal Fuels Behavior Program " 

DEARJEW, J. A EOtO, Inc EGQ-WRR-6I29 02/11/30 NRC - No 
Detailed Af fi 1 iati on Given 162pp 17159:250 


8302150745 "Us# of In-Situ Procedures for Seismic Equipment 
Qua 1 if 1 ca t ion in Currently Operating Plants," informal rept 
SADIK, 8 , DIXON, B. W, EQ8<Q, Inc FIN A-6474 EGG-EA-6I40 
82/12/3 1 , NRC - No Detailed Affiliation Given. 82pp. 17139:110. 


NONDOCKETED ITEMS 


B3021S0748 "Signal Isolation Device 1 Stored Program Digital Computer 
Problem* Experienced by US Commerical Nuclear Power Plants* " 

Informal repfc 

RQHRDANZ, R R EG60, Inc FIN A-6370 EG0-EE-6052 82/09/20 

BOEHM, D W Office of Nuclear Regulatory Research* Director 41pp 
17139 077 


0302180759 4 'Post-Teit Analysis of LOFT Anticipated Transient 
Experiment* L6-1 , L6-2, L6-3 St L6-3 " 

OLLIKKALA, H , 0EHL1NO, S R EG60* Inc FIN A-604B EQG-LOFT-6159 
03/01/31 MCPHERSON* 0 D Office of Nuclear Regulatory Research* 
Director 48pp 17130 239 


0302140002 "Density Profile St Ma»* Flow Rata Calculation Procedures." 
Interne! technical rept 

LA8SAHN, 0 D. * GOODRICH* L D . HANSON* D J E G&G* Inc L0-B7-BQ-1 52 
81/03/04 NRC - No Detailed Affiliation Given 72pp 17171 001 


0302140003 " SC DAP Replication of MARCH Hydrogen Calculation*. 14 
technical rept 

CHAMBERS* R EQLQ* Inc FIN A-6334 EGQ-NTAP-6140 02/12/31 
LARKINS r J, T NRC - No Detailed Affiliation Given 43pp 17170 298 


0302140003 "RELAP5 Prete«t Analytl* of Te»t B-PL-3 " 

SHAW* R A EQfcG* Inc FIN A-6030 EGO-SEMI -41 34 82/12/31. 

LANDRY, R R Office of Nuclear Regulatory Research* Director. 25pp 
17172 014 


0302 140000 M 1983 Firtt Quarter Interim Rept on Two Phase 
Instrumental an Evaluation." 

ENOLERTrS E. EGttO* Inc FIN A-A376 EGO- ID-414 1 92/12/31 

KONDICiN. N Initrumentation 8t Control Branch 3 1 p p 17170 247 


0302140023 "Rock Mat* Sealing - Shaft or Borehole Plug-Rack Mechanical 
Interaction 41 

JEFFREY* R 0 Ariiona* Univ. of NRC-Q4-7B-271 00/12/31 Office 

of Nuclear Regulatory Re«earch* Director I34pp 17171 073 


8302140097 "Nuclear Power Plant Anticipatory Measurement 
Recommendation** 11 quarterly progress rept 

LASS ANN* 0 D EG 40* Inc FIN A-6300. EGG- 10-6142 02/12/31 

KONOIC* N N In* trumantat ion it Control Branch 60pp 17160 264 


03O21&O39S "RELAP3 Ref Calculation for LOFT Experiment L6-7/L9-2. " 
experiment ref calculation rept. 

CONOIErKO EG LG i Inc FIN A-6040 ECG-LOFT-601 4. 03/01/31 

MCPHERSON* 0. D Division of Reactor Safety Research 55pp 

17173. 323 


' 0302160401 "Fuel Behavior Experiment Requirements f or LOFT Test La-6 " 
BROUGHTON* J. M, * MACDONALD* P E. j HAGRMAN* D. L EOLO. Inc FINA-6362 
EG0-TFBP-6O77 02/10/31 MCPHERSON* 0 D Division of Reactor 
Safety Research 49pp 17173 275 


0302160402 "TRAC-BD1 (Version 12) Assessment Using S8TF BWR/4 Data," 
technical rept. 

HULL BERG, C M EGLO, Inc FIN A-6047 EGG-NTAP-6 146. 02/12/31 

ODAR* F Office of Nuclear Regulatory Reiearch, Director 79pp 
17173 196 


0302170009 "Comparison of Mass Flow Ca 1 culat i ons Using Drag-Disc 
Turbine Transducer (DTT) Data From Transient Flow Califrr 
Facility," internal technical rept 

MEACHUM* T R EGLO, Inc. LO-87-0O-14S, BO/11/04. NRC ~ No 

Detailed Affl tiation Given. 65pp 17190:312. 


0302220467 "Adequacy of Station Electric Distribution By* Voltages, 
Oconee Nuclear Station* Un it* 1* 2 it 3*" informal rept 
UDY.A C EOS*Q, Inc FIN A-4429 TAC 12741. 63/01/31 EMAMI.H 

Division of System* Integration (post 011003). 15pp. 17239 358 


0302240011 "Thermal Stability of Low Level Waste Forms," draft rept 
PICIULO, P L * CHAN* S Brookhaven National Laboratory FIN A-315? 
BNL-NUREO-32337. 92/12/31. PERSON* L. Office of Nuclear Material 
Safety L Saf eguards* Director 49pp 17280' 033 


0302240360 "Draft Staff Technical Positions Subtask 1 2:Po#t- 
Emp lac ament Monitoring. " draft interim rapt 
PANN0*8. V Brookhaven National Laboratory FIN A-3160. 
BNL-NUREG-32300 82/12/31. WICK.E A High Level Waits Licensing 
Management Branch 119pp 17290 000 


0302240361 "Two Pha** Flow Through Porou* Bed* - Preliminary 
Investigation. " Informal rept. 

TUTU. N. K . OINSBERO.T Brookhaven National Laboratory. FIN A-3024. 
BNL-NUfi EO-323 94 82/12/31 CURTlSxR.T. Severe Accident Assessment 
Branch 32pp. 172S9.308 


8302250039 "Morventum Integral Network Method for Thermal-Hydraulic 
Transient Analysis," for presentation at 1983 AN5 annual 
meeting in Detroit, MI 

VAN TUYLE.G J Brookhaven National Laboratory BNL-NUREQ-32444 
03/02/23 NRC - No Detailed Affiliation Given 6p p 1729B 236 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


B302020463 Transcript of second Ad Hat Committee on Review of Nuclear 
ReactoT Licensing Reform Proposals 930126 meeting in 
Wash ing ton* DC pp 1—177 

* Comm i si i oner b 63/01/26 I7?pp 16993 203 


6302080068 Summary of ACRS Subcommittee on Reliability 6 Probabilistic 
Assessment 820002 meeting in Wash ing ton. DC re draft action 
plan for Implementation of proposed safety goals 4* accident 
policy Viewgraphs encl 

* ACRS - Advisory Committee on ReactuT Safeguards 82/00/12 
ACKB - Advisory Committee on Reactor Safeguards 31pp 17106 105 


8302100334 Notification of CRGR Meeting 32 an 030217 in Bethesda.MD ti 
review proposed final rule 10CFR50 73 re LER sya Attendance 
should be limited to senior staff 

STElLOi V Committee ta Review Generic Requirements. 03/02/08 
EISENHUT, D O Office of Nuclear Reactor Regulation, Director 
JORDAN* E L. Director 4 * Office, Office of Inspection and Enfforcemenl 
CUNNINGHAM, R. E Office of Nuclear Material Safety 6 
Safeguards* Pi rec tor ip 17112 100 


— 0302100340 Forward* proposed final rule 1OCFRS0 73 re LER sy» it reqi 
for OM9 review 6 supporting statement CRQR meeting on 
030216 for expedited review requested Final Tule 1OCFR50 72 
should also be discussed in 630216 meeting 

MICHELSON* C Dir »C tor 4 % Of f i ce 03/02/07 STELLO, V Regional 

Operations 4, Generic Requirement* 63pp 171 12 110 


0302100352 Notification of CRGR Meeting 31 on 030209 in Dethesda.MD t. 
review two proposed EE bulletins Attendance should be 
limited to senior staff 

STELLO* V Committee to Review Generic Requirements 1EB-03-OI 

83/02/00 ElSENHUTrD 0 Office of Nuclear Reactor Regulation, 

Director JORDAN, E L Director 4 * Office, Office of Inspection and 
Enforcement CUNNINGHAM* R E Office of Nuclear Material Safety & 
Safeguards, Director 2pp 17111 243 


— 0302100339 Forwards proposed TE bulletin. "Check Valve Failures in 
Raw Water Cooling 0y* of Diesel Generators " Final CRGR 
briefing on 030209 requested 

DEYC1UN0, R C Director's Office* Office of Inspection and 
Enforcement 63/02/03 STELLO* V Regional Operation* & Generic 
Requirements (Opp 17111 247 


-*-0302100361 Forwards proposed IE Bulletin 83-01* “Stresi Corrosion 
Cracking In Larg e-Diama t* r Stainless Steel Rec i r culat ion fig s 
Piping at BWR Plants" & OMB clearance package Major 
differences between IE Bulletins 82-03 5* 03-01 discussed 
DEYOUNO, R C Director's Office, OfPice of Inspection and 
Enforcement IEB-83-0I. 03/02/03 STELLO* V. Reg i anal Opera tio 

4* Generic Requirements 24pj> 17111 257 


0302160100 Summary of CRGR Meeting 30 on 830126 re ATWB rulemaking & 
potential problem concerning Ray Miller* Inc fraudulent 
products sold to nuclear industry companies List of 
attendees 6 P Baranowiky briefing on ATMS rulemaking encl 
STELLO, V Committee to Review Generic Requirements 83/02/0B 
DIRCKS*W J Office of the Executive Director for Operation* 17pp 
17161. 196 


03021 70393 Forwards monthly activities rept for 030101-0204 V open 
item* from previous meetings 

SCHWINN, W Committee to Review Generic Requirements 83/03/04 
Committee to Review Generic Requirements ip 17193 201 


—0302170397 "CROR monthly rept for 030101-0204. 

* Committee to Review Generic Requirement*. 03/02/04. 4pp. 
17193 262 


8302220465 Notifies of agenda mod far CROR Heating 32 on 030217 
Proposed amend to I0CFR30 72 re immediate notification 
requirements *nct for review prior to meeting 

STELLO, V. Regional Operations 6 Generic Requirements. 83/02/15 
E I SEN HUT* D 0 Division of Licensing JORDAN* E L Director's 

Officr, Office of Inspection and Enforcement- CUNNINGHAM, R. E 
Office of Nuclear Material Safety it Safeguards, Dir ector 44pp 
17239, 314 
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NOIMDOCKETED ITEMS 


8302230430 Forwards proprietary "Util Design Review Panel Evaluation 
Rept D2/D3 Steam Generator Design Mod " Mod to D2/D3 steam 
generator preheater section can be installed 6 steam 
generator can operate safely Kept withheld (re# 10CFR2 7901 
BLACKLEY* S K Design Review Panel 93/01/17 DENTON, H R Office 
a# Nuclear Reactor Regulation, Director E ISENHUT , D 0 Division of 
Licensing 4pp 


3302230632 Forwards proprietary It nonpropri e t ary "Util Design Review 
Panel Evaluation Rept,D2/D3 Steam Generator Design Mod" h 
Westinghouse 030114 application for withholding proprietary 
info Proprietary rept withheld (ref 10CFR2 7901 

BLACKLEY, S K Design Review Panel 83/01/19 DENTON, H R Office 
of Nuclear Reactor Regulation, Director E ISENHUT, D 0 Division of 
Licensing 2pp 17249 081 


— 830^230640 Submits application for withholding proprietary "Util Design 
Review Panel Evaluation Rept, D2/D3 Steam Generator Design 
Mod,” per 1 0CFR2 790 Affidavit end 

WIESE MANN, R A Westinghouse Electric Carp CAW-83-2 03/01/14 

E ISENHUT, D O Division of Licensing 0p p 17249 032 


— 0302230 630 Nonproprietary ''Util Design Review Panel Evaluation Rept, 
D2/D3 Steam Generator Design Mod " 

* Design Review Panel 83/01/31 190pp 17249 091 


SECY POSITION PAPERS BEFORE THE COMMISSION 


0301240226 3ECY-83-016 

Recommends publication of proposed & final regulations 
implementing legislation which authorizes NRC to issue 
temporary OL & requested CJL amends involving no significant 
hazards consideration before conducting hearing Rev end 
0 IRCKSj W J Office of the Executive Director for Operations 
83/01/13 1 36pp 16914 292 


0302010065 Addl response to FOIA request far all documents considered 
by Commission in promulgating final rule on environ 
quel if i cation L SECY-B2-207 Forwards document* listed In 
App A App a documents withheld (ref FDJA Exemption 5) 

FELTON, J M Division of Rules and Records 82/12/06 CURRAN, D 
Harmon 1 Weiss 5 P p 16990 023 


-—0 1 12100049 SECY-&1-6Q3D 

Recommends Commission approval far publication of notice of 
proposed rulemaking, "Environ Qualification of Electric 
Equipment far Nuclear Power Plants " 

DIRCKS, W J Office of the Executive Director for Operations 
01/11/16 I5pp 16990 030 


■93O2O2038S 5ECY-R-74-064 

Recommends approval of publication of notice in FR 
requesting comments an five alternative approaches to 
proprietary info in Commission licensing proceedings 
MUNTZ I NO, L M Atomic Energy Commission 73/11/01 26 p p 

17011 179 


8302040100 Addl response to FOIA request for GECY-02-326 h 
SECY-82-315 Forwards SECY-02-326 Document also available in 
PDR 

FELTON, J K Division of Rules and Records 82/12/27 DOVE, K L 
Dove, K L lp 17061 082 


— B2O901QGB5 SECY-B2-326 

Requests approval of proposed rul emafc ing# pal i cy statement & 
draft FR notice re backfitting 

TOURTELLOTre, J Regulatory Reform Task Force 02/08/02 20pp 
17061 003 


8302170095 SECY -B3-032 

Requests Commission approval of final rulemaking re licensed 
operator staffing at plants i < of draft policy statement on 
shift crew qual i f ications 

DIRCKS, W J Office of the Executive Director for Operations 
83/02/03 67 pp 17319 315 


8302220050 Addl response to FOIA request far documents re UCLA lab & 
research reactors Forwards documents listed on Apps A & B 
App B documents partially withheld commercial U financial 
info (ref FOIA Exemption 4) 

FELTON, J M Division of Rules and Records 82/12/30 HIRSCH, D. 
CBS News, CDS, Inc 3pp 17240 327 


- — 8302220050 EECY-79-107B 

Requests approval to defer manpower reactor licensees from 
implementing upgrade rule U repts on evaluation of 100 
rem/h at 3-ft exemption criterion Immediate publication of 
upgrade rule requested 

MlNOGUErR E Office of Standards Development, Director 
DENTON, H R Office of Nuclear Reactor Regulation, Director 

DIRCKS, tf J Office of Nuclear Material Safety U 

Safeguards, Director 79/07/13. 12pp 17240 353 


—0302220054 SECY-79-1S7C 

Provides marked-up status rept on impact of safeguard* 
upgrade rule on 22 nonpower reactor 1 icentees, review of 
safeguards measure* it status of re-evaluation i>n 100 rem/h 
at 3— ft self-protection exemption criterion 
DIRCKB, W J Office of Nuclear Material Safety & 
Safeguards, Director 79/12/19 I7pp 17240 336 


•8209200462 SECY-B2-207D 

Suppls SE-CY-82-207C final rule on environ qualification of 
electric equipment important to safety Areas of cold 
shutdown, rep lac ement parts, Reg Guide f 09 statu* & 
deadline supplemented 

DIRCKS, W J Office of the Executive Director far Operation* 
82/00/26 4pp 16990.053 


STATE PRDQ BTATE PROGRAM 8 


8301310191 Forwards response to technical comment* t* recommendation for 
AR Radiation Control Program, as result of 820830-0903 
review Great improvements made in program 

WILSON, E F Arkansas, State of 03/01/12 COLLINS, J T Region 4, 
Office of Director 43p p 17241 203 


8302020330 Final response to FOIA request for documents re SEP Forwards- 
BECY-77-545 Document available in PDR 

FELTON, J M Division af Rules and Record* 02/12/27 GALLO i J 

Ilham, Lincoln It Beale Ip (6999 152 


— 8302020339 8ECY- 77-343 

Weekly Info rept for uk ending 771014 

REHN, T A Office of the Executive Director fcT Operation# 
77/10/18 25pp 16999 153 


8302020382 Addl response to FOIA request for 6ECY-75-58-B, 58BA, 5803, 
BECY-R-74-64, 9ECY-91-6Q0A fc 8ECY-B1-622A Forwards 
SECY-R-74-64, SECY-75-3BB Ik 588B 8ECY-S1-622A withheld 
(ref FOIA Eximptlon 5) 

FELTON, J M Division of Rules and Record* 82/12/03 CONNOR, L 
Doc-Search Associates 2pp 17011 176 


— 03020 20391 8ECY-75-5S8 

Recommend* final rule changing Commission regulations In 
10CFR2 790 re eya luation., protec t i on L disclosure of 
proprietary info 

8HAPAR.H K Office of the Executive Legal Director 75/10/00 
H4pp 17011-294. 


— 8302020368 SE C Y- 7 3 - 5880 

Recommends final rul* changing Commi ssi on regulations in 
10 CFR 2 790 re evaluati on, protec ti on q, disclosure of 
proprietary info 

SHAPAft, K, K Office of the Executive Legal Dirac tor. 76/02/16 
S9pp 17011 205 


8302040472 NURE 0-0942 DRFT 

CONDUCTING NEED -FOR -POWER REVIEW FOR NUCLEAR POWER PLANTS 
Guidelines To State* 

NASH, A D Office of State Programs, Director 02/12/31, t07pp. 
17044 084 


0302070371 PNO- IV-S3-004 on 030129, LA Nuclear Energy DW fourth quarter 
film badge rept for Dreiser Atlas employe* indicated whole 
body exposure of 372 rams Value not true No medical 
Indications that individual received indicated exposure 
HEYER, R S I DDDAiR J Region 4, Office of Director 83/02/02. 2pp 
17029 358 


0302070445 Forwards IE Followup Performance Appraisal Rept 
99990004/B2-0 7 on Q2111B-19 for NRC/State o f CO Environ 
Monitoring Contract NRC-05-80-267 for Jan-Oct 1902 
Recommend* that contract be renewed for 3 yr# 

BROWN, G D Division of Vendor St Technical Program* NRC-05-80-267 
83/01/31. COLLINS, J T Region 4, Office of Director, lp 
17036 289, 


—0302070450 IE Followup Performance Appraisal Rept 99990004/82-07 on 
B2111B— £9 for NRC/State of CO Environ Monitoring Contract 
NRC-05-80-267 for Jan-Oct 1982 Overall performance re 
sample collection U analyses acceptable, 

NICHOLAS, J D. , MURRAY, B Region 4, Office of Director 03/01/27 
Upp 17036 290 



NONDOCKETED ITEMS 


4 ^ 


8302070330 Confirm* discussion* re review L evaluation of radiation 
control program Program for regulation of agreement metis 
adequate to protect public health & safety, Technical 
comment* & recommendation* for program end 

COLLINS* J T Region 4* Office of Director 03/02/01 LCJMMEN* A K 
North Dakota* State of 5pp 17035 220 


0302090052 Reiponde to FOIA request for names & addresses of alt 
person* in State of HI issued registration certificates for 
certain in-vitro clinical or lab testing under general 
license in I0CFR31 t| Forwards documents 

FELTON* J M Division of Rule* and Records 02/12/29 KRONIEK* A L 
FOI Services lp 17100 OOQ 


— B3020B0056 "Registration Certif icate-ln-Vi t ro Testing U/Byproduct Matl 
Under General License 10CFR31 11* " for State of HI 
* NRC - No Detailed Affiliation Given 82/12/29 J* 349pp 
t7100 009 


6302000067 Notification of contract execution . Hod 2 to "Study Entitlnd* 
'Exam of Agreement State Program Contrac tor* Nat 1 
Governors Assoc 

PAGE* H Admi nistrative Contracts Branch FIN B-I667 
NRC-06-01-293 83/01/27. KERR* 0 W. Office of Btate Programs* 

Director LU0ENAU* J, NRC - No Detailed Affiliation Given lp 
17106 259 


— 0307080070 Mod 2* extending period of performance 1* final repfc delivery 
date until 830131* to "Study Entitled* 'Exam of Agreement 
State Program tn 

PARSER* 8 0 National Governors' Association 6MITH*P A, Division 
of Contracts FIN B-1667. NRC-06-8 1-293 03/01/27, lp 

17106 256 


6302100263 NUREG/BR-0025 VG9 Nt 

INFORMATION REPT ON STATE LEGISLATION 

» Office of State Programs* Director 03/01/31, 12pp, 17133 176 


0302150756 Forward* notice of availability of "Natl Governors Assoc 
Exam of Agreement State Program*" for FR publication 
KERR* G W Office of State Programs* Director 9A/J0L B3/01/3I 
COMBS* T R Correspondence & Records Branch, lp 17150 207 


— 0302130799 Forward* advance copy of "Natl Governors Assoc Exam of 
Agreement State Program " 

LUBENAU* J 0, Office of State Programs* Director B3/02/0I FU* T 
Public Document Branch lp 17190 288, 


— 8302190760 "Natl Govarnon Assoc Exam of Agreement State Program 11 
* National Governors' Association. 83/01/31 147pp. 17150 209 


0302170421 Notification of contract execution. "Radiation Monitoring 
Program Requl rements* ’* awardad to GA Dept of Natural 
Resources 

MCDERMOTT* D Technical Assistance Contracts Branch FIN B-0404 
NRC-29-S3-623, 03/02/09 LOY* T, N Region 2* Office of Oiretfcor 

MONTGOMERY* 0 M NRC - No Detailed Affiliation Given lp 
17193 222. 


—0302170424 Contract: "Radiation Monitoring Program Requirements* " 
awarded to GA Dept of Natural Resources. 

LEDBETTER* J. L. Georgia* State of MORTON* K V Division of 
Contract*. FIN B-8404 NRC-29-83-623 03/02/09 I4pp 

17193:223 


0302170423 Notification of contract execution: "Radiation Monitoring 
Program Requi rements* 11 awarded to State of MA 

MCDERMOTT* D Technical Assistance Contract* Branch FIN B-8350 
NRC-20-83-606. 83/02/09, MC08CAR* J Region It Office of Director 

COSTELLO. F NRC - No Detailed Affiliation Given lp. 17203,134 


— 830217042? Contract. "Radiation Monitoring Program Requirement** " 
awarded to State of MA, 

FRECKETTE, A L Ma*«aehu**tt*« Commonwealth of*. MORTON. K, V 
Divii ion of Contracts FIN B-8330. MIC -20-0 3 -606 83/02/09. 

15pp. 17209* 159 


8302170404 Notification of contract execution: "Radiation Monitoring 
Program Requirement**" awarded to State of AR 

MCDERMOTT* D. Technical A**i«tance Contract* Branch. FIN B-8500 
NRC -31-03-667. 83/02/09. MEYERS* D M Region 4* Office of Director. 

NICHOLAS* J 0 NRC - No Detailed Affiliation Given ip 17203.194 


—8302170489 Contract: "Radiation Monitoring Program Requiremen t*. " 
awarded to State of AR 

6ALT7MAN* B. N Arkaneae* State of MORTON* K, V Technical 
Ait is tonce Contract* Branch FIN B-05OO. NRC-3 I -83-667 
03/02/09 10pp. 17203 199 


8302220020 Notification of contract execution "Radiation Monitoring 
Program Requi rements* '■ awarded to NC Dept of Human 
Rtsourtts 

MCDERMOTT* D Technical Assistance Contracts Branch FIN B-8406 
NRC -29-83-627 03/02/00 LOY, T M Region 2, Office of Director 

MONTGOMERY, D M NRC - No Detailed Affiliation Given lp 
17227 354 


— 0302220025 Con tract "Radiation Monitoring Program Requirements*" 
awarded to NC Dept of Human Resources 

WrLKERSON* I O North Carolina* State of MORTON, K V Division of 

Contracts FIN 11-8406 NRC -29-83- 627 83/02/08 8pp 


8302220036 Not i f i cat i cm of contract execution "Radiation Monitoring 
Program Requi rements* " awarded to MO Div of Health 
MCDERMOTT* D Technical Assistance Contract* Branch FIN 0-8454 
NRC -30 -03-643 03/02/09 PAPPAS* H Region 3, Office of Director 

QE8TMANN* M J NRC - No Detailed Affiliation Given Ip 173B7 336 


—0302220042 Contract "Radiation Monitoring Program Requirements." 
awarded to MD Div of Health 

* Missouri* State of MORTON* K V Division of Contracts FIN 
D-0454 NRC -30-8 3-643 83/02/09 9pp 17227 337. 


8302220068 Notification of contract execution "Radiation Monitoring 
Program Requirement**" awarded to SC Dept of Health & 

Environ Control 

MCDERMOTT. D, Technical Assistance Contracts Branch FIN B-8403 
NRC-29-83-624 03/02/0? LOY, T N Region 2* Office of Director 

MONTGOMERY* D M NRC - No Detailed Affiliation Given lp 
17234 200 


— 8302220074 Contract "Radiation Monitoring Program Requirements*" 
awarded to EC Dept of Health & Environ Control 

DANTZLERrM U South Carolina. State of MORTON* K V. Division of 
Contracts FIN B-0403 NRC-29-83-624 03/02/09 !3pp 

17234 201 


8302220407 Forwards "Rnpt l Staff Evaluation of NE Radiation Control 
Program for Period 0IO022-B21 l 10 " 

COLLINS* J T Region 4* Office of Director 83/02/15 SIMMONS* E 
Nebraska, State of. lp 17232 070 


— 8302220410 Forwards "Rapt Staff Evaluation of NE Radiation Control 
Program for Period 010922-821110" & technical comments 
Significant problems identified fn two Category I 
Indicators Review & response requested 

COLLTNS* J T, Region 4* Office of Director B3/O1/I0 SMI TH* H D 
Nebraska, State of 3pp 17232 071 


— 03022204 1 4 "Rept Staff Evaluation of NE Radiation Control Program ft 

Period 610022-021 110 " 

# Region 4* Office of Director 83/01/10 55pp 17232 073 


83022401 70 Notification of contract execution "Radiation Monitoring 
Program Requirement*," awarded to State of NH 

MCDERMOTT * D Technical Assistance Contract* Branch FIN 0-6364 
NRC-28-03-61 1 83/02/14 MC0SCAR* J Region 1, Office of Director 

COSTELLO* F NRC - No Detailed Affiliation Given ip 17286 290 


— 0302240105 Contract "Radiation Monitoring Program Requirements." 
awarded to State of NH 

WALLACE, w T New Hampshire, State of MORTON. K, 9, Division of 
Contracts FIN D-0364 NRC-20-83-611 83/02/14 lOpp 

17280*259 


8302240234 Notification of contract ex* c ution. Mod 5 to "Environ 
Monitoring Program W/6tate of N J 1 M Contractor State of NJ 
WOH ETT* B Research Contracts Branch FIN B-31O0 NRC-OS-0O-27O 
03/02/10 COBBiL f Director's Office# Office of Inspection and 
Enforcement COHEN* L K NRC - No Detailed Affiliation Given Ip 
17298 001 


— 0302240240 Mod 3* decreasing funding. to "Environ Monitoring Program 
W/Btote of NJ " 

FISHER# E J New Jersey# State of. GUSTAVE# R P. Division of 
Contracts FIN B-S109 NRC-03-80-270 83/02/10 Ip 17208 002 


8302240269 Notification of contract execution; "Radiation Monitoring 
Program R*qu i rements# " awarded to State of DE 

MCDERMOTT* D Technical Assistance Contract* Branch FIN B-8352 
NRC-26-63-602 03/G2/14 hC06CAR»J Region I* Office of Director 

COSTELLO* F. NRC - No Detailed Affiliation Given. ip. 17200:070 


--9302240275 Co ntrac t "Radiation Monitoring Program Requirement** " 
awarded to State of DE 

WILSON* J E Delaware* State of. MORTON# K, V Division of 
Contracts FIN B-8332 NRC- 28-83-602 03/02/ l 4 I2pp 

1 7280. 079 
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NONDOCKETED ITEMS 


3302240323 Forward* State of SC B30106 * State of NV 030111 comments 
on "RADMAN, Computer Cade to Classify 6 Document Packaged 
Low Level Waste *' 

SCHNEIDER* K N Office of State Program*. Director 93/01/2* 
JOHNSON i T Division of Waste Management lp 17290 IB1 


— 8302240327 Comment* on "RADhttN, Computer Code to Classify & Document 
Packaged Lou Level Waste," in response to NRC 021213 Itr 
SHEALY, H G South Carolina, State of 83/01/0* MUSSBAUMER, 0 
Office of State Programs. Director 2pp 17290 1B2 


— 0302240338 Comments an "R ADMAN. Comp liter Code to Classify 1* Document 
Packaged Lou Level Waste " 

VADEN, J Nevada. State of 83/01/11 NUSSBAUMER, D Office of 
State Programs. Director Ip 17290 104 


03022500*7 Forwards branch technical positions re Part *1 per telcon 
W/o end 

LOHAUS, P Lou Level Waste Licensing Branch 83/01/31 SCHNEIDER, K 
Office of State Programs, Director 2pp 17302 337 


0302230077 Request* assistance In obtaining repts re low level waste 
disposal from States of CAi IL. NH. NM, PA. TN £< VA 
HAWKINS, E F Lou Level Waste Licensing Branch Q3/02/0B 

SALOMON, S N Office of State Programs. Director lp 17302 330 


TQPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


7910120435 Notifies that NRC is reviewing NEDO-247O0, "Ad d l Info 
Required for NRC Staff Generic Rept on BUR Reactors " Enel 
requests for arfdl inro required by 791001 

ROBS. D F TM. 1-2 Bulletins I, Orders Task Farce 79/09/28 
KEENAN. T D Ceneral Electric Operating Plant Owners Group 5pp 
17023 155 


03012*011* Forward* proprietary 0E9TR presentation made -during NRC-QE 
830123 meeting Presentation Info withheld Crof 10CFR2 7901 
CHARNLEY. J 9 General Electric Co JSC-0G6-83 B3/01/25 

DEFfLINOER, C Core Performance Branch lp 16911 330 


0301280337 Bum-nary of 830119 meeting u/We-st l rtg house, Bech tel & utils in 
Bethesda. MD re reacto-r coolant pump seal performance 
EDISON, 0 E Licensing Branch 1 83/01/21 YOUNGBLOOD . B J 

Licensing Branch 1 74pp 17012 IB3 


0302010144 Discusses review of Topical Rept WCAP-9500, “Ref Core Rept 
17*17 Optimized Fuel Assembly “ Rept acceptable 

THOMAS, C 0 Standard! lati on * Special Projects Branch B3/01/24 
RAHE.E P Westinghouse Electric Corp 6pp 1*990 090 


0302010360 Discusses review of Topical Repts WCAP-940J /9402, 
"Verification Testing h Analysis of 17*1 7 Optimized Fuel 
Assembly " Repts acceptable 

THOMAS, C O Standardiiat Ion 6 Special Projects Branch 83/01/24 
RAHE.E, P- Westinghouae Electric Corp *pp 1*989 331 


8302010421 Requests guidance as to whether Stock Equipment Co should 
continue w/revleu of topical rept update in light of unknown 
cost* associated w/NRC review of rept 

WILLIAMS, P C Stock Equipment Co 83/01/27 THOMAS, C O 
Standard I xat ion It Special Projects Branch 2pp 16974 259 


0302010325 Foruard* technical justification for relationship of scram 
time fraction to scram discharge vol pipe break probability 
as used in NED0-22209r "Analysis of Scram Discharge Vol Bys 
Piping Integrity " 

DENTON, TJ BWR Owners Group BWflOQ-9303 83/01/28 ECCLESTON, K 
NRC - Wo Detailed Affiliation Given 16pp 16977 257 


03020200*2 Confirms 830112 selection af high priority safety * 
licensing issues, w/emphas is on rev of App R , DHR & high 
strength bolting Passible items for discussion at 020209 
meeting suggested 

NICKELL, R E Electric Power Research Institute 03/01/27 
THOMAS. C 0 Standard I lation U Special Projects Branch ?pp 
17004 339 


8302020277 Forwards proprietary version of Rev 3 to Topical Rept 
EDR-1(P)-A, "Ederer Nuclear Saf ety-Re lated Ectra-Safety & 
Monitoring (X-SAM1 Cranes." for review L approval 
CLARK, C W Ederer, Inc 93/01/24 THOMAS . C Standardization It 
Special Projects Branch ip 9*056,001 


8302020327 Summarizes 821105 meeting re design basis of Meetinghouse 
cold overpressure mitigation sys lc provides info on App G 
guidelines requested by NRC 

RAHE.E P West ing house Electric Corp NS-EPR-2703 83/01/0* 

SHERQM, B W NRC - No Detailed Affiliation Given 2pp 1*993 353 


830203025* Discusses Meetinghouse proposed modular approach to 
constructing BAR documents in conjunction w/uestingbouse 
Advanced PWR licensing control document Modular approach 
believed to be efficient licensing process 

RAHE.E P Westinghouse Electric Carp NS-EPR-2712 83/01/31 

E1SENHUT.D G Division of Licensing 2pp 17001 248 


0302030339 Forwards schedule developed by Meetinghouse to implement 
submittal of extensive PRA of Meetinghouse Advanced PWR 
(WAPWR) Nonpr oprietary slides presented at 821222 initial 
meeting re WAPWR PRA end 

RAHE.E P Nestinghouse Electric Corp NS-EPR-2711 83/01/31 

EIBEWHUT, D G Division of Licensing 17pp 1700* 110 


8302040032 Speech entitled "Structural Re-£va luation of Mark 1 
Containment for Hydrodynamic Loads, " to be presented at 
930822-26 conference in Chicago, IL 

WICHMAN, K NRC - No Detailed Affiliation Given SUDRAM0N1AN, N 
Franklin Ins 1 1 tute/Fran k 1 in Research Center GONZALEZ, A A Puerto 
Rico, Univ of 83/02/01 lOpp 17044 342 


8302040125 Notification of 030202 meeting w/GE & BNR Owner* Group in 
Bethesda, MD to discuss BWR Owners Group submittal, 

"Analysis of Scram Discharge Vol Sys Piping Integrity w 
EGGLESTON, K T Operating Reactors Branch 2 B3/01/21, 

VASBALLO, D fl Operating Reactors Branch 2 2pp 17043 1*7 


030204013 1 Presents overview of Meetinghouse Advanced PWR Project 
Westinghouse intends to submit preliminary design info 
during current pretendering phase 

MEYER, G C Standard! ration t Special Project* Branch 83/01/2* 
Stan dard i i«t 1 on It Special Projects Branch 33pp 17043 128 


0302080112 Notification of 930209 meeting w/util* * Westlnghouse in 
Bethesda, MD to discuss Meetinghouse conceptual design for 
adopting Westlnghouse reactor vessel level instrumentation 
sys to nan- Nestinghouse PWRs per TMI Item II F 2 

SHEA, J J Operating Reactor* Branch 3 03/02/03 CRUTCHFIELD, D 

Operating Reactors Branch 5 2pp 17103 35* 


B30208014* Forwards Endorsements 58 k 122 to MAELU Policy MF-39 & NELIA 
Policy NF-34, respect ively Endorsements provide name change 
from GA Co to GA Technologies %t show Valley Pines Assoc as 
subsidiary 

A8HBURN, D J Marsh fc McLennan, Inc . M t* M Nuclear Consul tant s, I n c , 
Div 03/02/01 SALTZMAN.J Assistant Director far State & Licensee 
Relations 4pp 17037 217 


83020S0332 Forwards revised organization chart Upon acceptance by NRC, 
changes will be incorporated into next amend of GIB0AR-17A 
KEDDlSrN N Gibbs 6 Hill, Inc (sub* of Dravo Corp.) 03/02/02 
HAAES, W P Quality Assurance Branch lp 17033 360 


83020E0422 Summary of 830112 meeting w/EPRl in Bethesda.MD re review 
of licensing issues to be considered in LWR standard i ration 
program 

MDRAN, D H Standardization l Special Projects Branch B3/01/21. 
Standardization & Special Projects Branch 4pp 17074 323 


8302090478 Forward* generic cat eg or I zat i on of BWR transients based on 
frequency of occurrence as required by Reg Guide 1 70, Rev 2 
Review it comment* requested Working level meeting requested 
for late June 1976 

HUGHES, E A General Electric Co 76/05/28 D E YOUNG , R C Assistant 

Director for Light Water Reactors 43pp 17071 276, 


830209017* Respond* to 030105 ltr Revised P 1 of Section 0**2, "Control 
of Design." of App A of GA plan for design & fabrication 
of REA 2023 dry storage cask* for spent fuel Will be 
reviewed 

ROBERTS, J P Advanced Fuel $< Spent Fuel Licensing Branch 03/01/20 
R ICE. M K. R id ihalgh, Eggers %l Associates lp 17132 104 


8302090292 Forwards proprietary WCAP-10271, "Evaluation of Burveil lance 
Frequencies t, Out of Svc Times for Reactor Protection 
Ins trumentati on Bys 11 Rept withheld (ref 10CFR2 790) 

Application for withholding enc 1 

SHEPPARD, J J Westinghouce Operating Plants Owners Group 

SHEPPARD, J J Carolina Power Light Co OG-8* 83/02/03 

DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
170*7 007* 


— 0302090297 Application for withholding proprietary WCAP-10271, 
"Evaluation of Surveillance Frequencies It Out of Svc Times 
for Reactor Protection Instrumentation Bys M Affidavit end 
WIESEMANN.R A We*tinghou*e Electric Corp CAW-B3-7 03/02/03 
DENTON, H R Office of Nuclear Reactor Regulation, Director, 6pp. 
170*7 009 



NONDOCKETED ITEMS 
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8302090389 Forwards summary of 630112 meeting u/NRC re matls program 
Unclear or unresponsive areas concerning needs of reactor 
vessel integrity remain issues of special interest 
HUDSON > C U Babcock i> Wilcox Operating Plants Owners Group 

E8C-040 83/01/20 ELLIOT, H J NRC - No Detailed Affiliation 

Given 60pp 17067 023 


0302090390 Forwards proprietary & nonproprietary versions of Hev 2 to 
"Nobile Cement Solidification Sys " Enel rev includes 
response to NRC 820623 request for addl info & EG&G B21129 
recommendations Proprietary version withheld Affidavit end 
8TAEHR, J P Chem-Nuc lear Systems, Inc WPD-5()36-3 03/01/31 

MILLER, J R Standard i iat ion 6 Special Projects Branch 4 pp. 

17066 301 


—8302090394 CN8I-2 R02 

Nonpr opr ietary version of Rev 2 to "Mobile Cement 
Solidification Bys " 

# Chem-Nuc lear Systems, Inc 43I3-Q1334-01P 83/01/31 54pp 

17066 306 


8302090414 Comments on EGG-EA-6109, "Identification U Ranking of 
Nuclear Plant Structures, Sys h Components V Graded QA 
Guidelines - Draft n Implementation of proposed approach 
would have little or no positive effects on plant safety 
D'ARDENNE, W H General Electric Co MFN-Q22-S3 83/02/01 
HAAQS, W P Quality Assurance Branch 2pp 17071 022 


8302090423 Forwards proprietary 6 nonpr oprietary apps to WCAP-10170 & 
"Functional Requirements for Technical Support Complex" % 

"Design Basis Document Plant Bafaty Status Display " 

Application for withholding (ref 10CFR2 790 J end 

RAHE, E P Westinghouso Electric Corp NS-EPR-2704 83/01/26 

PAULSON * W A Operating Reactors Branch 9 2pp 17066 001 


— 0302090424 Application for withholding proprietary apps to WCAP-10170, 
Rev 1 to EQD-CR8<C0“94i "Functional Requirements for 
Technical Support Complex" L Rev 1 to ESD-CR&CD-i 09, "Design 
Basie Document Plant Safety Status Display " 

WIESEMANN, R A Westinghouse Electric Corp AW-S3-9 03/01/26 

PAULSON, W A Operating Reactors Branch 9 7pp 17066 003 


—0302090426 WCAP-10170 APP 

Nonproprietary version of apps to WCAP-1917 "Functional 
Requirements for Technical Support Complex " 

* Westlnghouse Electric Corp 93/01/11 22pp 17066 OlO 


—0302090427 ESD-CRttCD-94 R01 

Nonproprietary Rev l to "Functional Requirement* for 
Technical Support Complex " 

SCHAEFER, W F r LITTLE, J L Westlnghouse Electric Corp 
SA&I-E6I-079 01/07/14 26pp 17066 032 


—0302090429 ESD-CR&CO-tOS R01 

Nonproprietary Rev 1 to "Design Basis Document Plant Safety 
Status Disp lay " 

SCHAEFER 1 W F , LITTLE, J L Westlnghouse Electric Corp 
SAt<l-E8l~078 81/07/10 4ipp 17066 050 


B302090479 Forwards proprietary & nonproprl otar y Addendum 3 to 
"Improved Analytical Models U*ed in Westingh oust Fuel Rod 
Design Computations/Application for BUR Fuel Analysis" & 
application for withholding proprietary rept per IOCFR2 790 
RAHE 1 E P Westlnghouse Electric Corp NB-EPR-2715 83/02/03 

THOMAS, C 0 Standardization & Special Projects Drench. 2pp 
17066 103 


— 0302090404 Submits application for withholding proprietary Addendum 3 
to "Improved Analytical Models Used in Westlnghouse Fuel 
Rod Design Computat ions/App 1 i cation for 8WR Fuel Analysis," 
per 10CFR2. 790 Affidavit unci 

WIE6ENANN. R A Westinghouse Electric Corp AW-83-10 83/02/03 

THOMAS, C 0 Standard! iation & Special Projects Branch 9PP. 

17066 109 


—0302090490 WCAP-0789 ADD 03 

Nonproprietary Addendum 3 to "Improved Analytical Models 
in Westlnghouse Fuel Rod Design Computations/Application for 
BUR Fuel Analysis " 

EWING, J H , SMITH, W L , KAISER, R S Westinghouse Electric Corp 
0299 L 6 83/01/31, 20pp 17066 114 


0302090477 ANCR-NUREQ-1339 V03 

"RELAP 4 /MOD 9 Computer Program for Transient Thermal- 
Hydraulic Analysis of Nuclear Reactor* U Related Sys User 
Manual, Vol lit Checkout Applications “ 

# Idaho National Engineering Laboratory, 76/09/30 NRC - No 
Detailed Affiliation Given 273pp 17121 001 


B302090499 DPST-NUREG-77-2 

"User Guide to Input for WRAP - Water Reactor Analysis 
Package 

GREGORY, M V Energy, Dept Of 77/06/30 NRC - No Detailed 

Affiliation Given 362pp 17120 OOl 


0302090929 Forwards Request 1 for add! info on proposed barrier fuel 
rev of NEDE-2401 l-P-A-4, "GE Std Application for Reactor 
Fuel " Schedule for submittal* requested 

THOMAS, C 0 Standar d i zat 1 on & Special Projects Branch 03/02/01 
SHERWOOD, G Q General Electric Co 3pp 17143 2S9 


0302090932 Forwards Request 1 for addl info on WCAP-50021, 
"Westlnghouse Wet Annular Burnable Absorber Evaluation 
Rept " Schedule for submittal requested 

THDMASiC 0 Standardization & Special Projects Branch 03/02/01 
RAHE, E P Westinghouse Electric Corp 5pp 17100 311 


0302130301 Forwards proprietary corrected P 2-17 of "Generic Safety 
Evaluation for Low-Law Bet Logic -k Lowered MBlV Water 
Level Trip " Pago withheld 

PFEFFERLEN, H C General Electric Co FFN-027-03 S3/02/0B 

VA8SALLO, D B Operating Reactors Branch 2 lp 17196 290 


8302150664 Forwards Endorsement* 24,69,70,19 fe 93 to NELIA Policies 
NF-248, NF-102 MAELU Policies MF-101 4t MF-6 1 , resp e c t i v e i y 
Endorsements 1-3 for Certificates M-69, N-69, M-22, N-22. 11-23. 
N-23.H-24 U N-24 also end 

LAWSON, L T Duke Power Co 83/02/10 9ALTZMIAN, J Antitrust t< 

Economic analysis Branch (Utility Finance) 120pp 17133 314 


0302160 1 92 Informs that 0AW-1O154, "Small Break LOCA ECC0 Evaluation 
Model,*' does not contain proprietary info per B21I01 1 tr 
Restrictions on distribution withdrawn 

TAYLOR, JH Babcock * Wilcox Co 83/02/10 BERGGREN, J a 
Standardization 6 Special Projects Branch Ip (7162 214 


0302160305 Forwards addl documentation for high pressure version 
{ HP-0 ASIC J of emergency response guidehpes, for review 
SHEPPARD, J J Westlnghouse Operating Plant* Owner* Group 
SHEPPARD, J J Carolina Power t Light Co 00-95 83/02/09 

ElSENtiUT, D G Division of Licensing lp 17163 060 


— 9302160314 Emergency Action Guideline ECA-4i "Response to Multiple 
Bt earn Generator Depressor i zat i on J ‘ 

* Westinghouse Electric Corp 02/11/01 63pp 17163 061 


— 0302160316 Emergency Response Guideline ECA-9, "Loss of Emergency 
Coolant Recirculation " 

* Westing house Electric Corp 02/U/Oi 33pp 17163 120 


—0302160320 Emergency Response Guideline E9-2 3, "Safety Injection 
Termination Following Excessive RCS Cooldoun " 

* Westinghouse Electric Cotp 82/1 1/01 26p p 17163 153 


03Q2J7Q164 Forward* "Series 600 Actuator Dynamic Analysis Using 
8TAR0YNE Computer Code W/Mode/Frequoncy Capability" & 

ASME 81-DET-32 "Dynamic Evaluation of Nuclear MSI 1 / 

Actuator " 

WE18Z, D A Gulf & Western Industries, Inc 03/02/00 THOMAS, C 0 
Standardization & Bpacial Projects Branch I3pp 17100 293 


—8302170160 ER -01-28 

"Series 600 Actuator Dynamic Analysis Using STARDYNE 
Computer Code U/Mode/Fr equenc y Capability " 

PAT8AL1DE3, N M , WEISZ, D A Gulf t Western Industries, Tnc 
01/07/27, 2Bpp. 17100 266 


—8302470174 81-DET-32 

Paper entitled "Dynamic Evaluation of Nuclear MSIV 
Actuator," presented at B1O920-23 design engineering 
technical conference in Hartford, CT 

PATTEN. A J Gulf b Western Industries, Inc. PATTEN, A J. America 
Society of Mechanical Engineers 81/09/20 fipp 17100 296 


0302100243 Forwards proprietary "Stability Evaluation of BUR Cores 
Sens! tlvi ty Analyses " Affidavit to support withholding of 
rept from public disclosure encl Rept withheld 
(ref 10CFR2 790) 

CHANDLER, J C. Exxon Nuclear Co , Inc. (subs of Exxon Corp ) 

UCC 030 83 03/02/15 THOMAS, C.O Standardization & Special 

Projects Branch 4pp 17210 221 


0302180336 Forwards proprietary Rev 2 to "R0DEX2 Foal Rod Thermal- 
Mechanical Response Evaluation Model, w containing minor 
modal refinements per NRC review of initial rept Rept 
withheld (ref IOCFR2 790) 

CHANDLER, J C Exxon Nuclear Go , Inc (subs of Exxon Corp ) 

UCC 020 83 03/02/16 THOMAS# C 0 Standardization V g pe cial 

Project* Branch ip 17210 220 
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1302920142 Comments on Science Ap p 1 icat l on*, I nc final draft, "Value- 
Impact Analysis of Recommendations Concerning Steam 
generator Tube Degradations & Rupture Events* " per Generic 
Ltr 02-32 L 621213 request Rept conclusions supported 
TAYLOR* J H Babcock l> Wilco* Co GL-02-32 03/02/10 

EISENHUT,!) G Division of Licensing 7pp 17233 10“? 


?3022?028l Notifies of or g a n l xa 1 1 ona I changes within engineering sues 
segment of util power generation div Changes have no impact 
on GA program commitments in DAW- 1009AA* Rev 4 

TAYLOR* V H Dabcock 6 Wt Icox Co 83/02/09 HAA9S* W P Quality 
Assurance Branch lp 17230 144 


3302220379 Forwards "Revieuj Plan foi Updating Licensed Paw*r of PWR 
Plant*” describing vendor position re methodology & 
evaluations required to support uprating application L 
proposing basis for performing evaluations 

RAHE* E F Nestinghouse Electric Corp N8-EPR-2179 03/02/1 1 

THOMAS* C □ Standard i jat ion t Special Projects Branch lp 
1 7232 302 


—9302220334 WCAP- 10263 

"Review Plan for (Jpratlng Licensed Power of PWR Power 
Plant “ 

MCFETfUDCE, R H * MAR CHASE * R T * FAAS* R H Uestinghousp Electric 
Corp 83/02/11 34pp 17232 304 


8302230150 Forwards tape containing collapsed cro as-s e c t i n ns for 9*9 
equilibrium reload core (one dimensional) for stability 
audit calculation input* per LA Nielsen 820200 ltr Listing of 
c r os»-»ect ion s end U/o tape 

NIELSEN, L A Exxon Nuclear Co * Inc (subs of Etxon Corp ) 
83/02/16 SCHWENKrQ A Core Performance Branch 4pp 17243 230 


9302230155 Forwards tape containing collapsed 2-dimensional cross- 
sections for 9x9 equilibrium reload care, per 82020B ltr. 

Listing of cross-sections on tape enc l W/o tape 
N ttLSENr L A Exxon Nuclear Co , Inc (subs of Exxon Corp ). 

83/02/ 1 6 SCHWEhM.G A Core Performance Branch 14pp 17243 239 


630223022 1 Requests completion of review of NEDE-22-1 40-JP "Extended 
Burnup Evaluation Methodology*" by June 1983 rather than 
Aug 1903 to assure that fuel th erma 1 -mech an ic a l design 
analysis for new fuel calculated w/approved methods 
CHARNLEY* \J S General Electric Co JSC-015-&3 83/02/16 

OEHLINCEFLC H Core Performance Branch tp 17245 130 


8302230327 Forwards proprietary "Response to NRC Request Number 3 for 
Addl Info re Rept XN-NF-79-6(P) * Rev l." in response to NRC 
620210 request Response withheld (ref 10CFR2 790) 

C HANDLER i J C Exxon Nuclear Co * Inc (subs of Ex icon Corp ) 

JCC 034 83 83/02/18 THOMAS- C 0 Standa rd i i a t i on t Special 

Projects Branch lp 17248 001 


&302230407 Requests completion af review of application of thermal- 
mechanical design model & approval of amend to 
NEDE-2401 i-P-A by 830501 

CHARNLEY, J S General Electric Co JSC-013-83 83/02/15 

DERLTKQERiC H Core performance Branch lp 17248 156 


8302230480 Forwards proprietary "Util Design Review Panel Evaluation 
Rapt D2/D3 Steam Generator Design Mod.' 1 Mod to 02/03 steam 
generator pTeheater section can be installed U steam 
ganeratar can operate safely R»pt withheld (ref IOCFR2 790J 
BLACKLEY* S K Dssign Review Panel 83/01/17 DENTON* H R Office 
of Nuclear Reactor Regulation* Director E ISENHUT * D O Division of 

Licensing 4pp 


S3 022 30566 Forwards proprietary & nonpr opri eta r y "Associated 
Tachnol og ses, Inc Vol Reduction t Bitumen Solidification 
Sy* 1 Proprietary veriion withheld 

DAY. J E Associated Technologies, Inc CH-045-002 83/02/15 

THOMAS* C O Standard i ration L Special Projects Branch 4pp 
17263 226 


—8303230574 AT I-VR-001-NP 

Nonproprietary "Associated Technolog i es* Inc Vo 1 Reduction 
$ Bitumen Solidification Sys " 

« Associated Technologies, Inc 01/01/31 200pp. 17263 231 


8302230632 Forwards proprietary S* nonpropri etary "Util Design Review 
Panel Evaluation Rept, 02/03 Steam Generator Design Mod" & 

Ue* ting hi* use 630114 application for withholding proprietary 
info Proprietary rept withheld (ref 1CCFR2 790). 

BLACKLEY.SK Design Review Panel 83/01/19 DENTON* H R. Office 
of Nuclear Reactor Regulation* Director E ISENHUT * D 0 Division of 
Licensing 2pp 17249 081 


12230640 Submits application for ui thhold tng proprietary "Util Design 
•view Panel Evaluation Rept* D2/D3 Steam Generator Design 
lod*" Per 10CFR2 790 Affidavit end 

' '^EMANN* R A Wes 1 1 ng house Electric Corp CAW-03-2 83/01/14 

B-JHUTiD Q Division of Licensing 0pp 17249 0B2 


— 8302230650 No npropr J e tary "Util Design Review Panel Evaluation Rept 
D2/D3 Steam Generator Design Mod " 

* Design Review Panel. B3/01/3i 190pp 17249 091 


B30223D680 Forwards addl documentation on SAFER evaluation model* 
NEDE-23705-1— P* qua 1 if ica t i on V application results All GE 
documentation commitments completed Documentation withheld 
(ref 10CFR2 790) 

PFEFFERLENi H C General Electric Co MFN-034-03 03/02/16 

SHERON, B Reactor Systems Branch 5pp 17263 221 


0302240290 Forwards proprietary responses to questions from Reactor 
Fuels Section of Core Performance Branch re GE proposed 
barrier fuel amend to NEDE-2401 l-P-A-4 Responses withheld 
(ref 10CFR2. 790) 

CHARNLEY, J S General Electric Co MFN 037-03 03/02/22 

THOMAS, C □ Standardi ra tion & Special Projects Branch lp 
17273 001 


0302240312 Forwards proprietary preheat steam generator D2/D3 design 
mod evaluation package addendum 830114 suppl Nonpropr i etary 
version forthcoming Enel withheld (ref 10CFR2 790) 

RAHE, E P Westinghouse Electric Corp NB-EPR-2713 83/02/02 

E ISENHUT * D. 0 NRC - No Detailed Affiliation Given 3pp 17273 002 


—8302240316 Submits application for withholding proprietary preheat 
steam generator D2/D3 design mod evaluation package addendum 
830114 suppl from public disclosure 

WIESEMANN, R A West ingho use El ec tr i c Cor p, AW-03-3 03/01/14 

EISENHUT. 0 0 NRC - Ha Detailed Affiliation Given 8pp 
17273 005 


8302250053 NUREQ/CR-2675 V03 

RELEVANCE OF BIOTIC PATHWAYS TO REGULATION OF NUCLEAR WASTE 
DISPOSALS Topical Report Pn Reference Eastern Humid 
Low-Level Sites 

MCKENZIE* D.H * CAOWELL* L L * EBERHARDT* L E BattelU Memorial 
Institute* Pacific Northwest Laboratory FIN D-2377 PNL-4241 

03/01/31 Division of Health* Siting & Environment 34pp 

Available at NRC *4 75 17300 290 


B302250149 Summary of 830121 meeting u/We*tinghou*e re reactor coolant 
pump seal performance (generic) 

EDISON, 0 £ Licensing Branch 1 83/02/04 Licensing Branch 1 

3pp 17290,353 


G3O2280I30 Approve* 821111 application * 021029 affidavit requesting 
withholding of topical rept “RADMAN, Computer Code to 
Classify 6 Document Packaged Low Level Waste in Accordance 
W/10CFRA1 Regulations* " per 10CFR2 790 

HAWKINS, E Low Level Waste Licensing Branch 83/01/26 TUITE*P T 
Waste Management Group* Inc 3pp 17314 264 


8302280151 Forwards revised topical rept evaluation of CNSI-2 
C 43 13- 01394-0 II* "Mobil* Cement Solidification By* " 

RANDOLPH* P D EG&0* Inc 83/02/17 LEE, J. Y Effluent Treatment 
System* Branch 3p p 17305 324 


—8302280164 Topical rept evaluation of CNSr-2 (4313-01334-013, "Mobile 
Cement Solidification Sys w Rept acceptable 
* EQkQ* Inc 83/02/17 34pp 17305 327 


8302200546 Forward* nonpropri etary Vol * 1 b 2* "Weitinghouse PrBheat 
Steam Generator D2/D3 Design Mod Evaluation Package " 

RAHE, E P Westingh ous# Electric Corp NS-EPR-2714 83/02/02 

E ISENHUT* D 0 Division of Licensing 2pp 17315.001 


'8302200594 Vol* 1 U 2* “We * t ing house Preheat Steam Generator D2/D3 
Design Mod Evaluation Package " 

* Westinghouse Electric Corp 02/12/31 l*0B2pp 17315 002 


WASTE MOT NUCLEAR WASTE MANAGEMENT 


8302010043 Designate* K Hamill as NRC representative on technical panel 
at Grand Junction U Rifle Site 830207-09 scoping meetings 
HAWKIN0* F Low Level Waste Licensing Branch, 03/01/24 
MDRLEY* J A Energy, Dept of ip 16990 300. 


0302020375 Forward* hydrogeology b waste package info transmitted to 
DOE-RL by Hj Miller on 821123 Review of package determined 
info not cleared for release Info restricted to internal 
use only, One overalls drawing end 

0L8QN.0L Energy, Dept of 82/12/23 WRIGHT* R. J. High Level 
Waste Technical Development Branch, SOSpp 17009' 091, 


— 0302020376 "Basalt Operating Procedure Drilling " 

LEDCERWQQD, R K, Energy, Dept of 82/06/30 lOp p 17010 237 
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A 


— 8302020377 "Basalt Operating Procedure General Hydrologic Field Testing 
Procedures 11 

JACKSON, R L t LEGNHART. L S Energy, Dept df S2/O6/30 49p p 

17010 294 


—8302020370 8D-BW1-T1 -073 

"Analysis Of Two-Well Tracer Tests U/PuJse Input " 

QELHAR, L W Rockwell International Corp 82/04/20 67pp 
17010 312 


B3Q2240042 Forwards info re EGiG low 1 e I waste data base 
WIDMAV'tR, D A Lou Level Waste Licensing Branch 03/01/24 
GOLDBERG, F ADR Systems Development Branch 4pp 1726B 352 


B302240317 Seventh status rept for Ed-g emant, 8D offsite cleanup action 
program as or 821231 Radiological surveys encl 

FLORY, C Low Level Waste licensing Branch 03/02/DI HAWK INS, E 
Low Level Haste Licensing Branc h App 17204 346 


— 8302020380 RSD-BWI -DP-035 

"Deep Borehole Stratigraphic Correlation Charts t* Structure 
Cross Sections," supporting Document BWIP data package 
0nd oversize drawing end 

CROSS, R W Rockwell International Corp 02/01/15 167pp 

17011 009 


0302090402 Forwards "Rn-222 Rept for Nov 1982 " 

CAIN, J Cotter Corp 00044 B3/01/12 HAZLE, A J Colorado, State 

of 2pp 17131 359 


0302240323 Forwards State of SC 030106 t Slate of NV 830111 comments 
on "R ADMAN, C ompu ter Code to Classify & Document Packaged 
Low Level Waste ' 

SCHNEIDER, K N Office of State Programs, Director B8/0J/26 
JOHNSON, T Division of Watte Management Ip 17290 101 


— 0302240327 Comments on "R ADMAN, C ompu t er Cede to Classify & Document 
Packaged Low Level Waste," m response to NRG 821213 Ifcr 
SHEAl Y, H G South Carolina, State of 83/01/06 NUSSBALPMER, D 
Office of State Programs, Director 2p p 17290 182 


—8302090497 "Rn-222 Rept for Nov 1982 " 

* Cotter Corp 00044 83/01/12 Ip 17131 361 


—8302240330 Comment* on "R ADMAN, C ompu t er Code to Classify h. Document 
Packaged Low Level Waste " 

VAOEN, J Nevada, State of 03/01/11 NUSSBAUMER, D Office of 
State Programs# Director Sp 17290 184 


8302090492 Forward* "Breathing Zone Rept for Airborne Particulates, 

1902 11 

CATNi J Cotter Corp 00043 83/01/12 HAZLE, A J Colorado, State 

of 2pp 17131 354 


— 8302090495 "Breathing Zone Rept for Airborne Par t icul a t es, 1982 "■ 
# Cotter Corp 00043 83/01/12 3pp 17131 356 


8302170023 Forward* "Water Quality Ropt for Nov 1902 " Correction* 
to Sept 1902 water quality rept listed 

CAIN, J Cotter Corp 00061 03/01/25 HAZLE, A J Colorado, Dtatf 

of 2pp 17191 026 


0302240342 Trip rept of 821 101-04 visit to Ma 1 1 s Research Soc 1982 
annual meeting In Boston, MA 

WICK, E A High Level Waste Licensing Management Branch 03/02/01 

COCK, F R High Level Waste Licensing Management Branch llpp 

17290 1GB 


B302P40347 Summary of Nov 1982 annual meeting of Matls Research Soc 8< 
raviej of BNL high level waiste research program 

CQPK, F R High Level Waste Licensing Management Branch 83/01/20 

BELL, M J High Level Waste Licensing Management Branch 3pp 

17268 314 


—8302170026 "Water Quality Rept for Nov 1902 " 

* Cotter Corp 00061 B3/01/21 4pp 17191 020 


— 830224034? Proceeding* of Sufch Inti Symposium on Scientific Basis fn 
Nuclear Waste Mgt on 821101-04 

BROOK Ih'B, D G Neu Mexico, Un l v of 02/11/01 3Gpp 17208 317 


8302170031 Forwards "Water Quality Rept for Dec 1902 " Change to Nov 
1 902 water quality ropt noted 

CAINrJ Cotter Corp 00066 83/02/01 HAZLE, A J Colorado, State 

Of, 2pp 17191 033 


—8302170035 "Water Quality Rept for Doc 1902 " 

* Cotter Corp 00066 03/02/01 4pp 17191 037 


8302170039 Forwardi "Breathing Zone Summary Rept for CYB3 ,r 

CAIN, J Cotter Corp 00068 83/02/01 HAZLE, A J Colorado, State 

of, 2pp 17191 047 


— 8302170043 "Breathing Zone Summary Rept for CY03 " 

* Cotter Carp 00068 03/02/01 2pp 17191 049 


8302180922 Forwards "General Air Survey Summary for Third Quarter 
1982 " 

CAINrJ Cotter Corp 20872 02/11/16 HAZLE, A J Colorado, BUto 

of 2pp 17221 258 


— B302I80524 "General Air Survey Summary for Third Quarter 1902 n 
* Cotter Corp 20972 82/11/16 3j»p 17221 260 


0302240351 Summary of 030110 meeting of EPA Science Advisory Board in 
Crystal City#VA re description of High Level Radwasfce 
Disposal Subcommittee purpose 4 membership 

FEHnlNOER.D J High Level Waste Licensing Management Branch 
83/01/28 KNAPP. MR High Level Ha* t» Li earning Management Branch 
4pp 17290 001 


0302240352 Forward* branch technical position an waste form 
JOHNSON, T C Low Level Waste Licensing Branch 83/02/14 
DROWNING, R E Division of Waste Management I3pp 17209 347 


0302240354 Comment* on JGC-TR-OOt-P which describes drum mixer process 
for *ol Id i f i cation of certain reactor wastes Rept has 
insufficient info on waste properties to make judgement on 
ability of process to satisfy requirements 

LQHAUS, P Low Level Waste Licensing Branch 83/01/26 GAhtMILL, U I* 
Effluent Treatment System# Branch Ip 17239 360 


8302240356 Forward* BNL-NURCO-30247, " Charac t er i ta t i on of Radioactive 
Large Quantity Waste Package of Union Carbon Carp" V 
NUREO/C Fl-21 02, "Evaluation of Trench Subsistence L 
Stab i l i lati on at Sheffield Lou Level Raduas te " W/o end 
WIDMAYERiD A Lou Laval Waste Licensing Branch 83/01/55 
GUERRERO, P Environmental Protection Agency Jp 17290 135 


8302220194 Forward* "General Air Survey Summary for First Throe 
Quarter* of 1902 " 

CArU.J. Cotter Carp 20854 82/11/11 HAZLE, A J Colorado, Statu 

of 2pp 17234.037 


— 8302220203 "General Air Survey Summary for Fir*t Three Quarters of 
1902 " 

a Cotter Carp. 20854 82/11/08 3pp. 17234 039 


G3Q224O027 Comment* on "Evaluation of Occupational 4t Environ Exposure 
to Radon L Radon Daughter* in US " Rept confirm* assumption 
that rad latlon-lnduced lung cancer i« stochastic prate** 
w/no threshold 

0NUQN0LI,Q N Low Level Waste Licensing Branch 83/02/07 
FGULKErJ Health Effect* Branch 2pp 17284 354 


0302240037 Notifies that branch has no comment* on EIS re disposal of 
submarine reactor plant* 

FEHR INOER, D J High Level Waste Licensing Management Branch 
03/01/28 REHFELDT, W R High Level Waste Licensing Management 
Branch. ip 17268 356 


0302740383 Forwards environ assessment for remedial actions at Spook 
Site in Converse County, WY, Incorporating response* ta 
comment* received on draft circulated in Sept £982 W/o 
assessment details 

MORLEY, J A Energy, Dept of 83/01/31 8CARAN3, R NRC - Nn 
Detailed Affiliation Given Sp p 17209 300 


0302240383 Forwards schedule for UMTRAP environ assessments Areas re 
licensing of inactive site# for further discussion listed 
LECHEL, D Jacob * Engineering Group, Inc 83/01/14 HAMILL, K NRC 
- No Detailed Affiliation Given 2pp 172B7 290 


0302240386 Forward* listing of several computer inputs in response to 
030124 telcon re implementation of GENDVM Program ran 
unsuccessfully four times Assistance requested to make 
effective use of OENDVM in performance assessments 

WEBER, MF High Level Waste Licensing Management Branch 83/01/28 
CRANWELL, R Sand ia Laboratori e s 4pp 17289 294 


8302240389 Advises uf affirmative vote on proposed bylaw changes dtd 
830117 

BFLL,M J High Level Waste Licensing Management Branch 03/02/15 
8ELFELDT, W B Argonne National Laboratory Ip 17209 590 
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NONDOCKETED ITEMS 


8302240374 Forwards abstract or paper to be presented at; American Inst 
of Chemical Engineers 631031-1104 meeting in Wa s h i ng t on, DC 
BELUM J High Level Waste Licensing .Management Branch 63/02/16 

CRA'IDM>L.J L E I du Pont de Nenours U Co • Inc 2pp 17207 207 


0302250001 Ad\ ises that drakt environ assessment for DOE proposed 
remedial action at inactive Mexican Hat U Mill Tailings Site 
mill be forwarded by Ford, Bacon 6 Davis Comment should be 
provided to listed individuals 

MORLEY, J A Energy. Dept of 83/01/31 HAWK IMS* E Division of 

Waste ha nag ament lp 17270 270 


8302250067 Forwards branch technical positions re Part 61 per telcon 
W/o and 

LOHAUSi P Lou Level Waste Licensing Branch 83/01/31 ECHNEIDER* K 
Office of State Programs, Director 2pp 17302 357 


0302? 3007 1 Forwards "Results of Test Program for Solidification of 
Contaminated Waste Lubricating Dils,' f for review it 
comments by 830318 U/o and 

JOHNSON, T C Lou Level Waste Licensing Branch 83/02/03 
GRELLA, A W Director's Office, Office of Inspection and Enfor c cment 
QAMMTLL.W Effluent Treatment Systems Branch Ip 17302 356 


8302230077 Requests assistance in obtaining repts re low level waste 
disposal from States of CAi IL< NH» NM< PA, TN it VA 
HAWKINS , E F Lou Level Waste Licensing Branch 03/02/00 

SALOMON* S M Office of State Programs* Director lp 17302 33B 


8302250122 NUREO/CR-2903 

SELECTED HYDROLOGIC AND GEOCHEMICAL ISSUES IN BITE 
CHARACTERIZATION FOR NUCLEAR WASTE DISPOSAL Flood Basalts 
At The Hanford - Reservation 

ARNAHANpC L * DELANV, J M , LONG- J C Q Laurence Berkeley Laboratory 
FIN B-3109 LBL-15029 83/01/31 Division of Waste Management 

IQOpp Available at NRC »6 50 17301 006 


8302260130 Approve* 821111 application it 02102? affidavit requesting 
withholding at topical rept "RA0MAN, C enpute r Code to 
Classify it Document Packaged Lou Level Waste in Accordance 
W/10CFR61 Regulations," per 10CFR2 790 

HAWKINS, E Low Level Waste Licensing Branch 83/01/26 TUJTE, P T 
Waste Management Group, Inc 3pp 17314 264 


83O220OL44 Ac k receipt of topical rept "Results of Test Program for 
Solidification of Contamination Waste Lubricating Oils," 
transmitted by 021213 Itr Tentative schedule for review 
enc 1 

LQHAUB-F H Lau Level Waste Licensing Branch 03/01/27 
ERVIMOj B A Vikem Indus tri es, Inc 2pp 17322 206 


0302200190 Declines, on behalf of Jfl Mar t in, invi tot i o n to prepare 
article on nuclear waste mg t for book entitled, "Natural 
Resource Conservation " 

BELL, 11 J High Level Waste Licensing Management Branch 03/02/04 

□WEN, D S Wisconsin* Umv of, Eau Claire lp 17322 160 


XPORTLIC EXPORT AND IMPORT LICENSES 


0302010665 License for Mitsui It Co. Inc to export 19 71 U-23S, c □ n ta l ne d 
in 943 3 g U, to Japan 

ZIMMERMAN, J V Assistant Director for Export/Jmporfc It International 
Safeguards MSK/PNC 93/01/24 2pp 16989 349 


702010637 License far C Itoh £ Co to export 20 pieces Zircaloy tubing 
•■a Japan 

(MMERMAN, JV Assistant Director for Export/Imp ort & International 
fegva rd s W£-l5-<4> 03/01/25 lp £6909 349 


010606 License far Wastlnghouse to export one fission chamber, 
del WL-6376A. to The Netherlands 

KMERMAN.J V Assistant Director for Export/Import it International 
f eguards ZE- 10502 03/01/25 lp 16909 344 


2010693 License far Aldrich Chemical Co to export 40 kg deuterium 
tide to United Kingdom 

IMrtERMANrJ V Assistant Director for Export/Irop ort it International 
if eguards 31/82 03/01/27 Ip 16909 347 


2010694 Amend 4 to Nissho-Jwai American Corp export license, 
fitending expiration date to 931001 

L IttMERMANi J V Assistant Director for Export/Import & Internationa 1 

Safeguards HHM-0184 83/OJ/24 lp 16909 346 


ri l0675 Amend 2 to Edlou (ntl Co export i i cense, author! ung resale 
iul* tritium gas to certain United Kingdom companies for 
Action of sealed light sources 

ERMAN, J V Assistant Director for Exporfc/Impor t it International 
guards 63/01/21 Ip 16989 345 


0302010696 Amend 1 to GE export 1 1 c ense , e xten d ing expiration date to 
060301 

ZIMMERMAN, J V Assistant Director for Export/Import tt International 
Safeguards B0W-004-83 03/01/24 lp 16989 343 


8302020160 Forwards application for export license for minor nuclear 
export Ltr of assurance required N/o encl 

ZIMMERMAN, J V Assistant Director for Export/Import it International 
Safeguards 03/01/21 QR TFFIN, J A Energy, Dept of lp 
16999 247 


6302020164 Forwards application for export license for minor nuclear 
export Ltr or assurance required 

ZIMMERMAN, J V Assistant Director for Export/Import it International 
Safeguards 81/01/26 GRIFFIN.JA Energy, Dept of lp 
16999 245 


— 0302030169 Application for license to export 19 g U dioxide powder 
to Spain » 

WILSON, 8 D General Electric Co BDW-03-006 83/01/17 lp 

16999 246 


0302020313 Forward* application for license to export 6,834 kg U, as 
enriched J h e xaf i uor i d e, t o Japan 

HAT l OR 1 , H Mitsui & Co (USA )<Inc (Subs of Mitsui & Co , Ltd > 

83/01/10 Assistant Director for Export/ Import it International 

Safeguards lp 16996 360 


— 8302020320 Application for license to export 6,834 kg U, as enriched 
U hexafluoride, to Japan 

HATTDR I , H Mitsui ti Cg <U S A ),Inc (Subs of Mitsui it 

Co , Ltd ) M0K-H2-R6 (0) 03/01/18 lp 16998 361 


0302020337 Forwards application for license to export 21,294 kg U, an 
enriched U h a x af 1 uor i de, to Japan 

HAT10RI.H Mitsui J, Co (USA >,Inc (Subs of Mitsui it Co ,Lfcd > 
83/01/10 Assistant Director for Export/ Import it International 
Safeguards ip 16998 350 


— 8302020340 Application for license to export 21,294 kg U, a* enriched 
U h e xaf luor ide« to Japan 

HAT TORI, H Mitsui 6 Co (USA ),Inc (Subs of Mitsui it 
Co .Ltd ) MBK-JH2-R6 < A) 03/01/10 ip 1*998 359 


0302020344 Submits add! info per 830112 application for amend to export 
license Addl company requested purchase of licensed mail, 
bringing amend request total of 40,000 Ci tritium Immediate 
Issuance of amend requested 

SHAW, A Edlou International Co 83/01/20 HEMBY, A Assistant 
Director for Exp or t/ Impor t t< International Safeguards lp 
16999 116 


— 0302020355 Submits addl info per 830112 application for amend to export 
license Sa u rider s-Roe normally receives bulk tritium from 
OR ML in package not acceptable to new United Kingdom 
transportation regulations 

SHAW, A Edlou International Co 93/01/17 HEMBY, E Assistant 
Director for Expor t/Imp art h International Safeguard* lp 
16999 117 


— 03O2O2O3SG Submits application to amend export 1 1 c enst , p ermi t ting 
resale of 20,000 Cl tritium in bulk form to Baunders-Roe for 
production of sealed light sources 

SHAW. A Etflow International Co 03/01/12 HEMBY, E Assistant 
Director for Expor t/Import fc International Safeguards, ip 
16999 118 


6302020362 Forwards application for license to export 20 pieces of 
Ztrtaloy fuel tube to Japan 

YUKOTO, H C rtoh 6. Co (America), Inc 83/01/20 HEMBY, E 0 NRC - 
No Detailed Affiliation Given lp 17012 181 


— 0302020364 Application for license to export 20 pieces of Zircaloy fuel 
tube to Japan 

YUKOTQ, H C ftoh it Co (America), Inc WE-15-C4) 83/01/20 lp 

17012 102 


9302020366 Forwards application for export license for minor nuclear 
export Ltr of assurance required 

ZIMMERMAN, J V Assistant Director for Export/Import & International 
Safeguards 83/01/29 GRIFFIN, J A, Energy, Dept of lp 
17012 179 


— B302020368 Application for license to export fully c lad, irrad iated 
fuel. Including RISO 12 test segments to Denmark it HALDEN 22 
test segments to Norway 

WILSON, B D General Electric Co BDW-005-83 83/01/06 lp 

17012 100 



NOIMDOCKETED ITEMS 


B302020369 Application for license to export 3 units Type WL-23744 BF3 
proportional counters to Sun 1 1 e r 1 and 

PQCHAL, W F Westinghouse Electric Corp ZE 03/01721 lp 
149?? 362 


0302020370 Application -for license to export 0 002 g Ca-252 to India 
BCNSGN, E Isotope Products Laboratories W/Q 10274 03/01721 In 

16999 361 


0 3 02020371 Application for license to export 16 pieces fuel tube 
machinery for nuclear power reactor to Japan 

* C Itoh l Co (America), Inc WE-l5<04-2> 03/01/26 Ip 

16999 360 


0302020372 Forwards application for amend to export license tor minor 
nuclear export Ltr of assurance required W/o encl 

ZJMMERMAN,J V Assistant Director for Ex p or t/ linpor t 6 Internet i onai 
Safeguards 63/01/24 GRIFriN.JA Energy. Dept of lp 
1699? 358 


— 0302020373 Requests amend to export 1 i c ensc , add i ng intermediate 
consignee b 1,300 kg natural enrichment U as U dioxide 
powder 

WILSON. tJ D General Electric Co ODN-001-83 03/01/06 

WRI0HT,D L Assistant Director for Export/ Imp or t 6 Interna t i onal 
Safeguards lp 16999 359 


830202030a Informs that License X9NM-1986 may be issued No matl 
changed c ircums tances since Issuance of License XSNM-1907 
MOORE, R N Assistant Director for Cxport/Import & Inte rna t i ono 1 
Safeguards 83/01/tB Assistant Director for Expor t/Impor t U 

International Safeguards lp 16999 270 


8302020310 Advises of no objection to request for amend to export 
l i cense, al low ing resale of 40.000 Ci bulk tritium to 
United Kingdom, provided re-export not authorized & resales 
limited to 100,000 Ci 

ZIMMERMAN, J V Assistant Director tor Export/ Import i« rntern ationa] 
Safeguards 03/01/24 Assistant Director for Exporfr/Imp or t L 
International Safeguards ip 16999 277 


9302070306 Forwards IE Safeguards Insp Rept 11 0-02039793-01 on 
0301(3 No none amp I l ance noted 

NGRDERHAUG, L R Division of Radiological Safety t< Safeguards 
Program 03/01/31 MCMDFM, T Mitsui *• Co (U S A ) , I nc (Bubs 
Mitsui 6 Co .Ltd > 2j>P 1702? 125 


—0302070311 IE Safeguards Imp Rept 1 1 O-O2838/03'-O t on 030113 No 
nanccmp 1 tan c e noted KajOT areas inspected verification of 
shipping drum identification 6 tamper seal numbers to 
packing lists U exam of shipping container 

WEID^R, A , KELSO'!, G . PANQ-, F Division of Radiological Safety 
Safeguards Program 03/01/23 3p p 1702? 127 


0302000094 Ccnf m ms 030903 tel con cancelling Shipments 9, 10 £. 11 on 
050831 Schedule 

DANESE, F L Nuclear Assurance Corp 21522 83701/10 GO DY , A 

Region 1, Grfjce of Directoi lp 17106 102 


83O20S0443 Requests Executive Dtanch position re TTatisnuc lear, Inr 
application for license to export 23 3 kg U-239, enric hed to 
93 3*4 , to Fra nee 

ZIMMERMAN, J V Assistant Director for Ex po r t / Im p or t k Internatm 
Gafeguards 93/01/25 STOIRER.C R State. Dept of. Bureau of Oc 
& Internatl Environ k Scientific Arfairg. lp 17109 110 


— 0302000446 Forwards application for license to export 23 3 kg U-2 
enriched to 93 37., to France 

MAKTETT, B A Tran s nuc 1 * an, Inc TNP-430 03/01/17 MOOR E. N 

Office of I nternat t onal Programs. Director Ip 17106 111 


— 03O2OBO44S Application for license to export 23 3 kg U-E35, enrich 
93 32, to France End use statement enc 1 

HANMETT, B A Transnuc 1 ear, Inc TNP-430 03/01710 Spp 

17103 1 12 


0302090177 T orwards applications for export licenses for minor nuc 1 
export Ltr or assurance required W/o bticI 

Z IMKERMAN, J V Assistant Director foi Exp o rt /I mp or t 6 Intern atio 
Safeguards 83/01/28 GRIFFIN, J A Energy, Dept of ip 
17132 103 


0302030007 Advises of issuance of license to export 20 Zircaloy fcubinq 
pieces, as test samples, to Japan w/o normal 15-dgy waiting 
poiiod Proposed export meets Atomic Energy Act requirements 
ZIMMERMAN, J V Assistant Director for Export/Import U International 
Safeguards 03/01/25 Assistant Director for Cxport/Import & 

International Safeguards Ip 17020 360 


8302030071 Forwards application for export license for minor nuclear 
export Ltr of assuranco required 

ZIMMERMAN, J V Assistant Director for Export/Import U International 
Safeguards 83/01/25 GRIFFIN, J A Energy, Dept of lp 
17013 359 


8302030063 Requests Executive Branch position re Transnuclear. Inc 
application to amend export license a pp 1 i c a t i on, 1 ncrea n i ng 
quantity of matl from 10 a kg U-233, c onta 1 n ed in 34 135 kg 
U, to IP 956 kg U-235, contained in 64 742 kg U 

ZIMMERMAN, J V Assistant Director for Export/Import b International 
Safeguards 03/01/24 STOIBER.C R State,Dopt of lp 17020 340 


— 0302030007 Requests amend to export license app 1 1 cat ion, inCTeao i ng 
quantity of matl from 10 8 kg U-235, conta ined in 54 135 kg 
U, to 12 936 kg U-B33, contained in 64 742 kg U 

HANNETTrU A Transnuc 1 ear, Inc 83/01/10 MOORE, N Assistant 
Director for Export/ Import 6 Internationa 1 Safeguards lp 
17020 341 


6302030111 Submits application to amend Import license, increailng 
quantity from 150 kg U, containing 5 3 kg 0-235 enriched to 
3 57., to 25,225 kg 0. containing 980 kg U-235 enriched to 
3 bV, max b extending expiration date to 90J231 
HERSCH, M M Westinghouse Electric Corp MMH-825 03/01717 

ZIMMERMANrJ V Assistant Director for Expo r t/Imp or t b International 
Safeguards lp 17023 356 


8302070138 Ad vi set of forthcoming spent fuel shipments from AECL 
facility at Chalk River to DOE Savannah River Riant 
Schedule $, port of entry info withheld (ref I0CFR2 790) 

DANESE, F L Nuclear Assurance Corp 21775, 82709/2? OODY, A 

Region 1, Office of Director Ip 17065 354 


0302070184 Informs that spent fuel shipments from Chalk River, Canada to 
DOE Savannah River fac i 1 i ty, identif isd in 820929 ltr, 
suspended due to State of NY action 

DANESE, F L Nuclear Assurance Carp 21519 02710/12 G0DY,A 

Region 1, Office of Director lp 17062 336 


8302090180 License for Westinghouse to export one proportional c nun 
Model NL-23773, to Belgium 

Z IKMERMAW, J V Assistant Director for Export/Impor t b Internotin 
Safeguards ZE 20603 G3/01/31 lp 17132 097 


0302090190 License for Westinghouse to export four compensated 
ioniiotton chamber 9 , Mode 1 WL-23196, fro Japan 

ZIMMERMAN. J V Assistant Dlrectoi for E*p ort/lmpnr t & Internatic 
Safeguards ZE 60260 83701/31 Ip 17132 07B 


8302090201 Ltr of assurance r* Tr ansnuc ) ear , Inc 030114 application 
export 24 Vg U-235, cental ned in 600 kg U, to France 

MARCHAL. J European Communities, Commission of TN-427 03/01/ 

OR IFF! M. J A Energy. Dept of lp 17132 077 


G'302090202 License xor Westinghouse to export one? penetration 
conversion unit for electrical f eed th roug h , Model E-404, to 
Billtter land 

Z ttfMERMAN, J V Assistant Director for Ex p ort/tmport b Internet*! 
Safeguards ZE 10499 03/01731 lp 17132 076 


8302090208 Forwards application for export license for minor nuclei 
export Ltr of assurance required N/o entl 

ZIMMERMAN, JV Assistant Director for Export/Import b Internati. 
Safeguards 83/02/03 GRIFFIN, J A Energy, Dept Of lp 
17132 067 


03020902 12 Requests Executive- Branch position re DOE request for ai 
to application for license fro export Pu W/o end 

ZIMMERMAN, J V Assistant Director for Ex port/ Imp or t It Internatl 
Safeguards 83/02703 STCUnER.C R State, Dept of, Bureau of O 
b Internatl Environ & Scientific Affairs lp 17132 064 


8302070216 Amend 1 to DOE/Ro-t kue 1 I Hanford! Operations export licen 
extending expiration date to 060601 b increasing quantity to 
13 1 Vg U-235, contained 1 n 445 kg D- for export to Canada 
ZIMMERMAN, J V Assistant Director for Export/Imp ort b Internati 
Safeguards BR-1593 83/02703 lp 17132 063 


8302090220 Amend 4 to QA Technologies, Inc export license, chang i ng 
of licensee i increasing amount to 397 g U-239, for export to 
West Germany 

ZIMMERMAN,J V Assistant Director for Expar t/Impor t L Internati 
Safeguards IEL-954 83/01/14 lp 17132 062 


8302090231 License for QE to export 1,202 kg U-233, c onta i ned in 
40, 920 kg U, to Japan 

Z IMMERMAN, J V Assistant Director foi Ex por t/ Iirpor t & Internati 
Safeguards Br>W-e2-0?3 83/02/03 ip 17131 362 
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NONDOCKETED ITEMS 


8302090235 License for Liquid Carbonic Corp to export 10,000 liters 
(1 656 Vgl deu*-«r l um> to Canada 

Z If iHEKMANi J V Assistant Director for E* po r t /'Imp or t £< I ntern a t i ona 1 
Safeguards G 0 7046 63/02/01 Ip 17 119 181 


B302090267 Executive Branch position re Edlou Inti Co application to 
eiport 961 , 632 kg natural U-in form of U ore concentrate or 
U hexafluoride, to EUR ATOM member states License should be 
granted 

DEVINE, J 0 State. Dept of- Bureau of Oceans it Internatl Environ e, 
Scientific Affairs 00410 03/01/27 SHEA. J R Office of 

International Programs. Director 3p p 17117 339 


6302090273 Ltr of assurance re export o f 1.202 kg U-235 . c onta i n ed in 
4-0,920 kg U, t □ Japan 

SHIRAKAWA.T Japan, Govt of, 03/01/21 GRIFFIN. J A Energy. 
Dept of lo 17117 330 


8302090277 Questions whether Indonesia radioisotope plant could be 
designed to uie leu enriched U Instead of highly enriched J 
DARDIS. J 0 State, Dept of, Bureau of Oceans l< rnfcematl Environ & 
Scientific Affairs 83/01/27 HOI-JRV. W R GA Techno 1 ug 1 e « , 

Inc /General Atonic Co 3pp 17131 350 


0302090470- Informs that License /SNM-1994 may be issued No mat! 
changed circumstances since issuance of License X5NM-19Q7 
MOORE.R N Assistant Director for Ex port / I mp ort b International 
Safeguards 03/02/03 Assistant Director for Expor t/Impor t U 

International Safeguards Ip S712J 274 


8302090526 Application tor amend to application, for license to export 
Pu l U to SjI 1 1 e r 1 and D0£/Su i 1 x ot land carbide fuel 
development agreement encl 

CEJA, S N Energy, Dept of 03/01/24 MOORE, N Office of 
International Programs, Director S9pp 17100 316 


83021 60 1 29 Application tar license to eiport 97.050 lb Zlrcoloy trox 
to West Germany 

AE.RN1 , 9 L Teledyne Wah Chang Albany 3625 «JFM> 03/01/20 ip 
17160 249 


9302160141 Application to amend export license, increasing quantity of 
U-235 from 471 25 kg U-233. conta ined in 14,300 kg U, to 
928 25 kg U-235, c onta ined in 20,600 kg U (. from 0 033 kg, 
contained In 1 kg U, to 0 066 kg -contained i n 2 0 kg U 
Hfir.^ETT, D A Transnuc tear# Inc RBU39A 03/01/26 MOORE, N 
Office of International Programs, Director 2pp l?160 247 


63O227G5O0 Requests Executive Branch position, re PecMney Ugi-ne 
Kuhlrann Deve 1 opmert, Inc application for license to export 
30 kg U, enriched to 19 75X U-235. to France 

Z ItfftERMANi J V Assistant Director far Export/Import 4. International 
Safeguards 60/02/09 STOlQEft.C R State, Dept of. Bureau of Oceana 
It Internatl Environ l> Scientific Affairs ip 17234 347 


03O2P2O515 Forwards application for export license for minor nuclear 
export Ltr of assurance required W/u encl 

Zlh-IERMAW, J V Assistant Director for Export/Import it International 
Safeguards 83/02/09 OKIFFIN, J A Energy, Dept of Ip 
17234 346 


0302220523 Clarifies 821110 application to amend export license, 
increasing quantities of U-235, U-333, Th-232 If Pu-23? 

NQNRY, W R OA Technologies, Inc /General Atomic Co I EL-404 l 

83/02/07 ZIMMERMAN. J Assistant Director for Export/Import it 
International Safeguards 2pp 17233 357 


0302220520 Amends B 1 090-4 ltr of assurance re export of low enriched U 
to Indonesia, increasing quantity to 12 956 kg U-235, 
contained in 64 742 ig U 

MARCHAL, J European Communities, Commission of 93/02/03, 

GRIFFIN. J A Energy, Dept of Lp 17234 357 


0302220533 Amends 920211 ltr of a s suran c e, i nc rest 1 ng quantity to 
928 25 kg U-235, conta ined in 28,600 kg U U i kg U as sample 
MARCHAi , J European Communities, Commission of 03/01/31 
GRIFFIN, J A Energy, Dept of Ip 17234 352 


6302220540 Inform* that approx 1,300,000 1b IP-306 shipped to United 
Kingdom for conversion & subsequent return to USA for 
enr ichment, ml 1 1 be enriched uithln European Community for 
use in West Germany 

MARCH ALt J European Communi tl « s, Commission of AON/ 464 93/02/03 

Z IMMERMAN, J V Assistant Director for Exp ort/Impor t U International 
Safeguards lp 17234 35i 


6302220545 Advise* of issuance of Amend 1 to- Reufcer-Stok.es export 
license u/o customary 19-day waiting period.due to urgency 
of export 

ZIMMERMAN, J V Assistant Director for Exp ort/Import 1« International 
Safeguards 03/02/10 Assistant Director for Export/ Impor t & 
International Safeguards ip 17234 350 


□302240001 Fo» wards application t t>i blanket license to import 9 million 
kg U> containing 290,000 kg U-235, from various countries 
EINBUND, D n New York Nuclear Corp 83/02/04 MOORE, R N 
Assistant Director for Cxpoi t/ Import K International Safeguard* tp 
17307 337 


— 0302240002 Ap pi icat ion for license to import 5 million kg U. c ontainSna 
250,000 kg U-235, from various countries 

E IN0UND, D R Neu York Nuclear Corp 03/02/04 lp 17267 33D 


6302240140 Ltr of aseurance u OE 030106 application for license to 
export low enriched U 1 Pu to Danmark 

M AR-C HAL, J European Comm uni ties, Commission of 03/02/07 
GRIFFIN, J A Energy, Oapt of lp 17269 254 


0302240147 Informs that License XSNM-2002 may be issued No m*tl 
changed circumstances since issuance of License X0NM-1902 
MQtJRE.R N Assistant Director for Cx port/import it International 
Safeguards 03/01/20 Assistant Director for Export/Imp or t h 
International Safeguards lp 17280 2/6 


9302240132 Informs that License XGNM-2001 may b» issued No mafcl 
changed c ire umitance* since issuance of License X8NN-1982 
MOORE, fl W Assistant Director for Ex p oi t/I mpor fc & international 
Safeguards 83/01/20 Assistant Director for Export/Import U 
International Safeguards lp 17200 S73 


0302240 1 SB Inrorms that License XBNM-1993 may be Issued No mail 
changed circumstances since Issuance of License XBNH-1994 
MOORE, R N Assistant Director for Ex port/Impor t it International 
Safeguards 03/02/07 Assistant Director for Exporl/lmpar t It 
International Safeguard* lp 17280 274 


0302240161 Ltr of assurance re export of 1,016 kg U-235, con tains d in 
□3, 079 kg U, to Japan 

SHIRAKAWA, T Japan, Govt of, 03/02/01 OR IfTIN, J A Energy, 
Dept of lp 17200-273 


0302240163 Submits application to amend export 1 ic ense, extending 
expiration date to 090301 

WIVlfAN, J C. KMS Tusion, Inc (Bubs of KMG Industries, Inc ) 

R 60 -232- JCW 03/02/02 Assistant Director for Export/Import 8, 

International Gafegoerds lp 17200 269 


6302240224 License for Transnuc lear, Inc to export 269,34 kg U-235 I* 

0 0-339 kg U-235 samp 1 «, en r i ch ed to 3 39'/. U, to West Oermany 
ZIMMERMAN, J V Assistant Director for Export/Import & International 
Safeguards ftGU-420 03/02/09, 2pp I7P0Q 199 


0302240229 License fur Exxon Nuclear Co, Inc to export 995 kg U-233, 
enriched to 3 47. U, to West Oermany 

ZIMMERMAN, J V Assistant Director for Export/Import & International 
Qafeguards 03/02/09 2pp 17200 100 


B302 2403'13 Dub m Us application to amend export 1 1 cense, increasing 
quantities to 623,939 073 kg U, containing 22,141 170 kg 
U-235 

6 HAW* A Edlow Internationa I Co 03 / 02/02 Assistant -Director far 
Export/import & International Safeguards 2pp 17290,136. 


B30 2240346 Application for license to export 30 kg U me t« h conta Ined in 
5 989 kg U, to Trance 

COURClERtP, Pechiney Ugine Kuhimann Development, Inc PHC/LAC-1330 
03 / 02/03 3pp 17290 005 


B3O224O340 License for Transnuc 1 ear , Inc to export 24 kg U-239, c on telm 4 
1 n 600 kg U» t o France 

ZIMHERKAN, J V Assistant Director for Cxpor t/Impor t t International 
Ba f e guard i TNP-429, 03/02/07 2pp 17209 361 


0302 240373 Forwards application for license to export 1,1 Cl Cf~292r 
contained In sealed neutron radiation source, to Japan. 

YAM ANA, K NUsho-tual American Corp M*D-O290 03/02/01 NEHBYi E 

Assistant Director for Export/ Import it International QafoguercJi 
Jp 17209-306 


— 0302240375 AppI icat ion for license to export 1,1 Ci Cf-282, 
contained in sealed neutron radiation source, to Japan 
YAMAWA,K Nlisho-luai American Corp ODM'1466 83/02/01 lp 

17289 307 


8302240376 License for GE to export four Zircaloy heater fuel rods Jr 
on* annulus test section V fittings to Taiwan 

Z [MMERIfAN, J. V Assistant Director for Export/Import it Interna 1 1 ana K 
Safeguards BDW-iii-02 03/02/07 tp 17299,309 



NON DOCKETED ITEMS 


03O224O377 Informs that License XSNM-1996 may be issued No ma 1 1 
changed circumstances since issuance of License XBNM-I993 
MOORE i R N Assistant Director far Ex port/I mpor t it International 
Safeguards B3/02/07 Assistant Director for Ex port /Imp or t Sc 

I n terna t i ona 1 Safeguards lp 17289 304 


0302240378 License for Transnuc 1 ear , Inc to eiport 4 582 Itg U-235. 
contained in 4 711 kg U, to Canada 

ZIMMERMAN. J V Assistant Director far Exp o r t/ I mpar t & International 
Safeguards 82-069/01 83/02/09 2pp 1 72S9 302 


0-302240387 License for Transnuc lear. Inc to export 2.647 kg U-235. 
contained in 79.000 kg U L 0 17 kg U-235. c o n ta 1 ned in 3 kg 
U. to The Netherlands 

ZIMMERMAN, J V Assistant Director for Export/Import h International 
Safeguards 03/02/09 2pp 17289 291 


— 8302240390 Informs that License XSNM-1998 may bo issued No matl 
changed circumstances since issuance of License X6NM-1093 
MOORE. R N Assistant Director for Export/Imp ort k International 
Safeguards 83/01/18 Assistant Director for Export/Imp ort & 

International Safeguards lp 17209 293 


0302240393 License for Westinghouse to export three proportional 
counters. Mode 1 WL-23744. to Switzerland 

ZIMMERMAN. J V Assistant Director for Export/Import it I nt erna t i ona 1 
Safeguards 83/02/U lp 17208 360 


8302240396 License for C Itoh t* Co (America). Inc to export 16 
pieces Zlrcaloy tubing to Japan 

Z IKMERHAN. J, V Assistant Director for Export/Import * International 
Safeguards L’E-15(04-2> 83/02/10 lp 17280 36i 


8302240398 Amend 1 to KMS Fusion. Inc export 1 i c ens d ■ a x t end ing 
expiration date to 850301 

ZIMMERMAN.J V Assistant Director for Cxport/Import It International 
Safeguards KMSF-0480-AL 03/02/09 Ip 17209 359 


8302240403 Executive Branch position re GE application to export 
Zlrcaloy rods to be used as fuel cladding matl for lab 
research & fuel performance testing, to Taiwan License should 
be granted End use statement encl 

DEVINE. J 0 Btate.Dapt of. Bureau of Oceans !« Tnternatl Environ it 
Scientific Affairs 83/02/02 SHEA. J R Office of International 
Programs. Director 3pp 17200 347 


8302250152 License for Mitsui 6 Co (USA). Inc to export 3.215 kg U-235. 
contained in 147.900 kg U. to Japan 

ZIMMERMAN.J V Assistant Director for Export/Import & International 
Safeguards MQK-Kl 83/02/09 2pp 17298 351 


0302250157 Forwards application for license to export 1.000 kg natural 
thorium to Canada 

ZIELINSKI. AM General Electric Co 83/02/03 HEKDV, E Assistant 
Director for Export/ Impor t t* International Safeguards ip 
17298 343 


— 8302250160 Application for license to export 1.000 kg natural thorium 
to Canada 

ZIELINSKI. A M General Electric Co SMD-191 03/02/02 lp 

17298 344 


8302250492 Application for license to export two compensated ioniiation 
c hambers. Mode 1 0074. to Japan End use statement encl 

PQCHAL.W F Westinghouse Electric Corp ZE 60261 83/02/01 9pp 

17303 156 


0302250495 Amend I to Reuter-Qtokes. Inc export I i c ens a. 1 n c rea s i ng 
quantity of in-core neutron detectors for flux mapping from 
20 to 60 

ZIMMERMAN.J V Assistant Director for Export/Import 6. International 
Safeguards M-0824, 03/02/10 Ip 17303 145 


83022 H0504 Executive Branch position re Mitsui l> Co application to 
export 3.215 kg U-235* con ta i ned in 14 7.990 kg U. to Japan 
License should be granted 

DEVINE. J 13 State. Dept of. Bureau of Oceans It Infcernatl Environ 
Scientific Af+air* 83/02/03 SHEA. J R Office of Internationa 
Programs. Director 2pp 17303 SOI 


□302200001 Ltr of assurance re Transnuc lear, Inc 830110 application 
export highly enriched U to France 

MARCHAL . J European Communities. Commission of 03/02/03 
GRIFFIN. J A Energy. Dept of Ip 17314 308 


8302260002 Forwards application for license to export specifically 
designed components for nuclear fuel assemblies to Spain 
HERSCH. M M West i nghu use ElectTic Corp MMH-330 83/01/31 

ZIMMERMAN.J V Assistant Director for Export/Import 4t TnternafciO 
Safeguards lp 17314 306 


— 8302280003 Ap p 1 ica t ion for license to export specifically dasipne 
components for nuclear fuel assemblies to Spain 
HERSCH. M M Westinghouse Electric Corp MMH-330 83/01/29 

17314 307 


B 3 -Q 2280 Q 3 Q Forwards application for license to export 682 kg U-235. 
contained in 19.754 kg U. to Japan 

BHIMA. S Mitsubishi International Corp (subs of Mitsubishi Cor 
HSA-3482-09 83/01/26 Assistant Director for Ex p ort/ I mp or t 

International Safeguards 3pp 17314 299 


— 03Q220OO32 Application for license to export 682 kg U-235. c on ta 1 n 
19. 754 kg U. to Japan 

* Mitsubishi International Corp (subs of Mitsubishi Corp ) 
HSA-54S2-03 03/01/26 2pp 17314 302 


8302280053 Requests extension of approval of route from Portland.OR 
ID Falls, ID through 831231 

HAMNETT. B A Transnuc Uar, Inc 2194B 03/01/18 HILLMAN. C 

Division of Safeguard* 2pp 17314 293 


8302280099 Requests extension of approval of route from Norfolk* VA 
A 1 ken* BC through 831231 

HAMNETT. 3 A Transnu c 1 ea r . Inc 21949 B3/O1/10 HILLMAN. C 

Office of Nuclear Material Safety t Safegua rtfs, Direc tor 2pp 
17314 304 


03022001 03 Request* extension of approval of route from Oakland, CA 
ID Fall*. ID through 831231 

HANNETT.BA Trans nuc 1 ea r. Inc 21931 03/01/10 HILLMAN. C 

Division of Safeguards 2pp 17314 272 


8302280116 Requests extension of approval of route from Newport Neu 
VA to Aiken.SC through 031231 

HAMNETT. 9 A Transnuc lean, Inc 21950 03/01/18 HILLMAN* C 

Division of Safeguards 2pp 17314 269 


8302P8054B Request* extension of approval of route from Portland. Oh 
ID Falls* ID through 031231 

HANNETT. BA Tran snuc l sa r. Inc 21944 B3/O1/I0 HILLMAN. C 

Division of Safeguards 2pp 17322 215 


83022S0498 Submits application to amend export license to include 
40 ad d 1 in-core neutron detectors for flux mapping 
BKAWPA. JO Reuter-Stokes, Inc A-9512 83/02/09 WRrGHT.O 

- No Detailed Affiliation Given Ip 17303 137 


8302250500 Forwards application for export license for minor nuclea 
export Ltr of assurance required W/o encl 

ZIMMERMAN.J V Assistant Director For Expo r t/Impor t it InlernatJc 
Safeguards 83/02/10 GRIFFINjJ A Energy. Dept of lp 
17303 104 


8302250502 Requests Executive Branch position re Westinghouse 
application for license to export component* for nuclear 
fuel fabrication to Spain 

ZIMMERMAN.J V Assistant Director for Export/Import it Infcernatic 
Safeguards 03/02/(0 STOIBER*C R State. Dept of* Bureau of Oc 
l, Internet! Environ & Scientific Affairs lp 17303 103 


452 


NONDOCKETED ITEMS 


0302090235 License ro-r Liquid Carfronjc Corp to export 10,000 liters 
<1 636 kg> deuteriviTii Canada 

Z [f, HERMAN, J V Assistant Director t qv Export/lropcr t Sr International 

Safeguards G 0 7046 83/02/01 ip 17 1 19 IQ 1 


8302090267 Executive Branch petition re Edict) Inti Co application to 
eipcrt 961.632 kg natural U,in tern of U ore concentrate ot 
U heia f iuor id e* to EUR A TQM member states License should fce 
g ranted 

DEYlNe, J 0 State- Dept of* -Bureau of Ocean* ** Imternatl Environ (< 
Scientific Affairs 00410 03/01/27 SHEA. J R Office of 

International Programs. Director 3pp 17117 339 


0302090273 Ltr of assurance rt export of 1,202 Ig U-235. contain otf in 
40,920 V-g Ur to Japan 

SHifiAKAWA.T Japan. Govt of, 03/01/21 GRIFFIN. J A Energy, 
Dept of Ip 17117 33B 


8302090277 Questions whether Indonesia radioisotope plant could he 
designed to use low enriched U instead of highly enriched U 
DARDIS,J G State, Dept of. Bureau of Oceans 6. mternatl Environ fc 
Scientific Affair* 93/01/27 KQWRY, W R GA Techno 1 og 1 es» 

Inc /General Atonic Co 3pp 17121 350 


8302090470 Informs that License XSMil-1994 may be issued No mat 1 
changed c irtumstanc es since issuance of License XSNM-1907 
MQGREffl N Assistant Director for Ex port/imp ort S. Internat i o-nal 
Safeguards 83/02/03 Assistant Director for E * p or t/fmp or ft tt 

International Safeguards Ip 17121 274 


83020901526 Application for amend to application for license to export 
pu t U to Sjitierland DDE/Suj 1 t 1 er land carbide fuel 
development agreement enc t 

CEJA.S N Energy. Dept of 03/01/24 HD ORE. N Office of 
International Programs, Director 19pp 171.08 316 


830216-0129 Application ror license to export 97.050 lb Zircaloy trex 
to Went Germany 

ACRHI.B L Teledyne Wah Chang Albany 2625 <JFrt) 83/01/28 lp 
17160 249 


0302 160L 41 Application to amend export )i < en* e, in c r easing quantity of 
U-235 frorr 471 25 kg U-235. Conta 1 ned in 14.300 kg U. to 
92B 25 kg U-235, Conta ined in 28,600 kg V U from 0 033 kg, 
contained In ( kg U, to 0 £66 kg, contained in 2 0 kg U 
HANNETT, D A Transmu lean, Inc ROU 3?A 83/01/26 MODRE.il 

Office of International Programs, Director 2pp 17160,247 


03O222OSOG Requests Executive Dranch position re Pechincy Ugine 
Kuhlmann Devs lopnen t, Inc application for license to export 
30 kg LI, enriched to 19 757, U-235, to France 

2 IMMERC1AN. J V Assistant Director #ot ExpoTt/lmport & International 
Safeguards 03/02/09 STOIBER.C R State. Dept of, Bureau of Oceans 
6 InteTnatl Environ 6 Scientific Affair* Ip 17234 347 


G302220515 Forwards application t or export license for minor nuclear 
eiport Ltr of assurance required W/o end 

1 IMMERMAN. J V Assistant Director for Export/Import International 
Safeguards 83/02/09 GRIFFIH. J A Energy, Dept of ip 
17234 346 


8302220523 Clarifies 82)110 application to amend export license, 
increasing quantities of U-235, U-233. Th-232 U Pu-239 
MGNRVrW R GA Technologies, Inc /General Atomic -Co 1EL-4041 
83/02/07 1 1 HMERMAN. J Assistant Director for E* por t/Import & 

1 nter national Safeguards 2pp 17235 357 

t 

03O222O52B Amends 810904 ltr of assurance to expo-rt of low enriched LI 
to Indonesia, increasing quantity to 12 956 kg U-235. 
contained in 64 742 kg U 

MARCHAL.J European Communities, Commissi on of 03/02/03 
GRIFFIN.J A Energy. Dept of lp 17234^357 


&302220533 Amends 020211 ltr of assurance, increasing quantity to 
928 25 ig U-235, con ta i ned in 20,600 kg U (* 1 kg U as sample 
MARCHAi ■ J European Corvngni ties, Commission of 03/01/31 
GRIhFlN, JA Energy, Dept of Ip 17234 352 


0302220540 Informs that approx 1,300.000 lb U-300 shipped to United 
Kingdom for conversion & subsequent return to USA Fot 
enr i chenent, ul 1 1 be enriched within European Community for 
usn in West Qermany 

MAftCHAL,J European Communities, Commission, of AGM/464 83/02/03 

ZIMMERMAN, J V Assistant Director for Exp ort/Import Sc Int 8 rna t i anal 
Safeguards ip 17234 351 


8302220545 Advises of issuance of Amend 1 to Reuter-Steke* export 
licensa w/o customary (5-day waiting period, due to urgency 
of export 

ZIMMERMAN, J V Assistant Director for Expo rt/lmpar fc & International 
Safeguards 03/02/10 Assistant Director for Export/ I.mp or t I* 
Internationa 1 Safeguards Ip 17234 350 


0302240-001 Forward* application for blanket license to import 5 raiJlic-. 
kg Uj containing 250,000 kg U-235, from various countries. 

EINDUND. D R New York Nuclear Corp 83/02/04 MOORE. R N 
Assistant Director foT Ex port/ Import L Intel nati onal Safeguards lj 
(7207 337 


- -8302240002 Application for license to import 5 million leg U. c aMalhlrj 
250.000 kg U-235, from various countries 

EIN3UN0,D R New York Nuclear Corp 83/02/04 lp 17207 330 


93022401 40 Ltr of assurance th QE Q30I06 application far Hernia- to 
export low enriched U Zn Pu to Denmark 

MARCHALjvT European Communities, Commission of 83/03/07 
GRIFFIN, J A Energy, Dept of lp 17260 254 


0302240147 Informs that License XSNM-2002 may be issued No matl 
changed circumstances since issuance of License X6NM-I902 
MOORE. R N Assistant Director for Export/Import & International 
Safeguard* 83/01/20 Assistant Director for Export /Impor I I. 
International Safeguards lp 17288 276 


8302240152 Informs that License XSNM-2001 may be issued No mat! 
changed c ircums tanc »s since issuance of License XSNM-1902 
HQGREjR N Assistant Director far Export/Import & International 
Safeguards 83/01/20 Assistant Director for Export/Import fc 

International Safeguards ip 17288 279 


0302240158 Informs that License X8NM-I995 may be Issued No mat! 
changed circumstances since issuance of License XBNM-1994 
MOORE, R N Assistant Director for Ex port/Impor t & International 
Safeguards 83/02/07 Assistant Director for Cxpor t/Impor t L 
International Safeguards lp 17280 274 


B30224016I Ltr of assurance re export of 1,016 kg U-23S, conti in t<j in 
33, 079 kg Ui to Ja pan 

SHIRAKAWA.T Japan, Govt of, 03/02/01 GRIFFIN, J A Energy, 
Dept of lp 17208 273 


8302240165 Submit* application to amend export 1 i c ens e , *i t a nd I n g 
expiration date to 050301 

UIOIIANiJ C KM8 Fusion, Inc (Subs of KMS Industries, Inc k 
RS0-232-JCW 83/02/02 Assistant Director for Ex port/Ir'porfc fr 

In ternat i ona 1 Safeguards lp 17208 269 


8302240224 License for Trantnuc lear, Inc to export 269 34 kg U-235 V 
D 0335 kg U-235 samp le. enriched to 3 35'/ U, to Nest Germany. 
ZIMMERMAN, J V Assistant Director for Export/Import & Inter natltril 
Safeguards RBU-42S 83/02/09 2pp 172B8 199 


9302240229 License for Exxon Nuclear Co, Inc to export 995 Jkg U-3JS. 
enriched to 3. Ay, U, to West Germany 

ZIMMERMAN, J V Assistant Director for Ex p or t / Import & Internal! c r a L 
Safeguards, 03/02/09 2pp 17208 180 


G3Q22403'13 Submits application to amend export 1 icen*e, l ncreesi ng 
quantities to 623 4 939 073 kg U.containing 22,141 170 kg 
U-239, 

SHAM, A Edlow I n terna t i o na I Co 03/02/02 Assistant Director fji 
Ecport/Impor fc U International Safeguards 2pp 17290 136 


0302240346 Application for license to export 30 kg U metal , c onlelfi t ih 
5 985 kg U, to France 

COUHClERiP Pechiney Ugine Kuh Imann Development, Int PHC/L WC-1333 
83/02/03 3pp 17290 005 


8302240348 License for Transnuc lear, Itic to export 24 kg U-235, c onka kr*( 
i n 600 kg U* t □ France 

ZIMMERMAN, J V Assistant Director for Export/Import & 1 ntsrnell e-nel 
Safeguards. TNP-429 83/02/07 2pp 1720?' 361 


8302240373 Forward* application for license to export 1 I C k Cf-852, 
contained in sealed neutron radiation source, to Japan. 

YAMANA.K Nissho-Iwal American Corp ^0-0298 83/02/01 llEMJf.r 

Assistant Director for Export/ Import & International Safeguards 
Ip 17239 306. 


—8302240375 Application for license to export 1 I Ci Cf-aW. 
contained in sealed neutron radiation source, to Japan 
YAMAHA, K Ni**ho-Iwai American Corp GDM-1466 83/02/01 lp 

(7299- 307 


8302240376 License for GE to export four Zircaloy heater fuel toda 4 
one annulus test section fitting* to Taiwan 

ZIMMERMAN, J, V Assistant Director for Export/Import «, In tern *l| e^al. 
Safeguards DDW-llt-82 03/02/07 lp 17289' 305 




NONDOCKETED ITEMS 


46 : 


8302240377 Informs that License X5NM-1996 may 6c issued Mo matl 
changed circumstances since issuance of License XSNM-1995 
MOORE* R N Assistant Director for Ex port/ Import & International 
Safeguards 83/02/07 Assistant Director for Ex por t/Impar t !< 

Interna ti ona 1 Safeguards lp 17289 304 


83022^0504 Executive Branch position re ti jtsu i & Co * * *■ a 1 4 ° n t0 
export 3.215 kg tf-235* c on ta in« d m 147.990 kg U. to Japan 

DWlKVi OU, «lt.?5;M , l». ■ of Ocean. fc mt.rn.tl Env, ran \ 

SflinTlric A**.?" M/02/03 SWA, J l> Ofr.ca of International 


C302240379 License for Transnuc iear. Inc to export 4 582 kg U-235. 
contained in 4 911 Vg U, to Canada 

ZIMMERMAN* J V Assistant Director for Exp ort/Impor t & International 
Safeguards 82-069/01 83/02/09 2pp 17289 302 


0302280001 Ltr of assurance re Transnuc l ear* Inc 030118 appllcat 
export highly enriched U to France 
MARCHAL.J European Communi ties. C om<n i s» i o n of 
GRIFFIN. J A Energy* Dept of 1 P 173S4 308 


03/02/03 


8302240397 License for Transnuc lear* Inc to export 2.647 kg U-235, 
contained in 79.000 kg U i 0 17 kg U-235, contained in 3 kg 
U# to The Netherlands 

ZIMMERMAN. J V Assistant Director for Exp or t/Impor t 6 International 
Safeguards 03/02/09 2pp 17209 291 


9302260002 Forwards application for 
designed conp onsnts for nuc lear fu 
HERSCI-LhM Wes tingh ous e Electric 
ZIMMERMAN. J V Assistant Director 
Safeguards lp 17314 306 


license to export specifically 
el assemblies to Spain 
Corp M MM -330 03/01/31 

for Export/ Import & Internet i unal 


— 0302240390 Informs that License X6NM- 1998 may be issued No math 
changed circumstances since Issuance of License XSNM-1893 
MOORE. R M Assistant Director for Expor t/Impor t 8* International 
Safeguards 83/01/18 Assistant Director for Export/Imp ort Sc 
Internati onal Safeguards Ip 1720? 273 


-83022130003 Application for license to export specifically designed 
compon.ht. I*'. f"!,*!:!?! 1 !” 1 ' A-i/ni /a 1 ? lp 


HERSCH.M h 
I 7314 307 


West i nghouse Electric Carp MMH-330 03/01/29 


8302240393 License for Westinghouse to export three proportional 
counters. Mode I WL-23744, to Switierland 

ZIMMERMAN, J V Assistant Director for Export/Imp art & International 
Safeguards 03/02/11 Ip 17200 360 


0302260030 Forwards application for license to export 6B2 kg U-235. 
contained in 19. 754 kg Hi to Japan UJ i 

8HIMA.S Mitsubishi International Corp (subs of Mitsubishi Corp J 
HSA-5 492-09 03/01/26 Assistant Director for Cxpor fc/lmp or t L 


Infarn/i I: i nn.i 1 


t i 4. 


0302240396 License for C Itoh & Co (Ama r i ca ) . Inc to export 16 
pieces Zircaloy tubing to Japan 

ZIMMERMAN. J V Assistant Director for Exp ort/Import & International 
Safeguards W£-15(04-2) 83/02/10 ip 17280 361 


— 83022B0032 Application for license to export 602 kg U-235. e on t« i nod in 
19* 754 kg U, ta Japan 

♦ Mitsubishi International Corp (sub* of Mitsubishi Corp ) 

USA- 3 402- 03 83/01/26 2pp 17314 302 


8302240390 Amend 1 to KMS Fusion* Inc export 1 ic ens o* ax tend i ng 
expiration date to 850301 

ZIMMERMAN* J V Assistant Director for Export/Impart U International 
Safeguards KMSF-O40O-AL 03/02/09 ip 1 7200 359 


8302240403 Executive Branch position re GE application to export 
Zircaloy rods to be used as fuel cladding mafcl for lab 
research 4. fuel performance testing, to Taiwan License should 
be granted End use statement end 

DEVINE* J D State. Dept of. Bureau of Oceans h. Internati Environ U 
Scientific Affairs 83/02/02 BREA* J R Office of International 
Programs* Director 3pp 17280 347 


8302250152 License for Mitsui 6 Co (USA)* Inc to export 3*215 kg U-235, 
contained in 147.900 kg U. to Japan 

ZIMMERMAN. JV Assistant Director for Bxport/Imp ort & International 
Safeguards MDK-K1 03/02/09 2pp 17290 351 


0302230157 Forwards application for license to export 1.000 kg natural 
thorium to Canada 

ZIELINSKI. A M General Electric Co S3/02/G3 HEMBY* E Assistant 
Director for Ex port /Import 2* International Safeguard* lp 
17298 343 


— B302250160 Application for license ta export 1.000 kg natural thorium 
to Canada 

ZIELINSKI. A M General Electric Co BMB-191 03/02/02 lp 

17290 344 


8302250492 Application for license to export two compensated ioniiation 
chambers* Mode l 0074. to Japan End use statement end 

POCKAL.W F Westinghouse Electric Carp ZE 60261, 03/02/01 9pp 

17303 156 


0302250495 Amend 1 to Reuter-Btok ns. Inc export license. increasing 
quantity of in-core neutron detector* far flux mapping from 
20 to 60 

ZIMMERMANrJV Assistant Director for Export/Import i International 
Safeguards W-8824 83/02/10 lp 17303 145 


0302280053 Requests extension of approval of route from Portland. UU to 
ID Falls. ID through B31231 

HANNETT* 0 A Trans nut 1 e ar. Inc 21948 83/Oi/lG HILLMAN. C 
Division of Safeguards 2pp 17314 293 


0302280099 Requests extension of approval of route from Norfolk. VA to 
Aiken. SC through B31231 

HAMNETT. 0 A Trans nuc 1 aar. Inc 21949 83/01/10 HILLMAN. C 

Office of Nuclear Material Safety & Safeguard *, Di roc tor 2pp 
17314 304 


0302200108 Request* extension of approval of route from Oak land. CA In 
ID Falls. ID through 031231 

HAMNETT* B A Tra n snuc 1 ear . Inc 2195J 03/01/10 HILLMAN. C 

Division of Safeguards 2p p 17314 272 


□302280116 Requests extension of approval of route from Newport News. 
VA to Aiken. SC through 031231 

HAMNETT. D A Transnuc Iear* Inc 21950 83/01/10 HILLMAN. C 

Division of Safeguards 2pp 17314 269 


8302P8054B Requests extension of approval of route from Portland, OH to 
ID Fails, ID through 831231 

HAMNETT. B A Transnuc luar. Inc 21944 83/01/10 HILL-HAM. C 

Division of Safeguards 2pp 17322 215 


0302230490 Submits application to amend export license to include 
40 addl in-core neutron detectors for flux mapping 

BKARUPA. J 0 Reu t er-Sto k e * . Inc A-9512 03/02/09 WRIGHT* D NflC 

- Na Detailed Affiliation Given lp 17303 137 
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□ ODINE, J C 
QQDINE, J C 
BODINE, J C 

□ ODINE, J C 
BOGART, D 
BOGGS, L A 
BOHN, M P 
BOLLINGER, G A 

BOMAN, B L 
BONINA, R A 
DONINA, R A 
BOOK, H E 
BOOK, H E 

BOOK, H E 
BOOK, H E 
BOOK, H E 
BOOK, H E 
BOOK, H E 

BOOK, H E 
BOOK, H E 
BOOK, H E 
BOOK, H. E 
BOOK, H E 


ACCESSION 

NUMBER 


8302170469 

8302170213 

8302010130* 

8302130070* 

8302280331* 

8302070157* 

0302070486* 

0302030429* 

0302100088 

0302170262* 

0302080359* 
830222043 1 
8302130420* 
8302250129 
9302000477* 

0302220079* 

0302220404* 

0302180044* 

8302070542 

8302070342 

8302220291 
830222029 1 
8302230221* 
9302180394 
8302180394 

8302080264 

8302080264 

0302220366 

0302220366 

8302220382* 

8302220382* 

0302220392* 

0302220392* 

0302220399* 

0302220397* 

8302160502* 

0302070337 

8302150366 

0302230235 

0302230379 

0302230395 

0302230396 

0302230657 

0302070036* 

0302230400 

0302230632 
0302100323* 
8302150024* 
8302150072* 
030215017 1 * 

8302150342* 
83021 S0388* 
8302220344 
8302010472 
8302070506 

8202160093* 

8302100298* 

0302100414* 

0302240066 

0302230416* 

8302100290* 

8302180337* 

0302230570* 

0302230506* 

0302230674* 

0302230723* 

0302100332* 

0302100401 

0302170469 

8302170251 

0302160171* 

0302150328* 

8302150337* 

8302010458 

8302010465* 

8302010476* 

0302040436 

03Q2O4O440* 

8302070279 

8302150112 

0302100172* 

8302180209 

0302230144 

0302230251 

0302230256* 
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CATEGORY 


ifJUREG 
NUREG 
30-230 S 
50-250 S 
30-250 S 

FGI A 

50-302 0 

50-209 G 
50-254 G 
50-155 P 

50-249 5 

I4URE0 

30-335 O 

NUREO 

70-1113 

70-1113 
70-371 
FOIA 
50-599 
50-599 

50-494 T 
50-454 T 
30-219 S 
50-520 O 
30-328 O 

50-443 O 
30-443 O 
50-443 O 
90-443 O 
50-443 O 

50-443 O 
SO- 443 G 
50-443 O 
30-443 O 
50—443 C 

CONTRACT 
50-273 Q 
□0-206 0 
50-361 a 
go-275 a 

50-361 O 
50-361 O 
50-273 O 
90-206 F 
REVIEW OR P 

REVIEW CRF 
FOIA 

50-259 G 
50-324 G 
50-269 0 

50-259 O 
30-309 O 
50-454 O 
50-440 O 
50-266 O 

FOIA 

SO-277 Q 
50-277 a 
5 0-3 K 

50-498 Q 

50-244 © 

50-244 0 

30-244 e 
30-244 3 

30-244 0 

50-244 S 
50-302 ft 

PRM 
NUREO 
NUREG 

50-313 F 

QA999 

GA999 

50-373 0 

30-373 0 

50-373 a 
2 7-48 
27-48 

50-187 Q 
50-206 □ 

70-1237 
30-113 a 
50-326 Q 
50-312 O 
50-312 a 


O0 
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SUBJECT 



ACCESSION 

SUBJECT 



ACCESSION 

SUBJEC 

author 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEQD 

COOK, H £ 

8362230397 

70-1257 


DOUCHON.fi 

83Q2070499* 

30-29 

P 

BROWN, J F 

0302100098* 

CONTHAC 

BOOK, H E 

0302230323 

90-344 

0 

DOUGUARD, M 

8302030109* 

50-537 

U 

DROWN. J F 

0302100190* 

40-0102 

BOOK. H E 

0302230324* 

50-344 

a 

BPWMAKER, N J 

8302100203 

PR 


BROWN, J n 

830 2240 246* 

70-146 

BOOK. H E 

0302230365 

50-206 

0 

COWMAN . F C 

8302130500# 

30-358 

H 

BROWN, ft A 

0301250612 

40-3149 

BOOK. H E 

0302230370# 

50-206 

0 

COWMAN, M E 

8302070606* 

50-310 

S 

BROWN. ft S 

0302100039* 

FOIA 

BOOK. H E 

0302250315 

70-734 


BOYD. D C 

83020L03B2* 

50-255 

0 

BROWN, R S 

8302100075* 

FOIA 

BOOK. H E 

83022503 1 7# 

70-734 


DOYD. 0 C 

8302130534* 

50-155 

a 

BROWN, ft S 

8302100006* 

FOIA 

BOOKER, J E 

6302610602 

50-453 

3 

□ OYD, R 

0302030302* 

50-320 

a 

BROWN, ft S 

0302100073# 

FOIA 

BOOKER. J E 

8302030379 

30-438 

S 

□ OYER . V S 

8302170330* 

50-277 

p 

BROWN, ft S 

83021001 31* 

FOIA 

Q (JOKER, J E 

B302030412 

50-458 

S 

RRADDURY.R D 

8302100291 

PR 


BROWN, ft S 

0302180318# 

FOIA 

BOOKER. J E 

8302070424 

50-430 

S 

BRADBURY, R D 

8302100373 

PRh 


DROWN, R S 

0302100330# 

FOIA 

BOOKER. J E 

0302070433 

50-4SB 

s 

BRADBURY, R S 

0302100420 

PRM 


BROWN TNC.R E 

0302230000 

50-320 

BOOKER. J E 

0302070450 

50-458 

s 

DRADLEY/E J 

8302 L 500 36 

90-332 

K 

DROWNLEF, V L 

0302130101# 

50-302 

BOOKER, J E 

0302090400 

30-458 

5 

BRADLEY, E J 

8302170329 

SO-277 

P 

BROWNLEE. V L 

0302150234# 

50-321 

BOOKER. J E 

0302100277 

PR 


BRADLEY, J 

B3021B0403* 

50-329 

T 

BROWNLEE. V L 

0302150400# 

50-321 

BOOKER, J E 

0302100380 

PRM 


BRADLEY, J 

B3D21B0403* 

50-329 

T 

BROWNLEE, V L 

0302150659# 

50-321 

BOOKER, J E 

0302160237 

50-458 

S 

BRAHMAVARj 3 M 

7900220573* 

FOIA 


BRUCE, M B 

0302140122# 

50-244 

HOOKER, J E 

0302160251 

50-458 

9 

URAHMAVAR, S M 

7911210270* 

FOI A 


□ RUNNER, £ J 

B302240249 

50-277 

BOOKER. J £ 

0302220237 

50-458 

S 

DRAHMAUAR.S H 

0010090441* 

FD I A 


BRYANT, J C 

0302150645# 

50-413 

BOOKER, J E 

0302230101 

50-450 

B 

DRAHM AVAR , S M 

0302240233# 

FOIA 


BRYSON, J W 

0302040502 

NUREG 

BOOKER. J E 

0302230218 

50-450 

8 

DRAHM AVAR , 8 M 

0302240250# 

FOIA 


BUCKLEY, B 

8302170405 

30-275 

BOOKER. J E 

0302230317 

50-450 

Q 

DRAHM A VAR , S M 

8302240233# 

FOIA 


BUCKLEY, B. C 

0302230172# 

50-312 

BOOKER. J E 

0302230325 

50-450 

S 

DRAHM AVAR, S M 

8302240277# 

FOIA 


BUDD, U H 

0302100464 

PR 

BORDEMICK. 0 M 

0302070152 

50-322 

0 

DRAHMAVAR.6 M 

8302240200# 

FOIA 


DUDNITZ, ft J 

0302170310* 

30-247 

BORDENICK. B M 

0302160369 

30-322 

0 

DFIAHMAVAR, 8 M 

8302240293# 

FOIA 


DUDNJ TZ, ft. J 

0302100919# 

CON TRAC 

D0RDEN1CK. 0 J1 

0302170097* 

50-322 

Q 

HRAINARD. H F 

8302100029# 

CONTRACT 


BUFER.J L 

0302200260* 

50-302 

BORDINE, T C 

0302010259 

50-155 

6 

DRANAOAN.E F 

8302160203# 

50-454 

T 

BURCH, D 

0302230273# 

50-333 

BORDINE, T C 

0302010484 

50-159 

P 

DRANAGAN.E F 

8302160212# 

30-454 

T 

DURDIME, J A 

0302100404 

PR 

BORDINE, T C 

0302010636 

50-195 

P 

BRANCH. M U 

0302040000# 

50-409 

a 

BURDINE, J A 

0302100470* 

PR 

BORDINE. T C 

0302010654 

50-195 

P 

URANDENBURQ, B 

0302010530 

50-247 

T 

UURDOIN, J F 

8302230666* 

50-275 

DORDINE, T C 

0302040078 

50-155 

P 

DRANDENBUftO, B 

0302020254 

50-247 

G 

BURGER, F J 

0302160244* 

50-271 

RORDINE. T C 

0302040239 

90-199 

3 

BRANDENBURG, B 

0302020345 

50-247 

G 

OURGESB, 8 L 

0302040330* 

30-329 

BORDINE. T C 

8302140003 

50-155 

F 

BRANDENBURG. B 

8302030164 

50-247 

G 

BURGESS, 8 L 

0302250373* 

30-32? 

BORDINE, T C 

8302230206 

50-155 

P 

BRANDENBURG, D 

8302030173# 

50-247 

G 

BURKHARDT, W 

0302090200# 

70-364 

SORDINO, T C 

8302010660 

30-159 

F 

BRANDENBURG, D 

8302070559 

50-247 

0 

BURNETT, P T 

8302130570# 

50-333 

BOR EL LA. H M 

8302030200 

NUREG 


BRANDENBURG, B 

8302090224 

50-247 

T 

BURNETT. R F 

0302070027* 

50-206 

BOREN, D, L 

8302100346* 

PR 


DRANDENBUftO, D 

830216027 1 

30-247 

G 

BURNETT, ft F 

8302070103* 

50-206 

UOROKAN.L E 

0302280006 

NUREG 


IfRANDENBUftO, Q 

0302160270 

30-247 

0 

BURNETT, R F 

0302070128* 

50-206 

BO ROM ANN, E A 

8302010223 

50-358 

8 

BRANDENBURG, B 

B302I6O367 

50-247 

0 

BURNS. J J 

8302080190# 

FOIA 

BORQMANN, E A 

8302010535 

50-358 

C 

DRANDENBUftO, B 

0302160372 

30-247 

0 

BURSTETN, B 

8302010595 

50-266 

BORGMANN. E A 

8302010545 

50-358 

K 

DRANDENBUftO, P 

0302160394 

50-247 

0 

QURBTEIN, S 

0302010603 

50-266 

DORGMANM, E A 

0302010630 

50-339 

S 

DRANDENBUftO, fl 

0302160399 

30-247 

0 

BURSTEIN, 8 

8302030366 

50-266 

BOROMANN, E A 

0302040083 

30-359 

A 

DRANDENBUftO, B 

0302170260 

50-247 

T 

burwell. b a 

0302250139 

50-445 

BORO MANN, E A 

0302040423 

90-35B 

S 

DRANDENBUftO, 0. 

0302170277 

50-247 

T 

DURWELL, S B 

0302250161 

30-445 

QORGMANN, E A 

0302040432 

50-358 

0 

DRANNIN.U P 

0302010467# 

30-333 

S 

BURWELL, S B 

B30 229034 3* 

50-445 

BOR GM ANN. E A 

0302080291 

50-359 

0 

DRANNIN.J P. 

0302170160# 

50-335 

8 

RUSCK, J E 

6302240 1 99 

FOIA 

BORGMANN. E A 

0302000299 

30-390 

S 

DRENNEMAW. F, M 

0302190134 

50-443 

X 

DUSCH, 8 L 

0302000019* 

30-206 

BORON ANN. E A 

0302080323 

30-350 

8 

DRENNER, L 

0302070495 

50-322 

0 

DUBS, fl 

03021 50040* 

50-254 

BURGMANNrE A 

8302140006 

30-390 

C 

BRENNER, L 

0302160357 

50-392 

0 

BUTCHER, ft C 

8302190139 

50-259 

BORGMANN, £ A 

0302130330 

50-350 

A 

DftENNErt, L 

0302160358 

50-322 

0 

BUTCHER, ft C 

0302230172 

50-260 

DOROMANN, E A 

0302130377 

50-350 

S 

J1RENNER, L 

8302160361 

50-392 

0 

□UTLER.S D 

0302150320# 

50-327 

BOftOMANM, e a 

8302130329 

30-350 

8 

BRENNER. L 

6302230639 

50-352 

0 

BUTLER, 6 0 

8302190432# 

50-327 

DOROMANN. E A 

8302170037 

90-358 

K 

iWEWEft, 8 T 

0302100430 

PR 


BUTLER, S D 

8302150670* 

50-327 

DOROMANN. E A 

8302100233 

30-398 

8 

BREWINOT0N. P 

0302040133# 

50-537 

A 

BUZY, J J 

0302250055* 

50-443 

DOROMANN, E A 

0302100270 

30-358 

B 

QREY, H L 

0302070332 

50-247 

P 

BYRD, R 

8302010102* 

50-416 

DOROMANN, E A 

8302100336* 

90-398 

A 

□REY. H L 

8302070355 

50-267 

P 

BYRD, ft 

0302030393* 

50-416 

DOROMANN, E A 

0302180446 

50-390 

8 

GREY, H L 

0302130618 

50-267 

P 

BYRD, R 

8302140019# 

90-416 

DOROMANN. E A 

0302180470 

50-390 

0 

CR I DEN. D W 

0302000300* 

50-346 

F 

BYRD, R 

8302140039* 

50-416 

DOROMANN. E A 

0302280435 

30-350 

8 

BR I DEN, 0 W 

0302100073# 

50-346 

F 

DYAD, r 

0302140067# 

50-416 

BURST, F J 

830223064 1 

50-267 

R 

0RIGOS, L 

6302230410# 

50-213 

Q 

BYRD, R 

0302150106* 

90-416 

DDR&T, F. U 

0302250232 

50-267 

P 

BFUQGB.P U 

0302070370# 

30-244 

0 

BYRD, R 

8302170320* 

50-416 

DOSCHWITZ, R 

0302090103* 

COMMISSION 

0RIGHT.O □ 

8302010472 

50-440 

© 

BYRD, ft 

0302170362# 

30-416 

POUCHEV. 0. P 

8302010416 

90-308 

A 

BRIGHT.© 0 

8302070537 

50-4B3 

0 

BYRD, ft 

0302200209# 

50-416 

DPUCHEY, 0 D 

8302010540 

50-460 

C 

BRIGHT,© □ 

0302240299 

50-460 

0 

DYRD, R 

0302280454* 

50-416 

flCUCHEY, © 0 

0302020003 

50-508 

C 

DR IOHT, © 0 

8302240307 

50-397 

G 

BYRD, R C 

0302030037* 

50-537 

BOUCHEY, 0. D 

8302020033 

50-397 

A 

DROBST . © E 

0302230616# 

50-317 

5 

DYRON.P H 

8302100104* 

50-341 

DOUCHEYr 0 D 

8302020068 

50-308 

C 

BROCK, B, L 

8302100172* 

70-1297 


CACCIAPOUri.R 

0302250167* 

50-271 

BOUCHEY.O D 

8302030346 

50-397 

F 

□ ROCK, B, L 

8302220067* 

50-142 

a 

CADWELL, L L 

0302250053 

NUREO 

BOUCHEY.G D 

6302070276 

50-500 

A 

CROCK, B L 

0302230317* 

70-734 


CAGNETTA, J P 

0302010491 

50-243 

DQUCHEY.O D 

8302000005 

70-2950 


BRODSKY, R. L 

8302230307* 

90-247 

G 

CAGNETTA, J P 

0302010491 

5 0—245 

DOUCHEY,Q D 

830208021 1 

30-460 

A 

BROEHL.D J 

8302010306 

90-344 

p 

CAGNETTA, J P. 

8302010563 

90-213 

DOUCHE Y, 0 D 

8302090366 

50-397 

A 

DROEHL. D. J 

8302010390 

50-344 

8 

CAGNETTA. J P 

0302030202* 

50-243 

BOUCHEY, 0 D 

8302090388 

50-397 

A 

DR-0N8. J. C 

8302030084 

50-286 

a 

CAGNETTA, J P 

8302030302* 

50-243 

DOUCHE Y, 0 D 

8302090401 

50-397 

G 

BROOK INS. D © 

8302240349* 

WASTE MOT 

CAGNETTA, J P 

0302030250* 

50-243 

DCXJCHEY, 0 D, 

8302100338 

PR 


DR0DK6, W 

8302150323* 

50-155 

P 

CAGNETTA, J P 

6302030250* 

30-243 

BOUCHEY.G D 

8302150189 

50-397 

A 

tjnauQHTQN, j n 

8302 160401 

RES 


CAGNETTA, J P 

8302100104* 

90-243 

BOUCHEY.G D 

6302180200 

50-397 

J 

BROWN . B 

0302130048* 

50-294 

R 

CAGNETTA, J P 

8302180104* 

30-249 

BOUCHEY.G D 

8302130597 

50-397 

A 

DROWN, c. a 

0302200564 

71-3490 


CAHILL, W. J 

8302230707* 

30-498 

BOUCHEY.G D 

8302190637 

50-397 

A 

DROWN, G. D. 

03011 10451 

M ISC 


CAHN, A. L 

0302140097 

REGOD 

BBUCHEY, 0. 0 

8302160215 

50-397 

1 

DROWN, G, D 

0302070445 

Qfc*t« Prog 

CAHN. A L 

0302140101 • 

REGOD 

BOUCHEY.G D 

8302170391 

50-397 

A 

DROWN, © D. 

0302230115 

MI SC 


CAIN, C, L 

0302230503 

70-106J 

DOUCHEY, G D. 

0302230205 

50-397 

A 

DROWN, H 

830224031 B# 

90-322 

0 

CArN. C L 

0302230507* 

70-106! 

BOUCHEY.G D 

0302230374 

50-397 

A 

BROWN, H 

8302240310* 

30-322 

0 

CATN. J 

8302090402 

WASTE 1 

DOUCHEY, 0, D, 

8302230396 

50-397 

F 

DROWN, H H 

B30 2240321* 

30-322 

Q 

CArN. J 

£330 2 0 9049 2 

WASTE \ 

DOUCHEY, 0 0 

8302230321 

50-3*7 

A 

BROWN. H, H 

8302240321* 

30-322 

0 

CAIN. J 

0302 i 70023 

WASTE 1 
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CAEN. J 

0302170031 

WASTE HOT 

CAIN. J 

0302170039 

WASTE MOT 

CAIN, J 

8302160522 

WASTE MOT 

CAIN, J 

0302220194 

WASTE HOT 

CAIN, 9. H 

0302160239# 

30-397 

I 

CAKE, M P 

B302030Q80 

PT21 


CALDWELL, R A 

8302070180* 

50-131 

0 

CALDWELL, R A 

B3021 50502# 

50-128 

0 

CALDWELL, ft A 

8302230517* 

50-120 

0 

C ALLAN, L J 

0302070475* 

50-313 

0 

CAMP.M U 

8302000326* 

50-315 

s 

CAMPBELL, U 

0302040511* 

50-269 

F 

CAMPBELL, R E> 

8302160189 

50-329 

A 

CAMPBELL, H D 

0302170309 

50-329 

A 

CAMPBELL, S £ 

6302140211 

PRM 


CANNEY, C A 

8302140139 

50-443 

0 

CANNEY, C A 

0302140141* 

30-443 

0 

CANTER, H L 

0302230271* 

50-312 

0 

CANTRELL, P 3 

0302070581 

50-296 

S 

CANTRELL, F 8 

0302150426* 

50-416 

Q 

CANTRELL T S 

0302230192 

5 0-260 

5 

CANTWELL, P F 

8302010185* 

50-293 

5 

CANTWELL, P F 

0302080287* 

30-304 

S 

CAO.N 

0302170325* 

50-409 

P 

CAP HTflN, D L 

8302160236* 

50-247 

0 

CAPODANNQ, 0 R 

0302220399* 

50-209 

T 

CAPDDAHNO, 0 R 

830222037 S* 

50-269 

r 

CARBON, M U 

8302160070* 

30-350 

0 

CAREY, J J 

0302060296 

50-334 

p 

CAREY, J J 

8302090302 

50-334 

p 

CAREY, J J 

0302150339 

50-334 

p 

CAREY, J J 

6302160267 

30-334 

F 

CAREY, J U 

0302170196 

50-334 

P 

CAREY, J J 

6302170193# 

30-334 

P 

CAREY, J J. 

0302170380 

30-334 

P 

CAREY, J U 

8302170391* 

30-334 

P 

CAREY, J J 

0302160440 

30-334 

0 

CAREY, J J 

9302220322 

30-334 

P 

CAREY, J J 

9302220370 

30-334 

P 

CAREY, J J 

830224031 S* 

30-334 

F 

CAREY, J J 

83022501B3 

30-334 

Q 

CARLSON, J D 

8302070339* 

30-275 

Q 

CARL EON, R W 

0302220317* 

30-454 

T 

CARLSON, R W 

0302220317* 

50-434 

T 

CARLTON, R F 

0302100211* 

50-358 

A 

CARNAHAN, C L 

9302250122 

NUREG 


CARR, A V 

630224006? 

50-269 

P 

CARTEAUX, P 

03020 8026 6* 

50-315 

S 

CARTEAUX, P 

0302090327* 

30-316 

S 

CARTEAUX, P 

0302000335* 

50-316 

S 

CARTEAUX, P 

0302080337* 

50-316 

s 

CARTEAUX. P 

8302000341* 

50-316 

s 

carteaux, p 

6302160285* 

50-316 

s 

CARTEAUX, P 

B3021 60340* 

50-315 

s 

CARTEAUX, P 

B302 160342* 

50-315 

s 

CARTEAUX. P 

8302290352* 

50-316 

s 

CARTER, R E 

0302200236* 

50-170 

0 

CARTWRIGHT, W R 

6302010176 

50-339 

5 

CARTWRIGHT, W ft 

6302010187* 

50-339 

9 

CARTWRIGHT. W ft 

6302010207 

30-339 

& 

CARTWRIGHT, W R 

6302010214# 

30-339 

S 

CARTWRIGHT, W R. 

8302010237 

50-339 

S 

CARTWRIGHT, W ft 

8302010245# 

50-339 

s 

CARTWRIGHT, W ft 

6302070309 

50-339 

s 

CARTWRIGHT, W ft 

0302070314# 

50-339 

s 

CARTWRIGHT, W ft 

0302070340 

50-339 

s 

CARTWRIGHT, W R 

8302070342# 

50-339 

s 

ARTWRIOHT, W R 

0302070372 

50-330 

s 

iRTWfllOHT, W R. 

8302070376# 

50-330 

s 

\RTWR lOHT, W ft 

6302140024 

50-339 

s 

^RTWRIGHT, W ft 

8302140027* 

50-339 

s 

\RTWRIGHT, W. R 

6302140036 

50-339 

0 

WTWRlGHTrW ft 

6302140047* 

50-339 

s 

\RTWR IOHT, W R 

6302140081 

50-339 

8 

\RTWRIGHT, VL,R 

8302140088 

50-339 

6 

^RTWRIGHT, VI R 

B3021 40092 

50-330 

0 

TTWR IGHT, W ft 

6302140095* 

50-339 

s 

RTWRIOHT.W ft 

8302140096# 

50-339 

s 

RTWRIOHT, W R 

6302140098* 

50-330 

s 

RTWRIGHT, W R 

0302170152 

50-339 

s 

RTWRIGHT. VI R 

0302170158* 

50-339 

B 

RTWRIGHT, W R 

8302170190 

50-336 

s 

RTWRIGHT, W ft 

630217020 0# 

50-338 

s 

RTWRIGHT, W. R 

830217022 0 

50-339 

9 

RTWRIGHT, W R 

0302170226* 

50-339 

S 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

CARTWRIGHT, U R 

8302230496 

50-339 

S 

CARTWRIGHT, W R 

630220049 1 # 

50-33? 

9 

CARUSO, ft 

6302170529 

30-352 

A 

CARIJSO, R 

0302240023 

50-322 

A 

CARUSO, R 

0302230037 

50-322 

A 

CARVER , A M 

0302150560* 

50-320 

6 

CARVER, A M 

9302170146* 

50-327 

S 

CARVER, A M 

8302240266* 

30-327 

9 

C ASAD A > M L 

03020201 39* 

30-29 

P 

CASILLAS, F C 

0302030431* 

QA999 


CASTLE, L U 

0302100230* 

30-316 

S 

CASTRO, 0 

0302100173# 

40-3453 


CASTRO, 0 

0302150736# 

CONTRACT 


CATCHPQLE, 0 J 

0302010017 

40-8743 


CATCHPOLE, 0 J 

0302090497 

40-0693 


CATCHPOLE.G J 

8302090503 

40-0745 


CATCHPOLE, 0 J 

0302100464 

PR 


CATCHPOLE, 0 J 

0302160412 

40-0745 


CAT TOW. 1 

0302080414 

ACRS 


CATTDN, I 

8302000416 

ACRS 


CATTQM, I 

B3O2OB0479 

50-352 

□ 

CATTON, 1 

0302170190 

NUREG 


CAT TON. I 

0302220116* 

50-142 

0 

CATTDN. I 

8302220119# 

50-142 

F 

caudle, r e 

8302040407 

7 1-9130 


CAUSEY, J C 

8302160240 

50-321 

P 

CAUSEY, J C 

B3021B02B7 

50-321 

P 

CAVANAUGH, W 

030215001 l 

50-369 

P 

CAVANAUGH, W 

8302100393 

50-360 

0 

CAVANAUGH, U 

8302230403 

50-313 

P 

CAVANAUGH, U 

8302230499 

50-313 

H 

CEJA, S N 

8302070326 

XPORTLIC 


CERNE, A 

8302030197# 

50-322 

Q 

CERNY.R J 

8302100473* 

Pft 


CKACKEfiiK M 

8302070573 

50-403 

Q 

CHACKES, K M 

8302070573 

50-403 

0 

CHAFFEE, A 

$302230263# 

50-361 

Q 

CHALK. W 8 

$302030430 

50-139 

R 

CHAMBERS, 0 

$302260184# 

50-260 

S 

CHAMBERS, 0 T 

0302030577* 

50-259 

a 

CHAMBERS, R 

9302 160003 

RES 


CHAN. S 

930224001 1 

RES 


CHANDLER. J C 

9302140044 

50-316 

P 

CHANDLER. J C 

93021 B0243 

TOPREP 


CHANDLER, J C 

93021 BOG 36 

TC1PREF 


CHANDLER, J C 

S302230327 

TOPREP 


chandler, l j 

8302020291 

50-361 

0 

CHANDLER, L J 

0302020326 

50-361 

0 

CHANDLER, L J 

0302020335* 

30-361 

0 

CHANDLER. L J 

0302200263 

50-275 

Q 

CHANG, T Y 

01 10230003* 

50-322 

A 

CHANG. T V 

81 1 U70512* 

50-322 

A 

CHAPLTN, 3 D 

0302230699# 

50-320 

8 

CHAPLIN, 8 D 

030225021 1# 

50-320 

8 

CHAFF ELL, C R 

0302040507# 

7 1 -9J 50 


charnley, J e 

0302010530* 

50-321 

Q 

charm ley, J s 

B30l260i IS 

TOPREP 


charnley, J s 

0302170335 

50-447 

A 

CHARNLEY, J s 

0302230221 

TOPREP 


CHARNLEY, J S 

0302230407 

TOPREP 


CHARNLEY, J 3 

0302240298 

TOPREP 


CHAUDHARY, S K 

0302250273* 

50-352 

0 

CHEN, P Y 

Bt03HGB0B* 

50-322 

A 

CHEN, W P 

0302250243# 

50-445 

a 

CHESTER, R 0 

0302070106* 

FOIA 


CHESTNUT, S H 

8302100522# 

50-445 

A 

CHILDERS, 0 D 

0302100291 

PR 


CM ILK, 8 U 

8301310336 

50-299 

G 

CHILK, S J 

8302010071* 

FOIA 


CHILK. s J 

0302010499 

50-341 

0 

CHILK.B J 

0302010503 

30-329 

0 

CHILK.S -J 

6302010310 

50-209 

Q 

CHILK.S J 

8302020406 

FOIA 


CHILK.S J 

0302070527 

50-247 

0 

CM ILK, B J 

$302070544 

50-209 

0 

CHILK.B J 

8302070580 

50-289 

Q 

CHILK.S J 

$302060018 

50-397 

H 

CHILK. G J 

$30207024 7 

50-32? 

G 

CHILK.S J 

0302090253 

50-299 

0 

CHTLK.S J 

8302090260 

50-352 

0 

CHILK, S J 

0302100084 

70-143 


CHILK, 8 J 

0302100118 

10CFR 


CHILK, S J 

0302140023 

70-143 


chilk, S J 

63021402 13 

IOCFR 


CHILK, 8 J 

0302160406* 

GEN TEC 10 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

CHILK, S J 

$302100517 

70-143 


CHILK, 6 J 

$302220020 

10CFR 


CHILK.S J 

Q302220340 

50-209 

O 

CHILK, S J 

$302220343 

50-329 

0 

CHILK.S J 

0302230505 

50-209 

o 

CHILK, S J 

$302230617 

50-350 

0 

CHILK.S J 

8302230660 

30-289 

Q 

CHILK.S J 

8302290373 

PRM 


CHILK.S J 

0302200193 

50-277 

Q 

THIN, P 

8302090605* 

SO— 293 

R 

CHIN, P 

0302 0*060 9* 

50-293 

R 

CHIN, P 

0302090617* 

90-293 

ft 

CHISHOLM, R J 

0302220375* 

50-209 

T 

CHITKARA. K K 

0302280229 

50-350 

V 

CHO, J 

8302180035* 

FQIA 


CHOCK IE, A D 

0210130450* 

FOIA 


CHOI, fl 

8302070269+ 

50-213 

P 

CHOU, C K 

0302170208 

NUREG 


CHRISSOTIKOS, N 

8302200341* 

50-254 


CHRIS TEL, D 

8302010152# 

90-237 

$ 

CHRISTENSEN, R 

0302100114* 

CONTRACT 


CHRISTMAN, J N 

8302100264 

PRM 


CHRISTMAN, J N 

8302230344 

50-200 

P 

christoffer , o 

B3032B0173+ 

70-1193 


christqffcrson 

0302150337* 

0A999 


LHU, R Y L 

B302140128 

PR 


CHUANG, T V 

8302170469 

NUREG 


CHUNG, D H 

8302170213 

NUREG 


CHUNG, J W 

6302200446* 

50-367 

0 

CHURCHILL, 6 M 

8302020278 

90-362 

0 

CHURCHILL, D tj 

0302020278 

50-392 

0 

CHURCHILL, 8 W 

0302020341 

50-302 

0 

CHURCHILL, S W 

830203034 l 

50-302 

o 

CHURCHILL, 0 U 

8302250430 

50-392 

0 

CHURCHILL, B W 

0302250430 

50-392 

0 

C ILL 1 8, M 

0302230324* 

50-344 

a 

CLARDY, L 5 

8302000313# 

50-331 

0 

CLARK, C W 

8302020277 

TOPREP 


CLARK, D 

B3021 70305 

30-239 

a 

CLARK, J ft 

8302100283 

PH 


Cl ARK, U R 

8302100362 

PR 


CLARK, L 

8302180070# 

30-338 

A 

CLARK, L A 

0302090035* 

50-358 

Q 

CLARK, P R 

8302030365* 

90-363 

0 

CLARK, P ft 

83021 $0304 

90-219 

p 

CLARK, R A 

63020100 1 3 

50-339 

p 

CLARK. R A 

0302010030 

50-205 

p 

CLARK, ft A 

0302010046 

50-313 

p 

Cl ARK, R A 

0302010050 

90-313 

p 

CLARK, R A 

0302010062 

50-209 

p 

CLARK, R A 

83020 100B 5 

50-309 

p 

CLARK. R A 

0302010090 

50-316 

p 

CLARK, R A 

0302020122 

50-335 

p 

CLARK, ft A 

0302020205 

50-317 

a 

CLARK, R A 

83020202(9+ 

50-317 

a 

CLARK, R A 

0302020223 

50-266 

p 

CLARK, R A 

0302020243 

50-309 

B 

CLARK, R A 

0302070121 

30-265 

p 

CLARK, R A 

8305060354 

90-317 

p 

Cl ARK, R A 

8302 100006 

30-313 

p 

CLARK, R A 

6302 100022 

50-269 

p 

CLARK, R A 

0302100109# 

50-319 

p 

CLARK, R A 

0302100127* 

50-317 

p 

CLARK, R A 

0302100141# 

5 0-333 

p 

CLARK, R A 

8302100150* 

50-330 

p 

CLARK, R. A 

8302100171 

50-344 

F 

CLARK, ft, A 

0302100193 

50-205 

P 

CLARK, ft. A 

0302100197 

50-202 

F 

CLARK, R. A 

0302100260 

50-309 

P 

CLARK, R A 

8302100492 

50-309 

P 

CLARK, R A 

0302100496 

50-309 

P 

CLARK, R A 

0302160052# 

50-262 

P 

CLARK, R A 

8302160061# 

50-262 

P 

CLARK, R A 

0302160519 

50-360 

P 

CLARK, ft A 

0302160522 

50-313 

P 

CLARK, R A 

0302170013 

50-266 

P 

CLARK, R A 

0302170063 

50-360 

0 

CLARK, ft A 

0302170273 

50-344 

F 

CLARK.R a 

0302170274 

50-344 

F 

Clark, r a 

0302170439 

50-205 

P 

Cl ARK, R A 

8302220044 

50-266 

P 

Cl ARK, r a 

6302230007 

50-309 

F 

CLARK, ft A 

0302230019 

50-336 

P 

CLARK.R A 

0302240129 

50-344 

P 

CLARK.R A 

0302240404 

50-313 

P 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

CLAYj e l 

CLAY TOM* F L 

0303150403* 

0302010095 

70-143 

50-348 

S 

COLLINS, J r 
COLLINS. J T 

CLAYTON. F L 

0302010516 

50-364 

6 

COLLINS, U T 

Cl AYTON. F L 

8302010539 

50-348 

G 

COLL I NS, u r 

CLAYTON. F L 

0302030344 

50-34 B 

P 

COLLINS, J T 

CLAYTON. F L 

0302070613 

50-340 

9 

COLLI NS, J T 

CLAYTON. F L 

0303060012 

50-364 

0 

COLLINS, J T 

CLAYTON. F L 

G302080017* 

90-364 

0 

COLLINS, U T 

CLAYTON. F L 

8302090329 

50-348 

p 

COLLINS. J T 

CLAYTON. F L 

8302090467* 

50-340 

F 

COLLINS. J T 

CLAYTON. F L 

0302100245 

50-348 

P 

COLLINS, J T 

CLAYTON. F L 
CLAYTON. F L 

8302100339 

8302150009 

PR 

50-364 

O 

COLLINS. J T 
COLL r NS. J T 

CLAYTON, F L 

8302100247 

30-340 

P 

COLL r NS, S J 

CLAYTON, F L 

8302220127 

50-348 

n 

COLLINS, r J 

CLAYTON, F L 

0302220174 

50-348 

s 

COLLI NB, T R 

CLAYTON. F L 

8302220363 

50-348 

s 

COLLINS, T R 

CLAYTON, F L 

8302220408 

50-364 

R 

COLLOPY.T J 

CLAYTON, F L 

8302230197 

50-364 

P 

COLOMBO , R 

CLAYTON. F L 

0302230387 

50-348 

P 

COLOMBO, R W 

CLAYTON. F L 

6302230708 

50-364 

S 

COLOMBO, R W 

CLAYTON. F L 

8302280030 

30-364 

s 

CDNDIE. K 0 

CLAYTON.C J 

8302130001 

50-267 

s 

CONLDN, T E 

CLEMENTS, 0 R 

0302170173 

50-445 

K 

CONLON, T E 

CLEMONS 

0302130559* 

50-245 

Q 

CONLON, T E 

CLEMONS. P 

CLEWETT. J 

CLINE, W E 

8302030537* 

9302100349 

8302130663* 

70-371 

PRM 

90-369 

Q 

CONLON, T E 
CONLON, T E 
CONLON, T E 

COCKRELL, R 0 

0302130075* 

50-111 

0 

CPNNAUQHTON, K 

COCKRELL, R 0 

0302130002* 

50-111 

G 

CONNER, T D 

CODDINOTONrC T 

8302280091 

90-387 

P 

CONNER, T B 

COEN. R W 

8302160226* 

50-237 

S 

CONNER, T B 

COO AN, N J 

8302100236* 

50-247 

0 

CONNER. T 0 

COHALAN. P F 

8302240313 

30-322 

Q 

CONNER, T 0 

COHEN. I 

0302230333* 

30-272 

Q 

CONNER, T B 

COHEN, L A 

0302240320 

50-247 

T 

CONNER, T B 

CONN, 6 

8302010002* 

CGNTRAC 

T 

CONRAN, J H 

colarulli.p f 

8302010330 

30-247 

T 

CONSTABLE. 0 L 

COLAflULLl.P F 

0302010330 

30-247 

T 

CONTE, R 

COLARUU I, P F 

8302020234 

30-247 

0 

CONTE, R- 

COLARULLI.P F 

0302020254 

90-247 

0 

CONTE. R 

COLARULII.P F 

0302020349 

30-247 

0 

CONVERSING, E 1 

COLARULLI.P F 

8302020345 

50-247 

0 

CONVERSE, R 

COLARULLI.P F 

8302030164 

90-247 

0 

CONVERSE, R J 

COLARULLI.P F 

8302030164 

90-247 

o 

CONWAY, J T 

COLARULI I, P F 

0302030175* 

50-247 

0 

CONWAY, L 

COLARULLI.P P 

0302030175* 

50-247 

0 

CUNWAY, L 

colarulli.p f 

83020703S9 

50-247 

o 

CONWAY. L 

COLARULLI.P F 

8302070339 

50-247 

o 

CONWAYt L 

COLARULLI.P F 

8302070224 

50-247 

T 

COOK. D> 

COLARULLI.P F 

0302090224 

30-247 

T 

COOK, F R 

COLARULLI.P F 

0302160278 

50-247 

0 

COOK, J 

COLARULLI.P F 

0302160270 

30-247 

0 

COOK, u u 

CDLARULL I, P F 

8302160372 

50-247 

0 

COOK, J W 

COLARULL I, P F 

8302160372 

50-247 

0 

TOOK, J W 

COLARULLI.P F 

83021603S3 

50-247 

0 

am, j u 

COLARULLI.P F 

830216038S 

90-247 

0 

COOK, J W 

COLARULLI.P F 

0302160399 

50-247 

0 

COOK, U U 

COLARULLI.P F 

8302160399 

50-247 

0 

COOK, J W 

COLARULLI.P F 

8302170260 

50-247 

T 

COOK, V W 

COLARULLI.P F 

8302170260 

30-247 

T 

COOK, J W 

COLARULLI.P F 

0302170277 

50-247 

T 

COOK, u w 

COLARULLI.P F 

0302170277 

30-247 

T 

COOK, U W 

COLARULLI.P F 

0302170203 

50-247 

T 

COOK, V W 

COLARULLI.P F 

8302170203 

30-247 

T 

COOK, U W 

COLEMAN, J H 

8302160340 

30-330 

0 

COOK, U W 

COLEMAN. J M 

8302160340 

30-338 

0 

COOK, J W 

COLEY, J L 

0302130024* 

30-299 

G 

COOK, J W 

COLLIER, J W 

0302010337# 

30-207 

P 

COOK, J W 

COLLINS, D J 

0302100437* 

30-307 

G 

COOK. J W 

COLLINS, D J 

8302180239* 

90-317 

a 

COOK, J U 

COLLINS, D J 

8302180289* 

50-309 

0 

COOK, J U 

COLLINS, J T 

8302010291 

50-313 

G 

COOK, J W 

COLLINS, U T 
COLLINS, J T 

0302010656 

0302030329 

MI SC 
30-290 

0 

GUOK.R J 
COOK, R J 

COLLINS. J T 

0302070343 

50-360 

0 

COOKE, 0 C 

COLLINS, u r 

8302070330 

Qtat© Prog 

COONEY, A R 

COLLINS, J T 
COLLINS. J T 
COLLINS, J T 

8302090330 

0302090406 

0302190098 

QA999 

QA999 

30-267 

P 

COONEY, M J 
COONEY, M J 
COONEY, M U 

COLLINS, J T 

0302150107 

30-290 

0 

COONEY, M J 

COLLINS, J r 
COLLINS, J T 
COLLINS, J T 

0302180432 

8302150930 

8302170393 

0A999 

MISC 

30-445 

0 

COONEY. M J 
COQNEYr M J 
COONEY, M U 

COLLINS, J T 

8302220407 

Slat* Prog 

COONEY, 11 J 


ACCESSION 

SUBJECT 



ACCESSION 

SUDJE 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEC 

0302220410* 

State Prag 

COONEY. « J 

8302220106 

50-276 

8302230120 

50-3B2 

G 

COONEY. M J 

83022201 14* 

50-276 

0303230340 

50-285 

Q 

COONEY, M J 

8302220121 

50-276 

0302230530 

50-313 

G 

COONEY. H J 

6302220126* 

50-276 

8302230546 

SO-45B 

G 

COONEY. M J. 

8302220401 

50-276 

0302230558 

50-445 

Q 

COONEY, n J 

8302230146 

50-27 

0302230565 

50-3B2 

G 

COOPEfi, J H 

60 £00 7031 7* 

50-33, 

8302230573 

90- 290 

Q 

COOPER, W E 

0302030496 

50-27 

8302230581 

50-499 

G 

COOPER, W E 

8302070152 

50-27 

8302230591 

50-205 

0 

COOPER, W E 

8302090102 

50-27 

0302230684 

50-267 

Q 

COOPER, W E 

-3302180252 

50-27 

8302230690 

50—462 

0 

COOPER, W E 

3302190277 

50-27 

8302230696 

50-267 

0 

COOPER, U E 

8302220366 

50-27 

8302070337* 

50-29 

G 

COOPER, W E 

9302240280 

50-27 

8302070018 

40-7455 


COPELAND, V 0 

9302160223 

50-45 

9302150320* 

50-327 

G 

COPELAND, V 0 

9302160223 

50-45 

830219071 0* 

50-259 

G 

COPELAND, V 0 

8302230446 

50-45 

8302080074 

70 -371 


COPELAND. V G 

8302230446 

50-45 

8302170376* 

50-312 

R 

CORD IT, C D 

0302170061# 

50-20 

8302040276* 

50-312 

S 

CORDANI, R A 

0302100451 

PR 

8302230613* 

50-312 

s 

CORMICAN.A 

8302230419* 

50-24 

8302160390 

FES 


CORYEU.O P 

0302000270 

70-11 

03021 3Q0B4 * 

50-370 

G 

CORYELL, 0 P 

0302150069* 

70-14 

8302130140# 

50-413 

G 

COSTELLO, F? 

0302160339* 

0A999 

8302150303# 

90-416 

G 

COTA, R J 

6302100338 

PR 

5302190496* 

S 0-390 

G 

COTTON, 0 0 

0302220337* 

50-36 

8302130591* 

50-424 

a 

COTTON, 0 D 

8302220339# 

30-06 

0302150711* 

90-400 

0 

COTTON, 0 0 

0302230284* 

50-36 

8302150405# 

50-434 

G 

COUGHLIN, L 

0302030029* 

50-33 

8302010324 

50-352 

G 

C0UN9IL.W 0 

8301190070 

50-21 

8302010924 

50-392 

G 

C0UN9IL,W 0 

0301190070 

50-21 

03O2O7O5IO 

50-352 

0 

COUNSEL. W Q 

0301190078 

50-21 

9302070510 

50-352 

0 

C0UN8IL, W 0 

0302010301 

50-21 

8302100362 

PR 


C0UN3IL.W 0 

0302010301 

50-21 

B3O223O409 

50-352 

0 

COUNSIL.W Q 

0302010301 

50-21 

8302230439 

50-352 

Q 

caUNSlL.W 0 

0302010491 

50-24 

8302100262* 

50-322 

Q 

COUNBIL, w 0 

8302010491 

SO-24 

8302030590* 

50-332 

0 

CPUNSIL, W 0 

8302010565 

50-21 

8302030429* 

50-239 

Q 

COUNSIL, W 0- 

8302Q10AB2* 

50-21 

0302070333* 

50-209 

G 

CPUNSIL, W 0 

0302010602* 

S0-2t 

8302250288* 

50-209 

0 

COUNSIL.W 0 

0302030043* 

50-21 

8302040495* 

CONTRACT 

COUNSIL.W 0 

0302030043* 

50-21 

8302180306* 

50-333 

S 

COUNSIL.W 0 

8302030043* 

50-21 

0302080239 

50-333 

R 

COUNSIL.W 0 

8302030186 

50-42 

8302070265* 

0A999 


COUNSIL.W 0 

8302030186 

50-45 

B302 170302* 

50-454 

T 

CCUNSIL. W G 

8302030202* 

50-24 

0302170302* 

50-454 

T 

CCUNSIL, W 0. 

0302030202* 

50-24 

8302180307 

50-454 

T 

COUNBIL, W 0 

8302030250* 

50-24 

0302230461* 

50-454 

T 

COUNSIL.W 0 

8302030250* 

50-24 

8302160159* 

50-269 

S 

COUNSIL.W 0 

8302040270 

50-21 

8302240347 

WASTE MOT 

COUNSIL.W 0 

83020 402 S3 

50-21 

8302080242* 

90-333 

R 

CDUNBR.W 0 

0302070198 

30-21 

8302020451# 

50-329 

F 

COUNSIL.W 0 

B3 020 70304 

50-21 

8302030399 

50-329 

A 

COUNBH ,W 0 

0302070432 

50-21 

8302040093 

30-329 

E 

COUNSIL.W 0 

0302070566 

50-21 

0302040112 

70-2964 


COUNSIL.W 0 

9302070566 

50-21 

8302040307 

50-329 

S 

COUNSIL.W 0 

8302070566 

50-21 

8302040328 

50-329 

8 

COUNSIL.W 0. 

8302000202 

50-2! 

8302040329 

50-329 

8 

COUNSIL.W 0 

0302090304 

50-2. 

8302040912 

70-2964 


COUNSIL.W O 

8302100234 

50-2 

8302080205 

50-329 

8 

COUNSIL.W O 

9302100205 

PR 

83020B0216 

50-329 

Q 

COUNSIL.W O 

8302140105 

PR 

8302000305 

50-329 

6 

COUNSIL, W. 0 

8302140105 

PR 

8302 180456 

50-329 

S 

COUNSIL.W 0, 

0302140109 

PR 

8302 1 00500 

50-329 

8 

COUNSILrW 0 

0302150499 

30-2' 

0302190502 

90-329 

A 

COUNSIL.W 0 

0302150498 

go-2 1 

930223024 1 

50-329 

E 

COUNSIL.W, 0 

0302150644 

50-2 

0302230405 

50-329 

A 

COUNSIL.W 0 

0302160224 

50-2 

0302230492 

50-329 

A 

COUNSIL.W 0 

0302160224 

50-2 

8302230500 

50-329 

A 

C0UN3IL.W 0 

0302160224 

50-2 

0302240262 

50-329 

A 

COUNSIL.W 0 

0302100184* 

50-2 

9302240267* 

30-329 

A 

COUNSIL.W 0 

0302100184* 

50-2 

03O22SO169 

50-329 

A 

COUNSIL.W 0 

8302100429 

50-3 

0302040330* 

50-329 

0 

COUNSIL.W Q 

8302100429 

30-8 

8302290393* 

30-329 

a 

COUNSIL, W 0 

8302220140 

50-4 

8302010609* 

50-333 

p 

COUNSIL.W Q 

03022201 48 

50-4 

8302100334 

50-277 

R 

COUNSII. , W 0 

0302220155 

50-2 

0302030400 

50-277 

9 

COUNSIL.W 0. 

0302220155 

50-2 

0302030400* 

50-277 

9 

COUNSR.W 0 

8302220349 

50-3 

0302070521 

50-279 

S 

COUNSIL.W G 

0302220349 

30-3 

830209031 8 

50-277 

3 

COUNSIL.W 0 

8302220427 

30-2 

8302090339 

50-277 

3 

CCUNSIL, W 0, 

8302220427 

50-5 

8302090349* 

90-277 

0 

COUNSIL.W G 

8302230532* 

50-5 

8302090393 

90-270 

3 

COUNSIL.W 0 

8302230532* 

30-5 

B302I 50693 

30-277 

s 

COUNSIL.W 0 

8302240326 

50-5 


460 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

COUNSILj w 0 

B30 22 40331 

90-213 

P 

COUNSIL.H 0 

0302240331 

30-213 

P 

COUNSIL, 14 0 

8302240331 

50-213 

P 

COUNSIL.W 0 

6302280097 

90-213 

V 

CCUNSIL.W G 

8302280097 

50-213 

V 

COUNSIL.W 0 

6302280097 

50-213 

V 

COUNSIL.W 0 

8302280226 

50-213 

p 

COUNSIL.W 0 

6302280431 

SO- 336 

p 

C0UN3IL. W G 

6302200431 

50-336 

p 

COUNSIL.W 0 

0302280490 

50 -245 

p 

COUNSIL.W 0 

9302230490 

50-245 

p 

COURCIERiP 

COVER, L E 

COWAN, 0 Z 

COWAN, B I 

8302240346 

0302170469 

0302100406 

0302160359 

XPGRTUC 

NUREO 

PRM 

50-413 

0 

CDUGILL. C 

0302030197# 

50-322 

G 

COWGILL.C 

0302230142* 

50-219 

0 

COX, H T 

0302150683# 

50-261 

s 

COX 1 H T, 

0302280222* 

50-261 

s 

COY, 8 A 

8302220059# 

50-269 

F 

COYLE, L 

0302280524# 

90-249 

& 

CRABTREE, R A 

8302080200 

50-309 

I 

CRAG IN, J Q 

8302090165 

50-275 

P 

CRAGIN, J 0 

8302180252 

30-279 

P 

CRAG IN, <J Q 

8302220368 

50-275 

P 

GRAND ELL. W E 

8302070282# 

50-187 

0 

CRANE, C J. 

0209020218* 

50-220 

P 

CRANE, C J 

0209020228* 

50-220 

P 

CRANE, P A 

0302010431 

50-275 

P 

CRANE, P A 

0302020002 

50-275 

P 

CRANE, P A 

0302020020 

50-323 

d 

CRANE, P A 

8302030605+ 

50-275 

F 

CRANE, P A 

0302040369 

50-275 

R 

CRANE, P A 

0302080176 

50-275 

a 

CRANE, P A 

930209001 4 

50-275 

F 

CRANE, P- A 

8302090357 

50-279 

F 

CRANE, P A 

0302090376 

50-275 

P 

CRANE, P A 

9302090420 

50-275 

F 

CRANE, P A 

CRANE, P A 

B3021003&0 

8302140034 

PRM 

50-133 

F 

CRANErP A 

83021400B7 

50-275 

P 

CRANE* P A 

0302170331 

50-275 

P 

CRANE, P A 

0302 I 70363 

50-279 

P 

CRANE. P A 

8302230134 

50-279 

F 

CRANE, P A 

8302230398 

50-275 

P 

CRANE, P A 

8302230420 

50-275 

P 

CRANE. P A 

8302230493 

50-275 

R 

CRANE. P. A 

6302280034 

50-275 

P 

CRAWFORD, A B 

8302020139* 

90-29 

P 

CRAY, B 

8302040071* 

50-440 

a 

CRAY, H A 

03022 501 73* 

50-373 

a 

CREED, J, 

9302180412 

90-156 

a 

CREED, J R 

8302040339# 

30-341 

0 

CRFED-, d, R 

9302140075 

50-373 

3 

CREED, J, R 

0302150537# 

90-454 

0 

CREED, d. R 

CREED, J. R 

6302190173* 

8302190451* 

70-1193 

so- to 

0 

CREED, J.R 

0302190457* 

50-373 

a 

CREWS, J. L 

0302070296* 

50-206 

a 

CRLENJAK.R V* 

83021 30460# 

90-321 

Q 

Crocker, h w 

0302100303# 

30-309 

Q 

CROCKER, H W 

8302250333# 

30-272 

0 

CROOK, d L 

CROSS, R U 

8109170251# 

8302020380# 

FOIA 

WASTE MOT 

CROSSMAN, W A 

8302030590# 

90-302 

0 

CRQ8SMAN,W A 

8302070406# 

50-382 

Q 

CRflSSMAM, W A 

0302230416# 

50-498 

a 

CROUSE, R P 

0301 1801 34 

50-346 

0 

CROUSE, R P 

8302030 1 76 

50-346 

p 

CROUSE, ft P 

6302030308 

50-346 

p 

CROUSE, R P 

6302030395# 

50-346 

p 

cRauee. r p 

8302040063 

30-346 

p 

CROUSE, R P 

0302040272 

90-346 

F 

CROUSE. R P. 

8302070250 

50-346 

P 

CROUSE, R, P, 

0302070369 

50-346 

P 

CROUBE.R P 

0302070478 

90-346 

P 

CROUSE. R P 

0302070569 

50-346 

P 

CROUSE. R. P 

0302000(96 

90-346 

P 

CROUSE, ft P 

030200020? 

50-346 

P 

CROUSE, R P 

0302000223 

50-346 

P 

CROUSE, R P. 

9302080228 

50-346 

P 

CROUSE, R P 
CROUSE, R P 

6302100362 
03021 601 7S 

PR 

50-346 

P 

CROUSE, R. P. 

8302230290 

50-346 

P 

CROUSE, R P 

8302280336 

50-346 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CROUSE, R P 

0302280396* 

50-346 

0 

CROUSE, R P 

0302880405# 

50-346 

0 

CROUSE, R P 

830228040B* 

50-346 

Q 

CROW, W T 

0302030050* 

70-2949 


CROW, N T 

0302090477* 

70-1113 


CROW, U T 

B3 02220404* 

70 -371 


CROWLEY, B ft 

8302010593 

50-325 

S 

CROWLEY, 8 R 

83020 10684 

50-325 

S 

CROWN. F J 

B302070137* 

FOIA 


CROYLE. R M 

B302040434 

40-17 


CRTUCHF 1 ELD, D 

6302280195* 

50-255 

P 

CRUTCHFIELD, D 

8212030242 

50-219 

P 

CRUTCHFIELD, 0 

0302010627 

90-409 

P 

CRUTCHFIELD, D 

6302010632 

50-153 

P 

CRUTCHFIELD, D 

8302010713 

50-29 

F 

CRUTCHFIELD, D 

8302040500 

50-213 

P 

CRUTCHFIELD, D 

8302040226 

50-213 

P 

CRUTCHFIELD, D 

G 3020 40231* 

50-213 

P 

CRUTCHFIELD , D 

8302040340* 

50-213 

P 

CRUTCHFIELD, D 

0-3020 402S 1* 

50-255 

P 

CRUTCHFIELD, D 

0302040257# 

50-255 

P 

CRUTCHFIELD, 0 

8302040517 

50-245 

F 

CRUTCHFIELD, D 

0302070453 

50-40? 

P 

CRUTCHFIELD, D 

9302070405 

50-29 

P 

CRUTCHFIELD, D 

9302070564 

50-40? 

P 

CRUTCHFIELD, D 

0302080015 

50-206 

P 

CRUTCHFIELD, D 

B3020B0197 

50-29 

P 

CRUTCHFIELD, D 

0302080191 

50-237 

F 

CRUTCHFIELD, D 

030209017 4 

30-245 

F 

CRUTCHFIELD, D 

0302100210 

50-40? 

P 


CRUTCHFIELD, D 

□30213031? 

30-155 

P 

CRUTCHFIELD, D 

0302150620 

30-244 

P 

CRUTCHFIELD, D 

0302 1 30629# 

30-244 

P 

CRUTCHFIELD, D 

□302150633+ 

50-244 

P 

CRUTCHFIELD, D 

0302160125 

30-245 

F 

CRUTCHFIELD, D 

0302160197 

30-245 

P 

CRUTCHFIELD. D 

0302160231 

90-2(9 

P 

CRUTCHFIELD, D 

0302160261 

50-244 

P 

CRUTCHFIELD, D 

0302160296 

50-29 

P 

CRUTCHFIELD, D 

0302160374 

50-219 

P 

CRUTCHFIELD, D 

03021 0046 6 

50-206 

P 

CRUTCHFIELD, D 

030223041 5 

50-293 

F 

CRUTCHFIELD, D 

□302250497 

50-243 

F 

CRUTCHFIELD. D 

B3O220Q1 49 

50-245 

P 

CRUTCHFIELD. D 

0302200(02 

50-255 

P 

CRUTCHFIELD, D 

0302280191* 

50-255 

P 

CRUTCHFIELD, D 

0302280239 

90-219 

P 

CRUTCHFIELD, 0 

0302280406 

30-244 

P 

CRUTCHFIELD, D 
CUE9TA-G0NZALEZ 

0302280453 

0302170190 

50-244 

NUREG 

P 

CULVER. B K 

03021801 1 l# 

50-39B 

A 

CUMHINQB, J J 
CUMMlNOB.d d 

0302070136# 

0302090107# 

30-272 

FOIA 

0 

CUtfMTNOB, J J 

03020901 4B# 

50-330 

0 

curtnrNos.j d 

0302090137# 

30-333 

a 

CUMMI NOB, d J 

0302090495# 

30-350 

Q 

CUMtirNCS, J J 

03 020904 00* 

50-35B 

0 

CUNNINGS, d J 

0302090491* 

50-35B 

0 

CVmiNOS-'J J 

93030 90496+ 

90-350 

Q 

CUMMINGS, J J 

Q3O209QS01* 

30-350 

G 

CUMMIN08, J J 

03O2O9O5OB* 

50-350 

Q 

Ct/MMINCS, d d 

0302090520# 

30-358 

0 

cvtihiNOS, j u 

B302Q90546* 

50-358 

<3 

CUMMINS, J e 

8302030590* 

SQ-302 

a 

CUMMINS, J E 

8302070475+ 

50-310 

0 

CUMMINS, J, E 

0302230160 

50-360 

s 

CUNNINGHAM. A L 
CUNNINGHAM. 0 E 
CUNNINGHAM. 0 E 

8302150459* 

B 302930 it? 
8302040520 

S 0-321 

71-9140 

70-754 

a 

CUNNINGHAM. G H 

8302150494 

50-350 

H 


CUNNINGHAM* 0 H 6302380269 50-445 Q 

tUNNlNGHAlUH 030317002*? NO REG 

CUNNINGHAM. R E 83Q2Q0QO76 70-794 

CUNNINGHAM. FI E, 9302100311* FOIA 

CUNNINGHAM* R E 8302 1 BOG 1 5# FOIA 

CUNNINGHAM* R: 0 0302300188 30-9 R 

CURnAN<D Q302<H052t 50-443 O 

CURRAN. D 8302-01052 1 30-443 Q 

CURRAN, D 030208026 4 30-443 0 

CURRAN. 0 030208026 4 50-443 0 

CURRAN* & 8302100341 PfW 

CURRAN, D 3302100349 PRM 

CURRAN, D 8302220366 50-443 0 

CURRAN* D B30222Q366 50-443 0 

CURRAN, 0 0302220302* 50-443 0 


ACCESSION SUBJECT 
AUTHOR NUMflER CATEGORY 


CURRAN, D 83022203024 30-443 0 

CURRAN, D 0302220392* 50-443 <3 

CURRAN, D 0302320392* 50-443 q 

CURRAN, 0 0302220399* 50-443 fl 

CURRAN, D 0302220399* 50-443 © 

CURTIS, D J 0302220526* 50-323 H 

CURTIS, N U 8302030403 90-307 p 

CURTI9.N U 0302070247 50-387 p 

CURTIS, N W 0302070634 70-2937 

CURTIS, NlJ 0302090309 50-307 p 

CURTIS, N W 8302090314* 90-387 P 

CUR1IS.N U 030 2J00277 PR 

<URTI8,N N 0302100463 PRM 

CURTIS, N W 0302130190 90-307 P 

CURTIS, N W 0302150207* 90-3Q7 p 

CURTIS. N U 0302150616 5O-3Q0 A 

CURTIS, N W 0302180134 50-388 E 

< URTIS, N W 0302180191 50-380 6 

CURTIS, N W 0302100243 50-307 Q 

CURTIS, N M 8302100251 30-307 F 

CURTIS. N W 0302230291 50-383 6 

CUTCHIN. J M 0302020204 50-307 © 

CUTCHIN.J M 0302040232 30-440 0 

CUTCHIN, J M 03D2O9D450 50-209 0 

rUTCHXNf J M 0302170083 g0-2G9 T 

CUTCHIN, J M 83O210O3S1 50-209 0 

CUTCHIN, JM 8302180479 50-440 0 

CUTCH/N , JM 0302280251 50-209 Q 

CYGELMAN, A I 0302090404* 90-397 q 

CZECH. L D 0302230477* 30-247 1 

D'ANGELO. A J 0302230226* 50-397 0 

D 'ARDENNE, W H 8302090414 TOPREP 

DMt'lC B303t50iaa 50-491 d 

DALE. L T 03O2O1O9OB 50-416 F 

DALE. LF 8302010528 50-416 p 

DALE, L F 8302030101 50-416 P 

DALE, L F 0302030551 50-416 0 

DALE, L F 83020404 So 50-416 P 

DALE. L r 8302160295 50 416 F 

DALTON, l) W 8302250436* go 269 p 

DALTROFF, S L B30S04G404 50-277 P 

SALTROrFfS L 0302140026 30-277 0 

DALTROFF, 3 L 0302140086 50-277 P 

DALTROFF, S L 0305200469# 50-277 0 

DANCE, H 0305190420* 50-333 <1 


DANCE, H C 


8305130074 

90-370 

0 

DANCE, H € 


63031 3 0090 

30 309 

a 

dance, h c 


0302150130 

90-413 

a 

DANCE, H C 


8305130165 

30-269 

a 

DANCE, H C 


03021 50221 

9Q-J2C 

0 

D ANCErH C 


8302150250 

30-30? 

0 

DANCE, H C 


0302150308 

30-309 

0 

DANCE, H C 


0302100360* 

30-370 

0 

DANCE, H C 


0302150422 

SO-333 

G 

DANCE, H C 


8302150427 

90-321 

4 

DANCE, H C 


0302150430 

50-230 


DANCE, H C 


0302150440* 

50-250 

0 

DANCE, H C 


8302190455* 

90-321 

0 

DANCE, H C 


8302130375 

50-424 

0 

DANCE, 11 C 


8302130378 

90-200 

0 

DANCE, H C 


0302130599* 

50-280 

0 

DANCE, H C 


8302130611 

90-321 

0 

DANCE, H C 


0302130636 

90-413 

0 

DANCE, H C 


8302150646# 

90-321 

a 

DANCE, H C 


0302150661 

90-369 

a 

DANCE, H C 


9302190669 

90-369 

Q 

DANCE, H C 


8302150696 

90-339 

0 

DANCE, H C 


8302190712 

50-393 

0 

DANCE, K C 


83021307 1 5 

50-309 

0 

DANCE, H C 


8302150716 

50-321 

0 

DANCE, H C 


8302170300 

50-369 

Q 

DANEBE.F L 


0302040106 

71-6690 


DANEBE.F L 


8302040476 

90-200 

F 

DANE8E, F L 


8302070190 

xportlic 


DANESE.F L 


0302070184 

XPDA7LJC 


DANEBE-F L 


6302080004 

71-6690 


DANESfc, F L 


8302000009 

71-6690 


DANEQE, F L 


8302080094 

XPORTLI C 


DANIELSON, D 


0302040367 

30-202 

s 

DANIFL6QN, D 


8302150996 

30-237 

6 

DANIELSON, D 

H 

0302040332* 

30' 341 

0 

DANIELSON, D 

H 

S3021 30932# 

30-263 

0 

DANIELSON, D 

H 

9302150724# 

30-454 

0 

DANIELSON, D 

H 

0302280375* 

30-454 

0 

DANIELSON, D 

H 

8302200950* 

30-454 

0 



PERSONAL AUTHOR INDEX « 



ACCESSION 

SUBJECT 



AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

DANIELSON- S K 

0302040406 

50-341 

D 

DEVINCENTIS, J 

DANTZLER.II U 

8302220074* 

CONTRACT 


DEVINCENTIS, J 

OAHDISrJ 0 

8302090277 

XPORTLI c 


DEVINCENTIS. J 

DARMI TZEL. R U 

8302160345 

50-73 

S 

DEVINCENTIS, J 

DAVIDOFF, D D 

0302230477* 

50-247 

T 

DEVINCENTIS, J 

DAVIDSON. D R 

0212020091 

50-440 

K 

DEVINCENTIS, J 

DAVIDSON/ D R 

0302040366* 

50-440 

0 

DEVINCENTIS, J 

DAVrDSON/D R 

0302040368* 

50-440 

Q 

DEVINCENTIS/ J 

DAVIDSON/ D R 

0302040597 

70-2960 


DEVINCENTIS, J 

DAVIDSON. D R 

0302200513* 

50-440 

Q 

DEVINCENTIS, J 

DAVIS. A D 

0302040386* 

50-440 

0 

DEVINCENTIS, J 

DAVIS. F Y 

0302140020 

50-266 

0 

DEVINCENTIS, J 

DAVIS. 0 A 

0302240363 

FO I A 


DEVINCENTIS, J 

DAVIS. V 0 

8302100297* 

FQIA 


DEVINCENTIS, J 

DAVIS, K V 

0302 140 122* 

90-244 

Q 

DEVINCENTIS, J 

DAY, J 

8302230272* 

70-1362 


DEVINCENTIS, J 

DAY, J e 

0302230966 

TOPREP 


DEVINCENTIS, J 

DE AO A Z 10/ A 

03021704 I 0 

50-346 

P 

DEVINCENTIS, J 

DEAN. R A 

0302010439 

PT21 


DEVINCENTIS, J 

DEARIEN.J A 

0302150741 

RES 


DEVINCENTIS, J 

DEDBAOE, A 0 

8302150277* 

50-3B9 

G 

DEVINCENTIS, J 

DEBBAOE, A 0 

0302150607* 

50-309 

0 

DEVINCENTIS, J 

DE0B . B T 

0302190599* 

50-200 

0 

DEVINCENTIS, J 

DECKARD/ J 

0302030136* 

50-537 

U 

DEVINCENTIS, J, 

DECKER/ M 

0302070370* 

50-244 

G 

DEVINCENTIS, J 

QEEO. F H 

0302070224 

50-333 

J 

DEVINCFNTI3, J 

DEEGi F H 

8302150056 

90-333 

J 

DEVINCENTIS, J 

DEEO. F H 

8302150506 

50-206 

J 

DEVINCENTIS, J 

DELANY, J 11 

0302290122 

NUREQ 


DEVINCENTIS, J 

DELGEOROE/L 0 

0302040302* 

30-10 

Q 

DEVINCENTIS, J 

DELGEORGE, L 0 

0302100287 

PR 


DEV INC TNT I 5. J 

DFL GEORGE, L 0 

0302100291 

PR 


DEVINCENTIS/ J 

DELGEOROE, L 0 

0302100390 

PRM 


DFV IN CENT I Si J 

DELGEORGE, L 0 

0302100422 

PR 


DEVINCENTIS/ J 

DELGEORGE/L 0 

8302190516* 

30-249 

G 

DEVINCtNTlS, J 

DELGEOROE/L 0 

8302170297* 

90-373 

Q 

DEVINCENTIS, J 

DELLA RATTA, A 

8302250239* 

70-390 


DEVZNCENTrS, J 

DELLA R0CCA/I1 

8302280160 

50-247 

T 

DEVINCENTIS, J 

DELLA ROCCA/ft 

8302200160 

50-247 

T 

DEV3NCENTIS, J 

DENISON, E 

0302100480 

50-2/5 

R 

DEVINCENTIS, J 

DENISON/ E 

830224027B 

50-275 

P 

DEVINCENTIB, J 

DENISON/ E 

0302240202* 

50-275 

P 

DEVINCENTIS, J 

DENISON. E 

0302240206 

50-275 

P 

DEVINCENTIS, J 

DEN r SON, E 

6302240292* 

50-275 

P 

DEVINCENTIS, J 

DENISQN, E T 

0302090102 

50-275 

P 

DEVINCENTIS, J 

DENN18T0N/8 F 

8302200252* 

CONTRACT 


DEVINCENTIS, J 

DENTON/ H R 

0302010040 

50-373 

H 

DEVINCENTIS, J 

DENTON, H fl 

0302010044* 

50-373 

H 

DEVINE. J B 

DENTON, H R 

0302080110 

50-341 

6 

DEVINE, J B 

DENTON, H H 

03020801 14* 

50-341 

0 

DEVINE, J B 

DENTON, M R 

03021 BOO 14 

50-373 

0 

DEVINE. T 

DENTON, H n 

0302180020* 

50-373 

0 

DEVINE, T 

DENTON, H R 

0302180023* 

50-373 

0 

DEVINE, T 

DENTON, H R 

9302180092* 

50-373 

0 

DEVINE, T 

DENTON, M R 

8302180098* 

50-3/3 

0 

DEVINE, T 

DENTON, H R 

8302220059* 

F01 A 


DEVINE, T 

DENTON, H R 

0302320514 

30-309 

0 

DEWALD, W W 

DENTON, H R 

8302220517* 

50-309 

0 

DEWEY, L S 

DENTON, H R 

0302220319* 

50-309 

0 

DEWI TT, R B 

DENTON, H R 

0302220525 

90-323 

H 

DEWITT, R B 

DENTON, T J 

0302010525 

TOPREP 


DEYOUNG, R C 

DESLANDES/K D 

8302200415* 

50-336 

8 

DEYOUNG. R C 

DETUILLQ, D 

0302200500* 

50-390 

G 

DEYOUNG. R C 

DEVrNCENTIS/ J 

8302010406 

50-443 

A 

DEYOUNG. R C 

DEVINCENTIS/ J 

0302010406 

90-443 

A 

DIAMOND. D V 

DEVINCENTIB, J 

0302010435 

50-443 

A 

DICK. 0 F 

DEVINCENTIS, J 

8302010435 

50-443 

A 

DICKERSON, H W 

DEVINCENTIS, J. 

8302010646 

90-443 

A 

DICKERSON, M W 

DEVINCENTIS, J 

8302010646 

50-443 

A 

DlCKHONERrW H 

DEVINCENTIS/ J 

0302020152 

50-443 

A 

DICKHQNER, W H 

DEVINCENTIS. J 

0302020152 

50-443 

A 

DICKSON, J 0 

DEVINCENTIS, J 

0302020275 

50-443 

A 

DICKSON, W R 

DEVINCENTIS, J 

0302020275 

90-443 

A 

DIEDERICH, 0 J 

DEVINCENTIS, J 

0302020201 

50-443 

A 

DIEOERICH, 0 J 

DEVINCENTIS. J 

83020202S 1 

30-443 

A 

DIEDERICH, 0 J 

DEVINCENTIS, J 

8302030275 

50-443 

S 

DIEDERICH, 0 J 

DEVINCENTIS, J 

0302030279 

90-443 

S 

DIEDERICH/O J 

DEVINCENTIS, J 

0302030455 

90-443 

S 

DIEDERICH, 0 J 

DEVINCENTIS, J 

0302030455 

50-443 

g 

DIEDERICH, 0 J 

DEVINCENTIS, J, 

8302030S63 

50-443 

9 

DIEDERICH, G J 

DEVINCENTIS, J 

0302030563 

50-443 

s 

DIEDERICH, 0 J 

DEVINCENTIS, J 

8302040036 

50-443 

F 

DIEDERICH, G J 

DEVINCENTIS, J 

8302040036 

90-443 

F 

DIEDER ICH, 0. J 

DEVINCENTIS, J 

0302040066 

50-443 

A 

diederich, o J 

DEVINCENTIS. J 

0302040066 

50-443 

A 

DIEDERICH, 0 J 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 


ACCESSION 

NUMBER 

SUBJEC 

•CATEQI 

6302040092 

50-443 

A 

DIEDERICH, G 

J 

0302250390 

50-373 

0302040092 

50-443 

A 

DIEOERICH, 0 

J 

8302250395 

50-373 

03020 40109 

50-443 

A 

DIEDERICH, 0 

J 

8302200376 

50-373 

0302040109 

50-443 

A 

DIEDERICH, G 

J 

0302200497 

50-373 

0302040210 

90-443 

E 

DIEDERICH, 0 

L 

8302250209 

50-373 

9302040210 

50-443 

E 

DIETCH, R 


8302230334 

50-361 

03O2O4O33B 

30-443 

A 

DIETCH, R 


8302220337* 

30-361 

8302040338 

50-443 

A 

DIETCH, R 


8302220339* 

50-361 

B302040356 

50-443 

R 

DIETCH, R 


0302 2 802Q 4* 

50-361 

0302040372 

50-443 

A 

DIETZ, C R 


8301 170409 

50-324 

0302040372 

50-443 

A 

DIETZ. C R 


0302010000 

90-324 

0302040425 

50-443 

A 

DIETZ, C R 


83020 100B7 

90-324 

3302040425 

50-443 

A 

DIETZ. C R 


0302010234 

90-325 

8302030186 

50-443 

A 

DIETZ. C R 


0302010267 

90-324 

8302000106 

50-443 

A 

DIETZ.C R 


83020 10231 

50-324 

8302080215 

50-443 

A 

DIETZ. C R 


0302010363 

50-325 

9302080219 

90-443 

A 

DIETZ.C R 


0302010371 

90-324 

0302 15040 7 

50-443 

A 

DIETZ.C ft 


8302010454 

50-324 

0302190407 

50-443 

A 

DIETZ.C R 


0302010563 

50-324 

8302190451 

50-443 

A 

DIETZ.C R 


0302010601 

90-325 

8302190451 

30-443 

A 

DIETZ.C R 


8302010626 

30-324 

0302160166 

30-443 

A 

dETZ.C R 


6302030187 

90-325 

0302160166 

30-443 

A 

DIETZ.C R 


83020303B5 

90-325 

0302160263 

50-443 

A 

DIETZ.C R 


8302030401 

50-325 

0302160263 

50-443 

A 

DIETZ.C R 


0302030410 

50-324 

0302160274 

30-443 

A 

DIETZ.C R 


8302030414 

50-324 

0302160274 

50-443 

A 

DIETZ.C R 


0302030500 

90-324 

0302160326 

50-443 

A 

DIETZ.C R 


0302140010 

90-324 

0302160326 

50-443 

A 

DIETZ.C R 


0302140042 

90-324 

0302170366 

50-443 

Q 

DIETZ.C R 


0302140134 

50-329 

0302170366 

50-443 

0 

DIETZ.C R 


0302190023 

50-324 

0302170369 

50-443 

A 

DIETZ.C R 


0302150119 

50-324 

8302170369 

30-443 

A 

DIETZ.C R 


0302190172 

90-324 

8302220166 

50-443 

A 

DIETZ.C R 


0302150330* 

50-324 

8302220166 

50-443 

A 

DIETZ.C R 


0302130310* 

50-324 

B302220327 

SO- 443 

A 

DIETZ.C R 


8302150642 

90-324 

0302220327 

50-443 

A 

DIETZ.C Ft 


8302170074 

50-324 

0302220331 

50-443 

A 

DIETZ.C R 


8302170093 

50-324 

0302220331 

50-443 

A 

DIETZ.C R 


8302170172 

90-325 

0302220300 

50-443 

A 

DIETZ.C R 


0302170177 

90-325 

0303220308 

50-443 

A 

DIETZ.C R 


8302170170 

50-324 

0302230449 

50-443 

S 

DIETZ.C R 


8302230166 

90-324 

0302230449 

50-443 

8 

DIETZ.C R 


8302240245 

50-325 

0302250033 

50-443 

S 

DIETZ.C R 


8302200066 

90 -324 

0302290 033 

90-443 

s 

DIETZ.C R 


8302200219 

50-324 

0302250441 

50-443 

A 

DIETZ.C R 


8302200250 

50-325 

0302230441 

50-443 

A 

DIETZ.C R 


8302260502 

90-324 

0302090267 

XPORTLIC 


DICCB.R H 


8302030097 

90-373 

0302240403 

XPORTLIC 


DIGGS. R M 


0302080366 

90-293 

8302250304 

XPORTLIC 


DIGGB.R 11 


0302100122 

50-334 

9302070522 

50-350 

0 

DIGOS.R 11 


8302100166 

50-247 

0302090013* 

50-358 

A 

DIGOS.R M 


0302 160 086 

90-327 

0302090023* 

90-358 

A 

DJGOS.R 11 


8302 170027 

90-275 

0302090035* 

90-338 

G 

DIGOS.R 11 


0302170032 

90-267 

0302170294 

50-350 

0 

DIGOS.R M 


8302170382 

90-290 

0302100070* 

90-358 

A 

DIGOS.R H 


6302220490 

50-301 

830223039 J* 

50-337 

A 

DIGNAN. T G 


0302010529 

50-443 

0302100279 

50-529 

0 

DIGNAN. T 0 


0302010529 

50-443 

0302010640* 

50-159 

P 

D1GNAN. T G 


0302010533 

50-443 

B302240267# 

90-329 

A 

DJGNAN. T 0 


8302010533 

50-443 

02021601 69* 

FO I A 


DIGNAN, T 0 


8302010547 

50-443 

8302100359* 

review grp 

DIG WAN, T 0 


03020 10547 

90-443 

0302100301* 

review GRP 

DIGNAN. T 0 


0302010594 * 

90-443 

0302100107* 

FOIA 


DIGNAN. T 0 


8302010394* 

90-443 

0302080402 

RES 


DIGNAN. T 0 


0302100220 

90-443 

0302070426 

50-29 

P 

DIGNAN, T 0 


0 302 100220 

90-443 

8302030475# 

50-267 

G 

DIGNAN. T G. 


6302100220 

50-443 

S302230693* 

90-267 

G 

DIGNAN, T 0. 


0302100226 

50-443 

8302010975 

50-350 

A 

DIGNAN, T 0 


6302100235 

30-443 

0302000169 

50-350 

A 

DIGNAN, T G 


6302100235 

50-443 

8302100001* 

CONTRACT 


DIGNAN, T O 


6302100243 

50-443 

8302170540* 

CONTRACT 


DIGNAN, T 0 


0302100243 

50-443 

8302010122 

50-373 

S 

DIGNAN, T 0. 


8302160207 

50-443 

0302010373 

50-373 

8 

DIGNAN, T 0 


0302160207 

50-443 

8302040176 

50-373 

S 

DIGNAN, r 0 


8302160323 

90-443 

8302040260 

90-373 

S 

DIGNAN, T 0 


8302160323 

90-443 

8302040261 

90-373 

S 

DIGNAN, T 0 


0302160329 

50-443 

8302040333 

90-373 

0 

DIGNAN, T 0 


0302160329 

50-443 

8302030299 

50-373 

s 

DIGNAN, T, 0 


6302 1 BOO 9 3 

50-443 

0302130459 

50-373 

s 

DIGNAN, T 0 


6302 1 80093 

50-443 

8302130467* 

50-373 

s 

DIGNAN, T 0 


83021 SO 136 

50-443 

0302290160 

50-373 

s 

DIGNAN, T 0 


0302180136 

50-443 

0302250220 

50-373 

6 

DIGNAN, T 0 


9302180295 

50-443 

0302250286 

50-373 

8 

DIGNAN, T 0 


0302180295 

50-443 

03022 50307 

50-373 

s 

DIGNAN/ T 0. 


8302180308 

90-443 



462 


AUTHOR 


DIGNAN, T 0 
DIGNAN. T 0 
DJCNAN. T 0 
DIGNAN. T 0 
DIGNAN. T 0 

DIGNAN. T Q 
DIGNAN. T 0 
DIGNAN, T G 
DIGNAN. T 0 
DIGNAN. T 0 

DIGNAN. T 0 
DIGNAN, T 0. 
DIGNAN. T 0 
DIGNAN, T 0- 
DIGNAN. T 0 

DIGNAN. T G 
DIGNAN. T 0. 
DIGNAN. T 0 
DIGNAN, T G 
DHANNlrD C 

Dll ANN I , D C 
DHANN1.D C 
DHANNI,D C 
01 IANNI , D C 
D I IANNI , D C 

DIMEGLIO, F 
DIMMICK, D 
DIRCKS, W J 
DIRCKS, W J 
DIRCKS, H J 

DIRCKS , U J 
DIRCKS, U J 
DIRCKS, W U 
DIRCKS, W J 
DIRCKS, W J 

DIRCKS, W J 
D TRCKSr W J 
DIRCKS, W J 
DIRCKS , W J 
DIRCKS. W J 

DIRCKS, W J 
DIRCKS, W J 
DIRCKS, « J 
DIRCKS, W J 
DIRCKS, W U 

DIXON, A J 
DIXON, A J 
DIXON, A J 
DIXON, A J 
DIXON, A U 

DIXON, A J 
DIXON, A J 
DIXON, 0 W 
DIXON, 0 W 
DIXON, 0 W 

DIXON, 0 H 
DIXON, O W 
DIXON, 0 W 
DIXON, □ W 
DIXON, 0 W 

DIXON, 0 W 
DIXON, □ W 
DIXON, O W 
DIXON, O W 
DIXON, O, M 

DIXON, O W 
DIXON, O W. 
DIXON, O W 
DIXON, 0 W 
DIXON, 0 W 

DIXON, 0 U 
DIXON, 0. U 
D J XON, O M 
DIXON, 0 W 
DIXONrO W 

DIXON. 0 W 
MXON.O W 
XQNi o g 
<0N. O W 
on. o g 

in. o g 

,R J 
9,(1 T 
3,RT 
U T 


PERSONAL AUTHOR INDEX 


ACCESSION 

NUMBER 


0302100308 
0302 1 00310 
8302 £80310 
B3 02 100322 
0302180322 

0302100355 

8302180355 

8302100360 

0302180360 

6302100375 

0302180375 
83 02 1 80400 
8302100400 
6302180421 
0302100421 

8302180465 
8302180465 
8302180407 
fl 302100407 
830202023 1 

03021 00 165 
8302130731 
0302160043 
9302 1 70293# 
9302240334 

93020103724 
9302030606 
8112100049» 
82080501 744- 
8209200462* 

9301240226 

8301240253 

9302010061* 

9302070067 

9302070140* 

9302090170 
9302090232' 
9302100344 
8302 100420 
8302140160 

8302170093 

8302170132* 

8302220054* 

8302220058* 

0302290219* 

8302100319 

8302100321 

8302100371* 

0302100403* 

B3021004II* 

0302100453* 

0302100455 

9302130745 

0302010111 

9302010139 

0302010159 

9302010342 

8302010374 

9302010584 

9302030372 

9302040361 
0302070391 
9302070594 
0302080237 
9302 1 00223 

0302100317 
9302190132 
0302150215 
0302 1 50504 
8302150613 

8302150639 
8302 1 30649 
8302 1 50656 
8302170241 
0302 1 80096* 

0302220244 
8302230381 
9302230432 
9302 250437 
9302280196 

8302200479 
6302 0703 71 
0301 180179# 
9301190184* 
0 3 02230226* 


SUBJECT 

CATEGORY 


50-443 G 
30-443 G 
30-443 0 

30-443 G 
50-443 G 

50-443 Q 
50-443 G 
50-443 0 

S 0-443 G 
50-443 G 

50-443 0 

50-443 G 
50-443 G 
50-443 G 
50-443 0 

50-443 0 

50-443 G 
50-443 G 
5 0-443 G 
50-202 P 

50-282 P 
50-282 P 
50-282 P 
50-155 P 
30-282 P 

50-193 G 

71-9151 

FOIA 

50-337 U 
FCHA 

SECY 

PR 

FOIA 

COMMISSION 
50-280 P 

COMMISSION 
90-313 P 
PR 
PR 

30-269 P 

SECY 

10CFR 

FOIA 

FOIA 

40-96 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

RES 

50-395 S 
50-395 S 

50-395 S 
S 0-395 F 
50-395 S 
50-393 S 
S 0-395 0 

50-395 P 
50-395 6 

50-395 P 
50-395 J 
50-395 P 

50-395 F 
50-395 R 
50-395 3 

50-395 S 
50-395 0 

50-395 0 

50-395 G 
50-395 S 
50-395 0 

50-395 F 

50-395 P 
50-395 P 
50-395 P 
50-395 R 
50-395 8 

50-395 V 
liE 

50-397 0 

50-397 Q 
30-397 Q 


AUTHOR 

ACCESSION 

NUMBER 

DODDS, R T 

8302230240* 

DODDS, R T 

6302230257* 

DODDS, R T 

6302230274* 

DODDS, R T 

9302230270* 

DODDS, R T 

0302230372* 

POERFLEIN.L 

9302100436* 

DOERFLEIN.L T 

03020304 56* 

D DURHAM, K F 

8302200566 

DONAHUE, M 

8302170264 

DONNELLY, L J 

8203030579* 

DONNELLY, L J 

93021001 10* 

DONNELLY, L J 

0302180201* 

DONNELLY, L J 

0302100307* 

DONNELLY, L J 

0302100350* 

DONOGHUE, D J 

8302 100047* 

DONOGHUE, D J 

0302130062* 

DONOGHUE, D J 

6302130067* 

DONOGHUE, D J 

0302100113* 

DONOGHUE. 0 J 

0302100121* 

DONOGHUE, D J 

83021001 40* 

DONOGHUE, D J 

0302100162* 

DONOGHUE, D J 

8302100167* 

DONOGHUE, 0 J 

8302180177* 

DONOGHUE, D J 

8302 1 80286* 

DONOGHUE, 0 J 

0302180288* 

DONOGHUE, D J 

0302190301* 

DONOGHUE- D J 

030218040*1* 

DOOLITTLE. E L 

03021009 I 3 

DOOLITTLE. E L 

0302170534 

DORSEY, 11 

0302010005 

DOUGHERTY. D 

8302250049 

DOUE. K L 

B302040104 

DttAKE, M 

8302100306 

DRAKE, S J 

S302 160263 

DUCE. S W 

8302150744 

DUCK. J R 

8302020009 

DUCK, J R 

8302070207 

DUCK. J R 

8302080275 

DUDLEY, R F 

8302030244 

DUFFY. B 

6302030340* 

DUNCAN, E L 

B302O 10951* 

DUNCAN, E L 

6302070532 

DUNN, D W 

6302100330 

DUPONT, « L 

6302170287* 

DUPONT, 0 0 

6302290341* 

DURR, J 

8302030591* 

DURR, J P 

8302150420* 

DURR, J P 

6302250273* 

DURR, J P 

6302230489# 

DUS, R 

8302250401# 

DUVALL, D D 

8212140330 

DUVALL, D D 

6302040164 

EAGLE. J 

9302040094* 

EAGLE. J 

6302230321* 

EAOLETON, T F 

6302250362* 

EAPEN. P 

83020103234 

EAPEN.P K 

8302100436* 

EARLEY, A F 

8302170263 

EARLEY. A F 

8302170263 

EARLEY. A F 

8302230435 

EARLEY. A F 

6302230435 

EASTWOOD, D 

8302250129 

EBERHARDT, L E 

6302250053 

EBNETER, 8 D 

8302 100436* 

EBNETER, S D 

6302250273* 

ECCLE8T0M, K T 

8203180240* 

ECCLESTQN, K T 

6302040125 

ECCLESTOM, K T 

8302170176* 

ECKHARDT, J H 

9302230332 

ECKNARDT, J H 

6302230406* 

ECONOMOB , U 

8302190171* 

EDDLEMAN, W 

8302020321 

EDDLEMAN, W 

9302020334* 

EDDLEMAN, W 

8302070514 

EDDLEMAN, W 

8302090241 

EDDLEMAN, U 

8302090251* 

EDDLEMAN, W 

930216039 1 

EDDLEMAN, 11 

8302230579* 

EDELMAN, M R 

8302040039 

6DELMAN, (1 R, 

8302040061 

EDELMAN, H R 
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0 
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FOIA 
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FOIA 


EDMONSON, L R 

FOIA 


EDWARDS D L 

FOIA 


EDWARDS, D W 

FOIA 


EDWARDS, M 

FOIA 


EGLE, D fl 

FOTA 
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0 
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90-247 
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90-247 

T 
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50-247 

G 
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50-334 

R 
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n 

FELTON, J 
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50-537 

A 

FELTON, J 

tl 
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50-269 

F 

FELTON, U 

11 
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50-348 

F 

FELTON, vT 
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50-340 

F 

FELTON, J 

M 
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FELTON. U 

M 
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FELTON, U 

M 

83020100B1 

50-213 

F 

FELTON, U 

n 

0302010108 

50-317 

F 

FELTON, U 

M 

8302010112 

50-209 

T 

FELTON, J 

H 

8302020043 

90-267 

F 

FELTON, J 

n 

8302020336 

50-321 

F 

FELTON, J 

H 
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FOIA 


FELTON, J 

11 
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50-244 

P 

FELTON, J 

fl 
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50-2Q6 

P 

FELTON, J 

tl 
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FOIA 


FELTON, J 

M 
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ft 
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50-387 
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ft 

9302020422 
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FELTON, J 

tt 

8302040118 
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FELTON, J 
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8302040139 

50-329 
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FELTON, J 

11 

0302040177 
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F 

TELTON, J 

M 

8302040205 

50-234 

F 

TELTON, J. 

« 

8302040467 

FOIA 


FELTON, J 

11 

0302040478 

FOTA 


FCLTON, J 

H. 

8302040490 

90-341 

D 

FELTON, J 

M. 

8302040496 

FOTA 


FELTON, J M 

8302040497 

50-269 

F 

FELTON, J 

11 

8302040305 

50-206 

Q 

FELTON, J M 
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FOTA 


FELTON, J M 
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50-29 

F 

FELTON. J 

11 
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FOIA 


FELTON, J 
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FOIA 


FELTON, J, H 

8302070013 
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50-206 
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M 

9302070076 
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FELTON, J 
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50-289 

F 

FELTON. J 

11 
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30-206 

0 

FELTON, J 11 

0302070280 

50-317 

F 

FELTON, J 

M 

8302070293 

50-313 

F 

FELTON, J 

11 

8302070623 

50-315 
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FELTON, J 

M 

8302070630 

50-346 
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FELTON, J 

11 
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50-285 

FELTON, J 

H 

8302220061 
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0302240198 
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FELTON, U 

M 

0302240223 

FOIA 
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FOIA 

FELTON, J 
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FELTON, U 

ti 
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50-267 

FELTON, J 

ft 
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50-387 

FELTON, J 

it 

0302250041 

50-317 

FELTON. J 

M 

83 02250073 

50-31 5 

FELTON. J 

M 

0302280126 

70-143 

FELTON, J 

M 

8302280135 

FOIA 

FELTZ , D 

E 

0302010592 

50-128 

FELTZ. D 

E 
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50-120 
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W 

9302020136# 

30-29 

FERRI. R 
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FOIA 

FEY, F L 


8302030036* 

50-263 

FIEDLER, 

P B. 
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FORD, J T 

FIEDLER, P B 
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03021 507 2B 

CONTRACT 

FOSTER, D 0 

FIELDS, J A 

0302090500 

CONTRACT 

FOSTER, D 0 

FIELDS, J A. 
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rax, c o 

FIELDS, J A 

8302100136 

CONTRACT 

FOX, C D 

FIELDS, J A 

8302100 1 63 
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FIELDS, H 
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CONTRACT 
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FREEMAN. If S 

FITZGERALD, J A 

0302070347+ 

50-360 G 

FREEMAN. 11 S 

FITZGERALD. J A 

8302090126+ 
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30-270 a 

FRYER. J 

FLEI8HER, Z 3 

8302280163 

30-247 Q 

FUHS, A 

FLElSHEfi, Z.S 
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30-443 
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G 
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c 
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T 
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G 
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0302160352 
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c 
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0302040395+ 
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0302 18031 O 
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0 

030 2170259 
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GAD, R K 

0302180310 
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0 
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GAD, R K 

0302180322 
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0 

0302010310+ 

50-31 1 
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GAD, R K 
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0 

0302010344+ 

50-272 
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CAD, R K 
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30-443 
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0302070446+ 

50-272 

s 

GAD, R K 
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50-443 

a 

0302070461* 

50-31 1 
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CAD, R K 

8302180360 

50-443 

Q 

0302150507* 

50-311 

S 

GAD, R K 

0302180360 

50-443 

0 

0302070306+ 

4 0-06 


GAD, R K 

0302180375 

50-443 

0 

8302010070 

40-299 


GAD, R K 

0302180375 

50-443 

0 

0302170094 

40-4492 


GAD, R K 

0302180400 

50-443 

0 

0302070597 
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8302180400 

50-443 

0 

0302040070* 

50-454 
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8302180421 

50-443 

0 

0302240074* 

50-454 
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OAD.R K 

8302 1 0042 1 

50-443 

0 
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GAD, R K 

83021B0465 

50-443 

G 

0302150662+ 

50-390 

0 

GAD. R K 

8302100465 

50-413 

Q 

0302010101* 

50-416 

S 

GAD, R K 

0302100487 

50-443 

0 
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30-416 

S 
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30-443 

0 

0302030113* 

50-416 
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P 

0302030307+ 

50-416 

s 
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0302160207 

50-443 
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0302030339+ 
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s 
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GALLAGHER, J U 

8302030105 
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O 

0302140060+ 

50-416 
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GALLAGHER, J U 
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50 277 
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□302140093* 

50-416 
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OALLAGHER, J U 

8302150654 
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P 

0302140102* 

50-416 
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GALLAGHER, R H 
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50-416 
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0302090227 
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50-267 

S 

GAMBLE, 0 C 

8302100442 

PR 


8302070623+ 
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50-440 

a 

0302010333 

50-443 

Q 

GARDNER, R M 

B302250393# 
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GDODR ICH, L £) 

8302160002 

RES 
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QRAESSEH, K L 

8302040349 

50-304 

S 

GROSS MAN. K 

6302080030 

FOJ 

GERDEKf AN, F W 

8302230422 

40-0698 


GRAESSER , K L 

83020302B4 

50-304 

B 

GRQTENHUTB, M, 

0302 1702 04* 

50- 

GFBT, R E 

8302080076 

70-754 


GRAESSER, K L 

8302170 l 59 

50-295 

R 

GRUGAM, R ft 

8302240277* 

F01 

GIBBONS, D R 

8302010625 

40-8626 


GRAESSER, K L 

83021801 52 

50-295 

S 

QRUQAN, R A 

0302240293* 

FO] 

Gi DOOMS, D R 

8302040082* 

FOIA 


GRAESSEH.K l 

8302250187 

50-295 

s 

QRUNDL, J A 

03022000 20 

NUf 

GIBBONS, D R 

9302040095* 

FOIA 


oraesseh, k l 

8302250193 

50-304 

s 

QRUNSEICH.ft W 

0302040346 

90- 

GIBBONS, D R 

0302040162* 

FOIA 


GRAESSEh, K L 

0302280470 

50-295 

s 

GRUNTNER.C 

8302IB0438 

90- 

G I ODOMS, T D 
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0 
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P 
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0 
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63020203 l 3 

XPGRU 1C 


HIGGINS. J 

0303030197* 

50-322 

0 

0302030320+ 

XPORTLIC 


HIGGINS, J C 

0303 1 00 ( 7 i * 

0O-3E2 

Cl 

0302020337 

XPORTLIC 


HILL, A A 

8303030079+ 

50-337 

u 

0302020340* 

XPORTLI C 


HILL, C D 

03021 3000 1 

50-267 

s 




HILL, E E 

0302070300+ 

30-2*7 

<3 

8302140209 

50-410 

A 





6302010325# 

50-277 

Q 

HILL. A l 

03O2O4O364* 

30-331 

8 

0302250200* 

30' 269 

0 

HILL, K L 

8302080260+ 

$0-331 

9 

0302100430 

PR 


HILL. K L 

9302090330+ 

30 331 

S 

6302230130 

UA9TC HOT 

HILL, K L 

0332230283* 

00 -331 

s 




HILL, K L 

G302230462+ 

50-331 

S 

0302010043 

HASTE MOT 





B302250077 

haste MOT 

HILL, W M 

8305230416* 

50-498 

0 

S3022B00S9 

27-40 


HILLMAN, C 

030207004?* 

TOIA 


6302040360* 

30-263 

0 

HIND, J A 

03020401 11* 

50-329 

Q 

03020 1 0494* 

90-456 

a 

KIND, J A 

0302040141 

90-341 

0 




HIND. J A 

9302040197* 

50 *329 

0 

6302150400* 

50-454 

0 





8302 100303+ 

50-454 

0 

HIND, J A 

9302040207 

50-263 

Q 

030234009?* 

90-454 

T 

HIND, J A 

0302190432 

50-P93 

Q 

6302160203+ 

50-454 

T 

HIND, J A 

0302150437* 

50-295 

Q 

0302040297* 

50-456 

0 

HIND, J A 

6302100442 

50-373 

G 




HINDS, J M 

8302010494* 

30-456 

a 

6301 1404 l? 

50-272 

G 





S302010426 

50-27 1 

a 

HINDS, J 11 

6302040299+ 

50* 496 

a 

030201 065 l 

50-213 

G 

HINKLE, L S 

6302090321+ 

90*317 

6 

0302070309 

50-334 

Q 

IIJNRICH9, 0 

9302010134+ 

90-247 

s 

0302070567* 

50-309 

G 

lUNRICHS. 0 

8302010449* 

90-247 

s 




H1NHICH3, 0 

6302130270+ 

30-247 

s 



PERSONAL AUTHOR INDEX « 



ACCESSION 

SUBJECT 


AUTHOR 

NU *JBER 

CATEGORY 


HINRJCMS, c 

8332230'! 7 ?* 

50-24/ 

S 

flINTZ, l> C 

0302040277 

50-305 

V 

HIRSCH, D 

8302 1 60 1 84 

50-142 

G 

hirsch. d 

6302 1 80400 

50-142 

G 

1 IOAIJG # H < 

830201 04 3 4* 

50-237 

P 

hoch. j g 

01020**037 1 + 

50-275 

n 

HGCH, J B 

G3022304Y7* 

50-275 

R 

Manor on, a p 

8302030454 

50-352 

0 

HDDGDC fj. A P 

0302030470 

50-352 

G 

HOPCDOM.A P 

6302030006 

50-352 

0 

HODGE 3, W 

G30207010 1 * 

50-259 

P 

hoeller. j 

83030*0321* 

50-265 

s 

HUrFMAN. 0 L 

830209059*'+ 

40-0745 


HOFFffAW*« V 

8302170233 

50-440 

G 

hujviaver, c h 

03031 7003 ‘?* 

50-322 

A 

HCFMA\£R.C H 

6302170060* 

50-322 

A 

HOLDER# E 

0302140005+ 

50-260 

S 

HOLDER# E 

0302140150* 

50-260 

s 

holder. e 

8302280369* 

50-259 

5 

HOLLOWAY# C J 

030218011 7+ 

TOIA 


HOLLOWAY . C J 

0302180181* 

F01 A 


HOLLOWAY, C J 

S3021B0207* 

FQ I A 


HOLLOWAY# C J 

03021002 J 2* 

FCIIA 


HOLLOWAY# C J 

6302100216* 

FOIA 


HOLLOWAY# C J 

03D210O26P+ 

FOI A 


hULtt, J S 

8302010599+ 

50-335 

P 

HOLMES" RAY# P 

6302150234+ 

50-32 J 

0 

holmes-ray, p 

0302150400+ 

50-321 

Q 

holmcs-ray, r 

0332130659* 

50-32J 

0 

WLONICH.J J 

03022501 1 7 

30-482 

A 

HOLT. J 

B302010604 

50-247 

0 

HOLT# J 

8302100357 

PRM 


MOLT. J 

8302160366 

90-247 

G 

MOLT, J 

8302240314 

50-247 

G 

HflLT, J 

0302250372 

50-247 

G 

MOLT, J 

0302250379+ 

50-247 

0 

MOLT, J 

G3O225O303+ 

50-247 

G 

MOMMA r <# 

0302170227+ 

50-322 

A 

HU MM A# 0 

0302170235 » 

50-322 

A 

MOP PER# A M 

0302170306 

50-247 

P 

HORTON, 0 L 

8302240341 

40-299 


MOSEY. C H 

0302 150429* 

70- 1113 


HG3EV.C 11 

8302150458+ 

50-250 

Q 

HOSEVtC 11 

B3021S0599+ 

50-200 

Q 

HOSTETLER# 11 

0302170325+ 

50-409 

P 

MOULEHAN# F M 

8302250270 

50-440 

G 

HOUSE- t> ft 

83020904 1 3 

50-269 

J 

HOUSTON, ft U 

8302040 107* 

50-373 

S 

HOUSTON. R U 

8302040266* 

50 373 

s 

HOUb TOM. R M 

8302 1 0026 J+ 

50-4G2 

A 

mdv is# j a 

8302010505 

50-522 

0 

navis, J a 

8302010585 

30-522 

0 

MOV IS, J o 

0302160302 

50-522 

0 

HOV 1 6 1 J 3 

0302160302 

50-522 

0 

MUWARJ># J H 

0302 170205 

NUREO 


HOUEiP w 

0302 1 5Q0B0 

50-324 

Q 

HQV£ E# A 

8302220001 

50-390 

A 

HOYLE. A 

8302240007 

CONTRACT 

MOYLE# J C 

0302070016 

MI SC 


HOYLE. J C 

0302 1 0036 1 

PRM 


HOYT, 0 U 

8302220337+ 

50-361 

P 

HOYT, 0 W 

Q302220339+ 

50-3&1 

P 

HOYT.O W 

8302200204+ 

50-361 

P 

HOYT# K F 

9302010400 

50-170 

0 

ItilYT# H F 

8302020253 

50-443 

Q 

HOYT# H F 

0302170279 

50-443 

Q 

IlOYT.H F 

6302200 10 1 

50-443 

Q 

HUaAGEK.U 0 

0302230416* 

50-498 

Q 

HUBBARD. 0 T 

0302 150364 

MI SC 


HUB BOW, C J 

8302090309 

TOPREP 


HUDSON, G 

8302030023+ 

50-263 

F 

HUDSON# S D 

030203021 5+ 

50-220 

0 

HUDSPETH, J 8 

0302010021+ 

50-348 

F 

HUDSPETH, J B 

8302010029* 

50-348 

F 

HUDSPETH# J B 

8302030063+ 

50-348 

F 

HUETER.L J 

8302150012* 

50-315 

Q 

HUETER.L J 

9302100309 

50-315 

S 

HUGHES# E A 

03O2OSO470 

TOPRFP 


HUGHES, E M 

0302040329 

90-329 

S 

HUGHES# P. 0 

0302010229+ 

50-302 

S 

HUGHES. P 0 

6302010578* 

50-302 

S 

HUGHES. P 0 

8302030353+ 

50-302 

8 

HUGHES# P 0 

0302200227* 

50-302 

S 

HUK ILL. H D 

9302010407 

50-209 

P 

HUKILL# H D 

8302010556 

50-20? 

P 


AUTHOR 

ACCESSION 

WU1QER 

SUBJECT 

CATEGORY 

HUK ILL. H 0 

830203054 i 

50-209 

S 

HUH ILL* H D 

8302070440 

50-20? 

P 

HUK ILL# H D 

8302070452+ 

50-26? 

P 

HUK ILL H 0 

0302080175 

50-209 

F 

HUK ILL, H D 

8302 000! 95 

50-289 

P 

HUKILL, H D 

830209038 5+ 

50-259 

F 

HUK ILL, H D 

0302090170 

50-2&9 

s 

HUK ILL, H D 

830209034 l 

50-289 

p 

HUK ILL, H 0 

630209035 1 * 

50-289 

p 

HUKILL.H D 

8302090402 

50-289 

p 

HUK ILL, H D 

8302090407 

50-289 

V 

HUK ILL < M 0 

0302090452* 

50-257 

F 

HUK ILL, H D 

8302100232 

50-289 

P 

HUK ILL# H D 

3302100237* 

50-289 

P 

HUK ILL, H t> 

0302150052 

30-289 

P 

HUK ILL, H D 

0302150603+ 

50-20? 

a 

HUK ILL. H D 

8302190634 

50-28? 

0 

HUKILL.H □ 

0302150651 

50-28? 

p 

HUK ILL, H D 

8302190162* 

30-209 

a 

HUKILL, N D 

8302230156 

50-259 

R 

HUK ILL# H D 

8302230175 

50-28? 

p 

IIULMAN.L 0 

0302160212* 

50-454 

T 

HULMAN# L O 

0302220027+ 

50-454 

T 

HUNNicurr, d n 

0302070406+ 

50-302 

0 

HUNNICUIT, D M 

8302070556* 

30-313 

a 

HUNNICUTT, D M 

8302290243* 

50-445 

G 

HUNTER# 0 R 

0302250320* 

50-398 

G 

HUNTER. J A 

8302040Q31* 

DRO 


HUNTER. R S 

0302160312* 

50-315 

G 

HUNTER# It S 

8302220231 

50-315 

F 

HUNTER# ft 9 

03022 50301 

50-315 

0 

HUNTER, ft S 

830225031 1+ 

50-315 

0 

HURFORD-W J 

0302090434 

50-261 

P 

Hunrano, w J 

8302180161 

50-261 

P 

HUflSH. J Q 

□302010637+ 

40-672 


HUSAIN l 

0302 170326* 

50-40? 

P 

HUSEOY. D E 

0302090422* 

50-318 

s 

HYLKA# R 

9302040391+ 

50-237 

s 

IOKMAN# J U 

0302100281 

NUREG 


1GNAT0NI3, A 

63021 50676+ 

50-369 

a 

U!0Y, B J 

0302030327+ 

30-296 

s 

IRBY, 3 J 

0302140040* 

50-296 

B 

I HOY# D J 

8302200340+ 

30-296 

S 

I H WIN . 0 P 

9302070501 

50-322 

0 

J H WIN# D P 

9302070501 

30-322 

0 

I R WIN# 0 P 

B302140152+ 

50-322 

<3 

IRWIN, D P 

0302200247 

50-322 

G 

IRWIN, D P 

0305280254* 

50-022 

0 

IRWIN, D P 

0305200260+ 

90-322 

0 

ISLCY, T 

8302030148* 

90-346 

S 

IVCY.L U 

0302220124+ 

50-142 

0 

JAHLQN5K ! , F J 

0302010622* 

90-461 

0 

JACK, H A 

0302240034 

50-201 

J 

JACKIN, I 

0302040367 

50-282 

s 

JACKIN. I U 

6302040331* 

50-305 

a 

JACK I I M 

Q302140075 

50-373 

s 

xIACKIW# I N 

03022804/4* 

50-373 

a 

JACKSON# C U 

0302240320 

50-247 

T 

JACKSON, C M 

0302250420 

50-247 

S 

JACKSON, L H 

0302190416+ 

50-261 

0 

JACKSON, P 0 

8302250046 

NUREQ 


JACKSON, ft L 

8302020377+ 

WASTE MOT 

JACOBS# H R 

03022802(9 

90-72 

n 

JACOBS# ft 

0302020430* 

90-209 

p 

JAFFE# 0 H 

&203220475* 

90-139 

p 

JAFfE.l) H 

8302100093 

50-310 

p 

JAFTC# I> H 

8302 1001 13 

50-317 

p 

JArFE.D H 

0302170169* 

30-195 

p 

waite. » h 

0302240195 

30-317 

5 

JAKU8A I IIS. T C 

8302280480* 

30-295 

8 

JANO, J C 

B302010322* 

50-322 

0 

JANUGKA, A 0 

0302010609+ 

27-37 


JAPE, F 

9302150102* 

50-3B9 

0 

JAPE, F 

8302150304+ 

50-370 

0 

jape# r, 

83021 50970+ 

50-330 

G 

JAPE, F 

8302150720+ 

50-399 

0 

JAUDOM. J P 

8302010258+ 

50-313 

G 

JAUOOM. J P 

8302070543+ 

50-298 

G 

JEFFREY,!* 0 

6302160025 

RES 


JEN IS ON, K <1 

8302150316* 

50-389 

G 

JENKINS. G ft 

8302150665* 

30-36? 

G 

JENKINS# 0 R 

8302150721* 

50-321 

G 

JENSEN# 8 E 

8302010508* 

50-335 

F 

JENSEN, U L 

8302170087+ 

50-2B7 

1 

JCPBEMi R M 

0302100435* 

PR 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGOR’ 

JOHANSEN, E 
JOHANSEN, J 
JOHNSON, A D 
JOHNSON# B 

JOHNSON, B D 

0302080227 
62122 1 Oi 1 3 
6302230366* 
0302230545 
8302040121 

50-344 

ILE 

50-275 

50-454 

50-255 

JOHNSON. 3 D 
JOHNSON. B 0 
JOHNSON, a 0 
JOHNSON, a D 
JOHNSON, 3 D 

£302040135 

6302070439 

6302030317 

8302160173 

8302160250 

50-255 

50-259 

50-255 

50-255 

50-255 

JOHNSON, B D 
JOHNSON. Q D 
JOHNSON# Q D 
JOHNSON# B D 
JOHNSON# □ M 

8302160255* 

0302230380 

6302280365 

B302280396 

8302070264 

50-255 

50-255 

50-255 

30-253 

50-213 

JOHNSON, C E 
JOHNSON, 0 

JOHNSON. 0 

JOHNSON, E H 
JOHNSON# E H 

0302070496* 

8302010325* 

8302100289 

S3020I029B* 

0302010256* 

50-3B2 

50-277 

50-318 

50-313 

50-313 

JOHNSON, E H 
JOHNSON, F M 
JOHNSON, F M 
JOHNSON# 0 

JOHNSON# 0 E 

0302 070470 
8302010292+ 
0302030204* 
0302010070 
S30 2 100267 

40-8084 

50-373 

30-373 

50-413 

50-413 

JOHNSON, 0 E 
JOHNSON. 0 E 

JOHN BON. 0 E 
JOHNSON# J 
JOHNSON# J D 

8302150495 

0302180329 

0302240276 

0302230259+ 

8302100273 

50-413 

50-413 

50-413 

50-293 

NUREG 

JOHNSON# J J 
JOHNSON, P H 
JOHNSON. R 0 
JOHNSON, ft 0 
JGHN30N.lt M 

8302170469 
B302230268* 
03021 3054S 
0302 130629 

03 02070632* 

NUREG 

50-328 

50-263 

90-263 

CONTRACT 

JOHNSON* T C 
JOHNSON* T C 
JOHNSON# T L 
JOHNSON, W D 
JOHNSON , U D 

0302240352 
8302230071 
0302170550 
B302070359* 
830207039 1 + 

WASTE HO 
WASTE HO 
40-0584 
50-482 
50-313 

JOHNSON. W D 
JOHNSON. W 0 
JOHNSON# W 0 
JOHNSON# M D 
JOHNSON, W 0 

0302070431+ 

0302070475+ 

0302070543* 

0302070356* 

8302070600* 

50-313 
SO -31 3 
50-298 
50-313 
50-205 

JOHNSON, W D 
JOHNSON. W D 
JOHNSON# W D 
JOHNSON, H D 
JOHNSON, W D 

B3Q216025B 

0302170061* 

0302230168 

8302230346* 

8302230478* 

50-235 
50-205 
SO— 368 
50-205 
50-267 

JOHNSON. M D 
JOHNSON. W P 
JOHNSON, W P 
JOHNSTON, 8 O’ 
JOHNSTON. O 

0302200387 

0302230172 

0302250172 

0302160376 

6302010390+ 

50-482 

50-443 

50-443 

50-255 

50-328 

JOHNSTON# 0 

JONES , 0 W 

JONES, C R 

JONES , G T 

JONES# 0 T 

9302230311* 
93020 70155 
S3020 30333+ 
B302150167 
8302150475 

50-528 

50-537 

90-298 

50-296 

50-259 

JONES# 0 T 

JONES , J H 

JONES , J R 

JONES# P C 

JONES# ft C 

9302170049 

0302240079* 

0302100425* 

8302220572 

0302220362* 

50-260 

CONTRAC 

PR 

40-882? 

50-289 

JONES , R C 

JONES# R C 

JONES# 8 Z 

JONES. W C 

JONES, W C 

B302 230371* 
0302220301 + 
0302090256 
0302010568 
B30 2010613 

50-289 

30-28? 

40-8102 

gO-285 

50-285 

JONES, W C 

JONES, W C 

JONEB, W C 

JONES# W C 

JONES, W C 

0302010621 + 
8302040026 
03020901 68 
0302000273+ 
0302070383 

30-203 

40-8822 

50-285 

50-285 

30-203 

JONIS, U c 

JONES# W C 

JONES# W C 

JONES# W C 

JONES. W C 

8302100296 
S302 150095+ 
8302150187 
6302150660 
8302150695 

90-285 

30-285 

50-205 

S0-2B5 

50-289 

JONES. W C 

JONES. W C 

JONES. W C 

JONES. W C 

JONES. W C 

8302220057+ 

8302220164 

6302220221 

8302230349+ 

6302230575 

50-289 

50-285 

50-285 

50-283 

30-2S5 


PERSONAL AUTHOR INDEX 


AUTHOR 

access i an 

NUMBER 

SUBJECT 

CATEGORY 

JONES, U C 

030333057* 

50-293 

P 

JONES, W C 

83022 B037E 

30-285 

S 

JORDAN, E L 

9212050356 

50-3 

a 

JORDAN, E L 

9213050360 

30-3 

a 

JORDAN, E L 

821206036 I 

50-3 

0 

JORDAN, E L 

8212050363 

50-3 

Q 

JORDAN, E L 

B2 1206036 5 

50-3 

Q 

JORDAN, E L 

ea 12060365 

50-3 

Q 

JORDAN, M J 

83020803 1 3* 

50-331 

Q 

JORDAN, w a 

0302010521 

50-443 

G 

JORDAN, U S 

9302.01052 L 

50-443 

Q 

JORDAN, W B 

8302170307 

50-413 

Q 

JORDAN, W S 

8302170307 

50-413 

0 

JORDAN, N S 

830217031 2* 

50-413 

G 

JORDAN, M S 

0302170312* 

50-413 

G 

JOROENSEN. D L 

6302010392* 

50-255 

0 

JOUKOFF, P V 

0302070285* 

50-206 

T 

JULIAN, C A 

8302150316* 

90-3B9 

0 

JUNGE, M A 

6302010175* 

30-319 

E 

JUNGE, H A 

0302010205* 

50-317 

S 

JUNGE, M A 

8302010345* 

50-318 

& 

JUNGE, M A 

83020 1 0354* 

50-317 

3 

JUNGE, M A 

0302070427* 

50-319 

S 

JUNGE, M A 

8302090399* 

50-317 

S 

JUNGE, M A 

0302090422* 

30-318 

8 

JUNGE, M A 

8302180269* 

30-317 

S 

JUNGE, M A 

8302230476* 

50-317 

s 

JUNGE, M A 

8302230404* 

50-310 

s 

kaeppel.f 

HAHLE.J D 

KMBER.R S 

B3021 50124* 
0302130356* 

830209049 0* 

30-234 

70-143 

TOPREP 

s 

kalwianakis, n 

8302010132 

50-265 

s 

kalivianakjs. n 

8302010340 

50-254 

s 

KALIVIANAKIS, N 

0302040050 

50-254 

5 

xalivianakis, n 

0302040171 

50-254 

s 

KALIVIANAKIS, N 

0302040304 

50-269 

9 

KALIVIANAKIS, N 

0302040394 

50-265 

S 

KALIVIANAKIS, N 

0302080292 

50-254 

S 

KALIVIANAKIS, N 

8302130044 

50-234 

ft 

KALIVIANAKIS. N 

630 2150114 

90-254 

S 

KALIVIANAKIS, N 

6302 130691 

90-254 

R 

KALIVIANAKIS, N 

6302160151 

30-263 

9 

KALIVIANAKIS, N 
KALMAN, k l 

KAM, F Q K 

6302380316 

6302160137 

8302200020 

50-254 

40-0064 

NUREO 

S 

HAMMER, D S 

6302010614 

50-259 

P 

KAMMEff. 0 S 

9302100415 

50-390 

F 

KAMNER, D S 

9302130035 

90-260 

0 

HAMMER, D S 

0302150047 

50-260 

0 

HAMMER. D S 

0302130470* 

50-327 

Q 

HAMMERER. C 

8302020193 

COMMISSION 

HAMMERER, C 

0302030034* 

50-537 

U 

HAMMERER, C 

0302030123* 

90-537 

U 

HAMMERER, C 
HAMMERER, C 

KAMMERER, C 

HAMMER ER, C 
KAMMERER, C 
HAMMERER, C 
KAMMERER, C 

MMMEflER, C 
HAMMERER. C 
KAMMERER. C, 
KAMMERER. C 
KAMMERER, C 

WMEREft.C 

MMERER.C 

ftMERER.C 

IN Eft Eft, C 
fMERER.C 

MERER, C 

MERER ,C 

THE HER, C 

8302090490* 

6302100322 

0302100323 
8302100348 
8302100360 
B30 21 00363 
0302100360 

8302100370 

0302100302 

8302100305 

8302100393 

8302100399 

8302100402 

8302100431 

0302100441 

8302100445 

8302100440 

0303250320 

0302250334 

8302250359 

50-358 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PiR 

PR 

PR 

PR 

PR 

REGOD 

PR 

0 

vfE, W. F 

821 0290 111* 

50-445 

A 

4GArfl. K 

G3 02010393* 

50-320 

a 

'IGA. 8 K 

03 0202000 V 

50-320 

p 

10A.B K 

8302070326 

30-320 

R 

4GA, 0 K 

8302080031 

30-320 

F 

'IGA. B K 

0302170379 

30-320 

P 

'■IGA. B, K 

0302180230 

50-320 

a 

K 

0302180261 

30-320 

p 

H 

8302100431 

50-320 

p 

K 

0302230693 

50-320 

s 

K 

9302240260 

50-320 

p 

ft 

9302240271 

50-320 

p 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

KANG A, B K 

9302250207 

50-320 

S 

KANG A D K 

8305230277 

50-320 

P 

KAPLAN, C 

8302230552 

50-247 

0 

KAPLAN, C 

03D253D5AJ * 

50-247 

Gt 

KAPLAN. C 

0302230364* 

50-247 

a 

KAPLAN. C 

0302230572* 

50-217 

Q 

KAPLAN. C 

KAPMN. D S 

0302240309 

6302100410 

30-24 7 
PR 

G 

KAPLAN, S A 

0302040353* 

30-304 

s 

HARMAN, M 

S302IQ0389 

30-261 

0 

HARR, D 

HASAHAR A, 11 
HASTEN, R U 
KA9TEN3ER0, U 
HASTEN BERO , U E 

8302040380 

0302030259 

0OO2tOO351* 

0302170190 

0302020236* 

30-360 

NUflEG 

PR 

NUREG 

contract 

8 

HASTURI , S 

E302100209* 

50-440 

0 

HASfURI, S 

6302100209* 

50-440 

0 

KAUFMAN?!, ft L 

8332170289* 

50-443 

G 

kausel, e 

KAVANAUCH, P F 

KAVANAUGH, P F 

0302070499* 

8302090270* 

8302220453* 

50-29 

CONTRACT 

CONTRACT 

P 

WAV,*/ A 

0302150045 

50-29 

P 

KAY. -J A 

0302250252 

50-29 

P 

KAY, M A 

KEARNEY. J J 

0302070170* 
0302 140111 

5O-2S0 

PR 

F 

KCATINO.D E 

keddis.n u 

B30223055&* 

0302030332 

50-454 

TOPREP 

Q 

KEIMIO. R 

03020703354 

50-289 

0 

KEIMIG, R 

3302250280* 

50-28? 

Q 

KEIMIQ. R ft 

0302070210* 

30-31 l 

S 

KE1MIQ.R FI 

B3O2Q7Q220# 

50-272 

E 

KEITJIO.R ft 

0302070236* 

30-311 

3 

KEIMIG.R R 

3302230360* 

30-54 

0 

REISER, H N 

63020101 & l 

50-307 

s 

KElSER.If N 

0302010160 

50-397 

s 

KEISER.H U 

0302010324 

50-307 

s 

KEISER, H U 

030201035! 

50-307 

s 

KEISER, H W 

0302030074 

50-397 

s 

HE JEER , H W 

B302030223 

50-3P7 

s 

HE I SER , H M 

0302030276 

50-307 

s 

HElSER, H U 

0302030357 

50-307 

3 

HE 1 SER, H U 

63020305S5 

50-307 

G 

KEISER.H W 

6302100410 

50-307 

& 

HEISER, H N 

6302160273 

50-307 

S 

KEISER.H U 

0302180317 

50-387 

s 

HEtSER , H U 

6302220165 

50-307 

s 

•REISER, H U 

8302220360 

50-307 

s 

KEIEER, H N 

8302220390 

50-307 

s 

KEISER.H U 

6302230133 

50-387 

s 

REISER, H U 

8302230209 

50-337 

s 

KFISER, H II 

8302530333 

30-307 

3 

KElGEft, H M 

8302230447 

50-307 

S 

REISER, H W 

030323052 B 

50-397 

5 

KEISEfI, H U 

0302230694 

50-307 

S 

KEITH, N 

3302030205+ 

50-333 

3 

KEITH. H 

8302030402* 

90-333 

3 

KEITH, H 

3302230547+ 

50-333 

S 

KEITH, H 

KELDER, C N 

030223069 U 
93D2070205+ 

50-333 

FDJA 

S 

KELLER, J H 

8302200390+ 

30-247 

T 

KELLEY, 0 L 

KELLEY, H 

030203033 1 + 
0302030544* 

90-445 

GA999 

0 

KELLEY, J L 

B 303 0705 40 

50-413 

0 

KbLLEV, J L 

0302070561 

50-413 

Q 

KELLEY, J L 

0302070605 

50-361 

0 

KELLEY, J- L 

03021 40145 

50-413 

0 

KELLEY, J L 

KELLEY, W D 

B302U0363 

0302010527* 

50-400 

QA999 

G 

HE1 LY, J 

0302230536 

50-322 

T 

KELLY. J A 

0302070190* 

50-131 

0 

KELLY. J A 

6302150503* 

90-120 

0 

KELLY. J A 

0302230517+ 

90-128 

0 

KELLY. J F 

KELLY# J U 

KELLY. J M 

KELLY. J U 

KELLY. J- W 

0302080286 
S302040559 
83020 40 5S 9 

8302040604 

8302070022 

30-350 

70-27 

70-27 

70-27 

70-27 

o 

KELLY, W J 

8302180175+ 

50-275 

s 

KEMPER, J S 

830201040 I * 

50-352 

Q 

KEMPER, J 5 

03020001 56 

30-352 

A 

KEMPER, J 0 

830222034 3 

50-352 

S 

KEMPER, J 9 

8302230474 

50-332 

0 

KEMPER, J 8 

0302230725 

50-352 

e 

KEMPER, J 5 

0302200323 

50-352 

s 

KENNEDY, D M 

9302160247 

50-235 

R 


AOIHCR 

ACCESS 1 0?! 
NUMBER 

SUOUECT 

CATEGORY 

KENNEDY, J E 

6302030247^ 

50' 322 

r 

KPNNEDV , R P 

0302170309 

50-329 

A 

KENNEDY, R P 

8302280176+ 

50-329 

A 

KENNEDY, U E 
KENNEDY. W G 

8302250033 

0302250047* 

NUREG 

50-443 

G 

KENNEKE. A 

KENNY- T J 

Q302 100067* 
6302070349+ 

FQ 1 A 
50-206 

Q 

KENYON, H D 

0302030564+ 

50-337 

0 

KENYON, B D 

030223054 / 

50-397 

ft 

KENYON, T J 

830217005 t 

50-390 

A 

KEPPLER, J 0 

6302010617 

50-329 

G 

KCPPLER, J G 

8302010620 

50-295 

a 

kfppler, J 0 

6302040247 

50-358 

A 

KEPPLER.J G 

0302040334 

50-456 

0 

KEPPLER, J G 

8302040336+ 

50-456 

0 

klppler.j g 

0302040365 

50-440 

G 

KEPPLER, J G 

8302060391+ 

50-440 

G 

KEPPLER. J G 

0302080307+ 

50-329 

A 

KEPPLER. J G 

8302080316 

50-10 

F 

KEPPLER, J G 

8302090044* 

50-358 

<1 

KfPPLER.J 0 

6302090052+ 

50-358 

G 

KEPPLER, J G 

8302090060* 

50-359 

O 

KEPPLER, J G 

8302090064+ 

50-356 

0 

KEPPLER, J G 

0302160192 

50-440 

0 

KFPPLER, J 0 

0302180091* 

50-359 

0 

KEPPLER, J Q 

83021B0445 

50-237 

0 

KEPPLER, J 0 

0302100455+ 

50-237 

a 

KEPPLER, J G 

0302180491 

50-237 

a 

KEPPLER, J G 

8302180496+ 

50-237 

0 

KEPPLER, J G 

8302250206 

50-546 

F 

KLPPLER, J C 

030228046 1 

50-373 

o 

KERR, 0 W 

6302150756 

State Prog 

KrTHLACH, U 

KEY. W J 

8302030090+ 

6302010622+ 

70-2949 
SO- 461 

a 

KEY, W J 

0302150532* 

50-263 

0 

KEYWORTH, 0 A 

8302030104* 

50-537 

u 

KILL PACK, V L 

0302180314* 

30-443 

Q 

KINDER, E T 

0302160346 

50-443 

G 

KINO, R E 

KINNEMAN, J 

1UNNEI1AN, J D 
KINNEMAN. J D 
KINNEY. M 

KINNEY, U 11 

8302100460 

8302010650+ 

8302010436 

0302250204 

8302030537* 

8302230360+ 

PH 

40-672 

70-2467 

4 0-Bfi 
70-371 
50-54 

Q 

KINTNER, L L 

0302080109+ 

30-252 

P 

KINTNER, L L 

0302000122* 

50-200 

Q 

HTPH, W F 

KIRKLAND. M W 
KIRKLAND, K M 
KIRSCH, D 

8302040447 

0302080034 

0302090104 

Q302230263+ 

70-371 

70- 754 
70-754 
50-361 

a 

K1RSCH.D F 

8302070205* 

50-206 

T 

KIRSCH, D F 

0302070339+ 

50-275 

a 

KIRSCH, D F 

03021903/3+ 

50 ’206 

Q 

KIRSCH, D F 

0302230258+ 

90-361 

a 

KIRSCH, D F 

0303230332 

50-361 

s 

KIRSCH, D F 

8302230300* 

50-375 

a 

KinacH, D r 

0302230399+ 

50-361 

0 

KIRSCH, D F 

0302230404* 

50-361 

3 

KIRSCH, D F 

8302230406+ 

50-361 

0 

KIR YEN, J 

8302070502 

30-261 

0 

KI9TER, H 

030201024/ 

50-309 

a 

KI3TER, H 

83020 10S04 

90-309 

s 

KISTER.H 

8302070340* 

50-206 

0 

KJSTER.H 

0302230394+ 

50-247 

0 

KISTER,H b 

0302030215+ 

50-220 

0 

HJSTER.H Q 

8302030456+ 

50-333 

0 

K ISTER, H 3 

0302030376* 

30-244 

0 

KLEIN, D E 

0302070256 

50-192 

p 

KLEINSQRGE, M P 

0302150300* 

50-389 

0 

KLINE, J R 

9302010472 

50-440 

0 

KLINE, J R 

8302070506 

50-266 

G 

KLINE, J R 

9302070337 

50-403 

0 

Kl INOLER, 0 

9302040320 

50-456 

Q 

klinglfk, g 

8302090431 

50-329 

Q 

KNAPP, W E 

0302030030* 

50-537 

U 

KNICELEY, J ft 

8302150557* 

50-454 

0 

KNICELEV, J ft 

0302180497* 

30-373 

0 

KNIGHT, U P 

6302100109* 

50-282 

p 

KNIGHTON, 0 

8302250496 

50-361 

p 

KNIGHTON, G W 

0302020493 

50-275 

p 

KNIGHTON, 0 U 

9302020500 

50-443 

A 

KNIGHTON, 0 U 

8302030002 

50-520 

A 

KNIGHTON, 0 W 

0302030094 

30-500 

A 

F^NIGHTDN, 0 W 

0302030107 

30-275 

P 

KNIGHTON, 0 W 

8302040403 

50-412 

A 



ACCESSION 

NUMBER 


0302090948 
0302 l 001 98 
B302170419 
0302250499 
9302040080 

0302010479 
03020 1 0486* 
0302010612 
0302040040 
0302040047 

0302040051* 

0302040270 

0302040295* 

0302130404 

0302130406* 

0302100094 
0302100101* 
0302100204 
0302 1 00208* 
0302100024 

0302250297 

6302100283 

0302220067* 

0302030112 

0302020428* 

0302130718 

0302040019 

0302040035 

0302070545* 

0302000130* 

0302080398 

0302090374 

0302130573* 

8302160245 

8302230504 

0302200423 

0302200511 

0302130330* 

0302150346* 

0302230394* 

0302040080 

8302040045* 

0302040035* 

0302100104* 

0302100213* 

0302240092* 

0302250112 

0302010439* 

0112220693* 

0302090394* 

0302100273 

0302100384 

0302100413 

0302010440* 

0302200390* 

0302010308* 

0302010340* 

0302000324* 

0302160279* 

0302290104* 

030223024 l * 

8302200409* 

0302280410* 

0302140070 

8302100492 

0302240350* 

0302100248 

8302180376 

0302030470* 

8302020142 

830202024 t 
8302020337 
8302090303 
8302130104 
0302160394 

6302220370 

8302290250 

8302080047 

8302150102* 

8302150676* 

0302100430 
8302030960* 
830223002 S 
0302070090# 
6302160402 


PERSONAL AUTHOR INDEX 


469 


SUBJECT 



ACCESSION 

SUBJECT 


CATEGORV 

AUTHOR 

NUMBER 

CATEGORY 

50-382 

A 

LADAUVE.R J 

8302260013 

NUREO 


50-520 

A 

LACEY. w s 

0302070376 

50-334 

6 

50-920 

A 

LACEY, W 5 

0302090360 

50-334 

S 

50-400 

A 

LACEY, W S 

0302160479* 

50-334 

F 

50-546 

S 

LACEY, W S 

8302160443 

50-334 

6 

50-456 

Q 

LADES 1CH> J 

8302070053* 

50-206 

F 

50-456 

0 

LADES ICH, J 

8302070117* 

50-206 

F 

50-461 

0 

LAFLAMME, S J 

8302010314* 

50-309 

S 

50-440 

0 

LAGIEWSKl, J 8 

83020 I 0309* 

SO-317 

s 

50-463 

0 

LAGIEWSKl , J S 

8302090203* 

50-318 

s 

50-403 

0 

LAGIEWSK1.J S 

0302090321* 

50-317 

G 

50-456 

Q 

LAGIEWSKl, J S 

0302090377* 

50-318 

8 

50-456 

0 

LAQIEWSKI.J S 

0302230306* 

50-317 

S 

50-454 

0 

LAHTI. 0 P 

0302220323# 

50-4S4 

T 

50-454 

0 

LAHTI, 0 P 

0302220325* 

50-454 

T 

50-341 

Q 

LAINA8, 0 C 

0302010066 

50-259 

P 

50-341 

0 

LAINAS, 0 C 

8302100097# 

50-319 

P 

50-440 

0 

LAINAS, Q C 

0302100119* 

50-317 

P 

50-440 

0 

L AINAS, 0 C 

0302100257 

50-269 

P 

FCUA 


LAINAS, 0 C 

8302160404 

GEN TEC 

re 

50-219 

p 

LAMASTRA. M A 

8302160203* 

50-454 

T 

PR 


LAMASTftA. K A 

8302220027* 

50-454 

r 

50-142 

0 

LANKIN, D 

8302130716 

MUR EG 


90-461 

K 

LANCE, J J 

0302100357* 

50-443 

0 

90-264 

F 

LANCE , J, J 

0302100357* 

30-443 

0 

NUREO 


LANDERS, D F 

8302150233 

50-322 

A 

70-2960 


LANDGflAF. L C 

8302010404 

50-341 

K 

70-2960 


LANDIS, K D 

8302150316* 

50-309 

a 

90-482 

Q 

LANDRIEU. P R H 

0302230153 

50-354 

ft 

50-482 

F 

LANDRIEU. P R H 

8302230171 

50-354 

R 

70-2960 


L ANDRUM, L H 

8302240244* 

70-146 


50-482 

6 

LANDSMAN. R B 

0302040330# 

50-32? 

0 

50-482 

Q 

LANDBMAN, R B 

0302000312* 

30-329 

A 

50-482 

5 

LANDSMAN, R 0 

0302230393# 

50-329 

Ct 

50-482 

S 

LANEBE, L C 

0302220362* 

50-207 

r 

50-462 

V 

LANEBE, L C 

0302220301* 

30-209 

T 

50-482 

s 

LANIER, N P 

0302100446 

PRM 


QA999 


LANIK , 0. F 

0302010258* 

50-313 

0 

0A999 


LANKFORD. J 13 

8302 1 3041 1 * 

70-1201 


50-247 

Q 

LANKSBURY, R D 

0302200474# 

50-373 

0 

50-546 

8 

LANPHER, L C 

0302160375 

30-322 

0 

50-440 

0 

LANPHER, L C 

0302160375 

50-322 

Q 

50-403 

0 

LANPHER, L C. 

0302240300 

50-322 

G 

50-341 

0 

LANPHER, L C 

0302240300 

50-322 

& 

50-440 

Q 

LANPHER,L C 

0302200247 

30-322 

Q 

50-454 

T 

LANPHER, L C 

0302200254* 

50-322 

0 

NUREO 


LARKINS, J T 

0302170029 

NUREO 


50-537 

A 

LARSON, C E 

0302100265 

30-263 

a 

50-293 

p 

LARSON, C E 

0302230427 

50-202 

Q 

50-293 

P 

LARSON, C-E 

0302230606* 

50-202 

G 

PR 


L ABB A UN, 0 D 

0302160002 

RE8 


PR 


LABBAUNiG 0 

0302160097 

REB 


PRM 


LATHAM, 8 B 

0302020316 

50-322 

0 

70-2467 


IATHAM, 6 0 

8302020318 

50-322 

0 

50-247 

T 

LATHAM, 8 B 

8302140152* 

30-322 

0 

90-339 

p 

IATHAM, 8 B 

8302280260* 

30-322 

0 

90-31 5 

g 

t ATHAM, 6 B 

8302290273 

30-322 

0 

90-31 5 

S 

LATHAM, 8 B 

8302200273 

30-322 

0 

50-316 

B 

LATHAM, W K 

8302040057 

30-312 

p 

90-315 

8 

IATHAM, W K 

0302040237 

30-312 

p 

50-316 

8 

LATHOUSE, J. 

0302040390# 

30-20? 

p 

90-31 5 

s 

t AUFFENBURGER 

0302170435# 

NUREO 


50-313 

s 

LAUREN60N, J A 

0302220343 

30-247 

0 

gO-275 

p 

LAWSON, L T 

0302130664 

TGPREP 


50-275 

R 

t AZARUB, W 

0302030268 

30-272 

s 

FOI A 


LAZARUS, U 

6302030397* 

30-334 

0 

50-295 

S 

LAZARUB, W 

0302100190 

30-334 

s 

50-255 

9 

LAZARUB. W 

0302200445 

50-272 

6 

QA999 


LAZARUB, U J 

0302290269* 

50-334 

a 

50-206 

P 

LAZO, L 

8302030016 

30-412 

A 

50-206 

P 

LAZO, L 

0302170403 

50-412 

A 

50-206 

p 

LAZD, L, 

6302170554 

30-412 

A 

50-206 

p 

LAZO, R M 

8302 1 002 1 9 

30-30? 

0 

50-206 

p 

LEAR, Q E, 

8302290 1 15 

NUREO 


50-206 

P 

l ECHEL, D 

03O224O3B5 

WASTE MOT 

50-206 

F 

LEDBETTER, J L 

8302170424* 

CONTRACT 


50-206 

p 

LEDDICK, R 8 

0302070240 

50-506 

6 

FOIA 


LEDDICK, ft B, 

0302070235* 

30-508 

a 

90-309 

0 

LEDDICK, ft 8 

0302000177 

30-308 

a 

50-369 

0 

LEDDICK, ft 8 

0302160215 

30-500 

a 

PR 


LEDDICK, R 6 

0302230148 

30-500 

s 

50-307 

0 

LEDDICK, « 8 

8302230154* 

50-308 

a 

NUREO 


LEDDICK, ft. 8 

6302230230 

50-308 

a 

FQIA 


LEDDICK, R, 8 

0302230246* 

30-306 

a 

RES 


LEDDICK.fl 8. 

6302230595# 

30-300 

a 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

LEDQERWOOD, R K 

0302020376* 

WASTE MOT 

LEE, A 

0106010266* 

50-322 

A 

LEE, A 

0110190094* 

30-322 

A 

LEE, A 

03O217OO2S# 

50-322 

A 

LEE, 0 R 

6302230174 

30-267 

P 

LEE, 0 R 

0302230251 

30-267 

P 

LEHNERT, R A 

0302170036# 

30-341 

A 

LEMPQE8, T E 

0302010370* 

90-220 

0 

LEMPGES, T E 

0302140074 

30-220 

V 

LEMPGE8, T E 

0302140082 

30-220 

ft 

LEMPQES, T E 

B302230679* 

50-220 

Q 

LENAHAN, J J 

0302130140# 

30-413 

a 

LENTINE, F 0 

0302090457 

30-295 

p 

LENTINE, F 0 

0302090464* 

50-293 

p 

LENTINE, F 0 

0302100417 

50-293 

p 

LENTINE, F. 0 

83022301 59 

50-293 

P 

LENTINE, F. G 

83022304 00 

50-295 

p 

LEONHART, L S 

8302020377* 

WASTE MOT 

LESKYS, A 0 

LESSOR, L 

83021004 B9* 
8302090097* 

CONTRACT 

50-290 

F 

LESSOR, L C 

8302230712 

50-290 

B 

LESBY, R, P 

LE8SY , R P 

0302010067 

8302070139 

27-39 

50-443 

0 

LESSY.R P 

83020800 1 4 

50-443 

0 

LESBY.R P 

8302000039 

50-443 

0 

LESSYrR P 

8302250036 

50-443 

0 

LE0TER, fl H 

LE9TYK, J A 
LETSCHE. K 

8302040479 

8302100362 

8302280260* 

NUREO 

PR 

30-322 

0 

LETSCHE, K J 

8302020329 

30-322 

0 

LCTBCHE, K. J 

0302020323 

50-322 

0 

LETSCHE, K J 

0302140149 

50-322 

0 

LETSCHE, K J 

0302140149 

50-322 

0 

LETSCHE, K J 

0302140132# 

30-322 

0 

LEVI. I 

0302030210 

30-247 

T 

LEVI, I 

0302030210 

50-247 

T 

LEVIN, A. A 

LEVINE. J. J. 

0302100464 

0302230235 

PR 

50-247 

T 

LEVINE, J J 

0302250233 

30-247 

T 

LEVINE, J M 

03020702 99* 

90-313 

F 

LEVINE, M M 

LEVINE, 8 

0302070124 

8302170290# 

RES 

90-454 

T 

LEVINE, 6 

8302170296* 

90-454 

T 

LEVINE, S H 

0302200192# 

90-5 

R 

LEVY. S 

LEWIS, J P. 

LEWIS, R, C. 

0302020273* 

8302 040462* 
8302130013 

CONTRACT 

CONTRACT 

90-261 

•a 

LEWIS, R C 

8302 1 SOO 1 7* 

30-261 

0 

LEWIS, R C, 

0302 1 30056 

30-302 

Q 

LEWIS. R C 

0302130071* 

90-302 

G 

LEWIS , R C. 

8302130079 

90-261 

0 

LEWIS, R. C. 

0302130065# 

30-302 

a 

LEWIS, R, C 

8302130109* 

30-261 

0 

LEWIS, R C 

0302130266 

50-370 

0 

LEWIS, R C. 

0302130296 

30-327 

a 

LEWIS, R C 

8302130309 

30-25? 

G 

LEWIS, R C. 

0302 1 30311* 

90-327 

a 

LEWIS, R C 

8302130331# 

90-239 

G 

LEWIS, R C 

030213034 7 

90-416 

G 

LEWIS, R C. 

0302150348 

30-390 

0 

LEWIS, R C. 

0302130354* 

30-416 

0 

LEWI6, R C 

0302150359* 

30-390 

Q 

LEWIS, R C 

030215038 0 

90-261 

Q 

LEWIE, ft C 

03021303 82 

30-309 

0 

LEWIS, R C 

83021304 1 2 

30-261 

G 

LEWIS, ft C 

8302130423 

30-321 

Q 

LEWIS, R C 

8302150434 

50-124 

G 

LEWIE, R C 

8302130435# 

30-321 

a 

LEWIE, R C* 

0302150446* 

30-124 

G 

LEWIS, R C. 

0302150463 

50-327 

0 

LEWIS, R, C. 

0302130493 

30-424 

0 

LEWIS, R, C 

0302130499 

30-261 

a 

LEWIE, R C, 

03021305 56# 

30-330 

G 

LEWIS, R C. 

0302150596 

30-389 

Q 

LEWIS, R, CL 

0302130609 

30-302 

Q 

LEWIS, R C, 

0302130619# 

30-269 

a 

LEWIS, R C 

0302130671 

30-2S9 

G 

LEWIS, R C 

0302130692* 

30-302 

G 

LiiC r 

LIBERATOR IiL 

8302230094 
83022400 95# 

NUREO 

30-247 

p 

LICHTENflEROER 
LICHTENBEftOER 
LICITRA, E. A 

0302070054 
03022303 56 
0302 ICO 1 31 

70-1100 

PR 

30-320 

A 

LIDDLE, A H 

0302030467 

50-413 

8 

LIDEN, E A 

0212210244 

50-272 

P 
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ACC ESS I DM SUBJECT 

AUTHOR NUMBER CATEGORY 


MAVRIN. L V 0302160373 30-302 A 

MAURIN, L V 0302170456* 30-3S2 F 

MAURI Ni L V B3022E0263 30-392 9 

MAURIN, L V 0302230301 50-382 S 

MAURIN, L V 0302230320 30-392 S 

MAURI N. L V 0302230333 50-302 F 

MAURIM. L V 0302230345 50-302 6 

MAURIN. L V 0302230440 S0-3S2 A 

MAURIN, L V 830223029 l 50-302 F 

MAURI No L V 0302230329 50-302 0 

MAUR LN« L V 0302200333 50-302 3 

MAURIN.L V 0302260402 50-362 A 

HAURIN,1_ V 0302290535 50-302 S 

MCALPlNE, E J 0302080270 70-UL3 

MCALPlNE, EJ 0302150069* 70-143 

MCALPINE.EJ 6302150403* 70-143 

MCALPlNE. E J 0302150411* 70-1201 

MCDR I DE, L, M 0302220159* 50-267 R 

MCBRIDE, M 0302090543* 50-267 F 

MCBRIDE, H H 0302010322* 50-322 Q 

MCBRIDE, M H 0302100312* 50-213 Q 

MCCABE, E 0302010323* 50-277 Q 

MCCABE, € C 0302100292* 50-367 0 

MCCABE, E C 0302100290* 30-277 0 

MCCABE, E C 0302100414* 50-277 0 

MCCABE, E C 6302150393* 50-317 0 

MCCABE, EC 03021001 71* 50-322 Q 

MCCANN, JF 8302100292* 50-397 0 

MCCLUMO, C E 8302020335* 50-361 0 

MCCLUNQ, C E 6302020335* 50-361 0 

MCCORKLE, 0 M 9302070049* 50-206 F 

MCCORKLF.O W 93020701 1 2* 50-206 F 

MCCORKLE, 0 LL 8302070134* 50-206 F 

MCCORKLE, 0 N 0302070192* 50-334 6 

MCCRACKEN, C 8302020430* 50-269 P 

MCCRACKEN, C 9302240079* 50-434 T 

MCCRACKEN, C E 9302010564* 50-329 T 

MC C ROCKER. R A 83021 B04 76* 50-331 F 

MCCRORYr S L 9302070391* 50-313 G 

MCCRORV, S L 8302070343* 50-298 G 

MCDERMOTT, D 9302020030 CONTRACT 

MCDERMOTT, D 9302020007 CONTRACT 

MCDERMOTT, D 9302020409 CONTRACT 

MCDEft MOTT, D &3G21 QQQ 1 1 C ON T-R AC T 

MCDERMOTT, D 9302160029 CONTRACT 

MCDERMOTT, D 8302170421 CONTRACT 

MCDERMOTT, 0 9302170425 CONTRACT 

MCDERMOTT, D 0302 170494 CONTRACT 

MCDERMOTT, D 8302170536 CONTRACT 

MCDERMOTT, 0 830217054 5 CONTRACT 

MCDERMOTT, 0. 9302220020 CONTRACT 

MCDERMOTT, 0 0302220036 CONTRACT 

MCDERMOTT, 0 8302220069 CONTRACT 

MCDERMOTT, D 0302240178 CONTRACT 

MCDERMOTT, D, 8302240269 CONTRACT 

MCDERMOTT- D. 6302250074 CONTRACT 

MCDONALD, D 0 0302080355 50-250 P 

MCDONALD, D 0 8302090310 30-250 P 

MCDONALD, J A 0302160302* 30-443 0 

MCDONALD, R J. 9302070131* CONTRACT 

MCDONALD, R P. 8302030060* 50-340 F 

MCELROY, tf N 0302220435 NUREO 

MCELROY, W N 9302250135 NUREG 

MCELROY, (4 W 9302230020 NUREO 

MCFARLAND, CR 0302 130607* 30-389 0 

rtCFETRlDOE, R H 0302220394* TCP REP 

HCQARRYiE D 0302280020 NUREO 

M COARRY.JM, 03C21 70229 30-413 Q 

MCOARRY, J. M 0302170220 50-413 0 

MCQAUOHY, J P, 0302010171 30-416 9 

MCGAUOHY, J P 0302010172 30-416 9 

MCGAUQHY«J P 8302010194 90-416 8 

MCOAUOHYrJ P f 0302010252 SO-416 S 

MCOAUOMY, J P, 8302010425 90-416 S 

MCQAUOHY., J p 0302010470 50-416 0 

MCQAUOHY, J P 0302010495 50-416 0 

MCQAUOHY, J.P 0302030100 50-416 8 

MCQAUOHY, J P 0302030 UO 50-416 8 

MCQAUOHY, J P, 0302030300 90-416 S 

MCQAUOHY, Jr P 8302030356 50-416 3 

MCQAUOHY, J P 0302030363 50-416 0 

MCQAUOHY, J, P 0302030367* 90-416 3 

MCQAUOHY, J.P 8302030387 50-416 B 

MCQAUOHY, J P 0302030562 50-416 S 

MCQAUOHY, U.P 0302070466 50-416 S 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

MCQAUOHY, J P 

83D2HOOU 

50-416 

S 

MCQAUOHY. U P 

B302 140030 

30-416 

S 

MCQAUOHY, J P 

0302140031 

50-416 

S 

MCGAUQHY. J P 

0302140053 

50-416 

S 

MCQAUOHY, J P 

03021 40050 

50-416 

s 

HCQAUGHY, J P 

03021 40063 

50-416 

0 

MCGAUGHV, J P 

0302140099 

30-416 

s 

MCQAUOHY, J P 

0302140100 

50-416 

s 

MCGAUGHV, J P 

0302140196 

50-416 

s 

MCQAUOHY, J P 

0302150083 

50-416 

s 

MCQAUOHY, J P 

8302130099 

30-416 

s 

MCQAUOHY, J P 

03021301 10 

30-416 

s 

MCQAUOHY, J P 

8302130140 

30-416 

s 

MCQAUOHY, J P 

8302150206* 

30-416 

Q 

MCGAUGHY, U P 

8302150331* 

50-416 

0 

MCGAUGhV, J P 

8302150635 

50-416 

s 

MCQAUOHY, J P 

0302170121 

50-416 

s 

MCGAUGHV, J P 

G30217030B 

50-416 

s 

MCGAUGNY. J P 

8302170310 

50-416 

s 

MCQAUOHY, U P 

0302170322 

50-416 

s 

MCCAUQHY, J P 

9302170346 

50-416 

s 

MCGAUGHV, J P 

0302170350 

50-416 

s 

MCOAUGHY.J P 

0302220350 

50-416 

3 

MCOAUCMY, J P 

8302220369 

50-416 

S 

MCGAUGNY, J P 

8302230332 

50-416 

« 

MCQAUOHY i J P 

830223007 1 

50-416 

9 

MCQAUOHY, J P 

8302280225 

50-416 

S 

MCQAUOHY, J P 

8302280230 

30-416 

S 

MC 0 AU OH Y, J.P 

8302200335 

90-416 

S 

MCQAUOHY. J P 

3302280203 

50-416 

S 

MGGAUGHY. J P 

8302200294 

90-416 

S 

MCQAUOHY, J P 

0302280434 

50-416 

S 

MCGAUGHV, J P 

0302230434 

50-416 

8 

MCQAUOHY. J P 

8302280448 

50-416 

S 

MCGAUGHV, J P 

0302280450 

50-416 

S 

MCGINTYiU h 

8302040437 

30-186 

F 

mcgintv, D If 

8302040634 

50-186 

F 

MCGOVERN, J n 
MCQGVERNj J m 
MCGOWAN, J M 

0302010559* 

G30210033Q 

9302090471* 

7 0-607 

PR 

30-348 

F 

MCGUIRt.D R 
MCOUTRE, l> R 

0302030437* 

3302140043 

70-27 

50-390 

S 

MCGUIRE, D R 

830215034 6* 

50-259 

0 

MCGUTRE, D R 

83021 506 H* 

90-302 

0 

MCGUIRE, 0 R 

8302150700* 

50-302 

Q 

MCGUIRE, 0 R 

8302190717* 

50-395 

Q 

MCGUIRE, D R, 

3302170304* 

50-369 

0 

mcgurren, h J 

B30202Q315 

50-338 

0 

MCGURREN, H 0 

8302070133 

50-338 

Q 

MC I NT IRE, P 

8302280390* 

50-247 

T 

MCINTOSH, J T 

8302040504* 

50-269 

F 

MCINTOSH, M D 

0302220047* 

30-369 

F 

MC INTYftE, S 

0302230429 

50-440 

G 

MCKENZIE, D II 
MCKENZIE, D H 

MCKEOUN.L K 

0303250053 

0302250146 

8302230949* 

nvreg 

NUREG 

50-206 

ft 

MCKINNEY, C J 

03020 1 01 30* 

30-393 

S 

MCKINNEY, C J 

030201016 5* 

50-395 

S 

MCKINNEY. C J 

030201059 I* 

50-395 

S 

MCKINNEY, C J 

8302070383* 

50-395 

8 

MCKINNEY, C J 

0302130223* 

50-399 

8 

MCKINNEY, C J 

0302150595* 

50-395 

S 

MCKINNEY. C J. 

8302150666* 

50-393 

8 

MCKINNEY, C J 

0302170244* 

90-395 

8 

MCKTNNEY, C J 

0302280 l 90* 

50-399 

8 

MCKNIGHT. J 

8302050 1 47 

90-320 

0 

MCKNIOHI , J 

0302030171 

50-320 

8 

MCKNIGHT. J 

0302020302 

50-320 

6 

MCLAUGHLIN, D 

mclearen. t 

M CLEAR EN, T, 
MCLEARENr T, 
MCLENDON, 0 D 

0302100294 

0302040400 

0302240071 
03022401 1 0 
0302160101 

PRM 

CONTRACT 

CONTRACT 

contract 

50-302 

A 

MCMURRAY, C (1 
MCNEILL, C„ A 

0302020396 

0302030200 

FOIA 

50-333 

S 

MCNEILL, C A 

0302030396 

50-333 

8 

MCNEiLLtC, A 

03020304 1 3 

50-333 

S 

MCNEILL. C A 

0302100300 

50-333 

s 

MCNEILL, C A 

0302230224 

50-333 

s 

MCNEILL, C. A 

0302230238 

50-333 

8 

MCNEILL, C A 

8302230295 

50-333 

S 

MCNEILL. C A 

0302230290 

50-333 

0 

MCNEILL, C A 

03022304 69 

50-333 

0 

MCNEILL, C A 

0302230537 

50-333 

8 

MCNEILI , C A 

0302230577 

50-333 

S 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

category 

MCNEILL, C A 

8302230621* 

50-333 

D 

MCNEILL, C A 

0302230661 

50-333 

S 

MCNEILL. C A 

0302230687 

30-333 

S 

MCNEILL, W M 

9302070307* 

GA999 


MCPHERSON. B R 

03021 701 4B* 

30-296 

B 

ME AC HUM. T R 

0302 170009 

RES 


NEARS, L N 

8302010460* 

GA99? 


MEDFORD, M 0 

0302020030 

50-362 

P 

MEDINA, V 

8302020093* 

CONTRACT 


MEDLQCK, R L 

B302170012 

40-8452 


MEISSNER, W C 

0302240122* 

CONTRACT 


MENDONCA, H M 

8302070339* 

50-275 

0 

MENDtJNCA, M M 

0302230300* 

50-275 

G 

MENDONCA, M M 

8302230404* 

30-36 L 

<i 

MERCER, J W 

0302040479 

NUREG 


MEBSERLT-R L 

03O2OBO173* 

50-445 

0 

MEBSERLY, R L 

8302080173* 

SO-445 

G 

METZENBA'JM, H M 

7910230415* 

30-440 

U 

MEUNIER. J 

0302100347 

PR 


MEUNIER, J 

0302250331* 

PR 


MEYER, <? C 

S302040I31 

PROJ 


NFYER, 0 C 

030222001 1 

50-470 

£ 

NFYFR, Q W 

9303350373* 

50-352 

a 

MEYER, J F 

0302030346* 

50-247 

T 

MICHEL, C J 

9303070137 

70-143 


MICHEL, C J 

B302070191 

70-143 


niCHEL,C J 

B3020900B7 

70-143 


MICHEL, C J 

B302080091 

70-143 


HJCHEL,R H 

9302 1 QQ3*9* 

PR 


MICHEL, R H 

0302100451 

PR 


MICHELSDN, C 

0302100340* 

REVIEW GftP 

MI DURA, H J 

83020 J 01 95 

30-272 

S 

MIDURA, H J 

0302010303 

50-311 

8 

Ml DVR A. H J 

8302010339 

30-272 

S 

MIDURA, H J 

0302070300 

50-272 

S 

MIDURA H J 

8302070442 

50-272 

s 

MIDURA, H J 

0302070437 

50-3 l | 

s 

MIDURA, H J 

9302150501 

50-311 

s 

MIDURA, H J 

8302220 133 

50-31 1 

R 

MIDURA, H J 

0302220173 

30-272 

R 

MILAM. 8 B 

0302040030 

ORO 


MILES, E 

8302040464 

CONTRACT 


MILES, E B 

8303010005 

CONTRACT 


MILLAR, F 

8302040470 

FOIA 


MILLER, C F 

0302 J 70227* 

50-323 

A 

MILLER, C F 

8302170235# 

50-322 

A 

MILLER, D B 

8302250225 

50-32? 

rt 

MILLER, D 0 

8302250230 

90-329 

A 

MILLER. D D 

0302250245 

50-329 

A 

MILLER, D D 

830328023? 

50-329 

A 

MILLER, D B 

8303200300 

50-32? 

A 

MILLER. D E 

8303150019# 

50-350 

0 

MILLER, J 

8303100413 

SQ-156 

s 

MILLER, V R 

8302010534 

50-255 

& 

MJLLER, J R 

0302010544* 

50-255 

a 

MILLER, J R 

B3O2O4O201 

50- US 

a 

MILLER, J R 

8302040324 

30-34 1 

<2 

MILLER, J R 

8302 I 5054 5 

50-154 

<3 

MILLER, J R 

6302180160 

70-1193 


MILLER, J R 

8302100447 

S0-10 

G 

MILLER/L K 

03 02220130* 

50-31 1 

ft 

MILLER, L K 

0302220177* 

50-272 

P 

MILLER, If E 

9302020250 

30-537 

T 

MILLER, M E 

0302020265 

50-449 

Q 

MILLER, K E 

830222 0415 

50-449 

G 

MILLER, M S 

0302000230 

50-322 

0 

MILLER, H S 

0302000230 

3-0-322 

0 

MILLER, R E 

0302250424* 

50-269 

P 

MILLER, W H 

0302150303* 

30-416 

a 

MILLER, « 0 

0211180499* 

FOIA 


MILLER, LI 0 

9302030103 

50-416 

F 

MILLER, W 0 

0302080460 

50-315 

1 

MILLER, W 0 

830209 Ot 17 

50-26 1 

I 

MILLER, W 0 

0302100070 

50-339 

1 

MILLER, W 0 

0302100083 

30-267 

i 

MILLER, VI 0 

8302170004 

30-315 

1 

MILLER, W 0 

8302170120 

30-263 

i 

MILLER, W 0 

0302100094* 

FOCA 


MILLER, W 0 

0302 I 00 196* 

FOIA 


MILLER, w 0 

0302180231* 

FOIA 


MILLER, LI 0 

0302100271* 

FOIA 


MILLER, W 0 

8302100274# 

FOSA 


MILLER, W 0 

0302100273* 

FOIA 


MILLER, g a 

8302100304* 

FOIA 


MILLER. W 0 

8302180331* 

FOIA 




PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

number 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUDJE 

CATEG 

MILLER, U 0 

8302180340* 

FOIA 


MILLS. L M 

0302150635* 

50-327 

0 

M 0 GLE.R D 

0302030351* 

50-397 

HILLER, W 0 

9302180341* 

FOIA 


MILLS, L M 

8302 130601# 

50-25? 

0 

MDJTA.rt J 

0302 1 003 1 2* 

50-213 

MILLER. W 0 

8302180347* 

FOIA 


MILLS, L M 

0302160103 

50-409 

C 

NONTANG IS., C H 

0302100333 

PRM 

MILLER, W □ 

9302180395* 

FOIA 


MILLS, L M 

8302160233 

50-090 

8 

MONTGOMERY, fl S 

03020902 BS 

50-317 

MILLER. W 0 

8302220034 

50-368 

P 

MILLS, L 11 

8302170003 

40-1341 


MONTGOMERY. D M 

0302130131* 

30-327 

MILLER, W 0 

8302220502 

50-244 

P 

MILLS, L M 

8302170165 

50-260 

P 

MONTGOMERY, D M 

8302150459# 

30-321 

MILLER. W 0 

0302250024 

S 0-272 

P 

MILLS, L M 

0302170207 

50-430 

0 

MONTGOMERY. J 

0302230673# 

30-267 

MILLIGAN, It H 

8302010359 

50-322 

S 

MILLS, L M 1 

030217021 5 

50-430 

S 

MONTGOMERY, J L. 

8302 l 70061* 

50-2B5 

MILLIGAN, M H 

B302 100427 

90-322 

6 

MILLS, L fl 

0302170342 

50-430 

5 

MONTI , W A 

8302240320 

30-247 

MILLlGAN.lt H 

8302180202 

50-322 

S 

MILLS, L M 

0302170336 

50-390 

S 

MOORE, D E 

830215034 6* 

50-239 

MILLIGAN. H H 

8302230200 

50-322 

9 

MILLS, L M 

0302220245 

50-438 

s 

MOORE, J E 

83020-30309 

50-247 

MILLS, L C 

B3022302B4* 

70-1362 


MILLS, L ft 

0302230137 

50-553 

A 

MOORE, J E 

0302090449 

30-247 

MILLS, L H 

8301 190127 

50-259 

0 

MILLS, L (1 

0302230143 

50-259 

P 

MOORE, J E 

8302090434 

50-247 

MILLS, L ft 

03020102 1 5 

50-390 

a 

MILLS, L <1 

8302230152 

30-370 

B 

MODREiR D 

8302180126* 

30-10 

MILLS, L ft 

0302010230 

50-390 

s 

MILLS, L fl 

8302230160 

30-390 

8 

MDORE.R N 

8302020503 

JCPORTL 

MILLBiL It 

8302010233 

90-390 

Q 

MILLS, L M 

0302230219 

50-438 

B 

MOORE, R M 

0302090470 

xportl 

MILLS, L ft 

8302010243 

50-390 

a 

MILLS, L M 

0302230234 

30-438 

B 

MOORE, R M 

0302240147 

JfPORTL 

mIlls, L ft 

8302010254 

50-390 
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ROGERS, P 

0302170237* 

50-366 

s 

RUSSELL, L 0 

8302010566 

50-318 

8 

0302070970 

50-445 

0 

ROGERS, P 

0302170377* 

50-360 

s 

RUSSELL, L 0 

0302070292* 

50-317 

F 

8302070570 

50-440 

0 

ROGERS, P 

0302230473* 

50-360 

8 

RUSSELL, L D 

8302070379 

30-317 

S 

9302090238 

50-460 

0 

ROGERS, P 

B3022Q0455* 

50-313 

8 

RUSSELL, L B 

0302070405 

50-317 

8 

8302090238 

50-460 

0 

ROOCRSi R F ' 

0302150659* 

50-321 

a 

RUSSELL, L B 

83 020 704 It 

50-317 

a 

8302100238 

50-445 

0 

ROGERS, W 0 

0302280503* 

90-346 

0 

RUSSELL, L B 

030207042 1 

50-318 

s 

8302100305 

PRM 


ROGERS, W H 

0302020346* 

50-321 

F 

RUSSELL, L B 

0302070593 

50-318 

s 

8302100362 

PR 


ROGGE, J F 

0302 1 50490* 

50-321 

0 

RUSSELL. L B 

B3020B0440* 

50-317 

F 

8302220330 

50-460 

0 

RCJHRDANZ, R R 

830215074S 

RES 


RUSSELL, L B 

03020901 00 

30-318 

6 

0302220350 

50-460 

0 

nOHRCRiJi V 

830217031 1 • 

90-416 

s 

RUSSELI , L 0 

0302090316 

50-317 

8 

0302240405* 

COMMISSION 

ROHRER.M V 

0302200243* 

90-416 

8 

RUSSELL, L 13 

0302090395 

50-317 

8 

0302250240 

50-460 

0 

ROLLINS, » V 

0302070015 

71-6717 


RUSSELL, L fl 

8302090420 

50-31 B 

8 

8302250248 

50-460 

Q 

ROMAN, T W 

G30S1 40084* 

50-220 

R 

RUSSELL, L 0 

83021B0257 

50-317 

S 

0302010553* 

50-254 

S 

ROOD, H 

8302170552 

50-361 

P 

RUSSELL, L B 

8302230222 

50-310 

8 

8302030591* 

50-286 

0 

ROOD. H 

8302170959 

90-361 

P 

RUSSELL, L B 

8302230227 

50-317 

a 

8302250273* 

50-392 

Q 

ROOD, H 

B302 170550 

90-361 

P 

RUSSELL, L B 

8302230303 

50-317 

S 

8302010276* 

50-237 

S 

ROOD, H 

0302170561 

90-362 

P 

RUSSELL, L B 

0302230463 

50-317 

8 

8302090356* 

90-249 

S 

ROOD, H 

B3O210O5O3 

90-361 

P 

RUSSELL, L Q 

8302330605 

50-317 

8 

0302160198* 

50-237 

S 

ROOD, H 

8302250147 

50-361 

P 

RUSSELL, L D 

8302230698 

50-317 

S 

0302030197* 

50-322 

Q 

ROONEY, V L 

0203290123* 

30-155 

P 

RUSSELL, L 0 

8302230716 

30-310 

0 

0302100292* 

50-307 

0 

ROONEY. V L 

8302170202* 

50-155 

P 

RUSSELL, L D 

8302250188 

50-310 

8 

8302100291 

PR 


RCKJNEV, V L 

8302240015 

50-27 1 

P 

RUSSELL, L B 

030225 OJ 96 

30-317 

S 

8302030467 

50-413 

0 

ROOT, L D 

8302150174 

50-331 

P 

RUSSELL, L B 

6305250402 

50-310 

8 

0302010550* 

50-321 

0 

ROOT, L D 

B302150 1 96 

50-331 

R 

RUSSELL, M J 

8302170210* 

30-322 

A 

0302230129* 

50-29 

8 

ROOT, L D 

8302150267 

50-331 

P 

RUSSELL, M T 

8302020130 

50-2? 

P 

8302040439 

PRQJ 


ROOT, L D 

0302150279 

50-331 

P 

RUSGC, A J 

8302070240* 

FOIA 


B302I5041 1* 

70-1201 


ROOT, L D 

8302160286* 

50-331 

a 

PUTENKROOER, E 

0302090099 

50-267 

F 

8302030197* 

50-322 

a 

ROOT, L D 

830218047J 

50-331 

F 

RUTEN KROGER, E 

0302090133 

70-1737 


0302030429* 

50-209 

Q 

ROOT, R W 

0302150231 

50-460 

0 

RUTLEDGE, C 

8302100073 

4Q-BS02 


0302250273* 

50 *352 

0 

ROSANO, R 

8305230376 

30-290 

0 

RUTLEDGE, C 

S302 160450 

40-8502 


0302040012 

71-5926 


ROSENBAUM, P >7 

0302240217 

FOIA 


RUTLEDGE, C 

8302230276 

40-8502 


0302230235* 

50-416 

R 

ROSENBLATT, P L 

8302200160 

50-247 

r 

RYAN, P <J 

8302010433* 

50-273 

P 

8302140025 

50-440 

0 

ROSENBLATT, P L 

8305280160 

50-247 

T 

RYBAK, B 

0302220330 

30-237 

P 

8302230548* 

50-346 

s 

RQ6CNTRAL, A 6 

0302040173* 

FOIA 


RYBAK, 8 

0302250179 

50-254 

P 

8302230530 

50-170 

0 

ROSENTHAL r A 8 

6302100370 * 

FOIA 


RYBAK, 0 

8302250255 

50-254 

P 

8302070240* 

FOIA 


ROSS, B 

6302040479 

NUflEO 


SADIK, 8 

0302150749 

RES 


6302240055 

40-6502 


ROSS, D F, 

7710120435 

TOPREP 


sadlonski.R h 

0302180211* 

30-358 

A 

0302 100 120* 

50-350 

A 

ROSS, F, W 

8302160410 

40-8749 


SAFFELL.D F 

0302070592 

50-537 

A 

0302100130* 

50-350 

A 

ROSS, fl J 

6305090022* 

50-289 

F 

BALTZMAN, D H 

0302170489* 

CONTRACT 

0302100137* 

90-350 

A 

ROSZTOCZV. Z R 

8209150350* 

50-322 

A 

BALT Z MAN, J 

8302100149 

50-369 


0302180144* 

50-35S 

A 

RD8ZT0CZV, Z R 

83021 7023 J* 

50-322 

A 

BALTZMAN, J 

8302250103 

70-2932 


830210015 J* 

50-358 

A 

ROTELLA, T S 

8302010320* 

50-333 

5 

SALVENDY, 0 

0302030444 

ACRS 




478 


PERSONAL AUTHOR INDEX 


AUTHOR 

accession 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

IJlPf0£R 

5U3JEC t 
CATEGORY 

SANDER Si C F 

8301250293 

70-1 191 


&CHL4ENCER, A 

0302240151* 

50-387 

P 

SANDY. JJ A 

8302100432 

PR 


LCHWENCER, A 

0302240160* 

50-367 

P 

SARGENT, 1 H 

0208060263* 

SO-344 

P 

SCHWUJK. U 

0302170393 

REVIEW GRP 

SATHER, A 

&3020 40235* 

50-329 

0 

scintq. j f 

0302240006* 

50-38? 

A 

S4VAN, N K- 

0211020469* 

50-209 

0 

G< OTT, 0 € 

0302150426* 

50-416 

0 

3AVIN I , R J 

9302070010 

FOIA 


SCOTT, D J 

0302010147 

50-237 

S 

SAWYER, E- /> 

030216034 1* 

50-443 

0 

SCOTT > 0 J 

0302010269 

50-237 

5 

SCEPAN, J 

6302030203 

NUREG 


SCOTT , D J 

03020 10 376 

50-237 

E 

SCHAEFER, W F 

8302090427* 

TOPREP 


scan, d J 

0352020470* 

50-10 

F 

SCHAEFER-, W F 

0302090429* 

TOPREP 


SCOT T, D J 

B30204005B 

50-237 

S 

SCHAICHj r u 

9302000050* 

71-9855 


SCOTT, D J 

8302040387 

50-237 

5 

SCWAUJBEft T, V J 

0302000399 

70-25 


SCOTT , D J 

8102080344 

50-249 

S 

SCHECHTER, K 11 

830207049-3* 

50-529 

s 

SCOTT, D J 

G 3 020803 53 

50-249 

6 

SCHErSEL HU r, C 

0302040235* 

50-329 

Q 

scan, d j 

G 302 150600 

50-237 

R 

SCHERER, A E 

9302010451 

50-470 

A 

scan. o j 

8302 160154 

50-237 

S 

BC HERE#), A E 

0302100356 

PR 


SCOTT- t> J 

0302160190 

50-237 

5 

SCHERER, A £ 

0302100362 

PR 


scan, o J 

8302160222 

50-237 

S 

SCHERER, A E 

0302240290 

30-4/0 

F 

SCOTT, D J 

&302 100498* 

50-10 

F 

SCHERRER, J 

S209160339* 

50-206 

P 

SCOTT, D J 

0302230130* 

50-10 

P 

SCHIERLINO.H 

030202047* 

50-275 

P 

00071, D J 

8302230703 

50-237 

S 

SCHIERlINO.H 

8302170400 

50-275 

R 

SCOTT , D J 

3302230518 

50-249 

s 

schierlino, h 

0302170524 

50-499 

F 

SCOTT, T 

030224004 1 

40-299 


SCHLAPPER* 0 A 

0302100396 

PR 


bCQVILLE. J J 

0302250007 

27-4B 


SCHMIDT.H C 

8302030159 

50-445 

A 

BCULL, D L 

0302240297 

50-170 

0 

SCHMIDT. H C 

0302230177 

50-445 

E 

SCURRY, N 

8302090351 

ano 


SCHMIDT. H C 

8302230402 

50-445 

V 

SCURRY, N 

0302170005 

DRG 


SCHMIDT. H C 

6302280256 

50-445 

A 

SCURRY, (1 

0302170007 

ono 


scHmrr.M d 

8302220003* 

50-390 

A 

SEARS, C F 

830 2 I 60 22 4 

50-213 

F 

SCHNEBELEN, A A 

0302090505* 

50-353 

0 

SEARS, C F 

8302160224 

50-213 

F 

SCHNEIDER, « M 

8302240323 

UASTC MQT 

SEARS, C F 

0302160224 

50-213 

F 

SCHNEIDER. R A 

0302040 120 

70-1357 


SEAR 5. C F 

B3021S0429 

50-336 

P 

SCHNELL, D F 

8302040344 

50-483 

s 

SEARS- C F 

S3 02 1604 29 

50-336 

P 

SCHNELL, D F 

9302030393 

70-2945 


SEARS, C F 

0302220140 

50-423 

A 

SCHNELL. □ F 

6302150466* 

50-483 

8 

SEARS, C F 

03022201 40 

50-423 

A 

SCHOTT, J R 

8303180093* 

50-358 

A 

SEARS. C F 

6302220349 

50-336 

S 

SCHRADER, D 

8302230423 

50-454 

G 

SEARS. C F 

8302220349 

50-336 

s 

SCHREINER. ^ V 

8302100464 

PR 


SEARS, C F 

8302220427 

50-245 

p 

SCHROCK, C A 

83020 9023 U 

50-305 

S 

SEARS. C F 

8302220427 

50-245 

p 

SCHROCK, V E 

8302030467 

ACRS 


SEARS, C F 

0302230097 

50-213 

V 

9CHROCK, V E 

8302030467 

ACRS 


SEARS, C F 

6302230097 

50-213 

V 

SCHRDEDER.B A 

B3020103B1* 

50-237 

s 

sears, c f 

8302530226 

50-213 

p 

schroeoer.b A 

8302130606* 

50-237 

R 

SEARS, C F 

&3022S0431 

50-336 

p 

SCHRQEDER.C II 

8302010206 

50-373 

P 

PEARS, C F 

930223043 J 

30-3J6 

p 

BCHROEOER.C U 

8302040053 

30-374 

S 

SEARS, c r 

0302230490 

30-245 

p 

SCh BOEDER, C W 

8302070460 

50-374 

A 

SEARS, C F 

0302280490 

50-245 

p 

ECHftOEBER.C U 

B3050BQ W9 

50-373 

P 

SEARS, J R 

8302280380* 

50-247 

T 

SCKROEDER, C V 

0302170187 

50-373 

K 

SCASONNEIN, R 

0302250392* 

50-247 

0 

SCHftOEDER.C W 

8302230518 

50-373 

P 

SEELY, S 

6302100306 

PffM 


SCHROEDER, C 11 

8302230344 

50-373 

K 

SEIDLE, U 

830207054 1 

50-313 

a 

SCHUKAI.R J 

8302l003a0 

PRM 


SCIDLE, W C 

8302010478 

50-360 

0 

SCHULTZ, S P 

0302250167* 

50-271 

P 

SEIDLE. W C 

6302010481 

50-310 

0 

SCHUM , W 8 

8302230387 

50-482 

S 

Sb IDLE, W C 

8302070173 

50-13 J 

Q 

SCHUMACHER. M C 

030201 0600* 

27-39 


StlDLE.U C 

8302070356 

50-492 

G 

SCHUMACHER, M C 

9302040138* 

50-341 

Q 

SFIDLC.W C 

6302070374 

90-313 

a 

SCHUMACHER, M C 

8302150450* 

50-295 

0 

SE IDLE - W C 

830207040Q 

50-235 

Q 

SCHUSTER. M D 

8302010471 

50-361 

S 

BE I OLE- U C 

8302070425 

50-313 

0 

SCHU3TER.fi D 

6302150701* 

50-220 

o 

SC IDLE, N C 

63 020704 38 

30-313 

0 

SCHU3TER.fi D 

8302160203 

50-460 

s 

SEIDLE, W C 

830207046? 

50-31 3 

0 

SCHUSTER, H D 

8302220002* 

50-142 

Q 

beidle, n c 

0302070471 

50-313 

Q 

SCHUSTER, 11 D 

8302220095* 

50-142 

0 

SEIDLE U C 

6302070536 

50-482 

0 

SCHUYLER, J 0 

0302030176 

50-275 

Q 

BEIDLE. W C 

8302070551 

50-313 

Q 

SCHWAN.C A 

8302150701* 

50-228 

Q 

BRIDLE. U C 

0302070587 

50-2S5 

0 

SC H WAN. C A 

6302 1 80203 

50-460 

S 

EFIDLE. W C 

6302030100 

50-313 

F 

1CHWART.M W 

8302030607 

PROJ 


SErDLE. 14 C 

03021 5Q0S / 

5Q-2S5 

0 

"HWENCER, A 

6301260211* 

30-352 

0 

BLEDLE. W C 

6302150562 

50-402 

Q 

1WENCE.R, A 

6302010Q31 

50-352 

A 

St IDLE, W C 

8302170046 

50-2C15 

Q 

WEIKCR, A 

0302020056 

50-410 

A 

SEIDLE, w C 

6302 l 70333 

30-360 

9 

IWEMCER, A 

0302040547 

50-456 

A 

SEIDLE, W C 

0302170540* 

50-2B5 

r 

HWENCER, A 

B3Q20S040A 

50-397 

P 

SEIDLE, 14 C 

0302230342* 

50-283 

Q 

-HWENCER, A 

9302090409* 

50-307 

P 

SEIDLE, U C 

03022303 4 6* 

50-285 

0 

CHWEMCER, A 

0302030417* 

SO-3B7 

P 

SEIDLE, W C 

630 22305 88 

50-313 

G 

CH WENCER, A 

8302160064* 

90-387 

P 

SEIKEN. S J 

0302250190 

50-402 

Q 

f*HWEWC £R, A 

8302160139 

90-416 

P 

SEMMEL, H 

0302010577 

50-155 

Q 

HWE NC Efl , A 

8302160150* 

50-416 

P 

PEMMEL-H 

6302010977 

50-159 

0 

HWENCER, A 

8302160491 

50-352 

E 

SFRINI.R L 

83 02230 060* 

70-2946 


HWENCER, A 

8302170016 

50-4 1 0 

A 

SERKLZ. A 

0302160194* 

50-454 

T 

HWENCER, A 

0302170039 

50-387 

F 

BERKIZ. A 

0302220 02 7* 

90-454 

T 

HWENCER. A 

8302170125 

50-322 

G 

StRRAf 40, W 

6302190744 

30-312 

P 

WENCER, A 

8302180026 

50-337 

P 

SESHAOlRl.fi L 

S3020309S6* 

QA999 


WENCER, A 

8302180029* 

50-307 

P 

SESTAK. F 

6302140093* 

50-275 

P 

JENCER, A 

0302180037* 

50-337 

P 

GE8TAK , F 

63021801 12 

50-2/5 

ft 

fENCER, A 

3302220004 

50-322 

E 

SEW EL, 8 K 

63021 &023Q* 

50-321 

ft 

fEMCER, A 

3302220005 

50-354 

A 

SEXTON. B E 

8302030259* 

NUREU 


JENCER, A 

0302220409 

50-518 

A 

SHABA l IAN. A 

03020203 l 1 * 

50-219 

P 

/ENCER. A 

0302240146 

50-337 

P 

SHACK, 14 J 

*3020 BO I S3* 

FOIA 




ACCESS 1 Ql< 

SUBJECT 

AUIHCR 

HUilQEP 

CATEGORY 

shackle icri. o c 

8302070285 » 

50-206 

SliACKLETO.L u C 

6302 1 60460o 

■3 0-206 

SHAFER, W D 

63020 .0235 » 

50-3? 9 

SHATER, Is' D 

83020 I03J0* 

50-37? 

SHAFER, U 0 

KJ02 160160 

50-3. 9 

SHAFER W D 

6J022303?3» 

&G-3«Jr 

SHAFER, W D 

^30223051 1 

S0-3L, 

SHAFFNER, J r 

S3O2OhGO 07 f 

50-358 

GRAND Ak> < !1 

6302010384^ 

50-31 / 

SHANDAW/, 11 

8302030420* 

50-2/7 

btlANDA^Y, 11 

630203053'* 

70-1/1 

SHANBAAY, h 

8302100312* 

50-213 

SHAN3AKV, fl 

8302150559* 

50-245 

FHANDAYN.il M 

9302010322* 

50 - V? 

^HANBAYY, M (1 

S302 100437* 

50-307 

SHANDAKY.fi M 

6302180259* 

50-31/ 

SHANBAK'i.H M 

8302100209* 

5 0-30? 

SHANNON. J fi 

6302160500 

4 0-006 1 

StIAO, L C 

6302030150* 

FOIA 

^HAPAft, H K 

8302020380* 

FOIA 

SI IAPAR . H V 

8302020391* 

FOIA 

SHARP, I M 

8302170394* 

contract 

SHAW, A 

8302020344 

XPOIIU IC 

CHAW, A 

6302020355* 

< P OR T 1 |C 

SHAW, A 

6302020350* 

tporilu 

SHAW, A 

8332240343 

JfPGHTl IC 

KHAN. ft A 

6302 1 6000 5 

RFS 

SHAWS.E T 

03021 0023 h* 

50-2-1/ < 

SHEA, C E 

8302240359 

P 7-4/ 

SHEA. J J 

63020301 1 P 

TCJPRI P 

SHEA, J J 

830210022/ 

50-P45 1 

BHFA, K H 

6301210025 

50-331 

bllEA. K H 

63021 0035 1 

PP 

SHEA, a H 

8302100450 

PR 

SHEAGRDI, C 

6302 1 0023 J 

Pft 

^HEALi.H 0 

630210043 1 

PR 

SHEALY.H 0 

03O22hO32/* 

WASTE- HGT 

SHEALV.H C 

630225036B* 

PR 

shefran.r e 

630210015/ 

70-1 ICG 

SHELLEY, U J 

0302040009 

40-00?/ 

SHELL EY, W J 

63020701 6*’ 


SHELLEY. W J 

6332 1 00358* 

PflM 

SHELL EV , H J 

S302 100430 

PR 

SHEPPARD, J J 

8302090292 

TOPHI f 

SHEPPARD, J J 

633209029? 

TOPfK t* 

SHEPPARD, J J 

8302160301 

TOPPIP 

SHEPPARD, J J 

0302160305 

ruPPH* 

SHERQN, B U 

030217009/* 

50-209 

SHCRR , T 3 

0302000043 

50-svn i 

SHEIlftY, R 

03OPO7O1Q1* 

FOIA 

SHERWOOD, 0 0 

6302010644 

SO 44 / , 

SHERWOOD, 0 G 

630502002 1 

50- 44 / ■ 

SHFRWOOD, 0 G 

03D2O7OJ7 ‘ 

50-44/ , 

SHERWOOD, C 0 

0302100205 

50-44/ 

SHERWOOD, G 0 

8302100338 

PR 

SHERWOOD, & G 

63021. ,0091 

MURHO 

SHFRWOnD.G G 

630222015? 

50-417 

SHERWOOD. 0 G 

6305230484 

50-4-./ 1 

SffEWMQf'. P 

8303020139* 

50 *207 i 

SHI EH. L C 

8302170469 

NUREG 

SHIELDS. S 1! 

6302040331 

50 ’546 

SHIELDS, S U 

9302160164 

50-546 

SHIELDS, 5 W 

030216021 J 

5 0 '516 

SHIELDS, S W 

6302180242 

50-546 

SHIELDS S N 

8302200121 

50- 5.16 

SHIELDS, S \i 

8305230121 

bO-546 

SHIELDS. 8 W 

630228013 i» 

50-546 

siiiflds.s w 

03025801 33 » 

DO- 546 

SHIELDS, S M 

830523017? 

50-546 

SHIELDS, 8 W 

Q30258017? 

50-5 16 

SHIER. Iff G 

0302070124 

RFS 

SHIFFFR, J D 

8302100163 

50-2/5 

I3HIMA, S 

6305580030 

*PORU K 

SHIMGLCiCJN. 8 

8302280429* 

50-416 

SHINGl ETON. 8 

9302280440* 

50 -416 

SlUNGierON, B 

B3022Q045 U 

50 -416 

SHINOLErON, £ 8 

0302500228* 

5 0-4 J 6 

SHINGLE 1 ON, E 0 

6302280234* 

50. .HA 

SHINGIEION, t S 
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TUCKER, H B 

8302220087# 

50-367 

TUCKER, H 0 

8302220410 

50-269 

TUCKER, H S 

0302230424 

50-369 

TUCKER, H B 

0302230516 

50-370 

TUCKER, H a 

8302230592 

50-369 

TUCKER, H a 

0302240060 

50-269 

TUCKER, H B 

0302240200 

50-413 

TUCKER, H 0 

0302240283 

50-369 

TUCKER, H B 

0302240302 

50-369 

TUCKER, H B 

8302240332 

30-369 

TUCKER, H B 

0302230371 

30-269 

TUCKER, H B 

0302230390 

50-269 

TUCKERi H B 

0302250422 

50-369 

TUCKER, H B 

8302200037 

50-413 

TUCKER, H D 

0302230082 

90-36? 

TUCKER, H B 

0302200170 

50-413 

TUCKER, H B 

0302230199 

50-413 

TUCKER, H fl 

0302280203 

50-370 

TUCKER, H B 

0302200325 

50-269 

TUCKER, H 3 

8302200412 

50-269 

TURK, J 

0302160364 

50-70 

TURK, S E 

0302070141 

50-302 

TURK, fi E 

8302100413 

50-362 

TURK, 8 £ 

8302220043 

50-382 

TURK. 8 E 

8302240010 

50-70 

TURK, 8 £ 

8302240013 

50-937 

1 URK, 6 £ 

8302240020 

50-70 

TURK, S E 

8302280263 

50-445 

TURNER, C L 

6301270205 

50-461 

TUBKETI, J 

8302030396* 

50-395 

TUTU, N K 

8302240361 

RES 

UDALL, M 

8302030029* 

50-937 

UDERJTZ, R 84 

8302010025* 

50-272 

UDY, A C 

6302220467 

50-269 

UFFER, R A 

0302030239 

NUB EG 

UNRIG, ft E 

0302010230 

90-335 

UNRIG, R £ 

0302010444 

50-309 

UNRIG, ft E 

0302010447 

SO- 309 

UNRIG, R E 

6302010492 

50-389 

UNRIG, ft £ 

0302010513 

50-309 

UNRIG, R E 

0302010522 

50-309 

UNRIG, ft E 

6302010576 

50-335 

UNRIG, R E 

6302010606 

50-230 

UNRIG, R E 

6302010643 

50-230 

UNRIG, R E 

6302030077 

50-30? 

UNRIG, R E 

6302030098 

50-30? 

UNRIG, R E 

6302030427 

30-339 

UNRIG, H E 

8302070309 

30-250 , 

UNRIG, R E 

8302070444 

30-850 1 

UNRIG, fi E 

8302070472 

30-830 1 

UNRIG, ft, E 

0302070326 

30-230 1 

UNRIG, R E 

8302070577 

30-830 1 

UMRIG.fi E, 

0302080339 

70-29*7 

UllfUG, R E 

0302100300 

PR 

umro,R e 

0302100450 

PR 

UHftrO,ft E 

03 021 30007 

30-335 1 

uhrio.r E 

6302190436* 

50-250 1 

WWtOiR E 

8302130479 

90-290 1 


482 


AUTHOR 

ACCESSION 

hunger 

SUBJECT 

CATEGORY 

UHfllG. R E 

03021 5049V 

50-350 

P 

UHRIG^R E 

03021 30706 

30-399 

F 

UHRIG.R £ 

8302 I 60203 

50-250 

0 

UHR I G > R E 

0302160234 

3O-J09 

e 

UHRTQ.R E 

030216024 1 

50-250 

0 

UHRIG.R E 

8302170173 

50-3B9 

s 

UHRrQ.R E 

0302170336 

50” 309 

F 

UhRIGrR E 

8302180299 

50-251 

P 

UHRIG.ff E 

8302100313 

50-309 

A 

UHRIG.R: E 

6302180422 

50-309 

A 

UHfUG.R E 

9302160437 

50-250 

F 

UHRIO.R E 

B302 180460 

30-309 

fl 

UHR IQ. R E 

8302 180403 

50-250 

P 

UNRIG . R E 

0302230145 

50-250 

P 

UNRIG j R E 

8302230149 

50-309 

F 

UNRIG. R E 

930223019a 

50-250 

P 

UNRIG. R E 

5302230322 

50-335 

P 

uhrig.r e 

0302230437 

50-335 

P 

UHR 10, R e 

0302230443 

50-335 

P 

UHRIG.R E 

8302280120 

50-3S9 

S 

UHRIG.R E 

8302280271 

30-369 

A 

UHRlGrR E 

0302280350 

30-389 

A 

UHRIG.R E 

0302200353 

30-335 

V 

ULIEi J 

8302280466* 

30-155 

0 

ULLRICH. M T 

0302070509 

50-273 

s 

ULLRICH. W T 

03020705 1 3 

50-270 

s 

ULLRICH. W T 

8302070520 

50-277 

5 

UNDERWOOD. R H 
UNKLE.T j 

0302070409 

8302230306* 

PT21 

50-317 

s 

uPRrQHr.c h 

8302150277* 

50-389 

G 

UPRIGHT. C H 

8302150416* 

50-261 

G 

upright, c m 

0302150607* 

50-369 

0 

UPRIGHT, C H 

83021 50704* 

50-335 

Q 

UTLEY, E e 

8302150040 

50-325 

P 

UTLEY, E E 

8302130046 

50-261 

P 

UTLEY j E E 

8302190195 

50-324 

P 

UTLEY, E E 

8302150205 

50-261 

P 

UTLEY, E E 

8302150290 

30-261 

0 

UTLEY. E E 

8302150374 

50-261 

0 

UTLEY. £ E 

8302150394 

50-324 

p 

UTLEY , E E 

9302150602 

50-324 

p 

UTLEY. E E 

8302280363* 

30-261 

p 

VACCA, P C 

VADEN, J 

8302250163 

8302240330* 

PRN 

haste MOT 

VALDES, S 

8302170135* 

50-333 

s 

VALDES. S A 

83022B0047* 

50-335 

s 

VAN BRUNT « E £ 

8302010493 

50-52B 

A 

VAN BRUNT. E E 

030207022 1 

50-520 

S 

VAN BRUNT, E E 

8302070249 

50 -327 

a 

VAN BRUNT. E E 

8302070254 

50-520 

s 

VAN 8 RUNT . E £ 

8302070259 

90-523 

5 

VAN BRUNT, E E 

8302070307 

50-52B 

S 

VAN BRUNT. E E 

8302070403 

50-520 

s 

VAN BRUNT. E E 

83020902 1 0 

50-928 

A 

VAN BRUNT, E E 

8302080362 

50-520 

E 

VAN BRUNT, E E 

830210052 l 

90-52B 

A 

VAN BRUNT. E E 

8302150106 

30-526 

B 

VAN BRUNT , E E 

030215062 5 

50-520 

S 

VAN BRUNT, E E 

8302230326 

50-528 

e 

VAN BRUNT, E E 

8302230361 

50-529 

s 

VAN BRUNT, E E 

8302230425 

50-528 

s 

VAN BRUNT. E E 

8302230933 

50-520 

s 

VAN DRUNT.E E 

8302280443 

50-526 

A 

VAN BRUNT, E E 

8302200493 

50-526 

A 

VAN OCR HOVEN 

8210150452 

50-273 

F 

VAN DER HGVEN 

8210150459* 

50-275 

F 

VAN DER HGVEff 

8301270044* 

50-275 

F 

VAN DER HGVEN 

8301270051* 

50-273 

F 

VAN DER HOVEN 

8301270060* 

90-273 

F 

''AN LAESE.J 

8302220336* 

50-454 

T 

t TUYLE.O J 
VLIET, J 

8302250039 

9302170404 

RES 

50-287 

P 

VLTET. J 

8302250 1 02 

50-269 

P 

VLIET, J A 

8302170161* 

50-135 

P 

)EL, T 

8302100003* 

50-359 

A 

>EL, T.E 

8302070330* 

50-492 

G 

)EL, T. £ 

6302190065* 

50-373 

0 

)ER JAGT, 0 
JEWALLE, D J 

8302100471* 

0302070622 

PR 

30-255 

» 

EWALLE. D J 

8302230421 

50-253 

F 

EWALLE.D J 

9302240163 

30-155 

P 

~ WALLS, D J. 
EWALLE.D J 

8302230363 

8302280374* 

PR 

50-235 

0 

GORN.P ft 

6302150643* 

30-413 

0 

*HCKE, E 

6302070499* 

50-2? 

P 


PERSONAL AUTHOR INDEX 


AUTHOR 


accession 

number 

SUBJECT 

CATEGORY 

VARELA, A A 


03021 90420* 

50-352 

O 

VARGA. 6 A 


63020*10243 

50-286 

G 

VARGA, S A 


eaoaoaooso* 

50-31 1 

P 

VARGA, S A 


S 30203005 7* 

50-311 

P 

VARGA, S A 


8302030077* 

50-334 

P 

VARGA . S A 


B3020900B5* 

30-334 

P 

VARGA . S A 


8302080106 

50-250 

P 

VARGA, S A 


8302080357* 

50-250 

P 

VARGA . 3 A 


0302090356 

50-305 

P 

VARGA. S A 


8302090420 

30-3 

F 

VAROA. S A 


0302030453 

90-280 

F 

VARGA . S A 


0302090133 

50- 295 

P 

VARGA, S A 


0302090403 

50-295 

P 

VARGA, 8 A 


8302100003 

50-272 

F 

VARGA, S A 


03O21OOIOQ* 

50-348 

P 

VARGA , 5 A 


03021001 15* 

50-348 

P 

VAROA, S A 


8302 100 175 

90-364 

P 

VARGA, S A 


0302100174 

30-305 

F 

VARGA, 8 A 


0302140172 

50-348 

P 

VARGA. S A 


8302 I 50740 

50-286 

P 

VARGA, S A 


0302160073 

50-272 

P 

VARGA, S A 


8302160134 

50-315 

P 

VARGA, 5 A 


8302160432 

SO- 247 

P 

VARGA, S A 


8302160466 

30-261 

P 

VARGA, S A 


8302170030 

50-261 

P 

VARGA, S A 


8302170075 

50-261 

P 

VARGA, 9 A 


B3021 70230 

50-200 

Q 

VAROA, S A 


0302170243* 

50-280 

0 

VARGA, S A 


8302170416* 

50-315 

P 

VAnGA, S A 


8302170430* 

30-315 

P 

VARGA, S A 


8302170432 

50-230 

P 

VARGA, S A 


8302170434 

30 -261 

P 

VARGA. 0 A 


0302170436 

90-286 

P 

VARGA. S A 


0302170440 

50-334 

P 

VAROA, S A 


8302170457* 

50-334 

P 

VARGA. S A 


0302170472* 

50-334 

P 

VAROA. S A 


0302180054 

90-305 

P 

VARGA. S A 


0302240080 

50-251 

G 

VARGA, S A 


8302240120* 

50-251 

0 

VARGA, B A 


8302240137 

90-230 

P 

VAROA, S A 


8302240183 

90-206 

V 

VAROA, 8 A 


8302240190 

50-305 

p 

VAROA, S A 


0302240204 

50-286 

p 

VARGA, S A 


0302240228 

50-293 

p 

VAROA, S A 


8302230013*- 

50-316 

p 

VARGA, S A 


0302230494 

50-261 

p 

VARGA, a A 


6302280064 

50-295 

p 

VARGA, S A 


6302280180 

30-272 

p 

VASSALLO, D 

0 

6302030618 

50-271 

F> 

VASSALLO, D 

0 

830204000 J 

50-220 

P 

VASSALLO, D 

B 

6302070087 

50-29? 

P 

VASSALLO, D 

0 

6302070209 

50-333 

P 

VASSALLO, D 

D 

6302100155 

50-324 

P 

VA3SALL0, D 

n 

8302100160 

50-239 

Q 

VAS5ALL0, D 

D 

8302160093 

90-324 

P 

VASSALLO, D 

B 

8302170072 

50-263 

P 

VASSALLO, D 

D 

8302170100 

50-263 

P 

VASSALLO, D 

B 

0302170225 

50-259 

F 

VASSALLO, D 

8 

0302170450 

50-333 

P 

VASSALLO. D 

a 

0302170488 

50-259 

P 

VASSAL LO, D 

ft 

6302170500 

50-324 

F 

VASSALLO, D 

n 

8302170502 

50-333 

F 

VASSALLO, D 

a 

8302170314* 

50-331 

P 

VASSALLO, D 

B 

8302170523* 

50-331 

P 

VASSALLO, D 

a 

030224001 7* 

50-271 

P 

VASSALLO, D 

9 

&302240026* 

50-271 

P 

VASSALLO. D 

n 

9302240102 

50-331 

P 

VASSALLO, D 

a 

9302240113* 

50-331 

P 

VASSALLO. J> 

B 

9302240 1 2 3* 

50-331 

P 

VAUGHAN. C M 

8302040586 

70-1113 


VAUQHAWrC M 

8302030033 

70-1113 


VAUGHAN, C N 

9302080101 

70-1113 


VAUGHAN, C fl 

9302150030 

70-1113 


VAUGHAN, C fl 

9302250356 

PR 


VEENS TRA.fl 

c 

9302040466* 

70-1237 


VEGA, A 


8302100242* 

30-445 

G 

VEGA. A 


0302100246* 

50-443 

G 

VENTO, 9 F 


0302030072* 

50-537 

V 

VERUftYKE 


8302090605* 

SO-293 

R 

VERRELl I ■ D 


9302150325 

5 0-259 

0 

VERRELLI, D 


0302150703 

50-400 

Q 

VERRELLI, D 

M 

930207059 f 

50-296 

5 

VERRELLI. 0 

M 

0302150031 

50-259 

Q 

VERRELLI, 0 

M 

0302150064 

50-324 

a 

VERRELLI, D 

M 

9302150060 

50-M 1 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

VERRELLI. 0 fl 

8302130139 

50-259 

S 

VERRELLI. D M 

8302150193 

50-327 

Q 

VERRELLI, D fl 

□302150274 

30-416 

a 

VERRELLI. D fl 

830215029?* 

50-416 

Q 

VERRELLI. D fl 

83021 50321 

50-324 

a 

VERRELLI, D M 

8302 150334* 

50-324 

0 

VERRELLI- D M 

8302150462 

50-390 

0 

VERREi LI, 0 fl 

8302150473* 

50-327 

0 

VERRELLI, D fl 

8302150474 

50-438 

3 

VERRELLI. D fl 

8302150632 

50-327 

0 

VERRELLI, D h 

8302150658 

50-390 

a 

VERRELLI, D fl 

8302150663* 

50-327 

a 

VERRELLI. 0 M 

0302130687 

50-324 

a 

VERRELLI- D H 

8302150690* 

50-25? 

a 

VIETTI, A 

8302100126 

90-500 

A 

V1LLALVA, I 

0302070266* 

GA999 


VILLALVA, I 

8302230082* 

50-324 

u 

VJSSINO, 0 S 

8203240107* 

50-155 

p 

VISSING-O S 

0302170212* 

50-153 

p 

VLIEL. J A 

0203220416# 

50-153 

p 

VOGLER.B H 

0302040180 

50-413 

M 

VOGLER, 0 H 

8302150371 

30-445 

M 

VOQLER, B H 

8302240022 

50-352 

0 

VOSBURV.F W 

02 1 2010094* 

50-335 

P 

VG5BURY, F If 

8212200034* 

30-244 

P 

vosbury.f If 

0212200070* 

50-293 

P 

VUSBURN.F W 

82 1 220009 i « 

50-309 

P 

WAGNER, A G 

8302150426* 

50-416 

0 

WAGNER, M E 

8302090021 

50-460 

G 

WAGNER, M E 

0302240201 

50-460 

0 

WAGNER, h E 

630224029 1 

50-460 

0 

WAGNER, P 

8302170099* 

50-155 

P 

WAGNER, P 

8302170009* 

50-155 

P 

WAGNER, P 

0302230720 

50-267 

B 

WAGNER, P C 

0302170240* 

50-155 

P 

WAGNER, W J 

8302230270* 

50-508 

a 

WAITE , J A 

0302040448* 

2 7-48 


WAITKUS, D W 

8302230542 

50-454 

s 

WALD, J J 

0302100205* 

30-350 

A 

WALKER, R D 

8302010377* 

50-373 

0 

WALKER, R D 

8302030313# 

50-331 

0 

WALKER, R D 

8302230341* 

50-254 

Q 

WALLACE, W T 

83022401Q5# 

C ON TRAC T 


WALTON, G 

0302250343* 

90-412 

0 

WAMBACH, T V 

6302040240 

50-255 

p 

WANG, Y K 

8302220431 

NUREO 


MANGE. A B 

8302240308 

50-206 

p 

WANOLCRjN E 

8302250091 

NUREG 


WAP AT 0 . S T 

0302030182 

50-522 

0 

WAPATO. S T 

0302160302 

50-922 

Q 

WARD, E 

8302030023* 

50-263 

F 

WARD, E C 

8302030018* 

50-263 

F 

WARD, e c 

0302030030# 

50-263 

F 

WARD, K D 

0302150532* 

50-263 

Q 

WARD. K 0 

8302150734* 

50-454 

a 

WARD, W J 

8302070347* 

90-368 

0 

WAREMSOURG, D 

G302030335 

50-267 

p 

WAREMBOURO, d 

8302040614 

50-267 

F 

WAREMBOURO, D 

8302070144 

90-267 

F 

WAREMBOURC, D 

8302070491 

50-267 

R 

warembouro. d 

0302070554 

50-267 

P 

WAREMQ0URO, D 

0302070574 

50-267 

5 

WAR EM B OUR 0 D 

6302070364 

50 -267 

e 

warembourc, 0 

0302070618 

30-267 

s 

warembouro, d 

8302080040 

30-267 

F 

WAREMBOURC, D 

0302000089 

50-267 

F 

WAREMBOURO. D 

6302080095 

50-267 

r 

WAREMBCURO, D 

63D2090543* 

50-267 

r 

WAREMBOURO- D 

0302150001 

50-267 

& 

WAREMBOURC. D 

0302150974 

50-267 

Q 

WAREMBOURO. D 

8302170344 

50-267 

9 

WAREMBOURO, D 

8302220157 

S 0-2*7 

W 

WAREMBOURC. D 

83022303 IQ 

50-267 

P 

MAREMaOURO.D W 

03O2O2OO4B* 

50-267 

F 

WAREMBOURO, D W 

6302020051* 

50-267 

F 

WAREMBOURC, D W 

6302070390 

50-267 

F 

WAREMBOURO, D W 

630209053?* 

50-267 

F 

WAREMBOURO. D W 

6302100464 

PR 


WAREMBOURO, 0 W 

8302250009* 

50-267 

F 

WAREMBOURO, 0 M 

6302250016* 

50-267 

F 

WAREMBOURO, D W 

0302250256 

30-267 

V 

WARNER, 0 L 

6302080123# 

40-0027 


WARWICK, P F 

8302250380 

SO- 329 

0 

WARWICK, R 

0302250319 

50-399 

o 

WARNICK.R F 

9302010623* 

50-32? 

a 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

WARN I CK, R F 

8302040 1 68* 

50-440 

Q 

WARN I CK, ft F 

6302040225 

50-32? 

Q 

WARN I CK, R F 

S3021800B9# 

50-338 

0 

WARN I CK, ft F 

8302180354 

50-358 

A 

WARN I CK, ft F 

6302230320** 

50-358 

0 

WARN1CK, ft L 

8302040323 

50-329 

Q 

WARREN, 0 H 

830203026 t 

50-424 

C 

WARREN' K J 

8302160228 

50-275 

H 

WASHKO' D 

8302090354* 

50-21? 

S 

WATHEN. R P 

8302030380* 

50-346 

F 

WATKINS. D J 

8302250122 

nureg 


WATSON. R 

8302220134* 

50-331 

R 

WATSON* R L 

8302010607* 

50-120 

P 

WATSON' R L 

8302150510* 

50-128 

P 

WAXMAMrH A 

8302250338* 

regod 


WAYLANDiJ R 

8302070240* 

foia 


WEATHERWA<,R K 

8302090279* 

50-247 

T 

WEATHER WAX, R K 

0302090279* 

50-247 

T 

WEDD , W A 

8302020102* 

30-320 

F 

WEDERf M F 

0302240386 

WASTE MOT 

WEE. D T 

8302040070* 

50-237 

B 

WEGBT, W F 

G302180255 

50-142 

P 

WEIPERi a 

830207031 1* 

XPORTLIC 


WEIL, C H 

0302010623* 

50-329 

0 

WEIL, C H 

8302040101* 

50-440 

0 

WEIL, C H 

8302040178* 

30-440 

Q 

WE IL . C H 

0302040106* 

50-440 

0 

WEIL, C H 

8302040353* 

30-440 

0 

WE IL. C H 

8302040431* 

50-440 

0 

WE IL, C H 

8302040440* 

30-440 

0 

WEINKAII'E J 

8302040268 

30-438 

F 

WEINKAM'E J 

8302170038 

30-438 

F 

WEIR, J 0 

8302100404 

PR 


WEIR, J 0 

0302100404 

PR 


WEIR, P J 

0302010175* 

50-318 

S 

WEIR, P J 

8302010109* 

50-318 

8 

WEIR, P J 

8302010345* 

50-318 

5 

WEIR, P J 

8302010352* 

50-318 

S 

WEIR, P J 

8302010360* 

50-318 

s 

WEIR, P J 

0302180269* 

30-317 

8 

WEISE, 8 

9302150022* 

30-261 

Q 

WEISE, S 

8302150120* 

50-261 

0 

WEISS, D 

6302070168 

70-1201 


WEISS, D 

8302100081* 

FOIA 


WEISS, E ft 

0302010104 

50-289 

T 


AUTHOR 

ACCESSION 

NIMOEfl 

BUB JEC T 
CATEGORY 

WENSLAWSKI.F A 

B30223037I* 

50-206 

G 

WENSLAWSKI, F A 

8302230370* 

50-206 

Q 

WERMIEL, J S 

0302 170090* 

50-289 

T 

WESLEY, D A 

0302170309 

50-329 

A 

WEST, 0 

8302150361* 

50-335 

S 

WEST, D 

6302150604* 

50-335 

8 

WEST, S J 
WEQTAFEH.O R 

83O216047B* 

0302010574 

CONTRACT 

50-302 

8 

WF3TAFER, 0 ft 

6302030350 

50-302 

S 

WESTAFER, 0 ft 

8302030416 

50-302 

K 

WE8TAFEH, 0 R 

6302070266 

50-302 

P 

WESTAFER'O ft 

8302150138 

50-302 

P 

UESTAFER.O ft 

S3 021 60 170 

30-302 

P 

WESTAFER, 0 ft 

8302160265 

30-302 

P 

WESTAFER'O ft 

8302170370 

50-302 

P 

WESTAFER, 0 ft 

8302160363 

30-302 

V 

WESTAFER, 0 ft 

8302230502 

50-302 

s 

WESTAFER, O ft 

830223067B 

50-302 

G 

WESTAFER, O ft 

6302280140 

30-302 

8 

WESTAFER, Q R 

8302260221 

50-302 

S 

WESTAFER, 0 ft 

6302260261 

50-302 

8 

WESTBROOK, K 
WESTBROOK, If 
WESTBROOK, K 
WESTBROOK, K B 

WESTBROOK, K B 

WES TERM AN, T F 

8302160426 

0302160427 

8302160429 

8302160119 

8302170547 

6302030331* 

40-0786 

40-6706 

40-6769 

40-0786 

4O-076B 

30-445 

a 

WESTERN AN, T F 

6302030475* 

30-267 

0 

WESTERMAN, T F 

6302070391* 

50-313 

0 

WESTER MAN, T F 

6302070543* 

50-298 

Q 

WESTERMAN, T F 

6302160246 

50-267 

5 

WESTER HAN, T F 

8302170364* 

30-445 

0 

WESTERMAN, T F 

8302230470# 

30-267 

0 

WESTERMAN, T F 

8302230692* 

50-267 

G 

WESTERMAN, T F 

8302230693* 

50-267 

G 

WESTERMAN, T F 

8302250243* 

50-445 

Q 

WESTERMAN, T F 

8302250370 

50-267 

8 

WETMDRE, J S 

8302200224 

30-2B9 

P 

WETTERHANN, H J 
WETTERHANN, M J 

8302010047 

8302030059 

27-3? 

30-220 

P 

WETTERHAK4, M J 

8302230529 

50-338 

0 

WETTERHAKN, M J 

0302230529 

30-33B 

0 

WCTTCRHAKN, M J 

0302230539 

30-352 

0 

WETTERHAKN, If J 

8302230359 

30-352 

0 

WHARTON, J T 

G302030276* 

30-387 

F 



ACCESSION 

SUB JE 

AUTHOR 

NUMBER 

CATEI 

WlGQINS, J T 

0302 100436* 

30-33; 

WIGGINS, Jf T 

33022 30042* 

50-441 

WlGGINTOM, D L 

3302 I 70412 

50-315 

WIGQINTON, D L 

8302250004 

50-31 i 

WJLCflVE, M N 

3302040022 

50-32<: 

WlLCOUEiM N 

8302040042 

90-32'i 

WILD, P A 

8302040218 

50-334 

WILD, P A 

8302230161 

50-32S 

WILKERSON, I D 

830222002 5* 

C QNTR/ 

WILKINSON, B W 

8302250179 

30-294 

WILLIAMS, C 

8302040076* 

30-44C 

WILLIAMS, C C 

8302040396* 

30-44C 

WILLIAMS, C C 

8302150367* 

30-44C 

WILLIAMS, C. C 

8302240092* 

30-454 

WILLIAMS, C, C 

8302280466* 

90-135 

WILLIAMS, C.C 

0302280409'* 

50-454 

WILLIAMS, D. L 

03020 10SB1* 

50-262 

WILLIAMS, F. C 

8302230309* 

3 0-29 G 

WILLIAMS, J. W 

0302010118 

30-250 

WILLIAMS. J.U 

030201031 1 

30-333 

WILLIAMS, J W 

0302010463 

50-333 

WILLIAMS, J W 

0302010477 

30-333 

WILL TAMS, J W 

0302 I 40033 

30-333 

WILLIAMS' J. W 

0302140104 

50-333 

WILLIAMS. J W 

0302140112 

30-333 

WILLIAMS, J U 

0302150063 

30-23G 

WILLIAMS, J W 

8302150355 

50-333 

WILLIAMS, J W 

0302150994 

30-333 

WILLIAMS, J W 

8302170131 

90-333 

WILLIAMS, J W 

8302170154 

90-333 

WILLIAMS, J W 

0302280049 

50-333 

WILLIAMS, J W 

0302200345 

50-230 

WILLIAMS, P C 

0302010421 

TQPRE P 

WILLIAMS, R E 

030216040'? 

40-343 

WILLIAMS, R E 

8302170010- 

40-B74 

WILLIAMS, R E 

8302160525* 

CONTRA 

WILLIAMS, V 8 

0302030626* 

50-299 

WILLIAMS, V 6 

8302250190* 

80-293 

WILLIAMS, V S 

8302260476* 

50-298 

WILLIAMSON, B T 

6302200401* 

50-259 

WILLISjC a 

8302010238* 

50-313 

WILSON, B D 

6302020169* 

XPORTL 

WILSON, 8 D 

6302020366* 

XFORTL 

WILSON, 8 D 

6302020373* 

XPQRTL 

WILSON, C R 

6302230122 

NUftEQ 


WEISS, E R 
WEISS, E R 
WEISS, E ft 
WEISS, E R 
WEISS, E ft 


8302020455 

B302030015 

83020-10123 

03O2O7O4B4 

8302070404 


FOIA 

30-537 U 
50-537 A 
50-28? 0 
50-28? 0 


WHEELER, L 

8302250103 

50-443 

A 

WILSON, D 

8302180476* 

50-331 

WHITE, A F 

0302250122 

NUREG 


WILSON, E F 

6301310191 

State 

WHITE, J ft 

6302 100209* 

50-309 

G 

WILSON, J 

8302030619* 

30-280 

WHITE, L H 

6302100450 

PR 


WILSON, J 

8302070402* 

50-280 

WHITENEfliH L 

6302150304* 

80-370 

Q 

WILSON, J 

8302250064 

50-382 


WEISS, E R 
WETSS, E ft 
WEISS, E ft 
WEISS, E ft 
WEISS. E ft 


8302070387 
8302070387 
8302100349 
83021 £034 7 
8302160347 


30-29? 0 

50-28? 0 
PRM 
70-143 
70-143 


WHIIENER, H L 

8302150720* 

90-30? 

0 

WILSON, J 

E 

8302240275* 

CONTRA 

WHITNEY , 0 0 

6302010335 

50-293 

8 

WILSON, J 

H 

8302100139 

50-382 

WHITNEY, 0 0 

6302070467* 

90-293 

6 

WILSON, J 

H 

83023501. 1 6 

50-302 

WHITNEY, 0 0 

8302100395* 

50-293 

0 

WILSON, J 

L 

8302010422 

50-200 

WHITNEY, 0 0 

8302220351* 

50-293 

6 

WILSON , J 

L 

6302010423* 

50-280 


WEISS, E R 


6302160371 

5Q-28? 

0 

WHITNEY, 0 0 

WEISS, E ft 


030217021 J 

50-28? 

Q 

WICHMANi K 

WEISS, E ft 


6303170211 

50-289 

0 

UICHMAN, K R 

WEISS, E ft 


0302170312* 

50-413 

G 

WICK, E A 

WEISS, E ft 


0302170312* 

50-413 

0 

WIOMAN, U C 

WEISQ, E ft 


8302250274 

50-28? 

0 

WlDMAYEfb D A 

WEISS, E ft 
WEI3Z, 0 A 
WEISZ, D A 


0302250274 

0302170164 

0302170168* 

30-209 

toprep 

TQPREP 

0 

WI DMA YER. D A 

HI DMA YEN, D A 
HIEDE, J 

WELLS, C E 


0302030214* 

90-346 

F 

HIEDE, J, 

WELLS, D A 


B302040074 

50-341 

6 

WIEDEMAN, D. 

WELLS, D A 


0302040090 

90-341 

8 

HIEDCMAN. D 0 

WELLS rO A 


8302040116 

90-341 

8 

WIEDCMAN, D. 0 

WELLS, D A 


030219002? 

50-341 

S 

WIEDEMAN, D 0 

WELLS, D A 


6302190240 

90-341 

9 

UIEDEMAN* D 0 

WELLS' D A 
WELLS, J E 
WELLS' P L 


0302160299* 

0302170469 

0302100434 

90-341 

NUREG 

PRM 

Q 

HIEDEMAN, D 0 
HIEDE HAN. D 0 
WIEDEMAN, D 0 

WEN, P 


0302030301* 

30-29 

0 

HIEDER, A, 

WENDERLICH, R 

L. 

93020101B9* 

90-318 

8 

WIESE MANN, r a 

WE NDERL1CH, R 

L 

0302010337* 

30-317 

S 

WIESEMANN' R A 

WENDERLICH, R 

L 

0302010960* 

90-310 

S 

WIE6EMANN, R A 

WENDERLICH. R 

L 

0302010571* 

90-31S 

s 

WIESEMANN, R A 

WENDERLICH, R 

L 

0302070415* 

50-317 

6 

WIESEMANN, R. A 

WENDERLICH, R 

L 

8302070418* 

50-317 

S 

WIESEMANN, R A 

WENDERLICH, R 

L 

8302250199# 

90-317 

8 

WIESEMANN. R A 

WENSKY,A K 


8302040390* 

50-209 

P 

WIGGINS, J 

WENSLAWSKI, F 


8302010476* 

90-375 

0 

WIGGINS, J 

WENSLAWSKI, F 


8302230256* 

90-312 

Q 

WIGGINS, J 

WENSLAWSKI, F 

A 

0302230324* 

50-344 

Q 

WIGGINS, J 


8302220393* 

50-293 

B 

WILSON, J L 

B302D10424* 

50-200 

8302040032 

TOPREP 


WILSON, J L 

8302070392 

50-280 

030200014 1 * 

FOIA 


WILSON, J L 

6302070399^ 

50-200 

0302240342 

WASTE MOT 


WILSON, J L 

8302070407* 

50-200 

8302240169 

XPORTLIC 


WILSON, J L 

8302140062 

50-281 

B302 170403 

NUREG 


WILSON, J L 

8302140066+ 

50-201 

0302240042 

WASTE MQT 


WILSON, J L, 

6302140069* 

50-281 

0302240396 

WASTE MOT 


WILSON, J L. 

6302140072* 

50-281 

0302030502* 

90-320 

0 

WILSON, \f L. 

6302170365 

50-280 

0302290359# 

90-320 

Q 

WILSON, J L. 

8302170371* 

50-200 

0302040091# 

FOIA 


WILSON, J L. 

8302170375* 

50-200 

0212210206 

70-1066 


WILSON, J L 

8302230196 

50-260 

0302010402 

40-215 


WILSON, J L 

0302230203* 

90-200 

8302010407* 

40-215 


WILSON, ft 

8302070590 

50-400 

8302010496 

40-0790 


WILSON, w, a 

8302280013 

NUREG 

83020 4009 5* 

FOIA 


WILT, D D 

8302040373 

50-440 

8302040162* 

FOIA 


WINQO, M, D 

8302230622* 

50-299 

0302160217 

70-2677 


WlNGflr M. D 

8302230628* 

30-296 

8302220130* 

90-142 

Q 

WINTER HOFF, D 

63022 30313* 

30-373 

9302070599* 

90-395 

P 

WIRE, K R 

0302230713* 

30-290 

8302090297* 

TOPREP 


WlBENBURGrM R 

8302100336 

PR 

8302090424* 

TOPREP 


WITHERS, a D 

0302030106 

50-344 

8302090464* 

TOPREP 


WITHERS, a D 

8302030116* 

30-344 

8302100320 

PR 


WITHERS, 0 D 

8302040274 

90-344 

8302230640* 

REVIEW GRP 

WITHERS, B 0 

8302080163 

90-344 

6302240316* 

TOPREP 


WITHERS, Q D 

8302080172 

50-344 

8302010247 

90-309 

8 

WITHERS, B, D 

8302100277 

PR 

8302010504 

90-309 

S 

WITHERS, 8. D 

0302100362 

PR 

83021 3049 9* 

90-30? 

Q 

WITHERS. 0 0 

0302130713 

90-344 

03022401?! 

90-322 

A 

WITHER8, B D 

0302180339 

90-344 


484 


AUTHOR 


WITHERS, B D 

withers, b d 
WITTEWSERO K C 
WOHL. M L 
WOHLDj p R 

WOLF. <J F 
WOLF, J R 
WOLFS, S J 
WOLFE, S J 
WOLFE, S J 

WOLFE, 8 J 
WOLLETT. 6 

woLLcrr, s 

WOLLETT. 5 
WOLLETT. S 

WOLLETT, S 
WOLLETT, S 
WOLLETT, S 
WOLLETT, S 
WOLLETT, B 

WOLLETT, S 
WOLLETT, S 
WOLLETT, Q 
WOLLETT, 9 
WOLLETT, 8 

WOLPErH 
WOLTNER, E. F 
WOMACK, L F 
WQNO, ft 
WONQ. T 

WONQ, T 

wows, T 
WOO,« H 
WOOD, E C 
WOOD, R L 

WOODARD, W H 
WOODARD, H H 
WOODHEAD, C 
WOODHEAD, C P 
WOODHEAD, C P 

WOODHEAD, C P 
WCODQUn, H c. 
WOODSUH.H C 
WODLEVFR, E J 
WOOLEVER, E J 

WtJOLEVER, E J 
WOOLEVER, E J 
WOOLSET, H T 

woolsev, fl 

WOOLS EY, R T 

HOOLSEYiR T 
WOOLS EY. R. T 
WOOLflEYhR, T 
WRAY / R 
WRAY, R 

WRIGHT, 0 C, 
WRIGHT, W A 
WRIGHT, R. W, 
WULLER/O E 
WULLER.Q E 

MULLER. 0 E 
MULLER. <3 E 
UYKE, T- F 
&JYKE, T F 
YAMANA. K 


PERSONAL AUTHOR INDEX 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

0302230315 
0302230490 
830220039 U 
0302160212* 
6302040331-4 

30-344 a 
30-344 P 
50-373 S 
30-434 T 
30-305 Q 

YAM AN A, K 
YANDELL, L A 
YANDELL, L A 
YANO, T L 

YEAGER, B D 

8302240375* 

6302070600* 

0302160256 

0302070507* 

9302100440 

03022306+3 
630223051 1 
3302160175 
3302220409 
0302230629 

50-523 Q 
50-201 G 
50-382 0 
90-536 0 
90-330 0 

YEE.7 

YEH.O T 

YIN. t 

YIN, I T 

YIN, r T 

8302160189 
8302030252 
830204037 B* 
0302010622* 
03O2O4O35S* 

0302230631 

0302020020 

83QS03Q03S 

0302020423 

0302040159 

50-330 0 

CONTRACT 

•CONTRACT 

CONTRACT 

CONTRACT 

YIN, t T 

YIN, r T 

YDLE, A H 

YDNK, A K 

YONK, A K 

030224009^* 
630220037 5* 
0302170326* 
030222029a* 
0302220290* 

8302040279 

8302040298 

B3Q304O452 

0302040460 

0302100017 

B3 02 100026 
830? 130761 
G302t 7-0366 
6302240051 
6302240234 

90-358 G 

CONTRACT 

C0N7RACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

YORE, J R 

YORE, J fl 

YCJtE, J R 

YORK, J W 

YOUNG, F 

YOUNG, F 

YOUNG, J A 

YOUNG. J A 

YOUNG. M A 

YOUNG, M A 

0302040146* 

8302040161* 

8302040169* 

0302130607* 

0302070333* 

0302250280* 

83D2520324 

8302250046 

0309090021 

8302340291 

8302030029# 

B 3022 5 0239 4 
&3020 30611* 
0302170190 
8302020394 

50-537 U 

70-398 

50-273 F 

NUflEG 

40-299 

YOUNG. M A 

YOUNG, R 

YOUNG. F H 

YOUNG, T 

YOUNG. T 

830224029 1 

0302100452 

S3O2OJO230* 

6302010390* 

6302230264* 

0302100002 

8302230121 

8302170200 

B302070512 

0302100205* 

40-299 

40-299 

NUREG 

30-309 8 

50-350 A 

YOUNG, T 

YOUNG , T 

YOUNG , T 

YOUNG, Y A 

YOUNG, Y A 

8302230268* 
6302230271* 
630223031 1* 
6302170299 
0302170301 

0302230544 
030223054 4 
B302D90437 
8302130500 
0302160199 

S 0-454 T 
50-454 T 
30-142 0 
50-341 0 
50-142 0 

YOUNG QLOOD, 0 J 
YOUNGBLOOD, H J 
YOUNGBLOOD, 0 U 
YOUNGBLOOD, B U 
YOUNGBLOOD, B J 

0302040105 
8302040130 
83020401 53 
33030+0157* 
0302040456 

0302170103 

0302070553 

9302070560* 

6302100329 

8302130027 

50-142 0 
70-1143 

70-1143 

50-412 0 

PR 

YOUNGBLOOD, B J 
YOUNGBLOOD, 0 U 
YOUNG 0LOQD, 0 U 
YOUNG BLOOD, B U 
YOUNGBLOOD, B J 

0303040459 

8302100092 

0303100176 

8302100203 

8302100208 

0302150626 

83 02250385 
8302220263 

S3 020 J 0027 
G3Q2I40191# 

50-412 0 

30-412 B 

40-297 

4O-BO04 

40-299 

YOUNGBLOOD, D 0 
YOUNGBLOOD, D J 
YOUNGBLOOD, 0 J 
YOUNGBLOOD, 0 U 
YOUNGBLOOD, D J 

0302240103 
G3022401 12 
83022401 1? 
3302240123 
8302240330 

6302160306* 

6302220065 

8302220069 

6302240282# 

0302240292* 

40-299 

40-9084 

40-6084 

50-273 P 
90-275 P 

YOUNGBLOOD, B J 
YOUNGBLOOD, D J 
YOUNGBLOOD, B J 
YOW,J R 

YUffAS, 0 P 

0302240353 

8302230144 

8302280267* 

0302160300# 

0302230370* 

9302130534* 

8302010597 

0302130607* 

0302060179 

8302130123 

50-155 0 
50-329 T 
30-389 0 
30-461 E 
30-461 A 

YUMOTO. H 

YUMCJTO, H 

YUN&T, C P 

YUN&T, C P 
ZAHLER.R E 

0302020362 
0302020364* 
83020104 IS 
830201096 1 
83020400D4 

8302230131 

8302230453 

0302250406* 

0302250411* 

0302240373 

50-461 V 

50-461 A 
50-269 P 
30-269 p 
XPORTLIC 

2AHLER.R E 
ZAHLER, R E 
ZAHLER, R E 
ZAMLER.R E 
ZAKLER.R E 

8302040005* 
0302040005* 
83 02 1004 26 
8302100426 
S302160293 


SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 
NUMfl ER 

SUBJECT 

CATEGORY 

XPORTLIC 


2AHLER, R E 

0302160293 

50-309 G 

50-205 

0 

ZIBULSKY, H 

8302180241* 

50-5 a 

50-265 

S 

ZIBULSKY, H 

8302180264* 

70-371 

50-382 

A 

ZICKGRAF, E 

0302100464 

PR 

PRM 


ZIELINSKI, A M 

0303250 157 

XPORTLIC 

50—329 

A 

ZIELINSKI, A H 

8302250160* 

XPORTLIC 

nureg 


2 IMMERMAN, J V 

03020 1 060 5 

XPORTLIC 

50-440 

<3 

1 IMMERMAN!, J V 

□303010687 

XPORTLIC 

50-461 

O 

ZIMMERMAN, J V 

8302010680 

XPORTLIC 

50-341 

Q 

ZIMMERMAN, J V 

8302010693 

XPORTLIC 

SO- 45+ 

T 

2 IMMERMAN, J V 

0303010694 

XPORTLIC 

50-454 

Q 

ZIMMERMAN, J V 

8302010695 

XPORTLIC 

30-409 

P 

? rMMERMAN, J V 

8302010696 

XPORTLIC 

50-454 

T 

ZIMMERMAN, J V 

0302020160 

XPORTLIC 

50-454 

T 

7IMMERMAN, J V 

0302020164 

XPORTLIC 

FOIA 


ZIMMERMAN, J V 

0302020366 

XPORTLIC 

50-329 

G 

ZIMMERMAN. J V 

9302020372 

XPORTLIC 

FOIA 


ZIMMERMAN, J V 

8302020510 

XPORTLIC 

50-389 

G 

ZIMMERMAN, J V 

0302030007 

XPORTLIC 

50-209 

a 

ZIMMERMAN, J V 

8302030071 

XPORTLIC 

50-269 

G 




MI5C 


ZIMMERMAN, J V 

0302030003 

XPORTLIC 

NUREQ 


ZIMMERMAN, J V 

0302080443 

XPORTLIC 

50-460 

G 

2 IMMERMAN, J V 

8302090177 

XPORTLIC 

50-460 

Q 

ZIMMERMAN, J V 

0302090180 

XPORTLIC 



ZIMMERMAN, J V 

0302090190 

XPORTLIC 

30-460 

G 




PRM 


ZIMMERMAN, J V 

8303090202 

XPORTLIC 

50-313 

Q 

ZIMMERMAN, J V 

6302090200 

XPORTLIC 

50-520 

0 

ZIMMERMAN, J V 

0302090212 

XPORTLIC 

30-312 

0 

2 IMMERMAN, J V 

8302090216 

XPORTLIC 



ZIMMERMAN, U V 

0302090220 

XPORTLIC 

50—520 

0 




50-312 

0 

ZIMMERMAN, J U 

9302090231 

XPORTLIC 

50-320 

0 

ZIMMERMAN, J V 

8302090235 

XPORTLIC 

4 0-074 5 


ZIMMERMAN, J V 

0302220509 

XPORTLIC 

40-B783 


ZIMMERMAN, J V 

0302220515 

XPORTLIC 



2 IMMERMAN, J V 

8302220345 

XPORTLIC 

30-440 

H 




50-341 

E 

ZIMMERMAN, U V 

0302240224 

XPORTLIC 

50-423 

M 

ZIMMERMAN, J V 

8302240229 

XPORTLIC 

50-423 

M 

2 1 M MERMAN, J V 

B30224034G 

XPORTLIC 

50-440 

H 

ZIMMERMAN, J V 

0302240376 

XPORTLIC 



ZIMMERMAN, J V 

8302240378 

XPORTLIC 

50-436 

A 




30-341 

E 

ZIMMERMAN, J V 

8302240387 

XPORTLIC 

50-434 

F 

ZIMMERMAN, J V 

0303240393 

XPORTLIC 

90-454 

E 

ZIMMERMAN, J V 

8303240396 

XPORTLIC 

50-456 

A 

ZIMMERMAN, J V 

8303240390 

XPORTLIC 



ZIMMERMAN, J V 

0302250132 

XPORTLIC 

50-45+ 

E 




SO-440 

A 

ZIMMERMAN, J V 

0302250495 

XPORTLIC 

50-494 

E 

ZIMMERMAN, J V 

8302250300 

XPORTLIC 

30-440 

A 

Z IMMERMAN, J V 

0302350302 

XPORTLIC 

50-454 

A 

Z IMMERMAN, R P 

0302030576* 

50-244 G 



ZIMMERMAN, 3 R 

8302010442 

50-400 R 

50-402 

A 




50-440 

G 

ZIMMERMAN, S R 

8302010483 

50-324 P 

50-443 

A 

ZIMMERMAN, S R 

0302070200 

50-324 P 

50-416 

P 

ZIMMERMAN, 5 R 

8302070271 

50-400 D 

50-206 

0 

ZIMMERMAN, S R 

8302150055 

90-261 0 



ZIMMERMAN, S R 

0302150235 

50-400 D 

XPORTLIC 





XPORTLIC 


ZIMMERMAN, S R 

8302150709 

50-261 P 

50-344 

S 

ZIMMERMAN, 6 R 

0302100351 

50-261 P 

50-344 

s 

ZIMMERMAN, S R 

0302230270 

50-261 P 

40-2061 


ZIMMERMAN, S R 

8302230613 

50-324 P 



ZIMMERMAN, S R 

0302240265 

50-324 P 

40-3061 





40-2061 


ZIMMERMAN, S R 

0302200360 

50-261 P 

PRM 


ZUOANS, Z 

8302080469 

ACRES 

PRM 


ZUDAN8, Z 

8302090469 

ACR8 

50-209 

0 

ZUDANS, Z 

030209001 1 

50-302 0 



zudans, z 

030209001 1 

30-302 0 



ZUMWALT, L R 

8302020245* 

CONTRACT 



zurakonski , P 

030207031 J* 

XPORTLIC 



ZWETZIO.O B 

0302230666* 

50—575 G 
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affiliation 

ACCESSION 

NUMBER 

SUDJECT 

CATEGORY* 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ArL-cro 

0302250410* 

30-247 

Q 

American College of Nuclear Physicians 

0302100404 

PR 


Abdel-Khallck, 8 I 

03021 60110* 

30-937 

A 

American Electric Power Service Corp 

8302010663 

50-315 

F 

Advanced finical System*. Inc 

0302030602 

71-9044 



0302010663 

50-31 5 

F 

Air Transport Association 

0302100464 

PR 



03020 40256 

90-315 

J 

Alabama Electric Cooperative, Inc 

0302170263 

50-34Q 

M 


9302000270 

50-313 

F 

Alabama Pcuer Co 

030201 002 U 

90-340 

r 


0302080278 

50-315 

F 


0302010029* 

30-340 

F 


0302100313 

90-315 

P 


0302010093 

50-340 

3 

American Mining Congress 

0302100401 

PRM 



0302010103* 

90-340 

8 

American Nuclear Insurers 

0302 170361 

50-293 

J 


0302010316 

30-364 

8 

American Nuclear Society 

0302100201 

NUftEQ 



83020 1 0539 

30-34B 

G 


8302100204 

NUREQ 



8302030063* 

50-340 

F 


83021 40125 

PR 



0302030068* 

90-348 

F 


83022 S0079* 

CONTRACT 



0302030344 

50-340 

P 

American Society of Mechanical Engineers 

8302080433* 

CONTRACT 



8302030344 

50-348 

P 


83021 70174* 

toprep 



0302070613 

50-340 

8 

Amarsham Carp 

0302040490 

71-7167 



03020 70614* 

50-348 

0 


8302040454* 

71-7167 



0302070617* 

50-340 

G 

Ana-hoim, CA 

8302220337* 

50-361 

P 


0302070620* 

50-348 

Q 


8302220337* 

50-361 

P 


0302000012 

50-364 

Q 


8302220339* 

50-361 

P 


0302000017* 

50-364 

G 


6302220339* 

50-361 

P 


8302000017* 

50-364 

G 


0302200204* 

50-361 

P 


0302090329 

50-340 

P 

Andr-ulii Research Corp 

8302020090* 

CONTRACT 



8302090329 

30-348 

P 


0302100007 

FOIA 



0302090467* 

90-340 

F 

Antioch School of Lau, Washington, DC 

8302010577 

50-153 

0 


0302090467* 

50-348 

F 

Argunne National Laboratory 

9302060 1 43* 

FOIA 



0302090471* 

30-348 

r 


0302090480 

50-237 

□ 


03021 00245 

30-340 

p 


6302090007 

ACRB 



0302100249 

90-348 

p 


9302090009 

ACRS 



0302100248* 

30-340 

p 

Arltttna Public Service Co 

0302010493 

30-520 

A 


8302 1 0024B* 

90-348 

p 


9302010493 

50-528 

A 


8302100338 

PR 



B3020 10493 

30-520 

A 


8302100426 

PRM 



9302040554 

70-2749 



8302190009 

90-364 

G 


6302070221 

50-526 

0 


8302100247 

90-340 

p 


B 302070221 

50-526 

3 


8302100247 

30-340 

p 


9302070221 

50-529 

B 


8302220127 

90-340 

n 


8302070249 

50-529 

S 


8302220131* 

50-340 

n 


9302070234 

50-529 

s 


8302220174 

50-340 

B 


0302070239 

50-529 

9 


8302220199* 

30-340 

3 


8302070307 

50-529 

S 


8302220363 

50-348 

D 


0302070387 

30-520 

8 


8302220367* 

50-340 

B 


B302070397 

50-526 

S 


8302220372* 

30-348 

D 


8302070483 

50-529 

8 


8302220400 

50-364 

8 


9302070463 

50-529 

8 


83022204 13* 

50-364 

8 


8302070493 

30-526 

B 


B302230197 

30-364 

P 


8302060210 

50-529 

A 


0302230307 

30-348 

P 


0302000210 

50-529 

A 


0302230307 

30-348 

P 


6302080210 

50-523 

A 


03022 3070S 

30-364 

S 


6302 080362 

50-528 

E 


030223 071 1 * 

50-364 

9 


6302060362 

50-528 

E 


8302200030 

90-364 

8 


9302080362 

50-929 

E 


0302200042* 

50-364 

B 


9302000367* 

50-52-9 

E 


0302200211 

30-348 

S 


9302090367* 

30-529 

E 


03022 0 021 1 

30-348 

9 


9302080367* 

50-529 

E 

Alderion Reporting 

0302170394* 

CONTRACT 



9302100221 

50-529 

A 
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0302100221 

50-520 

A 


0302230456 

50-360 

S 



B3021 00221 

50-520 

A 


0302230473* 

50-360 

s 



6302150106 

50-520 

S 


8302 2 30499 

50-313 

H 



B302 150106 

50-52B 

S 


8302230602* 

50-313 

0 



03021 50106 

50-520 

s 


8302200447 

90-313 

s 



8302150625 

50-520 

s 


9302200455* 

50-313 

5 



0302150625 

50-520 

s 

Arkansas, State of 

8301 310191 

State Prog 



0302150625 

50-523 

s 


0302170489# 

CONTRACT 




8302170470* 

50-520 

F 

A-rmy, Sept of* Army Engineer Waterways 

B3O220OOO6 

NUREG 




8302170490* 

50-528 

F 

F i p er t in&n t Station 









Army, Dept of. Headquarters Materiel 

0302100337 

PR 




8302170490* 

50-520 

F 

Deve loprr.enfc & Readiness Command 






03021 70503# 

SO -520 

F 







0302230326 

50-520 

£ 

ATifty* De p t of 

9302 1 60502* 

CONTRACT 




9302230361 

50-339 

0 

ATmy,Dept of. Corps of Engineers 

0302070637* 

CONTRACT 




0302230425 

50-52B 

9 


9302090270* 

CONTRACT 








0302220453* 

CONTRACT 




9302230533 

50-520 

8 

Associated Techno log le t, Inc 

0302230566 

TOPREP 




0302250299 

50-520 

V 







8302290443 

50-520 

A 


0302230574* 

TOPREP 




0302280443 

50-520 

A 

Atlas minerals 

9302100008 

40-3453 




0302200443 

50-528 

A 


0302100016* 

40-3453 







Atomic Industrial Forum 

0302 1 00343 

PR 




0302200492 

SO-92B 

A 


0302100406 

PRM 




0302200492 

50-52B 

A 







B3022 00492 

50-52B 

A 


0302140107 

PR 


Ariiona. 

•Univ of 

0302160025 

RES 



8302160339 

50-413 

G 



0302100210* 

50-113 

0 

Aodub on Society 

8302160306 

50-247 

G 







8302220344 

90-454 

0 



03022 50151 

HUREO 


Automated CorTespondenri Systems, Inc 

8302 1 70389* 

CONTRACT 


Arkansas 

Posjor & Light Co 

0302010409* 

50-313 

0 







0302010490# 

S0-36B 

Q 

Automatic Switch Co 

0302230194* 

QA9?9 




030201 0497* 

50-313 

a 


9302230204* 

0A999 




0302010501* 

50-313 

a 

ilhD Insulation Inc 

9302230348# 

30-392 

F 







9302230353* 

50-392 

F 



03020303 1 5 

50-313 

o 


0302230359* 

50-382 

F 



6302030313 

50-313 

0 







03020303? L 

50-313 

F 


8302230368# 

50-302 

F 



0302030405 

50-313 

P 

HWR Owners Group 

8302010525 

TOPREP 




0302030406 

50-313 

R 

.Babcock & U 1 1 c o * Co 

921 1020469* 

50-209 

0 







9302020316* 

50-312 

P 



0302030409# 

50-313 

P 


0302040494 

70-1201 




830203041 I* 

50-313 

R 







0302030520 

30-328 

0 


930204055? 

70-27 




0302070297* 

50-313 

F 


8302040509 

70-2/ 




8302070299# 

50-313 

F 


8302040604 

70-27 








3302070022 

70-27 




0302070361 

90-313 

5 


0302070031 

70-135 




0302070363* 

50-313 

0 







0302070456 

50-313 

P 


9302070178* 

70-1201 




6302070460* 

50-313 

Q 


9302080379 

70-1201 




0302070497 

50-313 

P 


8302080391 

70-1201 








8302080309 

70-27 




0302070497 

50-313 

P 


8302090050 

70-1201 




8302070532* 

50-313 

0 







8302070575 

SO-313 

P 


8302100362 

PR 




0302070375 

50-313 

P 


0302100451 

PR 




0302070609 

50-313 

0 


0302160152 

TOPREP 








9302160171* 

50-313 

F 



0302090315 

50-36B 

P 


8302160330* 

50-289 

G 



0302150011 

50-360 

P 







83021 50016* 

50-360 

P 


0302160393 

70-1201 




83021 30116 

50-313 

Q 


8302160397* 

70- 1 20 1 




03021 30230 

50-313 

Q 


8302180436* 

50-313 

P 







8302220 j 42 

TOPREP 




0302130492 

50-368 

P 


8302220291 

TOPREP 




0302160149 

50-313 

P 







8302160160 

50-313 

P 


9302220423* 

50-269 

a 



0302160169 

30-313 

F 


8302250323 

PR 




03021 70064 

50-313 

S 

Babcock 6- Uilcox Operating Plants Owners 

8302090309 

TOPREP 







Group 






8302170060# 

50-313 

s 

Backup Shea MeyeT 

0302000185 

50-443 

Q 



0302 1 70133 

50-360 

s 


6302080185 

50-443 

Q 



B3021 70136* 

50-360 

s 







03021 70232 

50-360 

s 


8302080238 

50-443 

0 



03021 70237* 

50-360 

6 


8302080230 

50-443 

0 







8302170201 

50-443 

G 



0302170372 

50-360 

S 


0302170201 

50-443 

Q 



03021 70377* 

50-36B 

B 


0302170284 

50-443 

G 



03021 70517* 

SO-313 

F 







0302170317* 

50-313 

F 


0302 1 70284 

90-443 

G 



0302100223 

50-313 

F 

Baltimore Gas & Electric Co 

8302010117* 

50-317 

F 







8302010117* 

50-317 

F 



0302100223 

50-313 

F 


8302010126* 

50-317 

F 



S3021S0393 

50-36B 

0 


0302010126* 

50-317 

R 



0302100430 

50-313 

P 







0302100469 

50-313 

P 


8302010163 

50-319 

9 



0302180469 

50-313 

P 


6302010175* 

50-310 

3 







8302010180 

50-310 

3 



0302180472* 

30-313 

P 


9302010109* 

50-310 

3 



0302100472* 

50-313 

P 


0302010190 

50-317 

8 



0303220236 

50-3 1 3 

P 







0302220273 

SO-313 

P 


0302010205* 

50-317 

3 



0303220200* 

50-313 

P 


0302010330 

50-317 

3 







8302010337* 

50-317 

S 



6302220354 

50-313 

P 


8302010341 

50-318 

3 



0302230403 

50-3 1 3 

P 


0302010345* 

50-318 

S 



0302230403 

50-313 

P 







0302230400* 

50-313 

P 


0302010349 

50-317 

5 



0302230408* 

SO-313 

P 


0302010349 

50-310 

S 
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AUTHOR 

AFFILIATION 


liar? 1 Engineering Co 
[ia I telle Manorial Institute, 
1 »h orator 1 es 


Battel le Memorial Institute, 
Northeast Laboratory 


ACCESSION 

NUMBER 


Columbus 


Pacific 


03020 10352* 
030201 0354 » 
0302010303 
0302010309* 
0302010392* 

9302010555 

8302010S60* 

8302010366 

8302010371* 

8302040265 

8302040265 
8302070290* 
8302070270* 
830 20 70292* 
8302070379 

0305070390* 
0302070405 
03020 7041 1 

03020 70415* 
0302070410* 

8302070421 

8302070427* 

8302070473 

0302070593 

8302070606* 

8302080272* 

8302000435* 

8302080435* 

8302000440* 

8302000440* 

8302090108 

8302090203* 

0302090205 

8302090316 

8302090319 

8302090321* 

8302090372 

8302090377* 

8302090395 

B302090399* 

8302090420 

0302090422* 

8302100283 

030210033? 

0302170334 

□302180010* 

03021 00010* 
0302180012* 
03021 BOO 1 2* 
0302100030* 

8302 1 80050* 

0302100257 

8302180269* 

0302230162 

8302230167* 

0302230252 

8302230227 

0302230303 

8302230306* 

0302230463 

0302230476* 

0302230507 

0302230605 

0302230616* 

0302230698 

0302230701* 

0302230716 

0302230722* 

6302250050* 

0302230050* 

0302250188 
8302250195* 
8302250196 
83022 30199* 
8302250402 

03O223O4O4* 

8302230408 

6302200174 

8302100001* 

6302040306* 


0302040390* 

0302220459* 

0210130450* 


50-31 8 
50-317 
50-317 
50-3 1 7 
50-3 1 7 

30-318 
50-318 
50-3 IQ 
50-318 
50-317 

30-317 
50-3 l 7 
50-3 1 7 
50-317 
50-317 

30-317 
30-3 1 7 
50-317 
50-317 
50-317 

50-31-0 

50-310 

50-317 

50-3JQ 

30-310 

50-317 

30-317 

30-317 

50-317 

50-317 

50-3 IQ 
50-3 IQ 
50-317 
50-317 
50-310 

30-317 
50-318 
50-310 
90-317 
30-3 J 7 

50-318 

50-318 

PR 

PfiM 

30-318 

50-317 

50-317 

90-317 

30-317 

30-317 

90-317 

90-317 

50-317 

50-317 

90-317 

90-318 

50-317 

50-317 

90-317 

90-317 

50-317 

90-317 

90-317 

50-317 

30-317 

90-317 

50-318 

90-318 

90-317 

50-3J7 

90-310 

90-310 

50-317 

50-317 

90-310 

30-310 

50-317 

30-317 

CONTRACT 

CONTRACT 


50-209 

CONTRACT 

FOIA 


!Y 

AUTHOR 

ACCESSION 

SUBJECT 


affiliation 

NUMBER 

CATEGORY 

8 





S 


6302070124 

RES 


S 


0302070157* 

FOIA 


3 


8302 I 7006 1 * 

30-205 

Q 

Q 


8302250046 

NUREG 




03022 300S3 

NUREQ 


8 


03022 50094 

NUREG 


S 


8302250146 

MUREG 


B 

Uaystat* MedUal Center Spr ingf ie I 4 , MA 

7702020122* 

FOIA 


0 


7704250165* 

FOIA 




7903270339* 

FOIA 


0 

F 


7908220373* 

FOIA 


F 


791 1210270* 

FOIA 


F 


6004290184* 

FOIA 


S 


6010090441* 

FOIA 




6302240235* 

FOIA 


s 

0 


0302240250* 

FOIA 


0 


0302240255* 

FOIA 


a 


0302240270* 

FOIA 


a 


0302240277* 

FOIA 




8302240200* 

FOIA 


0 

s 


0302240293* 

FOIA 


p 

Bechtel Carp 

8302040329 

50-329 

S 

s 


030 20 70493* 

30-52Q 

8 

s 


830 2 140097 

REGOO 




83021 40 101* 

REGQD 


0 

r 


8302130206* 

30-331 

R 

F 


Q302I 80398* 

30-329 

T 

F 

Ud Ig i urn 

8302200020 

MUR EG 


F 

Beloit Co 1 Ug« 

8302230544 

50-454 

T 


□erlact* Israel* 6 Libernan 

8302230350 

50-326 

0 

0 

g 

Beveridge, Fairbanks & Diamond 

0302160348 

50-336 

G 

p 

Uolfc, Qeranclt * Neuman* Inc 

8302040921 

NUREG 


8 

Boston Edison Co 

8302010333 

50-293 

3 

P 


0302030289 

50-273 

P 



8302070464 

50-293 

3 

0 

s 


0302070467* 

50-293 

8 

6 


6302000160 

50-293 

P 

3 


8302080192 

50-293 

P 

3 


0302090605* 

50-293 

J? 



8302090607* 

50-293 

ft 

8 

3 


8302090617* 

50-293 

R 



8302100342* 

30-293 

G 



0302100300 

30-293 

8 

p 


0302100395* 

30-293 

8 



8302 J 40090 

50-293 

Q 

F 

F 


8302220170 

30-293 

F 

F 


0302220348 

50-293 

8 

F 


8302220351* 

50-293 

8 

F 


630222039 1 

50-293 

8 



B302220395* 

30-293 

8 

r 

Q 


0302330190 

30-293 

P 

a 


0302230643 

60-293 

G 

n 


8302230030 

80-293 

P 

ff 


0302250322 

PR 



Orookfiaven National Laboratory 

0212290219* 

50-352 

0 

8 

0 


0302070124 

RES 


3 


0302080402 

RES 


a 


83021 70104* 

60-322 

A 

8 


0302170109* 

50-322 

A 



8302170193* 

30-322 

A 

a 

p 


0302170197* 

50-322 

A 

a 


6302220426 

NUREG 


g 


8302220431 

NUREG 


0 


0302240011 

RES 



8302240359 

27-47 


8 

B 


0302240360 

RES 


0 


8302240361 

FEB 


i r 


8302250039 

RES 


r 

F 


8302250049 

50-320 

P 



8302250129 

NUREG 


Q 

Braun & Root Corp (subs of Halliburton 

8302000173* 

50-445 

0 

S 

5 

Comp ) 




a 

Braun Bcweri Corp (subs Brawn Bavert & 

821 2 J 40330 

50-315 

S 

a 

O 

To » Ltd > 




o 


8302040164 

50-546 

e 


Bunker Rana-Eltra Corp, 

8302030423* 

0A999 


V 


8302030431* 

0A999 


P 


8302030439* 

GA999 




8302030444* 

GA999 




8302030432* 

0A999 



Burns 6 Ro* Co 

8302080133* 

60-219 

p 

P 


8302090404* 

60-397 

G 



8302100324 

60-937 

D 


C Itoh 4 Co (Anerical, Inc 

S302020362 

XPORTLIC 




8302020364* 

XPORTLIC 




488 


AUTHOR 
APF ILlATrGN 

CLOW Corp 

CONOCO, Inc (Cont Lmuntal Oil Co ) 

■Cal IT 1 ornia. State of 
Califo-mia. Univ of# Derielanj 

California^ Univ of. Irvine 
Cal 1 f orr iai Un 1 v ofi Los Angeles 

California^ tfniv of. Santa Barbara 
Carolina Power 6 Light Co 


CORPORATE SOURCE INDEX 


ACCESSION 

NUMBER 


0302020371 
S302030544# 
0302030556# 
03020 1 0073 
03 02240052 

0302010464 

8302000467 

0302000472 

9302230147# 

0302020236# 

83021701*0 

0302100259 

0302220116# 

8302220119# 

0302030209 

0301 17040? 
03011 70414* 
8302010000 
0302010003# 
0302010097 

6302010092* 
9302010234 
6302010240# 
63020 10267 
8302010272 

8302010272 
6302010277* 
83020 1 0281 
0302010207+ 
&3020I03I9 

9302010361 
0302010361 
9303010363 
93020 103&7# 
0302010371 

8302010375# 

0302010442 

0302010442 

0302010445# 

03O2OIO449+ 

8302010434 
0302010457# 
9303010469 
030 2010460 
0302010473# 

0302010473# 
Q3030i04B3 
33020 10403 
B3020 10563 
0302010573# 

0302010390 
03020 1O5B0 
0302010990 
93020 1 0590 
0302010601 

03020 10619* 
03050 1 0626 
0302010634* 
53020 301 BO 

03020 30107 

9302030304 

B302030304 

©302030309 

9302030401 

0302030410 

0302030414 

9302030420# 

8302030422# 

0302030503 

9302030510* 

8302070209 

B30207020B 

8302070271 

8302070490 

8302090292 

8102090434 
63021 00290 
8302100293* 
0302 J 40OJO 
9302140012* 

9302140042 

8302140049+ 

03021 40134 
8302 140142# 
03021 S0014* 


SUBJECT 

CATEGORY 


XPCRTLIC 

GA999 

GA99? 

40-8743 

40-8743 

50-275 <3 

ACftS 

ACRS 

50-326 Q 
CONTRACT 

NUftEG 
50-142 P 
50-142 Q 
50-142 F 
NOR EG 

50-324 S 
50-324 S 
50-324 B 
50-324 3 

50-324 S 

50-324 5 

50-325 5 

30-325 E 
50-324 8 

50-400 S 

50-400 S 
30-324 0 

50-324 S 
50-324 3 

50-261 9 

50-400 B 
50-400 a 
30-325 S 
50-325 B 
30-324 B 

50-324 3 

30-400 R 
30-400 R 
30-400 n 
30-400 n 

50-324 3 

50-324 9 

50-324 P 
50-324 P 
30-324 P 

30-324 P 
30-324 t> 
50-324 P 
50-324 S 
50-324 8 

SO- 400 B 
50-400 3 

50-400 5 

SO -400 8 
50-323 3 

30-323 0 

50-324 S 
50-324 8 

30-400 G 
30-323 S 

30-400 3 

50-400 S 
50-325 S 
50-329 S 
SO-324 9 

50-324 B 
SO-324 S 
30-324 S 
50-324 8 

50-334 6 

50-324 P 
30-334 P 
50-400 D 
50-400 0 

TCP REP 

50-361 P 
50-261 P 
50-261 P 
50-324 8 

30-324 S 

30-324 B 
SO-324 9 

50-323 8 

30-325 S 
30-261 0 


AUTHOR 
AFF 1LIATI0N 


ACCESSION SUBJECT 

NUMBER CATEGORY 


0302150023 
03021 50026* 
S3021 50031* 
93021 50040 
0302150043* 

0302150046 
83021 50055 
93021 SOOBO 
93021 500B0 
B3021 50093* 


50-324 S 
50-324 B 
50-261 Q 
50-325 P 
50-325 P 

50~2ht P 
50-261 G 
50-324 G 
50-324 Q 
50-261 D 


B3021 50119 
93021 50120* 
0302150172 
□3021 50172 
83021 SOI 77 


50-324 B 
50-334 8 
50-324 S 
50-324 S 
50-400 5 


( atho lie U-d lv 

C&ntennlal Sy + tans. Inc 
Cbacket 6 Hoar* 

Chadtj* 1 1 • Kayser, ftuggles, McGee & 
Hasting*. Ltd 

thapeL Hill Anti-Nuclear Group Effort 


8302150195 
0302 1 S020 5 
83021 50255 
83021 5026-3 
03021 50290 

8302150330* 
0302 JB0374 
83021 50394 
9302150394 
8302150518# 

8302 1 50602 
83021 30602 
0302150617 
03021 50642 
8302150650* 

03021 50650* 
03021 50677 
03021 50693# 
83021 50709 
9302160305 

83021 60344 
83021 70065 
0302170070* 
63021 70074 
03021 70004+ 

B302 170093 
03021 70101* 
9302170172 
B302 170177 
B3021 70170 

8302170103* 
0302170104* 
0302 170240 
©302160161 
8302180331 

B3021B0392* 

9302530166 

8302230169* 

0302230270 

0302230417 

8302230417 

8302230496 

0302230496 

B30333Q589 

0302230309 

0302230596* 

0302230596+ 

8302230619 

0302240249 

0302240291* 

8302240265 

0302200066 

0302200074# 

8302390173 

0302280173 

0302200217 
83022802t 9 
8302200222* 
0302200250 
0302280257# 

8302280360 
03022 B0363* 
0302260502 
8302200507# 
0302170205 

6302240122* 

8302070973 

8302040005* 

0302230568 


50-324 P 
50-261 P 
50-400 0 

50-261 0 

50-261 <1 

50-324 ft 
50-261 0 

50-324 P 
50-324 P 
SO-324 0 

50 024 P 
50-324 P 
50-261 P 
50-324 R 
50-324 R 

50-324 ft 
50-261 G 
50-261 8 

50-261 P 
TOPREP 

50-261 0 

50-261 ft 
50-26 1 R 
50-324 S 
50-324 3 

50-324 8 

50-324 £, 

50-325 0 

50-325 8 

50-324 S 

50-325 8 

50-324 *3 

S0-40Q 9 

30-261 P 
50-261 P 

50-26) P 
50-324 S 
50-324 B 
50-261 P 
50-400 G 

50-400 G 
90-400 0 

30-400 0 

50-400 0 

30-400 0 

50-400 Q 
50-400 0 

50-324 P 
50-329 8 

30-323 8 

50-324 P 
90-324 8 

50-324 G 
50-400 G 
50-400 & 

50-26 1 8 

50-324 S 
30-261 8 

30-325 8 

30-325 S 

50-261 P 
50-261 P 
50-394 S 
SO-324 0 

NURCQ 

CONTRACT 
SO- 403 0 

40-2061 

90-400 0 



CORPORATE SOURCE INDEX 


48 ' 


AUTHOR 

AFFILIATION 


rhen-Nuc 1 ear Systems* Inc 

Chicago Bridge 4 Iron Co 
Chris ta-ffar J a 

Cincinnati Gas £< Electric Co 


Citizens Association for Sound Energy 


Citizens for Energy & Employment 
Cleveland Electric Illuminating Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

G3022 30568 

50-400 

0 


0302070261 

50-440 

a 

0302230579# 

50-400 

Q 


0302070241 

30-440 

a 

03022 30579# 

50-400 

Q 


8302070301 

30-440 

E 

0302090390 

TGPflCP 



0302070301 

50-440 

E 

03020 90394 * 

TOPREP 



0302070313 

50-440 

E 

0302250439 

27-47 



030207031 3 

50-440 

E 

03021 50320# 

QA999 



0302070323 

50-440 

E 

03021 50337# 

GA997 



0302070325 

50-440 

E 

0302010377 

50- 1 95 

G 


83020 70555 

50-440 

G 

0302010223 

30-350 

S 


0302070355 

50-440 

0 

0302010535 

50-350 

C 


83020 BO 14 7 

50-440 

G 

03020 10S41 # 

50-350 

c 


0302000323 

50-440 

8 

0302010545 

50-350 

K 


0302 1 00202 

50-440 

0 

0302010549# 

30-350 

K 


8302 1 00202 

50-440 

0 

03020 10573 

50-390 

A 


8302100209# 

50-440 

G 

03020 lOfaGB 

30-350 

0 


8302100209# 

50-440 

G 

0302010647 

50-424 

S 


8302100213# 

50-440 

G 

0302040003 

50-350 

A 


8302100213# 

SO-440 

G 

0302040007# 

50-350 

A 


8302 1 50214 

50-440 

S 

0302040423 

50-350 

Q 


8302 1 50309 

30-440 

E 

□302040432 

50-35B 

Q 


83021 50309 

30-440 

E 

0302000169 

50-350 

A 


8302160209# 

SO-440 

Q 

0302000291 

50-350 

S 


0302160209# 

50-440 

0 

0302000299 

SO-350 

S 


8302170338 

50-440 

K 

0302000323 

50-350 

0 


8302 1 70338 

50-440 

K 

0302140006 

50-350 

c 


8302170340# 

50-440 

K 

8302150330 

50-350 

A 


83021 70340# 

50-440 

K 

8302150377 

30-330 

B 


8302180434# 

50-440 

G 

0302 150529 

50-350 

S 


8302180434# 

30-440 

G 

03021 70037 

50-350 

K 


8302230580 

50-440 

0 

0302100003# 

so-asa 

A 


03O223O5BO 

50-440 

0 

□302100111# 

50-350 

A 


9302230719 

SO-440 

A 

0302100120# 

50-350 

A 


8302280160 

50-440 

G 

0302100124# 

50-330 

A 


9302280160 

50-440 

G 

0302100130# 

50-390 

A 


9302280206 

SO-440 

E 

0302100132# 

50-350 

A 


0302280208 

30-440 

E 

0302100137# 

30-350 

A 


03022 B023 9 

50-440 

A 

6302100140# 

30-350 

A 


0302200239 

50-440 

A 

8302100144# 

50-350 

A 


G3022B0246 

50-440 

0 

8302100147# 

50-350 

A 


Q3022B0266 

50-440 

0 

8302100131# 

50-390 

A 


9302290304 

50-440 

V 

8302100135# 

50-358 

A 


□302280306 

50-440 

V 

8302100130# 

30-358 

A 


0302200313# 

SO-440 

Q 

G3O21B0I60# 

30-398 

A 

Cleve 1 and -Cl if f t iron C4 

0302100083 

40-0714 


0302 100164# 

TOIA 


Coalition for Nuclear Power Plant 

03021 00436 

PRM 





Postponement 




0302100169# 

90-350 

A 





0302100105# 

50-390 

A 

Coalition for Safe Power 

0302 1 60302 

50-522 

0 

□302100100# 

50-390 

A 


0302160354 

50-460 

0 

8302100194# 

30-390 

A 


8302160336 

50-460 

0 

8302180197# 

30-358 

A 


8302160362 

50-460 

0 




Cofor* Beauchamp, Hawes h Brown 

8302230353 

PR 


03021D0205# 

50-350 

A 





83021002 53 

50-330 

8 


0302250357# 

PR 


0302100270 

50-350 

6 

Colorado State Un iv 

D302 100098# 

CONTRACT 


0302100354# 

50-390 

A 


0302100190# 

40-0102 


8302100444 

50-330 

8 

Colt Industries* Inc 

0302 Z 50201 

50-354 

8 




Columbia River Ch ter-Tr 1 bal Fish 

8302030182 

50-522 

0 

0302180470 

30-350 

8 

f ommis* 1 on 




0302230329 

30-350 

<5 





8302200229 

SO-350 

V 


0302160302 

50-522 

G 

8302280340 

30-330 

A 

Columbia Unlv 

0302040462# 

CONTRACT 


8302200435 

90-358 

B 


0302230025 

NUREO 





Combustion Engineering* Inc 

9302010431; 

50-470 

A 

8302020240 

50-443 

G 


8302070054 

70-1100 


8302020240 

30-443 

0 





0302020331 

00-445 

0 


8302070 194* 

50-332 

A 

0302020331 

30-443 

0 


0302070531# 

90-382 

A 

0302000171 

30-445 

G 


6302070621 « 

30-302 

A 





0302060021 

70-36 


0302000171 

90-443 

0 


G30209039I* 

QA999 


83020 BO 173# 

50-445 

G 





83020 BO 173# 

90-445 

Q 


8302100356 

PR 


0302000109 

50-445 

0 


6302100362 

PR 


0302000109 

30-445 

G 


63021 60157 

70-1 100 






6305220153# 

70-1100 


0302140343 

30-341 

G 


6302240290 

50-470 

E 

0302220309 

30-341 

G 





8212020091 

50-440 

K 


6302250356 

PR 


8212020090# 

30-440 

K 

Commerce* Dept of* National Bureau of 

6302010633# 

70-390 


0302040038 

30-440 

C 

Standards 








83020 4000S 

7 I -6350 


0302040030 

30-440 

E 


0302090534 

70-390 


8302040061 

30-440 

6 


03020 90536# 

70-390 


0302040041 

30-440 

8 





0302040 346# 

50-440 

0 


6302220003# 

30-390 

A 

8302040 340# 

30-440 

a 


0302280020 

NUREG 





Commerce. Dept, of, Natl Oceanographic 

& 3210130452 

30-275 

F 

8302040400 

30-440 

E 

Atmospheric Administration 




8302040400 

30-440 

E 


0210150432 

9 0—27 3 

F 

8302040597 

70-2968 



8210150432 

30-275 

F 

9302070196 

30-440 

F 





83020 70 1 96 

50-440 

r 


82101 50452 

30-275 

F 


490 


CORPORATE SOURCE INDEX 



AU THOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 



82101 50452 

50-275 

F 



82101 50452 

50-275 

F 



92101 90452 

50-275 

F 



92101 50452 

50-275 

F 



0210130459# 

50-275 

F 



0210150459# 

50-275 

r 



82101 50457# 

50-275 

F 



8301370044* 

50-275 

F 



8301270044# 

50-275 

F 



6301270044* 

SQ-275 

F 



0301270051* 

50-275 

F 



6301270051* 

50-275 

F 



0301270060# 

50-275 

F 



8301270060# 

50-275 

F 



0301270060# 

50-275 

F 


Bridge the Gap 

83021601B4 

50-142 

0 



0302100400 

50-142 

0 



B3O21G0414# 

50-142 

G 



B3O2230523 

50-142 

G 

C^nKtiDnuiol t-P 

Edit an Co 

0302010122 

30-373 

S 



0302010127# 

50-373 

G 



0302010132 

30-265 

B 



8302010140# 

50-265 

8 



8302010147 

50-237 

S 



0302010152* 

50-237 

s 



8302010173 

50-295 

s 



8302010105# 

50-275 

s 



8302010269 

30-237 

s 



8302010276* 

50-237 

s 



83020 1 0286 

50-373 

p 



&302Q102B6 

50-373 

p 



0302010294 

50-254 

p 



8302010294 

90-254 

p 



0302010373 

50-373 

s 



8302010376 

50-237 

s 



0302010301# 

50-237 

s 



93020 1 0335 # 

50-373 

s 



0302010429 

50-237 

p 



03020 ( 0429 

50-237 

p 



S3020 10429 

50-237 

p 



0302010429 

90-237 

p 



0302010540 

50-254 

s 



0302010553# 

50-254 

5 



03020 1 0629# 

50-295 

Q 



0302020470# 

50-10 

F 



0302020470* 

50-10 

F 



03020204 /O* 

50-10 

F 



0302020479* 

50-10 

F 



03020204 79* 

50-10 

F 



0302020479# 

50-10 

F 



8302030139# 

50-295 

r 



0302030143* 

50-295 

F 



0302030230# 

50-295 

F 



2302030233* 

50-295 

F 



0302030245* 

50-295 

F 



0302030624* 

50-293 

F 



0302030626* 

50-295 

r 



0302040037# 

30-10 

F 



0302040037# 

30-10 

F 



8302040037# 

50-10 

F 



6302040037# 

90-10 

F 



B3Q204003?* 

50- 10 

F 



G 302040040* 

50- 10 

F 



830204 0030 

50-834 

B 



8302040033 

30-374 

B 



6302040034* 

50-254 

S 



8302040030 

50-337 

3 



8302040070* 

50-237 

9 



83020 4 0171 

50-254 

S 



0302040176 

50-373 

S 



0302040187* 

50-373 

S 



8302040189* 

50-254 

s 



9332040214* 

50- 254 

r 



03020 4 0214# 

50-254 

F 



03020 40280* 

30-254 

F 



03020 40280* 

50-254 

F 



8302040260 

30-373 

S 



8302040261 

50-373 

S 



0302040263# 

50-373 

3 



0302040266# 

50-373 

S 



030204030s* 

SO- 10 

0 



0302040304 

30-265 

s 



0302040321* 

50-265 

s 



03020 40333 

50-373 

s 



8302040335# 

50-373 

0 


AUTHOR 

affiliation 


ACCESSION 

NUMBER 


B3Q2040349 
0302040353 * 
0302040370 
830204 0370 
S302040370 

8302040370 
0302040370 
0302040367 
0302040391 » 
8302040394 

83020 40397 » 

0302070215 

0302070220^ 

0302070274 

8302070274 

83O2070274 
0302070274 
0302070274 
83020 70460 
33020 70542 

03020 BO l 52 
8302080 1 54* 
8302060199 
8302000199 
03020 B0259 

0302080265* 

0302080277 

0302080277 

8302060277 

0302080277 

B3020B0277 

0302000204 

8302080207# 

8302000292 

8302080297* 

0302080303 

0302000322# 

8302000344 

0302000349 

0302080353 

8302000356# 
0302080359# 
B3O2O8O360* 
83020Q036B# 
G3020 00372# 

B302060372# 
0302090457 
0302090464# 
□302090464# 
03021 00214 

8302100217# 
0302100224 
0302 100224 
0302100207 
83021 00291 

83021 00380 
83021 0042& 
03021 50044 
83021 50044 
83021 50048# 

03021 50048# 
83021 50114 
0302130124# 
03021 30103 
03021 50419 


SUBJECT 

CATEGORV 


50-304 S 
50-304 S 
50-454 B 
50-454 G 
50-454 G 

50-454 3 

50-454 S 
50-237 S 
50-237 S 
50-265 3 

50-265 S 
50-237 P 
50-237 r 
50-237 P 
50-237 P 

50-237 P 
50-237 P 
50-237 P 
50-374 A 
50-399 0 

50-454 0 

50-494 C 
50-373 P 
50-373 P 
50-373 G 

50-373 3 

50-237 Q 
50-237 G 
50-237 0 

30-237 0 

50-237 tl 
50-304 O 
50-304 a 
50-254 0 

50-254 8 

50-265 P 
50-JQ F 
50-349 8 

70-2973 
50-247 B 

30-249 S 
30-249 8 

30-254 T 
50-234 F 
50-234 T 

30-234 F 
30-293 P 
50-295 P 
30-293 P 
30-237 P 

50-237 P 
50-237 P 
50-237 P 
PR 
PR 

PRM 

PR 

50-2 54 II 
50-254 R 
50-254 H 

50-234 R 
50-254 S 
50-234 0 

50-436 5 

50-434 0 


03021 30516# 
03021 30528 
0302130328 
03021 50328 
03021 50528 


50-.249 0 

30-10 G 

50-10 0 

50- 1 0 G 

50-10 Q 


03021 50526 
0302150520 
03021 30600 
03021 50600 
8302150606# 


50-10 0 
50-10 0 
50-237 R 
50-237 R 
50-237 R 


83021 S0606# 
83021 50657# 
Q3021 50657* 
83021 50691 
8302150691 


50-237 R 
50-373 F 
50-373 F 
50-254 0 

SO-254 R 


0302160151 
8302160154 
8302160150# 
6302160139# 
03021 60165 


50-265 G 
50-237 S 
50-26 9 C 
50-237 6 

50-454 A 



CORPORATE SOURCE INDEX 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR 

AFF IL1ATI0N 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

6302 140165 

50-454 

A 



0302220520# 

10CFR 


0302140165 

50-454 

A 



0302230130# 

SO- 10 

P 

6302140165 

50-434 

A 



8302230159 

90-29S 

P 

6302140190 

50-237 

S 



0302230139 

30-299 

P 

0302160198# 

50-237 

s 



0302230446 

90-434 

0 

B 3021 60222 

50-237 

s 



0302230446 

50-454 

0 

0302160223 

50-454 

0 



0302230453 

30-454 

T 

0302 16 0223 

50-454 

Q 



0302230310 

30-373 

P 

0302160226* 

50-237 

e 



0302230510 

90-373 

P 

0302160227# 

50-454 

0 



6302230540 

50-454 

0 

0302160257# 

50-454 

0 



0302230703 

90-237 

a 

0302170149 

50-454 

e 



8302230706# 

50-237 

G 

0302170149 

50-454 

E 



8302230160 

90-373 

8 

8302170149 

50-454 

E 



93022 30173# 

50-373 

6 

0302170149 

50-454 

E 



0302290179 

90-234 

P 

8302170149 

30-434 

E 



8302250163# 

90-294 

P 

83021 70159 

50-293 

r 



8302230107 

90-299 

C 

6302170159 

50-295 

R 



0302250109 

90-237 

P 

6302170163# 

50-295 

R 



B 303250 109 

90-237 

P 

03021 70163* 

50-295 

R 



B3022 50190* 

90-299 

Q 

0302170107 

50-373 

K 



8302250192* 

50-237 

P 

0302170107 

50-373 

K 



83022 50192# 

50-237 

P 

0302170191# 

50-373 

K 



83022 50193 

90-304 

S 

0302170292 

50-454 

T 



8302250197# 

90-304 

8 

0302170292 

50-454 

T 



6302250209 

90-373 

8 

9302170297* 

50-373 

G 



B 3022 3 0212 

90-237 

P 

83021 70298* 

50-454 

T 



B 3022 50212 

90-237 

P 

83O217O290* 

50-454 

T 



8X22 30213* 

90-373 

8 

03021 70302* 

50-454 

T 



8X22 90210* 

90-237 

P 

0302 1 70302* 

50-434 

T 



0X22 50210* 

90-237 

P 

9302170315* 

50-373 

G 



GX22 30220 

50-373 

0 

0302170345 

50-237 

P 



8X22 5022G* 

50-373 

8 

8302170347# 

30-237 

P 



0X22 50259 

90-254 

P 

83021 00 126* 

SQ-10 

r 



0X2230206 

30-373 

S 

8302160126* 

50-10 

r 



0X22 50293 

SO-294 

a 

8302100126* 

30-10 

F 



0X2250296* 

90-373 

0 

6302100126* 

30-10 

r 



8X2250307 

30-373 

9 

8302100126* 

50-10 

F 



8X225030D* 

90-234 

G 

6302180126* 

50-10 

F 



0X2250313* 

90-373 

0 

0302100152 

50-295 

s 



8X2250361# 

30-237 

F 

0302180156* 

50-10 

F 



0X22 50361* 

SO -237 

F 

0302100156* 

50-10 

F 



0X22 30361* 

90-237 

F 

0302180156* 

30-10 

F 



8X22 50361* 

SO -237 

F 

0302180159* 

50-295 

E 



8X22 50361* 

80-237 

F 

0302100296 

30-237 

P 



0X22 5036 1* 

90-237 

F 

0302180379 

50-454 

A 



8X225036 L* 

50-237 

F 

0302180379 

50-454 

A 



8X2250361# 

30-237 

F 

B3021 80379 

30-454 

A 



0X2250361* 

50-237 

F 

0302180379 

50-454 

A 



0X2250361# 

30-237 

F 

0302180387 

50-454 

T 



0X2250390 

30-373 

8 

0302100307 

50-454 

7 



0X22 30395 

SO-373 

8 

0302180417 

50-295 

P 



0X2290397* 

50-373 

8 

0302100459 

30-373 

B 



0X2290401# 

50-373 

8 

0302180463* 

50-454 

a 



0X2280204 

50-494 

K 

0302180463* 

30-454 

Q 



0X22 BOX 4 

90-494 

K 

8302180467* 

50-373 

a 



BX 2200206 

90-440 

F 

0302180490* 

30-10 

F 



BX22B02I2* 

50-494 

K 

0302180500* 

30-10 

F 



0X2200212# 

50-434 

K 

0302180520* 

50-299 

F 



0X2200303# 

30-434 

G 

8302180520* 

50-299 

F 



8X2200303* 

50-454 

0 

83021 0054 i# 

50-295 

r 



8X2200316 

50-234 

8 

83021 0054 1 * 

50-295 

F 



GX22B032I* 

SO-294 

8 

8302220291 

50-454 

T 



8X22B0344 

30-373 

K 

030222029! 

50-454 

T 



8X2200376 

50-373 

8 

83022 2 0 290* 

50-454 

T 



8X2260301# 

50-373 

8 

0302220298* 

90-454 

T 



0X2200400 

50-299 

P 

8302220304* 

50-454 

T 



0X2260400 

30-290 

P 

0302220304* 

50-454 

T 



8X22604 SO 

50-494 

9 

8302220310* 

50-494 

T 



8X2260490 

30-494 

8 

0302220310 » 

50-454 

T 



0X2200450 

50-454 

8 

0302220317* 

90-454 

T 



0X2300470 

SO-299 

8 

0302220317* 

50-454 

T 



0X2200473 

50-293 

8 

0302220321* 

90-454 

T 



8X2200476# 

50-295 

9 

0302220321* 

50-454 

T 



0X2200460# 

50-299 

8 

0302220325# 

50-454 

T 



8X2200497 

50-373 

0 

0302220325* 

50-434 

T 



0X2200906* 

50-373 

P 

0302220328* 

50-454 

r 



6X2260518 

50-249 

8 

0302220320* 

30-454 

T 



0X2260524# 

50-249 

8 

0X2220330 

50-237 

p 



0X2280529 

50-295 

8 

0X2220330 

50-237 

p 



0X2260536* 

50-295 

9 

8X2220332* 

30-454 

T 

f-ummun ity 

Ho«p of Ottawa, IL 

8X2100497* 

PR 


8X2220332* 

50-434 

T 

Cenvnun j tv 

Mer.oria 1 Hoip Monmoutfi, IL 

0X2100377* 

PR 


8X2220336# 

50-464 

T 

Computer 1 

Data System*.. Inc 

0X2040491* 

CONTRACT 


8X2220336* 

50-454 

T 

Conam Jntpictldn 

0X2100442 

PR 


0X2220364 

50-436 

F 

Concerned 

Citizens of Rhode Island 

6X2100306 

PRW 
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CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

Conf erenc e of Radiation Control Program 

8302100434 

PR 



0302100307 

50-247 

P 

Directors. Inc 





83021 50260 

50-247 

S 


0302250348* 

PR 



8302150278* 

50-247 

5 

Congress (Joint t Rotating Committees, 

B3021 00327* 

PR 



8302150341 

50-247 

P 

p tc ) 





83021 50349 

50-247 

P 

Connecticut Yankee Atomic Power Co 

0301 190078 

50-213 

F 






8301190070 

50-213 

F 


0302160271 

50-247 

0 






0302160271 

50-247 

a 


6301 190078 

50-213 

F 


8302160278 

30-247 

G 


8301 I9007B 

50-213 

F 


0302 160278 

50-247 

G 


8301 1 9-0004* 

50-213 

F 


8302160367 

50-247 

G 


03020 10097* 

50-213 

F 






B 3020 10301 

50-213 

P 


8302160367 

50-247 

G 






0302160372 

50-247 

G 


0302010301 

50-213 

F> 


8302160372 

SO-247 

Q 


B3O2OJ0565 

50-213 

a 


8302160304 

50-247 

G 


03020 10602* 

50-213 

Q 


8302160399 

50-247 

Q 


6302030043* 

30-213 

r 






6302030043* 

50-213 

F 


8302160399 

30-247 

G 






0302170260 

50-247 

T 


6302030043* 

50-213 

r 


8302170260 

50-247 

T 


8302030043* 

50-213 

F 


8302170268* 

50-247 

T 


8302030052* 

50-213 

F 


03021 70260* 

50-247 

T 


8302Q4027B 

50-213 

f* 






8302040283 

50-213 

P 


0302170277 

50-247 

T 






8302170277 

50-247 

T 


8302070198 

50-213 

r 


8302170280* 

50-247 

T 


0302070384 

50-2 J 3 

p 


0302170280* 

50-247 

T 


0302070432 

50-213 

p 


0302170316 

50-3 

P 


8302070435* 

50-213 

p 






B3Q2070566 

50-213 

F 


0302170316 

30-3 

P 






8302170317* 

30-3 

P 


B302Q70566 

50-213 

r 


0302170317* 

50-3 

P 


9302080202 

50-213 

p 


8302230002 

50-247 

P 


930208020B* 

50-213 

p 


8302230434 

50-247 

n 


8302090304 

50-213 

F 






0302100234 

50-213 

P 


0302230441* 

50-247 

R 






8302230468 

50-247 

6 


93021 O023&* 

50-213 

P 


6302230479* 

50-247 

S 


0302 1 40105 

PR 



8302230498* 

30-247 

0 


03021 50180 

30-213 

S 


8302230659* 

50-247 

a 


8302150193* 

30-213 

0 






8302150644 

30-213 

P 


8302240095* 

50-247 

p 






8302240320 

50-247 

T 


8302160224 

30-213 

F 


0302240320 

50-247 

T 


8302240326 

30-213 

P 


8302250321 

PR 



0302240329* 

30-213 

P 


0302250420 

30-247 

S 


8302240331 

50-213 

n 






83022 4033 J 

50-213 

p 


8302280168 

50-247 

T 






8302280160 

30-247 

T 


8302240331 

50-213 

p 


8302200179 

50-247 

Q 


0302280097 

50-213 

V 


8302200103* 

50-247 

Q 


0302280459 

S0-2I3 

s 

Consumer* Power Co 

8302010259 

50-185 

8 


8302280467* 

50-213 

a 





Conner fr Uetfcerhahn 

83020 1 0524 

50-352 

0 


B3020 10263* 

50-153 

a 






6302010404 

50-155 

p 


83050 70510 

50-352 

0 


0302010636 

30-1 55 

p 


83020 80059 

50-220 

p 


8302010640* 

30- 1 35 

p 


8302100362 

PR 



0302010642* 

50-133 

p 


0302230480 

50-352 

0 






8302230529 

50-35B 

0 


B3020 10654 

50-195 

F 5 






0302010660 

30-155 

F 


8302230559 

50-352 

0 


8302010660 

50- 1 59 

r 

Conover & Associates* Inc Insurance 

8302020005 

70-1621 



0302010661* 

50- 1 55 

p 


83020 20046 

70-1621 



0302010671* 

30-155 

p 

Cons a d Research Carp 

8302-0 40492 

FOIA 






Conservation Council of North Carolina 

83022 30568 

30-400 

0 


8302020451* 

50-329 

F 






0302030399 

90-329 

A 


8302230568 

30-400 

G 


8302030399 

50-329 

A 


8302230579* 

30-400 

G 


0302030407* 

50-329 

A 


B302230579* 

50-400 

0 


8302040078 

50- 1 55 

P 

onsatldated Aluminum Carp 

8302040532 

FOIA 






r » ci E i da t « d Ed 1 » on Co of New York* Inc 

8302010114 

30-247 

S 


8302040093 

50-329 

E 






8302040093 

30-329 

E 


83020 10134* 

50-247 

6 


8302040098* 

50-329 

E 


8302010446 

50-247 

S 


0302040098* 

50-329 

E 


03020 10449* 

50-247 

6 


8302040112 

70-2964 



8302010530 

50-247 

T 






8302010530 

50-247 

T 


8302040121 

50-235 

P 






8302040126* 

50-235 

P 


8302010536* 

50-247 

T 


0305040135 

30-235 

S 


Q3020 10536* 

30-247 

T 


8302040144* 

50-253 

s 


8302020254 

50-247 

0 


0302040230 

50-153 

8 


8302020254 

30-247 

0 






8302030164 

50-247 

0 


0302040259* 

50-155 

8 






0302040307 

50-329 

8 


8302030164 

50-247 

0 


0302040307 

50-329 

8 


6302030175* 

50-247 

G 


0302040320 

50-329 

S 


8302030175* 

50-247 

<3 


8302040329 

50-329 

B 


B302O40020* 

50-3 

r 






8302040025* 

30-3 

F 


0302040329 

50-329 

8 






0302040512 

70-2964 



8302 0702 16 

50-3 

F 


0302070102* 

50-206 

F 


8302070216 

30-3 

r 


8302070439 

50-255 

P 


0302070559 

30-247 

0 


0302070622 

50-259 

n 


8302090224 

30-247 

T 






8302090224 

50-247 

T 


B3O2Q0O2O5 

50-329 

B 






8302080203 

50-329 

6 


8302090230* 

30-247 

7 


0302000207 

30-329 

0 


8302090230* 

50-247 

T 


0302080216 

50-329 

0 


8302100230 

50-247 

P 


6302000216 

50-329 

0 



CORPORATE SOURCE INDEX 


AUTHOR 
AFF IL1ATIQN 


Control Components, Inter nati onal l»ub» 
of Babcock U Nilcox) 

Corwer* •) Devi* it A**ociate* 

Corporate Consa 1 t ing V Development Coi 
\ trf 

Cotier Corp 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8302080305 

50-339 

S 


83021 B0523 

WASTE MOT 

8302000305 

50-329 

5 


03021 ©0324* 

WASTE MGT 

8302000317 

50-255 

S 


8302220194 

WASTE MOT 

8302080319* 

50-255 

9 


B 3022 20203* 

WASTE MOT 

83021 40003 

50- 1 55 

F 

Covington L Burl i 119 

030 20 BO 026 

FOIA 


0302160173 

50-255 

0 


8302100335 

PRh 


83021 60177* 

50-255 

S 

Critical Masi Energy Project 

8302100349 

PRM 


8302160247 

30-255 

R 

D’Appolohia Consulting Engineers, Inc 

8302240169* 

30-135 

P 

8302160250 

50-255 

S 


0302240 1 74* 

90-153 

P 

0302160252* 

50-2S5 

ft 


03022401 St * 

90-153 

P 

B3021 60255* 

SO-255 

8 

Dalryland Pourr Cooperative 

8302010462* 

50-40? 

0 

0302160370 

50-295 

P 


8302030604 

71-9094 


0302160376 

90-255 

0 


6302040046 

50-409 

0 

8302160301* 

50-295 

0 


0302070969 

30-40? 

V 

8302170295 

50-155 

P 


03021 40057 

50-409 

p 

8302100243 

90-259 

B 


8X2 1 4006 1 * 

50-409 

p 

8302100376 

50-255 

D 


8X2 1 703 1 9 

50-409 

p 

8302100378 

50-329 

0 


0X2230131 

50-409 

F 

B302 100378 

50-329 

0 


BX2230393 

50-409 

P 

83021 803B2* 

50-329 

0 


8X2240024 

50-409 

P 

03031 00302* 

50-329 

0 


0X22 90262 

50-409 

P 

8302180390 

50-329 

T 


0X22 50269* 

50-409 

P 

0303100390 

50-329 

T 


0X2230269 

50-409 

F 

03031 B0398* 

50-329 

T 

Dartmouth Co 1 1 eg* 

8X2030334 

50-423 

K 

03021 BO390# 

50-329 

T 

Data Composition Servic **. Inc 

8X2000064* 

CONTRACT 


0302100403* 

50-329 

T 

DeKalt Are* Alliance for Resp ansi b 1 fr 

8X2090229 

30-454 

G 

8302180426 

50-255 

P 

L nergy 




8302100456 

50-329 

0 

DubavoUe & Liberman 

8X2070488 

30-460 

0 

8303180456 

50-329 

8 


8X20 70576 

50-445 

0 

0302180500 

50-329 

G 


9X2080024 

50-397 

H 





0X20 90230 

30-460 

0 

9302100500 

50-329 

6 





8302180502 

50-329 

A 


0X2100305 

PRK 


0302320139 

50-153 

P 


8X2100362 

PR 


0302230179 

50-155 

P 


0X2170220 

50-413 

Q 

8302230206 

50-153 

P 


8X2220330 

30-460 

0 





8X2240405* 

COMMISSION 

8302230241 

50-329 

E 





0302230300 

90-255 

P 


9X22 30248 

50-460 

Q 

8302230405 

50-329 

A 


8X22 50290 

30-460 

a 

8302230405 

50-329 

A 

Defense, Dep t of, Defense Nuclear Agency 

0X2230530 

30-170 

0 

0302230421 

50-259 

F 

Del-Aware Unlimited, Inc 

8X2060233 

30-352 

0 





8X2080233 

30-392 

0 

8302230492 

50-329 

A 





0302230492 

50-329 

A 


8X2060257 

30-352 

0 

0302230500 

90-329 

A 


9X2060237 

50-352 

G 

8302230500 

90-329 

A 


8X2160419 

30-332 

0 

8302230597 

50-155 

0 


8X2160419 

50-352 

0 





8X2160425* 

30-352 

c 

8302230610 

50-155 

G 





8302240163 

50-153 

P 

Delaware* State of 

0X2240275* 

CONTRACT 


0302240256 

50-155 

P 

Design Rivtew Panel 

6X2230480 

REVIEW ORP 

8302240262 

50-329 

A 


0X2230632 

REVIEW GRP 

8302240262 

50-329 

A 


&30223065Q* 

REVIEW GRP 




Detroit Edison Co 

0X2O1O4OB* 

30-34 1 

K 

8302240267* 

50-329 

A 





0302240267* 

50-329 

A 


8X2010413* 

50-341 

K 

8302240273 

50-253 

P 


9X2020437* 

50-341 

F 

0302250225 

30-329 

A 


9X2020440* 

50-341 

F 

0302250223 

30-329 

A 


8X2040074 

50-341 

8 





0X2040090 

50-341 

S 

8302250230 

50-329 

A 





8302250230 

30-32? 

A 


8X2040116 

50-341 

S 

8302250243 

30-329 

A 


0X2040354* 

50-341 

0 

B3022 30245 

50-329 

A 


0X21 50029 

50-341 

B 

0302230363 

PR 



0X21 50240 

50-341 

8 





0X2160299* 

50-341 

0 

8302200169 

50-329 

A 





0302200169 

50-32? 

A 


0X2170351 

50-341 

A 

8302200239 

30-329 

A 


0X2220329 

50-341 

A 

8302200239 

50-329 

A 

Don L Warner# Inc 

0X2000 1 23* 

40-0027 


8302200300 

50-32? 

A 

Dove, K-C 

0X2040104 

FOIA 





Dow Chemical Co 

0X2020420* 

50-264 

F 

83022 00363 

50-255 

B 





0302200374* 

50-233 

Q 


BX2020432* 

30-264 

F 

8302200303* 

50-253 

Q 


0X2040434 

40-17 


8302200386 

30-255 

0 

Duke Pojer Co 

0210120632* 

30-269 

F 

8302200393* 

30-235 

0 


0210120656* 

30-269 

F 





0210130630* 

30-26? 

F 

83021 50480* 

QA999 










03020 1049B 

50-26? 

P 

8302100409* 

CONTRACT 


0X2010531 

30-267 

P 

8302160300* 

30-416 

P 


0 X20 1 0337* 

30-267 

P 





0X2010639 

30-413 

A 

8302090482 

WASTE MOT 


0X2010639 

30-413 

A 

8302090487* 

WASTE MOT 









0X2010641 

30-369 

F 

0302090492 

WASTE MOT 


0X2030423 

50-26? 

6 

8302090495* 

WASTE MOT 


0X2030432 

50-413 

8 

8302170023 

WASTE MOT 


0X2030432 

50-4 1 3 

8 

8302 1 70026* 

WASTE MOT 


0X2030434* 

50-26? 

8 

0302170031 

WASTE MOT 


9X2030466 

30-2,69 

8 

8302170035* 

WASTE MOT 


8X2030473* 

50-26? 

& 

0302170039 

WASTE MOT 


8X2040504* 

50-26? 

F 

0302170043* 

WASTE MOT 


9X2040306* 

5Q-K6? 

F 


493 
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CORPORATE SOURCE INDEX 


AUTHOR 
Arp I LI AT ION 


ACCESSION 

SUBJECT 

NUN PER 

CATEGORY 

030204091 1 f 

50-269 

r 

0302070332 

50-369 

P 

0302070334* 

50-369 

P 

03020 70351 

50-413 

i 

0302070353 

50-414 

0 

0302070504 

50-269 

P 

03020 301 74 

50-413 

A 

0302090413 

50-269 

J 

0302100212 

50-369 

r 

03021 00339 

PR 


03021 40120 

50-369 

B 

8302140124* 

50-369 

8 

8302 1 90100 

50-491 

0 

030215021? 

30-413 

0 

03021 5025? 

30-418 

0 

93021 30295* 

30-370 

0 

03021 90327 

30-269 

0 

0302150396 

30-370 

A 

0302 1 90442 

50-369 

0 

03021 30522 

50-370 

A 

0302150526 

30-369 

Q 

63021 90526 

50-369 

Q 

□3021 90612 

50-370 

0 

0302190664 

TOPRCP 


0302150675 

90-370 

a 

03021 30697 

30-36? 

0 

8302160236 

50-26? 

p 

0302160236 

90-26? 

r 

0302160236 

30-26? 

r 

□302 t 60242* 

30-26? 

r 

0302160242* 

50-26? 

p 

0302160242* 

30-26? 

p 

03021 70042 

30-369 

p 

03021 70042 

30-36? 

p 

03021 70047* 

50-36? 

p 

0302170047* 

30-36? 

p 

03021 70140 

30-367 

p 

□302 1 70 1 40 

30-36? 

p 

B3021 70144* 

90-36? 

i> 

0302 1 70141* 

30-36? 

p 

0302170220 

50-413 

O 

03021 70327 

50-370 

A 

0302100316 

50-36? 

Ft 

03021 00319# 

30-369 

1? 

□3021 00374 

50-26? 

Ft 

0302100374 

50-269 

Ft 

0302100374 

30-267 

R 

03021 Q0377# 

30-269 

ft 

0302100377* 

30-269 

It 

0302100377* 

90-269 

It 

0302 U] 0399 

30-413 

r 

03021 G0399 

30-413 

r 

03O2IGO4O2* 

50-413 

r 

G302ID0402# 

50-413 

F 

O3O3I0O40O 

50-267 

P 

83021110400 

30-26? 

P 

0302100400 

50-P67 

P 

6302100404* 

30-269 

P 

03021 00404* 

50-26? 

P 

0303100404* 

50-26? 

P 

0302220010* 

30-36? 

r 

D 302220040* 

30-369 

r 

0302220047* 

00-369 

r 

6302220093* 

50-267 

r 

0302220099* 

SO- 269 

F 

8302220007* 

30-367 

F 

6302220007* 

50-369 

F 

0302220093# 

50-369 

F 

0302230410 

SO- 269 

0 

8302220410 

50-26? 

Q 

8302220410 

50-269 

0 

0302230424 

30-369 

K 

030 2 2 ■3042 4 

30-369 

K 

0302230431* 

50-369 

K 

0302230431* 

50-369 

K 

0302230516 

50-370 

A 

0302230592 

30-369 

8 

0302230603# 

50-369 

8 

9302240062 

50-269 

P 

0302240062 

50-269 

P 

0302240062 

30-269 

P 

93022 4 0060 

30-269 

V 

0302240068 

50-267 

V 

0302240060 

50-269 

V 

03022 4 0060 

30-269 

V 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


S3022 40069 
B30S34020B 
03022 40 20 B 
03022 4021 Of 
030224021 Of 

8302240295 

8302240205 

0302240302 

0302240332 

0302240332 


SUBJECT 

CATEGORY 


50-2*9 V 
50-4 13 H 
50-413 K 
50-413 K 
50-4 1 3 K 

50-369 P 
30-369 P 
30-369 P 
50-369 p 
30-369 P 


0302250371 
8302250371 
03023 5037 J 
03022 5037 5f 
6302250375f 

83022 5037 5* 
B3022 50391 
0302230391 
8302250391 
0302250391 

B3022 50398 
8302250400* 
0302230400# 
03022 50400f 
03022 50400f 

8302250400* 
83022 50400f 
83022 50406f 
83022 50406f 
8302250406* 


50-269 P 
50-269 P 
50-26* P 
50-269 P 
50-269 P 

50-269 P 
50-269 P 
50-269 P 
50-269 P 
50-269 P 

50-269 0 
50-269 P 
50-269 P 
50-269 P 
50-269 P 

50-269 P 
50-269 P 
90-269 P 
50-26? P 
50-269 P 


8302250411* 

0302250411* 

0302250411* 

B3022504I7* 

8302250417* 


50-269 P 
50-269 P 
50-269 P 
50-269 P 
50-269 P 


8302250417* 

8302250417* 

0302250417* 

8302250422 

8302250422 


50-269 P 
50-269 P 
50-269 P 
50-369 J 
50-369 J 


8303250424* 

0302250424* 

0302250424* 

8302250424* 

8302250424* 


30-269 P 
50-269 P 
50-26? P 
30-269 P 
50-269 P 


0302250424* 

8302250424* 

8302250424* 

8302230424* 

0305250436* 


50-269 P 
50-269 P 
50-269 P 
50-269 P 
50-269 P 


B30P2 50436* 
03OP2 50436* 
8302250436* 
8302250436* 
8302250436* 

8302250436* 

0302250436# 

8302250440* 

0302280037 

0302280002 


50-269 P 
50-269 P 
50-269 P 
50-269 P 
50-269 P 

50-269 P 
50-269 f» 
50-26? P 
50-413 F 
50-369 B 


0302200089* 
8302280170 
0302280199 
83022 BO 199 
0302200203 

0302280325 

8302280325 

8302200323 

8302200327* 

0302200327* 


50-369 B 
50-413 S 
50-413 F 
50-413 F 
50-370 A 

50-267 P 
50-269 P 
30-26? P 
50-26? P 
50-269 P 


[juqimin# Lf^t Co 


0302280327* 
030220041 2 
0302200410* 
8302010666 
0302010670* 


50-269 P 
50-269 8 
50-26? 6 
50-334 R 
50-334 It 


0302070576 

0302070503* 

0302080296 

8302000302 

8302090360 


50-334 & 
50-334 9 
50-334 P 
50-334 P 
50-334 9 


930209037B* 
0302100329 
8302150027 
03021 50335 
03021 50626 


50-334 0 
50-412 0 
PR 

50-334 P 
50-4 1 2 Q 
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AUTHOR 

affiliation 


FDS Nile Lear, Inc 
EUO. In< 


Lai tern Testing f s Inspection, Inc 
Lfaasco Services, Inc (subs of Fnsorch 
Carp \ 

ErfJleren< (I 


Edelslein 6 Payne 


Ederer, Inc 

Edison Electric Institute 
Edlaw International Co 


Electric Power Research Institute 

Energy Da i ly, Inc 

Energy Fuels Nuc 1 ear, Inc 


Energy Resources Co r Inc 

Energy Technology Engineering Center 

Energy, Dept of 


ACCESSION 

NUMBER 


9302 1 60247 
8302160476# 
8302160479# 
9302170052 
03021 70106 

0302170193* 
03021 70196# 
03021 70300 
03021 70301# 
03021 70305# 

0302100440 

0302100443 

0302100450* 

0302220255 

0302220297 

8302220322 

8302220370 

8302240311* 

0302240315# 

8302250105 

0302250305 

0302200342 

0302200347* 

0302100209# 

0010070317* 

8302030200 

0302040031* 

8302070392 

8302070590# 

0302000019* 

0302150739 
83021 50741 
0302130744 
03021 30743 
03021 50740 

03021 50739 
0302160002 
0302160003 
0302160005 
0302160000 

8302160097 

8302160398 

8302160401 

8302160402 

0302170009 

8302170210* 
0302170223# 
8302170227# 
6302 1 70235* 
6302 220467 

B3022801 51 
83022B0164* 
8302040501 
0302070307# 

0302020321 

0302020321 

0302020334# 

0302020334# 

8302070514 

8302090241 

8302090241 

8302090251# 

8302090251* 

0302160351 

0302230568 

8302230579# 
0302230560 
03022 30 56 B 
0302230579# 
03020202 77 

0302140111 

0302020344 

0302020333# 

0302020350* 

0302240343 

0302020062 

0302180513# 

0302020301 

8302020304# 

8302090607 

8302100501* 

0302250243* 

0302020375 

8302020376* 


SUBJECT 

CATEGORY 


50-334 F 
50-334 F 
50-334 F 
50-341 A 
50-334 P 

50-334 P 
50-334 P 
30-334 P 
50-334 P 
50-334 P 

50-334 Q 
50-334 G 
50-334 S 
50-334 Q 
50-334 P 

30-334 P 
50-334 P 
30-334 F 
30-334 F 
30-334 0 

50-412 S 
50-334 R 
50-334 R 
50-440 0 

50-335 P 

NUREG 

ORG 

50-537 A 
50-537 A 
50-206 P 

RES 

RES 

30-3 i 2 P 

RES 

RES 

RES 

REB 

RES 

RES 

RES 

RES 

RES 

RES 

RES 

RES 

50-322 A 
50-322 A 
50-322 A 
50-322 A 
50-269 P 

TGPREP 
TOPREP 
71-6717 
30-302 A 

50-400 Q 

50-400 0 

30-400 0 

50-400 0 

50-400 0 

50-400 0 

30-400 0 

50-400 0 

50-400 0 

30-400 0 

50-400 0 

30-400 G 
50-400 <3 

50-400 Q 
30-400 Q 
TOPREP 

PR 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

TOPREP 

CONTRACT 

40-8675 

40-8675 

40-8681 

CONTRACT 
50-445 0 

WASTE MOT 
WASTE MOT 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


Q 302020377# 

WASTE MOT 


8302040031 

71-6272 


8302040133* 

50-537 A 


0302040407 

71-9150 


B30208004B 

71-9855 


8302000053# 

71-90 55 


8302090409 

TOPREP 


9302090526 

XPORTLrC 


0302100450 

PR 


8302240303 

WASTE MOT 

Energy# Dept of. Clinch River Oreeder 

S3022 50001 

WASTE MOT 

8302010437 

50-537 A 

Reactor Plant 


8302010439# 

50-537 A 


03020 70417 

30-537 A 


0302070420 

50-537 A 


0302070440 

50-S37 A 


B3020 70451 

50-537 A 


0302070477 

50-537 A 


03020 00001 

50-337 A 


8302090325 

50-537 D 


9302090326 

50-537 A 


83021 0031 5 

50-537 Q 


03021 30343 

50-537 A 


03021 50457 

30-537 A 


03021 50576 

50-337 A 


03021 50566 

30-337 A 


83021 50601 

50-537 A 


8302160153 

50-537 A 


8302160170 

50-337 A 


0302170100 

50-537 A 


0302230201 

50-537 S 


B302230347 

50-537 A 


B3022 50290 

50-537 A 


0302250292 

50-537 A 


0302250314 

30-537 A 

Lncrg y. Dept of, Idaho Operations Office 

B302040Q30 

ORO 

Engineering & Economics Research, Inc 

0302010133# 

50-537 A 

Environmental C an s u 1 t*nt s , Inc 

0302280262* 

50-445 A 

Environment* l Defense Fund 

B3021004S4 

PRM 

Environmental Policy Institute 

0302040470 

FDI A 


0302100440 

PRM 

Environmental Protection Agency 

0302230390 

50-413 D 

Equipment Qualification Engineering 

0302070001 

FOI A 

Lerviceii Inc 


0302070002 

FOI A 

Essex Corp 

0302170395* 

90-320 P 

European Conmur i t i et . Commission of 

8302090201 

XPORTLIC 


0302220528 

XPORTLIC 


0302220533 

XPORTLIC 


030222034 0 

XPORTLrC 


8302240140 

XPORTLrC 


8302200001 

XPORTLIC 

Exxon Nuclear Co , Inc (subs of Exxon 

83020 10588# 

50-335 P 

L o r p J 


83020 10399# 

50-339 P 


0302010605# 

50-335 P 


030204 0120 

70-1237 


0302040463 

70-1257 


6302040533 

70- 1 257 


0302040530 

70-1257 


030204 0545 

70-1257 


0302100464 

PR 


0302140044 

50-3 1 6 P 


0302140206 

PR 


8302160500 

40-0064 


8302160310# 

40-8064 


83021 00243 

TOPREP 


8302100336 

TOPREP 


0302230150 

TOPREP 


8302230155 

TOPREP 


8302930300# 

70-1257 


0302230327 

TOPREP 


03O22SOS64 

71-5490 

fOI Services 

8302000047 

FOI A 

FPE Group, The 

8302160009* 

CONTRACT 

Federal Emergency Management Agency 

0302100294 

PRM 

0302160065 

30-347 F 


0302240057 

COMMISSION 


0302240065* 

COMMISSION 


0302280384* 

50-247 T 


0302230384* 

30-247 T 


0302280390* 

50-247 T 


0302280390* 

50-247 T 

Flshgold, H 

03022 40091* 

CONTRACT 
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AUTHOR 

affiliation 

Flefflrulngi Andersoni HcClung U Finch 
Florida Power & Light Co 


ACCESSION 

NUMBER 

B303020335* 

axaoioiiG 

8X2010130* 
83020 i 0250 
030201031 1 

9302010320* 

9302010444 

0302010447 

0302010463 

B3020I0467* 

8302010477 
93020 1048B* 
0302010513 
0302010522 
0302010576 

83020 10 SB 2« 
03020 10 606 
8302010643 
0302030077 
6302030079 

6302030427 

6302070305 

8302070305 

0302070444 

6302070472 

6302070472 

9302070920 

9302070528 

9302070534# 

9302070334* 

0302070577 

9302070577 

8302090339 

8302100300 

9302100450 

B302S 40033 
0302140035# 
8302140104 
93021 40109# 
93021 40112 

8302140119* 
83021 50007 
93021 50006* 
8302150063 
030-2150070# 

0302150355 

9302150361# 

B302150436# 

8302150479 

8302150479 

8302150497 

8302150497 

8302150594 

9302150604# 

9302190706 

9302160205 

9302160234 

9302160241 

8302160241 

8302170131 

8302170135* 
8302170154 
83021 70160* 
8X2170173 
8X2170305 

0X2170336 
8X2180299 
8X2100313 
8X2100422 
8X21 80437 

0X2100437 
9X2180437 
8X21 80460 
8X2180464# 
9X2160483 

0X21 00463 
8X2230149 
8X2230149 
8X2230193 
0X2230193 

0X2230322 

6X2230437 

8X2230443 

8X2230451# 

8X2290043 


SUBJECT 

CATEGORY 


50-361 0 

50-250 S 
50-250 S 
50-335 P 
50-335 9 

50-333 3 

50-369 S 
50-389 S 
30-335 S 
50-335 S 

50-335 3 

90-335 S 
50-389 R 
30-389 A 
30-335 P 

50-335 P 
90-230 P 
50-250 F 
50-389 S 
50-309 S 

50-309 S 
50-250 P 
50-250 P 
50-250 P 
50-250 P 

50-250 P 
50-250 P 
30-250 P 
50-250 P 
50-250 P 

50-230 P 
50-230 P 
70-2957 
PR 
PR 

50-335 9 

30-335 3 

50-335 3 

30-333 S 
30-335 9 

30-335 S 
50-335 P 
50-335 P 
30-250 S 
SO-2SO S 

50-335 9 

50-335 9 

50-250 □ 

50-250 P 
50-250 P 

50-250 P 
50-250 P 
50-035 S 
50-333 6 

50-399 F 

50-250 0 

50-309 E 
50-250 0 

50-250 0 

50-333 S 

50-335 9 

50-339 S 
50-335 8 

5Q-2B9 8 

50-413 Q 

50-339 F 
50-251 P 
50-389 A 
50-389 A 
50-250 F 

50-230 F 
50-250 F 
50-389 R 
50-309 R 
50-230 P 

50-250 P 
50-250 P 
50-389 F 
50-230 P 
30-250 P 

50-335 P 
50-335 P 
50-335 P 
50-335 P 
50-335 S 


AUTHOR 

affiliation 


Florida Poufer Corp 


I lor Ida State Uni v 
r oley» Hoag Zi Eliot 
Foothill Electric Corp 
roster Wheeler Carp 


Jranfclln Ins 1 1 tut e/Franfr Un Research 
Center 


Friend* o-$ the Earth 


FutUT e Resources Associates! Inc 
GA Techno 1 og let* Inc /General Atomic Co 


ACCESSION 

NUMBER 


0302280047* 

0302200120 

8302200271 

8X2280276* 

0X2280345 

0302280350 
030220035 1# 
0X2200353 
0X20 10220 
8X2010229* 

0302010574 

0X2010570* 

0302030350 

8X2030353# 

9X2030416 

0302030419# 
0302030571 
8X20 70260 
0X2100375 
6X21 30067* 

8X21 50076* 
0302130130 
03021 50145# 
8X21 50600# 
9302160178 

BX2 160265 
0302170166 
8X2170370 
8302 1 90327 
0X2100332* 

0302100363 

8302220215 

8X2220360 

0302230200 

0302230502 

8X2230678 
03022 BO 140 
8X2280221 
8302200227# 
0X2280261 

8302280260* 
0X2070632# 
03020401 1 4 
8X21801 (5* 
8X2100275 

□302100304 

8X2100413 

8200060263# 

8208190201# 

0209020210* 

B209020228# 
0209000935# 
0209 160339# 
8212010094# 
0212200054* 

8212200070# 
0212200091# 
0X10 40296* 
8X1 180125# 
0X1200219# 

0X1210006# 
8X2040032 
0X2090469 
8X209001 1 
8X21 70111* 

0302030165 

8302030165 

8X2030104 

8302030104 

8302030199 

BX2030199 

8X2030210 

0X2030210 

8X2160306 

8X2160306 

0302160311# 
8X21 60311# 
8X2160310# 
8X2160310# 
03021 70310# 

8X2100519* 
0X2010459 
0302080030 
0X2 1 00362 


SUDJECT 

CATEGORY 


50-335 0 

50-389 8 

5Q-3Q9 A 

50-389 A 
50-250 G 

50-387 A 
50-250 G 
50-339 Y 
30-302 G 
50-302 0 

50- 302 0 
50-302 0 

50-302 S 
50-302 0 

50-302 K 

50-302 K 
30-302 q 
50-302 P 
PR 

50-302 G 

50-302 0 

50-302 P 
50-302 P 
30-302 Q 
30-302 P 

50-302 P 
50-302 r 
30-302 P 
30-302 fl 
50-3 02 f? 

50-302 V 
50-3 02 P 
50-302 P 
30-002 P 
SO- 302 G 

50-302 G 
50-302 U 
50-302 C 
50-302 S 
30-302 B 

50-3055 b 

contract 

FOI A 

50-390 A 
PR 

PR 

PRM 

50-344 P 

50-409 P 
30-220 P 

50-220 P 
50-206 P 
50-206 P 
50-335 P 
30-244 P 

50-29 & P 
90-305 P 
50-313 P 
30-309 P 
30-364 P 

S0-34D P 
TO PREP 
ACR& 

30-382 0 

SO -289 P 

S 0-247 T 
50-247 T 
50-247 T 
50-247 1 

50-247 T 

50-247 I 
50-247 T 
50-247 T 
50-247 0 

50-247 0 

5 0—2 4 7 0 

90-247 & 

50-247 0 

90-247 0 

50-247 P 

CONTRACT 
PT2 1 
70-734 
PR 



AUTHOR 

AFFILIATION 


Qage-PabcocV Associates) 

Ganna Ccrp 

General Electric Co 


General Public Utilities 
Cot p 


CORPORATE SOURCE INDEX 
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ACCESSION SUBJECT 

NUMBER CATEGQRV 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY’ 


9302 1 50622* 
9302 1 50630* 
9302220523 
9302250233 
9302250271 


50-267 P 
50-267 P 
XPORTLIC 
50-163 H 
50-99 R 


8302090170 
G 3020 90175* 
63020 90341 
8302090344 
8302090331* 


50- 287 S 
50-289 S 
30-239 P 
30-219 S 
30-289 P 


Inc 


8302010002* 

8302040012 

8101260116 

8302010434* 

8302010644 


CONTRACT 
71-3926 
TOPREP 
50-237 P 
50-447 A 


8302090334* 

8302090363* 

8302090402 

8302090407 

8302090407 


50-219 9 
30-289 P 
50-289 P 
50-289 V 
50-289 V 


8302020023 

8302020169* 

8302020311* 

8302020368* 

8302020373* 


50-447 A 
XPORTLIC 
50-217 P 
XPORTLIC 
XPORTLIC 


8302090410* 

8302090410* 

8302090492* 

8302100111* 

8302100232 


50-289 V 
50-289 V 
50-289 F 
50-320 R 
50-289 P 


8302030119 
D3O2O4Q402* 
8302040520 
83020 40 5S6 
8302070377 


71-9148 
FIJI A 
70-794 
70-1U3 
50-447 A 


0302 100237* 
8302100240* 
8302100269 
03021 30052 
03021 50273* 


30-209 P 
50-289 P 
PR 

50-289 P 
50-219 0 


8302000033 70-1113 

0302080034 70-754 

0302080076 70-754 

8302000101 70-1113 

0302000104 70-754 


83021 30603* 
83021 50621 
8302 1 30634 
B30H1 30651 
0302170379 


30-289 Q 
50-219 P 
30-289 0 

30-289 P 
30-320 P 


8302080478 

8302090006* 

0302090323* 

8302090414 

0302100205 


TdPREP 
50-259 P 
90-3B7 P 
TDPREP 
50-447 A 


03021 00023* 
83021 00082* 
83021 80097* 
83021 B0182* 
8302 1 80250 


30-289 F 
30-219 F 
30-219 F 
30-289 G 
30-320 8 


0302100330 

0302140020 

0302140091 

0302130030 

0302130301 


PR 

50-266 0 

NIIREO 
70-1113 
TOPREP 


0302100260 

8302180261 

8302180431 

0302100304 

8302180506* 


50-209 8 
30-320 P 
30-320 P 
50-219 P 
50-219 P 


0302160343 
8302170170* 
03021 70335 
8302220152 
0302230221 


50-73 8 
50-260 P 
50-447 A 
30-447 A 
TDPREP 


0302220314 

0302230156 

8302230150* 

0302230175 

0302230225 


50-219 P 
50-209 R 
S0-2B9 R 
30-209 P 
50-209 8 


0302230407 TDPREP 

0302230600 TOPREP 

0302240290 TOPREP 

0302230157 XPORTLIC 

0302250160* XPORTLIC 


0302230695 

8302230679* 

8302240039 

8302240260 

8302240263* 


50-320 8 
50-320 S 
50-289 P 
50-320 P 
30-320 P 


GPU Service 


0302250356 

8302200484 

0302010145 

8302010154* 

0302010353* 


PR 

50-447 E 
50-2 J 9 S 

50-319 S 
90-320 a 


0302240271 

8302240274* 

8302250207 

8302250211* 

8302250216 


50-320 P 
50-320 P 
50-320 S 
50-320 S 
50-219 8 


8302010396 
8302010399* 
8302010402* 
0302010407 
83020 105S6 


50-320 P 
50-320 P 
90-320 P 
90-209 P 
50-209 P 


0302250221* 
0302250234 
8302250277 
03022502 37* 
8302250297 


50-219 0 
50-219 P 
50-320 P 
50-320 P 
50-219 P 


0302010562* 

8302020001 

8302020147 

8302020306 

8302030117 

0302030365* 

0302030341 

0302030349* 

0302040191* 

8302040198* 

0302040262 

8302040300 

8302040390 

8302040416 

8302040418* 

0302070326 

0302070448 

8302070432* 

8302070453* 

8302070539 

0302070546* 
0302080027 
0302080031 
8302080140 
0302080 J 75 

8302000195 

8302000300 

8302000305* 

0302090022* 


30-209 P 
50-320 P 
50-320 9 
50-219 P 
7 I -9001 

50-363 Q 
30-20? G 
30-209 S 
50-209 F 
30-289 r 

50-219 P 
SQ-219 0 
30-289 P 
50-320 P 
30-320 P 

50-320 R 
SO-209 P 
50-209 P 
50-209 P 
30-217 B 

50-219 □ 
30-239 V 

30-320 r 

50-219 P 
50-20? r 

30-289 P 
50-28? P 
50-289 F 
50-289 F 


General Signal Carp 

Georgia Intfcltute of Technology 

Georg la Power Co 


0302200213 
8302200224 
0302030467 
83021 40122* 
0302010212 


30-219 0 
50-209 P 
30-413 8 
50-244 G 
50-424 S 


6302010212 
8302010239 
63020 10239 
B3020 10393 
6302010400* 


50-434 B 
30-424 8 
50-424 8 
30-32 1 8 
50-32 1 S 


8302010420 

6302010430* 

6302010312 

6302010330* 

6302020342* 


30-366 8 
30-366 B 
50-321 0 
50-32 1 0 
50-321 F 


0302020342* 

0302020346* 

8302030260 

6302030294* 

6302030375 


50-321 F 
50-321 F 
50-32 i S 
50-32 1 B 
50-366 S 


0302030376* 

6302030449 

8302030460* 

8302030472 

8302030404* 


50-366 S 
50-366 S 
50-366 9 
50-366 9 
50-366 8 


0302030515 

0302030323* 

0302040250 

0302040230 

0302070386 


30-366 S 
50-366 9 
50-321 P 
50-321 P 
50-321 8 


498 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


ACCESSION 

NUMBER 


93020 70389* 
03020 70395 

83020 70400* 
83020 00020 
9302090025* 

93021 40007 
0302 l 40015* 
8302140029 
8302140029* 
8302140046 

93021 40050* 
8302 1 40 J 03 
8302140300* 
8303 1 40160 

93021 40145* 

9302 1 40169 
83021 40101* 
83021 50020 
8302150025* 
8302150042 

8302150073 
9 302 1 500 7 7* 
8302150091 
8302130103 
8302150104* 

8302150105* 

8302150121 

8302150133 

8302150135* 

0302150142* 

9302150152 
8302150162* 
0302150190 
0302130194* 
03021 50201 

03021 50203 
83021 50209* 
83021 302C0* 
8302150241 
0302150252* 

0302 1 50287 
83021 50302* 
9302 1 50397 
B3021 50402* 
8302 1 50431* 

0302150443* 
9302 1 5040 1 
8302 1 50490* 
83021 50506 
0302150517* 

93021 50539 
93021 S0549* 

8302 1 50627* 
9302150640* 
93021 50672 

83021 50692* 
83021 30702 
83021 50714 
BOO 2 1 60232 
8302160232 

83021 6023S* 

8302160203* 

8302160243 

8302160243 

8302160240 

B3021 60254* 
8302180123 
B3021 80279 
9302180275 
9302180297 

0302180290* 

0302180320 

8302230210 

0302230217* 

0302230223 

6302230229* 
93022 30231 
0302230239* 
8302230308 
0302230495 

B3022 30494* 

8302230550 

8302230563* 

0302330700 

8302230702 


SUBJECT 

CATEGORY 


50-321 S 
50-366 S 
50-366 S 
50-366 P 
30-366 P 

50-366 S 
30-366 S 
50-366 S 
50-366 S 
50-321 S 

50-321 S 
50-366 S 
50-366 S 
50-366 S 
50-366 3 

30-366 S 
50-366 S 
50-321 5 
50-321 S 
50-321 Q 

50-366 S 
50-366 S 
30-366 S 
50-366 S 
50-366 9 

50-366 S 
50-366 S 
50-366 9 
50-366 5 
50-366 6 

50-321 9 
50-321 S 
50-321 S 
50-321 5 
50-321 S 

50-366 9 
30-321 G 
50-366 S 
50-366 S 
50-366 9 

50-321 8 
50-321 S 
50-366 S 
SO-366 S 
50-321 0 

50-321 0 
50-366 S 
50-366 8 
50-366 S 
50-366 S 

50-366 6 
50-366 S 
30-321 0 
50-321 0 
30-366 9 

50-366 6 
50-366 Q 
30-424 Q 
50-321 ft 
50-32! II 

50-321 R 
50-321 R 
50-321 R 
90-321 ft 
50-321 P 

50-321 P 
50-321 F 
50-321 F 
50-321 F 
50-321 P 

50-321 P 
50-321 P 
50-366 S 
50-366 S 
50-321 S 

50-321 9 
30-366 B 
50-366 S 
30-321 S 
50-321 S 

50-321 e 
50-366 S 
50-366 S 
50-366 S 
50-366 S 


AUTHOR 

AFFILIATION 


Georgia* 5 + ate of 
Gaotechnica 1 Eng ineers, Inc 


Geotran*. Inc 

Gibbs t. Hill* Inc (subs of Dravu Co 
Colder Assoc late-s 

Good Samaritan Hasp . PottsvlHe. PA 
Gove r nicer l Accountability Project 


Graham Hasp Association Canton. 1L 
Grant Hosp of Chicago Chicago, IL 
Guild. R 

Gulf A Western Industries/ Inc 


Gulf States Utilities Co 


HttH X-Ray Services. Inc 
Hahnemann Medical College 4 Hosp 
Phi ladelpih ia. PA 

Hall. U 

Hanford Engineering Development 
Laboratory 


Hard tng-Lauson Associates 
Harmon h Weiss 


ACCESSION 

NUMBER 

SUBJECT 

CATEGDR - 

8302230705* 

50-366 

9302230707* 

50-366 

9302250432 

50-366 

9102290057 

50-321 

9302200062* 

50-32] 

0302200131 

50-366 

0302280136 

50-424 

0302280130* 

50-366 

8302290 1 46 

50-366 

9302280207 

50-321 

8302280223* 

50-321 

0302200246* 

50-366 

0302200272 

50-321 

0302200270* 

50-321 

8302280343 

50-321 

8302280346* 

50-321 

8302170424* 

CCNTRAC T 

9302030336 

50-423 

9302100173* 

40-34 53 

83031 90736* 

CONTRACT 

8302040479 

NUftEO 

8302000332 

TDPflEP 

8302100478* 

CONTRACT 

9302240395* 

contract 

03020 1044B* 

70-2467 

0302040499 

50-206 

0302040499 

50-206 

83020 70522 

50-358 

8302070549 

50-445 

G3020900 1 3* 

50-359 

8302090023* 

90-359 

8305090039* 

50-330 

9302170267 

50-52B 

0302170294 

50-3 58 

03021 80070* 

50-359 

6302240368 

50-32:9 

93021 00291 

PR 

0302100324* 

PR 

0302010610 

50-413 

83021 70164 

TOP R CP 

8302170168* 

TOPREP 

83021 70174* 

TQPREP 

B3020 10602 

50-438 

9302030379 

50-439 

03020304 1 2 

50-4 59 

8302070424 

50-4 38 

8302070433 

50-4 SQ 

83020 70 4 58 

S0-43R 

9302090400 

5Q-43B 

0302100277 

PR 

0302100390 

PRM 

0302 1 60237 

50-459 

8302160251 

50-450 

8302220237 

50-450 

8302230 1 B 1 

50-459 

0302230218 

50-450 

8302230317 

50-459 

8302230317 

50-459 

8302230325 

50-150 

0302230709* 

50-459 

0302030048 

71-6717 

8302230272* 

70-1362 

0302330234* 

70-1962 

0302040134* 

CONTRACT 

0302220435 

NUfiFG 

8302250135 

NUREG 

8302280020 

NUREG 

0302100057* 

CONTRACT 

03020 1 052 1 

50-443 

0302030015 

50-537 

0302040123 

50-537 

8302070484 

50-289 

0302070587 

SO-2-07 

8302090264 

50-443 

0302100341 

PRM 

0302160347 

70-143 

8302160371 

50-28 9 

83021 70211 

50-28 9 

83021 70307 

50-413 

0302170307 

50-413 

0302 170312* 

50-413 

0302170312* 

30-413 

8302220366 

50-44 3 


eeooe 



CORPORATE SOURCE INDEX 
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author 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8302220366 

50-443 

G 


8302220382* 

50-443 

G 


0302220382* 

50-443 

G 


8302220392* 

50-443 

G 


8302220392* 

50-443 

G 


8302220399* 

50-443 

G 


8302220399* 

50-443 

G 


8302250274 

50-20? 

G 

Harper-Grace Moip; Detroit. MI 

8302100275 

PR 


Ha sue l L . H 

0302090229 

50-454 

G 

Healt-h l Hutsu Services. Dept of. 

8302240350* 

FOI A 


Kenny J Kaiser Co 

03021 BOli 5* 

50-350 

A 

Hitchcock Industries. Inc 

8302010502* 

40-0790 


Hittman Corp 

0302070639 

71-9151 


Hittnan Nuclear b Development Corp 

8302030606 

71-9151 


Isvtn- Hlttman Corp > 





8302150530* 

QA999 



83021 50540* 

QA999 



83021 50546* 

QA999 



83021 50556* 

QA999 



83021 50561* 

GA999 



83021 50569* 

QA999 


Hour i San. P 

83021 70267 

50-523 

Q 

House of Rep 

8302020203 

50-247 

U 


8302030029* 

50-537 

U 


8302030072* 

50-537 

u 


8302030125* 

50-537 

u 


0302030136* 

50-537 

u 


0302100379 

PR 



0302100390 

PR 



0302100390* 

PR 



8302100425* 

PR 



8302100451 

PR 



8302100462* 

PR 



8302100471* 

PR 



83021 70006* 

COMMISSION 


8302230006* 

COMMISSION 


8302250330* 

reggd 


Hnuse of Rep . Interior 4 Insular Affairs 

8302220476* 

50-522 

u 


8302240239* 

COMMISSION 

House of Rep , Science & Technology 

8302030109* 

50-537 

u 

Houston Lighting 4- Power Co 

830201 0556 

50-49B 

G 


8302030304 

50-490 

S 


0302070366* 

50-490 

ft 


0302070516 

50-490 

A 


8302070516 

50-493 

A 


0302070525* 

50-490 

A 


8302070525* 

50-490 

A 


8302070607 

50-490 

n 


8302100336 

PR 



0302140163 

50-490 

A 


8302170305 

50-413 

0 

Hnustarii Univ of 

8302020056* 

contract 


t'ovts. Coc krill. Weaver b Bjur 

03020 10SQ5 

50-322 

G 


8302 1 60302 

50-522 

G 

Howard Univ 

83021 70549* 

CONTRACT 


Hurton K If 1 1 1 tana 

830207050 1 

50-322 

G 


8302070510 

50-330 

G 


8302070510 

50-330 

0 


8302070524 

50-330 

G 


8302070324 

50-330 

0 


8302070530 

50-330 

G 


8302070930 

50-330 

G 


0302070540 

50-330 

G 


8302070540 

50-330 

0 


8302100264 

PRM 



8302170263 

50-322 

G 


8302230435 

50-322 

r 


8302250264 

50-322 

G 


0302250344 

50-200 

P 

Hydro-Eng l hear ing 

0302090597* 

40-8749 


I IT Research In-at 

0302170439* 

NUREO 



0302170430* 

NUREG 


IMRYCO. Inc (subs of Inland Steel Co 1 

0302230942 

50-454 

S 


8302230555* 

50-494 

3 

Ichthyological As soc iates. Inc 

8302100117* 

50-320 

R 

l#aho National Engineering Laboratory 

03O2O9O477 

TOPREP 


Illinois P o- or Co 

8301270285 

50-461 

J 


8302030112 

50-461 

k 


8302030114* 

50-461 

K 


9302070565 

50-461 

0 


8302000179 

50-461 

E. 


0302080315 

50-461 

ft 


8302080318* 

50-461 

ft 


0302150032 

5Q-461 

8 


AUTHOR ACCESSION SUBJECT 

affiliation number category 


9302 1 50125 50-461 A 
03021 50512 * 50-461 Q 
8302 1 BO 1 27 50-461 9 
9302160444 50-461 A 
83021 BO -149 50-461 A 

63021 60452 * 50-461 A 
8303230151 50-461 V 
D 302230 433 30-461 A 
0302250326 50-461 0 
0302280302 30-461 S 

93022 B 0309 50-461 S 
9302200 30 B 50-461 E 
8302200556 50-461 8 

1 1 1 i no 1 * i Univ of. Urbana-Champa ign 9302100013 * CONTRACT 
Indiana b Michigan Electric Co 8302010333 50-315 8 

0302010340 * 50-315 B 
8302040079 50-313 S 
6302040086 * 50-315 B 
6302040096 50-315 9 
63020 40 1 00 * 50-315 B 

0302040195 50-316 S 
6302040202 * 50-316 B 
8302070627 * 50-315 F 
8302070627 * 50-315 F 
8302070628 * 50-315 F 

0302070628 * 50-315 F 
8302000029 50-315 F 
03 O 2 OBOO 29 50-31 5 F 
0302000042 * 50-315 F 
0302000042 * 50-315 F 

0302000236 50-313 S 
0302000263 30-315 8 
0302000266 * 30-315 8 
0302000289 50-316 S 
Q 3020 B 0294 # 50-316 9 

03 O 2 OBO 298 * 50-316 S 
83020 B 0311 30-315 0 
8302000311 50-315 9 
830 2080321 90-315 S 
8302000324 * 50-315 S 

8302080326 * 50-315 8 
0302000327 50-316 S 
0302000329 * 50-316 S 
0302080331 * 50-316 S 
0302000335 * 90-316 9 

0302000337 * 50-316 9 
0302000341 * 50-316 0 
0302090055 * 50-319 F 
0302090055 * 90-315 F 
0302090062 * 50-315 F 

9302090062 * 50-315 F 
0302090115 * 50-315 F 
8302090115 * 50-315 P 
8302090123 * SO -315 F 
0302090125 * 50-319 F 

0302150005 50-315 9 
8302150006 * 50-319 S 
8302150415 50-316 S 
0302150439 * 50 - 3 J 6 S 
0302160 260 50-31 6 8 

0302160272 * 50-316 8 
03021 60279 * 50-316 B 
0302160205 * 50-316 B 
8302160312 * 50-315 Q 
6302160312 * 50-315 Q 

8302160333 50-315 8 
8302160337 * 50-313 B 
8302 160330 * 50 - 3 1 3 Q 
8303160340 * 50-315 S 
0302160342 * 50-315 B 

83021 B 0030 * 50-315 F 
8302160038 * 50-315 F 
8302100042 * 30-315 F 
8302160042 * 50-315 F 
8305160226 50-316 S 

8302160230 * 50-316 S 
8302160230 * 50-316 9 
0302160276 50-316 S 
8302180285 * 50-316 8 
8302220231 30-315 F 

8302220373 30-315 F 
8302220373 50-315 F 
8302230557 50-316 8 
0302230571 * 50-316 0 
0302250082 * 50-315 F 


500 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

A r F ILIATICN 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


Q3O2250G82* 

50-315 

r 


6302230597 

50-155 

G 


8302250092* 

50-315 

F 


8302230610 

50-155 

Q 


8302250092* 

50-315 

F 


8302200152 

50-237 

r 


8302250181 

50- 3 i 5 

s 

Is Land Claseup tle j js Service 

0302000030 

FOI A 



0302 2 5 01 84* 

50-315 

s 

Isotope Pro-ducts La,bora*or ies 

8302020370 

XPORTl IC 



83022 S023B 

50— 3 J 6 

s 

J U-D Engineers, Inc 

8302040466* 

70-1257 



8302250241* 

50-316 

s 

Jacob* Engineering Group, tnc 

8302240385 

WASTE MOT 


8302250301 

50-31 5 

G 

Japan- Govt of 

0302090273 

XPORTLIC 



8302250311* 

50-31 5 

G 


0302240161 

XPORTLIC 



0 302280349 

50-316 

S 

Jersey Central Power £< Light Co 

8302100087* 

50-219 

r 


8302280352* 

50-316 

s 

Joint App i icants-Palo Verde 

8302100394 

50-520 

G 


B3022B0355* 

50-316 

s 

Joint Inter venor s-Ca Mauay 

0302070573 

50-483 

G 


B3O22B0357 

50-316 

s 

Joint In^er % enoi s-Water ford 

8302010543 

50-302 

G 


8302280358* 

50-316 

5 


0302010551* 

50-302 

G 


8302280362* 

50-316 

S 


0302000246 

50-382 

G 


0302280364* 

50-316 

s 

Justice,Dept of 

8302090137* 

50-359 

G 


8302280382 

50-315 

5 

HNS Fusion Inc (Subs or KMS Industries. 

0302240165 

XPORTLIC 



B3O22BO309* 

50-315 

S 

i nc > 





8302280394 

50-315 

s 

Kansas Gas it Elec trie Co 

6302040019 

70-2960 



8302280401 

50-315 

s 


8302040035 

70-2960 







8302070545* 

50-492 

a 


8302280409* 

50-315 

s 






B 302280410* 

50-315 

s 


8302080130* 

50-402 

r 


83022804! 3 

50-315 

s 


8302080390 

70-2960 



8302280416* 

50-315 

s 


8302090374 

50-402 

s 


8302280422 

50-316 

s 


0302150573* 

50-482 

(i 






0302160245 

30-402 

s 


8302280534 

50-316 

s 






8302280541* 

50-316 

s 


0302230504 

50-402 

E 

Institute of Electrical 4- Electronic 

8302100281 

nureo 



8302200423 

50-402 

V 

Engineers 





830228051 1 

50-402 

5 


83021 00284 

NUREG 


Kentuc ^y. Univ a f 

8302020417* 

CONTRACT 


Institute of Nuclear Material* Management 

8302250356 

PR 


Kerr-McGee Chemical Corp (subs of 

0302040005* 

40-2061 






Kerr-McCee Corp 1 




Institute of Nuclear Pou«t Operations 

8302240259* 

50-277 

R 






8302230341* 

50-3B2 

F 


8302100203 

PR 


Inter i or, Dept of, Geological Survey 

8302070375 

50-274 

R 

Krrr~McQ.ee Carp 

0302040009 

40-6027 


Inter i or* Dept or. Bureau of Mines 

8302160491* 

CONTRACT 



0302070162 

40-2061 


Inter i or. Dept of, Fish e« Wildlife Service 

8302220324 

MI SC 



0302070166* 

40-2061 







6302100350* 

PRM 


Inter ior*Dept on National Park Service 

8302230634 

50-307 

P 





Inter national Brotherl>ood o-f Electrical 

B3021 40023 

50-440 

Q 


8302100450 

PR 


Work *r« 





6302240044 

40-0663 


International Engineering Co 

83021 00114* 

CONTRACT 


Kirkpatrick. Lockhart, Hill. Christopher 

8302020325 

50-322 

0 

Inti Assoc, of Heat U Frost Insulators 6 

0302250270 

50-440 

Q 

!< Phillips 




Asbestos Workers 





0302020396 

FOI A 


Iowa Electric Light & Power Co 

8302040362 

50-331 

B 


03020 00230 

50-322 

0 


8302040364* 

50-331 

5 


8302140149 

50-322 

C 


0302060245 

50-331 

9 


0302160375 

50-322 

G 


8302060260* 

50-33! 

S 


0302240300 

SO-322 

G 


8302080328 

50-331 

S 


8302240316* 

50-322 

G 


8302060330* 

50-331 

s 


0302240321* 

50-322 

0 


B3021 50174 

50-331 

p 

Kruger Enterprises, Inc 

8302030330 

50-423 

W. 


83021 50179* 

50-331 

p 

Kudru A 1 1 lance 

8302230566 

50-400 

o 


63021 50196 

SO -331 

R 


0302230577* 

50-400 

0 


03021 50267 

50-331 

P 

ITXI, Inc 

8302070010 

FQfA 



6302150279 

50-331 

P 

Laba t-And erson, J nc 

8302 100252* 

CONTRACT 



83021 50283* 

50-331 

P 

Langlade County Memorial Hosp Antigo.WI 

0302 1 00326* 

PR 



6302 j 60286* 

50-331 

Q 

Law Engineering Testing Co 

8302240400* 

27-39 



83021 70305 

50-413 

G 

Lawrence Berkeley Laboratory 

0302290122 

NUREG 



8302180471 

50-331 

F 

Laurence Livermore Laboratory 

8302030607 

PR DJ 



83021 30476* 

50-331 

F 


8302000002* 

50-334 

p 


9302220129 

50-331 

R 


8302170208 

NUREG 



8302220134* 

50-331 

R 


6302170213 

NUREG 



8302230280 

50-331 

9 


8302170469 

NUREG 



8302230203* 

50-331 

9 

LeDoeuf, Lanb, Leiby U MacRae 

8302010404 

50-341 

K 


8302230452 

50-331 

S 


R302 100450 

PR 



8302230462* 

50-331 

3 

League of Uo->>»n Voters of Rockford, IL 

8302020257 

SO-454 

0 

wa Hosp Association 

83021 00338 

Pft 



8302230544 

SO-454 

T 

ham, Lincoln & Beale 

03020 70542 

50-599 

0 


8302230540 

50-434 

r 


8302090207 

50-329 

G 


8302230545 

50-454 

T 


8302000207 

50-329 

Q 


8302230553* 

50-454 

T 


8302000212 

30-329 

0 


8302230553* 

SO-454 

r 


0302080212 

50-329 

Q 


8302200185 

50-454 

Q 


0302160223 

50-454 

G 

Logical Technical Service Corp 

8302010009* 

CONTRACT 



0302170292 

90-454 

T 

Long Island Lighting Co 

8301250435 

50-322 

K 


8302 1 70292 

50-454 

T 


8301250430* 

50-322 

it 


03021 80376 

30-329 

G 


8302010359 

50-322 

G 


8302 i 90370 

50-329 

0 


8302010542 

50-322 

t 


6302190387 

50-454 

T 


0302020027 

50-322 

A 


6302180307 

30-494 

T 


0302040346 

50-322 

K 


9302 1 80390 

50-329 

T 


63020 70S01 

50-322 

G 


0302 1 80390 

30-329 

T 


0302090364 

50-322 

A 


8302220291 

30-454 

T 


6302100201 

50-322 

F 


63022 20291 

50-434 

T 


83021 00427 

50-322 

G 


6302230446 

50-494 

0 


8302100450 

PR 



6302230446 

50-454 

0 


8302140152* 

50-322 

Q 


8302230455 

30-454 

T 


0302160277 

50-322 

A 


6302230540 

SO-454 

G 


8302170263 

50-322 

G 



CORPORATE SOURCE INDEX 


fiUrHCR 
AFF !L I AT ICV 


ACCESSION 

NUMBER 


Q 302 180202 
8302220374 
B3022 20394 
8302230200 
0302230435 


SUBJECT 

CATEGORY 


50-322 S 
50-322 A 
50-352 E 
50-322 S 
50-322 T 


8302230450# 

8302230536 

8302250006 

0302250236 

8302250264 


50-322 1 
50-322 T 
50-322 A 
50-322 A 
50-322 0 


8302250312 
0302250342 
0302250429 
03022 G0247 
0302280254# 


50-322 E 
50-32? E 
50-322 C 
50-322 0 
50-322 Q 


„$ Alamos Stjentifjc Laborat h ^ 


J ifjiss Cour * y , V'A 
L^jisiana Pcw* r & 1 LMJht Co 


i ^pn* tern. Neuron .Re is, Ax elf ad * Toll 


*mne ra»’<e# Atomic Pouer Co 


8302280260# 
330226050 1 # 
8302030032 
830204046B 
0302080124 

0302100286 

0302150710 

8302200013 

0302160348 

0302010414 

0302010420 
8302010520# 
8302020255 
0302020270 
030202034 1 

8302030075 
8302030092 
0302030095 
03020301 18 
0302030532 

0302030570 
0302040029 
0302070182 
0302070272 
03020 70500 

8302070523 
G302070616 
8302080023 
0302080214 
0 3021 50684 

0302 160 IQ l 
0302160373 
8302160370* 
03021 70456# 
030? I 70461# 

£1302220265 

0302230301 

8302230320 

8302230335 

8302230345 

8302230440 
83022 50291 
8302230430 
8302200329 
8302200333 

8302200402 

8302200335 

8301210025 

03021003S3 

0302100354 

0302100450 
83020 1OJO0 
03020 103H# 
8302030469 
6302070505 

8302070512 

03020705264 

8302070535# 

0302070596# 

6302000288 

0302100421# 

B3O222O303 

0302230304 

0302230307# 

0302230430 

8302230442# 

8302230459 

8302230554 

0302250253 

8302250257# 


50-322 G 
50-322 Q 
RES 
NUREG 
RES 

NUREG 
NUREG 
NUREG 
50-338 0 

50-382 A 

50-302 A 
50-382 Q 
50-382 A 
50-302 G 
50-302 0 

50-3B2 A 
50-302 A 
50-302 0 

S0-3B2 A 
50-382 A 

90-302 F 
70-2946 
50-302 A 
30-302 0 

30-382 A 

50-302 A 
90-302 A 
50-302 A 
50-382 F 
50-302 K 

50-3B2 A 
50-382 A 
50-302 A 
50-302 r 
50-302 r 

50-302 S 
50-302 C 
90-30? 5 

50-3B2 f 
50-3C2 0 

50-30? A 
90-302 F 
50-302 0 

50-302 0 

50-302 6 

90-302 A 
50-38? S 
50-331 J 
PRM 
PR 

PR 

50-309 6 

50-309 S 
50-309 P 
50-309 0 

50-309 8 

50-309 F 
90-309 F 
50-309 0 

50-309 I 

50-309 0 

50-309 P 
90-309 P 
50-309 P 
50-309 P 

50-309 P 
90-309 P 
50-309 S 
90-309 G 
50-309 G 


AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

marsh i McLennan. Inc , M a. M Nuclear 

0302010193 

50-280 

J 

C onaul tan ts, Inc Di 


03020 1 0193 

50-260 

J 


8302020009 

90-327 

J 


6302020054 

90-213 

J 


6302040270 

90-463 

J 


8302070207 

50-333 

J 


8302070207 

50-335 

J 


G 302080 1 46 
8302080275 

TOPREP 

50-335 

J 


8302100218 

50-397 

J 


8302240019 

50-272 

J 

Maryland. Uriv Dr 

8302020093# 

CONTRACT 


floa-gachusetts Institute or Technology 

B3021 70540# 

CONTRACT 


Na s* a c Su5 « 1 1 s . CO'V’ipnuiaa l th of. 

0302090561 

50-293 

H 

Maytag Co 

03021 00294 

8302170429# 

8302100362 

FRM 

CONTRACT 

PR 


McDonough District Hasp Macomb <IL 

8302100233 

PR 


McMas ter <Jr>K 

6302000002 

50-67 

F 

Memorial Horn of Mason County. 

8302100473* 

PR 


Lulling ton, 111 

Morey Hosp 6 Medical Center Chicago, IL 

B302 100356 

PR 


Mo tils, Inc 

8302 1 00 4 4 6 

PRM 


Metro poll tan Edison Co 

8302010507 

50-209 

0 

8302020171 

50-320 

S 


8302020302 

50-320 

s 


0302020330 

50-289 

Q 


83020 80178 

50-209 

0 


8302160293 

50-289 

Q 


8302160317 

50-289 

0 


8302170219 

50-289 

0 


8302220347 

50-239 

T 


0302220359# 

50-239 

r 


□302220362# 

50-239 

T 


8302220365 > 

30-239 

T 


8302220371# 

50-289 

T 


03022 20375# 

50-289 

T 


0302220381# 

50-289 

T 


03022 20387* 

50-289 

T 


□ 3022 5 0 3 1 0 

50-209 

0 

Miami Valley Pouer Projeut 

93020 70522 

50-3&3 

G 

Michigan State Univ 

8302250175 

50-294 

V 

0302250177* 

30-294 

V 


8302250180* 

30-294 

V 

Micro tech Industries, Inc 

83021 0 0516* 

CONTRACT 


Mid-Con Inspection Service*, Inc 

03020 40010 

71-491 


Middle South Service** Inc 

03020 40013* 
0302080004 
9302080086* 
8302100305 

71-491 

71-491 

71-491 

PfJM 


Njdlohd-floif Corp 

8302030470* 

QA999 


NinotVi J 

8102220309 

50-341 

0 

Mississippi -Pouer 6 Light Co 

8302010171 

50-4 1 6 

8 

0302010172 

50-416 

6 


8302010181* 

50-416 

S 


83020 101B2# 

50-416 

8 


8302010194 

50-4 1 6 

9 


0302010200* 

50-416 

S 


0302010252 

50-416 

9 


0302010261* 

50-416 

S 


0302010423 

50-416 

S 


0302010427# 

50-416 

8 


9302010470 

50-416 

S 


8302010493 

50-416 

8 


8302010500 

50-416 

r 


93020 1OSO0 

50-416 

F 


83020 10528 

50-416 

P 


8302010528 

50-416 

P 


8302030100 

50-416 

8 


&302030I06# 

50-416 

9 


8302030 1 10 

50-416 

S 


03020301 13* 

50-4 1 6 

S 


0302030(01 

50-416 

P 


G302030300 

50-416 

B 


0302030307* 

50-416 

8 


0302030336 

50-416 

0 


0302030359* 

50-416 

S 


83G203O3&3 

50-416 

s 


0302030367# 

50-416 

9 


0302030387 

50-416 

8 


8302030393* 

50-4 1 6 

8 


0302030554 

50-416 

0 


0302030554 

90-416 

G 


8302030562 

50-4 1 6 

8 


State or' 



tr* * * 


CORPORATE SOURCE INDEX 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUM DER C A TEG C1R y 


33020 30969* 50-416 6 

£1X20 10426 50-416 P 

3302070466 50-416 6 

0302 140014 50-416 3 

33021 4001<?» 50-416 G 

8302140030 SO-416 S 

3302140031 50-416 8 

3302140032# 30-416 8 

GX2 140039# 50-416 8 

3302140053 50-416 0 

03021 40030 50-416 0 

0302140060# 30-116 G 

0302140063 30-416 fi 

0302140064# 30-416 13 

0X2140067# 30-416 0 

0302140089 30-416 0 

0302140093# 30-416 G 

0302140100 30-416 8 

0302140102# 30-416 0 

0302140196 SO-416 3 

0302140204# 30-416 8 

0302 1 300(13 30-416 3 

□3021 50094# 00-416 8 

03021 5 0099 SO-416 9 

0302150106# SO-416 3 

0302190110 30-416 B 

03021 30115# 50-416 0 

0302130140 30-416 0 

0:102190206# 50-416 0 

0302190301# 30-416 0 

0302150619 30-416 D 

03021 9064 1 # 30-416 0 

0302160293 30-416 P 

0102 1 70121 30-416 8 

0302170127# 90-416 0 

0302170300 30-416 « 

tnoai 70311# 30-416 0 

0302 1 70310 90-416 0 

0302170320# 50-416 8 

0302170322 50-416 8 

03021 70324* 30-416 □ 

H3Q2170346 50-416 H 

0302170354# 90-416 0 

0302170338 50-416 8 

0302170362# 50-416 0 

0302220350 50-416 8 

0302220361# 90-416 8 

0302220369 50-416 Q 

0302220377" 30-416 0 

0302230232 30-416 R 

0302230233# 30-416 R 

□ J022G007I 30-416 8 

0302200079# 30-416 □ 

0X2200225 50-416 0 

0302200220* 30-416 □ 

030220 0230 30 *416 Q 

0X2200234# 30-416 8 

G302200233 30-416 B 

03022 00243* 30-416 £3 

03O22OQ2P3 30-416 S 

O3O220Q2Q9* S0-4L6 8 

0302280294 30-416 0 

0302200001* SO-416 0 

03022 00424 50-416 0 

03028 00429# 50-416 Q 

0302280134 30-416 G 

□302200440* 50-416 8 

8302200440 30-416 0 

0302800434# 90-416 3 

0302280430 SO-416 9 

0302200464# 30-416 B 

«aurt, SUte of 0302 220042# CONTRACT 

a our*, univ of, Columbia 0X2040437 90-106 F 

0302040624 90-106 P 

8302230401 30-106 R 

0302230494# 30-106 0 

obi*A| In tfrnat i on# 1 Corjt (sub* of 0302200030 XPPFITLIC 

»ub * *M Co rp ) 

0302200032" XPPRTUC 

wi t Co (USA >. Inc (Sub* q f 0302020313 XPPKTUC 

»ul 4 Co >Lfcd ) 

0302020 320* XPOHTUC 

030202 0337 XPORTLIC 

0302020340* XPOflTLIC 

0302070370# 30-244 8 


AUTHOR ACCESSION SUBJECT 

AFP IL I ATI ON NUMBER CATEGORY 


Monro# X-Ray Co , Inc 0302030042 71-6717 

Montgomery County, MO 0302240297 S0-170 0 

Morgan Auociatu 8302010330 30-247 T 

8302010330 30-247 T 

0302020254 50-247 0 

B3020 20345 30-247 0 

0302020345 90-247 0 

8302030164 50-247 0 

8302030164 50-247 Q 

0302030175# 50-247 0 

0302030175# 50-247 Q 

0302070559 50-247 0 

8302090224 50-247 T 

8302160271 50-247 Q 

0302160271 50-247 0 

0302160278 50-247 0 

8302160270 30-247 0 

8302160324 30-247 0 

0302160324 50-247 0 

0302160372 50-247 0 

8302160372 50-247 0 

0302160304 30-247 0 

0302160303 30-247 0 

8302160385 30-247 0 

0302160399 30-247 0 

8302160399 30-247 0 

0302170260 30-247 T 

0302170260 30-247 T 

0302170277 30-247 T 

8302170203 30-247 T 

8302170283 50-247 T 

0302230235 50-247 T 

Morri mn-Knud sun Co , Inc 0302030000 PT21 

Murray fc Trettal., Inc 0302100403* 50-329 T 

Nl/<3 Carp 8302070006 FOIA 

0302090254* 50-537 A 

8302170290# 50-454 T 

NLJ3AC. Inc 8302010113* CONTRACT 

0302020123# CONTRACT 

0X2100128* CONTRACT 

8X2100142* CONTRACT 

0X2100423 PR 

NUTECH Erg I near*, Inc 0X2010530* 50- 321 Q 

0X2170036* 30-341 A 

National Alliance at Senior Citizen* 8X2240363 FOIA 

Natl one 1 Emergency Civil Liber tie* 8X2230352 30-247 0 

Cqiti m 1 tie* 

0X2230552 30-247 0 

0X2230361* 30-247 0 

8X2230361* 30-247 0 

8X2230564* 30-247 0 

0X2230564* 30-247 0 

0X2230372* 30-247 0 

0X2230572* 30-247 0 

Not 1 ana 1 Governor**' Association 8X2000070* CONTRACT 

0X2150760* Stat* Prog 

Notional Wildlife Federation 0X2160302 30-022 0 

Natural il**ources Defense Council 8X2020455 FOTA 

0X2160347 70-143 

0X2160349* 70-143 

N**l R Gross & Co , Tnc 0X2160104* 30-20? T 

N«1>t a ft V a Public Power District 8X2010676 30-290 Q 

0X2030333# 30-290 0 

0X2000400* 50-298 F 

8X2090097* 50-298 F 

8X2100061* 30-290 F 

0X2180362 30-290 V 

0X2230310* 30-298 Q 

8X2230712 30-290 8 

8X2230713* 30-290 B 

0X2230724* 30-290 0 

0X2230309* 30-298 0 

0X22503 70 50-290 P 

9X2200046 50-290 K 

8X2280048* 50-290 K 

0X2280050 50-290 K 

0X22 BOO 54 30-290 K 

0X2200056 50-290 K 

0X2200050 50-290 K 

0X2280061 30-290 K 

0X2230063 50-298 K 

0X2200060 30-290 K 

8X2200070 30-290 K 

0X2280073 30-290 K 

0X2280073 50-290 K 


**«■• County, NY 



CORPORATE SOURCE INDEX 


503 


MJTtiOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

ft r h ILIATICN 

NUMBER 

CATEGORY 

Arr 1L I AT JON 

NUMBER 

CATEGORY 


B3022BO078 

50-298 

K 


8302020140 

50-410 

I- 


G 3022 80083 

50-290 

K 


8302020143 

50-410 

y 


83022800Q6 

50-290 

K 


0302020144 

50-410 

V 


8302280008 

50-298 

K 


□302020149 

50-410 

V 


8302200092 

50-298 

K 


83020 20157 

50-410 

e 


G202280 10 1 

50-290 

K 


0302020167 

50-410 

n 


8302280103 

50-298 

K 


0302020170 

50-410 

K 


& 3022 SO 104 

50-290 

K 


03020 20172 

30-410 

K 


9302280106 

50-290 

K 


0302020175 

50-410 

K 


83022801 10 

50-298 

K 


0302020178 

30-410 

K 


8302280111 

50-290 

K 


63020201 80 

50-410 

K 


9302280 115 

50-298 

K 


6302020183 

50-410 

X 


8302280117 

50-298 

K 


8302020106 

50-410 

K 


83022801 1 9 

50-290 

K 


9302020109 

50-4 J 0 

K 

• t lion EU: f f >c Co 

8302040208 

50-380 

S 


83 02020192 

50-4 1 0 

K 

'k -add* State 3r 

83022 40338* 

WASTE HOT 


8302020(95 

50-410 

K 

i.ctj England Coalition on Hucl" 5 r 

8302010521 

50-443 

G 


03020 20197 

50-410 

K 

u 1 J utj on 





G 3020 20 200 

50-410 

K 


0302080264 

50-443 

0 


0302020203 

50-410 

K 


9302 100307 

PRtt 



03020 20 209 

50-410 

K 


0302220366 

50-443 

G 










0302020211 

50-410 

K 


8302220366 

50-443 

G 


0302070187 

50-220 

J 


9302220302^ 

50-443 

G 


0302070 190 

50-220 

J 


S302220382# 

50-443 

G 


8302070378 

50-220 

F 


0302220392# 

50-443 

G 


B302090I 60 

50-410 

s 


R3022 20392* 

50-4-13 

0 










0302090346 

50-410 

B 


0302220399# 

50-443 

Q 


0302090380 

90-410 

Q 


8302220399# 

50-443 

0 


S3021 00271 

PR 


Ha-pst ire. 3*ats of 

9302100256 

PPM 



0302140 074 

50-220 

V 


9302150143# 

50-443 

X 


9302140074 

50-220 

V 


0302160346 

50-443 

0 










8302 1 40080 

50-220 

P 


0302240 185# 

CONTRACT 



83021 40082 

50-220 

R 

n~ u Hs-^hne. Un i * of* 

0302 1 70209# 

50-443 

0 


83021 40004# 

50-220 

R 

f.*w Jeney. S^atc or 

0302240240# 

CONTRACT 



8302160309 

50-220 

P 

r-i-u H*a ico. Uni'. or 

0302240349# 

WASTE MOT 


8302 l 60392* 

SO -220 

P 

r w ’aorl City Audubcn Sorie^y 

0302030165 

50-247 

T 










8302160410* 

50-410 

F 


8302030165 

50-247 

T 


8302 1 00346 

50-410 

M 


8302030 104 

50-247 

r 


8302180348# 

50-410 

M 


83020 101 04 

50-247 

T 


0302230216 

50-220 

P 


8302030199 

50-247 

T 


8302230331 

50-410 

S 


G 3020 30 199 

50-247 

T 










8302230662 

50-410 

S 


0302030210 

50-247 

r 


8302230679* 

50-220 

0 


93020302(0 

50-247 

r 


8302 2 5041 2 

30-410 

A 

iJj.i to-t* Nuclear nlorp 

G3022 40001 

XPORTLK 



8302250438 

30-410 

S 


G302240002# 

XPORTLIC 


Niaeh o- lua 1 An#ruan Corp 

8302240373 

XPQRTLIC 


1 -u i or# 5 • a t p or 

03022304/ 1 

50-247 

T 










8302240375* 

XPORTLIC 



S 102230477# 

50-24/ 

T 

North Carolina State Uni v 

830202024 5# 

CUN TRACT 



0302230477* 

50-P47 

T 


0302150075* 

50-111 

a 


0302850387# 

30-247 

G 


03021 50082# 

50-111 

Q 


830225030 7# 

30-247 

0 

Mnrt-h Carolina* Slate or 

0302220025* 

CONTRACT 



03022 50392 -* 

50-247 

G 









North Carolina. Unlv of 

0302 l 00273 

NUftEQ 



0302250392# 

50-247 

G 

Northeast Nuclear Energy Co fsubs or 

0301(90078 

50-2(3 

F 

- u loir* s*3te or. Energy Little 

8302000225 

50-24/ 

G 

Nor t h ea$ t Ut j 1 > t le? J 





83022G0270 

50-247 

0 


830 1 t 90078 

30-213 

F 

w Vort. State Or'. Energy Pflirarch *• 

0302240034 

30-201 

J 


0301190070 

50-213 

F 

> * vc I Op r-ont; Adni -n i s tra i rjn 





8302010091* 

50-213 

F 

* *uj Vort . N* 

8302240309 

50-247 

G 










0302010301 

50-2(3 

P 

* laqara Hohauk PoL*er Corp 

0302010306 

50-220 

n 


0302010491 

50-243 

P 


0302010370# 

50-220 

ft 


03020 1068 2* 

50-213 

0 


8302020022 

50-410 

A 


0302030043* 

50-213 

F 


8302020031# 

50-410 

r 


0302030043* 

50-213 

F 


0302020034# 

50-410 

A 










8302030043* 

50-213 

F 


9102020036# 

50-410 

C 


8302030052* 

50-213 

F 


0302020030# 

50-410 

K 


B302 0 30093 

50-245 

S 


0302020064# 

50-4 1 0 

A 


0302030101* 

50-245 

a 


G302020069 

50-410 

K 


0302 030166 

50-423 

A 


0302020076 

50-410 

K 










0302030202* 

50-245 

Q 


03O2O2OOS3 

50-410 

K 


8302030204* 

50-423 

A 


8302020091 

50-410 

K 


0302030230* 

50-423 

A 


03020 2009B 

50-410 

K 


0302030237* 

50-423 

A 


0302020101 

50-410 

K 


0302030243* 

50-423 

K 


0302020103 

50-410 

K 










0302030248* 

50-423 

c 


8302020107 

30-410 

K 


8302030250* 

50-245 

F 


0302020110 

50-410 

K 


8302030254* 

50-423 

F 


0302020111 

30-410 

K 


8302030250* 

50-423 

F 


8302020112 

30-410 

K 


0302 03026 2* 

50-245 

F 


G3020201I4 

30-4 10 

K 










9302030309 

50-423 

K 


8302020117 

50-410 

K 


8302030300 

50-336 

S 


0302020120 

50-410 

K 


0302030310 

50-423 

K 


0302020(24 

50-410 

U 


5302030317 

50-423 

K 


03020 20 ( 20 

30-410 

K 


0302 0 30322 

50-423 

K 


□302020129 

50-410 

K 










8302030324* 

50-336 

S 


8302020133 

30-410 

K 


8302030328 

50-423 

K 


8302020133 

50-410 

K 


8302030330 

50-423 

K 


8302020130 

50-410 

K 


Q3O203O332 

30-336 

S 


504 


CORPORATE SOURCE INDEX 


MJ n-.OR 

ACCESSION 

SUBJECT 


author 

ACCESSION 

subject 


re. /Arrow 

NUMBER 

CATEGQRV 

IL I AT ION 

number 

CATEGORV 



8302030334 

50-423 

K 


6J02030338 

50-423 



0302030336 

50-423 



0302030341 

50-423 



6302030338 

50-423 

*1 


0302030343 

50-423 

K 


0302030340* 

50-336 

5 


8J02030347 

50-423 

H 


8302030341 

50-423 

K 


0302030349 

50-423 

K 


G3G2030343 

50-423 

k 


8302030352 

50-423 

K 


8302030347 

50-423 

K 


8302030355 

50-423 

K 


8302030349 

50-423 

It 


6302030358 

50-423 

1! 


8302030352 

50-423 

K 


8302030360 

50-423 

11 


8302030353 

50-423 

K 


P302030362 

50-423 

K 


8302030350 

50-423 

K 


6302030364 

50-423 

11 


0302030360 

50-423 

a 


G 302030366 

50-423 

It 


0302030362 

50-423 

a 


8 3020 303 fa 8 

50 423 

A 


8302030364 

50-423 

K 


8302030369 

50-423 

K 


0302030366 

50-423 

K 


8302030370 

50-423 

K 


6302030366 

50-423 

R 


630203037 1 

50-423 

k 


8302030369 

50-423 

A 


83020303/2 

50-423 

K 


6302030370 

50-423 

A 


8302030373 

50-423 

K 


6302030371 

50-423 

K 


6302030374 

50-423 

k 


0302030372 

50-423 

K 


8302030380 

50-423 

k 


6302030373 

50-423 

K 


G302030301 

50-423 

k 


8302030374 

50-423 

A 


6302030382 

50-4.23 

A 


8302030380 

50-423 

K 


GJ020 30383 

50-423 

k 


0302030381 

50-423 

A 


0302030386 

50-423 

K 


8302030382 

50-423 

A 


0302030390 

50-423 

A 


0302030383 

50-423 

K 


0302030394 

50-423 

K 


0302030386 

50-423 

A 


6302030582 

50-245 

r* 


03020 30390 

50-423 

A 


83020 70566 

? 0-213 

F 


0302030394 

50-423 

A 


0302 100285 

PR 



8302030502 

50-245 

S 


8302100444 

50-245 

8 


8302030506* 

50-245 

s 


8302 J 40105 

PR 



83020 70566 

90-213 

r 


03021 50498 

50-245 

F 


63021 00444 

50-245 

G 


G302 160224 

50-213 

F 


8302(00447* 

50-245 

S 


83021 80184* 

50-245 

0 


8302 140105 

PR 



0302100429 

50-336 

P 


83021 5049 B 

50-245 

F 


83022201 48 

50-420 

A 


8302160224 

30-213 

F 


83022 201 35 

5o-24b 

P 


63021 80134# 

50-245 

0 


8302220349 

50-336 

0 


03024 00429 

50-336 

P 


8302220427 

50-245 

P 


0302220140 

50-423 

A 


8302230389 

50- 245 

0 


Q302220155 

50-245 

P 


830223039 W 

50-245 

ft 


0302220160* 

50-245 

P 


8302230532* 

50-245 

G 


0302220349 

50-336 

S 


8302240331 

50-213 

V 


0302220427 

50-245 

P 


0302240331 

50-213 

P 


0302230305 

30-245 

Q 


G3022QGD97 

50-213 

V 


0302230532* 

50-243 

ft 


8302280097 

50-213 

V 


0302240-331 

30-213 

p 


8302280226 

50-213 

p 


0302240331 

50-213 

9 


0302200226 

50-2 13 

V 


G3022B009? 

50-213 

V 


8302280411 

50-336 

n 


6302280097 

50-213 

V 


G3022Q0431 

50-336 

p 


Q3022B04U 

50-336 

S 


8302280490 

50-245 

i* 


0302260415* 

50-336 

s 

rjnrtAern Caluomm Poupr Agancy* 

9302020247 

PRQJ 



030228043! 

50-336 

p 

La i 1 rornifl. State of* 





8302280490 

50-245 

p 

North erti States PoueT Co 

0302030018* 

50-263 

r 


0301190078 

50-213 

r 


8302030018* 

50-263 

r 

0301190070 

50-213 

r 


030203001 B* 

50-263 

F 



0301 1 90076 

50-213 

F 


8302030018* 

50-263 

r 


8303010084* 

50-213 

F 


8302030023* 

50-263 

r 


83020 1 030 1 

50-253 

P 


8302030023* 

50-263 

F 


03020 10491 

50-245 

P 


G 3020 30023* 

50-2*3 

r 






0302030023* 

50-263 

r 


0302030043* 

50-213 

r 






03020 30043# 

S 0-2 13 

F 


8302030030* 

50-263 

F 


83030 3004 3* 

50-2/3 

F 


8302030036# 

50-263 

r 


8302030052* 

50-213 

F 


8302030122 

71-6346 



0302030093 

50-245 

S 


8302040913 

50-263 

p 






8302080144 

50- 282 

p 


8302030186 

50-423 

A 

, 





8302030202* 

50-245 

0 


8302090415 

50-282 

p 


63020 30204* 

50-423 

A 


0302100439 

PR 



8302030230* 

90-423 

A 


8302 1 50369 

50-263 

p 


8302030237* 

50-423 

A 


8302 J 50491 

50-2*3 

F 






P3021 30491 

50-263 

P 


8302030243* 

50-433 

K 






8302030248# 

50-423 

C 


03021 50503 

50-263 

r 


8302030250* 

50-243 

F 


83021 50505 

50-263 

p 


8302030254* 

50-433 

r 


8302t 50540 

50-263 

j 


8302030258* 

30-433 

F 


83021 50548 

50—263 

,r 






8302150540 

50-263 

j 


8302030303 

50-433 

K 






830-2030300 

50-336 

5 


8302130548 

50-263 

j 


8302030310 

50- 4 23 

it 


03021 50628 

SO-263 

j 


8302030317 

50-423 

K 


93031 50*29 

50-263 

>7 


0302030322 

50-433 

A 


0302150620 

50-263 

J 






63021 50628 

50-263 

J 


0302030328 

50-423 

R 






8302030330 

50-423 

K 


0302180139 

50-263 

P 


8302030332 

50-33* 

G 


8302180143* 

30-263 

P 


8302030334 

50-423 

K 


8352100146* 

50-263 

P 


B 30203 0336 

50-423 

K 


6302 180265 

50-263 

a 



AUTHOR 
A p F ILIATICN 


J*Tthro;> fieiearch * Technical 

Northwestern Uni. 
r jtlea< Assurance Corp 


V-'clear Energy Service* Inc 

’’jclear Fuel Services. Inc ( 
I'rtty Oil Co ) 


* clear Packaging Inc 
i- Mel 1 1. J 

i 4k Hidge AssoLiaked Unis 
■ i L ftjdge National Labor atiry 


'•►■Fie* of Management 6 Dudgot 
0.,le Petrol e urn. Inc 

C.1 In Cittiens for Pesponsiblo 


I3*> i &j State or' 

Uk Labor a, Skate or 
I'fc|a1\0*a^ UniY of 

O-rjaPia Public Pouer District 


CORPORATE SOURCE INDEX 


Center 


subs or 


Fner g y 


ACCESSION 

NUMBER 


□3022 30427 
03022 30686# 
0302230686* 
8X2240296 
0302070282# 

8302010049 
83020401 06 
6302040476 
0302070158 
03020 /OS 84 

03020 G0Q04 
8302000009 
0302000094 
6302 1 7032 1* 
0302 S 70393* 

03021 70325# 
03021 70326* 
0302230339# 
0302040015 

8302040017 

83020 40579 
03020 70030 
0302070046* 
0302070127 
0302070191 

□302070636 
83020 70638 
8302080087 
0302080091 
0302080345 

0302080377 
8302090061 
□302100283 
0302 1 00362 
93021 50034 

8302150315 
8302100450 
83021 40197 
03021 40161* 
8302070306# 

0JO22QOO94 

0209240433* 

0302020139* 

0302030232 

0302040502 

8302040521 
03020701 86* 
0302000058# 
0302170033 
0302200020 

0302000351 
93021 70003 
0302170007 
G302010017 
0302090497 

03O2O9O3B3 

0302100464 

9302160412 

0302080234 

8302080234 

0302080269 
0302080269 
8302140009 
83021 40009 
83021 40016* 

83021 40016* 

0302080286 

0302080293# 

8302160262 

6302230321 

830223061 4 

0302010568 

0302010615 

0302010621# 

0302040026 


B3020Q0010* 
0302080013# 
6302000 1B8 
0302000273# 
0302080279* 

0302090393 
G3021 00296 
03021 0030 U 
03021 50095# 


SUBJECT 

CATEGORY 


50-2B2 Q 
50-282 Q 
50-282 G 
50-263 P 
50-187 0 

F01A 
71-6698 
50-280 r 
XPORTLIC 
XPORTLIC 

71-669B 
71-6698 
XPORTLIC 
50-409 P 
30-40? P 

50-409 P 
50-409 P 
30-302 F 
70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 

70-143 
70-143 
70-143 
70-143 
70-14 3 

70-143 

70-143 

PR 

PR 

70-143 

70- 143 
PR 

50-155 0 

50-155 0 

40-96 

40-86 

50-269 P 
50-2? P 
NOR EG 
NUREO 

NUREG 

roiA 

71- 9833 
NUREO 
NUREO 

ORO 

GRO 

GRG 

40-0745 

40-0693 

40-8745 

PR 

40-8745 
50-440 0 

50-440 Q 

50-440 0 

50-440 0 

50-440 0 

50-440 0 

50-440 0 

50-440 0 

50-350 0 

50-350 G 
30-556 0 

50-112 H 

50-112 H 
30-205 P 
30-209 P 
50-285 P 
40-8022 

50-285 r 
50-285 F 
50-285 P 
50-203 F 
50-285 r 

50-285 G 
30-205 P 
50-209 P 
50-289 ft 


AUTHOR 
AFP ILI ATI0N 


Orricl. Herrington & Sutcliffe 
Fl*I Industries 

Pacific Oas h Electric Co 


Palme Ho A I I i arc e 

Palos Comunlty Hosp Palos ParSulL 
Panhandle Eastern Pipeline Co 

Parameter. Inc 

Parents Concerned About Indian Point 


Pathfinder Hines Carp 


Pechmog Ugirte Kuhlmann Development 
Peiirioylvan ia Power 6 Light Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8302150107 

50-235 

P 

8302150191# 

50-2BS 

P 

8302150660 

50-265 

P 

8302150695 

50-265 

P 

B 302220 057# 

30-205 

F 

0302220 1 64 

50-285 

R 

8302220 1 60# 

50-205 

R 

8302220221 

50-283 

ft 

830223034 9# 

30-205 

0 

8302230575 

S 0-205 

F 

8302230576 

50-285 

P 

8302260378 

SO-205 

0 

8302200309# 

50-205 

5 

8302020335* 

50-361 

0 

9302040071* 

50-440 

0 

8302010431 

50-275 

P 

9302010432* 

50-275 

P 

83020 1 0432* 

50-275 

P 

8302010433* 

50-275 

P 

3302010433* 

50-275 

P 

8302020002 

50-275 

P 

8302020028 

50-323 

J 

8302030605* 

50-275 

F 

83020306 11* 

50-275 

F 

830204036? 

50-275 

R 

8302040371# 

50-275 

R 

8302000176 

50-275 

G 

8302090014 

50-275 

F 

8302090014 

50-275 

F 

83020 90357 

50-275 

F 

8X2090357 

50-275 

F 

0X20 90376 

50-275 

P 

0X2090428 

30-275 

F 

BX20 90428 

50-275 

F 

0X2100380 

PRM 


0302 140034 

50-133 

F 

0X2140007 

50-275 

P 

8X21401 10 

50-275 

R 

8X21401 (3# 

50-275 

R 

0X21 401 17# 

50-275 

R 

8X2140117# 

30-275 

R 

8X2 1 7033 1 

50-273 

P 

8X2170363 

30-275 

P 

8X21 SOI 63 

30-273 

S 

8X21 8017 3* 

30-275 

5 

8X2230134 

50-273 

F 

8X2230134 

50-275 

F 

8X2230390 

50-275 

P 

8X2230480 

50-275 

P 

8X2230493 

50-275 

ft 

0X2230497# 

50-275 

R 

8X2260034 

50-275 

P 

8X2010610 

30-413 

Q 

8X2100464 

PR 


8X2200566 

71-9033 


BX20 40450# 

CONTRACT 


0X2(60366 

56-247 

Q 

8X2250399* 

50-247 

0 

8302250405* 

50-247 

a 

0X2250410* 

50-247 

G 

BX22504 10* 

50-247 

G 

0X2250416* 

30-247 

G 

0X2250416* 

50-247 

0 

8X2250419* 

50-247 

G 

8302250419* 

50-247 

Q 

GX2090578 

40-2259 


8X2090380* 

40-2259 


8X2100277 

PR 


6X2100450 

PR 


8X21 70306 

40-6622 


6X2240346 

XPORTLIC 


8X2010151 

50-387 

6 

8X20101 59* 

30-387 

S 

8X2010160 

50-397 

S 

8X2010169* 

S 0-307 

8 

8302010324 

50-3B7 

S 

0X2010351 

30-307 

6 

BX 20 1 04 52 

50-369 

8 

0X20204 1 0# 

50-307 

F 

0X20204 IB* 

50-387 

F 

BX 2030074 

50-3B7 

S 

8X2030223 

50-387 

s 

0X2030276* 

50-387 

F 

8X2030270 

50-307 

8 

8X2030297# 

50-387 

8 


505 


506 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


Pennsy lvania State Univ 

Peri ln«i Cole. Ston*> Olsen V Williams 

Ph a rmat o p es . Inc 
Philadelphia Electric Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8302030357 

50 

-387 

E 

G302030361* 

50 

-307 

p 

B30203C403 

50- 

-387 

P 

8302030555 

50- 

-3B7 

6 

6302030560* 

50- 

-307 

6 

8302030564* 

50- 

-397 

Q 

03020 70247 

50-397 

}' 

0302070634 

70 

-2937 


0102090309 

so 

-307 

P 

0302090314* 

50-387 

P 

9302090320* 

50- 

-3B7 

P 

83020 90332* 

50 

-307 

P 

0302 i 00277 

PR 



0302100410 

50 

-387 

S 

0302100424# 

50 

-307 

s 

9302100463 

PfW 


0302 1 50198 

so 

-307 

p 

0302550207* 

50 

-387 

p 

63021 50212# 

50 

-387 

p 

83021 30616 

3Q-30B 

A 

03021 70490* 

50- 

-387 

F 

B3021 70497* 

so 

-387 

F 

03021 00134 

so- 

-3BB 

9 

8302100191 

SO- 

-386 

5 

8302160245 

SO- 

-387 

3 

9302180245 

so- 

-3G7 

5 

0302190251 

so- 

-307 

F 

0302100251 

so 

-3B7 

F 

8302100273 

50- 

-307 

S 

8302 L 80202* 

50- 

-387 

3 

030210031 7 

50- 

-387 

6 

83021 B0329* 

50- 

-307 

S 

8302220 1 65 

so- 

-3B7 

B 

0302220172* 

so- 

-3&7 

9 

8302220380 

50- 

-337 

S 

8302220386* 

50-397 

s 

0302220398 

50- 

-307 

5 

0302220404* 

50- 

-307 

S 

03O2230133 

50-33/ 

E 

0302230139* 

50- 

-337 

S 

8302230209 

50-307 

s 

930223039! 

SO 

-398 

s 

9302230292* 

50 

-387 

s 

0302230333 

50-3B7 

3 

03022 30 33 B* 

50- 

-3B7 

8 

8302230447 

50- 

*307 

3 

S3022 30457# 

50 

-387 

S 

8302230520 

SO- 

-387 

s 

G3022 30694 

SO- 

-307 

3 

9302230697* 

SO 

-387 

0 

8302290029* 

50 

-387 

F 

8303250035* 

SO 

-307 

r 

8302280091 

50-307 

p 

0302280091 

so- 

-387 

p 

B302280S47 

so 

-387 

R 

8302280553* 

50- 

-387 

n 

8302280160 

so- 

-5 

R 

0302280192* 

50-5 

R 

0302000192 

50- 

-522 

0 

B30210045Q 

PR 



8302240199 

FDIA 


0302010188 

50- 

-278 

S 

E302Q J0401* 

30- 

-352 

0 

0002010524 

50* 

-352 

G 

8302030105 

50- 

-277 

G 

0302030400 

50- 

-277 

S 

8302030408* 

50-277 

s 

8302040393 

50-277 

J> 

03020 40393 

so- 

-277 

p 

0302040399* 

so- 

-277 

p 

0302040399* 

50 

-277 

p 

83020 40404 

50 

-?7 7 

p 

03020 70509 

SO 

-270 

s 

0302070510 

50 

-352 

Q 

33020 70913 

50 

-278 

5 

03020 70520 

30 

-277 

8 

8302070321 

50 

-270 

G 

0302090136 

so- 

-332 

A 

83020 90310 

SO- 

-277 

S 

8302090339 

SO 

-277 

8 

0302090349* 

so- 

-277 

S 

9302090393 

so- 

-278 

0 

8302 1 40026 

so- 

-277 

a 

0303140026 

so* 

-277 

0 

0302140066 

50- 

-277 

p 


AUTHOR 

affiliation 


"iclrardi Lo'jjd 6 Carrici. Inc 


Plateau flejoorces. Ltd 

Pollution i* En% lr onmenta l Problems, Inc 
Portland General Electric Co 


ACCESSION 

NUMBER 


3302140086 
03021 50036 
83021 50654 
8302150693 
8302170329 

Q3021 70329 
03021 70330* 
83021 70330* 
R302I80334 
8302180334 

830218033B* 
9302180330* 
G 302320106 
83022201 14* 
8302220121 

6302220 126* 

6302220341 

8302220341 

0302220401 

8302230146 

6302230202 
8302230474 
0302230474 
8302230408 
S 3022 30 3 59 

8302230725 
H3O22B0323 
0302200323 
63022 00469 * 
83021 50424* 

03022400824 
0302240002* 
0302240002* 
03022 40082* 
8302240082* 

0302240092* 

8302240089* 

8302240089* 

0302240009* 

0302240009* 

8302240089* 

9302240009* 

0302240100* 

8302240100* 

8302240105* 

0302240105* 

0302240109* 

8302240109* 

8302240113* 

8302240113* 

0302240131* 
83O2240I31* 
8302Q 40 138* 
8302240139* 
P30S240144* 

8302240144* 

8302240150* 

8302240150* 

8302240154* 

8302240154* 

B302240167* 

8302240167* 

8302240173* 

0302240173* 

830223042? 

8302230433* 
0302100456 
0302010306 
03020 1 0398 
8302010403* 

0302010418 

0302010561 

8302010569* 

9302030106 

0302030116* 

8302030121* 

8302040274 

0302000163 

8302000172 

8302080183* 

8302060 1S7* 
0302080227 
03O2J 00277 
6302 1 00362 
83021 50713 


SUBJECT 

CATEGORY 

50-277 P 

50-352 H 

50-277 P 

50-277 G 

50-277 P 

50-977 P 

50-277 P 

50-277 P 

50-977 R 

50-277 R 

50-277 R 

50-277 R 

50-270 -j 

50-270 S 

50-278 £> 

5Q-27B G 

50-352 Q 

50-352 G 

50-278 S 

50-277 0 

50-270 *» 

50-352 Q 

50-352 <3 

50-352 0 

50-352 0 

50-352 G 

50-392 Lt 

50-352 G 

50-277 U 

50-206 P 

50-286 P 

50-3 P 

50-3 P 

50-3 P 

50-206 P 

50-304 F» 

50-3 P 

50-3 I' 

50-3 V 

50-304 r 

SO -286 I* 

50-206 V 

50-206 V 

50-206 P 

50-206 V 

50-206 P 

50-206 P 

50-286 P 

50-286 V 

50-286 P 

50-206 P 

30-286 P 

50-286 I 1 

50-206 P 

50-206 P 

50-286 P 

50-206 P 

50-206 P 

50-286 P 

50-256 P 

50-286 P 

50-286 J* 

50-206 P 

50-206 M 

40-0690 

40-0696 
PRM 
50-344 
50-344 
50-344 

50-344 O 

50-344 5 

50-344 S 

50-344 P 

50-344 P 

50-344 P 

50-344 C 

50-344 P 

50-344 V 

50-344 f- 

50-344 F 

50-344 J 

PR 
PR 

50-344 


P 


am 



CORPORATE SOURCE INDEX 


507 


AUTHOR 

AFFILIATION 


.Tts^o-uthi IH 


^ e r Authoring of th-ft State 


ACCESSION 

NUMQER 

SUBJECT 

CATEGORY 

AUTHOR 

Aff rUATlON 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

E33021 60363 

50-514 

C 


8302230200 

50-333 

S 

0302190339 

50-344 

P 


8302230293* 

50-333 

3 

9302230315 

50-344 

0 


03022 3029S 

50-333 

3 

9302230490 

50-344 

P 


0302230290 

50-333 

S 

Q302230500# 

50-344 

P 


0302230299* 

50-333 

S 

8302230506** 

50-344 

P 


83022 30302* 

50-333 

S 

8302 140 139 

50-443 

G 


8302230449 

50-286 

F 

8302140139 

50-443 

G 


B3022 30469 

50-333 

9 

93021 40141** 

50-443 

G 


0302230481* 

50-333 

S 

9302140141* 

50-443 

G 


0302230402 

50-296 

P 

9302010332 

50-333 

P 


9302230482 

50-286 

P 

0302010443 

50-333 

G 


9302230537 

50-333 

S 

0302010930 

50-247 

T 


0302230547* 

50-333 

S 

0302010530 

50-247 

r 


3302230577 

50-333 

s 

0302010536* 

50-247 

r 


8302230594* 

50-333 

s 

B3020 10336* 

50-247 

T 


0302230621* 

50-333 

Q 

0302020294 

50-247 

G 


8302230661 

50-333 

s 

9302020345 

50-247 

G 


0302230672* 

50-333 

8 

9302020345 

50-247 

G 


0302230607 

50-333 

S 

8302030084 

50-286 

G 


8302230691* 

50-333 

S 

9302030164 

50-247 

G 


0302240029 

50-333 

P 

0302030164 

50-247 

G 


0302240032* 

50-333 

P 

8302030179# 

50-247 

G 


0302240036* 

50-333 

p 

9302030173# 

50-247 

G 


03022 50239 

30-247 

T 

9302030200 

50-333 

S 


0302250235 

30-247 

T 

8302030205* 

50-333 

s 


9302250240* 

50-247 

T 

0302030323 

50-206 

r 


0302230240* 

50-247 

T 

0302030396 

50-333 

8 


0302280 1 68 

50-247 

T 

0302030402* 

50-333 

S 

Prairie ALlianca 

9302020236 

50-461 

G 

0302030413 

50-333 

8 


9302080248 

50-461 

G 

9302030421* 

50-333 

6 


3302170259 

50-461 

G 

0302030424 

50-206 

r 

Pt-esidant of US & Executive Offices 

9302030079* 

30-537 

U 

□302030441 

50-333 

p 


9302030104* 

50-337 

U 

0302070224 

50-333 

j 

Pi os-6 Intel l l genca, Inc 

8302240079* 

CONTRACT 


9302070559 

50-247 

o 

Pi incBton Qanma-T ec hi Inc 

9302090030# 

CONTRACT 


G3020B0139 

50-333 

r 

Promotional Reactor Operator Society 

9302100432 

PR 


0302090210 

50-206 

p 

Progressive Fa br 1 c atori . fnc 

□ 302040473 

71-9032 


0302080239 

50-333 

p 

Pi o jet t Assoc late » 

B30 2040403# 

CONTRACT 


0302080242* 

50-333 

n 

Project Management Carp 

0302030190 

50-537 

T 

0302090224 

50-247 

T 

Public Affairs In rorma t loo. Inc 

B302020100* 

CONTRACT 


0302090224 

50-247 

T 

Public InteTut Research Group* Neu York 

B3020 10604 

50-247 

0 

8302090230# 

50-247 

T 


0302090272 

50-247 

T 

8302090230# 

50-247 

T 


9302090272 

50-247 

T 

83021 40105 

PR 



8302090279* 

50-247 

T 

8302150056 

50-333 

J 


8302090279* 

50-247 

T 

8302150139 

50-333 

P 


3302100337 

PRM 


0302150163* 

50-333 

P 


83021*0366 

50-24 7 

0 

03021 50166# 

50-333 

P 


0302160366 

30-247 

G 

8302150349 

90-247 

P 


□3022 4031 4 

50-247 

0 

83021 5034? 

50-247 

P 


0302240314 

30-247 

0 

03021 50421 

50-286 

P 


B3022 50372 

50-247 

G 

03021 50506 

50-206 

J 


0302250372 

50-247 

0 

0302160271 

50-247 

0 


0302250379* 

50-247 

0 

8302160271 

50-247 

0 


8302250379* 

50-247 

0 

8302160270 

90-247 

0 


8302250383* 

50-247 

0 

8302160270 

90-247 

0 


0302250303* 

50-247 

G 

0302160324 

50-247 

0 


03022 50396* 

30-247 

0 

0302160324 

50-247 

0 


0302250396* 

50-247 

G 

8302160372 

90-247 

0 


8302250405* 

50-247 

0 

8302 1 60372 

90-247 

0 


8302250405* 

50-247 

0 

0302160394 

50-247 

0 


03022 50410* 

50-247 

0 

63021 60305 

50-247 

0 


B30225042S* 

50-247 

0 

0302160305 

50-247 

0 


0302250425* 

50-247 

0 

0302160399 

50-247 

0 

Public Service Co of CaloTarfo 

03O2O2OO4B* 

50-267 

F 

8302 160399 

50-247 

Q 


8302020051# 

50-267 

F 

8302170260 

50-247 

T 


8302030335 

50-267 

P 

8302 1 70260 

90-247 

T 


0302040614 

50-267 

F 

03021 70268* 

30-247 

J 


0302070144 

30-267 

F 

0302170277 

90-247 

T 


0302070350 

50-267 

F 

0302170277 

50-247 

T 


0302070352 

50-267 

P 

8302170280* 

50-247 

T 


0302070355 

50-267 

P 

8302170280* 

50-247 

r 


0302070491 

50-267 

R 

0302170283 

90-247 

T 


8302070554 

50-267 

P 

0302 1 70283 

90-247 

T 


0302070574 

50-267 

5 

03021 70207* 

50-247 

T 


0302070579* 

50-267 

8 

0302170207* 

50-247 

T 


0302070584 

50-267 

9 

0302180106* 

50-443 

Q 


8302070591* 

50-267 

8 

0302180106* 

50-443 

0 


83020 70618 

50-267 

8 

8302180100 

50-206 

P 


0303070623# 

50-267 

S 

8302100136 

50-443 

0 


0302080040 

50-267 

F 

8302180136 

90-443 

Q 


8302080089 

50-267 

F 

0302180300 

50-333 

8 


8302080095 

30-267 

F 

83021 80306* 

50-333 

3 


8302090539# 

50-267 

F 

8302230224 

50-333 

S 


8302090543# 

90-267 

F 

8302230202 

50-206 

P 


0302100464 

PR 



508 


CORPORATE SOURCE INDEX 


AUTHOR 
AFP I(_ I AT I ON 


Public Service Co of Indiana. Inc 


Public Service Co of N«u Hampshire 


ACCESSION 

NUMBER 


03021 5000 l 
B3021 50003* 
93021 50574 
03021 505*? 3* 
03021 50616 

03021 70344 
03021 70349* 
0302220157 
6302220159* 
0302230174 

030 2 2 303 IB 

0302230641 

0302230646* 

0302250009* 

B302250Q16* 

0302250232 

0302250251 

0302250256 

E302040331 

0302160164 

0302160164 

0302160213 

0302160213 

6302160242 

8302200121 

B3O220O121 

6302280133* 

8302280133* 

0302290137* 

&3Q2280137* 

8302280143* 
8302280143* 
83022 80149* 
8302280149* 
8302200158# 

8302280159# 
8302280161 
83022 80161 

03022 00167 
0302200167 

B3022B0171 

0302300171 

8302280172 

0302200172 

6302200177* 

0302200265 

0302280285 

03O220O29J 

0302200291 

9302200293 

0302290293 

Q3O220O29B 

0302200290 

8302200299 

83022G0299 

8302280305 

6302290303 

6302260307 

6302260307 

6302260309 

8302260308 

6302260314 

6302260314 

6302260317 

6302260317 

8302200319 
8302280319 
83022 B0322 
9302280332 
0302280324 

9302280324 
03022 80326 
0302280326 
9302280320 
8302200320 

6302280330 

6302280330 

8302280331 

0302200331 

9302200332 

0302200332 

0302200334 

0302260334 

8302010406 

0302010406 


SUB JEC 1 
CATEGORY 


50-267 0 
50-267 5 
50-267 S 
50-267 G 
50-267 P 

50-2*7 S 
50-267 S 
50-267 R 
50-267 ft 
50-267 P 

50-267 P 
50-26 7 ft 
50-267 R 
50-267 F 
50-267 F 

50-267 P 
50-267 P 
50-247 V 
50-546 S 
50-546 6 

50-546 S 
50-546 9 
50-546 S 
50-546 £ 
50-546 A 

50-546 A 
50-546 A 
50-546 A 
50-546 K 
50-546 K 

50-546 F 
30-546 F 
50-546 C 
50-546 C 
50-546 A 

50-546 A 
20-546 ft 
50-546 K 
50-546 ft 
50-346 ft 

50-346 ft 
50-546 ft 
50-346 N 
50-546 M 
50-546 M 

50-546 ft 
50-546 K 
50-544 K 
30-546 K 
50-546 ft 

50-546 ft 
50-546 M 
50-546 K 
50-546 ft 
50-546 ft 

50-546 K 
30-546 K 
30-546 ft 
50-546 ft 
50-546 ft 

50-546 ft 
50-546 ft 
50-346 ft 
50-546 ft 
50-546 ft 

50-946 ft 
50-546 ft 
50-54& ft 
50-546 ft 
50-546 ft 

50-546 ft 
50-546 ft 
50-546 ft 
50-346 ft 
50-546 ft 

30-546 ft 
50-546 ft 
50-546 ft 
50-546 K 
50-546 K 

50-946 K 
50-546 H 
50-546 K 
50-443 A 
50-443 A 


AUTHOR 

affiliation 


mCCESSION 

NUMBER 

0302010435 
83020 1 04 J 5 
9302010527 
0302010529 
03020 1 0533 

fcT.>020 10533 
8302010547 
8302010547 
8302010589 
8302010599 

8302010594* 
B3020J 0594k 
8302010646 
0302010646 
0302020152 

8302020152 

0302020379 

0302020375 

8302020291 

0302020281 

0302030275 

8302030275 

8302030455 

0302030455 

0302030563 

8302030563 

93Q2O4O03* 

0302040036 

0302040066 

8302040066 

8302040092 

0302040092 

0302040109 

8302040109 

8302040210 

0302040210 
S3 02040338 
8302040338 
G302040356 
0302040356 

8302040372 

0302040372 

03O2O4O429 

8302040425 

8302000106 

0302080106 

0302000215 

8302000215 

8302100220 

0302100220 

0302 1 00220 
83021 00228 
8302100235 
B3021 00235 
0302100243 

8302 100243 
0302100207 
03021 50407 
83021 50407 
03021 50451 

0302150451 

8302160166 

8302160166 

0302160207 

8302160207 

8302160263 

0302160263 

8302160274 

8302160274 

6302160323 

0302160323 
0302160326 
8302 1 60326 
0302160329 
0302160329 

8302160352 
8302160392 
03021 70366 
0302 1 70366 
8302 l 70369 

8302170369 
03021 80093 
8302 1 R0093 
83021 60293 
8302 1 80295 


SUBJECT 

CATEGORY 


50-443 A 
50-443 A 
50-443 Q 
50-443 0 

*0-443 G 

50-443 G 
50-443 0 

50-443 G 
50-443 G 
50-44 3 C 

50-44 3 G 
50-443 C 
50-443 A 
50-443 A 
50-443 A 

50-443 A 
50-443 A 
50-443 A 
50-443 A 
50-443 A 

50-443 G 
50-443 Q 
50-443 0 

50-443 Q 
50-443 S 

50-443 5 

50-443 F 
90-443 T 
90-443 A 
50-443 A 

50-443 A 
90-443 A 
50-443 A 
50-443 A 
50-443 I' 

50-443 ( 

50-443 A 
SO-443 A 
50-443 tt 
50-443 R 

50-443 A 
50-443 A 
50-44 3 A 
50-443 A 
50-443 A 

50-443 A 
50-443 A 
50-443 A 
50-443 G 
50-443 Q 

50-443 C 
50-443 G 
50-443 C 
50-443 P 
50-443 0 

50-443 G 
PR 

50-443 A 
50-443 A 
50-443 A 

50-443 A 
90-443 A 
50-443 A 
50-443 0 

SO-443 0 

50 »443 A 
50-443 A 
SO-443 A 
50-4 43 A 
50-443 G 

50-443 U 
50-443 A 
50-443 A 
50-443 0 

50-443 0 

50-443 0 

50-443 G 
50-443 0 

50-443 0 

30-443 A 

50-443 A 
50-443 0 

50-443 C 
50-443 0 

50-443 0 



CORPORATE SOURCE INDEX 


509 


author 
A c r iliatidn 


Jlic Service Electric 4 
rrsey 


access mN 

sun je c i 


AUTHOR 

Nuruicfl 

CATFOOWV 


Ari- ILIATION 

0302100302# 

50-443 

0 


G3021 B03O2# 

50-443 

0 


03Q21 R030U 

50-443 

0 


03021 00300 

90-443 

0 


0302 1 HO 310 

90-443 

0 


0302190310 

50-443 

<1 


#302 1 00314# 

90-443 

n 


G 3021 0031 4# 

50-443 

a 


03021 00322 

50-443 

0 


0302100322 

50-443 

0 


03021 00 355 

30-443 

0 


0302 1 00-305 

50-443 

(3 


0302100337# 

90-443 

0 

Finn to Univ of 

0302100337# 

50-443 

(J 

t'ug#t Hound Power 4. Light Co 

03021 003*0 

50-443 

0 

Purdue f1*t«#rch f oundation 

0302100360 

90-443 

Q 

Pin due Unis 

0302100361# 

50-443 

Q 

Uiuidr#* Corp 

03O21GO36I # 

90-443 

a 

H 1 William* Ai ioc Jat*»i Inc 

0302100373 

90-443 

Q 


□302100375 

50 443 

0 


03O21DO4OO 

50-443 

0 

fi 1 Wm4>j< Inc 

03021 00400 

50-443 

0 


□3021 00406# 

50-443 

<} 

(tme) Vlkonlci. Inc 

□302100406# 

50-443 

(i 

!i« iul Cal teg# 

□302 l 0042 1 

00-443 

0 


0302100421 

DO-443 

0 

lined. J 0 

□302100463 

50-443 

0 


□3021 0046 D 

90-443 

Q 


030210040/ 

90-443 

0 

lloadljt Herbert, Gibbon* 6 Allocates 

□3O210O4U7 

90-443 

0 


□302100493# 

50 *443 

0 

H uti.i b Group. Inc 

0302100493# 

90-443 

0 

Him* a e 1 n#r Polytechnic ln»t 

0302220166 

90 -443 

A 

Hun tor Oiotei- Inc 

0302220166 

90 -443 

A 

Uhoilo l Providence Plantation 

0302220337 

90' 440 

A 

Hid ifmlghi Lgg#r* 4. Aiiociati# 

□302220337 

90 440 

A 


0302220331 

90 - 440 

A 

Hid Algnru Ltd 

030222033 l 

90-440 

A 

Hubert L Cloud Ai#oclote*i Inc 

0302220300 

50 -440 

A 


03022203! »l 

30-44 0 

A 


□302200339 

90-44 ] 

11 


03022 303 W 

50-440 

K 


0302230449 

90 '440 

fi 


030223044^ 

30-440 

II 

Hiil) | m »an Oi oup 

03022 3003 3 

90' 440 

!j 

Hu*A««t«r Oat l Electric Corp 

□302250031 

DO' 440 

li- 


□302251)173 

50-440 

ft 


0302250172 

50-440 

ft 


0302230441 

30-443 

ft 


□212210244 

DO -372 

1' 


03020 10025# 

90-2/2 

() 


0302010175 

SO *272 

Vt 


03020 1 020-1 # 

50-y/i! 

fi 


03020 10301 

30-31 l 

fi 


0302010310# 

SO-3! 1 

<J 


03020 10337 

30-2/2 

fi 


03020 10344# 

SO -2/2 

II 


03020 10395 

S0-3S4 

It 


0302020025 

30-272 

P 


0302020025 

S0-P72 

P 


0302020250 

30-272 

p 


0302020271 

30-2/2 

p 


0302020200 

50-2/2 

p 


0302020331 

50-272 

p 


0302030303 

30* 334 

>i 


0302070300 

30-272 

Q 


0302070390# 

30-334 

0 


0302070442 

30-272 

Cl 


03020 70446* 

30-272 

u 


0302070457 

30-31 1 

fa 


0302070461* 

SO' 31 l 

n 


03020 903Q6 

90-272 

p 


030209041 l 

30-334 

ft 


03020904 i 2# 

30-354 

ft 

MjjctUnd Cltti#n* Ef,#pflW 

0302 i 00271 

PR 


03021 00412* 

30-334 

□ 


0302 J 50501 

30-311 

fcj 


0302! 50507# 

30-311 

0 

fine k j#I 1 International Corp 

03021 30623 

30-272 

p 

0302130631# 

30-272 

p 


0302100435 

50-311 

F* 


0302100439# 

50-31 i 

M 


0302100497 

50-272 

r 


0302100497 

30 -27P 

p 



ACCESSION 

NUMBER 

8X2100499# 
BX2 180499# 
8302220133 
0302220139m 
8302220173 

0302220177m 

8302220385 

0302220309# 

9302230153 

8302230171 

030223053 1 
B3022 80420 
6302040032 
9302000102 
0302170571# 

8302000475 

8302030259 

8302160409 

8X2170010 

8302100525# 

8X2! 4004 L 
6X2240014 
6X20 10020# 
0X2070170# 
0X2070177# 

8X2000243 
8X21 60297 
8X2230607 
8X2090306 
8X2090311 

0X2040465# 

0X2040167# 

0X2250498 

0X2010372# 

0X2040439 

0X2040443# 

0X2250322 

0X2090102 

0X210O4Q0 

0X2240270 

0X2240202# 

0X2240206 

0X2240292# 

0X2000395 

0X2030370 

0X2040302 

0X2070270 

DX2070275# 

0X2070367# 

0X2070370# 

8X2070557 

8X2090441# 

8X2140073 

8X2140116 

8X2180292 

8X2180298# 
0X2180312# 
0X21 80330 
0X21 80337# 
0X2230360 

0X2230363# 

0X2230367# 

8X2230426 

0X2230495 

0X2230596 

8X2230569 

8X2230370* 

8X2230586# 

0X2230667 

0X2230674# 

9X2230714 

0X2230715 

0X2230723* 

0X2280560 

0X218030! 

8X2180301 

8X2100304* 

8X2100384# 

8X2020370# 

0X2020380# 

0X2030409* 

8X2030495 

8X2060051 

8X8080397 

0X2090305 


SUBJECT 

CATEGDRV' 


50-272 P 
50-272 P 
50-311 R 
50-311 
50-272 R 

50-272 R 
30-272 P 
50-272 P 
50-354 R 
50-354 fl 

50-3-54 A 
50-354 S 
TOPREP 
SO-522 0 

CONTRACT 

ACR8 

NUREC 

40-3453 

40-6745 

CONTRACT 

50-275 R 
50-273 P 
CONTRACT 
30-280 F 
50-268 F 

30-463 fi 
50-463 0 

50-463 0 

50-275 P 
50-275 P 

CONTRACT 
CONTRACT 
<P0RTL!C 
50-193 0 

FROJ 

PROJ 

PR 

50-275 P 
50-275 R 
50-275 P 

50-275 P 
50-275 P 
50-275 P 
FOIA 

30-244 S 

30-244 P 
50-244 P 
50-244 P 
50-244 Q 
50-244 0 

30-244 S 
50-244 0 

50-244 P 
50-244 3 

50-244 S 

50-244 S 
50-244 « 

50-244 3 

50-244 S 
50-244 P 

50-244 P 
50-244 P 
50-244 F 
50-244 P 
50-244 S 

50-244 9 

50-244 5 

50-244 Q 
50-244 S 
50-244 5 

50-244 F 
50-244 S 
50-244 S 
71-6574 
50-247 T 

30-247 T 
50-247 T 
90-247 T 
WASTE HOT 
WASTE MOT 

QA999 
50-269 S 
70-25 
70-25 
PT21 




CORPORATE SOURCE INDEX 


MM HCW 
AM U (ATtGM 


tigunUin (-.roriy C<a 


t Auaciilfii tftr 

Orjiy 


accession 

sun Jeer 


NUMBER 

rATEGClfl Y 

0X2100233 

PR 


0302220346# 

30-132 

(3 

0102220303# 

50-355 

8 

ojoao 20100 

40-03(10 


(1X2 i 70012 

40-0452 


0X21 70014* 

40-0452 


0X21 /QOIS 

40-060/ 


11X21 70017* 

40-069/ 


(31021 70020 

4O-0JEJO 


0302170021* 

4 0-0 3 no 


0X22 40049 

40-0300 


8302020102* 

50-320 

F 

02020 10927 

30-441 

0 

0X20 LOW 9 

30-443 

0 

11X2010913 

30-443 

0 

0X2010933 

so -»m 

0 

0X201054 7 

30-443 

0 

0X2010947 

30-443 

0 

0X2010939 

50-441 

0 

0X20109(19 

50-441 

0 

(1X2010994* 

50-441 

G 

0302010594* 

50- -HI 

Q 

0X2100220 

50-411 

& 

0X2100220 

50-441 

0 

0302 100220 

90-443 

0 

0X21 00220 

80-441 

<3 

0X2100239 

50-441 

0 

0X2100239 

90-440 

0 

(1X2100243 

90-443 

0 

0X2100243 

50-443 

0 

3X2160207 

50-441 

0 

0X2160207 

90-443 

ft 

0302 l 60323 

50-443 

ft 

0X2 1 60321 

90-413 

0 

0X2 160327 

90-443 

0 


author 

AFF lUlATlON 


l».jn Diego Q-a* & Electric Co 


SonJia Uboratorl as 


<?ijndv|Pc Special Metals Corp 


ACCESSION 

NUMBER 

SUBJECT 

CATEOOR 

r 

83021 004 l 0 

PR 


83021 50150 

50-312 

P 

8302 i 502 1 A 

50-312 

V 

0302 l 50533 

50-312 

P 

8X21 60218 

50-312 

P 

03021 70373 

50-312 

R 

0X21 70376# 

50-312 

R 

83021 801 <17 

50-312 

R 

83021 80154* 

30-312 

R 

8302220317 

50-312 

P 

8302230163 

50-312 

P 

83022 30366 

50-312 

0 

83022 30604 

50-312 

& 

8302230613* 

50-312 

s 

03022306 20 

50-312 

p 

B302230627# 

50-3 1 2 

p 

0303240030 

50-312 

J 

8302250305 

50-312 

c 

83022 5O3B0 

50-312 

r 

03022 50386* 

50-312 

p 

8302200043 

50-312 

p 

0302280197 

50-312 

a 

8302280201* 

60-312 

o 

8302260207 

50-312 

p 

0302280214* 

50-312 

p 

0302220137* 

50-361 

p 

0302220137# 

50-361 

p 

8X2220337* 

50-3 fat 

p 

030222033?# 

50-361 

p 

8302300204# 

50-361 

p 

0302040508 

NUREG 


8302070240* 

FOI A 


0302070244* 

fa (A 


830208011? 

RES 


0302090101# 

GA999 



tnOJM 601)2 V 
oxzuon^ 

0D02l60'Jl>a 

oxai ejoovj 
cix 2 ie)oo<tt 

O'JOJlfiOKlf* 
Il r K)tf 1 GOID6 
Il3021«0a75 
07021 0O2VS 
ncKWiuoaou 

tt;*0;Ht)030Q 
U302I 00310 
RXPlGflllO 
0 S02 l Q032i? 
0^3100322 

5305 1 00113 » 
5302 1 00339 
5X21 0013*0 
(1X2 1 50360 
UimiQ03?0 

0X210017 3 
0X2100 400 
0X2100400 
0X2100421 
0X2100421 

0X2100460 
0X2100460 
0X21 00407 
0X2100407 
0X2250423 


SO’441 ft 
30-441 0 
50“ 4 43 0 
30-443 0 
30-443 0 

30 441 0 
50-4411 <3 
50-4-11 0 
30-441 0 
□0-443 0 

SO- 443 o 
DO-443 ft 
50-443 a 
50-443 0 
50-443 0 

50-441 0 
50-443 G 
30-443 Q 
50-443 0 
50-443 G 

50-443 O 
90-443 0 
90-443 0 
50 441 » 
50-443 G 

90-443 O 
50-441 G 
50-443 G 
50-413 ft 
50-2*3 P 


>utr AnociJl#* 
i y t 7 W#»ton> Inc 

l.«V\i lT>* 

I! ( I rvt<rri t i on j 1 
icram«i\tD Municipal Utility 


01 ttr ic 1 


0X2000134* 
0X216090*# 
0X20 2027 3* 
0X202042*" 
0212210434 

0302020304 
Q302020D10* 
0302 030049* 

0X20300541 

0X2040097 

0X2040200 

0X2040213# 

0X2040237 

0X2040290 

0X20402/6* 

0X2O7O2DI 
0X2000161 
0X2000163 
0X2000256 
0X80002*13 » 


CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

9Q*-312 r 

BO-312 P 
90-312 P 
90-312 * 

90-312 f 
90-312 P 

90-312 P 
50-312 P 
50-312 p 
30-312 G 
90-312 ® 

90-312 * 

50-312 P 
90-312 P 
50-312 P 
50-312 P 


Sfirgutit 6 Lundy* tnc 


'iLiBOflfffl* AurfuhoJi Society 
Hr h 1 r m • r Engineering Corp 
ijrlonce Applications' Inc 


•jiMicua sfc An ti-Fol lutton League 


‘3e.lemolo5lc 1 al Society of America 

(iinate 


5302160311 * 
Q3Q222QZ1Q* 
33022202^0* 
Q302320304* 
0302220304# 

0302220325# 

0X2220325# 

8X2030133* 

0302090504* 

0208310344* 

0209030344* 
02090 3 036 d * 
0302020136* 
0302030022* 
0302030211* 

0302040006* 

0302070090* 

0302070151* 

8302070264 

0302070269# 

0302100027# 

0X2000105 

0302060103 

0302060230 

0302060230 

8X2170201 
0302170201 
0302170284 
03021 70204 
0302160037* 

7710230415* 

0302020196* 

0302030024* 

0302030037* 

0X2030006* 

8302030099# 

0302090101* 

0X2100319 

0X2100321 

0X2100323* 

0302100346* 
8X2100351* 
0302100356 
83021 00365* 
0302100371# 

0X2100372* 
8X2100376* 
8302 1 00370 
0302100386* 
83021 00389* 


50-350 A 
50-454 r 
50-454 X 
50-154 r 
50-454 T 

50-454 * T 

50-454 T 
50-537 U 
CONTRACT 
50-333 P 

50-219 P 
50-312 ft 
50-27 P 
CONTRACT 
CONTRACT 

■jO- 220 P 
FOl A 
CONTRACT 
50-213 P 
50-213 P 

CONTRACT 
50-443 0 

50-443 0 

50-443 G 
50-443 G 

50-443 0 

50-443 0 

50-443 (? 

50-443 0 

CONTRACT 

50-440 U 
COMMISSION 
90-937 U 
90-537 U 
50-537 U 

90-537 U 

COMMISSION 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 



CORPORATE SOURCE INDEX 


AUTHOR 
AFF ILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

affiliation 


ACCESSION SUBJECT 

NUMBER CATEGORY 


0302100394 PR 
0302100403* PR 
0302 1 004 ( 1 * PR 
B3021QQ435* PR 
83021 00449* PR 


8302 1 50 £ 32 
8302150136* 
8302 1 5021 5 
8302 1 50223* 
83021 50504 


50-395 R 
50-395 R 
50-395 5 
50-395 8 
30-395 S 


0302100453* PR 
8302100455 PR 
83021 004 A5 PR 
G3Q2250331* PR 
03022 503 SI PR 


83021 50593* 
83021 5061 3 
03021 50624* 
B3021 50639 
03021 50649 


50-395 B 
50-395 8 
50-395 9 
50-395 Q 
50-395 Q 


f *nt i nr I Farm 

Sraj. Plttnan. Potts 4 Trowbridge 


0302250362* 

0302100362 

0302010507 

0302020278 

8302020341 


PR 

PR 

50-209 0 

50-382 Q 
50-382 Q 


0302150656 
8302150666* 
93021 70241 
03021 70244* 
0302180096* 


50-395 B 
50-395 S 
50-395 S 
50-395 S 
50-395 F 


6302020350 
83020301 BO 
8302040004 
8302040005* 
0302070490 


50-239 G 
50-400 0 

40-2061 
40-2061 
50-400 Q 


9302180099* 
03022 20244 
0 302230301 
0302230432 
0302250437 


S 0-3 95 F 
50-395 P 
50-395 P 
50-395 P 
50-395 R 


8302070555 
0302090 1 70 
8302100202 
0302100383 
0302100426 


90-440 0 

S0-2S9 G 
50-440 G 
PR 
PRM 


South Carolina. State of 


B302280196 
□3022601 90* 
03022 B0479 
03022 20074* 
03022 4 0327* 


50-395 3 

50-395 S 
50-395 V 
CONTRACT 
WASTE MOT 


□302160293 
0302160317 
0302160344 
8302170206 
83021 70219 


50-209 0 
50-209 0 
50-261 0 
30-440 0 
50-289 0 


hnuth Carolina. Unlv of 

bnuthanpton. NY 

Southern California Edison Co 


0302250442* 
03022 BO 273 
0302010130 
0302010150* 
0302010159 


50-395 R 
50-322 O 
50-361 S 
30-361 S 
30-361 8 


03021 GO 024 

□302220347 

G3022203B7* 

0302230417 

0302230417 


FOIA 

90-209 T 
50-209 T 
30-400 G 
50-400 G 


0302010169* 
0302010290 
B3020 10285* 
0302010327 
83020 10346* 


50-361 S 
50-361 S 
50-361 S 
50-361 S 
50-361 S 


0302230496 

8302230496 

0302230300 

8302230509 

0302290305 


50-400 0 
30-400 0 
30-440 G 
30-400 Q 
30-312 G 


8302010394 
93020 10405* 
03020 10412* 
03020 10546 
03020 10546 


50-361 8 
50-361 8 
50-361 S 
90-361 P 
50-361 P 


8302230310 

0302250430 

0302280160 

0302200-160 

0302200266 


□0-2B9 0 
30-302 G 
30-440 0 
50-440 G 
30-440 G 


83020 1 0630 
83020 1 0660 
8302010674* 
8302010670 
0302010601* 


50-361 S 
50-36 B a 
50-36 S S 
50-362 B 
50-362 S 


Lharehar Opponents Coalition 
Sierra Club 


0302200266 
0302020318 
93021 40 1 52* 
0302280260* 
0302090166 


30-440 0 
50-322 G 
50-322 G 
50-322 G 
30-440 G 


8302030004 

0302020030 

0102020142 

0302020241 

8302020333* 


50-361 P 
50-362 P 
50-206 P 
50-206 P 
50-361 e 



0302100440 

PRM 



0302100452 

PPM 


'aifflon*. Li ir Associates. Inc 

830209OS1O* 

CONTRACT 


jimpact Associates. Inc 

8302230328* 

50-52B 

E 

tmnHilppi Alliance for the Environment 

930209022*? 

50-434 

0 

(5AFE> 

9302140211 

PRM 


1 1 Business Ad ni ni « Ira frion 

0302010009* 

CONTRACT 



0302010133* 

30-537 

A 


8302020090* 

CONTRACT 



0302200252* 

CONTRACT 


Snell l l/llmer 

0302100394 

50 '520 

G 

Society of Nuclear Medicine 

9302100404 

PR 



8302100470* 

PR 


Sculh Carolina Electric 6 Gas Co 

030201 011 1 

50-395 

8 


0302010120* 

50-395 

0 


830201 0139 

50-395 

0 


0302010153 

50-393 

S 


8302010162* 

80-395 

B 


8302010163* 

80-395 

0 


8302010342 

50-399 

r 


0302010374 

50-395 

p 


0303010378* 

50-395 

s 


0302010504 

50-399 

0 


0302010571* 

50-395 

8 


8302030392 

50-399 

0 


830203039B* 

50-395 

0 


8302040361 

50-399 

P 


0302070381 

90-395 

8 


0303070303* 

50-395 

8 


0302070574 

50-395 

P 


0302080237 

50-395 

J 


0302100223 

50-395 

P 


03021 00226* 

30-395 

P 


8302100317 

30-395 

r 


0302020335* 

0302020357 

8302070053* 

8302070062* 

0302070064* 

B3020 70066* 
03020 70072* 
03020 70082* 
83020 700B4* 
8302070117* 

B3020 70273 

83020 70273 
8302000164 
8302000164 
8302000168* 

8302080168* 

8302090010 

9302090303 

9302100200 

9302140079 

83021 90053 
83021 50053 
8302150120* 
8302150147 
8302150155* 

8302150134 
8302150217 
03O21SO227 
8302 1 50229* 
8302150245 

8302 1 50276 
0302 1 50201* 
8302150205* 
S302 150322 
83021 50329* 


50-36 1 G 
50-206 P 
50-206 F 
50-206 F 
30-206 F 

50-206 F 
50-206 F 
50-206 F 
50-206 F 
50-206 F 

90-361 9 
50-361 6 
50-361 P 
50-361 P 
50-361 P 

50-361 P 
50-361 P 
50-206 P 
50-361 P 
30-361 P 

50-361 P 
50-36 l P 
50-206 G 
50-362 3 
50-362 S 

SO -206 P 
50-362 S 
30-206 P 
50-362 S 
50-361 S 

50-361 8 
50-36 1 S 
50-361 S 
50-361 S 
50-36 1 B 


511 



512 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 
NUN BER 

SUDUECT 

CATEGORY 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


83021 50332 

50-206 

P 


0302190112 

50-275 

R 


3302 i 50433 

50-361 

G 


03021 80492 

50-275 

R 


33021 30447* 

50-361 

S 


0302230536 

50-322 

T 


93021 50553 

50-361 

s 


03022 504 14# 

50-329 

G 


93021 50555 

50-361 

S 


8302250421* 

50-329 

Q 


93021 90964* 

50-361 

S 


0302250427# 

30-329 

Q 


93021 50566* 

50-361 

£ 


0302250431# 

30-329 

Q 


0302150371 

50-361 

S 

5tane 4 Webster. Inc 

8302040218 

50-334 

S 


0302 1 50577* 

50-36 S 

8 


0302040337# 

50-329 

Q 


03021 50500* 

50-361 

S 


8302Q 40337# 

50-329 

Q 


0302 1 60249 

50-36 1 

P 


6302040341 » 

50-329 

Q 


9302160249 

50-361 

P 


8302040341# 

50-329 

Q 


0302160256* 

50-361 

P 


B302040343# 

50-329 

Q 


0302160256* 

50-361 

P 


8302040345# 

50-329 

G 


3302160391 

50-206 

F 


8302040348# 

50-329 

G 


8302 i 6039 1 

50-206 

F 


8302230157 

50-329 

A 


0302160391 

50-206 

F 


8302230157 

50-329 

A 


0302 1 60394 

50-206 

P 


9302230161 

50-329 

A 


9302100231 

50-361 

0 


9302230161 

50-329 

A 


9302180234* 

50-361 

S 


0302230165 

50-329 

A 


0302180237 

50-361 

s 


0302200527 

50-329 

A 


9302180239* 

50-361 

0 

Structural Mechanics Associates 

0302160189 

50-329 

A 


0302190291 

50-361 

P 


8302 I 70309 

50-329 

A 


0302 1 80329 

50-206 

J 


8302280176# 

30-329 

A 


0302 1804 IB 

50-206 

P 

Suffolk County. NY 

8302020325 

50-322 

G 


0302180454 

50-361 

F 


8302080230 

50-322 

G 


83021 00454 

50-361 

F 


8302140149 

30-322 

G 


03022 20334 

50-361 

P 


0302140152# 

50-322 

G 


0302220334 

50-361 

P 


8302160375 

50-322 

G 


6302220337# 

50-361 

P 


8302240300 

30-322 

a 


8302220337# 

50-361 

P 


8302240313 

50-322 

G 


0302220339# 

50-361 

P 


8302240310# 

50-322 

G 


8302220339# 

50-361 

P 


8302240321# 

50-322 

G 


8302220373 

50-206 

F 


0302200247 

SO- 322 

G 


0302250213 

50-361 

0 


0302200254# 

50-322 

G 


9302250223 

50-361 

S 


0302290260# 

50-322 

G 


0302250224# 

50-361 

8 

bugaT maru R J 

8302080233 

50-352 

G 


0302250226# 

50-361 

S 


8302090233 

30-352 

G 


0302230250 

50-206 

P 


8302090257 

50-392 

G 


0302200280 

50-361 

P 


8302000257 

50-352 

G 


8302280200 

50-361 

P 


83021 B04 19 

50-352 

G 


0302200284# 

50-361 

P 


8302180419 

50-352 

G 


0302200284# 

50-361 

P 


□302100425# 

30-352 

G 


6302280286# 

50-361 

P 

it (am 1 *u) ic t, 5 A 

83021 70407 

NUREG 



8302200206# 

50-361 

P 


03021 70491 

NUREG 


Southern Co Services, Inc 

8302010647 

50-424 

S 


8302170496 

NUREG 



0302030261 

50-424 

c 


B302220441 

NUREG 



03021 50714 

50-424 

0 


0302220442 

NUREG 


Southwest Research -and Information Center 

0302250369 

PRM 



8302220443 

NUREG 


Southwestern Laboratories 

0302070015 

71-6717 


Tech nassoc ia+ei. Inc 

8302280252# 

CONTRACT 


‘layland Pouer Cooperative, Inc 

8302070965 

50-461 

0 

lechn-icel Operations. Inc 

8302070284 

71-9107 


inc er Chemical Co 

0302240244# 

70-146 



8302070287# 

71-9107 



6302240246V 

70-146 


I efcn e V r on Research, Inc 

8302040479 

NUREG 



0302240253a 

70-146 


felertyne Engineering Services 

03020 30496 

50-275 

r< 

itv D Co r E 1 e c t r a magnetic Industries 

0302100460 

PR 



0302030501# 

50-275 

n 

Alphon.su* Hosp Port Mash ington< UI 

0302100347 

PR 



6302060206# 

50-346 

p 

Francis Hasp Evanston, IL 

0302100464 

PR 



0302090152 

50-275 

p 

Louis Univ 

0302220125# 

50-206 

p 


8302090152 

50-275 

p 

lirls. 9 

0302080306 

50-329 

A 


8302090165 

50-273 

r 

idardtred Nuclear Unit Power Plant 

1 1 ei 

8302040245 

50-402 

A 


9302090182 

50-275 

r 






0302090102 

50-275 

p 


8302040245 

50-4B2 

A 


83021 50235 

50-322 

A 


8302040245 

30-482 

A 


8302160252 

50-275 

P 


8302040363 

50-482 

C 


8302100252 

SO-275 

P 


93020 4 0 363 

50-482 

E 


83021 a0277 

50-275 

ft 


8302040363 

30-482 

E 










83021 a028l* 

50-275 

R 


03020 4 0374 

50-482 

E 


8302220368 

50-275 

P 


0302040374 

50-402 

E 


8302240280 

50-275 

P 


03020 4 0374 

50-402 

E 


8302240200 

50-275 

P 


8302090308 

SO- 482 

A 


8302240202# 

50-275 

P 


83022 50 198 

50-4B2 

G 










B302240292V 

50-275 

P 

ei Dipt of. Bureau of Oceans & 

8302090267 

XPCJRTLIC 


(eledyn* t/af> Chang Albany 

8302160129 

'fPORTLIC 


ernat) Environ U Scientific Affairs 




Tennessee Valley Authority 

0301180127 

50-259 

a 


0302090277 

XPORTLJC 



0302010141 

50-296 

s 


0302240403 

XPORTLIC 



0302010167V 

50-296 

S 


0302230504 

XPDRTLIC 






Jt Equipment Co 

03020 10421 

TOP REP 



8302010215 

50—390 

3 






8302010215 

50-390 

S 

ib $, Webster Engineering Corp 

0302030338 

50-423 

H 


8302010215 

50-390 

8 


0302030343 

50-423 

K 


83020 10215 

50-390 

S 


83020 3 0355 

50-423 



0302010215 

50-390 

8 


0302100291 

PR 







0302100373 

PRM 



8302010215 

50-390 

9 






8302010217 

50-259 

3 


8302100428 

PRK 



8302010227# 

50-259 

8 


0302140078 

50-275 

P 


03020 1 023 0 

50-390 

S 


0302140063# 

50-275 

P 


8302010230 

50-390 

s 
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AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


0X2010233 

50-390 

S 

0302010233 

50-390 

S 

0302010243 

50-390 

s 

0302010243 

50-390 

9 

QX20 1 0254 

50-390 

5 

0X2010254 

50-390 

5 

0X2010265 

50-430 

S 

0X2010265 

50-430 

S 

0X2010270 

50-296 

S 

03020 1 0283# 

50-296 

s 

0X2010293 

50-390 

s 

0302010293 

50-390 

3 

0X2010300 

50-430 

3 

0302010300 

30-430 

S 

0X2010360 

50-327 

s 

0X2010417 

50-510 

9 

0X2010417 

SO-910 

e 

8302010419 

50-430 

s 

830201041? 

50-430 

8 

030201041? 

30-430 

s 

830201041? 

50-430 

9 

030201041? 

50-430 

s 

8X2010450 

30-430 

A 

0X2010450 

50-430 

A 

0X2010493 

30-390 

S 

BX20 10453 

50-390 

G 

0X2010461 

50-390 

8 

0302010461 

30-390 

G 

0302010300 

30-437 

G 

03020 105B3 

50-259 

P 

83020 103B7 
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B3022S0202 
63022604 06 
0302280491* 
03021 50430* 
03021 7025J 

8302020155* 
83021 70265 
63022GQ121 
6302200121 
63022 80 I 33* 

63022 BO l 33# 
B3022B0137# 
6302260137* 
6302200143# 
63022 80 I 43# 

83022 SO (49# 
0302280149* 
8302290150* 
8302290150# 
93022901 6 1 

9302290161 

9302290167 

9302200167 

0302200171 

8302290171 

8302280172 

8302290172 

8302280269 

S3022 902B5 
9302290291 

8302200291 

8302280293 

0302200293 

8302200298 

9302200298 

9302200299 
8302200299 
8302200305 
8302200305 
83022 80307 


SUBJECT 

CATEGORY 

50-230 0 

50-339 C 
50-339 S 
50-339 S 
50-339 G 

50-291 S 
50-281 G 
50-281 S 
50-281 S 
50-339 S 

50-339 G 
50-33B S 
50-339 S 
50-339 S 
30-338 S 

50-260 J 
50-200 J 
50-200 Q 
50-338 Q 
50-338 G 

50-260 0 

30-200 F 
50-339 S 
50-339 S 
S0-33B S 

50-338 S 
50-339 S 
50-339 S 
50-280 S 
50-280 S 

50-280 S 
50-260 P 
50-260 P 
50-260 P 
50-260 P 

50-200 F 
30-280 3 

50-280 S 
50-280 P 
50-2BO P 

50-280 P 
50-280 P 
50-280 P 
50-280 P 
50-280 P 

50-280 P 
50-339 S 
50-339 B 
50-124 0 

CONTRACT 
50-340 M 
50-546 A 
50-546 A 
50-546 A 

50-546 A 
50-546 (l 
50-546 ft 
50-546 F 
50-546 F 

50-546 C 
50-546 C 
50-546 A 
50-546 A 
50-546 ft 

50-546 ft 
50-546 ft 
50-546 ft 
50-546 ft 
50-546 K 

50-546 rt 
50-546 M 
50-546 K 
50-546 K 
50-546 K 

50-546 ft 
50-546 ft 
50-546 ft 
50-546 ft 
50-546 K 

50-546 ft 
50-546 K 
90-546 ft 
50-546 ft 
50-546 ft 


AUTHOR 

affiliation 


Washington. Public Pnuer Supply System 


ACCESSION 

NUMBER 


830228030 7 
8302280308 
8302280308 
8302280314 
8302280314 

8302280317 
83022003 1 7 
8302280319 
8302280319 
03022 80322 

0302280322 

8302280324 

8302280324 

0302280326 

8302280326 

8302200326 

0302280328 

Q302280330 

8302260330 

0302200331 

8302260331 

9302260332 

0302280332 

0302280334 

0302280334 

63020 10416 
6302010548 
6302020003 
8302020033 
83020 20060 

8302030202 
8302030346 
03020 3035 1 # 
0302040069 
0302040102* 

83020401 10* 

0302040120# 

0302040376 

8302070231 

0302070242 

8302070240 

8302070255# 

8302070276 

8302070203 

8302070406 

0302080003 
03020 BO 177 
83020 B021 1 
03020 902 3 B 
8302090366 

8302090308 

0302090401 

8302100338 

8302150189 

0302150200 

0302 150231 
0302 J 30231 
8302150409 
6302150597 
0302150637 

8302160213 
8302160219 
83021 6021 9 
0302160215 
8302160215 

8302160215 
8302160239* 
0302 1 60239* 
8302160239* 
8302 1 60239* 

0302160239* 
8302160239# 
83021 7039 J 
8302 1802 15 
8302180423* 

8302220350 

6302220352* 

6302230140 

8302230154* 

8302230205 

8302230209* 

8302230213* 

8302230238 

8302230246* 

6302230205 


SUBJECT 

CATEGORY 


50-546 k 
50-646 k 
50-546 H 
50-546 ft 
50-546 ft 

50-546 K 
50-346 ft 
50-546 ft 
50-546 ft 
50-546 ft 

50-546 K 
50-546 ft 
50-546 ft 
50-546 k 
50-546 ft 

50-546 ft 
50-546 ft 
50-946 ft 
50-546 ft 
50-546 ft 

50-546 ft 
50-546 ft 
50-546 ft 
50-546 ft 
50-946 ft 

50-50B A 
30-460 C 
50-506 C 
50-397 A 
50-308 C 

50-500 A 
50-397 R 
50-397 1 

50-397 A 
50-397 A 

50-397 A 
50-397 t\ 
50-397 R 
50-397 G 
50-397 3 

50-508 & 

50-506 Q 
50-300 A 
30-397 5 

50-460 G 

70-2950 
50-300 G 
50-460 A 
50-460 0 

50-397 A 

50-397 A 
50-397 Q 
PR 

50-097 f\ 
50-297 vl 

50-460 C i 
50-460 Q 
50-397 Q 
50-397 A 
50-397 A 

50-39/ 1 

50-397 1 

50-397 I 
50-397 1 

50-377 1 

50-397 I 
50-397 1 

50-397 l 
50-397 J 
50-397 1 

50-397 J 
50-397 1 

50-397 A 
50-508 S 
50-397 Q 

50-460 0 

50-460 0 

50-500 S 
50-508 S 
50-397 S 

50-397 S 
50-397 F3 
50-500 S 
50-508 S 
50-397 A 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Passing Ion . State or* 
kilih i tot! - Uni\ of 


iJiter- Waste- L Land. Inc 
Fj t «r ford. CT 

Covn tv Ni 
Pa |r e. KJ 


-Ngnan. Messier tr Vandenburg 

k*s,t Branch Conservation Association 


u! 1 1 1 Valleg Agricultural Protection 
raincU. Inc 

^rstrHeiter Peoples Action Caa J 1 t i qn. Inc 
v.rst rrn Illinois Pouer Cooperative. Inc 
™ p 5 tinghous e Electric Corp 


krstingftouse Operating Plants Owners 
tr nop 

«fitcn Qeoghijslcal Carp 


Vii 1 1 tai i r Corp 

College. Massachuset ts 

'mi !lsa»*-Rob inet fee & Associates. Inc 
Wilson, ft 

‘osroniln. Electric Pouer Co 


ACCESSION 

NUriGER 


B3Q2330374 

0302330303# 

03O223O30i!a 

6302230521 

0302230595# 

0302250248 
03022 50290 
0302040448# 
03020 304 5 B 
0302030463# 

0302010039# 

6302240075# 

0302070370# 

0302250210# 

0302250214# 

63020 4037 5 
0302280163 
030228016 3 
0302280277 
0302280277 

0302070595 

0302230350 
63022 50396# 
0302250399# 
G3020 7056 5 

03012 50293 
6302020327 
8302020369 
83020301 1 1 
8302030256 

8302030339 

83020704B9 

8302070553 

8302070560# 

8302070599* 

8302070602* 

8302000135# 

8302090297# 

8302090423 

0302090424* 

8302090426# 

0302090427# 

8302090429# 

8302090475 

8302090464* 

8302090490# 

83021002G7 

0302100328 

8302100336* 

8302100338 

0302160314# 

0302160316* 

0302160320* 

0302170302# 

9302170302# 

0302220317# 

0302220317* 

0302220379 

0302220384# 

0302230351# 

0302230461# 
0302230640# 
03022403 1 2 
0302240316* 
0302250365 

8302250492 

8302280002 

8302200003* 

8302200312* 

0302280404# 

8302200546 

6302280554* 

6302090292 

0302160305 

0302030341 

83020^0349 
8302030352 
8302070499* 
830207001 8 
8302030317 

8302220445# 
83020705 90 
8302010595 


S'JRJECT 

CATEGORY 


50-397 A 
50-397 A 
50-397 T 
50-397 A 
50-508 0 

50-460 G 
50-460 G 
27-40 
50-139 ft 
50-139 ft 

CONTRACT 
CONTRACT 
50-244 0 

40-86 
40-96 

50-440 Q 
50-247 G 
30-247 0 

50-247 G 
50-247 0 

50-529 Q 

50-528 0 

50-247 Q 
50-247 G 
50-461 0 

70-1151 

TOPREP 

XPORTLIC 

KPDRTLIC 

PROJ 

PRDJ 
PT21 
70-1143 
70-1143 
50-395 V 

50-395 P 
FOIA 
TOP REP 
TOPREP 
TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

PR 

PR 

PR 

PR 

TOPREP 
TOPREP 
TOPREP 
50-454 T 
50-494 I 

50-494 T 
50-494 T 
TOPREP 
TOPREP 
30-537 A 

50-494 T 
REVIEW GRP 
TOPREP 
TOPREP 
PR 

XP0RTL1C 
XPORTLIC 
XPDRTLIC 
50-266 P 
50-295 P 

TOPREP 

TOPREP 

TOPREP 

TOPREP 
50-423 K 

50-423 K 
90-423 K 
50-2? P 
40-7455 
30-423 K 

CONTRACT 
50-400 0 

50-266 P 


AUTHOR 

affiliation 


Wisconsin Public Service Corp 


Wisconsin's Environmental Decade 
WyU Laboratories 
Winning Fuel Co 
Wyoming Mineral Corp 


Wyoming Mining Association 
Wuamlnj. State or 

Ynk lma Indian Nation 

Yntb Uni'* 

Yankee Atonic Electric Co 


ACCESSION SUBJECT 


HUNGER 

CATECQRY 

63020 10599 

30-264 

P 

8302010603 

50-266 

0 

B302030S66 

50-266 

P 

BOO 3030566 

50-266 

P 

6302000320 

50-266 

a 

0302090400 

S 0-301 

p 

0302090421 

30-266 

F 

8302 1 00272 

Pfltt 


03021 30410 

50-266 

P 

03021 70153 

30-266 

R 

83021 70153 

50-266 

n 

8302 1 701 S5» 

50-266 

R 

0302180195 

50-266 

s 

03021 G0206# 

50-266 

s 

0302230236 

50-266 

p 

8302230236 

50-266 

p 

8302240159 

50-266 


8302240159 

50-266 

i 

8302200154 

50-266 

p 

030226 0 1 54 

50-266 

p 

0302200156 

50-266 

p 

8302260156 

50-266 

p 

0302360310 

50-266 

p 

0302260366 

50-266 

p 

9302200352# 

50-266 

Q 

0302010343 

30-305 

S 

8302010350* 

50-305 

8 

0302020347 

50-305 

P 

0302020 3 52# 

50-305 

P 

0302040277 

50-305 

V 

6302040340 

50-305 

s 

630 2 0 4 0 3 4 7* 

90-305 

s 

63020 40411* 

50-305 

0 

6302000226 

50-305 

s 

6302000231* 

50-305 

s 

6302 100285 

PR 


6302 1 0029 ! 

PR 


8302100443 

PR 


6302 1 50 1 44 

50-305 

s 

8302 1 50151# 

50-305 

3 

8302 L 60377 

50-305 

ft 

8302160380* 

50-309 

ft 

8302230466 

30-305 

P 

0302200166 

50-305 

P 

8302 S 00427 

50-266 

0 

83020 10292* 

50-373 

P 

83020 B020 4* 

30-373 

P 

63022 20372 

40-0029 


83022 205BO* 

40-0027 


6302100073 

40-8502 


0302100079* 

40-8502 


8302160450 

40-8502 


0302160454* 

40-8502 


0302330276 

40-8502 


83022 40055 

40-8502 


83021 00464 

PR * 


0302010022 

40-8714 


830201006? 

40-9743 


0302010077 

40-299 


0302010070 

40-299 


0302090554 

40-0584 


0302100440 

PRM 


6302170094 

40-4492 


S 3020 10505 

50-522 

G 

0302160302 

30-523 

<3 

0302030 18 4 

30-347 

T 

0302250403* 

30-247 

0 

0302010391 

30-29 

Q 

8302010406 

50-443 

A 

8302010406 

50-443 

A 

8302010435 

50-443 

A 

030201043 5 

50-443 

A 

8302010646 

50-443 

A 

0302010646 

50-443 

A 

0302020152 

50-443 

A 

8302020152 

50-443 

A 

0302020275 

50-443 

A 

8302020275 

50-443 

A 

8302020221 

50-443 

A 

8302020281 

50-443 

A 

8302030279 

50-443 

S 

8302030275 

50-443 

s 

8302030455 

50-443 

s 

0302030455 

50-443 

s 

0302 030 563 

50-443 

0 


517 



518 


CORPORATE SOURCE INDEX 


AUTHOR 
AFF It. TAT I CM 


author 

AFFILIATION 


8X2030563 

50-443 

S 

8302030600 

71-9151 


8302040036 

50-443 

F 

8302040036 

50-443 

r 

9302040066 

£0-443 

A 

8302040066 

50-443 

A 

0302040072 

50-443 

A 

8302040092 

50-443 

A 

8302040109 

50-443 

A 

6302040109 

50-443 

A 

8302040210 

50-443 

C 

8302040210 

50-443 

e 

8302040338 

50-443 

A 

0302040338 

50-443 

A 

8302040372 

50-443 

A 

0302040372 

50-443 

A 

8302040 425 

50-443 

A 

8302040425 

50-443 

A 

8302040605* 

50-2? 

F 

8302040609* 

50-29 

r 

8302000186 

50-443 

A 

0302000186 

50-443 

A 

8302080215 

50-443 

A 

8302000215 

50-443 

A 

83020 90313* 

50-2? 

F 

0302100043* 

50-271 

r 

8302100046* 

SO- 271 

F 

8302100406 

PRI1 


8302140085 

PRM 


8302150045 

50-29 

p 

8302150407 

50-443 

A 

0302150407 

50-443 

A 

8302150451 

30-443 

A 

8302150451 

50-443 

A 

0302150686 

50-29 

Q 

8302160166 

50-443 

A 

0302160166 

50-443 

A 

0302160216* 

50-443 

C 

8X5160216# 

50-443 

0 

0X2160263 

50-443 

A 


ACCESS l ON SUBJECT 

NUMBER CATEGORY 


ACCESS I ONI 
NUMBER 

SUDJECT 

CATEGORY 

0302 1 60263 

50- 

■443 

A 

0302160274 

50- 

■443 

A 

8302160274 

50- 

■443 

A 

8302160326 

50- 

■443 

A 

9302160326 

50- 

■443 

A 

8302 160341# 

50- 

■443 

0 

0302160341* 

50- 

■443 

G 

82021 60 360# 

50- 

•441 

G 

8302 1 60360* 

50- 

■443 

0 

83021 70366 

50- 

■443 

a 

8302 L 70366 

50- 

■ 44J 

ft 

0302 1 70369 

50-443 

A 

8302170369 

50- 

443 

A 

8302180142# 

50- 

■443 

G 

8302100142# 

so- 

■443 

G 

8302100357* 

50- 

■443 

C 

8302180357# 

50- 

■443 

G 

9302180361# 

50-443 

G 

9302180361# 

50-443 

0 

0302100428# 

50- 

■443 

G 

0302180428# 

50- 

•443 

G 

8302100475# 

50-443 

G 

8302100475# 

50- 

■443 

G 

8302100493# 

50- 

■443 

G 

9302180493# 

50-443 

r. 

8302220166 

50- 

443 

A 

6302220166 

50-443 

A 

8302220327 

50- 

•443 

A 

8302220327 

50-443 

A 

8302220331 

50- 

443 

A 

0302220331 

50- 

443 

A 

0302220300 

50-443 

A 

8302220300 

50- 

443 

A 

9302230124 

50- 

29 

8 

0302230129# 

30-29 

5 

0302230449 

50- 

443 

G 

0302230449 

30- 

443 

8 

9302250033 

50- 

443 

Si 

8302250033 

90- 

443 

& 

8302250172 

50- 

443 

A 


B3022 50172 
8302250252 
0302250441 
R302280505# 


50-441 A 
50-2? P 
50-443 A 
50-2? 0 



REPORT NUMBER INDEX 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A, 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents, 


An asterisk following the accession number In this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents/' 


REPORT 

M> 1 


ACCESSION 

NUHCCR 

SUBJECT 

CATEGORY 

OTHER REPORT 

NUMBER 

REPORT 

NU'IHER 

ACCESSION 

NUHBEfl 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

1 163-4150 


eoioo7o:ii7# 

50-335 

P 


EC C-NTAP-6 1 52 DRFT 

8302070590# 

50-537 

A 


’ - n-trm ■*<>:> 


G30222O423* 

50 -269 

Q 


EL 401 0 1 Y 

6302180402# 

50-413 

F 


3 1 - 14 PCu 


6302070493# 

50-528 

S 


EN-619 

0302070525# 

50-498 

A 


*- * -E'ET-o2 


6392170174# 

10PRCP 



EPfU RP 1707-3 

6302 1401 22# 

50-244 

0 

1EB-79-O10 

: - A 2301 P03 


630217O32M 

50-409 

P 


01-81-28 

8302170168# 

TOPREP 



x HOI 


63021703254 

90-409 

P 


ES-LRD-83-3029 

8332230391# 

50-537 

A 


-IAS05J RCO 


6302170323+ 

30-409 

P 


FSD-CR^CD-105 RQt 

8302090429# 

TOPREP 


9A4- 1- ESI -070 

SJACJ4I A8D O! 


63021703264 

50-409 

P 


rSD-CRiCO-94 ROl 

630209-04 27# 

TOPREP 


EAt: 1 - ESI -079 

a- -2 


63022504424 

50-395 

R 


0A-A16402 

8302 1 50622# 

50-267 

P 

UC-77 

530203033? 


8302030032 

REG 



GPC-04-104 RGO 

8302010550# 

50-321 

0 


3>3207GL24 


8302070124 

RES 


BNL-NU REG- 32396 

I^EA-Sf*'-2 1 B/26 DRFT 

G3D30BO1 47# 

F01A 



= .0206311* 


63020801 19 

RES 



I0/T52 ^B 

6302250133# 

50-254 

P 




6302080124 

REG 



Nh DO-22 128 

6302090323# 

30-307 

P 

DRF-L 12-00325 

6:0 2060402 


6302000402 

RES 


GNL-NUFIEG-32412 

Nf- DO-22 135 

8302090006# 

50-259 

P 

DRF LI 2-005 15 

i:02lK?5? 


8302 1 5073*7 

RES 


EGG-L0FT-6095 

NS DO-30053 

6302170170# 

50-260 

P 

03NEDO13 

c-oaitoMi 


6302150741 

RES 


EOG-Wnn-6129 

N£EO-55-Oi02 

6302020311# 

50-219 

P 

Q 11-00230 

SK211 0744 


8302150744 

50 312 

P 

EGG-PH YS-61 6 1 

NSE0-G2— 0692 

6302010434# 

50-237 

P 


; '021 50745 


6302150743 

RES 


EGG-EA-6140 

NUREG-0020 VO 6 UO? 

6302170107 

NWtEO 



c'021 50740 


83021 30 / 48 

RFG 


EGG-EE-6052 

NUREG-0040 VOt H04 

6302100265 

NUREO 



=:-^2J50F58 


8302130750 

RES 


EGG-LOFT-61 39 

NUREG-C090 VO 5 1103 

6302170024 

NUREO 



5X3UCM2 


8302160002 

RES 


L0-87-B0-132 

NUftEG-0420 S03 

8302170477 

30-322 

E 


2:02J4C003 


6302160003 

RES 


EGQ-NTAP-614Q 

NUfl EC-0485 VO 4 N12 

6302170028 

NUREO 



3 3C2 140005 


6302160005 

RES 


EGG-SEMI-6134 

NUiREC-0540 VO 4 MD9 

8302100279 

NUREO 



*>:2i4cooa 


6302160000 

RES 


EGG-ID-6141 

NUflEC-0540 VO 4 NlQ 

8302170062 

NUREO 



140025 


8302160025 

RES 



NUREC'058 5 VII N12 

8302130723 

NUREO 



3j03I6«97 


6302160097 

REG 


EGG-ID-6142 

NUREC-0500 VI2 140 I 

8302250140 

NUREO 



?-:o2Sfcija*a 


6302160398 

RES 


EGG-LOFT-6014 

NUflCC-0737 SOI 

8302230043 

NUREO 



■E J021b0401 


8302160401 

RES 


EGG-TFOP-6077 

NUftEO-0748 V02 111 1 

6302030239 

NUREO 



£•>32160402 


030216040? 

RES 


EOG-NTAP- 6146 

NUfiEG-0748 VOS Ml 2 

8302170022 

NUREO 



-;O2170jC? 


6302170007 

RES 


L0-87-80- 1 45 

NUflE<?-0 750 VIS 102 

83022200-1 4 

NUREO 



yyjiz 2046-7 


6302220467 

50-269 

P 

EGG-EA-6131 

MURE 5 -0773 DRFT 

0302020483# 

FOt A 



330:2400 11 


6302240011 

REG 


BNL-NUJtEG -32337 

NURE0-O793 S03 

8302170216 

50-341 

E 




6302240357 

27-47 


BNL-NUREG-3I 928 

NUREC-0822 

8302260005 

50-219 

P 


S:02240360 


6302240360 

RCS 


BNL-NU REG -323B0 

NUREC-0S51 

8302250091 

NUREO 



£302 24034 L 


8302240361 

REG 


BNL-NUREG -32394 

NURFC-087 1 VOS NO 1 

8302260024 

NUREO 



fro; 25033? 


8302250039 

REG 


BNL-NU REG -32 44 4 

NUREG-0876 SOS 

6302170401 

50-454 

E 




6302250049 

50-320 

P 

BNL-NU REG -32379 

NUnEC-0007 SOS 

0302100276 

S0-440 

E 




83021601714 

50-313 

r 


NURE0-0900 

6302170029 

NUREO 





83021306304 

50-267 

p 


NURE0-093A VOl NO 4 

6302280004 

NUREO 



*. 516-0? VOl 


63021603004 

50-416 

p 


NUREC-0940 VOl NO 4 

6302220430 

NUREO 



* AF-l<^EG-i335 

V03 

6302070477 

TORRE P 



NUREG-0942 DRFT 

0302040472 

NUREO 



‘ti-vr-ooi-i#* 


83022305744 

TOPREP 



NURE0-0943 

63022501 12 

NUREO 



i w-oa 


83021401 174 

50-275 

R 


NUREC-094Q 

6302170221 

50-498 

G 


e^iois*p 


621 10204694 

50-289 

0 


NUREC-0953 

6302250113 

NUREO 



:-!U-l75S 


83020203164 

50-312 

P 


NUflEQ-0954 

63022 B0007 

50-413 

£ 


1 £H-20S1 C W-JP SOI 

63020706214 

50-382 

A 


MUREC-0959 

6302 17 04 B3 

NUREO 



■ E>4'234<C Mm 3 


83020701744 

50-302 

A 


NUPEC-0963 

8302250! 15 

NUREO 



>5C‘2 Ft02 


83020903944 

TOPREP 


4313-01 3S4-0 IP 

NW1E0/BR-CO25 V09 N1 

8302100263 

NUREO 



>C-1 -A fil3 


63022402674 

50-329 

A 


NURE0/0R-0O53 

8302100271 

NUREO 



P-1026 


6302230341 4 

50-302 

F 


NVPE0/BR-CO39 

8302260044 

NUREO 



/T-j'-039 *00 


63021700564 

50-341 

A 


NUR EG/CP-0 041 VOL 

8302170497 

NUREO 



:Y3T-v PEG-7 7-2 


0302090489 

TOPREP 



NUREff/CP-0041 VOS 

8302220441 

NUREO 



E4-3&13 fiOl 

DRFT 

83021702104 

50-322 

A 


NUflCC/CP-C041 V03 

8302220442 

NUREO 



£i-5?07 


83021 70??74 

50-322 

A 


NUR EC/C P-0041 VO 4 

6302220443 

NUREO 



F2S~W-6Qi0 


63021702354 

50-32? 

A 


WUPFC/CP-C04I VOS 

63021 7019* 

NUREO 




519 



520 


REPORT NUMBER INDEX 


REPORT 

ACCESS ION 

SUBJECT 


OTHER REPORT 

MUHHER 

NUMBER 

CATEGORY 

NUMBER 

NUREG /CP-C041 VQ6 

0302170496 

NUREG 



NUREG / CR- 1 120 vio 

8302170469 

NUREG 



NUREG /CR- 2000 VO INI 2 

8302 l 70033 

NUREG 


ORNL/NSIC-200 

NUfl EG 703-20 1 5 VQ3 

63021702 13 

NUREG 


UCRL-53021 

NUREG /Cfl-2239 VI 9 

0302040508 

NUREG 


SAND91-1529 

MUREG^CR-2300 VOI 

8302100104 

NUREG 



NUREG /CR- 2300 VOS 

0332100281 

NUREG 



WUREG/CR-2666 

8302170199 

NUREG 


UCLA- ENG -020 4 

NU«E‘G/’CR-2&75 VQ3 

833-2250053 

NUREG 


PNL-4241 

NUREG/CR-2706 

8302030252 

NUREG 


0RNL/TM-832B 

NUREG/CR-27S5 

6302250129 

NUREG 


BNL-NUREQ-31544 

NUREG/CR -290 1 

03 02170208 

NUREG 


UCRL-53040 

NUREG/CR-2S04 

8302250146 

NUREG 



NUREQ/CK-2805 V01 

9302250135 

NUREG 


HEDL-TME 02-10 

NUREG/CR-2805 V02 

0302220435 

NUREG 


HEDL-TKE 02-19 

M\iReQyCR-20O5 V03 

6302200020 

NUREO 


HEDL-TME 82-20 

NUftEQ/Crt-2306 

8302100273 

NUREG 



MJREG/Crt-2a47 

6302100206 

NUREG 


LA-9459-MS 

NUREG /-CR-2G4G 

0332150718 

NUREG 


LA -94 60- MS 

NUREG /Cfl-2856 

9302250094 

NUREG 


PNL-4360 

NUREG/CR-2961 

6302030208 

NUREG 


S-744-R 

NUREG/CR-2379 

8302280006 

NUREG 



NUREG/CR -2907 VOI 

9302220426 

NUREG 


DNL-NUREC-51531 

NUREG/CR-29&6 

8302040460 

NUREG 


LA -9 536 -MS 

NUREG /CR-29S3 

63052301 22 

NUREG 


LBL-13029 

NUREG /CR-2980 

8302040521 

NUREQ 


GRNL/SUB/B 1—705 

NUREG /CR” 2977 VOI 

8302 04 OS 02 

NUREG 


ORNL/TM-0527/VI 

NUREG/CR- 3000 

8302170205 

NUREG 



NUREG/CR- 3076 

63022501 51 

NUREG 



NUREG/CR -3Q79 

6302230023 

NUREG 



NUREG/CR-3060 

6302170251 

NUREG 



NUREG/CR -308 6 

8302220431 

NUREG 


0NL-NUREG-S1629 

NUREG/CR -3090 

8302030259 

NUREG 



NUREG/CR -3077 

8302040479 

NUREG 



NUREG/CR -31 06 

8302250046 

NUREG 


PNL-4591 

NUR EG/CR.-3109 

6302280013 

NUREG 


LA-9563-MS 

QHNL/N5IC-204 

8302020 139* 

30-29 

P 


CRNL/TK-B340 

6302080050* 

71-9855 



P 105-4-839-039 RGO 

8302240292* 

50-275 

P 


P 105- 4-839-033 ROO 

0332240202* 

50-275 

P 


PML-4475 

8210130458* 

FOIA 



0VI-Q9 ROD 

63 02090 404* 

50-397 

0 


flAOTR-82-EOl 

6302170435* 

NUREG 



RR-S5 

8303180140* 

50-358 

A 


RR-26 

83 32180132* 

50-350 

A 


■>7 

8302180155* 

50-350 

A 


T 

6302180169* 

50-358 

A 


} 

8302180160* 

50-358 

A 


) 

6302180189* 

30-358 

A 


! 

6332180147* 

50-358 

A 



HEP OR T 


ACCESSION 

Subject 


OTHER REPORT 

NU luER 


NUMFF R 

CATEGORY 

NUMBD? 

RH-32 


G3J2ie0l24* 

50 -350 

A 


TIH-53 


63321001 97* 

50-350 

A 


RCn-BNI- CP-035 


@332020100* 

WASTE MGT 


SA I -013-7 9-5951 J 


63020701^0* 

FOIA 



'ml- 186-028 17 


S209G3u3*Q* 

50-312 

Q 


iAl-1 86-029 26 


63020 Kj006* 

50-220 

P 


1 A I -106-029-4 6 


S209030J44* 

50-219 

P 


SA I- 136-029- *9 


E230310344* 

50-333 

P 


SAI-03-1 1 5-N4 


6302020136* 

50-29 

P 


‘ AI- 0>UHW 


63 32070^69* 

50-e. 1 3 

P 


U/N76-0534 


6302070240* 

FOIA 


UC-7B 

SD-IU4J-TI-073 


633202 03 "G* 

WASTE MOT 


-JFCY - 7S-553 


S3 3202 0391* 

FOIA 



SEC Y- 79-55QP 


8302020300* 

FOIA 



91 CY-^7-545 


8302020339* 

FOIA 



SPCY-79-l0‘»3 


83022200 50* 

FOIA 



SFCY-79-IQ7C 


630222005** 

FOIA 



SECY-S 1 -603B 


8112100049* 

T01A 



<JFCY-fl3-2C7D 


8209200 162* 

FOIA 



SFCY -02-326 


6209010005* 

FOIA 



SPCY-33-016 


8301240226 

SEC* 



SFCY-QB-OSS 


8302170095 

SEC* 



6J-CY-R-74-064 


6302020205* 

FOIA 



SCP-9 JJ-3G09R 


6302070602* 

50-395 

P 


StM 11701 05R003 

VOI 

63021^030? 

50-329 

A 


SNA 13701 OSRGQj 

VO* 

63022601 '6* 

50 329 

A 


SMA 1 3701 05R003 

VO 7 

@332 l tO] 0? 

50-329 

A 


TER-C 5257- 183 


0208060765* 

50-344 

P 


TER-C5257-404 


6209000535* 

50 -206 

P 


TfR- 0 5257-403 


6200170201* 

50-409 

P 


fFR-C 52 57-423 


6209160337* 

50 -206 

P 

TAC 41361 

TPP-Cg56^-466 


6209020220* 

50-220 

P 

IEB-79-0 1 B 

rro-c 5257-508 


8331100125* 

50 305 

P 

TAC 42465 

TER-C525 7 -507 


8331210006* 

50-340 

P 

TAC 42462 

rrR-C 5257-5 10 


6301040296* 

50-313 

P 

TAC 42314 

TrR-C3P57-5l0 


03O12OOJ19* 

50-364 

P 

TAC 42534 

TFR-C5506- 138 


621 201 Ov 74* 

50-335 

P 

IEB-80-04 

rEn-09506-144 


02122000/0* 

50-295 

P 

TAG 4 6 £369 

TER -C 5 5 06-1 16 


6212200054* 

50 244 

P 

IEB-00-04 

rrf?-C5SlV.-l49 


6212200091* 

50 305 

P 

fFD-00-04 

TR- 5639-2 R 03 


63 3200 0106* 

50-346 

P 


TR-ESE 442 


6332070531* 

50-302 

A 


ULAP- 10170 A«P 


8332070426* 

TOPREP 



WLAP-' 10261 


6332220^04* 

toprep 



HrAP-97a5 ADD 03 


8302090490* 

TOPREP 


0299L 6 

rfU- JUT3 -Q2- &6 


6332040466* 

70-1257 


21302 

^N-NT -83-81 RG 1 


0302010599* 

SO -335 

P 


XN-NT -Q?-9Q 


0302010580* 

50-335 

P 


JN-NP-Q2 99 


8332010605* 

50-335 

P 


/AEC-1142 


0302230167* 

50-271 

P 




CROSS REFERENCE OF 
ENCLOSURES TO PRINCIPAL 
DOCUMENTS 


Items listed as enclosures are those indicated by an asterisk 
following the accession number in the indexes. The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document, the date 
issued, and the category enables locating the title listing of 
the enclosure. 


ACCESSION 



PRINCIPAL 

DATL 

SUBJECT 


LNCLUSUPE 

DOCUMENT 

ISSUED 

CATEGORY 

79030^0123 

0302240223 

83/01/20 

rou 


79042SQ165 

0302240223 

53/01 /20 

FGI A 


/903290339 

0302240223 

83/01 /?0 

FOI A 


7900220573 

8302 240223 

83/01/20 

FGI A 


/?i 02304 15 

0302040039 

02/12/30 

50-440 

U 

771 1210270 

8302240223 

83/01/20 

FOJA 


3004250184 

8302240223 

83/01/20 

FOI A 


0010070317 

8302020122 

83/01 /25 

50-335- 

P 

0010070441 

830224^223 

93/01/20 

roiA 


OJ 031*0803 

0302 I 7001 I 

03/02/02 

50-322 

A 

H l 060 1 0266 

8302 17001 1 

03/02/02 

50-322 

A 

F? 1 07200033 

0302100019 

03/01 / 1 1 

FOI A 


r?lO0l7O25l 

0302070076 

as'ip'st 

FOI A 


t3 1 082C0457 

8302 1 00303 

93/01/10 

PR 


, Ci 09220921 

8302 I 80031 

83/01 /1 1 

FGIA 


01101.90094 

0302170011 

03/02/02 

50 -322 

A 

0110230003 

0302170011 

83/02/02 

50-322 

A 

1 01111 7-0512 

0302170011 

03/02/02 

50-322 

A 

0112040003 

0302180031 

03/01/11 

FOI A 


0112100049 

0302010065 

□2/12/06 

FOI A 


0112170273 

0302180031 

03/01/11 

FOI A 


0112220673 

0302070590 

83/01/11 

50-293 

P 

, 0202160093 

8302070076 

82/12/21 

FOI A 


1 03021160169 

0302180031 

03/01/11 

FCII A 


; 8203030570 

0302180031 

83/01/1 1 

FOI A 


: 0203160 249 

8302170017 

03/01 /18 

50-153 

P 

> 0203220416 

930S 170019 

83/01/18 

50-153 

P 

0203220475 

8302170019 

03/01/18 

50-153 

P 

’ 0203220476 

0302170019 

83/01/18 

50-153 

P 

0203240107 

8302170019 

03/01/18 

50-133 

P 

J 8? 03240 4 20 

0302170019 

83/01 /IB 

50-135 

P 

3 3203290123 

8302170019 

03/01/18 

30-153 

P 

2,-07140131 

0302020427 

02/11/30 

50-20? 

P 

’ 0203050174 

8302030017 

82/12/2? 

50-537 

U 

0200060265 

8302240127 

83/02/03 

50-344 

P 

! 8203130353 

0302180014 

83/02/09 

50-373 

0 

[ 82031 70201 

0302100210 

83/01/27 

50-409 

p 

8200310344 

8302070289 

83/01/25 

50-333 

p 

H 0209040005 

8302040100 

82/12^27 

FOI A 


j 0209020218 

8302000063 

82/12/30 

30-220 

P 

8209020^28 

8302000063 

92/12/30 

50-220 

p 

1 0209030344 

8212030242 

02/11/30 

5Q-PI9 

p 

■ 9^09030368 

8302090166 

83/01/28 

50-312 

0 

r 0209080535 

0302070429 

03/02/01 

90-206 

p 

02091 S0350 

0302 170011 

03/02/02 

S0-3PP 

A 

0209 16033? 

8302100233 

□3/01 /31 

50-206 

P 

0 209200 462 

8302010065 

82/ I P/06 

FOI A 


t 9209240433 

8302140160 

03/02/07 

50-269 

P 

□210120652 

8210120650 

02/09/23 

50-269 

r 

1 0210120656 

8210120650 

82 '09/23 

50-269 

F 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined In Appendix A. 

Subject categories for nondocketed Items are also entered 
In this column by symbol; for example, ACRS, These cate- 
gories are defined In Appendix B and listed in the Contents, 


ACCESSION NimEfl 



PRINCIPAL 

DATE 

SUBJECT 


LNCLOSLTRE 

DOCUMENT 

ISSUED 

CATEGORY 

8210120653 

02101206 50 

62/09/23 

50-269 

F 

0PIO13O43B 

030202035? 

62/12/06 

FOE A 


02 10 150459 

9210150452 

62/9 0/09 

50-275 

F 

□210290111 

&302100512 

63/02/03 

50-445 

A 

021 1020469 

8302160317 

63/02710 

50-289 

0 

□211040395 

0302180031 

03/01711 

FOI A 


8211040458 

■630210003 1 

63701711 

FOI A 


0211150036 

8302010065 

02712/06 

FOE A 


G21 11 50690 

3332180031 

63/ 01 / J 1 

FOJA 


821118045? 

6=302 180031 

03701/11 

FOJA 


8212010094 

3302010013 

83/01/17 

50-335 

P 

□232010524 

8302070270 

SB/12/13 

50-362 

Q 

G21202009B 

8212020091 

62/11/23 

30-440 

K 

02120711376 

030217001 S 

83702/02 

50-322 

A 

8212200054 

0302160261 

83702/09 

50-244 

P 

8212200070 

0302090135 

83701/26 

50-295 

P 

8212200091 

0302080258 

83/01/31 

50-305 

P 

8212280520 

9302020359 

62/(2/06 

FOIA 


8212290219 

0302030470 

63/01/21 

50-352 

<3 

0301040296 

0302040077 

63/01/26 

50-313 

P 

8301070311 

8302090037 

63/01/28 

50 -2 B? 

P 

8J01 140410 

0301 9 40412 

83/01/11 

50-272 

Q 

8301 J 40424 

0301 140412 

63/01/11 

50-272 

Q 

8301170414 

8301 17040? 

83/01/05 

50-334 

3 

0301100125 

3302180054 

83/02/02 

50-305 

P 

OJOU 80179 

9301 100175 

03/01/04 

50-397 

0 

0301100104 

8301 (00175 

83/01/04 

50-397 

a 

0301190004 

0301 I 90078 

63/01/07 

50-213 

F 

0301200219 

0302100175 

83/02/04 

50-364 

P 

□301210006 

0302 140 192 

83/02/04 

50-340 

P 

0301250439 

0301 250435 

S2/12'30 

50-322 

K 

□30126021 i 

8302030470 

63/01/21 

50-352 

0 

8301270044 

B2I0 130452 

02/ SO/OS 

90-275 

F 

0301270051 

8210150452 

02/10/OS 

90-275 

F 

0301270060 

0210(50452 

02/10/00 

50-275 

F 

0302010002 

B3Q201000L 

63/01 /1 1 

CONTRACT 


0302010009 

83020-10003 

02/12/30 

CONTRACT 


03O2O1OO1B 

0302010013 

03/01/17 

50-335 

P 

0302010021 

83020 E 00 E 6 

83/01 72-6 

50-348 

F 

8302010023 

8301140412 

03/01 71 1 

50-272 

a 

8302010020 

8302 010033 

83/01725 

CONTRACT 


03020 10 029 

630201 0026 

03/01726 

50-348 

F 

8302010039 

0302010033 

93/01/21 

CONTRACT 

03020I0044 

0302010040 

83/01/21 

30-373 

H 

0302010097 

03O2OIOO54 

€2/12706 

FOIA 


D 3020 10061 

8302010054 

62/12/06 

FOJA 


0302010071 

0302010065 

82/12/06 

FOIA 


0302010074 

3302010070 

83/01728 

50-413 

0 

0302010092 

0302010065 

02/12/05 

FOIA 


0 3020 J 008 3 

8302010000 

83/01/20 

50-324 

8 


521 



522 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION MMBCfi 



PRINCIPAL 

date 

SUBJECT 

ENCLOSURE 

Die anew r 

ISSUED 

CATEGORY 

6302010084 

630201 008 1 

63 '0J/2* 

30-213 

F 

9302010091 

8302010091 

03 '01/26 

50 213 

F 

0302010092 

0302010007 

83/01/17 

50-324 

0 

9102010097 

6302010001 

83/0 5/26 

50-213 

F 

030201 0J01 

9302010070 

8 3/ 01/50 

50-316 

P 

B3Q20 10103 

9302010095 

63/01/20 

50-349 

5 

0302010 U 5 

8302010 1 09 

03/05/03 

CONTRACT 

83020101 1 7 

8302010 10B 

63/01/26 

50-31? 

r 

03020101 1 9 

8302010112 

62 '12/21 

50-269 

r 

B30.20 10 120 

83D2010H 1 

03/01/19 

50-395 

s 

9302010123 

9302010 112 

92 ' 1 2/21 

50-269 

T 

B302010126 

8302010100 

63/01/26 

50-317 

F 

©30201012? 

9302010122 

83/01/20 

50-373 

a 

9202010129 

6302010112 

82/12/21 

50-269 

T 

6302010130 

9302010119 

63/01/21 

50-250 

S 

0302010133 

83020 JO 124 

62/12/21 

50-537 

A 

6302010134 

6302010114 

83/01/17 

50-247 

S 

0302010133 

6302010112 

82/ l?/2l 

50-2B9 

T 

0302010140 

8302010132 

03/01/07 

50-26 5 

5 

S3O20I0M? 

9302010112 

62/12/21 

50-209 

T 

8302010146 

6302010112 

62/12/21 

50-289 

T 

91020 10150 

83050 10138 

63/01/12 

50-361 

s 

□10201 01 3$ 

8302010147 

83/OJ/J0 

50-237 

s 

030201 01 53 

93020 10112 

82/12/21 

30-269 

T 

8102010154 

030201 0H5 

63/01/1 1 

50-219 

S 

3302010156 

9302010112 

82 '12/21 

50-269 

T 

83020101 59 

6302010151 

83/01/19 

50-387 

S 

83020 LQ1-M 

$3020 I 01 12 

82/12/21 

50-209 

r 

8302010162 

9302010139 

63/01/19 

50-395 

8 

9302010165 

0302010155 

63/01/25 

50-395 

3 

0302010166 

0302010112 

82/12/21 

50-289 

T 

6302010167 

0302010141 

63/05 /2G 

50-296 

8 

83020 101 6B 

0305010160 

03/01/17 

30-307 

S 

0302010169 

8302010159 

63/01/17 

50-361 

S 

6302010170 

03020101 15 

G2'l2/2t 

50-289 

T 

6302010175 

6302 010163 

83/01/19 

ao-aia 

S 

6302010177 

9302 0 E 0 1 12 

82/12/21 

30-209 

r 

B30201O1B1 

B302G10171 

03/01/2? 

30-416 

a 

8302010162 

0302010172 

B3/01/24 

30-4 16 

s 

0302010163 

8302010112 

02/12/21 

S0-2G9 

T 

6302010195 

8302010173 

63/01/25 

30-295 

9 

8302010197 

8302010176 

83/01/19 

30*339 

S 

9302010189 

0302010180 

83/01/19 

30-310 

3 

□302010199 

0302010192 

03/01 /21 

50-271 

S 

B 3020 10200 

0302010174 

03/01/24 

50-416 

3 

8302010202 

83020101 12 

02/12/21 

50-2Q9 

T 

8305010204 

8302010193 

03/01/24 

50-272 

S 

8302010205 

8302010190 

93/01/17 

50-317 

B 

0302010210 

03020101 12 

92/ 12/21 

50-269 

T 

6302010214 

0302010207 

03/01/19 

50-339 

S 

6302010216 

83020101 12 

82/12/21 

50-289 

T 

0302010251 

83020101 12 

82/12/21 

50-289 

T 

93020 1 0226 

0302010112 

82/12/21 

50-209 

T 

93020 1 0227 

0302010217 

83/01/26 

50-259 

9 

930201022? 

G3020 10220 

03/Oim 

50-302 

S 

9302010232 

8302010112 

82/ 12/21 

50-299 

T 

9302010230 

B302010J 12 

82/12/21 

90-269 

T 

9302010240 

6302010234 

93/01/20 

30-3P5 

S 

Q3020 10241 

6302010112 

62/12/21 

50-28? 

T 

630201024 5 

83020 1 0237 

83/01/19 

50-33? 

6 

6302010256 

6302010112 

82' 12/21 

50-28? 

T 

33020 1025 9 

8302010951 

82/12/02 

50-313 

0 

8302010261 

8302010232 

83/01/27 

50-4 16 

3 

9302010262 

03020101 12 

82/12/21 

50-289 

T 

0302010263 

6302O10259 

83/01/24 

50-1 59 

S 

6302010268 

6302010112 

82/12/21 

50-23? 

T 

G3020 10273 

9302010112 

82/12/21 

50-289 

T 

8302010276 

0302010269 

63/01/19 

90-237 

S 

0302010277 

0392010267 

B3/0I/17 

90-324 

a 

9302010278 

33090101 12 

02/12/21 

50-289 

T 

Q302010292 

9302010112 

ea/iQ/ai 

90-2 B9 

T 

930201 0253 

0302010270 

03/01/21 

50-296 

S 

9302010294 

63020101 12 

92/12/21 

30-289 

r 

9302010235 

8302010200 

03/0 1/fl 

50-361 

B 

9302010207 

9302010201 

03/01/21 

90-324 

B 

03020 I02B9 

83020101 12 

82 '12/21 

50-289 

r 

9302010291 

03O2OJO1 12 

82'12/Sl 

50-2B9 

r 

93020102 92 

6302010206 

03/0 1 /P0 

50-373 

p 

9302010299 

8302010112 

62/12/21 

30-289 

T 

8302010297 

©3020 J 0270 

©3/01 /2 f 

50 -271 

S 


A< CESSION WU/WER 



PRTNL iPftL 

DAT L 

SUflJECT 

CrirL05L‘?E 

rc:ufEwr 

I = SI ED 

CATCOQFTY 

'^0201 02? V 

0302010112 

8? 12 21 

50 20? 

T 

CPOSOli 302 

03020101 1 2 

82 12 21 

SO 209 

T 

r J -02010305 

B302010112 

62 '17 21 

SO 289 

T 

P 102 010310 

0302010303 

83 01 M9 

50 311 

S 

8"i0,20 1* 31 ♦ 

0 10201 COO 0 

01 '01 21 

50 *30? 

8 

n 102010113 

0302 01 CO 12 

03/01/1? 

50 2/1 

S 

5.1020 JOttO 

S30? 01031 l 

03/01 24 

50 335 

S 

6J020 1^352 

830201 03 1 

63/01 '24 

50 322 

0 

ojoaoip-U’S 

03020 KOI 6 

63 0| 17 

30*2 77 

0 

njosnir.-tth 

0302010334 

03,01 24 

70-3^1 


!nC20 10337 

9302010330 

83/01/21 

50 *317 

s 

810201/. 140 

030201033.1 

03, 01 '2 1 

50 315 

s 

bl JO20 1 01*4 

030201033? 

63, 01 '19 

30 *2 72 

s 

0002010345 

8302010341 

83/01/19 

50 310 

s 

CU 020 10346 

8302010327 

83, 01 '13 

50 -3*1 

0 

□ 302010350 

0302010343 

83/01 '24 

50 *305 

s 

« josoioisa 

8302010349 

83/01 , 19 

50 -310 

s 

l! 302010353 

03020 103 '17 

83/01/24 

50 *320 

Q 

a joaoiois*. 

0302010340 

03, 01 '?1 

50 *317 

S 

©3020103*5 

930201036? 

83/01 '19 

SO 373 

0 

□ 3020103*7 

0302010363 

93/01/21 

50 *325 

5 

fj 102 010370 

0302010366 

83/01 /25 

50-720 

0 

Xl30rf0in72 

8307010369 

63/01/18 

50 193 

Q 

3102010175 

0307010371 

83/01/21 

50 -324 

5 

>1 *320101*7 

0302010362 

83/01 /19 

50 373 

0 

0 102010370 

9302010374 

83/01/21 

50-395 

S 

3 10 ?0 10181 

0302010376 

83/01/19 

50 237 

s 

0102010362 

030201037? 

63/0 ! / l 0 

50 255 

Q 

Q >02010104 

0302010380 

83/01 . 17 

50-317 

0 

©102010305 

8302010373 

83/01/20 

50 373 

S 

81020 103S? 

9302010383 

63/01/21 

50-317 

3 

8102010390 

0302010387 

62 ' 12/2? 

30 570 

Q 

0 102010.19? 

0302010306 

83/01 /2S 

50 317 

0 

onoao ioi?9 

030201039* 

83, 01 /24 

50-J20 

P 

□30 2010409 

0302010393 

S3/0J /20 

50 *321 

S 

6102010401 

930201039 7 

03/01/25 

50-352 

0 

HJO20 10402 

0302010396 

83/01/24 

50 320 

P 

G 102010403 

0302010390 

83/01/20 

50 344 

S 

11,102010405 

9302010394 

63/01/00 

50-361 

3 

0.102010403 

0302010404 

Q3/01/31 

50 -341 

K 

0202010412 

0302 01 0394 

83/01 /08 

50-361 

S 

8102010413 

0302010404 

93/01/31 

30 -341 

K 

8302010423 

0102010422 

03/0I/2J 

50 200 

5 

8302010*2* 

030201042? 

83/0J/21 

50 -200 

S 

610201042/ 

0302010425 

G3/01/25 

50-4 J6 

3 

8302010430 

8302010428 

83, 01/10 

50-366 

S 

0302010422 

8302010431 

93/01 , I 9 

50 275 

P 

0102010433 

B302010431 

93/01/ 19 

50 -275 

P 

8302010434 

0302010429 

93/01/25 

50 *23/ 

P 

B 102010439 

8302010437 

92/10/20 

SO 537 

A 

□ 102010445 

B302O1Q442 

93/01/28 

50 *400 

R 

04020 1044B 

0307010436 

93/01/25 

70 -2467 


8402010449 

0302010446 

92/ 10/OJ 

50 *247 

S 

©10201045/ 

8307010454 

S3/01/20 

50 324 

Q 

©102010460 

83020 104S8 

S3/01/26 

QA999 


8 102010462 

0302010456 

03/01/26 

50-409 

0 

U-1020 10465 

83020)0450 

G3/GJ/27 

50-375 

0 

0.102010467 

8302010463 

83/01/19 

50-335 

s 

03020 J 0-73 

0302010468 

83/01/26 

50-324 

f> 

0102010476 

8302010458 

83/01/27 

50 *373 

0 

0JG2010486 

B3020J047? 

83/01/19 

50 *456 

0 

81O2O104B? 

0302010482 

03/01/28 

40 *213 


£3020 10469 

8302050477 

83/0 J /26 

50 335 

5 

030201040? 

0302010481 

83/01/27 

50 *313 

G 

0 302010490 

8302010478 

83/01/27 

50 368 

G 

0x302010494 

8302010479 

83/01/19 

50 -456 

G 

0102010497 

B307010481 

B3/0)/27 

50 *313 

0 

0102010301 

8302010481 

83/01/27 

SO *313 

G 

81020J 0902 

03070 J 0496 

83/01/20 

40 -0790 


TU020 10510 

8307 01 0507 

03/O1/JO 

QA99? 


D 3020 10520 

9302010509 

03/01/27 

30 302 

G 

©3020 J0527 

83020J050? 

83/01/10 

QA99? 


0102010536 

8307010530 

03/01/28 

30-247 

T 

R1020 10537 

8302010531 

03/01/24 

30 *207 

P 

1*102010539 

8302010512 

83/01/27 

30 *3? 1 

0 

011020 10541 

0302010539 

83/01/26 

50-358 

C 

0102010344 

0302010534 

63/01/14 

50-255 

Q 

3 JQ20 10549 

8302010545 

83/0 j /3i 

50-35G 

K 

FU0201053C 

0302010512 

83/01/27 

50-321 

a 

Q1020J0531 

0302010543 

93/01 /?6 

50-382 

0 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


Ai lET^SIOM N"M«CR 


Accession NUMBER 


Lift LOTHIE 

U lOdO 10553 
111090 1435 1 
0 10PO 10399 
tni>c»o 10560 
El 1010 105f 2 

G302G10S6-. 
0 302010569 
EM020t09/t 
fnojoios 7 ^ 
« 302010570 

BlOJOlObSl 
n iojoio3U2 

113020 10508 
0102010571 
(1*3050 10394 

13 30201059? 
0102010605 
010201060/ 
(3 102010600 
0 102010616 

G 302010619 

rnoao 10621 

H 302010622 
I) 302010623 
(1102010629 

0102010633 
01020 t "634 

li 30201063/ 
0302010640 
(J J020106 *2 

« 102010645 
0102010649 
FI 30 20 1 0650 
03U201066J 
0302010662 

13 1020 10667 
fJIOPO 10670 
fl 1020 1 067 1 
0102010672 
433020 J 06 7** 

0302010677 
0302010679 
P 1020 1 060 1 
U 10201060? 
n J020 1 0 M 0 

(3 3020 2C 031 
03020 ?A03 4 
It 3020 200 J6 
□302020030 
G J02020040 

510PO 20051 
[1 302020056 
0302020064 
(3102020090 
G 302 02009 3 

0102020100 
G102020102 
0102020123 
H102020126 
03020201 36 

0302020139 
0303020155 
M 103020 l 56 
rno ao?ot so 

0302020162 

(1302020169 
0102020 1 90 
03020202 1 4 
G702020219 
0302020126 

0302020236 
0 102020239 
£1302020245 
0302020273 
ni020?03l0 

0302020111 
0702020316 
C 1020 20 320 
0>jO2O?G33'* 
0102020333 


PR IUCIPmL 

n 0> unf.Ni 

0302010540 
8 JO? 0 1 0534 
BJ020105S2 
0JO2O 10555 
Q 102010556 

8302010557 

0102010561 

0302010566 

8302010563 

0302010574 

8302010567 
830201 0576 
8302010576 
8JO2O1O504 
8302010569 

0J02 01 05/6 
03020105/6 
8302010592 
0312010600 
0302010612 

0302010601 
030201 06 1 5 
0302010612 
8302010617 
0302010620 

0302010624 
8302010626 
0302010620 
03020 10636 
030201 Of 36 

0302010628 
□302010620 
0102010628 
03020 1065 4 
8303010651 

03020 t 065 l 
0102010666 
0302010654 
0302010651 
0102010660 

0302010651 

9302010651 

8302010670 

0102010651 

0302010715 

01O2OPQOP2 

0302020022 

0302020022 

0302020022 

0302020043 

8302020043 

0302020050 

8302020022 

8302020094 

91020200B 7 

030? 020097 
0302020096 
0302020110 
0302020 l 2? 
030? 020 130 

0302020130 
0302020143 
01020201 50 
0302020150 
0302020150 

0JO2O2O164 

0302020193 

0302020205 

8302020203 

8302020223 

0302020232 
8302020231 
8302 020242 
03020202/0 
0302020304 

8302020306 

83020?0304 

0302020313 

0302020321 

□302020326 


PATE 

rssi'en 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DCCUKENr 

DATE 

ISSUED 

SUBJECT" 

CATEGORY 

93/01 / 1 U 

50*2 54 

S 

0102 020339 

0302020338 

82/12/27 

FO I A 


03/01 14 

50-255 

G 

0302020340 

8302020337 

83/01/1 8 

XP0RTLIC 


83/01 /?6 

70 607 


□30202034? 

8302020336 

03/OI/2S 

50-321 

F 

03/01/19 

50-310 

5 

0302020346 

9302020336 

B3/01/2 3 

50-321 

F 

Q3'01 /?1 

50-209 

P 

0302020340 

0302020343 

82/12/13 

30-339 

P 

93/01/31 

50-329 

T 

G30202035S 

8302020347 

83/01/13 

SO -G 05 

P 

83/01/21 

50 344 

S 

S302020355 

8302020344 

B3/01/20 

XPGRTLIC 


03/01 /I? 

50-310 

5 

0302020350 

8302020344 

83/01/20 

XPORTLIC 


03/01/26 

50-324 

S 

030202036s 

8302020362 

83/01/20 

XPORTLIC 


93/01/20 

50-302 

S 

0302020368 

8302020366 

03/OJ/25 

XPGR TLIC 


83/ 01/19 

50-282 

0 

0302020373 

8302020372 

83/01/24 

XPOR TLIC 


93/01/20 

50-335 

p 

0302020376 

8302020375 

02/12/23 

WASTE MOT 

93/01/20 

50-335 

p 

0302020377 

0302020375 

02/ 12/23 

WASTE MOT 

03 '01/21 

50-395 

s 

0102020378 

9302020375 

82/12/23 

WASTE MOT 

03/01 /2B 

50-443 

6 

G1020203SO 

8302020375 

82/12/23 

WASTE MOT 

03/01/20 

50-335 

P 

6302020304 

8302020301 

03/01/21 

40-B675 


03/01/20 

50-335 

P 

030 2 0203G5 

8302020382 

02/12/03 

FOIA 


03/01/21 

50-120 

P 

83020203B9 

B3020203B2 

82/12/03 

F01A 


83/01/17 

S3/O1/10 

27-39 

50-461 

Q 

0302020309 

6302020391 

6302020386 
8302020 3 82 

□3/01/10 

B2/1&/03 

40-8720 

FOIA 


03/01/17 

50-325 

S 

0302020410 

8302020405 

83/01/27 

50-397 

F 

□3/01 /2! 

50-285 

P 

33020204 1 7 

0302 020 4 09 

83/01/26 

CONTRACT 


03/01/10 

50-461 

0 

03020204 1 8 

8302020405 

83/01/27 

50-397 

F 

03, 01/10 

50-329 

0 

0302020420 

8302020422 

03/01/27 

50-264 

F 

83/01/24 

50-295 

G 

Q 302020429 

0302020423 

B3/ 01/20 

CONTRACT 


03/01/26 

70-398 


0302020430 

8302020427 

82/ l 1 /30 

30-299 

P 

03/01/17 

SO 324 

S 

GJ02020432 

8302020422 

03/01/27 

30-264 

F 

03/01/17 

40-672 


8102020437 

8302020433 

83/01/31 

50-341 

F 

83/01/20 

50 155 

P 

0302020439 

8302020427 

02/ 1 i/30 

30-209 

P 

□3/01 /20 

50-155 

P 

5302020440 

8302020433 

83/01/31 

50-34! 

F 

03/01/1 / 

40-672 


B3020204 4 4 

8302020427 

82/ 1 1 /30 

50-2 99 

P 

83/01/1/ 

40-672 


□302020451 

0302020445 

B3/OJ/31 

50-32? 

F 

83/01/1 / 

40-672 


0302020470 

B302020459 

03/01/31 

50-10 

F 

03/01 /2Q 

50-155 

P 

0102020479 

8302 0204 5S 

83/01/31 

50-10 

F 

03/01/2/ 

90-? 13 

Q 

0302020403 

0302020477 

82/13/02 

FOIA 


03/01/2/ 

50-213 

Q 

0302030510 

0302030052 

83/01/26 

50-263 

F 

83/ OJ /20 

50-334 

R 

Q302030022 

0302030019 

83/01/21 

contract 


03/01/20 

50-155 

P 

0302030023 

0302030012 

83/01/26 

SO -2 63 

F 

03/01/2/ 

50-213 

G 

0302030024 

0302030017 

02/12/29 

50-537 

U 

03/01 /l l 

90 361 

3 

0302030029 

8302030017 

03/12/29 

50-537 

U 

03/01 /27 

50-213 

Q 

0302030030 

B302030025 

03/01 /26 

50-263 

F 

03/0 ] /27 

50 213 

Q 

0302030034 

0302030017 

02/13/29 

50-537 

u 

03/01/14 

50-362 

S 

8302030036 

0302030025 

93/01/26 

50-263 

F 

03' 01/27 

50-213 

Q 

8302030037 

8802030017 

32/12/29 

50-537 

U 

03/01/12 

50-3 

P 

8302030033 

8102030017 

92/12/29 

50-537 

u 

03 '01 /25 

50*410 

F 

0302030041 

B 3 02 0300 1 7 

32/12/29 

50-537 

u 

83/01 /25 

50-410 

A 

0302030043 

8302030033 

82/ 01/31 

50-213 

F 

01/01 /25 

50-410 

C 

0JO2O 30045 

8302030039 

03/01/27 

70-2949 


83/01/25 

50-410 

K 

8302030049 

8302030044 

03/01/27 

30-312 

F 

03/01 /26 

50-267 

F 

0302030050 

0302030039 

83/01/27 

70-2949 


03/01/26 

50 267 

F 

0302030052 

9302030033 

83/01/31 

30-213 

F 

03/01/26 

CONTRACT 


0302030034 

8302030044 

83/01/27 

50-312 

F 

83/01/25 

50-410 

A 

0302030062 

9302030057 

□3/0J/2B 

50-257 

F 

03/01 / 19 

CONTRACT 


0302030063 

9302030059 

83/01/27 

50-349 

F 

03/01 /20 

CONTRACT 


□302030065 

9302030057 

03/01 /2G 

50-359 

F 

03/01/13 

CONTRACT 


8302030068 

0302030059 

03/01/27 

90-348 

F 

03/01/1 l 

50-320 

F 

8302030072 

0302030017 

82/12/29 

50-537 

11 

03/01/1 l 

CONTRACT 


8302030079 

030203001 7 

82/12/29 

50-337 

U 

03/01 /25 

50 335 

P 

8302030086 

8302030017 

02/12/29 

50-537 

U 

03/01 /27 

50-29 

P 

B1020300Q7 

93020300B3 

03/01/24 

XPORTL IC 


03/01/2? 

50-29 

P 

0302 030099 

8302030017 

02/12/29 

50-537 

u 

83/01/29 

CONTRACT 


□302030101 

8302030093 

83/01 /2B 

90-245 

s 

03/01/24 

50-302 

P 

0302030104 

0302030017 

82/12/29 

50-537 

u 

03/01 /24 

50-302 

P 

8302030(06 

8302030100 

83/01/27 

50-416 

s 

03/01 /24 

50-302 

P 

8J02030109 

8302030017 

02/12/29 

50-537 

u 

83/01/26 

XPORTLIC 


8302030113 

03020301 10 

93/01/27 

50-416 

s 

03/01/24 

COMMISSION 

0302030114 

830 2 030 1 1 2 

03/01/31 

50-461 

K 

93/01 /24 

50-317 

G 

0102030116 

0302030103 

83/01/20 

50-344 

P 

03/01/24 

50-317 

G 

0302030121 

03020301 OB 

03/01/80 

50-344 

P 

83/01/25 

50-266 

P 

0302030123 

0302030017 

02/ 12/27 

50-537 

u 

83/01 /25 

CONTRACT 


D 1020301 2 5 

0302030017 

82/12/29 

50-537 

u 

03/01 /25 

50-202 

P 

8302030133 

330203001 7 

82/12/29 

30-537 

u 

03/01 /25 

CONTRACT 


8302030136 

0302030017 

32/12/29 

50-537 

u 

93/01 /25 

CONTRACT 


0302030139 

0302030137 

33/01/26 

50-295 

F 

02/12/14 

50-312 

P 

8302030143 

8302030137 

03/OE/36 

50-295 

F 

03/01 /24 

90-219 

P 

0302030175 

8302030164 

03/02/01 

50-247 

0 

02/ 1 ?/ 1 4 

30 312 

P 

0302030194 

B302030191 

83/01/20 

90-322 

0 

81/01 /Ifl 

XPCJRTLtC 


0302030197 

0302030191 

83/01/20 

50-322 

Q 

83/01 /26 

50-400 

0 

8302030202 

8302030 L 98 

03/01/31 

50-245 

G 

03/02/01 

50 *361 

0 

8302030204 

8302030 1G6 

83/02/02 

50-423 

A 


i 


523 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESS I CM I4UM0EP 



PR INC [PAL 

DATE 

subject 

ENCLOSURE 

DOCUMENT 

rssutn 

CATEGORY 

B 30203 030'S 

8302030200 

83/01/25 

50-333 

S 

630203031 1 

8302030206 

02/ 12/21 

contract 

0302030212 

8302030207 

83/01/20 

50-346 

F 

0 3020302 14 

8302030207 

93/01/28 

50-346 

F 

B 3020303 15 

8302030209 

83/01/21 

50-220 

0 

6302030230 

8302030186 

93/02 '02 

50-423 

A 

0302030237 

6302030186 

03/02/02 

50-423 

A 

9302030236 

8302030226 

83/01/27 

30-295 

F 

43302030243 

8302030166 

03/02/02 

50-423 

K 

930203024 S 

8302030226- 

03/01/27 

50-295 

F 

930203C247 

0302030241 

93/01/17 

30-322 

T 

930203024 B 

0303030106 

93/02/02 

50-423 

C 

6302030250 

0302030233 

03/01/26 

50-245 

F 

0302030254 

0302030166 

63/0^/02 

30-423 

F 

0302030259 

B302030186 

93 '02/ u2 

50-423 

F 

0302030262 

0302030233 

03/01/26 

50-245 

F 

03020302/6 

0302030267 

83/01/26 

50-387 

F 

Q302030233 

0302030273 

63/01/2 ? 

50-320 

3 

0302030294 

0302030283 

B3/01/25 

50-321 

S 

93020302 97 

030203027 B 

83/01/25 

50-307 

S 

9302030307 

0302030300 

63/01/31 

50-416 

5 

Q 3 02030324 

B30203030B 

63/01/28 

30-336 

a 

930 2030331 

0302030326 

93/01/10 

50-445 

a 

Q30303C333 

B30203032 ? 

93/01 /3t 

50-293 

<j 

9302030340 

0302030332 

83/01/20 

50-336 

S 

93020303SI 

B302 030346 

93/01/10 

50-397 

F 

93020303S3 

Q302030350 

93/01/28 

50-302 

g 

9302030359 

0302030336 

93/01/28 

50-416 

9 

93 02030361 

0302030337 

93/01/25 

50-307 

S 

9302030365 

0302030342 

93/01/29 

50-363 

0 

9302030367 

6302030363 

93/01/28 

50-416 

S 

8302030376 

B302O30373 

B3/01/37 

50-366 

s 

0302030393 

8302030337 

83/01/20 

50-416 

s 

9302030395 

0302 030 3BS 

83/01/20 

50-346 

p 

9302030397 

0302030399 

33/01/21 

50-334 

<J 

9302030390 

0302030392 

03/01/27 

50-395 

Q 

9302030402 

0302030396 

83/0 1 /24 

50-333 

S 

9302030407 

0302030399 

93/01/31 

50-329 

A 

9302030408 

0302030400 

93/01/18 

50-277 

B 

B302D30409 

0302030405 

93/01/27 

50-313 

F 

8302030413 

0302030406 

93/0 t /26 

50-313 

fl 

9302030419 

0302030416 

93/01/20 

50-302 

K 

9302030420 

B3020304I4 

93/01/20 

50-324 

S 

9302030421 

0302030413 

83/01/24 

50-333 

s 

9302030422 

B302030410 

33/0 1 /2B 

50-324 

s 

6302030423 

8302030413 

33/01/31 

0A999 


6302030428 

8302030410 

83/01/21 

50-277 

G 

6302030429 

8302030417 

93/0 1/21 

50-2S9 

Q 

6303030431 

83 Q2 030 4 1 3 

S3/01/31 

QA999 


6302030434 

0302030425 

B3/01/26 

50-269 

S 

B 3020 30435 

0302030415 

83/01/31 

0A999 


6302030437 

03O2O3C433 

93/02/01 

70-27 


6302030439 

0302030426 

83/01/20 

50-327 

S 

9302030444 

6302030415 

93/01/3} 

QA99 9 


0302030445 

0302030436 

83/01/19 

50-333 

a 

9302030452 

8302030415 

93/01/31 

QA?<?9 


0302030456 

0302030436 

83/01/19 

50-333 

Q 

0302030460 

0302030449 

93/01/27 

50-366 

8 

9302030462 

0302030454 

83/01/20 

50-352 

0 

9302030463 

0302030458 

93/01/20 

50-139 

R 

0302030469 

0302030464 

83/01/21 

50-267 

a 

0302030473 

8302030466 

03/01/25 

50—269 

s 

030203047* 

8302030464 

93/01/21 

30-267 

Q 

0302030470 

B302O3Q471 

93/01/31 

0A999 


0302030484 

0302030473 

03/01/27 

50-366 

s 

0302030485 

0302030400 

82/11/10 

GA999 


0302030480 

0302030403 

82/09/OB 

0A999 


830203Q4B9 

0302030479 

03/01 /3 1 

QA999 


0302030492 

0302030460 

82/ll/JB 

0A999 


0302030494 

8302030407 

93/01/21 

50-320 

a 

030203050 1 

0302030496 

03/01/aa 

50-275 

R 

8302030502 

6302 030 4 B7 

93/01/21 

50-320 

9 

0302030504 

6302030483 

82/09/08 

0A999 


0302030506 

8302030499 

93/01/20 

50-334 

Q 

0302030507 

8302030480 

92/11/10 

QA999 


0302030310 

8302030503 

93/01/20 

50-324 

s 

0302030311 

8302030499 

93/01/20 

50-334 

a 

0302030523 

8302 0305 J 5 

93/01/27 

50-366 

s 

0302030525 

030203052 1 

83/01/20 

50-318 

o 

9302030527 

8302030510 

93/01/28 

50-296 

8 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

TSSUED 

category 

□302030531 

8302030529 

‘33/Oi /2J 

70-371 


0302030537 

0302030523 

33'0J '21 

70-3 / I 


0302030544 

BJ02030538 

83/01 

QiW9 


8302030546 

8302030539 

63/ 02/02 

50-247 

T 

03020305*40 

8302030533 

•33/01 'll 

04999 


Q302030549 

8302030541 

□3/01/21 

50-289 

S 

0302030356 

0302030533 

63'0J /31 

0A999 


3302030360 

0302030555 

83/01 /21 

50-307 

S 

3302030364 

8302030559 

93/01/28 

50-30/ 

G 

0302030569 

8302030562 

83/01 /?0 

50-416 

S 

□302030376 

830203056B 

93/01 /20 

50 -?44 

G 

0302030577 

9302030567 

83/01/20 

50-259 

S 

8302030390 

0302030573 

83/01 / IB 

50-302 

Q 

8302030501 

8302030574 

83/ 01/21 

50-29 

a 

8302030560 

8302030582 

93/01 '20 

50-245 

6 

0 3 0203 0390 

8302 030573 

83/01 /\Q 

50-382 

Q 

03020 30591 

6302030584 

83/01/21 

50-206 

a 

93020 30605 

6302030603 

53/01 20 

50-275 

F 

0302030611 

6302030603 

83/01/28 

50-275 

F 

8302030617 

8302030614 

63/01 /27 

50 -280 

F 

B302030619 

8302030614 

83/01/27 

50-280 

F 

0302030624 

6302030*22 

83/01/27 

50-295 

F 

0302030626 

8302030622 

83/01/27 

50-295 

F 

0302030620 

8302030627 

83/01/31 

50 -259 

r 

0302030629 

8302030627 

93/01/31 

50-259 

F 

0302040003 

8302040C01 

83/ 01/26 

50-220 

P 

G 3020 400 05 

Q302040004 

83/01/1? 

40-2061 


B3020 40006 

830204000 1 

83/01/26 

50-220 

P 

G302040013 

6302040010 

83/01/05 

71 -491 


0302040020 

6302040018 

03/01/31 

50 -3 

F 

0302040025 

8302 0400 IB 

83/01/31 

50-3 

F 

0302040031 

9302040030 

83/0 J / 21 

ORG 


0302040037 

9302040033 

03/01 /27 

50-10 

F 

8302040044 

0302040041 

33/01/31 

50-327 

P 

03O2O4OQ45 

0302040040 

93/0 J '20 

50-440 

G 

03020 10048 

6302040033 

83/ U1 '27 

50-10 

F 

8302040051 

0302040047 

83/01 '20 

50-403 

0 

930204CO54 

8302040050 

83/01/24 

50-254 

5 

B302Q4C055 

0302040047 

83/01 /?0 

50-483 

Q 

03020 10070 

0302040058 

83/01/25 

50-237 

S 

9302040071 

B302040039 

02/12/30 

50-440 

G 

0302040073 

8302040067 

93/01/20 

50 -409 

G 

0302040076 

6302040037 

92/ r ->'30 

50-440 

0 

8302040082 

0302040039 

02/12/30 

FOJA 


8302040094 

0302040077 

83/01 /26 

50-313 

P 

□302040096 

0302040079 

83/01/26 

50-31D 

S 

□302040087 

8302040063 

83/01/27 

30 -359 

A 

03O2O4OQ8B 

8702040067 

83/01 /2Q 

SO-409 

a 

0302040091 

8302040039 

82/12/30 

FOIA 


BOO 20 40095 

8302040039 

92/12/30 

FOIA 


□3020 10098 

0302040093 

03/01 /2S 

50-329 

E 

9302040100 

0302040096 

83/01/26 

50-315 

s 

9302040101 

830204003? 

02/12/30 

50-440 

a 

□302040103 

8302040069 

93/01/25 

50 -397 

A 

B3O20 40107 

8302040039 

82/12/30 

50-440 

G 

□3020 40110 

6302040069 

63/01/25 

50-397 

A 

830204Q111 

B302040039 

02/12/30 

50 -329 

Q 

□303040126 

8302040121 

83/01/17 

50-255 

P 

□302040126 

8302040069 

83/01/25 

90-39/ 

A 

0302040133 

8302040129 

82/12/27 

30-537 

A 

8302040134 

8302040127 

93/01/25 

CONTRACT 


0303040144 

8302040135 

93/01 /«»6 

50 -255 

S 

□302040146 

8302040139 

83/01/12 

FOIA 


0302040137 

8302040153 

03/01/24 

30-423 

M 

0302040158 

8302040141 

03/01/21 

50-341 

a 

0302040161 

0302040139 

93/01/1? 

50-329 

G 

0302040162 

8302040039 

82/12/30 

FOIA 


0302040167 

8302040159 

83/01/17 

CONTRACT 


(3302040168 

8302040039 

82/12/30 

50-440 

0 

*1302040169 

030204013? 

93/01/12 

FOIA 


$302040173 

8332040139 

83/01/12 

FOIA 


□302040178 

8302040039 

02/12/30 

50-440 

G 

8302040186 

8302040039 

02/12/30 

30-440 

G 

□302040197 

8302040176 

83/01/29 

50-373 

S 

0302040109 

8302040171 

83/01/24 

50-254 

S 

8302040191 

8302040177 

03/01/31 

50-269 

F 

830 20 40 1 97 

8302040039 

02/12/30 

50-329 

G 

0302040199 

8302040177 

83/01/31 

50-20? 

F 

0302040209 

8302040193 

83/01 /2Q 

50-316 

S 

0302040219 

8302040207 

83/ul /?0 

SO-263 

0 



unv^oo ntrcnciMOC \jr civuLUOUntO 

TO PRINCIPAL DOCUMENTS 


ACCESSION 

Ni'rsnrR 




ACCESSION 

NU1BER 





PRINCIPAL 

0ATF 

SUBJECT 



PR INCIPAL 

DATE 

SUBJECT 

enclosure 

C0CUMFNT 

ISSUED 

CATEGORY 

LHCL05URE 

DOCUMENT 

ISSUED 

CATEGORY 

6302040213 

0302040208 

81/01 /2i> 

50-312 

P 

0302040531 

6209060366 

32/07/20 

50-387 

P 

6303040214 

8302040205 

33/01/31 

50-254 

F 

8302040605 

0302 040600 

03/02/02 

50-29 

F 

6302040220 

8 J02 040205 

83/01 /31 

50-264 

F 

6202040609 

8302 040600 

03/02/02 

50-29 

F 

6302040331 

8302040226 

93/01 /26 

50 -2 1 3 

p 

8202070027 

8302070025 

B2/11/23 

50-206 

F 

0302040235 

8302040225 

03/01/20 

50-329 

0 

03020 70036 

8302070025 

02/11/23 

50-206 

F 

G302040240 

8302040226 

83/01 /26 

50-213 

p 

8302070042 

8302070025 

82/11/23 

FOIA 


G302 040251 

8302 04 0248 

83/01/20 

50-255 

p 

8302070046 

B30 2070030 

02/1 0/1 S 

70-143 


8302040255 

83020 10240 

83/01/28 

50-255 

p 

8302070049 

8302070025 

02/11/23 

50-206 

F 

930204025/ 

8302040240 

83/01/28 

50-255 

p 

03020 7005 J 

8302070025 

83/1J/23 

50-206 

F 

9302040259 

8302040238 

83/01/28 

50-1 55 

8 

0302070062 

8302070025 

02/11/23 

50-206 

F 

03020402*2 

0302040260 

03/01/27 

50-373 

S 

0302070064 

8302070023 

82/ 1 1 /23 

50-206 

F 

□302040246 

0302040261 

93/01/26 

50-373 

8 

0302070066 

8302070025 

92/11/23 

50-206 

F 

83020402^6 

0302040258 

83/01/20 

50-312 

S 

0302070072 

0302070025 

92/ 1 1 /23 

50-206 

F 

8302040284 

8302040280 

83/02/01 

50-373 

Q 

0302070078 

0302070023 

82/ 1 1 /23 

50-206 

F 

03020*0289 

8302040281 

83/01/20 

50-155 

a 

0302070082 

9302070025 

92/1 1/23 

50-206 

F 

830204029? 

830204027? 

83/01/21 

50-358 

Q 

D302070084 

0302070023 

82/11/23 

50-206 

F 

0302040295 

Q302 040290 

03/02/01 

50-4 56 

a 

G3020700B5 

0302070076 

S2/12/2I 

FOIA 


8302040299 

8302040290 

83/02/01 

50-456 

a 

03020 700B9 

0302070025 

02/1 1/23 

30-206 

F 

8302040302 

8102040294 

03/02/01 

50-10 

0 

8302070090 

8302070076 

02/ J 2/21 

FOIA 


8302040303 

8302040287 

03/01/18 

50-305 

a 

8302070096 

8302070076 

82/12/21 

50-272 

Q 

8302040306 

8302040298 

93/01 / 1 9 

CONTRACT 


G3020 70093 

8352070025 

82/11/23 

FOIA 


8302040321 

8302040304 

93/01/24 

50-265 

s 

8302070102 

8352070025 

92/11/23 

50-206 

F 

03Q2O4OT3O 

0302040323 

83/01/20 

30-329 

G 

8302070103 

8352070076 

92/12/21 

50-272 

a 

3302040331 

8 102040327 

83/01/18 

50-305 

a 

03O2O7OCO7 

83520700B7 

93/01/25 

50-259 

p 

8302040332 

8302040039 

82/12/30 

50-155 

G 

0302070103 

8302070025 

82/11/23 

50-206 

F 

83020 10335 

0302040333 

83/01/28 

50-373 

S 

0 302070 no 

8352070076 

92/12/21 

SO -272 

□ 

0302040396 

8302040334 

83/02/0 2 

50-456 

a 

0302070112 

0352070025 

02/11/23 

50-206 

F 

0302040337 

8302040323 

83/01/20 

50-329 

a 

03O207OE 17 

0352070025 

82/ 1 1 /23 

50-206 

F 

0302040339 

8302040324 

03/01/26 

50-341 

G 

0302070123 

0352070076 

82/12/21 

50-272 

a 

9302040341 

8302040323 

83/01/20 

50-329 

a 

0302070128 

8352070025 

82/11/23 

50-206 

F 

0302040343 

8302040323 

83/01/20 

50-329 

a 

0302070129 

8352070076 

92/12/21 

SO- 272 

a 

9302040345 

S302040323 

93/01/20 

50-329 

G 

03O2O7OS34 

8302070025 

82/11/23 

50-206 

F 

0302040347 

83020 10340 

03/01/27 

50-305 

6 

03O2O7OE36 

8352070076 

92/12/21 

50-272 

0 

0302040348 

8 J02 040323 

03/01/20 

50-329 

0 

□302 070! 42 

8302070076 

92/12/21 

30-272 

0 

0302040332 

8102040350 

03/01/19 

50-341 

G 

0302070140 

0302070076 

92/12/21 

30-280 

p 

0302040353 

8302040349 

03/01/28 

50-304 

B 

B302070151 

8302070139 

03/01/31 

CONTRACT 


Q302O40354 

8302040350 

03/01/19 

50-341 

a 

0302070153 

8302070146 

82/12/05 

50-209 

p 

0302040355 

8302040039 

02/12/30 

50-440 

a 

B302070E56 

8352070146 

82/12/02 

FOIA 


0302040360 

8302040359 

03/01/21 

50-263 

G 

0302070157 

03 02070076 

82/12/21 

FOIA 


0302040364 

8302040362 

03/01 /23 

50-331 

8 

0302070161 

0352070076 

82/12/21 

FOIA 


0302040366 

8302040365 

93/01/28 

50-440 

G 

□302070166 

8352070162 

83/01/03 

40-2061 


0302040368 

0302040365 

83/01/28 

50-440 

0 

03O2O7OS 70 

0302070164 

03/01/31 

50-280 

F 

03020403/1 

8302040369 

03/01/28 

50-2/5 

R 

0302070177 

0352070164 

03/01/31 

50-288 

F 

0302040373 

8302040039 

02/12/30 

50-440 

a 

0302070178 

0302070160 

02/08/1 I 

70-1201 


0302040378 

8308040039 

02/12/30 

50-440 

a 

□302070180 

0352070172 

03/01/10 

50-131 

Q 

030204039! 

8302040039 

82/12/30 

50-440 

G 

□3020701B1 

0352070076 

B2/12/21 

FOIA 


0302040396 

8J02040039 

02/12/30 

50-440 

G 

0302070186 

0302070076 

02/12/21 

FOIA 


0302040398 

8302040039 

02/12/30 

50-440 

G 

0302070192 

8302070076 

02/12/21 

50-334 

S 

0302040389 

8302040039 

02/12/30 

50-440 

G 

8302070194 

0332070182 

03/02/02 

50-302 

A 

8302040391 

0302040387 

03/01/28 

50-237 

S 

0302070200 

0302070076 

02/12/21 

50-272 

8 

0302040395 

8302040039 

92/12/30 

50-440 

0 

GD02070205 

0302070076 

02/12/21 

FOIA 


QJ02040396 

0.102040039 

62/12/30 

50-440 

G 

8302070211 

0302070076 

82/12/21 

FOIA 


8302043397 

0302040394 

03/01/24 

50-265 

8 

8302070210 

8302070076 

62/12/21 

50-311 

5 

0302040393 

0.302040390 

83/01/3! 

50-209 

P 

8302070220 

8302070215 

93/02/01 

50-237 

P 

830204 0399 

0302040393 

83/01/20 

50-2 77 

P 

0302070258 

8302070076 

02/X2/21 

50-272 

S 

B3020404Q5 

0302040039 

02/12/30 

50-440 

G 

B302070236 

8302070076 

82/12/21 

50-311 

s 

0302040400 

0302040039 

82/12/30 

50-440 

G 

0302070240 

8102070076 

02/12/2! 

FOIA 


030204041 1 

0302040406 

83/02/01 

50-305 

G 

0302070244 

B3 02070076 

82/12/21 

FOIA 


0302040414 

0302040039 

82/12/30 

50-440 

G 

0302070235 

0302070253 

83/01/31 

50-508 

G 

0302040410 

0302040416 

83/01/31 

50-320 

P 

0302070260 

0302070257 

83/01/18 

0A999 


0302040421 

0302040039 

82/12/30 

50-440 

a 

0302070265 

8302070257 

83/01/1 B 

0A999 


0302040420 

0302040039 

82/12/30 

50-440 

a 

G 302070266 

8302070263 

03/0 1/18 

QA999 


0302040431 

0302040039 

02/12/30 

50-440 

G 

0302070269 

8302070264 

03/01/28 

50-213 

P 

0302040435 

0302040039 

82/12/30 

50-440 

G 

B302070275 

8302070270 

83/01/31 

50-244 

P 

0302040440 

0302040039 

02/12/30 

50-440 

G 

0302070302 

8302070279 

03/01/31 

SO- 1 87 

G 

0302040*43 

0302040439 

03/01/05 

PRO J 


8302070203 

8302070270 

92/12/13 

50-206 

T 

0302040448 

0302040436 

93/01/29 

27 4 0 


D3020702S7 

8302070294 

82/12/30 

71-9107 


8302040454 

8302040450 

83/01/1/ 

71-9167 


8302070290 

83020 70280 

83/01/31 

SO -3 17 

F 

03020404 58 

8302040452 

03/01/20 

CONTRACT 


B302070291 

8302070289 

03/01/25 

50-333 

P 

0302040462 

8302040460 

03/01/17 

CONTRACT 


B30 2070292 

0302070288 

63/01 /3E 

30-317 

F 

0302040465 

8302040464 

03/01 /2B 

CONTRACT 


0302070296 

8302070270 

62/12/13 

50-206 

a 

0302040466 

0302040463 

82/10/12 

70- 1 257 


8302070297 

0302070295 

83/02/03 

50-313 

F 

0302040482 

0102040478 

82/12/27 

EOIA 


0302070299 

8302070295 

83/02/03 

50-313 

F 

0302040483 

G30204G478 

82/12/27 

FOIA 


0302070304 

8302070302 

83/01/10 

QA999 


6302040405 

8302040480 

83/01/31 

CONTRACT 


0302070306 

3302070303 

63/02/01 

40-&6 


0302O4C49 1 

0302040408 

83/01/20 

CONTRACT 


0302070307 

0302070302 

93/01/18 

0A999 


0302040504 

0302040497 

83/01/28 

30-269 

F 

G3020703 U 

0302070308 

83/01/31 

XPCKTHC 

0302040506 

0302040497 

83/01/28 

30-269 

F 

0302070314 

9302070309 

03/01/28 

50-33Y 

a 

8303040507 

830204 04 B7 

83/01/12 

71-9150 


8302070322 

8302 070320 

83/01/18 

0A999 


8302040511 

8302040497 

03/01/28 

50-269 

F 

8302070357 

8302070320 

03/01/18 

0A999 



52B 



626 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUttflE* 


CNCL03URE 

principal 

document 

DATE 

ISSUED 

subject 

CATEGORY 

0302070334 

83 02 070332 

83/02/03 

90-369 

P 

03020 7033 & 

8302070331 

83/01/24 

50-2&9 

0 

03020 7033? 

8302070337 

83/01/19 

90-275 

0 

0302070343 

8302070340 

83/01 /aa 

50-339 

s 

□3020 70345 

8302070341 

03/01/24 

50-2G6 

G 

0302070345 

8302070344 

83/01/24 

50-29 

0 

0302070347 

0302070343 

92/12/27 

50-368 

G 

0302070340 

8302070341 

93/01/24 

50-206 

Q 

B3020702 57 

0302070344 

93/01/24 

50-29 

Q 

03020703 S 9 

8302 070356 

83/01/13 

50-432 

G 

03020703^3 

B302 070361 

93/01/26 

50-313 

& 

0302070366 

8302 070364 

83/02/0! 

50-498 

0 

0302070367 

8302070365 

03/02/02 

50-244 

0 

0302070370 

8302070365 

03/02/02 

50-244 

0 

8302070376 

8302070372 

63/01/31 

50-338 

S 

0302070332 

8302070374 

03/01/ 1 B 

50-313 

Q 

0302070303 

8302070381 

03/ 02 /O J 

50-395 

S 

03O2O7O3BS 

83020/0306 

03/01/27 

50-321 

s 

0302070390 

0302070379 

83/01/27 

50-3 1 7 

s 

3302070391 

0302070374 

83/01/10 

30-313 

0 

0302070394 

83020/0389 

03/02/02 

50-354 

Q 

0302070396 

8302070389 

03/02/02 

50-354 

0 

0302070 390 

S3020/03B9 

03/02/02 

50-354 

0 

0302070399 

0302070392 

03/01/27 

50-280 

s 

0302070400 

8302070395 

03/01/25 

50-366 

s 

0302070402 

93020 7039 2 

B3/01/27 

50-280 

s 

0302070407 

83020/0392 

B3/0I/27 

50-230 

s 

0302070415 

030207041 l 

83/01/27 

50-3 1 7 

s 

0302070410 

0302070405 

83/01/27 

50-317 

s 

0302070419 

8302070413 

03/02/02 

50-445 

0 

0302070427 

8302070421 

03/01/27 

50-318 

S 

8302070431 

0302070425 

03/01/03 

50-313 

0 

0302070435 

B302070432 

03/02/01 

50-213 

P 

0302070446 

0302070442 

03/01/27 

50-272 

S 

0302070490 

83020/0445 

83/01/31 

State* Prog 

0302070452 

0302070448 

03/01/31 

50-289 

P 

0302070455 

03020/0440 

B3/01/31 

50-289 

P 

0302070461 

0302070457 

03/01/27 

50-311 

S 

0302070467 

03020/0464 

03/01/28 

50-293 

s 

0302070460 

83020/0462 

03/02/01 

50-313 

0 

0302070475 

9302070471 

83/01/24 

50-313 

G 

0302070406 

9302 070 4 B I 

03/01/13 

50-382 

G 

0302070492 

8302070499 

83/02/01 

50-29 

P 

0302070493 

8302070403 

03/01/28 

50-528 

& 

0302070499 

0302070405 

83/02/01 

50-29 

P 

0302070307 

8302070500 

83/02/02 

90-382 

A 

0302070500 

8302070496 

83/02/02 

50-247 

G 

0302070325 

0302 0/0516 

92 /OB/26 

50-498 

A 

0302070526 

8302 070519 

93/02/02 

50-309 

F 

0302070531 

0302 070523 

83/02/01 

50-382 

A 

0302070533 

8302 070529 

83/01/18 

50-298 

Q 

0302070534 

8302 070520 

03/02/01 

50-250 

P 

0302070539 

8302Q70519 

83/02/02 

50-309 

F 

0302070336 

0302070529 

93/01/18 

50-298 

G 

0302070343 

8302070529 

93/01/10 

50-293 

G 

8302070345 

0302070538 

83/02/03 

90-482 

G 

0302070546 

8302070539 

83/OJ/aa 

50-219 

S 

0302070392 

8302070541 

93/02/03 

50-313 

0 

0302070356 

8302070591 

93/01/24 

50-313 

G 

0302070360 

0302070593 

83/01/28 

70-1 143 


0302070367 

8302070562 

83/01/21 

50-309 

G 

0302070373 

8302070362 

83/01/21 

50-309 

G 

0302070379 

8302070574 

03/01/28 

50-267 

S 

0302070503 

8302070576 

93/01/25 

50-334 

S 

0302070986 

8302070562 

83/01/21 

50-309 

G 

0302070591 

0302070504 

93/01/20 

50-267 

S 

0302070596 

8302070562 

83/01/21 

50-309 

G 

0302070598 

8302070592 

93/01/10 

50-537 

A 

0302070599 

8302070594 

83/01/31 

90-395 

P 

0302070600 

83020 70S69 

83/01/20 

50-285 

G 

B302070602 

8302070594 

83/01/31 

50-395 

P 

0302070606 

8302070593 

83/01/26 

50-318 

0 

0302070614 

8302070613 

83/01/28 

50-348 

S 

03020706 1 7 

8302070613 

03/01/23 

50-348 

S 

0302070620 

8302070613 

83/01 /aa 

50-348 

s 

0302070621 

8302070616 

83/03/27 

90-392 

A 

0302070623 , 

8302070618 

93/01/28 

50-267 

S 

0302070627 

8302070629 

83/02/01 

50-3 1 5 

F 

03020 70620 

8302070629 

93/02/01 

50-3 1 5 

F 

0302070631 

8302070630 

03/02/01 

50-346 

F 


ACCESSION NU4UER 



PRINCIPAL 

date 

SUBJECT 

ENCLOSURE 

DOC U.tEN r 

IS5UED 

c AT EG OR V 

8302070632 

8302070629 

83/01 /27 

CONTRACT 


0302070633 

9302070630 

83/02, 01 

50-346 

F 

0302070637 

8302070* 35 

93/01 / 10 

contract 


Q302060010 

8302000007 

93/01/27 

50-2G5 

F 

8302000011 

8302000000 

83/02/04 

50-400 

G 

0302090013 

0302000007 

83/01/27 

50-205 

F 

0302090017 

83020000 1 2 

83/01/28 

50-364 

G 

□302090019 

830208001 5 

83/02/01 

50 -206 

P 

0302080025 

8302000020 

83/02/03 

50-366 

P 

QJ02060042 

8302090029 

83/01/12 

50-315 

F 

Q3020B0050 

8302080045 

83/01/27 

50-311 

P 

Q302030033 

83020Q004S 

03/01/05 

71-9955 


□302080054 

8302080045 

83/01/27 

50-311 

P 

D30208Q05& 

9302000052 

82/12/29 

FCJIA 


0302080057 

0302000045 

83/0 ! /27 

50-311 

P 

B30208005B 

0302000048 

83/01 /05 

71-9055 


8302080064 

8302080060 

83/01/31 

CONTRACT 


□302060070 

8302080067 

63/01/27 

contract 


8302030077 

9302080073 

03/01/26 

30-334 

P 

8302090031 

9302080073 

83/01 /2e> 

50-334 

P 

8303080082 

8302080073 

83/01/26 

50-334 

P 

□302090083 

9302000079 

83/02/03 

50-520 

M 

0302080005 

9302000073 

03/01/26 

50-334 

P 

8302080086 

9302000004 

83/01/05 

71-491 


8302080109 

8302090100 

82/12/17 

50-302 

P 

8302080154 

B3020&01 1 0 

83/01/24 

50-341 

G 

030208Q 1 1 3 

0302080100 

82/12/17 

FBI A 


□ 3020601 18 

6302000100 

02/ 1 2/ J 7 

FOI A 


B3020B0121 

6302080100 

82/12/17 

FOIA 


0302080122 

83D2OB0100 

82/12/17 

50-200 

G 

□302060123 

6302080120 

83/01/31 

40-8027 


8302080127 

9302000100 

02/12/17 

50-206 

P 

0302080130 

83020Q0126 

03/01/27 

50-402 

F 

0302060132 

8302000100 

02/12/17 

50-201 

P 

8302060134 

9302050129 

83/01/25 

CONTRACT 


3302080135 

8302000100 

02/12/17 

FOIA 


□302060139 

9302080100 

02/12/17 

FOIA 


83020801^1 

8302000100 

82/12/17 

FOIA 


0302080142 

9302000136 

83/UI/27 

50-346 

S 

□302000143 

8302050100 

82/12/17 

FOIA 


G3020901 47 

9302000100 

02/12/17 

FOIA 


□302000150 

8302000100 

82/12/17 

FOIA 


□302060153 

8302000140 

83/02/02 

50-219 

P 

B302080 1 54 

83020001 92 

83/01/26 

50-454 

c 

□302080155 

83020001 5 1 

93/01/26 

50-275 

p 

B3020Q0169 

8302080164 

93/02/04 

30-361 

p 

0302080173 

6302000171 

83/02/03 

50-445 

G 

□3020B0163 

8302080137 

03/01/27 

50-344 

F 

0302080187 

8302000137 

83/01/27 

50-344 

F 

□302080194 

030200019 1 

83/02/02 

50-237 

F 

8302080197 

8302000191 

83/02/02 

50-237 

F 

□302000204 

6302000199 

83/02/04 

50-373 

P 

□302000206 

0302000190 

83/02/01 

50-346 

P 

8302000209 

0302080202 

83/02/01 

50-213 

P 

8302080231 

8302000226 

83/02/01 

50-305 

0 

8302000242 

6302090239 

83/02/03 

30-333 

R 

8302080260 

9302080245 

03/01/20 

50-331 

S 

8302080261 

6302000256 

83/02/04 

50-317 

G 

0302080262 

8302000256 

83/01/26 

50-312 

P 

0302080265 

8302080259 

B3/01/20 

50-373 

8 

8302000266 

8302000263 

03/02/02 

50-3 l 5 

S 

8302060267 

6302080230 

03/02/04 

50-317 

Q 

0302080272 

63020S025B 

03/02/04 

50-31 7 

0 

0302080273 

0302000271 

83/02/02 

50-285 

F 

0302000279 

0302080271 

83/02/02 

50-285 

F 

0302000207 

6302080294 

83/02/02 

50-304 

8 

0302000293 

6302000286 

02/12/14 

50-358 

Q 

0302000294 

8302000289 

03/0 J/31 

50-316 

S 

8302000297 

9302000292 

83/01/28 

50-254 

8 

0302080298 

8302000289 

83/01/31 

50-316 

S 

0302000307 

8302080306 

83/01/30 

50-329 

A 

0302080309 

6302080308 

03/01/26 

50-331 

G 

0302090310 

8302000306 

03/OJ /30 

50-329 

A 

03020803(2 

6302080306 

03/ OJ /30 

50-329 

A 

0302080313 

6302080308 

83/01/26 

50-331 

Q 

8302080318 

63020803 1 5 

03/01/26 

50-461 

G 

G302060319 

0302080317 

83/02/02 

50-255 

0 

0302080322 

8302080316 

83/02/04 

50-10 

F 

0302000324 

9302000321 

83/01/31 

50-315 

s 

0302080326 

8302000321 

83/01/31 

50-3 1 5 

6 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


access lot 

J UUM3ER 




ACCF3G!0U NU1QER 




PR INC I PAL 

Date 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT ISSUED CATEGORY 

03O2OSO329 

9302080327 

83/02/02 

50-3 1 6 

S 

0 3020 90370 

830 20 9026 j 

1 93/02 /Of 

1 CONTRACT 

6302090330 

0302080328 

83/01/27 

50-33 1 

S 

0302090279 

0302070272 

> ©3/02/07 50-247 T 

03O2OQO331 

8302080327 

63/02/02 

50-316 

S 

H 3020 90297 

0302070292 

t 93/02/03 TOPHEP 

3302080335 

8302080327 

83/02/02 

50-3 1 6 

s 

0302090313 

03020703 SC 

> 93/02/03 30-29 F 

0302080337 

Q302 080327 

83/02/02 

50-3 1 6 

s 

0302090314 

0302070309 

1 Q 3/0 2/0 3 50-8Q7 P 

0302080341 

8302080327 

83/02/02 

50-316 

3 

8302090320 

0302090309 

93/02/03 

i 50-087 P 

■8302000356 

0302080344 

03/02/02 

50-249 

a 

0302090321 

0 102 090316 

93/01/20 

i 50-317 0 

0302080357 

8102080355 

63/01 /3 1 

50-250 

p 

0302090323 

8302090309 

83/02/03 

50-30/ p 

0302080359 

8302000353 

03/02/01 

50-249 

s 

0302090332 

0302090309 

G3/02/03 

50-387 P 

8302080360 

8302080358 

03/01 /3l 

50-305 

p 

9302090334 

0302090323 

03/02/00 

50-537 0 

8302080367 

8302080362 

83/02/07 

50-529 

E 

8302090343 

□302090339 

03/01/19 

QA97? 

0302000369 

0302080365 

83/02/02 

50-254 

F 

0302090347 

S3 02 090 342 

93/01/20 

QA97? 

0302000372 

8302080365 

83/02/02 

50-254 

F 

8302090349 

0302090339 

83/01/20 

50-277 S 

9302080378 

0302080375 

93/01/02 

50-346 

F 

9302090391 

8302090341 

03/02/02 

50-20? P 

Q3020803QO 

0302080375 

63/01 /02 

50-346 

F 

9302090353 

8302090338 

□3/01/1? 

0A979 

0302080385 

8302000302 

03/02 /02 

50-289 

F 

8302090354 

8302090344 

93/01/20 

50-219 8 

0302080404 

0102080402 

03/01 /21 

71-6396 


0302090355 

8302090342 

93/01/20 

0A999 

0302080408 

0302080405 

63/02/02 

50-290 

F 

8302090363 

0302090341 

03/02/02 

50-2B9 P 

8302000409 

8302080406 

83/01 /31 

50-397 

P 

0302090365 

8302090360 

83/01/20 

GA977 

8302080413 

0302080406 

03/01 /3t 

50-387 

P 

0 302090 369 

0302090342 

83/01/20 

GA999 

B302080417 

0302080406 

93/01/31 

50-397 

P 

8302090371 

8302090360 

93/01/20 

QA999 

8302080433 

0302000429 

03/01 /2S 

contract 

0302090377 

8302090372 

93/01/31 

30-319 8 

0302080435 

8302000432 

03/02/02 

50-317 

F 

0302090370 

8302090360 

93/01/23 

50-334 8 

0302080438 

8302080434 

B3/01/26 

50-313 

P 

0302090379 

8302090360 

83/01/20 

0A799 

0302080439 

8302000437 

B3/01 /24 

71-6679 


8302090381 

8302090375 

03/03/04 

0A779 

03020Q0440 

8302000432 

83/02/02 

50-3 1 7 

F 

8302090391 

0302090387 

03/02/04 

0A77? 

0302090445 

8302080442 

83/01/12 

71-9151 


0302090394 

0302090390 

83/01/31 

TOPREP 

G3020Q0446 

8302080443 

93/01 /as 

XPORTUC 

8302090397 

03O2O9O395 

83/01/31 

50-317 8 

0302080448 

9302080443 

03/01/25 

XPGRTL1C 

0302090404 

030209040 E 

□3/01/17 

50-377 0 

0302080449 

9302080447 

63/01/12 

71-6771 


03020904 CO 

0302090407 

□3/02/07 

50 -2Q? V 

8302080474 

8302080471 

03/02/01 

70-1 113 


0302090412 

8302090411 

03/02/01 

50-354 A 

S3020804 76 

03O2OBO471 

63/02/01 

70-1113 


0302090422 

6302090420 

□3/01/19 

50-310 8 

0302080^77 

8302080471 

03/02/01 

70-1113 


0302090424 

0302090423 

03/01 /26 

TOPREP 

B30209000-, 

8302090Q02 

03/02/01 

50-259 

P 

0302090426 

B302090423 

03/01/26 

TOPREP 

0302090006 

03O2O9OGO2 

03/02/01 

50-259 

P 

0302090427 

0302090423 

03/01/26 

TOPREP 

B302090008 

8302090005 

83/01 /04 

50-359 

A 

8302090429 

0302090423 

03/01/26 

TCPREP 

□302090013 

8302090005 

63/01 /04 

50-359 

A 

0302090441 

0302090437 

03/02/03 

50-244 Q 

8302090020 

8302090005 

03/01 /D4 

50-350 

Q 

0302070452 

030209044 & 

03/01/31 

50-209 F 

8302090022 

8302090019 

83/02/03 

50-289 

F 

0302090464 

03O2O9O457 

03/02/07 

50-295 P 

8302090023 

8302090005 

83/01/04 

50-350 

A 

0302090467 

0302090462 

03/02/03 

30-348 F 

8302090030 

8302090024 

03/01 /<?6 

CONTRACT 

6302090471 

8302090462 

83/02/03 

50-348 F 

8302090035 

8302090005 

83/01 /04 

50 -3 50 

0 

0302090478 

8302090460 

03/01/10 

9O-3S0 a 

0302090044 

8302090005 

93/01 /04 

50-350 

Q 

0302090484 

G302090475 

83/02/03 

TGPREP 

0302090051 

9302090034 

92/J2/07 

40-8432 


G30209043D 

8302090460 

83/01/10 

30-358 Q 

0302090052 

8302090005 

83/01/04 

50-350 

a 

0302090487 

G3O2O9O402 

83/01/12 

HASTE HOT 

8302090055 

9302090049 

83/01/31 

50-313 

F 

0302090403 

B302090460 

83/01/10 

30-38© 8 

0302090060 

8302090005 

33/01/04 

50-350 

0 

8302090490 

8302090475 

63/02/03 

TOPREP 

8302090062 

0302090049 

83/01 /31 

50-315 

F 

8302090491 

0302090460 

83/06/10 

SO-35B 0 

830 209006 1, 

9302090005 

33/01/04 

50-350 

Q 

0302090493 

0302090460 

83/01/10 

30-339 0 

8302090074 

0302090068 

83/01 /27 

50-230 

F 

0302090495 

0302090492 

83/01/12 

WASTE HOT 

8302090076 

8302090005 

83/01 /04 

50-350 

G 

0302090496 

8302090460 

83/01/10 

30-330 0 

0302090078 

8302090060 

03/OJ /27 

50-230 

F 

0302070498 

8302090460 

83/01/10 

30-330 0 

8302090097 

8302090091 

83/01/31 

50-290 

F 

0302070301 

8302090460 

83/01/10 

30-330 0 

8302090100 

8302090095 

82/12/27 

50-3 50 

Q 

0302090502 

8302090460 

03/01/10 

B0-33B 0 

8302090107 

8302090095 

82/12/27 

FDIA 


0302070304 

8302090300 

□2/12/15 

CONTRACT 

8302090 115 

8302090105 

S3/01/31 

50-3 1 5 

F 

03020 90S0S 

0302090460 

03/01/10 

30-338 0 

8302090110 

8302090095 

82/12/27 

30-3 50 

0 

□302070308 

9302090460 

03/01 /JO 

30-339 a 

8302090125 

0302090105 

03/01 /31 

50-3 1 5 

F 

03020 703CO 

0302 090 S07 

62/12/03 

CONTRACT 

8302090126 

0302090095 

92/12/27 

50-3 30 

0 

03020703 £2 

8302090460 

03/01/10 

30-338 Q 

8302090137 

8302090095 

02/12/27 

50-3 50 

<5 

0302070320 

8302090460 

03/01/10 

30-398 0 

0302090142 

8302090135 

93/01 /26 

50-293 

P 

0302090524 

8302890460 

03/01/10 

30-330 0 

0302090144 

8302090134 

03/01/19 

71-4 76 


3302070527 

8302090460 

03/01/10 

30-350 0 

0302090148 

8302090095 

92/ 12/37 

50-350 

0 

0302090536 

8302090334 

82/09/03 

70-390 

8302090197 

8302090095 

92/12/27 

50-3 50 

Q 

8302090939 

8302090935 

83/02/03 

30-267 F 

8302090159 

8302090095 

02/12/27 

50-3 50 

a 

0302090343 

8302090535 

83/02/03 

30-267 F 

8302090168 

8302090095 

92/12/27 

50-350 

a 

G302090546 

8302090460 

83/01/10 

50-338 0 

0302090172 

0302090166 

03/01/20 

50-3 1 a 

0 

0302090380 

8302090578 

83/01/24 

40-2239 

8302090173 

0302090095 

02/12/27 

50-3 30 

a 

0302070394 

8302090570 

83/01/1 1 

50-293 P 

8302090175 

8302090170 

03/02/01 

50-239 

s 

0302090397 

0302090583 

83/01/27 

40-8743 

8302090183 

8302090178 

93/01/28 

COMMISSION 

0302090605 

8302090590 

03/01/M 

50-293 R 

8302090195 

83020901 B9 

03/01/21 

70-364 


□302070609 

8302090590 

83/01/11 

30-293 R 

0302090200 

8302090109 

93/01/21 

70-364 


0302090617 

8302090590 

83/01/11 

30-293 R 

0302090203 

0302090188 

93/01/27 

50-310 

G 

3302100004 

8302 1 00002 

83/01/26 

40-299 

8302090213 

8302090205 

83/01/27 

50-259 

X 

0302100012 

8302100010 

83/01/11 

FCHA 

0302090222 

8302090205 

83/01/27 

50-259 

X 

□302(00013 

8302! 000 I I 

63/01/23 

contract 

8302090230 

8302090524 

83/02/06 

50-247 

T 

8302100016 

8302100008 

83/01/20 

40-3493 

0302090242 

8302090236 

83/01/19 

71-343 


8302100021 

8302 100017 

83/01/20 

CONTRACT 

0302090251 

830209024 1 

83/02/04 

30-400 

G 

□302100023 

8302100017 

83/01/1 I 

FOIA 

□302090254 

8302090245 

83/02/04 

30-537 

A 

8302100029 

8302100026 

83/01 /24 

contract 

830209026 1 

0302090252 

83/02/01 

50-313 

P 

8302100033 

8302100033 

83/01 S 2 & 

CONTRACT 


528 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


acc ess i an nuaqer 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0OO2I 00043 

6303100040 

03/02/03 

50-27 1 

F 

Q302100046 

8302100040 

83/02/03 

50-271 

F 

0302100051 

8302JC0036 

03/02/02 

30-321 

P 

0302100057 

0302100053 

03/01/04 

CONTRACT 


0302100060 

8302100036 

83/02/02 

50-321 

P 

0302100062 

6302100019 

S3/01/1 1 

FQI A 


0302100067 

B302 100019 

03/01/1 J 

FDIA 


0302100076 

0302100036 

03/02/02 

50-321 

P 

0302100079 

0302100073 

83/01 /27 

40-0502 


0302100001 

8302100074 

83/01/04 

CONTRACT 


0302100096 

8302 1 0 0090 

83/01/31 

50-346 

S 

B 302 100097 

0302100093 

63/01/ |& 

so-3ta 

P 

0302100090 

8302100091 

03/01/04 

CONTRACT 


63021 00104 

6302 100093 

03/01/10 

50-3 IB 

P 

6302100106 

0302100101 

83/02/02 

50-238 

P 

0302100108 

0302 100103 

83/01/31 

50-349 

P 

030210010? 

8302 1 00093 

03/01/13 

50-318 

P 

0302100110 

8302100101 

63/02/02 

50-233 

P 

0302100111 

6302 100107 

63/02/0+ 

50-320 

R 

03021001 J 3 

0302100103 

63/01/31 

50-340 

P 

0302100114 

0302100106 

B3/01/O3 

CONTRACT 


□302100115 

0302100103 

63/01/31 

50-348 

P 

9302100117 

9302100107 

93/02/04 

90-320 

R 

S302IO0U9 

83021001 13 

83/01/25 

50-317 

P 

0302100123 

33021001 13 

83/01/25 

50-317 

P 

8302100127 

8302 1001 13 

03/01/25 

50-317 

P 

0302100128 

8302100121 

63/01/04 

CONTRACT 


0302100141 

8302100334 

63/01/27 

30-330 

P 

B302100142 

9302100136 

93/01/03 

CONTRACT 


0302100146 

0302100134 

83/01/27 

50-339 

P 

0302100 ISO 

0302100134 

03/01/27 

50-338 

P 

3302100173 

6302100165 

03/01/03 

40-3453 


0302100179 

0302100173 

63/02/04 

50-364 

P 

8302100109 

8302 100 1B5 

83/01/20 

50-292 

P 

0302100190 

8302100182 

83/01/04 

40-0102 


0302100200 

9302100197 

83/02/02 

50-292 

F 

8302100209 

0302100202 

93/02/09 

30-440 

G 

B302I00213 

6302100202 

93/02/09 

50-440 

G 

0302100217 

0302100214 

63/02/07 

50-237 

P 

0302100226 

8302 100223 

93/02/01 

50-395 

P 

030210023) 

9302 100227 

B3/02/O7 

50-245 

F 

8302 100236 

8302100234 

03/02/02 

50-213 

P 

6302100237 

8302100232 

03/02/03 

90-299 

P 

6302100240 

8302100232 

03/02/03 

50-299 

P 

6202 100242 

0302100236 

93/02/03 

50-445 

G 

0302100246 

8302100239 

83/02/00 

50-445 

0 

0302100249 

0302100245 

83/02/01 

50-340 

P 

6302100292 

B302 100250 

83/02/03 

CONTRACT 


0302100261 

0302240353 

03/02/16 

50-482 

A 

0302100262 

8302100258 

03/02/08 

50-322 

G 

6302100292 

83021002BB 

03/01/25 

50-307 

Q 

8302100293 

6302100290 

03/02/07 

50-261 

P 

8302100290 

9302100295 

83/01/26 

50-277 

Q 

8302100301 

8302 100296 

03/01/26 

50-295 

P 

B302100303 

8302100302 

03/01/27 

50-309 

0 

8302100312 

8302100310 

03/01/27 

50-213 

Q 

0302 1 00320 

0302100319 

03/01/14 

PR 


8302100324 

9302100321 

03/01/14 

PR 


0302100325 

8302100322 

03/01/24 

PR 


0302 1 00326 

0302 1 00322 

03/01/24 

PR 


0302 1 00327 

8302 1 00323 

03/01/17 

PR 


8302100332 

6302100330 

83/02/01 

50-259 

P 

03021 00336 

G3021Q0338 

03/01 <27 

Ffi 


0302100340 

6302100334 

03/02/00 

REVIEW GRP 

8302 1 00342 

0302100318 

03/01/27 

50-293 

0 

8302100346 

0302100344 

83/01/13 

PR 


8302100351 

G30ZUJ03A8 

03/01/17 

PR 


0302 1 00358 

0302100355 

83/02/02 

PR» 


0302 1 00359 

6302100352 

83/02/00 

REVIEW GRP 

0302100365 

0302100360 

03/01/17 

PR 


0302 1 0037 1 

0302100363 

83/01/20 

PR 


0302100372 

8302100360 

03/01/19 

PR 


0302 1 00376 

8302 100370 

03/02/01 

PR 


0302 1 00377 

8302100363 

83/01/20 

PR 


0302100301 

0302 1 003 52 

03/02/08 

REVIEW GRP 

8302 1 00386 

0302 1 00392 

83/01/17 

PR 


6302 I 00389 

6302 100305 

03/01/20 

PR 


0302 1 00392 

8302100393 

03/01/18 

PR 


0302 1 00393 

8302100390 

03/01/27 

50-293 

$ 

6302 1 00390 

8302 1 00393 

63/01/20 

PR 



ACCESSION NU^iER 



principal 

DAT C 

SUBJECT 

ENCLOSURE 

DOC UMEN T 

ISSUER 

CATrGORY 

B303 1 00400 

0302 100393 

63. 01/18 

PR 


0302100403 

83021C039? 

03/01/1 ' 

PR 


0302 100409 

Q3021C0401 

83/ui /3i 

PRM 


0302100409 

0302100405 

83/yl , ?0 

50 277 

0 

0302100411 

83021C0402 

83,01/20 

PR 


9302 1 004 1 2 

6302 100407 

S3/02/0/ 

50-354 

Q 

0302 1 004 1 4 

9302 100405 

93/01/20 

50 -277 

a 

□302100421 

8302100416 

83/0? '04 

30-309 

a 

9302 1004 24 

8302100418 

83/01/31 

50 *387 

s 

9302100425 

9302100420 

83/01 <13 

PR 


9302100433 

93321C0131 

03/01/17 

PR 


9302 1004 36 

B3G2 100429 

93/01 /?0 

50 '333 

Q 

0302100+37 

B302 100430 

93/01 /?5 

50-307 

a 

0302100447 

B3021C0444 

33/ 02 '03 

50-2 15 

s 

9302100449 

8302100448 

83/01 /28 

PR 


0302100453 

9302100445 

83/01 /?a 

pn 


8303100457 

0302100455 

S3/01/14 

PR 


0302100450 

E3302 1 00445 

83/01/29 

PR 


0302100462 

B302 100441 

83/01 /?4 

PR 


0302100470 

03021004^7 

83/01 /IP 

PR 


0302100471 

0301240253 

03/01 / 13 

PR 


0302100473 

8301240253 

83/01/J3 

PR 


0302100401 

0302 100474 

83/02/01 

71-491 


0302100489 

8302 100495 

82/12/21 

CONTRACT 


□302100501 

0302 100499 

03/01/04 

CONTRACT 


03021 00322 

0302100512 

33/02/03 

50-445 

A 

83021 4C005 

8302 1 40004 

83/01 /3l 

50-260 

s 

0302140012 

8302140010 

03/02/02 

50 -324 

s 

030214001 5 

9302 140007 

03/02/01 

50 366 

s 

R302 140016 

0302140009 

03/02/07 

50 -440 

G 

B302140DJ9 

9302140014 

03/02/04 

50-4 16 

s 

0302140021 

B302 1 400 1 7 

03/02/03 

50-296 

s 

0302140 027 

0302 J 40024 

83/01 , 31 

50-339 

s 

03021 40029 

8302140020 

83/02/01 

50-366 

s 

0302140032 

0302 1 40030 

83/02 /09 

50*4 16 

s 

8302140035 

8302 1 40033 

83/02/03 

50-335 

s 

83021 40039 

8302140031 

83/02/04 

30-416 

5 

03021 40040 

9302J40037 

83/01 /31 

50-296 

s 

B3021 40047 

0302140036 

83/02/01 

50-339 

s 

BJ02J 40049 

0302140042 

93/01/31 

50-324 

s 

8302 l 40050 

8302140046 

03/01/27 

50-321 

s 

8302 1 40060 

0302 1 40053 

03/02/03 

50-416 

s 

8302140061 

8302140057 

83/02/03 

50-409 

p 

0302 140064 

8302140058 

83/02/03 

50-416 

s 

0302140066 

8302140062 

83/01 '31 

50-20 J 

s 

03021 40067 

8302 140063 

33 '02/03 

50 -416 

s 

0302 1 40069 

8302 1 40062 

63/01/31 

50-201 

s 

03O214QO72 

830? J 40062 

03/01/31 

50-201 

s 

Q3021400B3 

0302 1 40079 

03/02/07 

50-2/5 

p 

8302 1 40004 

0302 J 40092 

03/02/07 

50-220 

R 

8302 1 40093 

0302140089 

83/02/04 

50-416 

s 

9302140095 

0302140009 

03/01/31 

50-339 

6 

0302140096 

0302140081 

33/01,31 

30-339 

s 

B302J 4GO90 

8302140092 

B3/02/01 

50-330 

s 

0302140101 

9302140097 

83/0J/31 

REGGD 


0302140102 

0302140100 

83/02/04 

50-416 

s 

□302140109 

8302140103 

03/02/01 

50-366 

s 

0302140109 

0302140104 

83/01/31 

50-335 

s 

8302140115 

83021401 10 

83/01/28 

50-273 

fl 

0302140117 

0302 140110 

03/01/20 

50-275 

R 

B302 140118 

0302 J 401 14 

03/02/08 

50-271 

p 

0302 14Q1 19 

0302140112 

03/02/03 

50-335 

s 

0302140122 

83021401 16 

03/02/01 

50-244 

Q 

03021 40124 

8332140120 

03/01/20 

50-369 

8 

B303 140136 

B302t 40131 

83/02/01 

50-120 

p 

8302 1 40141 

0302140139 

93/03/07 

50-443 

6 

03021 40142 

9302140134 

03/02/01 

50-325 

8 

03021 40150 

830? 140144 

83/01 /31 

50-260 

8 

□302140152 

9302140149 

83/02/09 

50-322 

G 

0302140161 

8302140157 

83/02/04 

50-155 

G 

8302140165 

9302140160 

83/01/37 

50-366 

8 

0302140173 

9302140160 

03/02/0/ 

30-269 

P 

[33021 40174 

0302140168 

83/02/07 

50-269 

P 

0302140101 

9302140169 

03/01/25 

50-366 

S 

0302140191 

0302140104 

03/02/01 

40-299 


0302140200 

0302140192 

83/02/04 

50-348 

P 

0302140203 

8302 140197 

03/01/31 

40-0102 


8302140204 

8302140196 

03/02/04 

50-416 

5 

0302150003 

8302150001 

B3/0J/03 

50-267 

S 

03 021 50006 

9302 1 50003 

03/02/03 

50-315 

8 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NU1HFR 

PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 1 


3302150003 83G21&0C07 03/OP/O0 5Q-335 p 

0302153012 B302J50010 03/01/27 50-315 q 

□302150014 0302150013 03/02/10 50-261 Q 

0302150016 0302150011 03/02/03 5Q-368 p 

0302 1 500 1 7 8302150013 03/02/10 50-261 Q 

0302150018 8302150013 03/02/10 50-261 Q 

0302 1500 19 8302150015 03/01/26 50-359 Q 

0302150022 8302150013 03/ 02/ JO 50-261 0 

0302 150024 8302150021 03/01/05 50-259 Q 

8302150025 8302150020 03/02/03 50-321 g 

0302 1 50026 8302150023 03/02/03 50-324 g 

0302150031 8302150028 03/02/00 50-261 Q 

63021 500*1 1 8302150037 03/02/00 40-8709 

8302130043 8302150040 03/02/00 50-325 p 

8302130048 8302 t 30044 93/02/03 50-254 R 

B3021 00057 8302150033 83/02/01 70-143 

8302150061 8302150033 83/02/01 70-143 

8302130067 8302150058 83/02/09 50-302 G 

0302130069 8302130033 83/02/01 70-143 

63021 50070 8302150063 83/02/07 50-250 B 

8302150071 8302150059 03/02/09 SO-302 G 

3302 l 500 /? 0302150064 03/01/27 50-324 Q 

0302130075 8302150068 03/02/00 50-1 1[ G 

8302150076 8302150053 03/02/09 50-302 G 

030215C07/ 8302190073 03/02/00 50-366 S 

8302130082 0302150068 03/02/00 50-11) Q 

8302130084 8302150074 03/01/26 50-370 G 

8302150083 8302150059 03/02/09 50-302 G 

8302150099 0302 150058 03/02/09 50-302 G 

0302190093 8302150079 03/02/10 SO 261 0 

8302150094 8302 l 50003 03/02/09 50-416 S 

8302150099 9302190097 03/02/07 50-205 Q 

8302190101 03O2t5QO50 ©3/02/09 90-302 Q 

8302150102 8302 1 30090 03/01/24 50-389 Q 

B3021 90104 0302150091 63/02/ot 50-366 8 

8303150105 6302150103 03/02/00 90-366 S 

0302150106 0302150099 03/02/07 90-416 S 

0302190109 8302150079 03/02/10 30-26) 0 

03021501)3 0302150079 03/02/10 50-261 Q 

8302150113 8302150)10 03/02/08 50-416 5 

0302150110 8302150079 03/OP/|O 50-261 Q 

8302190120 8302150112 83/02/04 50-206 0 

0302150124 8302150114 03/02/01 50-254 S 

83021 50128 8902150079 03/02/10 50-261 0 

B3021 50129 8302150119 03/02/04 50-324 E, 

0302150139 0302150121 93/02/01 50-366 S 

8302150136 8302150132 93/02/10 50' 395 R 

0302150140 8302150130 93/01/34 50-413 G 

8302150142 8302150133 93/02/09 50-366 S 

BJ02150143 8302150134 83 '02/03 50 '443 X 


0302150145 

8302 l 50 1 38 

03/02/07 

50-302 

P 

8302150151 

8302150144 

93/02/04 

50-305 

S 

8302150135 

8302150147 

03/01/58 

50-362 

s 

830215016? 

8302150152 

03/02/03 

50-321 

s 

0302150163 

8302150159 

03/02/10 

50-333 

p 

8302150166 

8J02150199 

93/02/10 

50-333 

p 

83021 501 71 

0302150165 

93/01/57 

50-269 

Q 

83021 50 1 79 

0302150174 

93/02/10 

50-331 

P 

3302150101 

8302150153 

93/01 /05 

50-327 

Q 

8302190191 

0302150187 

83/02/03 

50-285 

P 

03021 50193 

8302 150189 

63/02/04 

50-213 

S 

8302190194 

8302150190 

03/02/03 

30-321 

s 

03021 50206 

830? 150196 

03/02/11 

50-331 

R 

0302150207 

8302 I SOI 98 

63/02/0 a 

50-397 

P 

03021 50209 

8302 1 5020 1 

63/01/57 

50-321 

S 

8302150210 

0302150203 

93/02/03 

50-366 

s 

83021 S021 2 

8302150198 

03/02/00 

SO-3G7 

p 

8302150223 

8302150215 

83/02/07 

50-395 

s 

930215022? 

8302 1 502 J 7 

83/01/31 

50-362 

s 

03021 50234 

8302150221 

83/01 /l 0 

50-321 

G 

B302 100252 

0302150241 

83/02/01 

50-366 

6 

8302150261 

8302150256 

83/ 02 * 0 1 

50-267 

P 

83021 50273 

0302150266 

03/02/07 

50-219 

0 

0302150277 

8302150253 

83/01/56 

50-389 

D 

03021 30278 

8302 1 50P68 

83/01 /31 

50-247 

S 

8302130281 

8302150245 

83/02/03 

50-361 

S 

8302130283 

0302150279 

83/02/08 

50-33 t 

P 

9302130285 

0302150276 

83/01 /sa 

50-36 1 

s 

6302 1 30206 

0302150274 

0 3/0 1/26 

50-416 

G 

83021 50292 

0302150274 

83/01 /?6 

50-416 

G 


ACCESSION MUtIGER 



PRINCIPAL 

□ATE 

SUBJECT 

ENCLOSURE 

DOC if If ENT 

ISSUED 

CATEGORY 

83021 SO 275 

9302 150208 

©3/01/25 

50-370 

G 

030215027? 

8302150274 

83/01/26 

50-416 

0 

03021 50290 

8302150280 

83/01/25 

50-370 

0 

8302150302 

8302150207 

83/02/08 

50-321 

8 

8302150303 

8302150274 

83/01/26 

50-416 

0 

B 302 150304 

83021 5028B 

83/01/25 

30-370 

Q 

8302130303 

8302150276 

83/01/19 

50-327 

Q 

030215031 t 

8302150276 

83/01/19 

50-327 

Q 

8302150312 

8302150296 

03/01/19 

SO-327 

□ 

6302150316 

8302150308 

03/01/06 

50-3 &? 

0 

8302150317 

©302150309 

03/01/28 

50-239 

Q 

8302150320 

8302 150296 

83/01 /!? 

50-327 

0 

8302150323 

©302150319 

83/02/0? 

50-155 

P 

83021 SO 326 

©302150309 

83/01/28 

50-25? 

0 

8302150320 

©302150324 

83/02/07 

QA997 


8 J02 150329 

©302150322 

83/0W2B 

50-361 

S 

8302150330 

8302150321 

83/01/28 

50-324 

Q 

8302150331 

8302150309 

63/OJ/20 

SO-259 

Q 

8302150333 

8302150324 

83/02/07 

QA999 


8302150334 

©302150321 

83/0I/2B 

50-324 

Q 

8302150336 

©302150309 

83/01/20 

50-25? 

Q 

830215033? 

©302150324 

83/02/07 

0A999 


8302150339 

8302 IS 032 1 

03/01/28 

50-324 

G 

0302130342 

8302150309 

83/01/20 

50-25? 

0 

0302150343 

8302150321 

83/01/28 

50-324 

0 

0302150346 

8302150325 

03/02/07 

50-259 

0 

0302150351 

8302150347 

03/01/25 

50-416 

0 

3302150353 

8302150349 

93/01/31 

50-390 

0 

0302150354 

830215034? 

03/01/25 

30-416 

0 

0302150356 

8302150352 

03/01/07 

70-143 


830215033? 

8302150347 

03/01/25 

50-416 

Q 

0302130350 

8302150350 

83/01/31 

30-293 

F 

8302150359 

8302 ] 50349 

03/01/31 

50-390 

0 

8302150360 

8302150290 

93/01/25 

50-370 

0 

8 3021 50361 

8102 J 50355 

83/02/07 

50-335 

5 

8302150362 

8302150340 

03/01/31 

50-390 

0 

8302150365 

0302 1 50348 

83/01/31 

50-390 

a 

8302150367 

8302150363 

03/01/28 

50-440 

0 

8302150373 

8302150366 

83/01/12 

50-206 

0 

8302J50333 

0302150392 

83/01/13 

50-389 

a 

8302150336 

8302 1 503 B3 

83/02/09 

50-317 

Q 

8302150330 

8302150392 

83/01/J3 

50-389 

Q 

8302150393 

B302 150393 

03/02/09 

50-317 

a 

8102150395 

8302150370 

83/02/01 

50-346 

s 

0302150402 

8302150377 

83/02/OB 

50-366 

s 

8302130403 

B302 150377 

83/02/10 

70-143 


0302130406 

0302150494 

93/01/26 

50-454 

0 

8302130403 

6302150404 

83/01/26 

30-454 

0 

830213041 l 

8302 3 50407 

03/02/09 

70-1201 


8302130413 

03O2J5O412 

82/11/02 

50-261 

a 

8302130416 

8302150412 

82/11/02 

50-261 

0 

8302150420 

8302 1504 1 8 

83/01/31 

50-352 

G 

8302150424 

8302J50421 

83/02/07 

50-286 

P 

8302150426 

©302150347 

83/01/25 

50-416 

0 

83Q215042B 

8302150422 

83/01/12 

50-335 

0 

8302150429 

©302150425 

83/01/19 

70-1113 


8302150431 

8302 1 50423 

83/02/09 

50-321 

a 

0302150435 

8302150423 

83/02/09 

50-321 

Q 

0302150436 

8302150430 

03/02/09 

50-250 

a 

030215043? 

0302 J 50432 

03/01/17 

50-295 

a 

0302150430 

9302150434 

03/01/27 

50-124 

a 

8302150439 

0302 1 504 1 5 

03/02/03 

50-316 

s 

0302150440 

8302150430 

83/02/09 

50-250 

Q 

8302150441 

8302150423 

83/02/09 

50-32 1 

0 

93021 S0443 

9302150427 

83/01/19 

50-321 

a 

93021 50446 

8302150434 

83/01/27 

50-124 

G 

9302150447 

8302150433 

83/02/04 

50-361 

S 

0302150448 

8302150430 

83/02/09 

50-290 

a 

8302150449 

9302150423 

83/02/09 

50-321 

a 

83021 50450 

9302150432 

83/01/17 

50-29S 

0 

8302130453 

9302150434 

83/01/27 

50-124 

0 

3302150450 

9302150427 

03/01/19 

50-321 

a 

8302150450 

9302150430 

03/02/09 

50-250 

a 

8302150459 

8302 | 50423 

63/02/09 

50-321 

a 

9302150461 

8302 1 50434 

83/01/27 

50-124 

a 

8302150465 

9302 ) 50427 

83/01/19 

50-321 

a 

83021 5046* 

8302150456 

83/02/08 

50-483 

0 

0302 1 50470 

8302 1 50463 

83/01/19 

50-327 

0 

8302 1 50472 

8302 1 50463 

83/01/19 

50-327 

0 

8302150479 

0302150463 

©3/01/19 

50-327 

a 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NLMQEP 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8302150480 

0302 J 50464 

83/02/09 

QA99? 


8302150403 

0302150463 

83/01/19 

50-327 

Q 

03021 30404 

8302 1 50474 

83/01/31 

50-438 

Q 

0302150467 

0302150493 

53/01/31 

50-309 

Q 

8302150483 

8302150427 

83/01 M9 

50-321 

G 

8302 150490 

8302150401 

03/02/03 

50-366 

S 

0302150495 

0302150483 

63/01/31 

50-309 

0 

0302150496 

8302150462 

83/01/12 

50-390 

0 

8302150500 

0302150494 

83/02/10 

90-358 

H 

0302 1 50307 

0302 1 5050 1 

83/0) /27 

50-311 

s 

03021 5091 0 

B302 150504 

03/02/Qh 

50-120 

p 

03021 50512 

0302150406 

83/02/03 

50-461 

G 

03021 50516 

0302150503 

83/02/09 

50 249 

Q 

B3021 50917 

8302150506 

83/02/08 

50-366 

5 

6302150510 

0302150477 

83/01/2* 

50-324 

a 

0302190520 

0302150477 

83/01/24 

50-324 

a 

83021 30527 

G3021 50477 

63/01/24 

50-324 

0 

3302150530 

0302190519 

83/02/09 

GA999 


0302130532 

8302150521 

83/01/26 

50-263 

G 

0302150534 

0302150514 

93/01/25 

50-155 

0 

03021 3093 5 

8302150523 

83/01/19 

S0-33& 

G 

03021 50536 

03021 50524 

83/02/04 

50-327 

S 

0302130537 

0302150477 

83/01/24 

50-324 

a 

0302130540 

0302 1 50519 

83/02/09 

QA999 


0302150541 

0302 1 50523 

83/01/19 

50-330 

G 

0302150546 

0302150519 

83/02/09 

0A999 


0302130549 

03021 50539 

83/02/03 

50-3*6 

5 

0302150951 

0302150543 

83/01/31 

SO-? 4 5 

0 

03021 5Q5S6 

G302150519 

03/02/09 

0A999 


B302I 50557 

8302 1 5054 5 

03/02/0? 

50-454 

G 

B3021505S9 

8302 1 50523 

63/01/19 

50-338 

G 

03021 50559 

0302 l 50543 

83/01/31 

50-245 

0 

3302 I 50561 

0302150519 

83/02/09 

0A999 


03021 50563 

0302150523 

83/01/19 

50-338 

0 

0302130564 

0302150555 

83/01/27 

50-361 

B 

0302150566 

8302150953 

83/01/29 

50-361 

a 

03021 50569 

83021 50544 

83/02/04 

50-32Q 

s 

0302130969 

8302130517 

03/02/09 

0A999 


8302130570 

3302 150523 

B3/01/19 

50-330 

0 

0302130573 

8902150562 

83/01/10 

50-4B2 

Q 

0302150577 

8302150553 

83/01/29 

50-361 

5 

03021 SQ3B3 

8302150571 

83/01/27 

50-361 

E 

03021 50501 

83021 5097 5 

82/11/(0 

50*424 

<3 

8302150502 

8302150565 

03/02/09 

50-120 

Q 

03021 50505 

33021 S057B 

83/02/07 

50-280 

Q 

0302150999 

83021 5057 B 

03/0? '07 

50-200 

0 

03021 50591 

33021 5057 5 

02/11/1B 

50-4?* 

0 

8302130592 

83021 5057 B 

03/02/07 

50-?80 

0 

0303150593 

8302150574 

03/02/03 

50-267 

S 

0302130595 

8302150564 

83/02/09 

50-395 

S 

0302130599 

03021 5057 e 

B3/02/07 

5O-P0O 

a 

□302150603 

8302 [ 50590 

83/02/07 

50-209 

0 

□3021 5Q604 

0302 1 50594 

83/02/07 

50-335 

0 

0302150606 

6302150600 

83/02/01 

50-23/ 

w 

0302150607 

8302150598 

82/ 11/09 

50-389 

a 

B3O2150614 

8302150609 

82/12/17 

50-302 

a 

B302190619 

0302150609 

83/01/31 

50-269 

0 

0303150622 

6302150618 

03/01 /2Q 

30-267 

p 

8303150624 

0302150613 

63/02/07 

50-395 

s 

03021 50627 

83021 5061 1 

63/01/! 9 

50-321 

a 

8302130629 

B3021 50620 

63/ 02 /O'? 

50-244 

p 

8302150630 

8302 150618 

63/01/28 

50-267 

p 

8302150631 

83021 50633 

63/02/03 

50-272 

p 

83021906 33 

0302150620 

63/02/09 

50-244 

p 

0302150640 

8302 J 5061 i 

63/01/19 

50-321 

a 

8302150641 

8302150635 

83/02/09 

50-416 

9 

0302150645 

8302150636 

63/01/07 

50-413 

a 

03021 S0646 

8302 150611 

83/01/19 

50-32 £ 

a 

0302150650 

B302J 50642 

83/02/04 

50-324 

R 

0302150632 

0302150611 

83/01/19 

50-321 

a 

0302! 50653 

0302 1 50632 

83/02/10 

50-327 

Q 

B3 02 150657 

8302150647 

03/02/00 

50-373 

F 

83021 90659 

830215061 l 

93/01/19 

50-321 

a 

8302150662 

8302850659 

83/01/12 

50-390 

Gt 

8302190663 

0302 1 £0632 

03/0?/ 10 

50-327 

Q 

6302150665 

8302 J 5066 L 

83/01/07 

50-369 

Q 

B302ISO66A 

8302 £50656 

93/02/03 

50-395 

S 

0302190670 

8302150632 

03/02/10 

50-327 

a 

B3 02 150676 

8302150669 

93/0J/25 

30-369 

0 

B3 02 190678 

8302150632 

03/02/10 

50-327 

0 


ACCt’SHO'l 1HMUE.R 




PRINC IPAL 


-.u 0jr.tr 

1 NCL05I f-e 

L3:ui'.erjr 

IS V 'fci» 

v AT LGORY 

83021 50-81 

S702,SCd' , t 

P2/ «jt » 19 

*v 259 

0 

□30215060? 

8T321 506^2 

P 3 OP' 07 

50- 14 4 

6 

830215**03 

0302150677 

03' 0 ,oti 

50 ?6) 

b 

030215365* 

8302150490 

33 0-* 

50-302 

0 

8302150692 

8732 1*04 80 

37 f '<P O’* 

5«>-30? 

0 

0302150694 

8302150^87 

93/01 05 

50 324 

Q 

GJ021 50698 

8302150671 

S3 01/1? 

50-P59 

0 

0JO21 50700 

8302 1 50680 

83/ or o? 

5 J .10? 

0 

0302150/01 

933? 150690 

83/0- 10 

50 2?fi 

0 

03021 50 /Oh 

e^O? 150696 

•’7' , i i 

50-335 

0 

H302 150710 

8702 1 5067 1 

S2/01 19 

50-29? 

0 

0302150711 

83321*0-03 

83 7 1 O'* 

<*>1-400 

0 

030215071/ 

8302150712 

03/ 0? ' 0 * 

50 *395 

0 

07021 50 7 ?0 

8302150715 

83/01 19 

50-389 

Q 

0102150721 

8102150916 

0C/O1 to 

50-721 

0 

8 1021 *"072* 

0302 1 50689 

83' o) /?a 

50 4 54 

G 

8302150/36 

8302 1 50723 

P3/U1 u3 

CON TRACT 


83021 50^59 

0332150756 

83/01 71 

Sta^e Prog 

137021 30/60 

8332150756 

63/01 / 31 

St*< e Prog 

11302160009 

3302160006 

83/ Ol , 04 

CONTRACT 


930216033/ 

8702160029 

81 0P/04 

cm tract 


03021 60041 

8102)60034 

81 l 1 -' 04 

50-375 

P 

0302160046 

870216003* 

83/0* 04 

50 -375 

P 

0302160051 

8702 J 60034 

P7 Or* '04 

5‘ > 395 

P 

G30216C05r 

03021*00*3 

33 UP '07 

50-20? 

P 

030216005* 

8302160050 

T3/0? 0/ 

5u -307 

P 

03021 6C 05^ 

83021600*3 

03 'OP 02 

S0-P8? 

P 

87031 63060 

03021*0050 

SJ/»fP*G7 

5n *38/ 

P 

03021 6006 1 

8302160013 

6i*0-’ 0? 

50-282 

P 

03021600 64 

8332160050 

*3'0 0/ 

50 78* 

P 

030216010- 

0302160093 

02 / U ?? 

£0-289 

T 

83021/31 10 

0302160105 

83/ O'* 03 

50-53/ 

A 

0302160144 

8302160139 

03 O?/0** 

50 4 16 

P 

97021601 16 

830216013? 

07 <j? *J t 

50-416 

P 

83021601 50 

830216013? 

E3/«»: O'* 

50-4 1 6 

P 

8302160158 

83021401 51 

82*U* /O J 

50 265 

S 

9302160159 

8302160154 

83/0 ’<01 

50 -2 3/ 

s 

83021601 7 t 

8302160169 

03/ tj’ t , 1 1 

50*313 

F 

8JG2I60177 

8302160173 

Gl,.'?, u 

50-255 

& 

0302160182 

8302160176 

1* 

50-454 

T 

B3021601SQ 

8302160176 

63 » 15 

50-45* 

T 

BJ0216Q194 

9302160176 

F3 OP 1 9 

50-454 

T 

0302160199 

S 10? 1601 90 

37/ L.' 04 

50 *237 

S 

83021 60701 

8702160192 

83 'P'lO 

50-440 

G 

0302160203 

8302160176 

B3 i/' 1 15 

50 - ) 54 

T 

0302 160209 

6302160192 

83 U' 1 10 

50 440 

Q 

0302140212 

83021601*^6 

33 0? 15 

5r»- 454 

T 

H3021A0216 

8702 160207 

83/ A? U7 

90-4 13 

0 

0302160226 

8702 1 6D2 r ? 

*3/ OP 04 

50 -237 

5 

030216022/ 

83^2160223 

9J -*? 10 

30-414 

G 

H1021602CS 

83021A0-3? 

‘J3 / 0?/ 03 

50 *32! 

n 

0302160239 

8302160215 

S3/G- 1 '07 

50 39/ 

i 

0302160242 

0702160236 

93/ OP 10 

*50-269 

p 

03021 60244 

8302160240 

S3 «V 0? 

50 271 

R 

870216025? 

8302 16024 7 

8?/0P,o4 

50 *? 55 

R 

0302160254 

8302160249 

S3 /OP ' 10 

5U-3--M 

P 

0302160255 

8302160250 

53/ OP 03 

50-255 

8 

0302160256 

8302160249 

83/ » >P * ] 1 

50 361 

P 

8302160266 

8302160261 

e^/op/o? 

9U -?4 4 

P 

0702160 272 

8302160263 

93/ C? OB 

90-316 

S 

B302 160273 

B702 160270 

83/0? *09 

30 289 

0 

83021 6*2 f 9 

8102160269 

S3/GP.09 

50-316 

S 

9302160285 

8^02160263 

83/QP/C8 

50- J 1 6 

S 

8302160286 

8-702160280 

63/ up/ J 1 

50-331 

0 

830216029* 

8302 1 6QP90 

63/01 

QA999 


8302160298 

8302160290 

83/01 pa 

GA999 


B302 160259 

S3Q2J60P92 

83/ OP/ 1 1 

50 *341 

G 

83021 60300 

B302 160295 

83/02 14 

50-416 

P 

830216031 1 

8302160306 

83/0? 08 

50-247 

G 

B302U0313 

B302 160284 

83*02/ 1 1 

50-315 

Q 

8302160314 

8302160305 

B3/OP/09 

TOPRLP 


8303160315 

8302 1 60309 

63/01/20 

QA9?9 


0302160316 

8302160305 

83/02/09 

TUPRCP 


8302160318 

0302160306 

83/02*09 

50-P4 * 

0 

03021 603?0 

0702 1 60305 

63/o;vo? 

TUPRFP 


0302160327 

0302160325 

83/01 '?9 

QA979 


8302160330 

6302160317 

93/0?/ 10 

50-209 

G 

0302160331 

8302 1 60325 

93/01,28 

QA997 


8302 U 0334 

8302 i 60337 

03/01 '20 

0A999 


8302160337 

8302160335 

83/02 'OR 

50-315 

5 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


I 


i 

I. 


ACCESSION NUMOER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOC UMENT 

ISSUED 

CATEGORY 

83021 6 G 33 B 

8302160284 

03 / 02 / 1 1 

50-31 9 

0 

8302160339 

0302 160333 

03 / 01 /£6 

0 A 999 


8302160340 

0302160335 

03 / 02 /OE 

50-315 

S 

8302 1 6034 l 

0302160323 

□ 3 / 02/09 

50-443 

0 

0302160342 

0302160335 

03 / 02/00 

50-31 5 

s 

0302160349 

0302160347 

63 / 02/15 

70-143 


0302160368 

8302160329 

83 / 02/09 

50-443 

0 

03021 60378 

8302160373 

03 / 02 / 1 1 

50-302 

A 

8302160300 

0302160377 

03 / 02/10 

50-305 

R 

0302160381 

0302160376 

63 / 02/07 

50-255 

S 

0302160392 

0302160309 

03 / 02/10 

50-220 

P 

0302160397 

8302160393 

83 / 01/24 

70-1201 


0302160406 

8302160404 

83 / 02/03 

GEN TEC 

IS 

8302160410 

0302160400 

03 / 02 /O? 

50-410 

F 

8302160413 

030216041 1 

02 / 12/16 

40-8706 


8302160454 

6302160450 

03 / 01/25 

40-8502 


0302160460 

8302160457 

83 / 01/12 

50-206 

0 

0302160476 

9302160474 

83 / 02/04 

50-334 

F 

0302160479 

8302160474 

03 / 02/04 

50-334 

F 

0302160404 

8302160483 

83 / 02/03 

50-526 

M 

0302160400 

0302160483 

03 / 02/03 

90-520 

M 

0302160491 

0302160405 

63 / 01/10 

CONTRACT 

0302160902 

0302160497 

03 / 01/04 

CONTRACT 

0302160306 

6302160504 

83 / 01/31 

40-299 


8302160309 

8302160507 

83 / 01/03 

CONTRACT 

8302160310 

6302160508 

03 / 01/20 

40-0064 


0302170014 

8302 I 700 12 

83 / 01/31 

40-8452 


0302170017 

0302170015 

93 / 01/25 

40-8697 


0302170021 

0302170020 

93 / 01/25 

40-8300 


0302170025 

8302 17001 1 

03 / 02/02 

50-322 

A 

0302170026 

8302170023 

93 / 01/25 

waste mot 

8302170034 

830217001 1 

03 / 02/02 

50-322 

A 

8302170033 

0302170031 

03 / 02/01 

WASTE MOT 

8302170040 

8302 1 70030 

03 / 02/04 

50-261 

P 

0302170043 

8302170039 

83 / 02/01 

WASTE NOT 

8302170047 

9302170042 

83 / 02/14 

50-369 

P 

0302170034 

0302170046 

83 / 01/24 

50-205 

0 

0302170056 

03 O 2 J 7 OO 52 

83 / 02/04 

50-341 

A 

0302170060 

030217001 1 

03 / 02/02 

50-322 

A 

0302170061 

0302170046 

83 / 01/24 

90-205 

a 

03021 7006 B 

0302170064 

63 / 02/03 

50-313 

s 

0302170070 

0302170065 

03 / 02/09 

50-261 

R 

0302170076 

8302170019 

03 / 01/10 

50-155 

P 

0302170084 

8302 1 70074 

03 / 02/10 

50-324 

S 

03021 70086 

B 302 1 7000 1 

03 / 02/03 

commission 

8302170087 

0302170003 

03 / 02/16 

50-209 

T 

0302170089 

0302 1700 I 9 

03 / 01/10 

50-195 

P 

8302170099 

0302170019 

03 / 01/10 

30-155 

P 

8302170090 

0302170003 

83 / 02/16 

50-289 

T 

8302170096 

0302170019 

83 / 01/10 

50-155 

P 

0302170097 

0302170092 

03 / 02/1 1 

50-322 

0 

0302170099 

8302170092 

03 / 02/11 

30-322 

0 

0302170101 

8302 1 70093 

03 / 02/09 

50-324 

B 

0302170104 

830217001 I 

63 / 02/02 

50-322 

A 

0302170109 

8302170011 

63 / 02/02 

50-322 

A 

8302170110 

0302170019 

83 / 01/16 

50-155 

P 

83021701 1 I 

0302170105 

B 3 / 02/07 

50-209 

P 

8302170114 

0302170019 

83 / 01/10 

50-195 

P 

0302170118 

8302170019 

03 / 01/18 

50-155 

P 

0302170119 

6302170115 

83 / 02/07 

50-302 

F 

0302170123 

8302170019 

83 / 01/10 

50-195 

P 

0302170127 

8302170121 

03 / 02/11 

50-416 

S 

0302170129 

8302170019 

03 / 01 /IS 

50-195 

P 

0302170132 

0302220461 

63 / 02/10 

10 CFR 


0302170133 

0302170131 

63 / 02/09 

30-335 

S 

0302170136 

0302170133 

03 / 02/01 

50-366 

s 

8302170144 

8302 J 70140 

83 / 02/15 

50-369 

P 

0302170146 

8302170141 

83 / 02/09 

50-327 

s 

0302170148 

8302170142 

03 / 02/10 

50-296 

s 

0302170153 

8302170153 

03 / 02/09 

50-266 

R 

03021 701 SB 

0302170152 

03 / 02/09 

50-339 

6 

8302170160 

0302170194 

83 / 02 / 1 1 

50-335 

S 

0302170161 

8302170019 

83 / 01 /IB 

50-195 

P 

0302170163 

8302170159 

83 / 02/09 

50-295 

R 

0302170160 

0302170164 

03 / 02/08 

TQPREP 


0302170169 

0302170019 

83 / 01/10 

50-1 99 

P 

8302170170 

6302170169 

83 / 02/08 

50-260 

P 

8302170174 

6302170164 

03 / 02/08 

TOP REP 


8302170176 

8302170019 

03 / 01/10 

50-195 

P 

0302170179 

8302170173 

83 / 02/14 

50-445 

K 


Access I ON NUriaER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

Dl)C U l .ENT 

ISSUED 

CATEGORY 

83021701 B 1 

8302170019 

63 / 01/19 

50 -i 5 S 

P 

□3021 701 63 

63 02 I 70 J 77 

83 / 02/09 

50-325 

S 

8302170164 

6302170176 

63 / 02/09 

50-334 

3 

0302170169 

0302170019 

63 / 01/18 

50-155 

P 

0302170191 

6302170167 

83 / 02/04 

50-373 

K 

0302170192 

6302 1700 19 

B 3 / 01 /IB 

50-1 55 

P 

0302170193 

8302170196 

03 / 02/09 

30-334 

P 

6302170195 

6302170011 

63 / 02/02 

30-332 

A 

□302170196 

6302 170 196 

83 / 02/09 

50-334 

P 

0302170597 

6302170011 

83 / 02/02 

30-332 

A 

9302170200 

8302170190 

83 / 02/09 

50 - 33 B 

S 

0302170202 

6302170019 

83 / 01/18 

50-135 

P 

6302*70204 

6302170019 

83 / 01/18 

SO -1 35 

P 

8302170210 

0302170011 

83 / 02/02 

SO -332 

A 

0302170212 

0302170019 

63 / 01/16 

SO-i 55 

P 

0302170257 

6302170019 

63 / 01/16 

50-155 

P 

0302170210 

630217001 1 

83 / 02/02 

50-322 

A 

0302170223 

0302170011 

03 / 02/02 

50-332 

A 

B 302 170226 

6302170320 

83 / 02/09 

50-339 

5 

0302170227 

630217001 1 

83 / 02/02 

50-332 

A 

0302170229 

6302170325 

03 / 02/04 

50-259 

F 

0302170231 

6302170011 

03 / 02/02 

50-332 

A 

9302170235 

6302170011 

63 / 02/02 

50-332 

A 

0302170237 

6302170232 

03 / 02/04 

50 - 3*3 

3 

0302170240 

6302170019 

63 / 01/13 

50-1 55 

P 

8302170243 

6302170233 

63 / 0 - 2 / 0 ‘f 

50 - 2 ao 

G 

0302170244 

6302170241 

33 / 02/10 

50-395 

S 

0302170256 

6302170019 

63 / 01/18 

50- 1 55 

P 

0302170262 

630217001 ? 

33 / 01/18 

50-1 55 

P 

□302170269 

63021702*0 

03 / 02/14 

50-247 

T 

8302170270 

6302170019 

63 / 01/ 10 

50-1 55 

P 

□302170276 

630217001 ? 

83 / 01/18 

50-155 

P 

9302170280 

8302170277 

03 / 02/10 

50-247 

T 

0302170282 

630217001 ? 

03 / 01/10 

50-1 55 

P 

□302170265 

630217001 ? 

03 / 01/10 

50-1 55 

P 

8302170297 

83024 702 B 3 

83 / 02/14 

30-247 

T 

0302170209 

8302170284 

B 3 / 02/1 1 

50-443 

G 

0302170290 

8302 1 70019 

83 / 01/10 

50-139 

P 

0302170293 

830217001 ? 

63 / 01/18 

50-155 

P 

9302170297 

6302170291 

03 / 02/09 

50-373 

a 

8302170293 

8302*70292 

63 / 02/15 

50-4 54 

T 

9302170302 

6302170292 

63 / 02/15 

50-434 

T 

0302170304 

6302170300 

63 / 02/14 

50 - 3*9 

0 

0302170310 

6302170306 

83 / 02/02 

50-247 

P 

9302170311 

63021 70308 

63 / 02 / 1 1 

50-416 

s 

9302170312 

8302*70307 

83 / 02/14 

30-4 13 

G 

9302170315 

6302170314 

83 / 02 / 0 ? 

50-373 

G 

8302170317 

8302170316 

63 / 02/01 

50-3 

P 

□302170320 

8302 S 70310 

03 / 02/1 1 

50-4 l£> 

S 

3302170321 

8302170319 

83 / 02/07 

30-409 

P 

0302170323 

6302170319 

83 / 02/07 

50-409 

P 

6302*70324 

8302170322 

03 / 02/11 

50-4 lb 

s 

0302170325 

8302170319 

63 / 02/07 

50-409 

p 

0302170326 

630217031 ? 

03 / 02/07 

50-409 

p 

9302170330 

8302 t 70329 

03 / 02/14 

30-277 

P 

9302170340 

63031 7033 S 

83 / 02/15 

50-4 40 

K 

6302170347 

8302170345 

83 / 02/03 

50-237 

P 

0303170348 

6302170343 

03 / 02/10 

50-259 

S 

9302170349 

8302170344 

63 / 02/07 

50 - 2*7 

6 

9302170354 

8302*70346 

63 / 02/11 

50-416 

S 

0302170357 

G 3 02 170353 

B 3 / 01 / 3 I 

50-445 

G 

8302170359 

8302170353 

03 / 01/31 

50-445 

G 

9302170362 

8302170359 

63 / 02/11 

50-416 

S 

9302170364 

6302170353 

03 / 01/31 

50-445 

Q 

63021 7037 t 

6302170365 

83 / 02/06 

50 - 200 - 

S 

B 302 170375 

0302170345 

63 / 02/06 

50-280 

s 

0302170376 

6302170373 

63 / 02/04 

50-312 

R 

0302170377 

6302170372 

83 / 02/03 

50-368 

S 

0302170391 

0302170360 

83 / 02/07 

50-334 

P 

0302170395 

6302170360 

83 / 02/07 

50-334 

P 

0302170359 

6302170334 

03 / 02/07 

CONTRACT 


0302170394 

6302170390 

63 / 02/04 

CONTRACT 


0302170395 

6302170392 

03 / 02/04 

50-320 

P 

0302170397 

8302 1703 93 

63 / 02/04 

REVIEW GRP 

63021 70399 

8302170399 

63 / 02/03 

50-395 

P 

0302170401 

8302170393 

83 / 02/03 

50-395 

P 

0302170402 

8302 1 70393 

63 / 02/03 

50-395 

P 

0302170416 

8302170412 

63 / 02/07 

50-315 

P 

0302170423 

8302170412 

63 / 02/07 

50-315 

P 

0302170424 

8302170421 

83 / 02/09 

CONTRACT 



531 


i 



532 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION HUNGER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

03021 7043Q 

0302 170412 

03/02/07 

50-3(5 

P 

030217042? 

0302170425 

93/02/0? 

CONTRACT 

0302170439 

0302170431 

03/02/10 

NUREG 


03021 704 3B 

0302170431 

93/02/10 

nureg 


9302170456 

930217044? 

as/oa/is 

50-392 

F 

03021704 59 

0302170440 

93/02/07 

50-334 

P 

0302170461 

030217044? 

93/02/15 

50-392 

F 

0302170472 

0302170440 

93/02/07 

50-334 

P 

0302170409 

0302170404 

83/02/09 

CONTRACT 

Q3 021 **0490 

0302170485 

83/02/ 1 5 

50-397 

F 

B3021 70497 

0302170485 

93/02/15 

50-3B7 

F 

03021 7049S 

8302 170494 

93/02/15 

50-520 

F 

0302170503 

0302170494 

93/02/15 

50-520 

F 

0302170906 

8302170500 

83/01/31 

50-324 

F 

8302170513 

0302170502 

93/02/02 

50-333 

F 

0302 170514 

0302 1 70510 

83/02/09 

50-331 

P 

0302170517 

8302170507 

83/02/15 

30-313 

F 

0302170519 

0302170510 

03/02/0? 

50-331 

P 

0302170523 

0302170510 

83/02/09 

50-331 

P 

0302170540 

8302170536 

03/02/08 

CONTRACT 

03021 70S4B 

0302170544 

03/02/15 

30-205 

F 

8302 170349 

0302170543 

03/02/09 

CONTRACT 

B302 170571 

0302170566 

83/02/10 

CONTRACT 

0302190010 

0302180007 

83/02/H 

30-317 

F 

0302120012 

0302 100007 

83/02/J4 

50-317 

F 

9302100020 

9302190014 

83/02/09 

50-373 

0 

O3O210OO23 

8302100014 

83/02/09 

50-373 

0 

0302180025 

0302100010 

93/02/14 

50-289 

F 

8302180029 

0302100026 

03/02/07 

50-387 

P 

8302 1 00034 

0302100026 

83/02/07 

50-397 

P 

8302180035 

B302 100031 

B3/01/I 1 

foia 


8302180037 

0302100026 

03/02/07 

50-337 

P 

8302180020 

0302100030 

03/02/14 

50-315 

F 

8302 1 80039 

0302160031 

83/01/11 

FQTA 


B302 180041 

8302100031 

03/01/11 

fqia 


8302180042 

8302100030 

83/02/14 

30-3(5 

F 

8302180044 

8302160031 

03/01/1 1 

FOIA 


0302180047 

8302180031 

83/01/1 1 

FOIft 


0302180049 

8302160043 

83/01/31 

reogd 


0302 I 80050 

8302180046 

03/02/14 

30-317 

F 

0302180052 

8302180014 

83/02/09 

50-373 

Q 

0303180056 

8302180034 

03/02/02 

50-305 

P 

0302180058 

6302180014 

03/02/09 

30-373 

0 

0302 J 80059 

8302180031 

03/01/11 

foia 


8302180061 

8302100055 

83/02/14 

50-296 

F 

0303180062 

8302180031 

03/01/11 

foia 


8302180065 

8302180014 

03/02/07 

50-373 

Q 

Q303 190067 

8302160031 

83/01 /SI 

FOfA 


8302 1 80Q69 

0302100064 

03/02/14 

50-346 

F 

8302180070 

830218 0066 

02/12/27 

50-350 

A 

8302 1 8007 1 

0302180031 

03/01/11 

FOIA 


8302 180073 

0302180064 

03/O2/J4 

50-346 

F 

8302 180074 

0302160066 

82/12/27 

30-350 

T 

0302180075 

6302160031 

03/01/1 J 

FOIA 


0302 1 8007 B 

8302160066 

02/12/27 

30-339 

0 

0302180001 

0302160031 

03/01/11 

foia 


0302 1 80082 

8302160077 

83/02/14 

50-21? 

F 

0302180003 

8302180066 

02/12/27 

30-330 

A 

0302180004 

8302180031 

93/01/11 

FOIA 


8302180089 

8302 (80066 

02/12/27 

30-339 

0 

0302 l 80006 

8302180031 

03/01/11 

FOIA 


0302180087 

8302180077 

83/02/14 

30-219 

F 

83031 80003 

8303163031 

83/01/tl 

foia 


0302100089 

8302(80066 

02/12/2 7 

50-359 

Q 

8302100091 

9302 (90066 

82/12/27 

50-350 

0 

0302100092 

8302160031 

93/01/11 

FOIA 


8302180095 

8303t8QQ3t 

83/01/ 1 i 

FQt A 


0302100096 

0302 100090 

03/02/14 

30-395 

F 

830210009? 

9302 1 00090 

03/02/14 

30-395 

F 

0302100101 

9302 1 900?4 

03/02/01 

30-34 1 

0 

5302 1 001 04 

9302100094 

03/02/01 

30-341 

Q 

0302 1 001 06 

9302 1 90093 

03/02/11 

50-443 

0 

0302180110 

9302190031 

83/01/11 

FOIA 


03021601 1 1 

9302190066 

82/12/27 

50-358 

A 

0302100113 

9302190031 

B3/01/J l 

FOIA 


0302100115 

9302 1 80066 

82/12/27 

30-358 

A 

0302160117 

9302190031 

83/01/1 1 

FOIA 


0302100120 

8302 1 80066 

02/12/27 

30-358 

A 

0302100121 

9302 1 9003 1 

93/01 / 1 | 

FOIA 


0302160124 

9302190066 

82/12/27 

50-358 

A 


ACCtQSION NUMQER 



PRINCIPAL 

DATE 

8UDJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0302180125 

8302100031 

83/01/11 

FOIA 


0302180126 

0302180102 

83/02/15 

50-10 

F 

9302190130 

6302180066 

82/12/27 

50-358 

A 

93021B0131 

9302100031 

03/01/11 

FOIA 


8302100132 

0302100066 

02/12/27 

50-330 

A 

8302190133 

0302100031 

83/01/1 1 

FOIA 


0302190(37 

9302180066 

82/12/27 

50-338 

A 

8302(90140 

9302180066 

82/12/27 

30-338 

A 

0302190141 

8302180031 

03/01/11 

FOIA 


0302100142 

6302100136 

83/02/11 

50-443 

G 

0302190143 

9302180139 

03/02/15 

50-263 

P 

8302190144 

9302 100066 

82/12/27 

30-338 

A 

8302190(46 

9302160139 

83/02/13 

50-263 

P 

0302(90147 

9302180066 

82/12/27 

30-338 

A 

0302 1801 48 

8302180031 

03/01/11 

FOIA 


0302180151 

8302180066 

02/12/27 

30-358 

A 

0302190154 

6302100149 

03/02/07 

50-312 

R 

0302180(53 

6302160066 

82/12/27 

50-358 

A 

0302190(56 

9302100102 

83/02/13 

50-10 

F 

0302190159 

0302100066 

82/12/27 

50-358 

A 

03021 BOt 5? 

9302100132 

03/02/10 

50-295 

8 

0302190160 

9302160066 

02/12/27 

30-359 

A 

8302190162 

8302180031 

03/01/11 

FOIA 


0302100164 

6302180066 

82/12/27 

FOIA 


0302180167 

0302180031 

83/01/11 

FOIA 


03021 60169 

8302100066 

82/12/27 

30-338 

A 

0302180170 

9302180166 

03/01/1? 

70-1257 


0302180171 

9302100163 

03/02/OB 

30-322 

Q 

0302190172 

B302160166 

03/01/19 

70-1237 


0302190173 

6302 180160 

03/02/11 

70-1193 


0302190175 

9302190163 

B3/ 02/03 

30-273 

B 

8302190177 

0302100031 

83/01/11 

foia 


83021 BO 179 

6302180031 

83/01/11 

FOIA 


8302180191 

9302100031 

83/01/11 

FOIA 


8302190162 

0302180176 

83/02/10 

50-28? 

Q 

0302160184 

9302100174 

03/02/10 

50-245 

Q 

8302160195 

6302100066 

02/12/27 

30-350 

A 

8302160197 

6302100031 

93/01/11 

FOIA 


9302190199 

0302100066 

02/12/27 

30-350 

A 

9302190199 

8302100031 

03/01/11 

FOIA 


9302190194 

9302100066 

32/12/27 

50-358 

A 

83021 BO 196 

9302100031 

83/01/11 

FOIA 


8302 J BO J 97 

8302100066 

82 / 12/27 

30-350 

A 

9302190200 

9302190193 

03/02/04 

50-423 

a 

9302180201 

0302100031 

83/01/1 I 

FOIA 


3302190205 

B302 180066 

02/12/27 

30-330 

A 

B302 190206 

0302100195 

83/02/0? 

30-266 

a 

8302180207 

9302180031 

83/01/11 

foia 


0302100206 

9302180204 

83/02/03 

50-440 

0 

030216021 ] 

9302100066 

82/12/27 

30-358 

A 

8302160212 

9302100031 

83/01/11 

FOIA 


0302160213 

S302 180204 

93/02/03 

50-440 

0 

8302180216 

9302 1 90031 

83/01/11 

FQIA 


0302160216 

0302180209 

83/02/10 

30-113 

0 

0302190221 

9302180031 

83/01/tl 

FQIA 


0302160225 

9302180222 

83/02/04 

50-387 

Q 

0302100230 

9302100226 

83/02/11 

50-316 

s 

0303190232 

930210022? 

03/02/04 

50-247 

0 

8302180334 

8302180231 

83/02/08 

50-361 

8 

0302160236 

6302180229 

83/02/04 

30-247 

0 

B302 180239 

0302100226 

83/02/1 1 

30-316 

a 

03D21 00239 

9302180237 

03/02/00 

50-361 

8 

0302100241 

9302100233 

03/02/07 

50-5 

Q 

0302 1S0234 

830218024? 

93/02/02 

30-317 

0 

0302180259 

9302180249 

83/02/02 

30-317 

0 

0302180262 

9302180031 

03/01/ii 

FOIA 


0302190264 

6302160250 

83/02/02 

70-371 


0302190269 

9302100237 

83/02/02 

30-317 

s 

0302100271 

8302100031 

03/01/11 

FOIA 


0302180274 

9302180031 

83/01/1 1 

FOIA 


8302180278 

B302 180031 

83/01 /ll 

FOIA 


0302100291 

9302190277 

83/02/11 

30-273 

R 

0302190202 

63021002 73 

03/02/04 

30-387 

9 

0302190285 

8302100276 

93/02/07 

30-316 

8 

0302100296 

8302180031 

83/01/11 

FOIA 


8302190289 

8302180031 

83/01/H 

FOIA 


8302180289 

0302180293 

83/02/03 

30-30? 

0 

8302180270 

9302190297 

83/02/1 1 

30-321 

P 

0302 1 00293 

9302180031 

03/01/11 

FOIA 


0302100297 

9302180031 

03/01 /J J 

FOJA 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

NUMBER 




ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 



PR IMCIPAL 

DATE 

SUB JECT 


enclosure 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

B3021Q0298 

0302 180293 

03/02/07 

50-244 

8 

8302180513 

83021B0512 

83/0 P/07 

CONTRACT 


8303180301 

0302180031 

03/01/1 1 

FOIA 


0302100516 

8302180515 

83/01/28 

CONTRACT 


8302180302 

0302180295 

93/02/14 

90-443 

0 

0302180519 

0302180501 

03/02/10 

CONTRACT 


8302180304 

8302180031 

83/01/1 1 

FOIA 


8302(80520 

8302100518 

83/02/J 5 

50-295 

F 

0302180306 

8302100300 

Q3/02/07 

50-333 

3 

8302IB0524 

03021 8052 2 

02/ 1 1 /I 6 

WASTE NOT 

0302190307 

0302180031 

83/01 /i 1 

FOIA 


0302 190525 

0302160523 

02/12/15 

CONTRACT 


030218031 1 

8302180031 

83/01/11 

FOIA 


03021 8053 B 

6302100537 

03/02/09 

71-6642 


8302180312 

0302180305 

03/02/02 

50-244 

0 

0302100541 

0302160516 

03/02/15 

50-595 

F 

Q302180314 

8302100308 

83/02/14 

50-443 

0 

0302220003 

6302220002 

82/00/30 

50-390 

A 

0302180315 

0302180031 

83/01/1 1 

FOIA 


0302220005 

6302 220006 

B3/D2/07 

50-321 

P 

0302180318 

8302180031 

83/01/11 

FOIA 


8302220025 

8302220020 

03/02/00 

CONTRACT 


03021 8031 9 

0302100316 

83/02/15 

50-369 

n 

8302220027 

0302220023 

03/02/18 

50-434 

T 

0302180323 

8302180031 

03/01/1 1 

FOIA 


830222004 Q 

0302 220032 

83/02/14 

50-369 

F 

B302 180325 

0302100317 

03/02/04 

50-397 

s 

8302220042 

0302220036 

03/02/09 

CCn TRACT 


8302 1 80326 

0302180031 

83/01/11 

FOIA 


0302220047 

0302220032 

03/02/14 

50-369 

F 

03021 0033 1 

8302180031 

B3/01/11 

FOIA 


0302220054 

8302 220050 

92/12/30 

FOIA 


0302100332 

8302100327 

83/02/1 S 

50-302 

R 

0302220055 

0302220052 

03/02/14 

50-269 

F 

8302180333 

0302180324 

83/02/10 

50-537 

0 

030222^057 

8302 220053 

03/02/15 

50-235 

F 

D3021 80333 

0302180031 

83/01/11 

FOIA 


8302220053 

8302220050 

02/12/30 

FOIA 


0302100337 

8302180330 

03/02/00 

50-244 

5 

030222005? 

0302220052 

03/02/14 

50-269 

F 

0302180338 

8302 1 00334 

83/02/14 

50-277 

R 

8302220063 

8302 220050 

82/12/30 

50-142 

0 

0302100340 

0302100031 

03/01/1 1 

FOIA 


0302220066 

0302 220061 

83/02/ 15 

50-290 

F 

0302180341 

0302180031 

83/01/1 I 

FOIA 


0302220067 

8302 220050 

02/12/00 

50-142 

G 

0302180345 

0302180031 

03/01 m 

FOIA 


0302220071 

8302 220050 

02/12/30 

50-142 

G 

8302180347 

0302100031 

83/01 /U 

FOIA 


8302220073 

8302 220050 

82/12/30 

30-142 

G 

0302180340 

8302100346 

83/02/14 

50-410 

M 

0302220074 

8302220068 

03/02/0? 

CONTRACT 


0302180330 

0302100031 

93/01/1 1 

FOIA 


8302220076 

6302 220050 

82/12/30 

50-142 

Q 

0302180332 

8302180351 

03/02/1 1 

50-261 

P 

0302220079 

6302220075 

03/02/0? 

70-1113 


8302180356 

8302100354 

03/02/14 

5Q-35B 

A 

0302220080 

0302220050 

02/12/30 

50-142 

Q 

0302180357 

0302100355 

03/02/1 1 

50-443 

0 

0302220002 

6302 220030 

02/12/30 

50-142 

a 

0302180361 

8302180360 

83/02/1 1 

50-443 

0 

8302220006 

0302220030 

32/12/30 

50- 1 42 

G 

0302180366 

0302100364 

03/02/14 

50-461 

0 

□302220087 

0302220072 

83/02/1 4 

50-369 

F 

0302180368 

0302100031 

83/01/1 1 

FOIA 


8302220089 

8302220050 

32/12/30 

50- t 42 

a 

0302180369 

0302180353 

83/02/0 4 

70-124 


03022 20090 

0302220083 

33/02/10 

71-6400 


0302100370 

8302 180031 

93/01/11 

FOIA 


0302220091 

0302 220050 

82/12/30 

50-142 

a 

0302180371 

0302180353 

83/02/04 

70-124 


8302220093 

8302220072 

03/02/14 

50-369 

F 

0302180372 

8302100031 

03/01/1 1 

FOIA 


0302220095 

8302220050 

02/12/30 

50-142 

G 

0302180373 

0302100031 

83/01/1 1 

FOIA 


0302220097 

6302220094 

03/02/10 

71-9107 


0302180377 

0302180374 

93/02/15 

50-269 

R 

□302220090 

0302220050 

02/12/30 

50-142 

0 

8302180380 

0302100031 

83/01/1 1 

FOIA 


□302220102 

8302220050 

02/12/30 

50-142 

0 

0302180382 

8302180370 

03/02/14 

30-329 

0 

8302220103 

0302220101 

03/02/10 

71-6441 


0302180303 

0302100365 

83/02/07 

90-454 

a 

□302220109 

0302220050 

02/12/30 

50-142 

G 

0302180384 

0302100301 

03/02/14 

50-247 

T 

0302220107 

6302220050 

02/12/30 

90-142 

G 

8302100389 

0302100031 

83/01/1 1 

FOIA 


0302220110 

8302220050 

02/12/30 

90-142 

G 

0302180390 

8302180390 

83/02/14 

50-329 

T 

0302220113 

8302220050 

92/12/30 

50-142 

G 

8303180402 

0302100399 

93/02/10 

30-413 

F 

□302220114 

0302220106 

03/02/10 

50-278 

6 

8302180403 

8302180390 

83/02/14 

50-329 

T 

□302220116 

0302220050 

02/12/30 

50-142 

G 

8302180404 

0302100031 

83/01/11 

FOIA 


0302220117 

0302220050 

02/12/30 

50-142 

F 

8302180406 

0302100400 

03/02/14 

30-443 

0 

0302220122 

0302220050 

02/12/30 

90-142 

G 

0302180411 

0302180407 

83/02/01 

50-305 

0 

8302220124 

0302220050 

02/12/30 

50-142 

a 

8302180414 

0302180400 

03/02/14 

50-142 

Q 

0302220125 

93022201 IQ 

S3/02/10 

50-206 

P 

8302180416 

8302100407 

03/02/01 

50-305 

Q 

0302220126 

0302220121 

33/02/03 

50-276 

& 

6302 180420 

8302180407 

93/02/01 

50-305 

a 

0302220130 

0302220050 

32/12/30 

50-142 

G 

0302180423 

0302100409 

83/02/1 1 

50-397 

Q 

0302220131 

0302220127 

33/02/14 

50-348 

R 

0302180429 

8302 I 8041 9 

93/02/14 

50-352 

0 

0302220134 

0302220129 

33/02/14 

90-331 

R 

03021 8042B 

8302180421 

83/02/11 

50-443 

0 

□302220135 

8302220050 

32/12/30 

50- l 42 

Q 

0302180434 

8302180424 

83/02/14 

50-440 

0 

□302220139 

3302220133 

33/02/10 

50-31 1 

R 

8302180436 

8302100430 

B3/02/I 1 

50-313 

p 

0302220144 

8302220132 

33/02/09 

IQCFR 


0302180439 

8302100435 

83/01/31 

50-311 

p 

0302220149 

0302220132 

03/02/09 

IQCFR 


0302100448 

8302 I 804 41 

83/02/14 

50-280 

p 

0302220153 

0302220146 

03/02/08 

70-1100 


□3021 GO 430 

0302180443 

03/02/02 

50-334 

8 

0302220154 

0302220132 

03/02/09 

IQCFR 


0302180451 

0302180447 

83/02/09 

50-10 

G 

□302220159 

0302220157 

03/02/00 

50-267 

R 

0302180452 

8302100449 

03/02/1 0 

50-461 

A 

0302220160 

0302220153 

03/02/14 

50-245 

P 

0302180455 

8302100445 

03/02/16 

90-237 

0 

0302220168 

0302220164 

03/02/ 10 

50-205 

R 

0302180457 

8302 100442 

03/02/1 1 

50-373 

0 

0302220172 

8302220165 

83/02/11 

50-307 

S 

8302180463 

0302180458 

93/02/15 

50-454 

G 

8302220177 

8302220173 

03/02/10 

50-272 

R 

0302180464 

0302180460 

03/02/15 

90-389 

R 

6302220197 

8302220174 

83/02/11 

50-348 

8 

0302180467 

8302180459 

83/02/07 

90-373 

8 

B3022 20203 

8302220194 

82/ 13/11 

HAS IE rWT 

0302190472 

8302180469 

83/02/1 3 

90-313 

P 

0302220204 

8302080301 

33/02/08 

DO- 10 

P 

8302100475 

8302180465 

03/02/14 

50-443 

0 

0302220209 

B3020B0301 

93/02/0 3 

30-10 

P 

8302180476 

8302130471 

83/02/15 

50-331 

F 

□302220280 

0302220275 

33/02/15 

30-313 

P 

8302100478 

0302180474 

93/01/03 

CONTRACT 


0302220298 

6302220291 

03/02/15 

50-454 

T 

8302190484 

8302160480 

93/02/07 

50-26? 

P 

0302220304 

8302220291 

93/02/15 

50-494 

T 

8302190493 

83021Q04B7 

03/02/1 I 

50-443 

0 

0302220310 

8302220291 

93/02/15 

50-454 

T 

0302190496 

8302100491 

03/02/16 

90-237 

Q 

0302220317 

8302 220291 

83/02/ 1 5 

30-454 

T 

0302180498 

0302180494 

93/02/15 

90-10 

F 

Q3D2220321 

8302220291 

93/02/15 

90-454 

T 

0302100499 

8302180497 

93/01/27 

90-272 

P 

0302220325 

0302 220291 

03/02/15 

50-4 54 

T 

0302180506 

8302180504 

83/02/1 1 

90-219 

P 

0302220320 

8302 220291 

03/02/19 

50-4 54 

T 

8302180508 

0302180494 

03/02/19 

90-10 

F 

8302220332 

6302220291 

03/02/19 

30-454 

T 

8302180511 

8302100510 

03/01/26 

40-2257 


0302220336 

8302220291 

83/02/15 

50-454 

T 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NIMH Eft 



PRINCIPAL 

DATE 

SUOJECT 

enclosure 

DOCUMENT 

ISSUED 

CATEGORY 

03O222O3J7 

B3 02320334 

03/02/17 

30-361 

P 

©302230339 

0302220334 

83/02/17 

30-361 

P 

6302220346 

8302220341 

03/02/15 

30-352 

B 

8302220351 

8302220349 

83/02/11 

30-293 

S 

D 302220352 

8302220350 

63/02/17 

50-460 

o 

8302220353 

9302 22 0341 

83/02/15 

50-352 

5 

□302220359 

0302320347 

03/02/16 

30-289 

T 

8302220361 

8302220318 

93/02/14 

50-416 

a 

3302220362 

0302220347 

83/02/16 

50-289 

T 

8302 22036 5 

9302220347 

63/02/16 

$0-289 

T 

8302220367 

0302220363 

93/02/ n 

50-340 

6 

©30 2220371 

9302220347 

83/02/16 

50-289 

r 

8302220372 

0302220363 

93/02/1 1 

50-340 

s 

8302220375 

0302220347 

03/02/16 

50-289 

T 

0302220377 

8302220369 

83/02/15 

50-416 

s 

B3022203B1 

8302 220347 

93/02/16 

50-289 

T 

03O222O3B2 

0302220366 

03/02/16 

50-443 

0 

8302220304 

0302220379 

63/02/11 

TOPREP 


0302220386 

0302220380 

83/02/10 

50-3B7 

5 

0102220387 

8302220347 

83/02/16 

50-289 

T 

0302220389 

8302220385 

83/02/14 

30-272 

P 

8302220392 

B3 0222 0366 

83/02/16 

50-443 

0 

G3Q2SZQ395 

©302220391 

83702/10 

30-293 

£ 

0302220399 

8302220366 

83/02/16 

50-443 

Q 

B30222Q404 

©302220396 

63/02/1 1 

50-307 

& 

6302220410 

B 302 22 0407 

03/02/15 

State Prog 

8302220413 

0302220409 

©3/02/14 

50-364 

R 

83022204 1 4 

8302220407 

©3/02/15 

State Prog 

8302220423 

6302220410 

83/02/15 

50-269 

a 

0302220445 

8302220440 

63/01/27 

CONTRACT 

0302220453 

0302220449 

B3/01/27 

CONTRACT 


8302220459 

9302220457 

83/01/04 

CONTRACT 


0302220463 

3302220458 

03/02/07 

COMMISSION 

8302220469 

©302220466 

03/02/03 

COMMISSION 

8302220476 

6302220474 

83/01/24 

50-522 

u 

0302220404 

8302220482 

83/02/09 

70-371 


0302220492 

©302220490 

93/02/OB 

50-2 

F 

0302220517 

B3022S0314 

83/02/14 

50-309 

G 

0302320519 

0302220514 

03/02/14 

50-309 

Q 

6302320520 

8302220461 

93/02/10 

10CFR 


0302220522 

8302000295 

03/02/08 

50-3 

P 

0302220526 

©302220323 

©3/02/16 

30-323 

H 

©302220380 

0302220972 

83/02/09 

40-0029 


©302230006 

0302230005 

83/02/03 

30-275 

P 

8302230009 

8302230007 

83/02/03 

30-309 

F 

©303230011 

B302230007 

83/02/03 

90-309 

F 

©302230022 

S3022J0019 

83/02/09 

50-336 

P 

©302230027 

9302230019 

©3/02/09 

50-336 

P 

8302230029 

©302230019 

83/02/09 

50-336 

P 

8302230043 

6302230019 

83/02/09 

30-336 

P 

0302230061 

0302230055 

83/02/10 

70-2946 


0302230060 

6302230055 

03/02/10 

70-2946 


93022 300G2 

6302230076 

83/01/85 

50-324 

Kf 

8302230063 

0302230076 

03/01/85 

COMMISSION 

03023301 l 1 

8302230100 

©3/02/ 15 

30-327 

S 

8302230123 

&302230122 

63/02/09 

30-320 

a 

8302230129 

8302230124 

83/02/06 

30-29 

s 

0302230133 

3302230125 

63/02/ t& 

30-10 

p 

0302230 13B 

9302230137 

83/02/16 

50-533 

A 

©302230139 

0302230133 

63/02/03 

50-387 

S 

B302230142 

0302230135 

83/02/09 

30-219 

a 

0302230147 

9302 230 14 4 

$3/02/13 

90-326 

Q 

0302230154 

0302230148 

83/02/16 

30-300 

8 

8302230150 

83022301 56 

03/02/15 

50-289 

R 

8302230167 

3302230168 

93/02/J7 

50-317 

R 

B 302 230 1 69 

8302230166 

03/02/10 

50-324 

S 

0302230 1 72 

0302230163 

83/02/10 

30-312 

P 

0302230194 

6302 230191 

03/02/16 

QA999 


B302230199 

8302230191 

03/02/16 

0A999 


S3 0223 03 03 

0302230196 

03 '02/11 

30-290 

a 

8302230304 

6302230191 

83/02/16 

QA999 


©302230209 

8302230205 

03/02/02 

50-397 

s 

0302230213 

8302230203 

03/02/02 

30-397 

8 

8302230217 

6302 230210 

83/02/10 

50-366 

8 

8302230226 

0308230220 

83/02/ 10 

50-397 

fl 

B3 02 2 3022 9 

8308230223 

03/02/00 

50-321 

fl 

0302230233 

8302530330 

93/Q2/U 

30-327 

3 

O302230235 

6302230232 

03/02/ 15 

50-416 

R 

0302230239 

6302330231 

83/02/15 

50-366 

3 

0302230240 

6302230237 

03/01/27 

50-344 

0 


ACCESSION NUMBER 



PRINCIPAL 

date 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0303230246 

8302230233 

33/02/16 

90-508 

8 

0302230256 

8302230251 

83/02/02 

50-312 

a 

B302230257 

030 2 2302 52 

83/01 /28 

50-508 

a 

0302230233 

6302230235 

83/01/20 

50-361 

Q 

8302230259 

0302230254 

03/02/07 

50-293 

a 

B3 02230263 

B30 2 2302 55 

83/01 /2B 

50-361 

Q 

0303230264 

0302230261 

83/02/10 

90-312 

a 

6302230268 

0302230267 

03/01/28 

90-528 

a 

6302230271 

6302230261 

83/02/10 

30-312 

0 

8302230272 

8302230262 

83/02/16 

70- 1 362 


B302230274 

8302230273 

83/02/03 

50-500 

a 

6303230278 

6302230273 

83/02/03 

30-908 

Q 

0302230263 

83O223O2B0 

B3/ 02/14 

50-331 

8 

0302230264 

6302230262 

03/02/16 

70-1362 


9302230292 

0302230289 

83/02/02 

50-387 

8 

0302230293 

83D22302BB 

83/02/09 

50-333 

8 

0302230299 

0302230295 

83/02/03 

50-333 

6 

0302230300 

B30223D297 

83/02/10 

70-1257 


8303230302 

0302230290 

03/02/09 

50-333 

8 

©302230306 

0302230303 

83/02/04 

50-317 

8 

©302230307 

0302230304 

83/02/18 

50-309 

P 

©302230310 

8302230309 

03/02/17 

50-290 

a 

©302230311 

6302230305 

83/01/31 

50-528 

0 

0302830324 

0302230323 

03/02/01 

50-344 

a 

0302230320 

8302230326 

83/02/15 

50-520 

E 

8302230338 

8302230333 

83/02/09 

30-397 

8 

8302230339 

0302230335 

83/02/14 

50-302 

F 

830223034 1 

8302230335 

83/02/14 

90-382 

F 

6302230342 

8302230340 

03/01/27 

50-289 

0 

6302230346 

B302 230340 

83/01/27 

50-205 

0 

6302230340 

0309230335 

83/02/14 

50-382 

F 

8302230349 

8302280340 

83/01/27 

90-285 

a 

B302230331 

9309230347 

83/02/14 

90-537 

A 

9302230333 

8302230335 

83/02/14 

50-302 

F 

8302230350 

0302230335 

83/02/14 

90-302 

F 

6302230363 

0302230360 

03/02/18 

50-244 

P 

0302230367 

8302230360 

83/02/10 

50-244 

P 

B303230368 

630223033 $ 

83/02/14 

90-382 

F 

9302230371 

0302230365 

83/02/04 

50-206 

0 

8302230372 

8302230369 

83/01/27 

90-397 

a 

□302230378 

0302230365 

03/02/04 

90-206 

Q 

0302230382 

8302230377 

83/02/07 

50-247 

a 

0302230303 

8302230374 

83/01/26 

50-397 

A 

9302230388 

8302230379 

83/01/10 

30-279 

Q 

0302230391 

0302230305 

83/02/15 

50-249 

Q 

8302230394 

8302230377 

93/02/07 

50-247 

0 

0302230399 

0302230396 

83/02/04 

50-361 

a 

8302230404 

8302230395 

83/02/09 

50-361 

a 

8302230406 

0302230396 

83/02/04 

30-361 

a 

0302230408 

8302230403 

83/02/17 

90-313 

p 

0302230414 

83022304 1 1 

03/02/1 1 

50-259 

p 

©303230416 

8302230407 

83/02/02 

50-490 

a 

8302230410 

0302230410 

83/02/07 

50-213 

Q 

0303230419 

B302230415 

©3/02/08 

50-255 

F 

0302230431 

8302230424 

83/02/16 

50-369 

K 

6302230433 

8302230422 

83/01/05 

40-8698 


6302230441 

8302230434 

83/02/15 

50-247 

R 

0302230442 

8302230430 

03/02/18 

50-309 

P 

6302230450 

0302230435 

03/02/17 

50-322 

T 

B302230* 5 J 

8302230443 

83/05/16 

50-335 

P 

B302230457 

0302230447 

03/02/02 

90-387 

B 

0302230461 

8302230453 

83/02/21 

50-454 

T 

93022304 i 2 

8302230492 

83/02/14 

50-331 

e 

0302230473 

0302230456 

83/02/14 

50-36© 

8 

0302230476 

0302230463 

83/02/03 

50-317 

© 

8302230477 

S302230471 

03/02/18 

50-247 

T 

8305230478 

8302230472 

©3/01/27 

50-267 

a 

0302230479 

0302230460 

03/02/07 

50-247 

© 

9302230401 

8302230469 

03/02/03 

50-333 

□ 

8302230404 

8302230401 

83/02/16 

50-186 

R 

B302230494 

8302230485 

03/02/10 

50-321 

8 

0302230497 

8302230493 

©3/02/11 

50-275 

R 

0302230490 

8302230467 

83/02/14 

50-247 

<3 

8302230500 

8302230490 

03/02/16 

50-344 

P 

0302230506 

8302230490 

03/02/16 

50-344 

P 

8303230509 

0302230503 

83/02/11 

70-1062 


0302230315 

8302230510 

03/02/11 

90-346 

8 

0302230517 

8302230501 

63/02/17 

50-128 

a 

0302230532 

8302230522 

83/02/10 

50-249 

a 

8302230547 

8302230537 

03/ 02/03 

50-333 

8 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


A' f -3 10 1 NO. nur 



FfUNC If Ai 

L*«Tt 

SUB JECT 

i n m t3z* ftr 

L OHFN r 

issuto 

CATLGORV 

H 102J iO5*i0 

U 10#. 230539 

0 J. OP, l \ 

50-346 

S 

NJ02J303n9 

8J-12-3054I 

□ 3 02x03 

50-286 

Q 

U 1022 30553 

t‘ 3022305 15 

83 0. '17 

50-4 54 

T 

tlJOS? 10'15'i 

8300c 01 5 42 

G3'OI ,27 

50-4 54 

S 

onoapio^M 

e 102^30552 

83- 02-18 

50-247 

G 

□ .1022 30 5* r 

□302330551 

01^02-15 

50-3 28 

S 

1J30J21O5* 3 

e 302 230551 

03'O?'IO 

50-3*6 

s 

□J02230564 

0JO223O552 

03, U 1 18 

50 247 

0 

tH022 10570 

0302c 30556 

□ 3- 02 04 

50-244 

s 

U 1022 305 '1 

0302210557 

03/ or ft 4 

50-316 

s 

Li <022 30572 

0302230552 

□3 0?/ 18 

50 247 

G 

'nO22J0*7'> 

0302210566 

03-02 15 

TOPRFP 


L/J02-? JA5/G 

83^2230567 

83/0? f \ 5 

50-260 

5 

0^022305/9 

8332230569 

83/02 '16 

50 -400 

Q 

0 30223058* 

8332230569 

83/02/04 

50-244 

a 

03022 3059 

8302230577 

83/02/03 

50-333 

s 

0302230595 

8302230582 

83/02/17 

50-508 

Q 

‘3302230596 

8302230509 

83/02/10 

50-400 

G 

0302230*02 

B302230593 

83/02/14 

50-313 

G 

fi 302230*03 

8302230592 

83/02/09 

50-369 

S 

H 302230*06 

8302230593 

83/02/04 

50-271 

s 

□302230608 

0302 230598 

83 -02 '09 

50-354 

Q 

r 102230*13 

0302210604 

83/02/10 

50-312 

S 

0302230*16 

8302230605 

83/0 J '20 

50-317 

s 

n J022 30621 

8302230601 

83/02 15 

50-333 

G 

0302230*22 

8302230609 

03/02/13 

50-2 59 

S 

0302230628 

8332230610 

83/02/15 

90 296 

S 

0302230629 

8102230620 

83/02/15 

50-312 

P 

0302230*40 

830223063? 

83/01/19 

REVIEW GRP 

0302230646 

0302230611 

03/02/02 

50-267 

fl 

-13022 M.-6' tS 

8302230630 

83/02/17 

50-445 

0 

0302230*50 

8302230632 

33/01/19 

REVIEW GRP 

0302230*59 

8302230652 

03/02/17 

50-247 

<1 

0302230*66 

0302230657 

83/02/09 

50-2 /5 

a 

0302230672 

0302230661 

63/02/03 

50-333 

s 

0 102230*74 

830?«'30*67 

03 OP'll 

50-244 

s 

I1302230fcr" r 9 

8302230679 

03/ or - 15 

50-220 

a 

H30P2 10*86 

0302230681 

03/0? ' 1 ? 

50-282 

0 

PJ02230&G8 

8302210634 

03/01/31 

50-267 

0 

0002230*71 

0302230607 

03/02-03 

SO -333 

6 

H *02230692 

8302230684 

83/11/31 

50-267 

Q 

H3022 10*93 

6302230*09 

02/02/11 

50-267 

0 

3 102230*97 

8302210694 

03/02/03 

50 '367 

s 

rH0P2 106 79 

8302230695 

83/02 02 

50-320 

5 

'IJOPi 1 10 *'01 

8302230698 

03/O?'O4 

50-31/ 

a 

8102210 '05 

0302 230 '02 

03'O?/O8 

50-366 

8 

03022 10/06 

630?PJ0 7 G3 

83/02/15 

50 -237 

s 

030223070 7 

830;V20700 

S3 0?/10 

50-366 

s 

0302230709 

6302230704 

83/02 '17 

50-4 SB 

0 

8102230711 

6302 230 v 03 

83/ o?/ 16 

50-3*4 

s 

0103230713 

8302230712 

63/0c '15 

50-293 

s 

0302230721 

83 32230? t 7 

83/02/07 

70-2199 


09022 30 ”22 

8302230716 

03/0? '03 

50-313 

s 

0302230723 

8302230715 

03/Or - 04 

50 -244 

s 

(1 102210 '24 

8302230710 

83/02/17 

50-293 

0 

0002240002 

8302240001 

63/02/04 

XPCRTt 1C 


« 10224C004 

8302240003 

83/02/03 

50-30? 

A 

□302240005 

8302240C03 

S3/02'03 

50 -389 

A 

0102240106 

8302240003 

83/0? '03 

50-389 

A 

0302240017 

8302240015 

03/0?' 14 

50-271 

P 

0 3022 4 0021 

8302240015 

03/02/14 

50-271 

P 

010224 3026 

0302240015 

03/02/14 

50-271 

P 

□302240032 

83022-0029 

83/02/18 

50-333 

P 

IJ 3022 4 003 5 

8302240031 

83/OP/IO 

71-9044 


0302240036 

8302240029 

83/02/18 

50 -333 

P 

□102240064 

0302240059 

03/02/22 

50-454 

T 

03O224CO65 

8 102 2400 5 7 

83/01/25 

COMMISSION 

0302240070 

8302P40039 

83/02 '22 

50-454 

T 

03022 4C074 

0302240059 

83/02/22 

50-454 

T 

□302240075 

8302240061 

83/02/17 

CONTRACT 


0302240078 

8302240059 

83/02/22 

50-454 

T 

0302240079 

8302240071 

83/02/17 

CONTRACT 


0302240082 

8302240073 

83/01/13 

50-3 

P 

GJ022400Q3 

8302240059 

83/0? '22 

50-454 

T 

0302240085 

8302240080 

83/0? '1 4 

50-251 

0 

0 JO224OQG0 

8302240059 

83/02/22 

50-454 

T 

□302240089 

8302240073 

83/01/13 

5C-3 

P 

□J02240091 

8303240037 

83/02/13 

CONTRACT 


030224009? 

8302240059 

83 ' 0?/22 

50-454 

T 

0302240095 

8302240073 

83/01/13 

50-247 

P 


ACCESSION NUIflER 



PRINCIPAL 

DATE 

SU3JECT 

-NCLOSUPE 

DOCUMENT 

ISSUED 

CATEGOfly 

3302240100 

6302240073 

03/01/13 

50-206 

P 

3302240105 

63022*0073 

83/01/13 

50-286 

P 

8JQ2240109 

6302240073 

83/01/13 

50-206 

P 

S302240U3 

6302240073 

03/0! /L3 

50-286 

P 

0102240 1 1 5 

6302240102 

83/02/0? 

50-331 

P 

0302240120 

8302240080 

03/02/14 

50-251 

0 

0302240122 

93022401 10 

83/02/17 

CONTRACT 

0302240125 

B302240102 

83/02/0? 

50-33 a 

P 

9302240131 

B30224OO73 

03/01/13 

50-206 

P 

0302240134 

8302240129 

83/02/03 

50-344 

P 

□302240158 

0302240073 

93/01/13 

50-206 

P 

0 302240143 

8302240136 

03/02/16 

30-3 20 

P 

□302240144 

8302240073 

83/01/13 

50-206 

P 

□302240148 

0302240136 

93/02/16 

50-320 

P 

□302240150 

8302240073 

83/01/13 

50 - 2 86 

P 

830-2240151 

0302240146 

S3/02/I0 

30-307 

P 

8302240 1 5+ 

8302240073 

83/01/13 

50-206 

P 

8302240155 

0302240136 

83/02/16 

50-3 20 

P 

8302240156 

8302240146 

03/02/10 

50-307 

P 

□302240160 

8302240146 

83/02/10 

50-307 

P 

8302240167 

0302240073 

03/01/13 

50-2 96 

P 

S302240J69 

0302240163 

03/02/15 

50-1 55 

P 

030 2240173 

0302240073 

03/01/13 

50-286 

P 

830224017* 

0302240163 

03/O2/J5 

50-155 

P 

8302240501 

8302240163 

03/02/13 

50-1 35 

P 

8302240185 

0302 240178 

□3/02/14 

CONTRACT 


8302240210 

0302 240208 

03/02/22 

50-413 

K 

6302240230 

0302 240222 

93/01/STG 

50-537 

A 

9302240235 

0302 240223 

33/01/20 

FOIA 


030 224023 9 

8302 240233 

83/02/07 

caw i ssi on 

8302240240 

8302240534 

03/02/10 

CONTRACT 


8302240244 

8302340241 

83/01/14 

70-146 


□302240246 

8302240241 

83/01/14 

70-146 


□302240250 

8302 240223 

03/01/20 

FOIA 


010224023! 

830224024 5 

03/02/24 

50-325 

S 

□302240353 

0302240241 

03/01/14 

70-146 


□302240255 

6302240223 

03/01/20 

FOIA 


0302240257 

0302240254 

03/02/11 

50-327 

S 

0302240250 

8302240246 

03/02/1 l 

50-321 

P 

0302240259 

0302240249 

03/02/17 

50-2 77 

R 

0102240263 

0302 240260 

□3/02/10 

50-320 

P 

□302240264 

6302240240 

83/02/1 1 

50-321 

P 

□302240266 

0302240261 

03/02 Ml 

50-327 

B 

0302240267 

03022402*2 

03/02/1 4 

50-329 

A 

0302240269 

8302240240 

83/02/1 I 

30-328 

P 

3302240270 

0302 240223 

83/01/20 

FOIA 


0302240^74 

8302 240271 

□3/02/17 

50-320 

P 

0302240275 

8302 240269 

□3/02/14 

can TRACT 


DJ02240277 

8302 240223 

33/01/20 

FOIA 


8302240202 

8302 240276 

83/02/ ia 

50-275 

P 

8 JOE 240308 

0302 240223 

83/01/20 

FOIA 


□302240292 

8302240206 

33/02/17 

50-275 

P 

□302240293 

8302240523 

33/01/20 

FOIA 


830224031 1 

8302240306 

83/02/16 

50-334 

F 

□302240315 

8302240306 

03/02/16 

50-334 

F 

8302240316 

0302240312 

83/02/02 

TOPREP 


0302240310 

8302240313 

33/02/23 

50-322 

G 

G302240321 

6302240313 

93/02/23 

50-322 

G 

0302240327 

0302240333 

03/01/26 

WASTE HOT 

□302240329 

8302240326 

03/02/15 

50-213 

P 

0J02240337 

8302240334 

B3/02/ 15 

50-262 

P 

□302240336 

8302 240323 

G3/0J/26 

WASTE MOT 

0302240344 

8302240341 

03/02/02 

40-29? 


8302240349 

8302 240347 

03/01/28 

WASTE MOT 

G302240356 

8302240357 

03/01 /2L 

FOIA 


3302240375 

8302 340373 

03/02/01 

XPORTLIC 


0302240390 

8302 240387 

83/02 '09 

XPORTLIC 


0302240395 

8302240391 

83/01 /CJ! 

CONTRACT 


8J02240400 

8302240397 

93/01/28 

27-39 


0302240405 

8302 240402 

03/02/08 

comm rss ION 

B 3 022 5 0009 

8302250003 

83/02/16 

50-267 

F 

0302250013 

Q302250C04 

83/02/08 

50-31* 

P 

3302250016 

8302230003 

83/02/16 

50-267 

F 

Q302250027 

8302 25 00 23 

B3/02 / 18 

50-329 

0 

9302250029 

8302250021 

03/02/16 

50-387 

F 

9J0225G035 

8302250021 

93/02/16 

50-387 

F 

£3302 250042 

8302250036 

03/02/14 

50-443 

G 

8302250047 

8302250036 

03/02/14 

50-443 

G 

3302250050 

830225004 J 

83/02/16 

50-317 

F 

0302250055 

8302250036 

83/02/ J 4 

50-443 

0 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESS l ON NU1GER 

AC'.E'sUGt' tJU'UHR 



panic JPAL 

DA re 

SUBJECT 

- — 





ENCLOSURE 

OOC UtlEN r 

ISSUED 

CATEGORY 


PRWCIPPL 

OmTC 

SUDwECT 


— _ 




» NCLOS'JPE 

DOCUMENT 

ISSUED 

CATEGORY 

B3O225Q079 

9302250074 

81/02/14 

CONTRACT 




— 

- — - — 

— 

6302250095 

9302250073 

03/02/16 

50-315 

F 

M 30225041 1 

6302250391 

83/ 02/ IB 

50-26? 

P 

9302250092 

6302250073 

03/02/16 

50-315 

F 

C1022504 l* 

6302/ 50380 

63/02 ‘ \ 1 

50-329 

0 

8302350(38 

83025501 33 

83/ 02 '10 

50-313 

P 

D^02250h16 

8302^50372 

83/02/22 

50-247 

G 

030 22 50l 43 

0302250133 

83/02/10 

50-312 

P 

P102250417 

8302250391 

03/02/10 

50-269 

P 






6102250419 

C 302 2 50 37 2 

83 0^/2? 

50-247 

G 

0302250148 

8302250133 

03/02/10 

50-312 

P 






0302290160 

0302250157 

63/ 02/03 

KPORTLIC 

81023 50 4 21 

8302250309 

03/07 « 1 1 

SO -32? 

0 

9302250167 

6302250164 

83/02/22 

50-271 

P 

6102290424 

0302250391 

83 1 02 16 

50 -26? 

P 

8305350 (73 

8305550168 

80/ 02/10 

50-373 

S 

□ 302250425 

0302250372 

83 '12/ 22 

50-247 

G 

9302230177 

0302250175 

03/02/10 

50294 

V 

6102250427 

6302250380 

83/02/11 

50-329 

0 






6002230431 

0302250303 

81/02 '1 1 

50 32? 

Q 

B3022 50100 

0302250173 

83/02/16 

50-294 

V 






□302250103 

0302250179 

83/02/17 

50-254 

p 

0302250433 

8302250426 

63/02/22 

70 1719 


0302250164 

0302250101 

83/02/15 

50-315 

s 

0302250435 

830225042G 

63/02/18 

50-200 

P 

9302250190 

9302250(07 

83/05/1 7 

50 -295 

s 

03022504 36 

6302250391 

83/02/18 

50-269 

P 

9302230192 

□302250109 

83/02/17 

50-23/ 

p 

0302230440 

0302250191 

83/02/16 

50-269 

P 






0302250442 

8302250437 

03/02/22 

50-395 

R 

0302250195 

0302250103 

83/02/09 

30-316 

s 






0302250197 

•0302 250193 

03/02/17 

50-304 

9 

0302200003 

8302260002 

93/01/31 

XPDRTLtC 

83022501** 

8302250196 

83/02/0? 

50-3J7 

S 

0 302 2 80032 

8302280030 

63/0$ /2A 

XPGRTl IC 

9302230210 

0302 25020 4 

83/02/07 

40-66 


□ 30 2 2 8 0 0 42 

0302280038 

03/01/17 

50-364 

S 

330223021 1 

0302 250207 

B3/0?/t 4 

50-320 

s 

□302280047 

03022800*5 

83/02/18 

50-335 

S 






□302260048 

83G22B0Q46 

63/01/19 

30-290 

K 

B3022302W 

9302250204 

03/02/07 

40-06 







9302230219 

0302230209 

03/02/07 

30-373 

G 

0102200062 

63022B0057 

03/02/22 

50-321 

P 

030225021 8 

0302250212 

03/02/ J 7 

50-237 

P 

0302280069 

8302280064 

83/02/04 

50-275 

P 

63022302 l 9 

9302 250204 

03/02/07 

40-06 


030220007* 

9302200066 

83/02/17 

50-324 

S 

83022S0221 

9302 2502 16 

03/02/15 

50-219 

5 

0302200079 

6302200071 

03/02/2 2 

50-416 

S 






6302200009 

8302200082 

93/02/15 

50 36? 

S 

0302250224 

0302250213 

83/02/10 

50-361 

S 






B3022 30226 

9302250223 

03/02/11 

50-361 

s 

□3022801 33 

8302280121 

83/02/24 

50-546 

A 

8302250220 

8302250220 

B3/02/09 

50-373 

5 

□302280137 

6302260121 

03/ 02/24 

50- 546 

K 

0302230239 

0302250231 

63/02/10 

70-390 


03022001 36 

6102200131 

03/02/17 

50-366 

S 

8302230240 

0302250235 

93/02/23 

50-247 

7 

O3O220OI39 

0JO220O 1 35 

93/01 fP 5 

FG1A 







□302260143 

8302 200 121 

03 • 02 - 24 

50-546 

F 

B3 022 50 24 1 

8302250230 

03/02/16 

SO-316 

S 






B302290?43 

0302250237 

63/02/15 

50-445 

Q 

03022001 H? 

6302280121 

83/ 02/24 

30-546 

C 

0302230247 

0302250242 

03/02/22 

50-271 

P 

0302200153 

8302260 1 50 

03/02/17 

50 -327 

S 

9302250257 

0302250253 

83/02/22 

50-30? 

0 

□J022Q0IS8 

63O22G0JP! 

83/02/24 

50-346 

A 

B302250268 

8302250266 

03/02/10 

50-352 

a 

G3022G0162 

S302?a0l59 

03/02/17 

50 -327 

S 






□302200 16** 

9302280151 

63/02/17 

TOPRFP 


0302250269 

8302250262 

83/02/10 

50-40? 

p 






03022 30273 

8302290266 

83/02/10 

30-352 

Q 

0302200176 

B3O2P0O169 

83/02/16 

50-329 

A 

03022 30263 

0302250270 

83/02/07 

30-233 

Q 

830228017/ 

8302260172 

83/02/24 

50 -546 

M 

6302230287 

0302250277 

03/02/22 

30-320 

p 

□302260163 

0302200 1 79 

83 02/17 

50-247 

0 

8302230369 

8302250201 

03/02/10 

50-26? 

0 

□302280164 

8302200175 

33/02/18 

50-260 

S 






8302280191 

6302260162 

03/02 • I 7 

50-255 

P 

93022 502B? 

0302250282 

63/02/09 

50-334 

Q 






93022 30296 

0302230286 

83/02/09 

30-373 

5 

8302260192 

0302280183 

03/02/22 

50 -5 

fi 

S3022 30300 

8302250295 

83/02/10 

50-30? 

0 

□302280195 

8302260182 

83/02 M 7 

50-255 

P 

03022 50303 

8302250S9J 

03/02/17 

50-254 

a 

0302280170 

0302 2801 96 

03/02/17 

50-395 

S 

9302250309 

8302250303 

03/02/22 

50-298 

0 

0302200700 

6302700194 

01/02/10 

50-327 

S 






0302200201 

83322BG197 

03/02/10 

50-312 

0 

B0022 3031 1 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of ail oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application 

3. Amendments and changes to items 1 and 2. 

4. NRC questions* requests for additional information* and applicant responses, 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appln 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit, 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR) 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e,g M topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 



3. Transmittal and acknowledgement letters 

4. Certificates of service to the PSAR 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below Othei environmental documents and 
coirespondence are Hied in Categories A, D, M, V or R. 

1. Environmental Repoit (ER) submitted by the utility. 

2 Amendments and supplements to the E,R. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or leview of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings wheie tire primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other enviionmenlal documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES, 

3. Correspondence relating to the DES and FES. 

4. Comments from other fedeial, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues oi of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information foi DES or FES, 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are Filed in categories A, P or W, depending on the phase of the licensing process. 



1 . 


Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report), 

2 Supplements to SER. 

3. Conespondence telating to SER, 

4 Federal register notices citing availability of items 1 and 2. 

5. Infoimation on scheduling of SER submittals and review. 

6. Requests for additional infoimation for use in preparing SER; responses (o such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in ihis categoiy are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazaid Protection Plan and surveys. 

2. Plant evacuation concspondcncc. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Progiani. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and icvisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all nomnntitnist legal and adjudicatory documentation, except for transcripts, 
bliofings and testimony, which me filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents, 

2. Federal legistcr notices regaiding hearings, 

3. Requests to make appearances at hearings. 

4. Motions, briefs, aiguments, statements and related correspondence filed by participants for 
hearings, 

5. Tiansmillal of supposing documents (c.g., SER, FES) to the boards. 

6. Cortcspondencc to and from intervenors. 

7. Boaid orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission 01 tiers and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion arc included. 

1. Change ot addtess notifications, 

2. Changes in structure of organization. 

3. Changes in seivice lists 

4. NRC requests to applicant for additional copies of documents. 

5 Conespondence from the public requesting information about the facility and NRC lesponses. 

6. Coriespondcnce on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This categoiy contains all financial information except that submitted as part of the application oi 
its amendments or relating to the imposition of civil penalties. 

1. Company annua! reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1, Indemnity agreements and amendments. 

2, Endorsements insurance policies, 

3, Other correspondence icgaidiiig indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in categoiy 
A or P. 

1. Final Safety Analysis Report (FSAR) (fonneily called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items I and 2, 

4. Transmittal and acknowledgement letters, 

5. Certificates of service to the FSAR, 
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L. LIMITED WORK AUTHORIZATION (LWA) and related correspondence 

This categoiy is limited to documents pertaining to Limited Work Authorizations (LWA) wheieby 
applicants can cany out limited site preparation and construction prioi to the granting of a con- 
stiuction pei mil. 

1. Limited Wotk Authorizations (LWA) and amendments. 

2, Conespondence pertaining to woik performed undci LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Infoimation Requested by the Attorney General for Antitrust Review”. 

2. Conespondence where the piimary topic of discussion is antitrust matteis. 

3. All antitiusl piocccding related documents except for hearing transcripts, testimony and brief- 
ings, which aie filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This categoiy contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related conespondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Conespondence and letter icpoits relating to Advisoiy Committee on Reactoi Safeguards 
(ACRS) icvicws. 

2. Conespondence fiom ACRS. 

3. Announcement of ACRS meetings. 

4. Tiansmitlal and acknowledgement letfeis. 

5. ACRS icpoits. 

6. Statements and wiitten testimony by ACRS members or presented by individuals at ACRS 
pioecctlings. 

7. Minutes at ACRS Subcommittee Meetings, 


P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical Ucms dated from the issuance of the operating license to the application for term, nation 

of the license. 


1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3. Backup technical documents (eg., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2 . 

5. Coirespondcnce rcgaiding the Final Safety Analysis Repoit (FSAR) 

6. All general technical coriespondence, meeting announcements or meeting summaries lclatmg 
bo technical specifications, the operating license or technical issues ansing after the issuance 
of the operating license, 

7. Coriespondencc regarding codes (e.g, ASME), legislations, laws oi changes in policy that may 
affect plant opciation oi hear on the operating license, 

8. Information on the Standard Review Plan (STP) 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11- Owner’s group meeting announcements and reports. 

12 Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency coie cooling system documents 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on genetic technical matteis highlighted by an event at 
another facility which may affect the subject facility; not coveted by an IE Bulletin, 

19. Reports of site visits, 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports, 

2. IE Bulletins (formerly called Regulatoiy Operations (RO) Bulletins), Ciiculais and Information 
Notices, 

3. Responses by applicant to IE cot respondent . 

4. Applicant’s determination of proprietary nature of inspection repoits. 

5. Letters concerning areas of noncompliance . 

6. Pre-seivice and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (BN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S, 
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R PL R IODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

This cj<egoi\ includes pei iodic repoils oi a i oui me miltue 


1 Monthly xenminmuiL 01 anmul opciatmg icporis (uthei ih«m Itihincial), 

2 Peuodk envu onniental monitoung el lltion fl testing 01 similai repoils 

1 Pcnodic poi son ne I cxpusuie icpoiis 

4 Opoiulioiui) Logbooks 

Logbooks on Lnvn on mental Data 
Logbooks on Radiological Dala 
Opeialions L.og on Plan! S\siems Coio 
Plant St ni us Sumniiiiv Sheds 

5 Coircspondence oi olhei doumienlx iclaimg lo 1 lie above lisicd Hems 

S REPORTABLE OCCURRLNCLS PNOs. PNSs AND RELATED CORRESPONDENCE 

Tins ciilcgoiy contains all mnicnals lelniing io abnormal uvi u-susil reportable or nonrimline occur- 
rences oi even is This includes 

1 All 24-lumi 10-day dO-ilav. interim and final Licensee 1 vein Repoits (LLRx) and follow-up 
umcspondcnee (also called incident icpoiis abnormal occurrence reports and reportable 
occui rentes) 

2 Potential oi possible icpoi table deficiency jepoits and iclaied correspondence 

3 Personnel exposure repoils 

4. Construction deliciencv icports submitted under 10 CER 50 55c 

5 Pi el) miliary Notification ol Occurrence (PNOs) and Preliminary Notification ol Safeguards 

Events (PN s) 

6. Environmental Technical Specifications violation reports and Environmental Event reports 

7 Part 21 Repoils ol delects and uonconipliante 

8 Coriespondence or other documents relating to items 1-7 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This calcgoiy contains all word-for-word transcripts* except loi antitrust matters (category N). 
testimony and briefings, and congressional matters (category U). 

1 Atomic Safety and Licensing Boaid (AS LB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts 

2 Testimony and statements submitted io ASLB and ASLAB 

1 Commission meeting transuipts 

4 NRC stall brie lings to the Commission 

5 Statements and written testimony submitted at Commission meeting or hearings. 

6 Tiunscripts ot utility biiels lo NRC stall 

7 Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

K Corrections to above items 
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U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


Tliis uilcgoiy contains correspondence on substantive mutters Routine i espouses to constituent 
mquines are Hied m category II 

1 Statements and testimony betoie Gmgiess 01 hetoie bodies /committees appointed by the 
Executive 01 Legislative Blanches 

2 PieparatOTy and backup documents loi item I 

L Coriespondence to and tioni NRC 01 1 ice at Congressional Allairs Congress and the Executive 

Branch on otht'i than constituent i espouse matt ei s 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1 Operator licenses or ad m mis tr alive information bearing on licensing of operators 

2 NRC examination i esults, 

3 Power plant examination sumimiy sheet 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file foi general technical 
items from the application tor termination ol the operating license onwaul 

1. Application for authority to voluntarily sui render license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning 

4 Documents relating to disposal ol radioactive matenal and decontamination ot the site. 

5. Other correspondence relating to above items 

6. All documentation relating to the ongoing opetahon of the plan, formerly filed in category P. 

X. ONSITE LOW-LEVEL WASTES STORAGE 

This category contains items related to the onsite stoiage ol low-level ladtoaclive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFS1) 

This category contains documents with an NMSS license and/or a Dockct-72 numbci . Foi installations on a 

reactor site, the associated Docket-50 n umbei will also be identified. 

1 , License applications, licenses, amendments and proposed amendments to possess power icactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a icactor site or at a separate 
site.) 

2. All t elated correspondence and leports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

10CFR — Commission Meeting Records 

This categoiy contains documentation pertaining to open and closed Commission meetings. It 

includes 

1. Sunshine Act Federal Registei notices. 

2. Full, written explanation of closed meetings. 

3. Ceitification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosuie of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official lianscripls or portions of transcripts of open and closed 
Commission meetings made publicly available in accoidance with provisions of 10CFR Part 9, 
the Sunshine Act, and Commission policies, 

6. Enclosures to released tiansciipts, including applicable viewgiaphs, staff papers, and staff 
conespondence. 

7. Staff i equipments memoranda foi open meetings; memoianda to recoul; record of votes ot 
Commissioners on items under consideration at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactoi Safeguaids. ACRS serves as an independent advisory committee to the Commission in 
safety*! elated areas. The committee provides advice with respect to the hazards of new oi exist- 
ing nucleai facilities and the adequacy of related safety standards. The documents in this category 
aie: 

1. Verbatim tiansciipts of ACRS subcommittee and full committee meetings lelating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-geneiated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant repoits, comments and related coirespondence. 

5. ACRS and NRC technical conespondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards, 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

I. Incoming and outgoing conespondence to and fiorn the Commissioners relating to official 
NRC business, including icports and other enclosures, 
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2. Tiavel voucheis, telephone logs and official appointment calendar ol individual Commissions s 

3. Weekly Infoimation Repoits (SECY senes nunibei) piepaied by the Executive Ducctoi foi 
Operations (EDO) foi the Commissioner, providing a summaiy of key events and items oi 
interest undei taken by individual staff and piogiam offices. 

NOTE Foi tiansciipts of Commission meetings, sec 10CFR categoiy. Foi all othei staff paper 
with a SECY series designation piepaied foi Commission leview, sec SECY categoiy 


CONTRACT - NRC Contracts and Modifications 

This categoiy contains documentation pertaining to AEC and NRC contracts and Into agency 
Agreements, including 1 

1. Notifications of issuance of request foi proposal (RFP) and invitations foi bid (IFB), 

2. Solicitations (RFP oi IFB) issued by the NRC. 

3. Notifications of contiact execution, specifying conduct numbei, pioject title, contractoi 
name, contiact type, funding, and peuod of pcifomiancc. 

4. Contractual documents and contiact modifications, if any. 


DISCLOSURE — Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOI A — Freedom of Information Act Requests and Releases 

This category contains requests foi agency rccoids and iccords released in accordance with the 

provisions of the Fieedom of Information Act (FOI A). Documents in this category include: 

l- Requests made by any member of the public (assigned an identifying number YY-NNN 
foi last two digits of the yeai -numerical sequence) for NRC tccoids made in accoi dance 
with the piovisions of the Fieedom of Information Act. 

2. Correspondence between the NRC and the icquester lelevant to the pioeessing, appeal, 
denial or granting of an FOIA icquest. 

3. Rccoids or portions of records released in response to specific requests made undei FOiA. 


GEN TECH IS — Generic Technical Issues 

This categoiy contains records pei tabling to unresolved safety issues of a genetic nature that aie 
being analyzed by the Division of Nuclear Reactoi Regulation. 

1- Draft reports of action plans to accomplish generic tasks in the regulatory progtam. 

2. Correspondence with industry and internal correspondence regaiding the methodologies, 
analyses, and programmatic and technical aspects of issues. 
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3. Meeting notifications and minutes. 

4. Intel im findings and status lepoits on generic tasks addiessing related aspects of geneiic 
technical issues. 


I&E — Inspection and Enforcement 


This category contains bulletins, ciieulais and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances descnbe particular events that occur at a facility 
that may lequiie some follow-up action on the part of licensees. Also included in this category 
are pieliminaiy notifications of events (PNOs). 

1. I&E Ciieulais, which descnbe an event at a licensed facility and are in foi (national in nature 

2. I&E lnfoimation Notices, which are similar to ciiculars but are prelinunaiy in natuie and 
issued shoilly aflei an event has occurred. 

3. I&E Bulletins, which describe an event at a licensed facility and request ail recipients to 
peilorm ccitain actions as a lesult of tins event. 

4. Pieliminaiy Notifications of Events (PNOs), which provide updated information of an event 
of safety oi public in Iciest significance. 


NOTE: Foi letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Qof individual docket categories. 


MISC - Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other non docketed 
catcgones. 

NUREG — NUREG Reports and Related Correspondence 

These documents are foimal icpoits issued by the U,S. Nuclear Regulatory Commission which 
carry the NUREG seiies code and correspondence pei taming to those reports, NUREG reports 
me accounts of woik peifoimed citliei by the NRC staff or by NRC contractors. 

1. These reports are noimally final work products and are characterized by the following criteria: 

a. They are piedccisional documents which piesent information to be considered in 
Commission licensing and policy decisions. 

b. They piesent the results of Commission licensing and policy decisions. 

c. They piesent the lesults of technical lesearch conducted for the Commission. 

2. Couespondence from industry, government and interested membeis of the public commenting 
on leports or requesting claiification or interpietation. 

3. Internal NRC mcmoianda summarizing meetings oi discussions pertaining to the content of 
the lepoits. 
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ORG — Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations, records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1 Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air, 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development 

4. StatementSv motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 


This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission detei- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

\ t Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR), 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10, 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR, 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Coirespondence between NRC and the petitioner regarding the status and substance of the 
petition 

4. Comments fiom the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE. For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY categoiy. 

For Commission review of staff recommendations, see the 10CFR category. 

PROJ — Projects— Predocket Licensing 

This category contains lecords pertaining to two classes of projects. (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes arc identified with a “P” 
prefix, followed by a senes of numbers. 

h “Pre-docketed" commercial nuclear power plants 

This categoiy contains all documentation up until the time that the NRC considers the appli- 
cation and the Piehminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Conslruction Stage 

1. Application submitted by the utility, 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to die PSAR. 

3. Transmittal letters, 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

L Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 


Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors* critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Notxcompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include' 

1. Reports by firms involved in the nuclear industry concerning noncomphance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 senes. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other fotlow-up correspondence associated with the resolution 
of inspection findings, 


REGGD — Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence, These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 

by the staff m evaluating specific problems oi postulated accidents, or provide guidance to appli- 
cants. Included are 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide 

5 Summaty of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding reseat ch and technical assistance to the Commission. It also includes documentation per- 
taining to leseaich activities of the Commission. Included are: 

1. Project description documents. 

2 . Letter reports of accomplishments and data reports, for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports, 

4. “Quick look” reports. 

5. Informal expeumental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Lett ci reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RJLs) transmitting the documented results from com- 
pleted research programs. 

NOTH: For final icports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas, They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
icview group, Documents in this category arc: 


1. Agendas for quarterly review group meetings, 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views, 

3. Research plans and predicted results of major experiments; presentations by research contractors, 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendois and othci agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains leeords pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings arc instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include * 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings, 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Repents, if any, of the special board to the Commission regarding a rulemaking pioceeding. 


SECY - Position Papers Before the Commission 

This categoiy consists of staff papcis prepared for the information or approval of the Commis- 
sioners which aie assigned a SECY icport series code. Included are: 

1, Commission Action papers, which normally Include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items, 

NOTE: For Weekly Information Repoils prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
sec the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments, Areas covered include: (I) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; ( 2 ) the Agency’s role in assisting 
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State and local governments m planning responses to radiological emergencies, and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting It includes. 

]. Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs m such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas, 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulationsji.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement Slate licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related conespondence that is not docket specific is also included in this category. 

1. Topical rcpoits, dealing witli such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Conespondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaiies, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For rcpoits submitted by utilities that arc written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 senes. 


WASTE MGT - Nuclear Waste Management 

This categoiy is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic lepositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Coircspondence pci taming to NRC's advisoiy role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (W1PP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC — Export and Import Licenses 

This catcgoiy contains tecords relating to the issuance of licenses to expoit or import nuclear 

facilities and materials. Included arc: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nucJeai facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

ft. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Dii color for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item J. 

NOTH: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see 10CFR category, 
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